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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Wednesday,  January 
2,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday  January  8,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  rtliei  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman 
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1506-23-S . B.B.M.  ..45  East  20th  st.,  Man. 

-  Viol.  1792-1923. 


der  No. 
in. 

,  .0219-21162. 

D.  ...2  1st  st.,  Manhattan. 

L.  C.  20338. 

.B.B.B.  ..87-101  Crown  st.,  klyn. 

N.  B.  22884-1923. 

. B.B.M.  ..17  East  53rd  st.,  Man. 

Certificate  of  Occupancy. 

Z . B.B.Bx.  .1125-1137  Union  ave.,  Bronx. 

—  N.  B.  3032-1923. 

~3-S . F.D.  ...108  East  16th  st.,  Man. 

-  L.  F.  52763. 

1529-23-BZ _ ...B.B.M.  ..121-131  West  83rd  st.,  Man. 

-  N.  B.  649-1923. 

15281-23-A . F.D.  ...1884  Pitkin  ave.,  Bklyn. 

-  C-83517. 

i-23-A . F.D.  ...1219  103rd  st.,  Queens. 

-  Alt.  131-1923. 

1526-23-S . B.B.M.  ..33  East  20th  st.,  Man. 

-  Alt.  2603-1923. 

1525-23-A . F.D.  ...18  Morton  st.,  Man. 

-  L.  C.  21539. 

1524-23-A . B.B.B.  ..803-811  “P”  ave.,  Bklyn. 

-  N.  B.  11314-1922. 

1523-23-S . F.D.  ...98  East  Broadway,  Man. 

-  L.  D.  46638. 

1522-23-S . F.D.  ...279  5th  ave.,  Man. 

-  L.  D.  52380 

1521-23-A . F.D.  ...792  Liberty  st.,  Bklyn. 

-  F-52016-5201 7-520 18. 

1520-23-A . F.D . 516-524  Broadway,  Bklyn. 

-  F-51803. 

1519-23-A . F.D.  ...29-55  Middleton  st.,  Bklyn. 

- -  ■  F51717-F-51718. 

1518-23-BZ . B.B.M.  .S.  W.  C.  Davison  ave.  &  181st 

-  st.,  Bx.  N.  B.  2690-1923. 

1517  23-SR . Rule  ....Recommendation  for  amend- 

-  ment  to  Building  Code. 

1516-23-BZ . F.D.  ...8009  95th  ave.,  Queens. 

-  L.  C.  83730 

1515-23-SA . F.D.  ...Apartment  House  Oil  Burner 

- -  A-25,  Appliance. 

1514-23-BZ . B.B.M.  .75  1st  ave.,  Man. 

■  -  Certificate  of  Occupancy 

1513-23-S . B.B.M.  ..103  West  27th  st.,  Man. 

■  -  Certificate  of  Occupancy 

1512-23-S . F.D.  ...42  West  30th  st.,  Man. 

-  L.  D.  5027 

1511-23-A . F.D.  ...63-65  Cedar  st.,  Stapleton, 

-  Rich.  L.  C.  21263. 

1510-23-BZ . B.B.Bx.  .Merriam  ave.,  360.78  ft.  S.  170th 

-  st.,  Bx.  N.  B.  2848-1923. 

1509-83-BZ . B.B.Bx. .  Evelyn  pi.,  100  ft.  W.  of  Jerome 

■  -  ave.,  Bx.  N.  B.  2865-1923. 

1508-23i-BZ . B.B.B.  ..631-637  Gates  ave.,  Bklyn. 

- -  N.  B.  22833-1923. 

1507-23-BZ . B.B.B.  .1101-1113  Prospect  ave., 

-  Bklyn.  N.  B.  22106-1923. 


1020-23-S . 


Restored  to  Calendar. 

. .  F.D.  . .  .151-155  West  25th  st.,  Man. 

L.  D.  49107 


F.D.  .. 
H.D.  .. 
B.B.B. 
B.B.Bx. 
B.B.M. 
B.B.Q. 
B.B.R. 
T.H.  .. 


CODE. 


. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

.Bureau  of  Buildings,  Richmond 
. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  January  2,  1924. 

Building  Zone  Cases. 

984-22-BZ. 

APPLICANT — Barnet  Goldfein,  owner. 

PREMISES — 2379  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  motor  ve¬ 
hicles,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 

259-23-BZ. 

APPLICANT-John  De  Hart,  for  Gregor  Feibel,  owner. 

PREMISES— 636  East  219th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises. 

932-23-BZ. 

APPLICANT  Murray  Klein,  for  Asher  Dann,  owner. 

PREMISES — 5002-5012  7th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  extension  of  a 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

\ 

1264-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Alphonso  E.  Pel¬ 
ham,  owner. 

PREMISES — East  side  of  Jerome  avenue,  325  ft.  north  of 
Bedford  Park  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1164-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Realty  Supply  Cor¬ 
poration,  owner. 

PREMISES — 2314-2320  Snyder  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

) 

1458-23-BZ. 

APPLICANT — Louis  A.  Shenart,  for  Garrison  Land 
Company,  Inc.,  owner. 

PREMISES — West  side  Dyckman  street,  294  ft.  6*4  in. 
south  of  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


CALENDAR 


APPLICANT — Nathan  D.  Shapiro,  for  Aimee  Klein, 
owner. 

PREMISES — 1819-1837  Cropsey  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1350-23-BZ. 

APPLICANT — William  Higginson,  for  E.  J.  Trum,  Inc., 
owner. 

PREMISES — 764-776  4th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  manufacturing 
purposes. 

1385-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Max  Ludecke,  lessee. 

PREMISES — 150-152  West  127th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  residence  district  the  alteration 
and  extension  of  an  existing  business  building,  also 
to  construct  building  over  entire  lot  area,  omitting 
a  rear  yard  as  required  by  the  building  zone  reso¬ 
lution. 

1410-23-BZ. 

APPLICANT — George  M.  McCabe,  for  Wendell  &  Evans 
Company,  owner. 

PREMISES — 160-168  West  10th  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  extending  into  a 
business  district  the  alteration  and  conversion  of  an 
existing  stable  for  more  than  five  (5)  horses  to 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

632-20-BZ. 

APPLICANT — William  F.  Doyle,  for  Elmer  E.  Stevens, 
owner. 

PREMISES — 1910  Walton  avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  conversion  and  ex¬ 
tension  in  area  of  an  existing  stable  for  more  than 
five  (5)  horses  into  a  garage  for  more  than  five 

cars. 


BOARD  OF  APPEALS. 

Wednesday,  January  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

378-23-A — 47-65  West  42nd  street,  Manhattan. 

613-23-A — North  side  of  Washington  avenue,  from  6th  to 
7th  avenues,  Long  Island  City,  Queens. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

1353-23-A — 170-180  Belmont  avenue  and  221-229  Powell 
street,  Brooklyn. 

1259-23-A — 979-981  Franklin  avenue,  Brooklyn. 

1271-23-A — 126  East  32nd  street,  Manhattan. 

1342-23-A— 37-71  9th  street  (Bldg.  E),  Brooklyn. 

1331-23-A — 2-10  172nd  street,  Jamaica,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  January  2,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  994-23-BZ — Application,  August  8,  1923,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  James  S. 
Huntington,  owner,  to  permit  in  a  busi¬ 
ness  district  the  maintenance  of  a  mo¬ 
tor  vehicle  repair  shop ;  premises  1672 
Coney  Island  avenue,  Brooklyn. 


no.  1309-23-BZ — Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Her¬ 
man  Kronenberg,  owner,  to  permit  in 
a  business  district  the  erection  ana 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  98-120  Livonia  ave¬ 
nue,  from  Douglass  to  Herzl  street, 
Brooklyn. 

cal.  no.  1319-23-BZ — Application,  November  16,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  E 

G.  Hothan,  owner,  to  permit  in  an  un¬ 
restricted  district  extending  into  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  23-45  Caton  place,  Brooklyn. 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  January  2,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1135-23-S — 6  East  48th  street,  Manhattan. 

676-23-  S — 140-144  Metropolitan  avenue,  Brooklyn. 
1216-23-S — 43-45  East  30th  street,  Manhattan. 
1320-23-S — 417-421  Madison  avenue,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S— 22  Spruce  street,  Manhattan. 

1341-23-S— 37-71  9th  street  (Bldg.  E),  Brooklyn. 
1345-23-S — 43-45  East  30th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  8,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1128-83-BZ. 

APPLICANT — William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners. 

PREMISES — 363-371  Prospect  place,  Brooklyn. 

TO  PERMIT  in  an  unrestricted  district  extending  into  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1210-23-BZ. 

APPLICANT — Henry  C.  Brucker,  for  George  Hummel, 
owner. 

PREMISES — 2365  Myrtle  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  mian- 
tenance  of  an  extension  to  an  existing  building 
used  for  business  purposes. 

1212-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Mary  Katz,  owner. 

PREMISES — 1115-1119  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo, 
owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1308-23-BZ. 

APPLICANT — Robert  Teichman,  for  Schinasi  Commer¬ 
cial  Corp.,  owner. 

PREMISES — 311  West  120th  street,  Manhattan, 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  an  existing  factory  building  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

1400-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Turin  Garage  and 
Supply  Co.,  Inc.,  owner. 

PREMISES — 55  West  93rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

1 447-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Cedar  Land  Realty 
Co.,  owner. 

PREMISES — Southeast  corner  of  Jerome  avenue  and 
Fast  Tremont  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  8,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

646-23-A — 232-258  Taaffe  place,  Brooklyn. 

1303-23- A — 220  25th  street,  Brooklyn. 

1321- 23-A — 229  Bowery,  Manhattan.  < 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

1026-23-A — 46-50  Wooster  street,  Manhattan. 

1 064-23-A — Southeast  corner  of  East  138th  street  and 
Brown  place,  The  Bronx. 

1296-23-A — 151  East  62nd  street,  Manhattan. 

840-23-A — 3587-3589  Broadway,  Manhattan. 

1322- 23- A — 26  East  55th  street,  Manhattan. 

1295-23- A — 359-363  9th  avenue,  Manhattan. 

600-23-A — Pier  No.  8,  North  River,  foot  of  Rector  street, 
Manhattan. 

792-22- A — 6118  Rockawav  Beach  blvd.,  Arverne,  Queens. 

715-23-A — 51-53  Maiden  Lane,  Manhattan. 

1008-23-A — 1363-1377  Sedgwick  avenue.  The  Bronx. 
709-23-A — 43  West  16th  street.  Manhattan. 

1048-23-A — 69-73  Roebling  street,  Brooklyn. 

1137-23- A— 1295-1307  Broadway,  Brooklyn. 

1469-23-A— 880-884  65th  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GIVEN  bv  the  board  of  anneals 
of  a  public  hear'ng  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  8.  1924.  at  10 
o’clock,  in  Room  919,  Municipal  Building,  rn  the  following 
matters : 


cal.  no.  1086-23-BZ — Application,  September  14,  1923, 
under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  #  2772-2774  West  15th  street, 
Brooklyn. 

cal.  no.  1156-23-BZ — Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

cal.  no.  1125-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Harry 
H.  Cohen,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx. 

cal.  no.  1294-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  H.  L. 
Brandt,  applicant,  Minnie  Stone  Mar¬ 
tin,  Helen  Stone  Tuzo  and  Elsie  Stone 
Oscanyan,  owners,  Anna  T.  Reynolds, 
lessee,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  Riverside  drive,  359  ft.  9  in.  south 
of  West  158th  street,  Manhattan. 

cal.  no.  1437-23-BZ — Application,  December  6,  1923,  under 
the  building  zone  resolution,  of  Frank 
Case  Hayden,  applicant,  on  behalf  of 
Edward  Waldron  and  Fannie  Hass, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  oi 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  235- 
249  West  154th  street,  Manhattan. 

cal.  no.  1022-23-BZ — Application,  August  20,  1923,  under 
the  building  zone  resolution,  of  Marie 
A.  Eder,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
four  (4)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  1984  Anthony  ave¬ 
nue,  The  Bronx. 

cal.  no.  794-23-BZ — Application,  June  21,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Tis¬ 
dale  Lumber  Company,  owner,  to  per¬ 
mit  in  an  unrestricted  district  extend¬ 
ing  into  a  residence  district  the  main¬ 
tenance  of  storage  shed  used  for  busi¬ 
ness  purposes ;  premises  west  side  of 
130th  street,  313.42  ft.  north  of  89th 
avenue,  Richmond  Hill,  Queens. 

cal.  no.  1111-23-BZ- -Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitc 
&  Hulse,  applicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
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permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  Building  Zone  Reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  208-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  8,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1198-23-S — 134  West  28th  street,  Manhattan. 

1236-23-S — 304  Pearl  street,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

1276-23-S — 2413  3rd  avenue,  The  Bronx. 

I315-23-S — 33  Moore  street  (rear),  Brooklyn. 

1369-23-S — 102  West  29th  street,  Manhattan. 

]383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

Applia)ices  Submitted  for  Approval. 

1339-23-SA — National  Lighting  Service  Oil  Pump,  ap¬ 
proval  of. 

1346-23-SA— New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

RULES. 

41-19-S — Exit  Rules — Revolving  Doors. 

693-20-S — Proposed  Amendment  to  Plumbing  Rules. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Triday,  January  11,  1924,  at  2  p.  m. 
473-21-S — Gas  Shut-off  Rules. 


BOARD  OF  APPEALS. 

Tuesday,  January  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23- A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

900-23-A — 339-341  Lafayette  street,  Manhattan. 

233-23-A — 1835  Carter  avenue,  The  Bronx. 

1306-23- A — 61  Beekman  street,  Manhattan. 

531- 23-A — Southwest  corner  of  34th  street  and  Park  ave¬ 

nue,  Manhattan. 

532- 23-A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

1149-23-A — 1114-1120  Liberty  avenue,  Brooklyn. 

1188-23-A — 611-621  'West  131st  street,  Manhattan. 
1241-23-A — 52-54  William  street,  Manhattan. 

1260-23-A — 614  West  49th  street,  Manhattan. 

1263-23-A — 430  West  55th  street,  Manhattan. 

1275-23-A — 2413  3rd  avenue  (rear),  The  Bronx. 

1293-23-A — 433-437  East  22nd  street,  Manhattan. 

1311-23-A — 71-79  West  23rd  street,  Manhattan. 

1080-23-A — 196  19th  street,  Brooklyn. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  January  15,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  750-23-BZ — Application,  June  14,  1923,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wol¬ 
cott  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  ot  a  garage  tor 
the  storage  of  more  than  five  (5)  mo- 
tor  vehicles;  premises  8114-8122  18th 
avenue,  Brooklyn. 

cal.  no.  497-23-BZ — Application,  April  24,  1923,  under  th< 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  maid* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

cal.  no.  1190-23-BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  A.  F. 
&  O.  J.  Realties,  Inc.,  applicant  and 
owner,  to  permit  in  an  unrestricted  dis¬ 
trict  extending  into  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  4693  3rd 
avenue,  The  Bronx. 

cal.  no.  11 92-23- BZ— Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Isi- 
dor  Stark,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  oi 
more  than  five  (5)  motor  vehicles; 

•  premises  1864-1876  Coney  Island  ave¬ 
nue,  Brooklyn. 

cal.  no.  1375-23-BZ — Application,  November  26,  1923, 

under  the  building  zone  resolution,  of 
William  Tilden  Koch,  architect,  on  be¬ 
half  of  Frank  N.  Dowling,  owner,  to 
permit  the  extension  from  a  business 
district  into  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  business  building ;  prem¬ 
ises  52  East  57th  street,  Manhattan. 
cal.  no.  847-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Mary 
Mohr  Woolf,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1479-1485  Jerome  avenue.  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  15,  1924,  at  2  p.  tn. 

Petitions  for  Variations. 

1134-23-S — 49-55  West  27th  street,  Manhattan. 

719-23-S — 169-171  Broadway  and  1-11  Cortlandt  street, 
Manhattan. 

1119-23-S — 233-243  Greene  street,  Brooklyn. 
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1401-23-S — 213  West  33rd  street,  Manhattan. 

1428-23-S — 30  Bond  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

11G9-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

143 1-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No.  -6  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1318-23-A— 921  3rd  avenue,  Manhattan. 

1340-23-A — 131-147  Jewell  street  and  203-211  Meserole 
avenue,  Brooklyn. 

135G-23-A — Sheepshead  Bay  Inlet  opposite  Irving  street, 
Sheepshead  Bay,  Brooklyn. 

1360-23-A — 329  East  Houston  street,  Manhattan. 
1377-23-A — 1660-1662  Webster  avenue,  The  Bronx. 
1380-23-A— 1,000  ft.  off  Pier  No.  8,  Tompkinsville,  S.  I., 
Richmond. 

220-23-A— 42  West  99th  street,  Manhattan. 

382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

1 170-23-A — 2814  Avenue  N,  Brooklyn. 

1351-23-A — 295-307  St.  Johns  place,  Brooklyn. 

1387-23-A — 622-640  West  57th  street,  Manhattan. 

1390-23- A — Northwest  corner  of  3rd  avenue  and  Broad¬ 
way,  L.  I.  City,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1194-23-BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Joseph 
A.  Fagnant,  applicant,  on  behalf  of 
Zaret  Bros.,  Inc.,  owner,  to  permit  in 
a  “D”  district  extending  into  an  “F” 
district  the  erection  and  maintenance  of 
a  building  without  a  setback  of  15  ft. 
from  the  front  lot  line  as  required  by 
the  zone  resolution  when  within  an 
“F”  district;  premises  south  side  oi 
Edgemere  avenue,  119  ft.  west  of  Beach 
35th  street,  Edgemere,  Queens. 
cal.  no.  1066-23-BZ — Application,  September  7,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
American  Railway  Traffic  Co.,  owner 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1455-1461 
Gates  avenue,  Brooklyn. 

cal.  no.  1254-23-BZ — Application,  November  3,  1923,  under 
the  building  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex¬ 
isting  building  and  change  of  occupancy 
from  a  stable  to  a  garage  for-  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  14  2nd  avenue,  Man¬ 
hattan. 


cal.  no.  1289-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Ab- 
clur  Realty  Corp.,  owner,  to  permit  in 
a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  ^nd  main¬ 
tenance  of  a  theatre  and  business  build¬ 
ing;  premises  4515  New  Utrecht  ave¬ 
nue,  Brooklyn. 

cal.  no.  1312-23-BZ — Application,  November  15,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corp.,  applicant,  on  behalf 
of  Kaybee  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1795  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1132-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Anna  and  Ida  Farber,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  4224  17th 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  January  25,  1924,  at  10  a.  m. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  January  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1100-23-BZ — Application,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman 

BOARD  OF  APPEALS. 

Tuesday,  January  29,  1924. 

Appeals  from  Administrative  Orders. 

1391-23-A — 380-392  West  12th  street,  Manhattan. 
1424-23-A— 627-635  West  133rd  street,  Manhattan. 

1442- 23-A — 114-116  East  13th  street,  Manhattan. 

1443- 23-A — 121  Lexington  avenue,  Manhattan. 

1450-23- A — 3  East  17th  street,  Manhattan. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  26,  1923. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

1  he  minutes  of  the  special  meeting  of  the  board  of 
appeals,  held  on  Friday  morning,  December  14,  1923, 
and  the  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  December  18,  1923,  were 
approved  as  printed  in  the  Bulletin,  No.  52,  Vol.  VIII. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
926-23-A. 

APPELLANT — Braddon  Amusement  Corp.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AhFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
10  a.  m.,  no  appearance. 


1026-23-A. 

APPELLANT — Reliable  Cane  Mfg.  Co  .,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 46-50  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant  None. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
10  a.  m.,  no  appearance. 


1064-23-A. 

APPELLANT — Eugene  De  Rosa,  for  Forum  Construc¬ 
tion  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — Southeast  corner  of  East  138th 
street  and  Brown  place,  The  Bronx. 
APPEARANCES— 

For  Appellant.  Alexander  J.  McManus  and  Mr. 
O’Neill. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative, 
for  final  disposition. 


1199-23-A. 

APPELLANT — Croker  Nat’l  Fire  Prev.  Eng.  Co.,  for  the 
Bell  Novelty  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 703  East  6th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant.  Herman  E.  Horwitz. 

For  Administration :  Tnspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland  and  Kerby  ....  6 


Negative :  Fire  Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1199-23-A), 


Whereas,  Croker  Nat’l  Fire  Prev.  Eng.  Co.,  for  Bell 
Novelty  Co.,  lessee,  filed,  October  19,  1923,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  703  East  6th  street,  Manhattan; 

and 


Whereas,  the  order  of  the  fire  commissioner,  dated 
September  28,  1923,  No."  20168-LC,  reads: 

‘‘Sec.  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  which  is  not  equipped  with  an  approved  two- 
source  system  of  automatic  sprinklers  and  in  any  build¬ 
ing  inside  the  fire  limits  that  is  not  of  fireproof  con¬ 
struction  of  more  than  three  stories  in  height. 

“You  are,  therefore,  ordered  to: 

“1 — Forthwith  remove  all  nitro-cellulose  products.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
cellar  in  height,  22  ft.  bl/2  in.  by  86  ft.  in  area.  OCCU¬ 
PIED:  1st  floor,  bottle  dealer,  3  persons;  2nd  floor,  cel¬ 
luloid  novelties,  2  persons;  3rd  floor,  celluloid  novelties, 
4  persons;  4th  floor,  picture  frames,  1  person;  and 

Whereas,  appellant  asks  permission  to  store  40  pounds 
of  celluloid  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  quantity  of  celluloid  main¬ 
tained  on  premises  shall  not  exceed  40  lbs. ;  that  all  cellu¬ 
loid  work  and  any  manufacturing  of  same  shall  be  con¬ 
fined  to  3rd  story;  that  not  more  than  one  person  shall 
occupy  the  4th  story;  that  all  celluloid  material  maintained 
on  premises  shall  be  stored  in  a  metal  cabinet;  and  a 
metal  cabinet  to  be  provided  for  all  trade  clippings  and 
waste;  that  the  celluloid  occupancy  shall  be  vacated  by 
May  1,  1924. 


1228-23-A. 

APPELLANT — Ransom  S.  Hooker,  for  Mildred  P. 
Hooker,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES,  AhFECTED — 175  East  7ist  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Mildred  P.  Hooker. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  o 

Absent  .  o 

THE  RESOLUTION: 

(1228-23-A) 

Whereas,  Ransom  S.  Hooker,  M.  D.,  for  Mrs.  Ransom 
S.  Hooker,  owner,  filed,  Oct.  26,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  175  East  71st  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

September  4,  1923,  reads : 

“Order  No.  19612-LC: 

“More  than  two  stories  immediately  above  the  ga¬ 
rage  are  used  for  dwelling  purposes.  Section  154, 
chapter  10,  code  of  ordinances. 

“You  are  therefore,  hereby,  ordered  to: 

“1.  Discontinue  the  maintenance  of  a  garage  on 

these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
basement  in  height,  30  ft.  by  87  ft.  in  area.  OCCUPIED:  ' 
1st  story,  garage  for  one  pleasure  car  (property  of  owner 
of  premises  and  doctor’s  office;  dwellings  above;  12  per¬ 
rons  in  building;  and 
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MINUTES 


Whereas,  appellant  contends  that  the  garage  has  been 
in  use  since  1912,  under  a  permit  from  the  fire  depart¬ 
ment;  that  it  is  separated  from  the  fest  of  the  dwelling 
by  unpierced  fireproof  partitions  and  that  the  floor  and 
ceiling  of  garage  is  of  fireproof  construction;  and 

Whereas,  in  view  of  the  issuance  of  permits  on  these 
premises  since  1912,  the  board  deemed  that  the  appeal 
should  he  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
g ranted  on  condition  that  the  use  of  the  gasoline  tank  on 
premises  shall  be  discontinued  and  tank  filled  with  sand  or 
removed  from  premises ;  that  any  opening  between  the 
garage  area  and  the  dwelling  section  of  the  building  shall 
be  provided  with  a  self-closing,  fireproof  door,  or  sealed 
up;  that  the  garage  occupancy  shall  be  limited  to  one  au¬ 
tomobile  of  the  pleasure  car  type,  the  property  of  the  owner 
residing  on  the  premises;  and  granted  only  so  long  as  build¬ 
ing  remains  in  single  occupancy. 


129G-23-A. 

APPELLANT— Robert  H.  Fowler,  lessee. 

SUBJECT — Appeal  from  decision  of  the  superintendent 
of  buildings. 

PREMISES  AFFECTED — 151  East  62nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  R.  C.  Otheman. 

ACTION  OF  BOARD— Laid  over  to  January  8,  1924,  at 
to  a.  m.,  on  request  of  appellant’s  representative. 


130G-23-A. 

APPELLANT — 'Gold  Beekman  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 61  Beekman  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  James  J.  Sullivan. 

ACTION  OF  BOARD— Laid  over  to  January  15,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1063-23-A. 

APPELLANT — Belt  Line  Railway  Corp.,  owner. 
SUBJECT— Appeal  from  order  of  fire,  commissioner. 
PREMISES  AFFECTED— 787-807  10th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Edward  A.  Maher,  A.  J.  Johnson 
and  Mr.  McWorter. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  grauted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1063-23-A) 

Whereas,  Belt  Line  Railway  Corp.,  owner,  filed,  Sep¬ 
tember  7,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  787- 
807  Tenth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  20,  1923,  No.  49652-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 


per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2]1/2  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  enclo¬ 
sure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2j4i  inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

“Standpipe  to  be  connected  with  one-two  3  inch 
Siamese  connections  with  double  clapper  valves  and 
caps  and  signs,  placed  on  street  front  of  buildiung  at 
least  18  inches  and  not  more  than  two  feet  above  side¬ 
walk  in  a  horizontal  position,  accessible  to  the  Fire 
Department. 

“All  connections  to  be  of  regulation  Fire  Depart¬ 
ment  pattern  and  sizes.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  200  ft.  by  450  ft.  (90,000  sq.  ft.)  in  area;  equipped 
with  dry  pipe  sprinkler,  supplied  by  four  gravity  tanks 
(45,000  gallons  total  capacity)  and  a  manual  fire  alarm 
signal  system  connected  with  fire  headquarters.  OCCU¬ 
PIED  as  follows:  1st  story,  storage  street  railway  cars, 
‘25  persons;  2nd  and  3rd  stories,  dead  storage  of  auto¬ 
mobiles,  2  persons;  4th  story  (vacant),  proposed  dead 
storage  of  automobiles,  2  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  ade¬ 
quately  protected,  no  manufacturing  is  done  on  the  prem¬ 
ises,  and  great  practical  difficulties  and  hardship  would 
ensue  if  required  to  install  a  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  existing  sprinkler  risers 
be  cross-connected  from  north  to  south  riser  with  four-inch 
pipe  at  1st  story  level ;  that  all  corroded  sprinkler  heads 
shall  be  removed,  cleaned  and  tested,  all  defective  heads  to 
be  replaced  by  new  heads ;  that  the  present  dry  valve, 
controlling  the  flow  of  water  from  street  main,  shall  be 
removed  and  a  modern  Type  “A”  valve  installed  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals;  that  the  existing  runways  shall  be  securely  sealed 
over  at  floor  levels,  with  the  exception  of  one  from  3rd  to  4th 
story,  which  shall  be  enclosed  in  partitions  of  fire  retard¬ 
ing  material,  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals ;  that  the  opening  on  3rd  story 
to  runway  shall  be  protected  with  automatic  rolling  iron 
shutter;  that  the  present  stairs  at  the  southeast  corner  of 
building  shall  be  continued  to  4th  story,  enclosed  in  fire 
retarding  partitions  and  any  openings  therein  equipped  with 
self-closing,  fireproof  doors;  that  three  (3)  additional 
stairways  be  installed  from  the  1st  story  to  the  4th  story, 
enclosed  in  fire-retarding  partitions,  all  openings  therein 
to  be  protected  with  fireproof,  self-closing  doors;  one 
stairway  to  be  located  at  northeasterly  corner  front  of 
building  and  the  other  two  interior  stairs  to  be  located 
not  less  than  one  hundred  feet  from  the  rear  (westerly) 
wall  on  both  street  fronts ;  OR  in  lieu  of  the  two  interior 
stairways  at  rear  of  building,  install  two  exterior  standard 
fire  escapes  with  counterbalanced  stairs  from  lowest  bal¬ 
conies,  with  fire  windows  and  doors  along  course  there¬ 
of,  on  the  street  fronts  of  53rd  and  54th  streets;  and 
granted  only  so  long  as  the  occupancy  of  the  structure 
is  maintained  as  car  barns  on  the  1st  floor  and  dead  stor¬ 
age  of  automobiles  on  three  upper  floors ;  and  further  that 
no  gasoline  storage  system  be  maintained  on'  premises ; 

Resolved,  further,  that  all  necessary  permits  shall  be  ob¬ 
tained  and  the  work  done  with  all  possible  dispatch  at  the 
earliest  reasonable  time  and  completed  within  nine  months 
from  the  date  of  this -action. 


531-23- A 

APPELLANT — Ballard  Oil  Co.,  for  Vanderbilt  Hotel 
Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 


MINUTES 


I  REMISES — Southwest  corner  of  Park  avenue  and  East 
34th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  01*  BOARD — Laid  over  to  January  15,  1924, 
at  10  a.  m.,  pending  adoption  of  fuel  oil  rules. 


532-23-A. 

APPELLANT — Ballard  Oil  Co.,  for  Palace  Theatre  Real¬ 
ty  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AbFECTED — 1564  Broadway,  Manhattan. 

APPEARANCES— 

hor  Appellant:  James  Kearney. 

ACTION  Oh  BOARD — Laid  over  to  January  15,  1924, 
at  10  a.  m.,  pending  adoption  of  fuel  oil  rules. 


5S3-23-A. 

APPELLANT — Ballard  Oil  Co.,  for  New  York  Linen  Sup¬ 
ply  and  Laundry  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED1 — Southwest  corner  1st  avenue 
and  East  62nd  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  James  Kearney. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1924, 
at  10  a.  m.,  pending  adoption  of  fuel  oil  rules. 


840-23-A. 

APPELLANT — Success  Theatre  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3587-3589  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Harry  Goodman. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1274-23-A. 

APPELLANT — Frederick  A.  Wallis,  for  City  of  New 
York,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Welfare  Island,  East  road,  op¬ 
posite  72nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  John  J.  Lewis. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative.:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1274-23-A) 

Whereas,  Frederick  A.  Wallis,  for  City  of  New  York, 
owner,  filed,  November  8,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  Welfare  Island,  East  road,  opposite 
72nd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  ■  dated 
October  30,  1923,  reads: 

“1.  Provide  an  approved  buried  storage  system  of 
sufficient  capacity  for  the  proper  storage  of  gasoline. 
Sec.  114-5,  Ch.  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  noil-fireproof,  one  story  in 
height,  75  ft.  by  30  ft.  in  area;  OCCUPIED  for  the  stor¬ 
age  of  oil  and  gasoline,  divided  into  two  sections,  one  sec¬ 


tion  containing  two  550  gallon  tanks,  embedded  in  12  in. 
concrete  with  1  in.  vent  pipe,  extending  10  ft.  above  the 
roof ;  and 

Whereas,  appellant  contends  that  it  is  impossible  to 
bury  the  tank  below  grade  owing  to  tide  water  level  and 
that  the  floor  of  the  shed  is  3  ft.  below  the  curb  level. 
.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  gasoline  storage  shall  be  lim¬ 
ited  to  two  tanks  of  550  gallons  capacity  each,  installed  in 
a  one-story  brick  structure,  30  ft.  by  75  ft.,  subdivided 
by  brick  wall;  that  the  tanks  shall  be  set  at  least  3  ft. 
below  grade  level  and  encased  in  12  in.  of  stone  concrete, 
restricted  to  the  use  of  the  owner  of  premises ;  and  that 
the  installation  of  the  tanks  shall  comply  in  all  other  re¬ 
spects  with  the  municipal  requirements  in  force. 


614-23-A. 

APPELLANT — Mrs.  Mary  Marshalsea. 

SUBJECT— -Application  for  reopening  (appeal  from  de¬ 
cision  of  superintendent  of  buildings). 
PREMISES  AFFECTED — 1131  Hollywood  avenue,  Far 
Rockaway,  Borough  of  Queens. 
APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  appeal  laid  over 
to  Jan.  2,  1924. 


651-23-A. 

APPELLANT— Samuel  Rosenblum,  for  Petroleum  Sales 
Corp.,  lessee. 

SUBJECT  Appeal  from  decision  of  fire  commissioner 

PREMISES  AFFECTED — Northwest  corner  142nd  street 
and  12th  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  (5 

Negative  . .  g 

Absent:  Fire  Chief  Kenlon  .  i 


BUILDING  ZONE  CASES. 

1111-23-BZ. 

APPLICANT — Eidlitz  &  Hulse,  for  New  York  Telephone 
Co.,  owner. 

SUBJECT — Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  two  times  height  dis¬ 
trict  the  erection  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess  of  that  set 
by  the  building  zone  resolution. 

PREMISES  AFFECTED — 139-147  West  street,  90-110 
Barclay  street,  208-222  Washington  street  and  86- 
108  Vesey  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


1194-23-BZ. 

APPLICANT — Joseph  A.  Fagnant,  for  Zaret  Bros.,  Inc. 
owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  “D”  district  ex¬ 
tending  into  an  “F”  district  the  erection  and  main 
tenance  of  a  building  without  a  setback  of  15  feet 
from  the  front  lot  line  as  required  by  the  zone 
resolution  when  within  an  “F”  district. 

PREMISES  AFFECTED-South  side  Edgemere  avenue, 
119  ft.  west  of  corner  formed  by  intersection  of 
Beach  35th  street  and  Edgemere  avenue,  Queens. 


0 
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APPEARANCES— 

For  Applicant :  Joseph  A.  Fagnant. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1924 
at  10  a.  m.,  on  request  of  applicant. 


1251-23-BZ. 

APPLICANT — Morris  Bernard  Adler,  for  Harry  Seeman 
and  Max  Enzer,  owners. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  business  district 
the  alteration  of  an  existing  stable  and  change  of 
occupancy  from  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 427  East  5th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Morris  Bernard  Adler  and  Harry 
Seeman. 

For  Opposition :  Morris  Fink  and  Cornelius  Huth. 
ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1251-23-BZ) 

Whereas,  Morris  Bernard  Adler,  for  Harry  Seeman  and 
Max  Enzer,  owners,  filed,  November  2,  1923^  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  alteration  of  an  existing  stable  and 
the  change  of  occupancy  from  a  stable  to  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  premises 
427  East  5th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
26.  1923,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  5th  street,  East  6th 
,  street  and  Avenue  A  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  2,  1923,  in  acting  on  Alt.  App.  No.  1539- 
23,  reads : 

“2.  Inasmuch  as  the  building  is  located  within  q 
business  district  the  proposed  change  of  occupancy  with 
structural  alterations  is  prohibited  by  the  Building 
Zone  Resolution,  Art.  2,  sect.  6.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  12)4 
ft.  and  a  depth  of  97  ft.,  a  width  across  rear  of  57  ft., 
occupied  as  a  stable ;  it  is  proposed  to  reconstruct  build¬ 
ing  fireproof  and  occupy  same  as  a  garage  for  more  than 
five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  in  height  to  3  stories  above  curb  level  with  a  pent 
house  dormer;  that  the  building  shall  be  of  fireproof  con¬ 
struction;  that  the  front  of  the  building  be  finished  with 
face  brick  and  architectural  terra  cotta  or  stone  trimmings; 
that  any  gasoline  storage  system  installed  shall  be  main 
tained  at  the  street  front  of  this  building;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  shah 
be  obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


1266-23-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Margaret  T.  War¬ 
ner,  owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  partly  in  an  unre¬ 
stricted  district  and  partly  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2216-2220  Albermarle  road, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition :  Peter  Samicola,  Sam  Rothman, 
Max  Finkler,  Thomas  McAvoy,  James  J.  Cot¬ 
ter  and  Ella  Hamer. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1266-23-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Margaret  T.  Warner, 
owner,  filed,  Nov.  7,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  an  un¬ 
restricted  district  into  a  business  district  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  2216-2220  Albermarle  road,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
26,  1923,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Albermarle  road  and  Bed¬ 
ford  avenue  are  business  districts  and  Tilden  avenue  is 
an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  31,  1923,  in  acting  on  App.  No.  19902-23, 
reads : 

“1.  Garage  for  more  than  five  motor  vehicles  in 
a  business  district  contrary  to  Art.  II,  Sec.  4  of  the 
Building  Zone  Resolution.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  55  ft.  and  a  depth  of  277  ft.  3)4  in.;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  in  height  to  a  one-story  structure,  with  roof  of 
flat  design  and  construction;  that  the  gable  and  rear  walls 
shall  be  unpierced  throughout  their  entire  height  and  length ; 
that  any  skylights  installed  in  the  roof  shall  be  glazed 
with  plain  glass,  protected  above  and  below  with  wire 
guards ;  that  the  front  elevation  shall  be  finished  in  face 
brick,  with  architectural  terra  cotta  or  stone  trimmings ; 
that  any  gasoline  storage  system  installed  on  these  prem¬ 
ises  shall  be  located  at  the  extreme  westerly  end  at  the 
front  of  the  building; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


10 


MINUTES 


812-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  James  Butler,  owner. 
SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  the  extension  of 
an  existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AI- 1-ECTED — 1965-1969  Crotona  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John-J.  Dunnigan. 

For  Opposition:  Rudolph  Cooks,  O.  A.  Raynor, 
Yetta  Blumenfeld,  John  Boll,  Phillipena  Bar- 
thel,  Mary  E.  White,  Anna  Murray,  Grace 
Wales,  Margaret  A.  Wales,  Rudolph  Kux. 
ACTION  OF  BOARD’ — Application  granted  on  conditioa 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 


Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Connell  ..  2 

Absent  .  0 


THE  RESOLUTION: 

(812-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  James  Butler,  owner, 
filed,  June  28,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  an  extension  to  an  existing  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  1965-69 
Crotona  avenue,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
26,  1923,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Crotona  avenue  and  East  178th 
street  are  residence  districts  and  Tremont  avenue  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  22,  1923,  in  acting  on  Alt.  App.  No.  156-23, 
reads : 

“Proposed  extension  of  garage  for  more  than  five 
motor  vehicles  in  residence  district  is  contrary  to  pro¬ 
visions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  60  ft.  and 
a  depth  of  85  ft. ;  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  it  is  proposed  to  build  an  extension  70  ft 
by  85  ft.  and  occupy  entire  structure  as  agarage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
A,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  cotulition  that  the  building  be 
restricted  to  one  story  in  height,  with  roof  of  flat  design 
and  construction;  that  any  skylights  installed  in  the  roof 
shall  be  glazed  with  plain  glass,  protected  above  and  below 
with  wire  guards ;  that  there  shall  be  no  vehicular  entrance 
from  the  rear  of  the  building;  that  the  rear  and  northerly 
gable  walls  shall  be  unpierced  throughout  their  entire  height 
and  length,  except  for  one  emergency  exit  in  the  rear  wall, 
not  exceeding  3  ft.  8  in.  in  width,  egressing  to  property  in 
the  same  ownership ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


939-23-BZ. 

AI  FL1CAN1  Philip  J.  Sinnott,  for  George  F.  Lamb 
owner. 

SUBJECT  Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

I  REMISES  Abb  EC  I  ED — 1943-1961  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  Louis  P.  Goldberg,  Albert  Samuel, 
William  Gross,  C.  Lincchi,  Mrs.  Jennie  Lincchii 
Samuel  Halpern,  Jacob  Diprina,  Mrs.  Jennie 
Diprina,  Morris  Felsher,  Minnie  Goldstein, 
Loretto  Rizzo. 

ACTION  Ob  BOARD — Laid  over  to  January  2,  1924,  at  10 
a.  m.,  to  check  consents. 


972-23-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Martin  Gleason, 
owner. 

SUBJECT  Applicotion  (re:  order  of  the  fire  commis¬ 
sioner)  to  permit  in  a  residence  district  the  change 
of  occupancy  in  part  from  a  residence  to  a  business 
use. 

APPEAb^^vICES^^'^^^ — Jamaica  avenue,  Queens. 

For  Applicant :  Edward  P.  Doyle  and  Martin  Glea¬ 
son. 

For  Opposition:  Gordon  Gordon,  John  Adikes, 
Claude  W.  Carlstrom  and  E.  E.  Wigg. 
ACTION  Ob  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  g 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon .  7 

Absent  .  "  0 

THE  RESOLUTION: 

(972-23-BZ) 

Whereas,  Edward  P.  Doyle,  for  Martin  Gleason,  owner, 
filed,  August  1,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  change  of 
occupancy  of  part  of  a  building  from  a  residential  to  a  busi¬ 
ness  use;  premises  62  Jamaica  avenue,  Borough  of  Queens1 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
26,  1923,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue,  Sanford  ave¬ 
nue  and  Maple  avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  1923,  in  acting  on  Order  No.  46272-F,  reads: 

“You  are  hereby  notified  that  the  use  of  the  above 
premises  for  business  purposes  is  a  violation  of  the 
Building  Zone  Resolution  and  unless  within  twenty  days 
such  use  shall  cease,  legal  steps  will  be  taken  by  this 
department  for  the  recovery  of  the  penalties  prescribed 
by  law,  and  to  prevent  a  continuance  of  such  use.”- 
and 

Whereas,  the  existing  building  is  of  frame  construction, 
two  stories  and  attic  in  height,  with  a  frontage  of  44  ft.  11 
in.  and  a  depth  of  45  ft.  6  in. ;  occupied  as  a  dwelling ;  it 
is  proposed  to  occupy  a  portion  of  the  building  as  an  under¬ 
taking  establishment ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  the  application  be  and  it  hereby  is 
denied. 


MINUTES 


988-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Laurence  W.  Galla¬ 
gher,  owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  an  extension  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 14-18  North  street,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Bernard  Aronson,  Charles  E.  Ru¬ 
dolph,  Jr.,  Andrew  W.  Hahn,  Francis  J.  Leahey 
and  Mrs.  Katherine  Sullivan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  .  4 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon .  3 

Absent  .  0 

THE  RESOLUTION: 

(988-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  Laurence  W.  Gallagher, 
owner,  filed,  Aug.  7,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  14-18  North  street,  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2*i,  1923,  afjter  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  North  street  is  a  business 
and  residence  district  and  Jerome  avenue  is  a  business  and 
Davidson  avenue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  28,  1923,  in  acting  on  N.  B.  App.  No.  1938- 
23,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  the  provisions  of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1100-23-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  General  Baking  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  an  extension  to  an  ex¬ 
isting  bakery  building,  and  to  be  used  in  part  as  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 3240-3256  Bronx  boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Miller. 

For  Opposition:  Cornelius  Huth. 

ACTION  OF  BOARD— Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 


564-19-BZ. 

APPLICANT — Eugene  DeRosa,  for  Adolph  Lewisohn, 
owner. 

SUBJECT— Application  for  extension  of  permit  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit  in 
a  business  district  extending  into  a  residence  dis¬ 
trict  the  erection  of  a  theatre. 

PREMISES  AFFECTED— 4023-4039  Broadway,  600-618 
West  170th  street  and  603-605  West  169th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Cornick. 

For  Opposition:  Benjamin  R.  Stein  and  A.  W.  Dutt- 
man. 

ACTION  OF  BOARD — Request  to  grant  extension  of  per¬ 
mit  denied. 

THE  VOTE  TO  GRANT  EXTENSION  OF  PERMIT— 
Affirmative:  Messrs.  Beatty,  Kerby  and  Connell.. 3 
Negative:  Chairman  Walsh,  Messrs.  Boulton 


and  Holland .  3 

Absent:  Fire  Chief  Kenlon  .  1 


438-22-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Burke  &  Olsen. 

SUBJECT — Application  for  reopening — 'for  purpose  of 
modification  of  the  resolution  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  conversion  of  an  existing  building  to 
a  public  garage. 

PREMISES  AFFECTED — 6402-6406  Fourth  avenue, 

Brooklyn. 

APPEARANCES—  - 

For  Applicant :  Louis  H.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  reopen  application  laid 
over  to  January  2,  1924. 


1066-23-BZ. 

APPLICANT— Charles  D.  Cords,  for  American  Railway 
Traffic  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1455-1461  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition:  Martin  C.  Epstein  and  Edward  H. 

Maddox. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1924,  at 
10  a.  m.,  on  request  of  objectors. 


711-23-BZ. 

APPLICANT — Schwartz  &  Gross,  for  5th  Avenue  &  46th 
Street  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  the  construction  of  a 
building  for  offices  and  show  rooms. 

PREMSES  AFFECTED — 2-8  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  i 
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MINUTES 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(671-23-A) 

I-  i led  May  31,  1923 — Premises  13111  Hillside  avenue,  Rich¬ 
mond  Hill,  Queens.  Order  of  the  fire  com¬ 
missioner.  Appellant,  Albert  H.  Pfeifer. 
Dismissed  for  lack  of  prosecution. 

(681-23-A) 

Filed  June  1,  1923— Premises  1013-1017  Myrtle  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Expert  Novelty  Company.  Dis¬ 
missed  for  lack  of  prosecution. 

(683-23-A) 

Filed  June  1,  1923— Premises  3213  Broadway,  603  West 
125th  street,  Manhattan.  Order  of  the  fire 
commissioner.  Appellant,  Harley-Davidson 
Sales  Co.,  Inc.  Dismissed  for  lack  of 
prosecution. 

(69 1-23- A) 

Filed  June  2,  1923— Premises  30  West  32nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Mabel  C.  Fowler.  Dismissed  for 
lack  of  prosecution. 

(714-23-A) 

Filed  June  7,  1923— Premises  203  West  62nd  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Stephen  Ligotz.  Dismissed  for 
lack  of  prosecution. 

(73L23-A) 

Filed  June  11,  1923— Premises  677  Van  Sinderen  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Novelty  Die  &  Tool  Works. 
Dismissed  for  lack  of  prosecution. 

(745-23- A) 

Filed  June  14,  1923— Premises  129  East  45th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Max  Fleischer.  Dismissed  for 
lack  of  prosecution. 

(765-23-A) 

Filed  June  16,  1923 — Premises  157  Meserole  street,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Charles  R.  Hoecker.  Dismissed 
for  lack  of  prosecution. 

(771-23-A) 

Filed  June  19,  1923 — Premises  1224  Hoe  avenue,  The 
Bronx.  Decision  of  the  superintendent  of 
buildings.  Appellant,  John  J.  Dunnigan. 
Dismissed  for  lack  of  prosecution. 

(789-23- A) 

Filed  June  21,  1923 — Premises  127-129  Prince  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Standard  Color  &  Chemical 
Works.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(792-23- A) 

Filed  June  21,  1923 — Premises  304  Clermont  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  George  S.  Husch.  Dismissed  for 
lack  of  prosecution. 

(810-23-A) 

Filed  June  25,  1923 — Premises  northwest  corner  Payntar 
and  Boulevard,  L.  I.  City,  Queens.  Order 
of  the  fire  commissioner.  Appellant,  Hill 
Button  Worksj  Inc.  Dismissed  for  lack 
of  prosecution. 


(824-23-A) 

Filed  June  28,  1923— Premises  497-503  Wales  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellant,  The  Warren  Refining  Chemical 
Co.  Dismissed  for  lack  of  prosecution. 

(914-23- A) 

Filed  July  18,  1923— Premises  1739  Van  Buren  street,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellant,  Joseph  Gamache.  Dismissed  for 
lack  of  prosecution. 

(935-23-A) 

Filed  July  21,  1923— Premises  43  Nostrand  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Louis  Spevack.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  Tp  DISMISS- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . . . .’  r 

Negative  . "  0 

Absent :  Fire  Chief  Kenlon  .  j 

THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  prem¬ 
ises  in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil- 
>  but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(686-23-BZ) 

Filed  June  2,  1923  Premises  northwest  corner  Hull  avenue 
and  East  209th  street,  The  Bronx.  Deci¬ 
sion  of  the  superintendent  of  buildings. 
Applicant,  Philip  A.  Johann.  Dismissed 
for  lack  of  prosecution. 

(692-23-BZ) 

Filed  June  4,  1923— Premises  2539  Bainbridge  avenue.  The 
Bronx.  Order  of  the  fire  commissioner. 
Applicant,  Emil  H.  Zimmermann.  Dis¬ 
missed  for  lack  of  prosecution. 

(737-23-BZ) 

I"  i led  June  13,  1923 — Premises  1969-1979  Cropsey  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicants,  Magnuson  and 
Kleinert.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(753-23-BZ) 

Filed  June  15,  1923 — Premises  224  West  137th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appficant,  John  H.  Pierce.  Dismissed  for 
lack  of  prosecution. 

(758-23-BZ) 

Filed  June  15,  1923 — Premises  1,000  ft.  from  Burgher  ave¬ 
nue  and  Boulevard,  Dongan  Hills,  S.  I., 
Richmond.  Order  of  the  fire  commissioner 
Applicant,  New  Jersey  Merchandise  Co. 
Dismissed  for  lack  of  prosecution. 

(763-23-BZ) 

Filed  June  16,  1923 — Premises  19  Ivy  street,  Elmhurst, 
Queens.  Order  of  the  fire  commissioner. 
Applicant,  James  F.  Barnola.  Dismissed 
_  f*r  lack  of  prosecution. 
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(786-23-BZ) 

Filed  June  21,  1923 — Premises  north  side  Baldwin  street,  525 
ft.  west  of  Lancaster  avenue,  Queens.  De¬ 
cision  of  superintendent  of  buildings.  Ap¬ 
plicant,  Auburndale  Coal  and  Ice  Co.  Dis¬ 
missed  for  lack  of  prosecution. 

(791-23-BZ) 

Filed  June  21,  1923 — Premises  west  side  New  Utrecht  road, 
40  ,ft.  south  of  44th  street,  Brooklyn.  De¬ 
cision  of  superintendent  of  buildings.  Ap¬ 
plicant,  Gerald  A.  Griffiths.  Dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  ^ 

Negative  .  . 

Absent:  Fire  Chief  Kenlon  . 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  t 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution  affecting  the  premises  in  question;  and 

Whereas,  applicants  have  failed  to  complete  their  pa¬ 
pers.  though  duly  notified  to  do  so. 

Resolvedx  that  the  applications  be  and  they  herein  a  e 

di smissed  for  lack  of  prosecution. 


notification  affected  by  installation  and  maintenance  of  a 
gasoline  and  oil  selling  station;  premises  2001-2013  Neck 
road,  Borough  of  Brooklyn.' 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Ocean  avenue  from  Avenue  W  to  a 
point  100  ft.  north  of  Avenue  V ;  also  both  sides  of 
Gravesend  avenue  from  East  19th  street  to  a  point 
100  ft.  east  of  Ocean  avenue. 


(1420-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Olaf  B.  Almgren,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  and  maintenance  of  garage;  premises  240  Clark¬ 
son  street,  Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Clarkson  street  from  Nostrand  ave¬ 
nue  to  a  point  100  ft.  west  of  Rogers  avenue;  also 
the  properties  at  rear  and  for  a  distance  of  50  ft. 
on  either  side  of  the  side  lot  lines  of  the  premises  in 
question. 


Wm 


AREAS  FIXED. 

(1426-23-BZ)  . 

The  chairman  presented  and  read  a  communication  from 
Rnvlrhart.  reauesting  the  board  to  fix  an  area  of 


Adjourned  2:30  p. 


m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  DECEMBER  26,  1923. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kerby,  Connell,  Fire  Chief  Kenlon  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady,  Reville,  Kleinert, 

Moore  and  McDermott.  .  ,  ,  f 

The  minutes  of  the  regular  meeting  of  the  board  o 
standards  and  appeals,  held  on  Tuesday  afternoon,  Decem¬ 
ber  18,  19-23,  and  the  minutes  of  the  special  meeting 
the  board  of  standards  and  appeals,  held  on  Friday  after¬ 
noon,  December  14,  1923,  were  approved  as  printed  in  Bul¬ 
letin  No.  52,  Vol.  VIII. 


PETITIONS  FOR  VARIATIONS. 


PETITIONER — Henry  J.  Nurick,  for  Banner  Silk  Knit¬ 
ting  Mills,  lessee.  .  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 

of  the  fire  commissioner. 

PREMISES  AFFECTED— 573-595  Grandview  avenue, 
Queens. 

APPEARANCES—  xt  . 

For  Petitioner:  Henry  J.  Nurick. 

For  Administration:  Inspector  Maher  of  fire  de- 


.  partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE _ 

Affirmative:  Chairman  Walsh  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Superintendents  Brady,  Reville,  Kleinert, 
Moore  and  McDermott  . 

’.  Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  . 


11 

o 


THE  RESOLUTION: 

(1076-23-S) 

Whereas,  Henry  J.  Nurick,  for  Banner  Silk  Knitting 
Mills,  lessee,  filed,  September  10,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  fire  commissioner,  affecting  premises  573-595  Grand¬ 
view  avenue,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  11,  1923,  reads: 

“Order  No.  48730-LD : 

“1.  Extend  the  interior  stairway  in  building  No.  2 
from  the  3rd  story  to  the  1st  story,  said  stairway  and 
the  landings,  platforms  and  passageways  connecting 
therewith  to  be  enclosed  on  all  sides  with  partitions 
of  fire  resisting  material  extending  continuously  from 
the  1st  story  to  3  ft.  above  the  roof  *  *  *. 

“2.  Extend  the  interior  stairway  in  building  No.  1 
from  1st  story  to  cellar,  said  stairway  and  landings, 
platform  and  passageways  connected  therewith  to  be 
enclosed  on  all  sides  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  cellar  to  3 
3  ft.  above  the  roof,  and  provide  a  fire  resisting  pas¬ 
sageway  leading  from  the  termination  of  the  stairway 
to  the  street  *  * 

and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  three  and  four  stories  in  height,  separated  by 
a  brick  wall  with  one  opening  on  each  story,  protected 
by  fireproof  sliding  doors;  the  northerly  section,  Building 
No  2  is  102  ft.  by  52  ft.  6  in.  in  area,  and  the  southerly 
section.  Building  No.  1,  is  90  ft.  by  104  ft.  3  in.  in  area. 
EXITS  in  Building  No.  1,  one  interior  stairway  extend- 
2  ing  from  the  1st  to  the  3rd  story,  enclosed  in  non-fireproof 
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material;  Building  No.  2,  one  interior  stairway  leading 
from  the  3rd  story  to  the  4th  story.  Building  No.  2  has 
two  outside  stairways ;  one  enclosed  and  one  open,  ex¬ 
tending  from  the  top  story  to  the  street;  Building  No.  2 
has  two  outside  stairways ;  one  enclosed  and  one  open, 
extending  from  the  top  story  to  the  street;  Building  No! 
1  has  two  outside  stairways,  one  enclosed  stairway  ex¬ 
tending  from  the  top  story  to  the  street  and  one  open 
stairway  extending  from  the  roof  to  the  street;  fireproof 
windows  along  course  of  the  outside  stairways ;  adjoining 
roofs  10  ft.  lower, 
and 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  stairway  be  installed  in  accordance 
with  the  labor  law  at  the  south  end  of  the  4th  story  of 
building  No.  2  with  entrance  to  hall  of  said  stairway 
from  both  buildings,  all  openings  therein  to  be  equipped 
with  self-closing,  fireproof  doors,  a  horizontal  exit  in  the 
party  wall  to  be  maintained  on  each  story;  and  on  fur¬ 
ther  condition  that  the  existing  exits  and  use  shall  remain 
substantially  unchanged. 


1291-23-S. 

PETITIONER— Samuel  Roth,  for  Wachtell  &  Auslander, 
lessees. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 143-145  West  22nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Roth,  Samuel  Lax. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  .  0 

Not  Voting:  Deputy  Fire  Commissioner  Hannon  1 
Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1291-23-S) 

Whereas,  Samuel  Roth,  for  Wachtell  &  Auslander, 
lessees,  filed,  November  12,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  143-45  West 
22nd  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  23,  1923,  reads: 

“7.  Exit  from  fire  escape  must  be  by  means  of 
an  open  area  leading  directly  to  street  or  through 
a  fireproof  passageway — Sec.  273.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  41  ft.  8  in.  by  60  ft.  in  area  at  the  1st  story  and 
41  ft.  8  in.  by  46  ft.  in  area  above.  OCCUPIED :  1st 
story,  stores,  30  persons;  upper  stories,  mfg.,  45  persons 
per  story.  EXITS:  One  interior  iron  stairway  extend¬ 
ing  from  1st  story  to  roof,  enclosed  in  wood  stud,  wire 
lath  ^nd  plaster  partitions  with  fire  doors  at  openings ; 
a  standard  45  degree  fire  escape  on  rear  of  building  ex¬ 
tending  from  roof  to  yard  with  egress  through  door  in 
fence  to  adjoining  premises;  windows  along  course  of 
fire  escape  are  fireproof,  self-closing.  ROOFS :  To  east, 
same  height;  to  west,  eight  stories  higher;  and 
Whereas,  petitioner  asks  acceptance  of  this  means  of 
egress  from  termination  of  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 


bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  balcony  fire  escape  shall  be  provided 
on  the  rear  of  building  from  the  roof  of  main  building 
to  the  roof  of  the  extension  at  the  3rd  story  level,  with 
balcony  running  therefrom  to  fire  escape  at  rear  extended 
to  the  yard,  egress  from  which  shall  be  maintained  through 
yard  of  adjoining  premises  to  the  east,  and  granted  so 
long  as  conditions  as  to  use  and  occupancy  remain  un¬ 
changed. 


1200-23- S. 

PETITIONER— F.  P.  Keniston,  for  Charles  Goldweig 
owner.  b’ 

SUBJECT  Appeal  from  order  of  fire  commissioner 

PREMISES  AFFECTED— 103-410  Berry  street,  Brook- 
lyn. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

granted  on  condition. 

THE^VOTE^S  As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  . ..!..!!!.!!!!  o 

Absent :  Fire  Chief  Kenlon  . .’***.’ |  x 

THE  RESOLUTION:. 

( 1200-23-S J 

WHHtEAs,  F.  P.  Keniston,  for  Charles  Goldweig,  owner, 
filed,  Oct.  20,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law*  as  cited  in  orders  ^of  the  fire  commissioner 
affecting  premises  408-10  Berry  street,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
Sept.  28,  1923,  read: 

“Order  No.  50300-LD: 

“Provide  _  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  the  rear  of 
3  story  portion  of  building  by  constructing  a  fire¬ 
proof  passageway  with  an  unobstructed  width  of  at 
least  3  feet  throughout,  leading  to  the  street  *  *  *  ” 
“Order  No.  50302-LD : 

“2.  Provide  approved  automatic  fireproof  windows 
for  all  openings  upon  the  course  of  the  fire  escape 
at  the  rear  of  the  3-story  portion  of  building.”; 
and 

Whereas,  the  building  is  non-fireproof,  two  and  three 
stories  in  height ;  the  two-story  section  being  irregular,  72 
ft.  by  45  ft.  in  area ;  the  three-story  section,  affected’  by 
orders  included  in  this  petition,  is  21  ft.  by  44  ft.  8  in.  in 
area.  EXITS:  One  interior  wooden  enclosed  stairway,  at 
the  northeast  front,  extending  from  the  1st  story  to  the 
3rd  story,  with  wood  doors  at  the  openings,  and  an  open 
stairway  at  the  southeast  front  of  building,  extending  from 
the  1st  to  the  2nd  sotry,  with  a  60  degree  fire  escape  on 
the  rear  southwest  wall  of  the  three-story  portion,  ex¬ 
tending  from  the  roof  to  open  court,  with  EGRESS 
to  street  through  a  driveway;  windows  along  course  of 
fire  escape  glazed  with  plain  glass;  ROOF  to  north  8  ft. 
higher.  OCCUPIED:  1st  story,  manufacturer  hair  tonic. 

7  persons;  2nd  and  3rd  stories,  mfr.  of  shoes,  28  persons; 
and 

Whereas,  petitioner  contends  that  the  driveway  is  sep¬ 
arated  from  the  rest  of  the  building  by  unpierced  brick 
walls;  the  ceiling  is  covered  with  fire  resisting  material 
and  asks  that  this  egress  from  fire  escape  be  accepted 
in  re  to  automatic  fireproof  windows  on  openings  on  course 
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of  fire  escape;  petitioner  asks  acceptance  of  existing  win¬ 
dows  in  view  of  the  limited  height  and  occupancy  of  the 

premises.  ,  ,  .  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  order  No.  50300  on  condition  that  a  passage  through 
runway  shall  be  maintaintd  unobstructed  to  the  street  and 
that  the  ceiling  of  this  runway  shall  be  fire  retarded  in 
accordance  with  the  rules  of  the  board  of  standards  and 
appeals,  egress  through  doors  on  the  runway  at  street 
front  to  be  maintained,  easily  operated  from  the  inside 
at  all  times,  and  granted  as  to  item  No.  2  so  far  as_  it  af¬ 
fects  the  top  story'  windows  only,  on  condition  that  two 
windows  on  the  2nd  story  and  three  windows  on  the  1st 
story  shall  be  made  fireproof. 


Resolved,  that  the  board  of  standards  and  appeals  docs 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  gramei 
as  to  item  No.  1  on  condition  that  a  gooseneck  ladder  shall 
be  provided  from  the  top  story  baicony  to  roof ;  granted 
as  to  item  No.  2  on  condition  that  the  windows  in  the  por¬ 
tion  of  the  building  occupied  as  factory  along  the  course 
of  fire  escape  in  the  1st  and  2nd  story  shall  be  made 
fireproof  and  self-closing,  and  granted  as  to  item  No.  3 
on  condition  that  the  fire  escape  in  the  rear  is  carried  to 
the  yard  level  with  egress  therefrom  to  adjoining  prop¬ 
erty  on  both  sides  through  opening  in  fence  to  be  main¬ 
tained  free  and  unobstructed,  and  granted  as  to  item  No.  4 
on  condition  that  a  fixed  double  rung  iron  ladder  shall 
be  maintained  in  the  open  hall  to  scuttle  in  roof;  and 
granted  so  long  as  conditions  as  to  occupancy  and  use  shall 
remain  otherwise  unchanged. 


1 238-23-S. 

PETITIONER— Rudolph  C.  P.  Boehler,  for  Enjay  Hold¬ 
ing  Corp.,  owner.  .  ... 

SUBJECT _ Variation  of  labor  law  as  cited  in  decision 

of  superintendent  of  buildings. 

PREMISES  AFFECTED— 31  West  54th  street,  Manhat- 


tan. 

For  Petitioner:  Rudolph  C.  P.  Boehler. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 
and  McDermott  . 


Negative  . 

Absent:  Fire  Chief  Kenlon 


12 

0 

1 


THE  RESOLUTION: 

(1238-23-S) 

Whereas,  Rudolf  C.  P.  Boehler,  for  Enjay  Holding 
Corp.,  owner,  filed,  Oct.  30,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  31  West  54th 

street,  Manhattan;  and  .  t  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Sept.  10,  1923,  reads:  4  , 

“Referring  to  your  application  for  a  certificate  ot 
occupancy  to  supersede  the  existing  certificate  permit¬ 
ting  the  use  of  the  first  floor  as  a  factory,  before  such 
certificate  can  be  issued  it  will  be  necessary  to  provide: 

“l :  a  stairway  from  the  top  balcony  of  the  rear  fire 
escape  to  the  roof;  2:  make  the  windows  on  the  course 
of  the  rear  fire  escape  fireproof  and  self-closing;  3: 
provide  a  fireproof  passageway  from  the  termination 
of  the  rear  fire  escape  to  the  street;  4:  extend  the 
interior  stairs  to  the  roof.” ; 


Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  72  ft.  in  area  in  the  1st  story  and  20 
ft  by  59  ft.  in  area  above.  OCCUPIED:  Cellar,  boiler 
room  and  storage,  no  persons;  1st  story,  office  and 
factory,  20  persons ;  2nd  story,  show  room,  8  persons ;  3rd, 
4th  and  5th  stories,  non-housekeeping  apartments;  the- 
means  of  egress  consisting  of  an  interior  stair- 
way  from  the  1st  story  to  the  5th  story,  enclosed  in  wood, 
stud  lath  and  plaster  partitions  above  the  2nd  story  and 
2  in.  fireproof  partition  below;  a  fire  escape  on  the  rear  o 
building;  additional  means  of  exit  is  provided  from  the 
1st  story  by  means  of  a  stairway  leading  to  the  yard  at 

Whereas,  petitioner  contends  that  the  ceiling  underneath 
the  1st  story  is  covered  with  fire  retarding  material  and 
that  there  is  no  hazardous  material  maintained. 


1304-23-S. 

PETITIONER — George  and  Edward  Blum,  for  Hyman 
W.  Ginsberg,  Seel  Singer,  Louis  Wintner  and  Sam 
W.  Moskowitz,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 225-231  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Edward  Blum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  . 12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1304^23-S) 

Whereas,  George  and  Edward  Blum,  for  Hyman  W. 
Ginsberg,  et  al.,  owners,  filed.  November  14,  1923,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
a  decision  of  the  superintendent  of  buildings,  aflfecitng 
premises  225-231  West  35th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  2,  1923,  reads: 

“Specify  window  panes  of  not  over  720  square  in¬ 
ches  and  not  over  49  inches  in  any  dimension  for  all 
windows  including  the  street  windows  at  1st  floor. 

*  *  *  ”  . 

•  t 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
84  ft.  4  in.  by  98  ft.  9  in.  in  area.  OCCUPIED:  Ceilar, 
storage,  15  persons;  1st  story,  stores,  70  persons;  mezza¬ 
nine,  offices ;  2nd  to  16th  stories,  tenant  factory,  110  per¬ 
sons  per  story.  EXITS:  Two  interior  fireproof  stairways, 
extending  from  1st  storv  to  roof;  and 
Whereas,  all  windows  from  the  4th  story  up  comply  with 
the  labor  law;  the  windows  on  the  2nd  and  3rd  stories 
are  proposed  to  be  3  ft.  by  3  ft.  3  in.  and  4  ft.  2  in.  by 
6  ft.  6  in.;  on  the  1st  story  the  sizes  proposed  are  8  ft. 
by  11  ft.  and  12  ft.  by  11  ft.;  and 

Whereas,  petitioner  contends  that  the  windows  on  the 
1st.  2nd  and  3rd  stories  are  intended  for  display  purposes 
and  to  subdivide  them  will  destroy  their  purpose  and  the 
architectural  effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  he  and  it  hereby  is  granted 
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on  condition  that  the  frames  and  sash  of  the  windows  shall 
be  of  metal,  and  that  the  windows,  so  far  as  the  1st,  2nd 
and  3rd  stories  are  affected,  shall  be  glazed  with  polished 
plate  glass  not  less  than  J4  inch  in  thickness. 


1314-23-S. 

PETITIONER— F.  P.  Keniston,  for  Lois  Realty  Corpo¬ 
ration,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 119-125  West  25th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . u 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1314-23-S) 

Whereas,  F.  P.  Keniston,  for  Lois  Realty  Corporation, 
owner,  filed,  Nov.  15,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  119-125  West  25th  street,  Man¬ 
hattan;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  dated 
June  9,  1923,  reads: 

“Order  No.  47711-LD : 

‘T.  Arrange  the  doors  leading  to  stairway  at  east 
and  west  sides  on  all  stories,  so  as  to  open  outwardly 
without  obstructing  the  stairway,  as  per  section  271 
of  the  Labor  Law.”; 
and 

Whereas,  the  building  is.  fireproof,  eleven  stories  in 
height,  110  ft.  by  100  ft.  in  area;  equipped  with  a  stand¬ 
pipe  and  _  sprinkler  system.  EXITS:  Two  interior  fire¬ 
proof  stairways  extending  from  the  1st  story  to  the  roof, 
with  fire  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building  extending  from  the  roof  to  the  yard,  with 
EGRESS  through  fireproof  passageway  to  street;  fireproof 
windows  along  the  course  of  the  fire  escape;  ROOFS  to 
east  120  ft.  lower,  to  west  same  level]  OCCUPIED  AS 
hOLLOWS:  Tenant  factory,  manufacturing  clothing,  with 
a  total  of  471  persons  in  the  entire  building;  and" 
Whereas,  petitioner  contends  that  the  fire  department 
dismissed  a  similar  order  in  1916,  and  that  vestibule  would 
necessitate  rearrangement  of  the  floors,  with  the  conse¬ 
quent  inconvenience  to  the  occupants. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


1020-23-S. 

PETITIONER— Thos.  F.  Montague,  for  151-155  West 
25th  St.  Corp.,  owner. 

SUBJECT  Application  for  reopening — variation  of  the 
labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner. 

PREMISES— 151-155  West  25th  street,  Manhattan 

APPEARANCES— 

For  Petitioner:  Thos.  F.  Montague. 

ACTION  Ob'  BOARD — Reopened  and  petition  granted 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kerby,  Connell,  Fire 
Chief  Kenlon,  Deputy  hire  Commissioner 
Hannon,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott .  l 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kerby,  Connell,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Reville,  Klein¬ 
ert,  Moore  and  McDermott  .  9 

Negative:  Chairman  Walsh^  Messrs.  Boulton 

and  Holland .  3 

Absent :  Mr.  Beatty  . • . .  1 

THE  RESOLUTION: 

(1020-23-S) 

Whereas,  Thos.  F.  Montague,  for  151-155  West  25th 
Street  Corp.,  owner,  filed,  August  20,  1923,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  151-155 
West  25th  street,  Manhattan;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  dated 
August  1,  1923,  reads: 

“2.  Remove  the  candy  and  cigarettes  stand  from 
the  stairway  enclosure  on  East  side  of  building  1st 
story,  as  per  Rule  3  of  Industrial  Code.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  56  ft.  by  59  ft.  (irregular)  in  area.  OCCUPIED : 
Showrooms  and  light  manufacturing,  with  a  total  of  210 
persons;  the  building  is  equipped  with  a  sprinkler  system 
and  a  fire  alarm  signal  system;  there  is  a  cigar  stand  in 
the  1st  story  hall  adjoining  the  elevator  shaft;  and 

Whereas,  petitioner  contends  that  there  is  a  passage¬ 
way  in  front  of  the  cigar  stand  as  wide  as  the  hall  pas¬ 
sageway  and  that  the  hall  passageway  in  front  of  the 
elevator  is  only  4  ft.  9  in.  and  requests  that  the  condi¬ 
tions  be  accepted ;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  October  9,  1923,  and  petitioner  requested  a  re¬ 
opening  of  his  case  on  the  ground  that  he  had  not  been 
given  an  opportunity  to  be  heard,  that  the  stand  was  only 
for  the  sale  of  tobacco  and  candy  and  that  no  cigar  lighter 
was  maintained,  and  the  request  to  reopen  was  granted 
Oy  vote  of  the  board. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted. 


CASE  DISMISSED. 

Petition  for  Variation. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  petition  was  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(764-23-S) 

Filed  June  16,  1923— Premises  32  West  58th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Mitchell  Kennerley.  Dismissed 
for  lack  of  prosecution. 

THE  RESOLUTION: 

Whereas,  the  above  petitioner  filed  with  the  board  of 
standards  and  appeals  a  petition  from  an  order  of  the  fire 
commissioner,  affecting  premises  stated;  and 
Whereas,  the  petitioner  has  failed  to  complete  the  pa¬ 
pers,  although  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


17 


o  o  w 


MINUTES 


Holland,  Kerby,  Connell,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  . 

Negative  . 

Absent:  Mr.  Beatty . 

APPLIANCE  SUBMITTED  FOR  APPROVAL. 

840-22-SA. 

PETITIONER— Dean  Brothers. 

SUBJECT— Application  for  reopening— approval  of  Dean 
Brothers  Duplex  Steam  Pump. 

APPEARANCES— 

For  Petitioner :  R.  T.  Gordon. 

ACTION  OF  BOARD— Petition  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

"  Boulton,  Holland,  Kerby,  Connell,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville, 

Kleinert,  Moore  and  McDermott  . 

Absent  . 


RULES. 

41-19-S. 

TITLE — Exit  Rules. 

12  SUBJECT — Proposed  amendment  to  Exit  Rules — revolving 

0  doors. 

1  APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  January  8,  1924,  at 
2  p.  m. 


271-21-S. 

TITLE— Fuel  Oil  Rules. 

SUBJECT — Interpretation  as  to  requirement  of  enclosing 
space  for  tanks  below  grade. 

APPEARANCES— 

Earl  C.  Maxwell,  P.  J.  Kent,  John  C.  Quinn,  James 
Kearney. 

For  Administration:  Inspector  Michaels  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
2  p.  m. 


13  Adjourned  5:15  p.  m. 

0  William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  DECEMBER  21,  1923. 
Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby,  Fire  Chief  Kenlon  and  Superintend¬ 
ents  Brady,  Reville,  Kleinert,  Moore  and  McDermott. 


473-21-S. 

TITLE— Gas  Shut-off  Rules. 

SUBJECT — Adoption  of  rules  in  accordance  with  an  ordi¬ 
nance  adopted  by  the  board  of  aldermen. 

APPEARANCES— 

Robert  N.  King,  A.  C.  Schweiger,  et  al. 

ACTION  OF  BOARD— Laid  over  to  January  11,  1924,  at 
2  p.  m.,  for  consideration. 


1517-23-SR.  ,  ,  ,  ,  , 

TITLE _ Recommendation  to  board  of  aldermen  for  amend¬ 

ment  to  chapter  5,  code  of  ordinances  (building 
code)  to  prohibit  use  of  wood  shingles. 

APPEARANCES— None.  ,  . 

ACTION  OF  BOARD — Resolution  was  adopted  by  the 
board  of  standards  and  appeals,  requesting  the 
board  of  aldermen  to  consider  an  amendment  to 
the  building  code,  prohibiting  the  use  and  installa¬ 
tion  of  wood  shingles  for  roofing. 


Boulton,  Connell,  Holland,  Kerby,  Fire 
Chief  Kenlon,  Fire  Commissioner  Drennan, 
and  Superintendents  Brady,  Reville,  Moore, 


Kleinert  and  McDermott  .  13 

Negative  .  0 

Absent  .  0 

The  resolution  was  as  follows : 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  adopt  the  following  matter,  as  its  recommendation 
for  amendment  to  chapter  5  of  the  code  of  ordinances,  to 
be  forwarded  to  the  board  of  aldermen  for  said  board’s 
consideration  and  action: 

Section  474.  Roofing. 

1.  [Within  the  fire  limits.]  Any  roofing  hereafter  placed 
on  any  [frame]  building  [within  the  fire  limits]  shall  be 
of  approved  incombustible  materials,  provided  that  any  ex¬ 
isting  shingle  roof  may  be  repaired  at  any  time  to  an  ex¬ 
tent  of  not  more  than  25  per  cent,  of  its  surface. 

[2.  Outside  the  fire  limits.  Nothing  in  this  chapter  shall 
prevent  the  use  of  wood  shingles  outside  the  fire  limits  on 
any  building  which,  under  the_provisions  of  this  chapter,  is 
permissible  of  frame  construction.] 

(Matter  in  brackets  to  be  omitted.) 


Adjourned  4:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


T  j  j  p  ^  Q  rp  p 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  'heatres. 

Appeals  from  Admmistrative  Orders. 

780-20- A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 


270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A— 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
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352-21 

355-21 

982-21 

502-21 

1585-21 

1684-21 

67-22 

69-22 

103-22- 

39-22- 

1058-22- 


-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

-A— 2180  Third  avenue,  Manhattan. 

-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

-A — 2152  Metropolitan  avenue,  Queens. 

-A — 779  DeKalb  avenue,  Brooklyn. 

■A— 'Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
-A — 75  Ogden  avenue,  The  Bronx. 

•A — 1685-1695  78th  street,  Brooklyn. 

A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

A — 329-337  Broadway,  Brooklyn. 


1026-22-S 
11 04-22-S 
1203 -22- S — 

1390- 22-S — 

1391- 22-S — 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S—  Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S  Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 

1323-22-S  -Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S  Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S  Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22-S  Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S  Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S  Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

957-22-S  Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S  Conran  Pressure  Reducer,  approval  of. 

337-22-S  F.lkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S  Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

61 0-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 


1 395-22-S — 
1526-22-S 
1529-22-S — ' 
28-23-SA 

57-23-SA 

92-23-SA 

123- 23-SA 

124- 23-SA 

125- 23-SA 
127-23-SA 
232-23-SA- 
345-23-SA- 
275-23-SA 

297-23-SA 

392- 23-SA 

393- 23-SA 


397-23-SA — 

443-23-SA- 
504-23-SA 
525-23-SA- 

766-23-SA 

544-23-SA- 
628-23-SA- 
888-23-SA- 
959-23-SA- 
952-23-SA- 

1046-23-SA- 

898-23-SA- 

936-23-SA — 

1146-23-SA- 
900-23-SA- 


1163-23-SA- 

1180-23-SA- 

1231-23-SA- 


Anthony  Nebulyte  Oil  Burner,  approval  of. 

Dean  Fuel  -Oil  Pump,  approval  of. 

Simplex  1  urbine  Puel  Oil  Burner,  approval  of. 
Oliver  Burner,  approval  of. 

Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 
approval  of. 

Caloroil  Burner,  approval  of. 

Delaney  Fuel  Oil  Burner,  approval  of. 

■The  Tele-Call  Single  Stroke  Bell,  approval  of. 

—Edwards  New  Type  Single  Stroke  A.  C.  Bell 
approval  of. 

.—Collin  Patent  Automatic  Gas  Cut-Off  Valve 

approval  of. 

■  Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

—Todd  Steam  Atomizing  Fuel  Oil  Burner  ap¬ 
proval  of. 

-Master  Gas  Shut-Off  Valve,  approval  of. 
P^ckless  Gas  Shut-Off  Valve,  approval  of. 

■S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
Manual  and  Thermal  Gas  Cut-off  Valve. 

•'  Cornell  Falat  Oil  Burner,  approval  of. 

-Wm  E.  Toelle  Manuel  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

Automatic”  Deluge  Valve,  approval  of. 

Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

Billow  Class  C.  R.  F.  Oil  Burner,  approval 
of. 

Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

-Automatic  Gas  Shut-Off,  approval  of. 

-Ray  Rotary  Fuel  Oil  Burner,  approval  of 
-Tilman-White  Gas  Cut-Off  valve,  approval 

of. 

-Buckley  Automatic  Electric  Fire  Detector 
approval  of. 

-Domestic  Fud  Oil  Burner,  approval  of. 

-Power light  oil  heat  burner,  approval  of. 

-Lewis  Oil  Burner,  approval  of. 

Hydro  Carbon  Oil  Burner,  approval  of. 

-Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

Frankfort  Type  “P”  low  pressure  oil  burner 
approval  of. 

Enco  Type  700  Steam  Atomizing  Burner  ap¬ 
proval  of.  ’ 

McGowan  horizontal  duplex  fuel  oil  pump 
approval  of. 

Pennsylvania  Globe  oil  burner,  approval  of. 
-Crescent  Combustion  fuel  oil  burner,  approval 
of. 

-Todd  Turbine  fuel  oil  burner,  approval  of. 

•Viking  Pump,  approval  of. 

Gill  Oil  Burner,  approval  of. 


NOTICE 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  EXIT  RULES— REVOLVING  DOORS. 


(41-19-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  January  8,  1924,  at  2  p.  m.,  Room  919,  Mu¬ 
nicipal  Building,  on  proposed  amendments  to  Exit  Rules — 
Revolving  Doors. 

Adopted  by  the  Board  of  Standards  and  Appeals  Sep¬ 
tember  6,  1917;  Amended  February  11,  1919. 

("Matter  in  brackets  is  old  matter  to  be  omitted.) 

Rule  1.  Classification  of  Revolving  Doors.  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 


(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easv  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  bracks  or  similar  devices,  but  which  doors  are.  so 
(ig^rrnod  ami  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2  Revolving  Doors. — Prohibition.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls  asylums,  auditoriums,  churches,  dance  halls,  hospi 
tel,  motion  picture  theatre,.. schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes. of  amuse¬ 
ment  instruction  or  worship ;  except  that  the  mam  entrance 
doorwav  to  a  hospital  or  sanitarium  may  be  equipped  with 


either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres 
schools  and  theatres,  coming  under  the  exit,  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  [,]  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors— Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  dcors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door 
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APPROVED  AMENDMENTS  TO  PLUMBING  RULES 


(693-20-S) 

NOTICE  IS  HEREBY  GIVEN  that  the  public  hear¬ 
ings  on  the  Plumbing  Rules  were  closed  as  of  this  date, 
December  18,  1923. 

The  following  amendments  were  approved  and  will  be  sub¬ 
mitted  for  adoption  at  the  regular  meeting  to  be  held  on 
January  8,  1924,  at  2  p.  m. 

(New  matter  is  in  italics /  old  matter,  to  be  omitted, 
is  in  brackets.) 


Rule  No.  137. 

Where  “Flushometers”  are  used,  they  must  be  sup¬ 
plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall 
be  at  least  one  and  one-half  inches  in  diameter,  and  the 
main  branches  shall  be  at  least  one  and  one-quarter  inche-> 
in  diameter,  zvith  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  [three-quarters]  not  less 
than  one-half  inch  in  diameter  for  urinals.  Individual 
branches  shall  not  exceed  tzvclve  inches  in  length. 


NOTICE 


BUILDING  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 
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PROPOSED  AMENDMENTS  TO  FUEL  OIL  RUL  ES.  CONSTRUCTION  AND  INSTALLATION  OF 
OIL  BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  FUEL  OILS. 


(217-21-S) 

NO  1  ICE  IS  HEREBY  GIVEN  that  the  public  hear¬ 
ings  on  the  Fuel  Oil  Rules  were  closed  as  of  this  date, 
December  14,  1923. 

1  he  proposed  amendments  with  levisions,  which  are 
printed  below,  will  be  considered  for  approval  by  the 
Board  of  Standards  and  Appeals  at  the  regular  meeting  to 
be  held  on  Tuesday,  January  8,  1924,  at  2  p.  m. 


Rule  1.  Definition. 

1  he  term  "fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester,  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  or 
Grade  B  Fuel  Oil. 

Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  lagliabue  or  Penskyi-Martens  closed  cup  tester. 
Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a 
Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel  Oil. 

Fuel  oil  to  be  used  for  commercial  heating  and  power 
purposes  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 
tanks.  jj 

Rule  3.  General  Location  of  Tanks  for  Grade  A  Fuel 

Oil. 

(a)  In  all  buildings;  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the  Storage 
of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness  or  twelve  (12)  inches  of  masonry  and 
of  dimensions  six  (6)  inches  greater  on  all  sides  than  the 
outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
‘he  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 


(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
/ caPacity  °f  tanks  shall  not  exceed  five  thousand 
<,5,000)  gallons,  except  as  stated  in  subdivision  “h.” 

(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  froqj  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  it  such  room  is  adequately  ventilated  to  the  out¬ 
side  air  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 


Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca- 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  lanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two  * 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  toot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  -lanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur- 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onef-fourth  (1J4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1  %)  tank  diameters,  a  fire  wall  shall  be  built 
io  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartfi,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  bv  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 
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(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Rule  5.  Material  and  Construction  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — J4  in.  shell,  J4  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — )4  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  54  in. 

heads.  .  t  ,  .  .  . 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  )4  in.  thick,  54  in.  diameter  rivets  2)4  in.  pitch. 

In  shell  51-16  in.  thick,  Y&  in.  diameter  rivets  2)4  in. 

pitch.  .  ' 

In  shell  )4  in.  thick,  54  in.  diameter  rivets  2 y2  in. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2)4  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 

together  with  braces  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section.  . 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 


excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  )4  inch  and  the  minimum  thickness  of  roof 
plates  y&  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  substitute  riveting  in  part  or 
for  the  entire  tank,  the  tank  shall  be  fabricated. 

(b)  All  welded  seams  of  plates  shall  be  lapped  not  less 
than  two  (2)  inches,  welded  both  inside  and  outside.  Plates 
shall  be  pulled  up  tight  metal  to  metal  before  welding. 
Outside  and  inside  welds  shall  be  of  a  uniform  cross  sec¬ 
tion  with  minimum  thickness  of  weld  not  less  than  thick¬ 
ness  of  plate  being  welded. 

( cj  Braces  shall  be  butt  welded  with  area  of  welded 
surface  at  least  equal  to  the  cross-section  area  of  the  brace. 
No  weld  in  bracing  member  itself,  nor  bracing  member  to 
body  of  tank,  shall  be  so  welded  as  to  put  the  welds  in 
tension. 

(d)  Heads  shall  be  flanged  not  less  than  two  (2)  inches 
and  set  into  shell  and  welded  inside  and  out.  All  cylindrical 
tanks  shall  preferably  be  built  with  dished  heads.  Should 
the  owner  desire  to  use  flat  heads,  these  flat  heads  must 
be  braced  in  the  same  manner  as  described  for  the  bracing 
of  flat  sides  of  rectangular  tanks. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 
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Rule  6.  Enclosure  and  Protection  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  ot  not  less  than  one  and  one-half  (lV2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  tour  (4)  feet  high,  but  in  no  case  higher  than  one- 
lourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core’  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1)4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  weight  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

,  Every  tank  with  a  capacity  of  over  five  thou- 

hand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
ire>  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (y2)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 
not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade  A 
Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
beJow  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being-set  in  place,  a  hydrostatic  test 
tor  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  shall  be  determined  as 
follows:  The  height  from  the  lowest  point  in  the  tank 
to  the  highest  reservoir  from  which  the  tank  may  De 
filled  times  a  factor  of  two  and  one-half  (2.5)  based 
on  the  weight  of  water.  In  no  case  shall  a  hydrostatic 
test  be  less  than  twenty-five  (25)  pounds  per  square 
inch  for  riveted  tanks  and  not  less  than  thirty  (30)  pounds 
per  square  inch  for  welded  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 
Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings 
Above  Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 

tank. 

Section  4.  Test  for  Tanks. 

(a).  _  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractot 
shall  furnish  all  the  equipment  necessary  for  conduct- 


nig  the  tests.  Access  to  the  inside  and  outside  of  tanks 
pleted^  mamtaine^  untl*  tlle  necessary  tests  are  com- 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blow*  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hat'd  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  l.  Installation  of  Piping. 

(a)  1  iping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to- 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration 

(b)  Gross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building 
shall  be  either  buried  or  exposed  to  view.  Where  pin¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip- 
mg  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  lype  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used  No 
pipe  less  than  one-half  (^)  inch  inside  diameter  shall  be 
permitted. 

(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con- 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
■than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  three  hundred 
(300)  pounds  per  square  inch.  Tests  shall  continue  for 
thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 

from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  H  in.  by  ^  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (.50)  per  cent  above  the  maximum  working 
pressure.  ° 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
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automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 


Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
>n  place. 


Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank,  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  shall  be  screened  by  40x40  non- 
corrodible  wire  mesh,  and  shall  be  of  sufficient  area  to 
permit  proper  inflow  of  liquid  during  the  filling  operar 
tion  and  two  (2)  inches  in  diameter  on  all  tanks  above 
550  gallons  capacity,  and  in  no  case  to  be  less  than  1/4 


inches  in  diameter.  . 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  a  return  bend  protected  by  a  non-corrodible  40x40 
wire  mesh  screen.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 


Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks  ,  .. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  .  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 


Rule  9.  Valves  and  Control  of  Flow  for  Grade  A  Fuel 
Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  on  both  sides 
of  each  strainer  in  discharge  and  suction  lines  near 
each  pump;  in  discharge  line  from  each  tank  as  near 
the  tank  as  practicable,  and  in  branch  lines  near  each 
burner.  An  outside  readily  accessible  valve  shall  be  pro¬ 
vided  in  all  supply  lines  entering  buildings  from  tanks. 
Rule  10.  Oil  Level  Indicating  Device  for  Grade  A  Fuel 

Oik 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ac¬ 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  18  degrees  Beaume  and  where 
the  top  of  the  tank  or  tanks  is  not  more  than  ten  (10) 
feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 
Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel  Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Fire  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 

Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 
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Rule  17.  Systems  Prohibited  Where  Grade  A  Fuel  Oil 
Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

RULES  FOR  THE  STORAGE  AND  USE  OF 
GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel  Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the  Stor¬ 
age  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  top  and  side  in  4  inches  of  terra  cotta 
or  8  inches  of  approved  masonry. 

(b)  I  anks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may 'be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place. 

If  soil  conditions  warrant,  tanks  shall  be  completely  en¬ 
closed  with  reinforced  concrete,  with  at  least  a  6-inch 
space  on  sides  between  tank  and  concrete  filled  with 
sand  or  well  tamped  earth,  and  with  12  inches  of  sand 
on  top  of  tank. 

2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for  Grade 
B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  -**. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper,  galvanized 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  shall  be  constructed  of  galvanized  steel  not 
less  than  3/16  inches  in  thickness. 

Rule  21.  Tests  of  Tanks  for  the  Storage  of  Grade  B 
Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supplv  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xV6-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Gauging  devices  or  test  wells,  the  breakage  of 
which  would  permit  the  escape  of  oil  or  vapor  within 
the  building,  shall  be  prohibited.  The  top  of  the  well 
when  located  outside  of  a  building  shall  be  sealed  and 
kept  locked  when  not  in  use. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade  B 
Fuel  OU. 

See  Rule  10  for  Gauging  device. 
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Rule  24.  Pumps  for  Grade  B  Fuel  Oil 

shin  be  iiSXPSf  U^d  f°r.suPP]ying  oil' to  the  burners 
leaks.  d  y  fastened  in  Place  and  secure  against 

in  (RulePlimU).ShaI1  ^  °f  appr°ved  design  as  described 

Rule  25*.  Piping  for  Grade  B  Fuel  Oil. 

7ectlon  L  Type  and  Materia) 

(a)  All  piping  shall  be  of  standard  full  weight  brass 

lZgoUriZtZr(vVl  ,SUIX  pipe  shallWbignotbXSs 
inan  opef-tourth  (J4)  inch  in  diameter,  iron  pipe  size 

(b  PAii’grnha  JC  ljUn';<1  ,?°  far  as  't  ^  practicable! 

will-fitt^d  join""."  15  tight  and  Sha11  havc 

c)  Hose  and  couplings,  where  used  in  connection 
with  mechanicM  burners,  shall  be  capable  of  withstand" 

e?tedPanedSsbalieqhUal  t0  ^  piping  to  which  it  is  Con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate 

"sec^nT  Sis'56  tha" 

tiil1  p!piangafier  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred1  (too) 
pounds  per  square  inch.  u  uuu; 

Section  3.  Fill  Pipes. 

W  RU1!  8VSecti°n  5~(a)’  (b><  (c)  and  (d). 

than  1?/  LVent  FJPeS-  Vent  piPes  shaI1  he  not  less 
than  ly2  inches  in  diameter 

Section's  <b>"  <c>'  W  and  (e). 

Section  5.  Overflow  Pipes  from  Burners 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe  to  burner.  largef 

RUlC  26‘  Ofl  alVCS  and  C°ntro1  of  Flow  for  Grade  B  Fuel 

„  ^kReadlly  ?c.cessible  valves  shall  be  provided  near 
tank.  bUrner  and  ln  the  suction  line  from  each  storage 

(b)  See  Rule  9  (a)  for  construction  of  valves 

■iV  .b  rLemote  Control  for  shutting  off  the  suddIv  of 
oil  to  the  burners  shall  be  provided  PP  y 

<d)  f  A?  .lUtTat,ic  bypass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shah  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure.  ldX1 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  .the  Board  of  Standards  and  Appeals  and  shall  be  • 
equipped  with  an  overflow  attachment  so  arranged  as  to 
snut  oft  the  flow  of  oil  to  prevent  flooding 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  it  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
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or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (J4)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 
a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

Sep  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is  Per¬ 

mitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 


such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B  Fuel  Oil 

Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited.  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  A  or  Grade  B 
fuel  oil  within  the  meaning  of  these  rules  unless  such 
type  of  device  or  apparatus  shall  have  been  approved  by 
the  Board  of  Standards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 
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TENTATIVE  DRAFT  OF  RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS 
SHUT-OFF  VALVES  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  AN  ORDI¬ 
NANCE  ADOPTED  BY  THE  BOARD  OF  ALDERMEN. 


(473-21-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  January  11,  1924,  at  2  p.  m„  Room  919,  Municipal 
Building,  for  consideration  of  approval  of  the  rules  govern¬ 
ing  the  construction  and  installation  of  gas  shut-off  valves, 
as  printed  as  follows: 

Rules  for  Emergency  Gas  Shut-off  Valves: 

1.  Rules  for  emergency  gas  shut-off  valves  to  comply 
with  ordinance  amending  Article  2  of  Chapter  12  of  the 
Code  of  Ordinances,  relating  to  control  of  gas  in  certain 
buildings  in  case  of  fire. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpora¬ 
tions,  firms,  or  individuals,  who  shall  furnish  evidence  sat¬ 
isfactory  to  the  Fire  Commissioner  or  the  Tenement  House 
Commissioner  in  their  respective  jurisdiction,  of  their  quali¬ 
fications,  including  evidence  as  to  responsibility,  organization 
for  work  of  installation,  facilities  and  equipment. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  anv  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  emer¬ 
gency  gas  shut-off  valves  to  be  operated  in  the  event  of 
fire  or  other  emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

5.  Gas  shut-off  valves  and  accessory  appliances  shall  in¬ 
clude  valves  approved  as  such  by  the  Bureau  of  Standards, 
Washington,  D.  C.,  by  the  Underwriters  Laboratories,  Inc., 
Chicago,  Ill.,  by  the  Associated  Factory  Mutual  Laboratories 


of  Boston,  and  all  valves  shall  be  approved  and  meet  the  test 
prescribed  by  the  Board  of  Standards  and  Appeals. 
Protection  of  Valves : 

6.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able  and  approved  metal  box  placed  on  the  exterior  of  the 
building,  which  shall  be  connected  through  a  rigid  metal  con¬ 
duit  by  a  cable  with  the  valve  body  placed  on  the  gas  intake 
immediately  as  the  gas  pipe  enters  the  building  and  as  near 
as  practicable  to  the  inside  face  of  the  wall  before  reaching 
the  meters.  The  lock  for  securing  box  on  outside  wall  of 
building  shall  be  operative  only  by  a  Fire  Department  inner 
box  key  by  members  of  the  Fire  Department. 

7.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link  it  shall  be  of  the  best  quality  phosphor 
bronze. 

8.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection  made  gas  tight  where  it 
passes  through  the  valve  body  by  a  stuffing  box  filled  with 
soft,  well-Iubrxcated  packing  in  accordance  with  recognized 
standard  practice. 

Installation : 

9.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  'ball  be  located  so  that  condensation  will  not  ac¬ 
cumulate  :n  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

10.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  not  to  be  used  between  flanges. 

11.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  and  resist  the  pull  from  the  control  handle,  addi- 


& 
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tional  non-combustible  brackets  or  hangers  must  be  provided 
if  necessary,  to  secure  and  maintain  rigid  installation. 

1-.  ilie  valve  shall  be  enclosed  in  a  substantial  metal  per- 
forated  case  conspicuously  exposed,  painted  red,  secured  by 
°Lk  accePt?1?le  to  the  Fire  Prevention  Bureau. 
Marked  with  name  of  installer,  giving  telephone  number  and 
address  to  insure  quick  service  to  property  owner  in  emer¬ 
gency. 

13.  Casing  of  the  valve  on  gas  intake  shall  be  kept  locked 
to  protect  same  from  interference  and  be  accessible  only 
to  authorized  persons.  Perforations,  to  allow  circulation  of 
air  around  fusible  link  to  be  provided  and  so  arranged  as  to 
prevent  tampering  when  casing  is  locked. 

Control  Box : 

14.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 

iron  cover  conspicuously  numbered  with  raised  letter,  painted 
red. 

15  The  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box  to  have  concise  operating  directions  in  raised  or 
stamped  letters  or  on  a  securely  fastened  metal  plate,  to¬ 
gether  with  the  name,  initials  or  registered  trademark  of  the 
manufacturer. 

16.  The  control  box  must  be  placed  as  nearly  vertically 
above  the.  points  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

17.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes,  lag  bolts  should  be  used.  WFen  the  walls 
are  of  masonry  or  concrete  through  bolts,  expansion  bolts 
or  toggle  bolts  should  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

18.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall,  but  shall  not  be 
recessed  deeper  than  the  face  of  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

19.  The  control  fyjx  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the. control  box  is  installed  on  an  alley  face  of  a  building 
or.  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recesses  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  by  heavy  iron  channels  or  angles 
secured  to  the  wall  by  through  bolts,  expansion  bolts,  or 
toggle  bolts. 

Control  Handles : 

20.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty  and  cable  connections  shall  be  securely 
made  in  an  approved  manner  according  to  the  design  of 

the  handle. 

Cable : 

21.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  .  No  splices  in  the  cable  shall  be  permitted. 

22.  It  is  essential  that  cable  connections  to  valve  and  han- 


TP,bC  f?curely  ™ade  according  to  the  design  in  each  case 
cabIe.  may  be  slightly  annealed  for  making  ends  and 
when  cutting  the  cable,  it  should  be  taped  and  fut  through 
the  tape,  or  a  small  amount  of  solder  applied  whe  e  it  is  1o 
be  cut,  so  as  to  prevent  frayed  end 
Conduit : 


23.  The  control  cable  for  the  shut-off  valve  to  be  run  in 
galvanized  wrought  iron  or  steel  pipe  or  other  standard  an 
proved  conduit  not  less  than  /2  inch  in  pipe  size  The  pine' 

casWd  inC  mUSu  bG  water'tight  and  continuous  from  the 
t|l„  '  g  enclosing  the  operating  mechanism  of  the  valve  to 
the  control  box  on  outside  of  building.  The  cable  sh  ill  not 
be^  exposed  at  any  point  in  its  length.  * 

24.  All  ends  of  pipe  or  conduit,  not  only  at  valve  anrl 
contro  box  terminals,  but  in  the  run  of  the  piping  shall'  he 
carefully  reamed  so  as  to  remove  burrs  and Zs  ’used  ll 

ofZgc°able0inS;hehlCh  W°Uld  interfere  with  the  movement 
the  cable  in  the  run,  or  cut,  or  wear  the  cable  TTm'nne 

should  not  be  employed  in  making  joints 
~5  Pipe  or  conduit  must  be  rigidly  and  permanentlv  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  fnr-mc 
may  be  employed  for  this  purpose.  In  every ^  case  sunno^ 
must,  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion 
Bends  and  Offsets: 

26.  Bends  of  small  radius  or  through  much  of  an  arc  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre 
c.ab  e  fnchon  resisting  the  pull  of  the  cable;  therefore  it 
shall  be  required  that  approved  roller  fittings  be  employed 
wherever  the  pipe  or  conduit  is  bent  to  a  radius  of  Zs  than 
4  inches  or  wherever  the  bend  is  through  an  arc  exceeding 
15  degrees  except  as  outlined  for  offsets  8 

27.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 

wanidU1  One  oZer  a  fWZ r  tabU\0r  °ther  part  °f  a  build^ 
waff  One  offset  of  not  more  than  2  inches  will  be  permit" 

ted  for  each  installation  at  such  points.  The  bends  in  the 

p  pe  forming  the  offsets  must  be  carefully  made  to  avoid 

cracking  the  enamel  or  galvanized  coating,  or  the  flattening 

or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 

shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 

not  be  less  than  five  times  the  amount  of  the  offset.  For 

example  a  2-inch  offset  must  be  at  least  10  inches  long 

noficceSe.0  y  be  permitted-  Double  offsets  are 
Roller  Fittings: 

28.  For  turns  in  the  conduit  greater  than  those  mentioned 
above  approved  roller  fittings  to  be  used.  No  roller  fittings 

usedmg  m°re  than  90  degrees  from  a  strai'ght  line  shall  be 

Automatic  Control: 

.  29.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
tor  its  operation. 

Production  Tests  at  Factory: 

30.  Valves  must  be  tight  under  the  following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which  it  is 
designed  to  operate.  Normal  city  gas  pressure  or  equivalent 
air  pressure  shall  be  applied  to  the  inlet  side  and  the  valve 
shall  completely  shut  off  the  gas  or  air  when  closed  as  in 
normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 
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PROGRESS  REPORT 


i 


SUMMARY. 

,ases  pending  December  31,  1922  . .  .  ^35 

Cases  filed  up  to  and  including  December  27,  1923  ...1535 

Restored  to  calendar  .  80 

Miscellaneous  Actions. 

Requests  to  reopen  .  124 

Requests  to  amend . 

Requests  for  modification  .  24 

Requests  to  rescind  . . 1 

Requests  for  extension  of  time . .  •  •  37 

Rules  proposed  .  10 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation .  10 

Total  . 2278 

Disposed  of  . 1678 

Cases  pending  December  27,  1923  .  600 


DISPOSITION  OF  CASES. 

Withdrawn  .  I49 

Dismissed  . - .  1®® 

Denied  .  1Q1 

Granted  . 

Granted  on  condition  .  335 

Appliances  approved  . . .  ® 

Appliances  dismissed,  disapproved  or  withdrawn  .  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  U5 

Requests  to  reopen  denied  . 

Requests  to  amend  gran.ed . 

Requests  to  amend  denied  .  2 

Requests  for  modification  granted  .  22 

Requests  for  modification  denied .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  . .  1 

Requests  for  extension  of  time  granted  .  35 

Requests  for  extension  of  time  denied . 

Rules  approved  .  ’ 

Rules  disapproved  .  1 

Requests  to  install  granted .  6 

Requests  to  install  denied  .  ® 

Administrative  requests  granted  .  3 

Administrative  requests  denied .  ® 

Interpretations  . •••; . 

Requests  withdrawn  or  dismissed  .  2 

Total  . I678 


PUBLIC  HEARING 


(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side, 
to  determine  whether  the  valve  is  tight,  the  test  pro¬ 
cedure  shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 

from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(C)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 


Valves  and  operating  mechanism'  shall  be  so  de¬ 


signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 
Installation  and  Inspection  Tests: 

31.  a.  After  emergency  shut-off  valve  is  installed,  it 
shall  be  set  and  operated  to  determine  that  proper  closure 
is  secured  by  operating  the  control  handle.  Particular  care 
should  be  taken  to  observe  that  when  pulling  the  control 
handle,  no  part  of  the  cable  or  of  .its  attachment  to  the 
valve  interferes  in  any  way  with  the  positive  closure  of 

the  valve.  . 

b.  After,  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  is  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 

piping.  ,  ,  ,, 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 

be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department.  . 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department  in  their  respective  juris¬ 
dictions  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioners  or  the  Tenement  House  Commission  in  their 
respective  jurisdictions. 


28 


36-2000-23  O’C 


Ti- 

i tm 


352-05 

new 


BULLETIN 


OF  THE 


BOARD  OF  STANDARDS  AND  APPEALS 


CITY  OF  NEW  YORK 


Issued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916 
Published  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City 


Vol.  I 


$2.50  a  year 
Subscription 


JANUARY  8.  1924 


Single  Copies,  5  cents 
By  mail,  7  cents 


DIRECTORY 


BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

Alfred  J.  Boulton  James  P.  Holland 

John  J.  Beatty  Henry  L.  Connell 

John  E.  Kerby  Fire  Chief  John  Kenlon 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals.  January  2, 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  January  2,  1924. 

Reserve  Calendar. 

Notices  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a. 


m. 


Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 
Board  of  Standards  and  Appeals,  as  listed  in 
endar. 


V 

Cal- 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


% 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

Alfred  J.  Boulton  James  P.  Holland 

John  J.  Beatty  Henry  L.  Connell 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan .  Fire  Commissioner 

Charles  Brady  . . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville  . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore  . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.,  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

o  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
an  will  be  called  in  Room  919,  on  Tuesday,  January  8,  1924 
at  L  o  clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day.  b 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  January  15,  1924,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relic,  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board.  ^ 

Upon  receipt  °f  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  hYs  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 

dfs missed1' f nr  ,the^eo”’ ■  w,thin  twenty  days,  h>s  case  may  be 
dismissed  for  lack  of  prosecution. 

tioner^shairfn0/  ^l?8  a"  appJicati°n>  the  appellant  or  peti- 
'  "v  s,  .  .forward  a  signed  notice  of  appeal  addressed 
the  administrative. official  (either  superintendent  of  build- 

cafe  of  said  n°oti«.SS'°ner)  ^  W''h  ‘his  B°ard  a  dupli’ 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E,  Walsh,  Chairman 
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CALENDAR 


i 


DOCKET. 

New  Cases  Filed  Week  Ending  January  3,  1924. 

Cal  No.  Department  Order  No. 

6-24-SA . F.D . Universal  Oil  Burner. 

_ _  Appliance. 

5-24-SA . F.D . Induslo  Fuel  Oil  Burner  1-27. 

_ _ _  Appliance 

4-24-A . B.B.M.  ..18-22  East  38th  st.,  Manhattan. 

~  N.  B.  346-1922. 

3-24- A . F.D . 2242  2nd  ave.,  Manhattan. 

'  L.  C.  18279 

2-24-BZ . B.B.B.  . .  1088-1092  Hancock  st.,  Bklyn. 

N.  B.  23233-1923. 

1-24-BZ . B.B.Bx.  .1477-1479  Wilkins  ave.,  Bx. 

_ _  Certificate  of  Occupancy. 

1562-23-A . F.D . 3601  14th  ave.,  Bklyn. 

'  L.  F.  52894. 

1561-23-BZ . B.B.Bx.  ..4421-4427  3rd  ave.,  Bx. 

_ _  N.  B.  2242-1923. 

1560-23- A . F.D . 203-203  W.  40th  st.,  Man. 

’  ' _ _  Alt.  828-1923. 

1559-23-S . F.D . 2  1st  st.,  Man. 

_ _  L.  D.  49142, 

1358-23-A . F.D . S.  S.  Jamaica  ave.,  bet.  185th 

st.  &  Farmers  ave.,  Queens. 
_  F-51688-51689 

1537-23-BZ . B.B.B.  ...725-727  Lincoln  pi.,  Bklyn. 

_ _  N.  B.  23183-1923. 

1556-23-A . F.D . 545-565  Flushing  ave.,  Bklyn. 

_  F-51845. 

1555-23-A . F.D . 4360-4370  Broadway,  Man. 

_  N.  B.  671-1923. 

1554-23-A . F.D . 30-36  Union  ave.,  Bklyn. 

_  F-51834. 

1553-23-A . F.D . 3290  Atlantic  ave.,  Bklyn. 

_  F-51773-51774. 

1552-23-S . B.B.M.  ..118  Madison  ave.,  Man. 

_  Alt.  2142-1923. 

1551-23-A . F.D . 435-453  Park  ave.,  Bklyn. 

_  F-51807,  51808,  51809. 

1550-23-SA . F.D .  Apex  Gas  Cut-off  Valve. 

_  Appliance. 

1549-23-A . F.D .  703  Bedford  ave.,  rear,  Bklyn. 

_ _  F-51850. 

1548-23-S . F.D.  .  ..n.16  W.  57th  st.,  Man. 

_ _ _  Variation  of  Labor  Law. 

1347-23-SA . F.D . Aetna  Automatic  Oil  Burner. 

_  Appliance. 

1346-23-S . ..F.D . 648-652  E.  12th  st.,  Man. 

_  L.  D.  43209 

1545-23- A . F.D . 41-43  W.  63rd  st.,  Man. 

_  C-21233 

1544-23- A . .F.D . 154  E.  70th  st.,  Man. 

-  L.  C.  21603. 

1 543-23-BZ . B.B.Bx.  ..W.  S.  Webster  ave.,  772  ft.  N 

-  169th  st.,  Bx. 

N.  B.  2965-1923. 

1 542-23- S . B.B.M.  ...224-232  W.  35th  st.,  Man. 

- — -  N.  B.  216-1923. 

1541 -23- A . F.D .  1439-1459  Ocean  ave.,  Bklyn. 

-  Alt.  1236-1923. 


1540-23-BZ . B.B.B.  ..1249  U  ave.,  Bklyn. 

-  N.  B.  24093-1923 

1539-23-A . B.B.M.  ..150  Broadway,  Man. 

— -  N.  B.  242-1923 

1538-23-SA . F.D . Lillibridge  Oil  Vapor  Burner. 

-  Appliance 

1537-23-A . F.D .  62-88  Hope  st.,  Bklyn. 

-  F-5209R 

1536-23-BZ . B.B.B.  ..1180-1188  Myrtle  ave..  Bklyn 

.’N.  B.  22856-1923 


CODE. 


F  D  .  . .  Fire  Department 

H  D  . . Health  Department 

B  R  B  . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings.  Bronx 

R  R  M.  ..  . . Bureau  of  Buildings,  Manhattan 

B.B.Q . . . Bureau  of  Buildings,  Queens 

RRR . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  8,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1128-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners. 

PREMISES — 363-371  Prospect  place,  Brooklyn. 

TO  PERMIT  in  an  unrestricted  district  extending  into  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1210-23-BZ. 

APPLICANT — Henry  C.  Brucker,  for  George  Hummel, 
owner. 

PREMISES — 2365  Myrtle  avenue,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  mian- 
tenance  of  an  extension  to  an  existing  building 
used  for  business  purposes. 

121 2-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Mary  Katz,  owner.  I 

PREMISES — 1115-1119  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main-  , 
tenance  of  a  garage  for  tlx:  storage  of  more  than 
five  (5)  motor  vehicles. 

1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo,  J 
owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1398-23-BZ. 

APPLICANT — Robert  Teichman,  for  Schinasi  Commer¬ 
cial  Corp.,  owner. 

PREMISES — 311  West  120th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  an  existing  factory  building  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 


CALENDAR 


1 400-23- BZ. 

APPLICANT — William  F.  Doyle,  for  Turin  Garage  and 
Supply  Co.,  Inc.,  owner. 

PREMISES —  55  West  93rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 


1447-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Cedar  Land  Realty 
Co.,  owner. 

PREMISES — Southeast  corner  of  Jerome  avenue  and 
East  Tremont  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1005-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 

PREMISES — 505-507  Evergreen  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
646-23-A— 232-258  Taaffe  place,  Brooklyn. 

1303-23-A — 220  25th  street,  Brooklyn. 

1321- 23-A — 229  Bowery,  Manhattan. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

1026-23-A — 46-50  Wooster  street,  Manhattan. 

1064-23-A — Southeast  corner  of  East  138th  street  and 
Brown  place,  The  Bronx. 

1296-23-A — 151  East  62nd  street,  Manhattan. 

840-23-A — 3587-3589  Broadway,  Manhattan. 

1322- 23-A — 26  East  55th  street,  Manhattan. 

1295-23-A — 359-363  9th  avenue,  Manhattan. 

600-23-A— Pier  No.  8,  North  River,  foot  of  Rector  street, 
Manhattan. 

792-22-A — 6118  Rockaway  Beach  blvd.,  Arverne,  Queens. 

715-23-A — 51-53  Maiden  Lane,  Manhattan. 

1008-23-A — 1363-1377  Sedgwick  avenue,  The  Bronx. 
709-23-A — 43  West  16th  street,  Manhattan. 

1048-23-A — 69-73  Roebling  street,  Brooklyn. 

1137-23-A — 1295-1307  Broadway,  Brooklyn. 

1469-23-A — 880-884  65th  street,  Brooklyn. 

1457-23-A — 121  West  33rd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  8,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1086-23-BZ — Application,  September  14,  1923, 
under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street, 
Brooklyn. 


al.  no.  1156-23-BZ— Application,  October  8,  1923,  under 
the  building  zone  resolution,  of’ Joseph 

x  \  ,rUrke,  CorP°ration,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc ,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles:  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 


•  v  Mj.  ’ — ivza,  under 
the  btnldmg  zone  resolution  of  Edward 
i  •  Doyle,  applicant,  on  behalf  of  Harry 
Bl.  Cohen,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  northeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx. 

cal.  no.  1294-23-BZ  'Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  H.  L. 
Brandt,  applicant,  Minnie  Stone  Mar¬ 
tin,  Helen  Stone  Tuzo  and  Elsie  Stone 
Oscanyan,  owners,  Anna  T.  Reynolds, 
essee,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 

r  V,™°t0r  vehic^es>*  premises  west  side 
of  Riverside  drive,  359  ft.  9  in.  south 
of  West  158th  street,  Manhattan. 


(al.  no.  1437-23-BZ — Application,  December  6,  1923,  under 
.  the  building  zone  resolution,  of’  Frank 
Case  Hayden,  applicant,  on  behalf  of 
Edward  Waldron  and  Fannie  Hass, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  ol 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  235- 
249  West  154th  street,  Manhattan. 


cal.  no.  1022-23-BZ— Application,  August  20,  1923,  under 
the  building  zone  resolution,  of  Marie 
A.  Eder,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
four  (4)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1984  Anthony  ave¬ 
nue,  The  Bronx. 

cal.  no.  794-23-BZ— Application,  June  21,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Tis¬ 
dale  Lumber  Company,  owner,  to  per¬ 
mit  in  an  unrestricted  district  extend¬ 
ing  into  a  residence  district  the  main¬ 
tenance  of  storage  shed  used  for  busi¬ 
ness  purposes;  premises  west  side  of 
130th  street,  313.42  ft.  north  of  89th 
avenue,  Richmond  Hill,  Queens. 

CAL.  NO.  1111-23-BZ- -Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitc 
&  Hulse,  applicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  Building  Zone  Reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  208-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 


William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 
Tuesday,  January  8,  1924,  at  2  p.  in. 

Petitions  for  Variations. 

1 198-23-S — 134  West  28th  street,  Manhattan. 

1236-23-S — 304  Pearl  street,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

1276-23-S— 2413  3rd  avenue,  The  Bronx. 

I315-23-S— 33  Moore  street  (rear),  Brooklyn. 

1369-23-S — 102  West  29th  street,  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

076-23  S — 140-144  Metropolitan  avenue,  Brooklyn. 

,21 6-23- S — 43-45  East  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1339-23-SA — National  Lighting  Service  Oil  Pump,  ap- 
proval  of. 

1 346-23- S A — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

RULES. 

i]  t <>- S Ext  Rules — Revolving  Doors. 

093-20-S — Proposed  Amendment  to  Plumbing  Rules. 
217-21-S — Fuel  Oil  Rules. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Triday,  January  11,  1924,  at  2  p.  m. 

4  73-2 1  -S — Gas  Shut-off  Rules. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

420-23-BZ. 

APPLICANT— Henry  H.  Ehrlich,  owner. 

PREMISES — 740  Sylvester  avenue  (formerly  Mandsley 
street),  Jamaica,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  (2)  motor 
vehicles ;  two  spaces  rented  to  persons  not  residing 
on  the  premises. 

1054- 23-BZ. 

APPLICANT— F.  W.  Rinn,  for  Frank  R.  Hewitt,  owner 

PREMISES— 2250  Aqueduct  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  (2)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

1055- 23-BZ. 

APPLICANT — F.  W.  Rinn,  or  Michael  Lyndsey,  owner 

PREMISES — 2218  Aqueduct  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

1 168-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Jennie  Reizenstein, 
owner. 


PREMISES — 284  Woodbine  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business 
purposes. 

1349-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Greater  New  York 
Garage  Co.,  Inc.,  owner. 

PREMISES — 4342  Broadway  and  643-647  West  185th  street, 
Manhattan. 

TO  PERMIT  in  a  business  district  extending  into  a 
residence  district  the  connection  and  maintenance 
of  two  existing  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  temporary  permit 
for  each  garage  expiring  Dec.  9,  1923. 

1404-23-BZ. 

APPLICANT— Charles  D.  Strang  and  Tinea  Strang, 
owners. 

PREMISES — 178-180  South  Portland  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  from  manufacturing  and  dead  storage  to  the 
use  of  fur  dressing. 


BOARD  OF  APPEALS. 

Tuesday,  January  15,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

1 000-23- A — 2nd  to  3rd  avenue,  from  Sth  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

900-23-A — 339-341  Lafayette  street,  Manhattan. 

233-23-A — 1835  Carter  avenue,  The  Bronx. 

1306-23-A — 61  Beekman  street,  Manhattan. 

53! -23 -A — Southwest  corner  of  34th  street  and  Park  ave¬ 
nue,  Manhattan. 

532- 23-A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

1149-23-A — 1114-1120  Liberty  avenue,  Brooklyn. 

1188-23-A — 611-621  West  131st  street,  Manhattan. 
1241-23-A — 52-54  William  street,  Manhattan. 

1260-23- A— 614  West  49th  street,  Manhattan. 

1263-23-A — 430  West  55th  street,  Manhattan. 

1275-23-A — 2413  3rd  avenue  (rear),  The  Bronx. 

1293-23-A — 433-437  East  22nd  street,  Manhattan. 
1311-23-A — 71-79  West  23rd  street,  Manhattan. 

1 080-23- A — 196  19th  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  January  15,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

<  al.  no.  750-23-BZ — Application,  June  14,  1923,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wol¬ 
cott  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  ot  a  garage  tor 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  8114-8122  18th 
avenue,  Brooklyn. 

cal.  no.  497-23-BZ — Application,  April  24,  1923,  under  tl- 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  a 
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business  district  the  erection  and  maii> 
tenance  ot  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

CAL.  no.  1190-23-BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  A.  F. 
&  O.  J.  Realties,  Inc.,  applicant  and 
owner,  to  permit  in  an  unrestricted  dis¬ 
trict  extending  into  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  4693  3rd 
avenue,  The  Bronx. 

cal.  no.  11 92-23- BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Isi- 
dor  Stark,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  ol 
more  than  five  (5)  motor  vehicles; 
premises  1864-1876  Coney  Island  ave¬ 
nue,  Brooklyn. 

cal.  no.  1375-23-BZ — Application,  November  26,  1923, 

under  the  building  zone  resolution,  of 
William  Tilden  Koch,  architect,  on  be¬ 
half  of  Frank  N.  Dowling,  owner,  to 
permit  the  extension  from  a  business 
district  into  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  business  building;  prem¬ 
ises  52  East  57th  street,  Manhattan. 

cal.  no.  847-23-BZ — Application,  July  2,  1923,  under  the 
building  rone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Mary 
Mohr  Woolf,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1479-1485  Jerome  avenue,  The 
Bronx. 

William  F.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  15,  1924,  at  2  p.  m. 

■Petitions  for  Variations. 

1134-23-S — 49-55  West  27th  street,  Manhattan. 

719-23-S — 169-171  Broadway  and  1-11  Cortlandt  street, 
Manhattan. 

1119-23-S — 233-243  Greene  street,  Brooklyn. 

1401-23-S — 213  West  33rd  street,  Manhattan. 

1428-23-S— 36  Bond  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

H69-23-SA — Warren  fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-SA — I  ate-Jones  No.  6  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1318-23-A — 921  3rd  avenue,  Manhattan. 


1340-23-A— 131-147  Jewell  street  and  203-211  Meserole 
avenue,  Brooklyn. 

1356-23-A— Sheepshead  Bay  Inlet  opposite  Irving  street, 
Sheepshead  Bay,  Brooklyn. 

1360-23-A— 329  East  Houston  street,  Manhattan. 

13 1 1  -23-A  1660-1662  Webster  avenue,  The  Bronx. 

1380-23-A  1,000  ft.  off  Pier  No.  8,  Tompkinsville,  S  I 
Richmond.  ’  '  ” 

220-23-A  42  West  99th  street,  Manhattan. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

1351-23-A — 295-307  St.  Johns  place,  Brooklyn. 

1387-23-A — 622-640  West  57th  street,  Manhattan. 

1390-23-A— Northwest  corner  of  3rd  avenue  and  Broad¬ 
way,  L.  I.  City,  Queens. 

1488-23-A — 113-119  4th  avenue,  Manhattan. 

Under  Building  Zone  Kesulution. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
oi  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  7  uesday  morning,  January  22,  1924  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters :  6 

cal.  no.  1194-23-BZ— Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Joseph 
A.  Fagnant,  applicant,  on  behalf  uf 
Zaret^Bros.,  Inc.,  owmer,  to  permit  in 
a  "D”  district  extending  into  an  “F*‘ 
district  the  erection  and  maintenance  ui 
a  building  without  a  setback  of  15  ft. 
from  the  front  lot  line  as  required  b> 
the  zone  resolution  when  within  an 
“F”  district;  premises  south  side  oi 
Edgemere  avenue,  119  ft.  west  of  Beach 
35th  street,  Edgemere,  Queens. 

cal.  no.  1066-23-BZ— Application,  September  7,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
American  Railway  Traffic  Co.,  owner 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1455-1461 
Gates  avenue,  Brooklyn. 

cal.  no.  1254-23-BZ— Application,  November  3,  1923,  under 
the  building  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex¬ 
isting  building  and  change  of  occupano 
from  a  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  14  2nd  avenue.  Man¬ 
hattan. 

cal.  no.  1289-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Ab- 
clur  Realty  Corp.,  owner,  to  permit  in 
a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  theatre  and  business  build¬ 
ing;  premises  4515  New  Utrecht  ave¬ 
nue,  Brooklyn. 

cal.  no  1312-23-BZ— Application,  November  15,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corp.,  applicant,  on  behalf 
of  Kaybee  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo- 
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tor  vehicles;  premises  1795  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1164-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Realty  Supply  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2314-2320  Snyder 
avenue,  Brooklyn. 

cal.  no.  1264-23-BZ — Application,  November  5,  1923,  under 
the  building  zone  resolution,  of  Wil- 
•  liam  F.  Doyle,  applicant,  on  behalf  of 
Alphonso  E.  Pelham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  E.  S.  Jerome  avenue, 
325  ft.  north  of  Bedford  Park  boule¬ 
vard,  The  Bronx. 

cal.  no.  1458-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Garrison  Land  Company,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  W.  S.  Dyckman 
street,  294  ft.  6J4  in.  south  of  St.  Nich¬ 
olas  avenue,  Manhattan. 

CAL.  NO.  259-23-BZ — Application,  February  28,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Gregor 
Feibel,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for 
the  storage  of  three  (3)  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  636 
East  219th  street,  southwest  corner  of 
Olinville  avenue,  The  Bronx. 

cal.  no.  1132-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Anna  and  Ida  Farber,  ow.ners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises ;  premises  4224  17th 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  22,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

918-23-S— 338-340  Pearl  street,  Manhattan. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

1347-23-S — 20  West  56th  street,  Manhattan. 

1357-23-S— 35  West  25th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  January  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

1271-23-A — 126  East  32nd  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  January  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1100-23-BZ — Application,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

c\al.  no.  1309-23-BZ — Application,  November  14,  1923,  under 
th$  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Her¬ 
man  Kronenberg,  owner,  to  permit  in 
a  business  district  the  erection  ana 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  98-120  Livonia  ave¬ 
nue,  from  Douglass  to  Herzl  street, 
Brooklyn. 

cal.  no.  1319-23-BZ — Application,  November  lfl,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  E 

G.  Hothan,  owner,  to  permit  in  an  un¬ 
restricted  district  extsnding  into  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  23-45  Caton  place,  Brooklyn. 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyfi. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

Tuesday,  January  29,  1924. 

.  i ppeais  jrum  Administrative  Orders. 

-23-A — 380-392  West  12th  street,  Manhattan. 

-23-A— 627-635  West  133rd  street,  Manhattan. 

-23-A — 114-116  East  13th  street,  Manhattan. 

-23- A — 121  Lexington  avenue,  Manhattan. 

-23-A — 3  East  17th  street,  Manhattan. 

-23-A — 1029  East  163rd  street  and  943  Southern  boule¬ 
vard,  The  Bronx. 

-23-A — 697-707  Kent  avenue,  rear,  Brooklyn. 

-23-A — 573  Lexington  avenue  and  140-146  East  51st 
street,  Manhattan. 

23-A — 461  West  150th  street,  Manhattan. 

-23-A — 82-82^2  Beekman  street,  Manhattan. 

23-A — 7  East  14th  street,  Manhattan. 

23-A — 38-44  West  40th  street,  Manhattan. 

23-A — 232  Cooper  street,  Brooklyn. 

23-A — 156-172  East  21st  street,  Brooklyn. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building- 
zone  resolution,  Tuesday  morning,  January  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters:  . 

cal.  no.  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — (Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

cal.  no.  1410-23-BZ— Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  George 
M.  McCabe,  architect,  on  behalf  of 
Wendell  &  Evans  Company,  owner,  to 
permit  in  an  unrestricted  district  ex¬ 
tending  into  a  business  district  the 
alteration  and  conversion  of  an  exist¬ 
ing  stable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
160-168  West  10th  street.  Manhattan 
cal.  no.  1 350-23- BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Higginson,  architect,  on  behalf  of 


E.  J.  Trum,  Inc.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  manufacturing  purposes;  premises 
764-776  4th  avenue,  northwest  corner 
of  26th  street,  Brooklyn. 

cal.  no.  1308-23-BZ —  Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of 
Aimee  Klein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles ; 
premises  1819-1837  Cr-opsey  avenue, 
northeast  corner  of  Bay  19th  street, 
Brooklyn. 

cal.  no.  632-23-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Elmer  E.  Stevens,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
denied,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  and  extension  in 
area  of  an  existing  stable  for  more  than 
five  (5)  horses  into  a  garage  for  more 
than  five  (5)  cars;  premises  1910  Wal¬ 
ton  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  5,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1384-23-A — 139-141  West  19th  street,  Manhattan. 

1393-23- A — S.  S.  Meadow  street,  from  Pearson  street  to 
Anable  avenue,  L.  I.  City,  Queens. 
1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1449-23-A— 13  Broadway,  Flushing,  Queens. 

1463-23-A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied- 
_  ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning  February  5,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1385-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  Catherine  Sil- 
berhorn,  owner,  Max  Ludecke,  lessee, 
to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  business  building,  also  to 
construct  building  over  entire  lot  area 
omitting  a  rear  yard  as  required  by 
the  building  zone  resolution;  premises 
150-152  West  127th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


FORMS  FOR  NOTICES  TO  P  R  O  P  E  RTY  O  WN  E  R  S 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A. 

pioperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O'Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

WEDNESDAY,  JANUARY  2,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon. 

J  he  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Wednesday  morning,  December  26,  1923, 
were  approved  as  printed  in  the  Bulletin,  Np.  1,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
378-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Apex  Leasing 
Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 47-65  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Kerby  .  l 

THE  RESOLUTION:  ’ 

(378-23-A) 


Whereas,  Samuel  Rosenblum,  for  Apex  Leasing  Co., 
Inc.,  lessee,  filed,  March  31,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  47-65  West  42nd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  13,  1923,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  *  * 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories 
(93  ft.  7  in.)  in  height,  100  ft.  5  in.  by  208  ft.  in  area, 
equipped  with  two  stairways  and  an  exterior  iron  stair¬ 
way.  OCCUPIED :  1st  story,  stores,  150  persons ;  2nd, 
3rd,  4th  and  5th  stories,  offices  (25  factory  workers),  400 
persons:  6th  story,  Turkish  baths  and  dormitory,  350  per¬ 
sons  ;  and 

Whereas,  appellant  contends  that  if  a  standpipe  were 
installed,  it  would  be  necessarily  placed  in  the  stairway, 
which  would  mean  that  there  would  still  be  a  run  of 
200  ft.  down  the  corridors,  and  proposes  to  install  a  port¬ 
able  fire  extinguisher  at  each  end  of  the  corridor  on  each 
story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


613-23-A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Na¬ 
tional  Printing  &  Engraving  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — Washington  avenue,  between 
6th  and  7th  avenues,  Queens. 

APPEARANCES— 

For  Appellant:  T.  P.  Knight. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  . 

Absent:  Mr.  Kerby 


THE  RESOLUTION: 

(613-23-A) 

Whereas,  Petroleum  Heat  &  Power  Co.,  for  National 
Printing  &  Engraving  Co.,  owner,  filed,  May  18,  1923,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  Washington  avenue, 
between  6th  and  7th  avenues,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  19,  1923,  reads: 

“1.  Connection  leading  to  outside  tank  shall  be  laid 
below  the  frost  line.” ; 
and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
200  ft.  2]/2  in.  by  92  ft.  7%  in.  in  area;  OCCUPIED  as 
a  printing  and  engraving  establishment,  to  be  equipped 
with  a  fuel  oil  burning  installation;  and 

Whereas,  appellant  contends  that  the  oil  pipes  in  ques¬ 
tion  are  buried  one  foot  below  the  sidewalk,  covered  with 
a  felt  covering  and  then  with  a  mixture  of  ashes  and 
cement,  that  alongside  of  the  oil  suction  line  there  is  a 
hot  water  line  so  that  the  pipes  will  not  be  affected  by 
frost. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


933-23-A. 

APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT- — -Appeal  f  rom  decision  of  fire  commissioner. 
PREMISES  AhFECTED— 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1253-23-A. 

APPELLANT — Abraham  Koppel,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFhECTED — il70-180  Belmont  avenue  and 
221-229  Powell  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Abraham  Koppel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  g 

Absent:  Mr.  Kerby  .  \ 

THE  RESOLUTION:  * 

(1253-23-A) 


Whereas,  Abraham  Koppel,.  owner,  filed  November  3, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises'  170-80  Belmont 
avenue  and  221-229  Powell  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  1,  1923,  No.  49163-F,  reads : 

“1.  Replace  the  missing  shutters  with  proper  iron 
or  kalameined  shutters  at  all  openings  in  the  exterior 
wall  above  1st  story  which  are  distant  in  a  direct 
line  less  than  30  ft.  from  any  opening  in  any  other 
building  and  not  in  the  same  plane  with  said  open¬ 
ings  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  south  and  east  sides  of  build¬ 
ing  *  * 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
1  basement  in  height,  96  ft.  by  94  ft.  in  area,  equipped  with 
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a  sprinkler  system  supplied  from  a  10,000  gallon  gravity 
tank  and  a  7,500  gallon  pressure  tank;  also  an  interior 
fire  alarm  system.  OCCUPIED  as  follows:  Tenant  fac¬ 
tory,  197  persons ;  and 

Whereas,  there  are  windows  on  each  story  within  50 
ft  of  the  roof  of  an  adjoining  garage  to  the  east;  and 

Whereas,  appellant  contends  that  sprinkler  heads  are 
located  at  and  within  3  ft.  of  each  window. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1 259-23 ->A. 


APPELLANT— Oriental  Varnish  Works,  Inc.,  for  A.  Wul- 
fing,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AbFECTED — 979-981  Franklin  avenue, 
Brooklyn. 

APPEARANCES— 


For  Appellant:  August  Wulfing. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1259-23- A) 

Whereas,  Oriental  Varnish  Works,  Inc.,  for  A.  Wul¬ 
fing,  owner,  filed,  Nov.  5,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  979-981  Franklin  avenue,  Brooklyn;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  dated 
Oct.  17,  1923,  reads: 

“Order  No.  83063-LC: 

“With  reference  to  your  application  for  a  permit  to 
store  nitro-cellulose  products  at  the  above  location, 
I  regret  to  inform  you  that  I  am  without  power  to 
grant  such  a  permit  for  the  following  reasons : 

“Sub.  Div.  2-F,  of  section  232,  chapter  10,  code  of 
ordinances  as  amended  and  effective  May  1st  provides 
that  no  permit  for  the  storage  of  nitro-cellulose  prod¬ 
ucts  shall  be  issued  in  any  building  which  is  not 
equipped  with  an  approved  two  source  system  of  au¬ 
tomatic  sprinklers. 

“Sub.  Div.  2-G  of  section  232,  chapter  10,  code  of 
ordinances  as  amended  and  effective  May  1st,  1923, 
provides  that  no  permit  for  the  storage  of  nitro-cel¬ 
lulose  products  shall  be  issued  in  any  building  where 
paints,  varnishes  and  lacquers  are  manufactured,  stored 
or  kept  for  sale. 

“Sub.  Div.  2-B,  of  section  232,  chapter  10,  code  of 
ordinances  as  amended  and  effective  May  1st,  1923, 
provides  that  no  permit  for  the  storage  of  nitro-cel¬ 
lulose  products  shall  be  issued  in  any  building  where 
oils,  rosin,  turpentine,  etc.,  are  stored  or  kept  for 
sale. 

“You  are  therefore  ordered  to  forthwith  remove  all 
nitro-cellulose  products.”; 

and 

,  Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  40  ft.  by  45  ft.  in  area,  used  for  the  manufacture 
of  varnishes ;  and 

Whereas,  appellant  contends  that  it  is  proposed  to  store 
the  3,000  lbs.  of  celluloid  scrap  in  an  isolated  (9  ft.  by 
11  ft.  vault)  at  the  rear  of  the  lot,  and  further  proposes 
to  reduce  the  stock  to  1,500  lbs. 

Resolved,  that  the  order  of  the  fire  commissioner,  as 
called  for  in  Subdivision  2-F,  be  and  it  hereby  is  reversed, 


and  the  appeal  be  and  it  hereby  is  granted  so  far  as  it  af- 
tects  one-story  building,  approximately  40  ft.  by  45  ft. 
in  area,  as  per  plans  on  file  in  this  case;  that  the  order 
as  called  for  in  Subdivision  2-G,  be  and  it  hereby  is  modi¬ 
fied,  and  the  appeal  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  the  quantity  of  celluloid  stored  on  these  prem¬ 
ises  be  limited  to  1,500  lbs.,  and  that  it  shall  be  stored 
and  maintained  in  a  brick  structure,  located  in  the  rear  of 
yard  of  these  premises,  with  fireproof  roof,  vented  to  the 
outer  air,  any  opening  therein  to  be  protected  with  self- 
closing  steel  doors;  that  the  order,  as  called  for  in  Sub¬ 
division  2-B,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  as  to  use  and  occupancy  so 
long  as  conditions  otherwise  remain  substantially  un¬ 
changed. 


APPELLANT— A.  E.  Nast,  for  U.  S.  Trust  Co.  of  Nev\ 
York,  owner. 

decision  of  fire  commissioner 

PREMISES  AFFECTED — 126  East  32nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  J.  Eckman. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


1342-23-A. 

APPELLANT— William  F.  Doyle,  for  Royal  Baking  Pow¬ 
der  Company,  Inc.,  owner. 

SUBJECT-  Appeal  from  orders  of  the  fire  commissioner 

APPEARANCES— CTED~37'71  ^  Brooklyn- 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire 
department. 

BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Connell,  Holland  and  Fire  Chief  Kenlon  . .’  5 

Negative:  Mr.  Beatty  .  j 

Absent:  Mr.  Kerby  .  i 

THE  RESOLUTION: 

(1342-23-A) 

Whereas,  William  F.  Doyle,  for  Royal  Baking  Powder 
Co.,  Inc.,  filed,  November  20,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  37-71  Ninth  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  30,  1923,  No.  51041-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter.” 

Order  No.  51042  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  West  side  of  build¬ 
ing.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  115  ft.  by  97  ft.  6  in.  (10,800  sq.  ft.)  in  area; 
equipped  with  sprinkler  system  supplied  by  two  10,000 
gal.  gravity  tanks,  one  20,000  gravity  tank  and  a  5,000 
gal.  gravity  tank  and  a  pressure  tank;  OCCUPIED  for 
the  manufacture  of  baking  powder,  43  persons;  and 
Whereas,  applicant  contends  that  tartaric  acid  is  made 
by  the  “wet”  process  and  in  every  part  of  this  process 
the  materials  are  non-inflammable  and  non-combustible ; 
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that  the  building  is  only  slightly  over  the  10,000  sq.  ft. 
limit ;  it  is  not  heated  and  is  in  operation  24  hours  per 
day.  The  building,  which  is  the  exposure  calling  for  the 
shutter  order;  is  a  one-story  building,  sprinklered  and 
used  only  for  the  storage  of  non-inflammable  and  non- 
combustible  materials. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  (/ranted  so  long  as  present  occupancy,  use  and  opera¬ 
tion  remain  unchanged. 


1331-23-A. 

APPELLANT — Jenks  and  Rogers,  for  Harry  Fein,  owner 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2-10  172nd  street,  Jamaica, 
Queens. 

APPEARANCES— 

For  Appellant;  John  H.  McCoey,  Jr.,  and  Harry 
Fein. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Wialsh,  Messrs.  Beat¬ 
ty,  Boulton,  Connell,  Holland  and  Fire 


Chief  Kenlon  .  6 

Negative  . - .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1331-23-A) 

Whereas,  Jenks  and  Rogers,  for  Harry  Fein,  owner,  filed, 
November  17,  1923,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  prem¬ 
ises  2-10  172nd  street,  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  22,  1923,  N.  B.  1449-22,  reads: 

“In  reply  to  your  request  in  letter  of  October  16th, 
1923,  I  have  to  advise  you  that  owing  to  the  area  of 
the  building,  a  street  connection  in  lieu  of  a  gravity 
tank  is  not  permissible  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  144  ft.  7)4  in.  by  174  ft.  )4  in.  (25,000  sq.  ft.)  in 
area;  OCCUPIED  as  a  public  garage;  and 

Whereas,  appellant  proposes  in  lieu  of  complying  with 
the  order  to  provide  either  a  4  in.  standpipe  line  across 
the  ceiling  of  the  garage  with  outlets  at  each  column  as 
shown  on  the  plan,  each  outlet  to  be  provided  with  100  ft. 
of  hose  with  a  4  in.  direct  connection  to  street  main  or 
provide  a  £)4  in.  line  around  the  walls  of  the  building  in 
accordance  with  Cal.  No.  179-20-S,  as  adopted  by  the  board 
of  standards  and  appeals ;  and 

Whereas,  appellant  contends  there  is  a  direct  alleyway 
to  Jamaica  avenue  which  will  give  additional  access  to 
building  in  case  of  fire. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  long  as  it  affects  the  installation  of  tank 
on  condition  that  standpipe  equipment  installation  complies 
with  regulations  in  all  other  respects. 


1310-23-A. 

APPELLANT — William  F.  Doyle,  for  Charles  Brown, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 17  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  0 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 


614-23-A. 

APPELLANT — Mrs.  Mary  Marshalsea. 

SUBJECT — Request  to  reopen — appeal  from  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 1131  Hollywood  avenue,  Far 
Rockaway,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 


BUILDING  ZONE  CASES. 

994-23-BZ.  TTl 

APPLICANT — William  F.  Doyle,  for  James  S.  Hunting- 
ton,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED — '1672  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Connell,  Holland  and  Fire 


Chief  Kenlon  .  6 

Negative  . 0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(994-23-BZ) 

Whereas,  William  F.  Doyle,  for  James  S.  Huntington, 
owner,  filed,  Aug.  8,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair  shop  ;  premises  1672 
Coney  Island  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  and 
Avenue  M  are  business  districts  and  Avenue  N  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  21,  1923,  in  acting  on  Order  No.  81453-LC,  reads: 

“Maintenance  of  your  repair  shop  is  a  violation  of 
Section  4,  of  Art.  2,  of  the  Bldg.  Zone  Resolution  *  *  *. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  from  the  above  premises  and  discontinue  the  use 
of  premises  as  a  motor  vehicle  repair  shop.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  67  ft.  and 
a  depth  of  40  ft.,  irregular,  occupied  as  a  garage,  there 
being  an  extension  on  the  rear  occupied  as  a  repair  shop; 
and 

Whereas,  applicant  contends  that  there  would  be  hard¬ 
ship  in  preventing  him  from  making  such  repairs  as  are 
incidental  to  the  conduct  of  his  business. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
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of  the  building  zone  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  there 
shall  be  no  power  driven  machinery  operated  on  the  prem¬ 
ises;  that  any  repair  work  shall  be  restricted  to  manual 
operation  incidental  to  the  business  now  conducted  on  the 
premises  and  the  occupancy  restricted  to  that  allowed  under 
the  permit  now  in  force. 


1309-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Herman  Kronenberg, 
owner. 

SUBJECT — Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 98-120  Livonia  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

FOR  APPLICANT — William  F.  Doyle. 

For  Opposition :  Edward  Larkin. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924.  at 
10  a.  m.,  pending  inspection  by  committee  of  the 
board. 


1319-23-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  E.  G.,  Hothan, 
owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  extension  from  unre¬ 
stricted  district  into  business  district  of  proposed 
garage  for  storage  of  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 23-45  Caton  place,  Brooklyn 
APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  Leo  H.  Rick,  Mary  Seelan,  Jos. 
Vicaro,  Jos.  Chirchirillo,  Helen  Anastcho, 
Mary  Cuccaro,  John  Bamberger  and  Wm.  F. 
Weissbein. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  pending  inspection  by  committee  of 
the  board. 


939-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  George  F.  Lamb 

SLTBJECT — .Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1943-1961  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Rosalie  F.  Janoer. 

ACTION  OF  BOARD — 'Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  attorney  for  objectors. 


1241-22-BZ. 

APPLICANT — William  F.  Doyle,  for  J.  Dinowitz,  owner. 

SUBJECT — Request  for  modification  of  resolution  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit 
partly  in  a  residence  district  and  partly  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 1479  St.  Marks  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  modify  resolution 
granted. 


THE  VOTE  TO  GRANT  MODIFICATION— 

Affirmative:  Chairman  Walsh.  Messrs.  Boul¬ 
ton.  Connell,  Holland  and  Fire  Chief  Ken- 

Ion  .  5 

Negative:  Mr.  Beatty  .  i 

Absent:  Mr.  Kerby  . .  i 

THE  RESOLUTION: 

(1241-22-BZ) 

Whereas,  William  F.  Doyle,  for  J.  Dinowitz,  owner, 
filed,  October  2Q,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1479  St.  Marks  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  January  20, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Marks  avenue  is  a  resi¬ 
dence  district  and  Howard  avenue  and  Bergen  street  are 
business  districts ;  and 

W hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  16,  1922,  reads : 

“Proposition  contrary  to  Art.  II,  Sec.  3  of  the  Zone 
Resolution,  garage  in  residential  section.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-firc- 
proof  construction,  one  story  in  height,  approximately  55 
ft.  by  200  ft.  in  area,  irregular,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles,  the  building  to  be  an 
extension  of  an  existing  building  on  the  rear,  now  oc¬ 
cupied  as  a  garage ;  and 

Whereas,  there  existed  on  the  premises  on  July  25, 
1916,  a  garage  for  more  than  five  motor  vehicles,  and 
under  the  provisions  of  Section  7,  Subdiv.  a  and  c,  the 
board  is  empowered  to  act ;  and 

Whereas,  this  application  was  granted  by  the  board 
at  its  meeting  Jan.  26,  1923,  and  applicant  requested  a 
modification  of  the  resolution  to.  permit  the  division  of 
the  garage  into  two  sections. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  restricted  to  the  figured  dimensions  stipulated  on  plans 
filed  with  this  appeal ;  that  the  structure  be  built  fire¬ 
proof ;  that  the  area  of  the  proposed  garage  be  divided  ap¬ 
proximately  into  two  equal  floor  areas  by  fireproof  walls 
with  not  more  than  two  openings  in  the  division  wall, 
such  openings  to  be  protected  by  automatic,  self-closing 
fireproof  doors ;  that  a  permanent  fixed  iron  stairs  be 
erected  from  the  yard  level  in  the  entrance  runway  to  the 
roof  of  this  garage ;  that  there  shall  be  no  openings  in 
the  rear  or  side  walls  other  than  an  emergency  exit  3  ft. 
8  in.  in  width  in  the  easterly  gable  wall  and  that  there 
be  no  less  than  two  skylights  to  each  section,  said  sky¬ 
lights  to  be  protected  above  and  below  with  wire  guards; 
and  on  further  condition  that  this  structure  be  equipped 
with  a  2 Vi  inch  standpipe,  with  hose  outlets  and  hose  at¬ 
tached  thereto,  at  one  opening  in  each  subdivision  wall 
and  at  main  entrance; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  finished  within  eighteen  months. 


438-22-BZ. 

APPLICANT — Louis  Sheinart,  for  Annie  Wenig,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  conversion  of  an  existing  building  to 
a  public  garage. 

PREMISES  AFFECTED — 6402-6  Fourth  avenue,  Brook¬ 
lyn. 
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APPEARANCES— 

For  Applicant :  Louis  Sheinart. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  for  modification  of  res¬ 
olution  granted. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  0 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(438-22-BZ) 

Whereas,  Burke  &  Olsen,  for  Annie  Wenig,  owner, 
filed,  March  24,  1922,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  an  existing  building  to  a  public  garage,  prem¬ 
ises  6402-6  Fourth  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  avenue,  64th  and 
65th  streets  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  9,  1922,  in  acting  on  App.  No.  3605, 
reads : 

“Denied — Proposition  contrary  to  Zone  Law,  Art. 

II,  Sec.  4.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft.  at  1st  story  and  30  ft.  at  2nd  story; 

■  occupied,  store  and  dwelling;  it  is  proposed  to  change  the 
occupancy  to  garage  for  more  than  5  motor  vehicles  and 
caretaker’s  apartment;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets,  on  July  25,  1916,  a  stable  for  more  than 
5  horses ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its.  meeting  July  5,  1922,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
garage  use  be  limited  to  fifteen  (15)  automobiles,  and 
that  the  separation  of  the  garage  portion  from  the  busi¬ 
ness  portion  of  the  building  shall  be  by  fireproof  wall, 
any  openings  therein  to  be  protected  with  self-closing,  fire¬ 
proof  doors. 

Resolved,  further,  that  permission  is  granted  to  make 
repairs  by  manual  operation  incidental  to  the  conduct  of 
the  business  on  condition  that  no  motor  driven  machinery 
other  than  a  one-half  horse  power  electric  driven  lathe. 


CASE  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  appeal  was  offered  for  filing ; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  admin¬ 
istrative  official  in  the  performance  of  his  duty: 

(761-23-A) 

Filed  June  16,  1923 — Premises  220-224  West  42nd  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  Samuel  Efrus.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  0 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellant  has  filed,  with  the 
board  of  appeals,  appeal  from  order  affecting  the  prem¬ 
ises  in  question ;  and 

Whereas,  the  appellant  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeal  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  atention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for 
filing;  but  where,  despite  notices  from  this  office,  papers 
have  not  been  compleed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty : 

(744-23-BZ) 

Filed  June  14,  1923— Premises  2839-2847  West  37th  street, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Michael  Stein. 
Dismissed  for  lack  of  prosecution. 

(754-23-BZ) 

Filed  June  15,  1923 — Premises  W.  S.  Nelson  avenue,  50 
ft.  north  of  167th  street.  The  Bronx.  Ap¬ 
plicant,  Paul  Occhipinti.  Dismissed  for 
lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  o 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 

AREAS  FIXED. 

( 1453-23-BZ  ) 

*1 

The  chairman  presented  and  read  a  communication  from 
Joseph  Schmidt,  requesting  the  board  to  fix  the  area  of 
notification  deemed  affected  by  erection  and  maintenance 
of  building  to  be  used  for  business  purposes ;  premises  852- 
58  Cypress  avenue,  Ridgewood,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  pf  Cornelia  street,  also  Jefferson  avenue, 
from  a  point  100  ft.  south  of  Cypress  avenue  to  a 
point  400  ft.  south  of  the  premises  in  question. 


(1470-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Clinton  &  Maxwell,  requesting  the  board  to  fix  the  area 
deemed  affected  and  in  which  to  obtain  consents  for 
erection  and  maintenance  of  garage;  premises  150  East 
149th  street,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Walton  avenue,  also  Mott  avenue, 
from  East  146th  street  to  a  point  400  ft.  north  of 
proposed  garage.  Both  sides  of  East  149th  street 
from  Gerard  avenue  to  a  point  100  ft.  east  of  Mott 
avenue. 


(1299-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Bernard  D.  Barnett,  requesting  the  board  to  fix  the  area 
deemed  affected  and  in  which  to  obtain  consents  for 
maintenance  of  garage ;  premises  963  Putnam  avenue, 
Brooklyn. 
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The  following  area  was  approved  by  the  board: 

Both  sides  of  Putnam  avenue  from  a  point  100  ft 
east  of  Ralph  avenue  to  a  point  100  ft.  west  of  How¬ 
ard  avenue. 


of  Manhattan  avenue  from  117th  street  to  118th  street 
Also  the  north  side  of  117th  street  from  Manhattan 
avenue  to  a  point  180  ft.  east  of  Manhattan  avenue 


(1300-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Bernard  D.  Barrett,  requesting  the  board  to  fix  the  area 
deemed  affected  and  in  which  to  obtain  consents  for 
maintenance  of  garage;  premises  965  Putnam  avenue, 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Putnam  avenue  from  a  point  100 
ft.  east  of  Ralph  avenue  to  a  point  100  ft.  west  of 
Howard  avenue. 


(1408-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Merton  L.  Cushman,  requesting  the  board  to  fix  an  area 
deemed  **affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  316- 
20  West  118th  street,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  118th  street  from  8th  avenue  to  a 
point  400  ft.  west  of  proposed  garage;  the  east  side 


(1403-23-BZ) 

*  Ihe  chairman  presented  and  read  a  communication  from 
A.  P  ocrice,  Jr.,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  .which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  north- 
east  corner  of  Metropolitan  and  Continental  avenues, 
Forest  Hills,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Metropolitan  avenue  from  a  point 
200  ft.  west  of  Continental  avenue  to  a  point  400 
ft.  east  of  proposed  garage.  Both  sides  of  Conti¬ 
nental  avenue  from  Metropolitan  avenue  to  a  point 
400  ft.  north  of  proposed  garage;  also  the  south  side 
ot-  Mansen  avenue  from  Continental  avenue  to  a  point 
j0  ft.  east  of  the  easterly  lot  line  of  the  premises  in 
question. 


Adjourned  1:15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  4-6-8  West  36th  street  anrl  iqq  41  o  k  *  D -.1 

WEDNESDAY  AFTERNOON,  JANUARY  2,  1924.  Manhattan;  and  °  "  "3"5  West  35th  street* 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Whfrfac  th*  rw;*-  c  Al_  . 

Holland,  Connell,  Superintendents  Brady,  Kleinert,  Moore  reads  '  decision  of  the  superintendent  of  buildings 
and  McDermott.  \<v 

The  minutes  of  the  special  meeting  of  the  board  of  ,  ..  ,our  requ<r;*  for  a  certificate  of  occupancy  for  this 

standards  and  appeals,  held  on  Friday  afternoon,  December  ouilding  providing  for  its  use  in  part  as  a  factory 

21,  1923,  and  the  minutes  of  the  regular  meeting  of  the  unding  will  be  denied  for  the  following  reasons: 

board  of  standards  and  appeals,  held  on  Wednesday  after-  1*.  Not  more  than  25  fer  cent  of  the  floor  area 

noon,  December  26,  1923,  were  approved  as  printed  in  the  ma£  be  A“?ed  factory  occupancy. 

Bulletin,  No.  1,  Vol.  IX.  .  3-  ,A11  windows  must  be  of  an  approved  type  of 

_  nre  windows  (Section  264  Labor  Law). 

PETITIONS  FOR  VARIATIONS.  Elevator  shafts  and  stairways  must  be  enclosed 

571-23-S.  wrlth  ore  partitions  to  conform  with  the  requirements 

PETITIONER — Robert  T.  Lyons,  for  132  West  36th  of  section  263  of  the  Labor  Law. 

Street  Corporation,  owner.  J1,  Structural  steel  must  be  protected  with  a  two- 

SUBJECT— Request  for  modification  of  resolution— re :  inch  thickness  of  fireproofing  material.”; 

petition  for  variation  of  the  labor  law,  as.  cited  and 

in  decision  of  superintendent  of  buildings.  '  Whereas,  the  building  is  fireproof  v>  stories  in  he.VLt 

PREMISES  AFFECTED  i32-4-6-8  West  36th  street  and  75  ft.  by  197  ft.  6  in.  in  area  hregulS  ^with  interior 

AppFARANrF^45  WCSt  35tH  StreCt’  Manhattan-  ,fire  aJarm  s\gn*{  and  sprinkler  system;  the  building  is 

ATFEAKANCES—  .  -  located  in  a  business  district  under  the  building  zone  reso- 

For  Petitioner :  N.  Taylor  Phillips  and  Robert  T  lution.  EXI1  S :  Two  interior  wrought  iron  stairways  ex- 
Arx.  Lyons  -  tending  from  1st  story  to  roof,  enclosed  in  fireproof  par- 

ALI1UN  Ob  BOARD— Resolution  modified.  titions,  with  kalameined  doors  at  openings.  ROOFS-  To 

THE  VOTE—  east  and  west,  6  stories  lower.  OCCUPIED  AS  FOL- 

Amrmative :  Chairman  Walsh,  Messrs.  Beatty,  LOWS:  1st  story,  furniture,  18  persons ;  2nd  story  dresses 

Boulotn  Holland,  Connell,  Superintend-  21  persons;  3rd  story,  coats,  23  persons;  4th  story  coats’ 

ents  Brady,  Moore  and  McDermott  .  8  and  suits,  5  persons;  5th  story,  woolens,  5  person’s-  6th 

Negative  ......... ....... .  0  story,  dresses,  23  persons;  7th  story,  feathers.  62  persons- 

Absent:  Mr.  Kerby,.  Fire  Chief  Kenlon,  Dep-  8th  story,  coats  and  suits,  21  persons;  9th  story  show 

uty  Fire  Commissioner  Hannon,  Superin-  rooms,  5  persons;  10th  story,  millinery  67  persons-  llth 

tup-  prenumn^116  and  Kleinert  .  5  st°rA  coats  and  suits,  30  persons;  12th  story,  coats  and 

THE  RESOLUTION:  suits,  35  persons;  and 

(571-23-S)  Whereas,  petitioner  contends  that  only  12  per  cent  of 

Whereas,  Robert  T.  Lyons,  for  132  West  36th  Street  the  floor  area  is  occupied  for  factory  purposes  that  fire 

Corporation,  oweer,  filed,  May  10,  1923,  a  petition,  with  windows  will  be  installed  on  5th,  7th,  10th,  llth  and  12th 

the  board  of  standards  and  appeals,  for  variation  from  stories,  those  used  for  factory,  and  further  contends 

the  requirements  of  the  labor  law,  as  cited  in  a  decision  that  stairways  and  elevator  shafts  are  properly  enclosed 

of  the  superintendent  of  buildings,  affecting  premises  132-  and  structural  steel  is  properly  covered;  and 
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Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  17,  1923,  and  petitioner  requested  a  modifica¬ 
tion  of  the  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  not  more  than  25  per 
cent  of  the  floor  area  be  occupied  for  factory  purposes, 
and  granted  as  to  Item  No.  3  on  condition  that  the  factory 
occupancy  shall  be  restricted  to  the  5th,  7th,  10th,  11th  and 
12th  stories  and  that  all  windows  on  the  front  of  the  build¬ 
ing  on  these  stories  shall  be  equipped  with  frames  and 
sash  in  accordance  with  the  requirements  of  the  labor 
law,  except  as  to  the  glazing,  which  may  be  polished  plate 
glass  not  less  than  inch  in  thickness  and  that  all  other 
openings  on  these  floors  shall  comply  with  the  require¬ 
ments  of  the  labor  law;  granted  as  to  Item  Nos.  4  and  5 
on  condition  that  the  requirements  of  the  New  York  Build¬ 
ing  Code  affecting  elevator  and  stairway  enclosures  and 
the  covering  of  structural  steel  shall  be  complied  with, 
and  granted  so  long  as  conditions  otherwise  remain  sub¬ 
stantially  unchanged. 


1135-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Fostott,  Inc., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 6  East  48th  street,  Monhat- 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  9 

Negative  .  0 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  4 

THE  RESOLUTION: 

(1135-23-S) 

Whereas,  Samuel  Rosenblm,  for  Fostott,  Inc.,  owner, 
filed,  September  29,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  6  East  48th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  18,  1923,  reads : 

“3.  Fire  escape  should  comply  with  Section  273, 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  100  ft.  5  in.  in  area  at  1st  and  2nd  stories 
and  25  ft.  by  67  ft.  in  area  above.  OCCUPIED :  1st  story, 
stores ;  2nd  to  5th  stories,  salesrooms  and  light  manufac¬ 
turing,  20  persons  on  each  story.  EXITS:  One  interior 
wooden  stairway, '  extending  from  1st  to  top  story,  with 
iron  ladder  to  scuttle  in  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  openings;  ROOFS  of  adjoining 
buildings  are  jon  same  level;  and 
Whereas,  petitioner  proposes  to  provide  a  fire  escape 
on  the  rear  of  the  building  with  gooseneck  ladder  to  main 
roof  and  45  degree  connecting  stairs  landing  on  the  roof 
of  2nd  story  extension,  from  which  roof  there  is  to  be 
another  45  degree  stairs  connecting  with  the  platform  ot 
the  fire  escape  of  the  building  in  the  rear  (No.  5  E.  47th 
street)  ;  this  platform  in  the  rear  is  a  party  wall  balcony 
connecting  No.  5  E.  47th  street  with  No.  7  E.  47th  street; 
the  openings  on  the  course  of  the  proposed  fire  escape  are 


to  be  made  fireproof,  self-closing;  petition  states  that  the 
ovvner  of  premises  at  the  rear  has  consented  to  permit 
this  connection  to  his  balcony  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  docs 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  grantep 
as  to  egress  from  termination  of  rear  fire  escape  on  con - 
dition  that  a  standard  fire  escape  shall  be  erected  on  the 
rear  of  the  building  with  balcony  connection  at  the  2nn 
story  level  to  balcony  of  party  wall  fire  escape  on  No. 
5  E.  47th  street;  that  the  ceiling  of  the  2nd  story  exten¬ 
sion  shall  be  fire  retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals  and  that  the  sky¬ 
light  in  the  roof  of  this  extension  shall  be  glazed  with 
wire  glass,  and  granted  so  long  as  the  conditions  as  to  use 
and  occupancy  remain  unchanged. 


676-23-S. 

PETITIONER — Mrs.  Ira  G.  Hill,  for  Union  Table  Co., 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 140-144  Metropolitan  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner :  Mrs.  Ira  G.  Hill. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  January  8,  1924, 


at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Superintendents  Kleinert  and  McDermott  . .  5 

Negative:  Chairman  Walsh,  Mr.  Connell,  Su¬ 
perintendents  Brady  and  Moore  .  4 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  4 


1216-23-S. 

PETITIONER — Lehman-Stern  Co.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  orarr  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 43-45  East  30th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  J.  T.  Rieger,  S.  L.  Walker. 
ACTION  OF  BOARD — Laid  over  to  January  8,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Superintendents  Brady,  Kleinert 


and  McDermott  .  6 

Negative:  Messrs.  Holland,  Connell  and  Su¬ 
perintendent  Moore  .  3 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  4 


1345-23-S 

PETITIONER — Rieger  &  Waller,  for  Magoba  Const.  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 43-45  East  30th  street,  Man¬ 
hattan. 

For  Petitioner:  J.  F.  Rieger,  S.  L.  Walker. 
ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  . .  9 
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Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  I*  ire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  j 

THE  RESOLUTION: 

(1345-23-S) 

W  hereas,  Rieger  &  Waller,  for  Magoba  Const.  Co., 
owner,  filed,  Nov.  21,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  super¬ 
intendent  of  buildings,  affecting  premises  43-45  East  30th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  superintendent  of  buildings 
dated  September  11,  1923,  reads: 

In  that  wood  partitions  have  been  constructed  on 
the  2nd,  3rd,  4th,  5th,  6th,  7th,  8th,  9th,  10th,  11th, 
12th,  13th  and  14th  stories  in  violation  of  section  264 
of  the  Labor  Law. 

.  “You  are  hereby  directed  to  remove  all  wood  par¬ 
titions.”  ; 
and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
39  ft.  2  in-  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system,  OCCUPIED  as  a  tenant  factory,  with  a  maximurr 
occupancy  of  36  persons  per  story;  the  floors  being  sub¬ 
divided  by  wooden  partitions,  some  of  which  extend  to  the 
ceiling.  EXITS :  Two  interior  fireproof  stairways  extend¬ 
ing  from  1st  story  to  roof;  ROOFS  of  adjacent  buddings 
10  ft.  lower;  and 

Whereas,  the  petitioner,  who  represents  the  tenants  of 
the  3rd,  4th,  5th,  6th,  7th,  8th,  10th,  12th  and  13th  stories 
contends  that  provision  has  been  made  so  that  the  parti¬ 
tions  do  no  interfere  with  the  sprinkler  system. 

.  Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  petition  be  and 
it  hereby  is  denied. 


1320-23-S. 

PETITIONER— George  Provot,  for  New  York  Galleries, 
Inc.,  lessee. 

SUBJECT— Petition  for  variation  of  the  labor  law  as 
DDr,,.^  in  decision  of  superintendent  of  buildings. 
PREMISES  AFFECTED — 417-419-421  Madison  avenue 
Manhattan. 

APPEARANCES— 

For  Petitioner:  George  Provot. 

^^Sr^B0ARD-APplicati°n  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  9 

Negative  .  0 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  4 

THE  RESOLUTION: 

(1320-23-S) 

Whereas,  George  Provot,  for  N.  Y.  Galleries,  Inc.,  les¬ 
see,  filed,  November  16,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a-  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  417-419-421 
Madison  avenue,  Manhattan;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  14,  1923,  reads: 

2.  Safe  egress  should  be  provided  from  bottom 
of  fire  escape  to  street  by  means  of  fireproof  passage¬ 
way  through  building”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  58  ft.  6  in.  by  96  ft.  in  area  at  the  1st  and  2nd 
stories  and  58  ft.  6  in.  by  85  ft.  in  area  above.  OCCU¬ 
PIED:  1st  to  4th  stories,  furniture  show  rooms,  40  per¬ 


sons;  5th  story,  furniture  show  rooms  and  cabinet  mak- 
rv  PcllShmg’  varnishing,  etc.,  5  persons.  PROPOSED 
aXITS  :  One  interior  fireproof  stairway  extending  from 
1st  story  to  roof,  with  fire  doors  at  openings;  a  stand 
ard  fire  escape,  excepting  for  egress  from  termination, 
on  the  rear  of  the  building,  extending  from  roof  to  yard 
with  fireproof  windows  along  course;  EGRESS  from  ter¬ 
mination  of  fire  escape  is  proposed  through  3  ft.  8  in.  open¬ 
ing  in  fence  to  yard  of  premises  to  rear  with  egress  from 
this  yard  through  cellar  of  No.  31  E.  48th  street  and 
through  fire  escape  on  premises  No.  42  E.  49th  street ; 
ROOFS  of  adjoining  buildings  are  at  same  level;  and 

Whereas,  petitioner  requests  that  the  egress  from  ter¬ 
mination  of  fire  escape  be  acecpted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  skylight  at  the  rear  of  the  1st  story 
shall  be  glazed  wih  wire  glass,  and  that  the  fire  escape 
shall  comply  with  the  labor  law  in  all  respects,  except  as 
to  egress  from  the  termination,  which  shall  be  provided 
by  maintaining  a  clear  and  unobstructed  opening  in  the 
fence  to  the  premises  at  rear  31  East  48th  street,  with  egress 
therefrom  and  44  East  49th  street. 


1326-23-S 

PETITIONER  John  M.  Lewis,  for  Thomas  Garner  Co 
Inc.,  owner, 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

APPEAEtAN CES— Noife^  Spr“Ce  ^  Ma"ha,tan 

ACTION  OF  BOARD — Laid  over  to  January  15,  1924 
st  2  p.  m.,  at  request  of  petitioner. 


1325-23-S 

PETITIONER— John  M.  Lewis,  for  Thomas  Garner  Co 
Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

appeFrances-No™-181  Willi!,ra  stree'’  Manha,,an- 

ACTION  OF  BOARD — Laid  over  to  January  15,  1924 
at  2  p.  m.,  at  request  of  petitioner. 


1341-23-S. 

PETITIONER— William  F.  Doyle,  for  Royal  Baking 
Powder  Co.,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  the 
orders  of  the  fire  commissioner. 

appearanices^CTED“37'71  9th  s,reel'  Brookl),n- 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnMmTrnivQB(AARD~Jjti^on  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Connell,  Superintendents  Brady, 

Kleinert,  Moore  and  McDermott  .  8 

Negative:  Mr.  Beatty  . ' .  j 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendent  Reville  .  ± 

THE  RESOLUTION:  . 

(1341-23-S) 

Whereas,  Wm.  F.  Doyle,  for  Royal  Baking  Powder 
Co.,  Inc.,  owner,  filed,  Nov.  20,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  orders 
of  the  fire  commissioner,  affecting  premises  37-71  Ninth 
street  (building  E),  Brooklyn;  and 
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Whereas,  the  orders  of  the  fire  commissioner,  dated 
Oct.  30,  1923,  read: 

“No.  51037-LD — 1.  Provide  an  interior  stairway  at 
the  north-east  end  of  building  to  serve  as  a  required 
means  of  exit,  extending  from  1st  story  to^the  roof, 
with  a  safe  passageway  to  the  street,  *  *  ; 

“No.  51039-LD — <1.  Provide  and  maintain  a  con¬ 
tinuous  safe  and  unobstructed  passageway  of  at  least 
the  same  width  as  the  stairway,  leading  directly  to 
the  street  from  the  termination  of  the  interior  stair¬ 
way  at  the  South-West  side  of  building,  *  *  *. 

“2.  Provide  passageways  having  an  unobstructed 
width  of  at  least  three  feet  throughout  their  length 
leading  directly  to  every  means  of  egress,  including 
outside  fire  escapes  and  passenger  elevators  on  all 
stories,  *  * 


and 


W^hereas,  the  building  is  non-fireproof,  five  stories  in 
height  115  ft.  by  97  ft.  6  in.  in  area;  equipped  with  a 
sprinkler  system,  supplied  by  two  10,000  gallon  one  20,000 
and  one  5,000  gallon  gravity  tank;  OCCUPIED  for  the 
manufacture  of  baking  powder,  43  persons.  EXITS :  One 


interior  wooden  stairway  extending  from  1st  to  top  story, 
with  ladder  to  scuttle  in  roof,  a  fireproof  bridge  on  each 
story,  connecting  with  adjoining  building,  one  fire  escape 
on  westerly  side  of  building,  extending  from  roof  to  a 
bridge  on  1st  story  connecting  with  adjoining  building;  and 

Whereas,  petitioner  contends  that  the  tartaric  acid  is 
manufactured  by  the  “wet”  process  and  in  every  part  of 
this  process  the  materials  are  non-inflammable  and  non¬ 
combustible,  and  in  view  of  the  existing  fire  protection 
asks  acceptance  of  the  present  means  of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  two-source  sprinkler  system  shall  be 
maintained,  and  granted  so  long  as  the  existing  exit  con¬ 
ditions  remain  unchanged  and  the  occupancy  and  use  and 
operation  remain  unchanged. 


Adjourned  4:15  p.  m. 

William  J.  O’Gorman,  Secretary. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  heatres. 

Appeals  from  Administrative  Orders. 

780-20- A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21- A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21 -A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A _ 2005-2011  86th  street,  2006-2012  85th  street, 

Brooklyn. 

1058-22-A— 329-337  Broadway.  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21  -S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 


53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

1 1 15-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 

1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 

1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

'  413-22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 
of. 

1414-22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 
sure  burner,  approval  of. 

1493- 22-S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22- S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1 595-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1 529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 
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57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

760-23-SA—  Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — ’Domestic  FuJ  Oil  Burner,  approval  of. 

628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

893-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936- 23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 

approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

8S6-19-A — Pier  42,  North  River,  Manhattan. 

937- 19-A — Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — PLr  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95580- F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

31-20-A— Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A— Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20- A  Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street 

Brooklyn. 

272- 20-A  Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A— Pier  19,  East  River,  foot  of  Clark  street 

Brooklyn. 

318-20-A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A— Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  fith  street,  Brook¬ 
lyn. 

1 205-21  -  A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21  -A— Pier  15,  East  River,  Manhattan. 

1 541 - 21 -A — Pier  3.  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1 542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1 543- 21 -A  —  Pier  2.  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Bropk- 

lyn. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  therpon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  rvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROPOSED  AMENDMENTS  TO  EXIT  RULES— REVOLVING  DOORS. 


(41-19-S) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday.  January  8,  1924,  at  2  p.  m.,  Room  919,  Mu¬ 
nicipal  Building,  on  proposed  amendments  to  Exit  Rules — 
Revolving  Doors. 

Adopted  by  the  Board  of  Standards  and  Appeals  Sep¬ 
tember  6,  1917;  Amended  February  11,  1919. 

(Matter  in  brackets  is  old  matter  to  be  omitted.) 

Rule  1.  Classification  of  Revolving  Doors.  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wines,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per- 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica- 
ticMi  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
desVned  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manunllv  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors. — Prohibition.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals.  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
Hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment.  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 


either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  [,]  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door 
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APPROVED  AMENDMENTS  TO  PLUMBING  RULES 


(693-20-S) 

NOTICE  IS  HEREBY  GIVEN  that  the  public  hear¬ 
ings  on  the  Plumbing  Rules  were  closed  as  of  this  date, 
December  18,  1923. 

The  following  amendments  were  approved  and  will  be  sub¬ 
mitted  for  adoption  at  the  regular  meeting  to  be  held  on 
January  8,  1924,  at  2  p.  m. 

(New  matter  is  in  italics;  old  matter,  to  be  omitted, 
is  in  brackets.) 


Rule  No.  137. 

Where  “Flushometers”  are  used,  they  must  be  sup¬ 
plied  from  tank  pressure,  unless  otherwise  permitted  by 
the  Superintendent  of  Buildings;  the  rising  lines  shall 
be  at  least  one  and  one-half  inches  in  diameter,  and  the 

main  branches  shall  be  at  least  one  and  one-quarter  inches 
in  diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  [three-quarters]  not  less 
than  one-half  inch  in  diameter  for  urinals.  Individual 
branches  shall  not  exceed  twelve  inches  in  length. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1 ;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 
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PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  Op 
OIL  BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  FUEL  OILS 


(217-21-S) 

NOTICE  IS  HEREBY  GIVEN  that  the  public  hear¬ 
ings  on  the  Fuel  Oil  Rules  were  closed  as  of  this  date, 
December  14,  1923. 

1  lie  proposed  amendments  with  levisions,  which  are 
printed  below,  will  be  considered  for  approval  by  the 
Board  of  Standards  and  Appeals  at  the  regular  meeting  to 
be  held  on  Tuesday,  January  8,  1924,  at  2  p.  m. 


Rule  1.  Definition. 

The  term  "fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester,  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  of 
Grade  B  Fuel  Oil. 

Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  1  agliabue  or  Penskyt-Martens  closed  cup  tester. 
Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a 
Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel  Oil. 

buel  oil  to  be  used  for  commercial  heating  and  power 
purposes  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 
tanks.  _  jj 

Rule  3.  General  Location  of  Tanks  for  Grade  A  Fuel 

Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 

buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth.  I  j.j 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the  Storage 
of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness  or  twelve  (12)  inches  of  masonry  and 
of  dimensions  six  (6)  inches  greater  on  all  sides  than  the 
outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
‘he  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 


closure  one  tank  sha11  be  placed  in  an  en- 

(&)  In  non-fireproof  or  frame  buildings  the  total 

(5°00U )  ffaSonq7,  01  ta?ks  sha11  ,n?texceed  five  thousand 
^  Vi  ?a  °ns’  <rx<r,ef)J  as  stated  in  subdivision  “h.” 

(  i)  n  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  yerti^Hy  and  horizontally  in  an  approved  man- 

Sde  "ir  ‘/hwV?0?1  18  ade(Iuately  ventilated  to  the  out- 

thouSand  °rnge  capacuity  sha11  not  exceed  fifty 

Sv  if'  Si  }  gallons,  with  an  individual  tank  ca- 

ga  lions  0t  exceedln§  twenty  thousand  (20,000) 

^ctio",2-  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca- 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 

rh  bUlldl,ngS  °f  such  instruction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h).  P 

Ipvp]  nf b  anks  ?haI1  be  buried  underground  below  the 
e  . V  any  Pipmg  to  which  they  may  be  connected 
with  the  tops  of  the  tanks  not  less  thL  two  (2)  felt’ 

?21fnn  he  surface  of  the  ground;  or,  in  lieu  of  the  two 
U)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
12)  inches  of  earth,  well  tamped,  covered  by  at  leas? 

ne  f 1 rdrd 

shall ‘be" securel'y 'anchored^  ‘°  PreVe,U  floa,i"*'  *“"ks 

(c)  -I  anks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur 
lounded  with  soft  earth  or  sand  well  tamped  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con 
Crete  where  soil  conditions  require. 

Outside  of  Buildings  Above  Ground. 

thousand  ( 150  ftS'03  i,tanks  of  ?ne  hundred  and  fifty 
tnousand  (iSO.O00)  gallons  capacity  or  less  are  located 

°h  t?idK  °f  bui  dln^s  and  PIaced  above  ground  the  tanks 
shall  be  not  less  than  one  and  onet-fourth  (ltd)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet  from 

orVdja^ent  taik"'"8  ”  ‘he  £5nSSS 

(b)  Where  horizontal  tanks  are  located  outside  of 

not  lesftha'n  placed  above  grounds,  the  tanks  shall  be 
measured  hfmm  tehand  °ne;<luarter  tank  diameters 

twrWpw  ,  V  he  end  of  the  tanks  and  not- less  than 

-0J2)  iank  diameters  measured  from  the  side  of  the 
tanks  and  in  no  case  less  than  ten  (10)  feet  from  the  line 

tank  J°ming  ProPerty.  or  the  nearest  building  or  adjacent 

(c)  Where  existing  outside  above  ground  storage 

q^arter^^/f^nk'^  d°fSer  t0gCcther  than  °»e  and  one- 
quarter  (1J4)  tank  diameters,  a  fire  wall  shall  be  built 

IP  A  ^e'gbt  °f  at  Ieas,t  two  (2)  feet  above  the  height  of 

f„n  ^  >  tank  c10mP1,etely  separating  the  tanks  for  their 

full  diameters  or  lengths. 

f  (di  Tanks  Placed  above  ground  shall  be  set  on  firm 
structed  °nfS  <fnd’  lf  ?levated.’  ,their  supports  shall  be  con- 
Ideally  grlunded™  ma,erlals'  A11  ta"ks  =h»'l  ^  elec- 
Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  I  anks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
he  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartff,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  bv  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions 
YY  here  .necessary  to  prevent  floating,  tanks  shall  be  se- 
'curely  anchored. 
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(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Rule  5.  Material  and  Construction  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  '  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — shell,  J4 
heads. 

Tanks  37  to  72  in.  in  diameter — )4  shell,  5-16  in. 

heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Y%  in. 

heads.  _ 

Tanks  over  120  inches  in  diameter  to  be  of  y%  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 

as  follows:  . 

In  shell  in.  thick,  §4  in.  diameter  rivets  2%  in.  pitch. 

In  shell  51-16  in.  thick,  Ys  in-  diameter  rivets  2}i  in. 

pitch.  .  . 

In  shell  H  in-  thick,  %  in.  diameter  rivets  2y2  in. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  s/&  of  an  inch  in  diameter 
and  spaced  not  more  than  2l/\  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 

minimum  net  section.  . 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 


excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 

(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  Y$  inch  and  the  minimum  thickness  of  roof 
plates  Ys  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  substitute  riveting  in  part  or 
for  the  entire  tank,  the  tank  shall  be  fabricated. 

(b)  All  welded  seams  of  plates  shall  be  lapped  not  less 
than  two  (2)  inches,  welded  both  inside  and  outside.  Plates 
shall  be  pulled  up  tight  metal  to  metal  before  welding. 
Outside  and  inside  welds  shall  be  of  a  uniform  cross  sec¬ 
tion  with  minimum  thickness  of  weld  not  less  than  thick¬ 
ness  of  plate  being  welded. 

(cj  Braces  shall  be  butt  welded  with  area  of  welded 
surface  at  least  equal  to  the  cross-section  area  of  the  brace. 
No  weld  in  bracing  member  itself,  nor  bracing  member  to 
body  of  tank,  shall  be  so  welded  as  to  put  the  welds  in 
tension. 

(d)  Heads  shall  be  flanged  not  less  than  two  (2)  inches 
and  set  into  shell  and  welded  inside  and  out.  All  cylindrical 
tanks  shall  preferably  be  built  with  dished  heads.  Should 
the  owner  desire  to  use  flat  heads,  these  flat  heads  must 
be  braced  in  the  same  manner  as  described  for  the  bracing 
of  flat  sides  of  rectangular  tanks. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaitum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 
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Rule  6.  Enclosure  and  Protection  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 


Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1J4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  lour  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  ( iy2 )  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  weight  of  the  oil  in  the  tank  so  tsur- 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (J4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 
not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade  A 
Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  shall  be  determined  as 
follows:  The  height  from  the  lowest  point  in  the  tank 
to  the  highest  reservoir  from  which  the  tank  may  be 
filled,  times  a  factor  of  two  and  one-half  (2.5)  based 
on  the  weight  of  water.  In  no  case  shall  a  hydrostatic 
test  be  less  than  twenty-five  (25)  pounds  per  square 
inch  for  riveted  tanks  and  not  less  than  thirty  (30)  pounds 
per  square  inch  for  welded  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings 
Above  Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 

tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 


ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows,  to  be 
sti  uck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hatd  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip¬ 
ing  shall  be  hung  or  supported  on  fireproof  materials 

prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ( l/2 )  inch  inside  diameter  shall  be 
permitted. 

(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
•than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  three  hundred 
(300)  pounds  per  square  inch.  Tests  shall  continue  for 
thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  l/2  in.  by  l/2  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
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automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
‘dosing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or, 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
>n  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  shall  be  screened  by  40x40  non- 
corrodible  wire  mesh,  and  shall  be  of  sufficient  area  to 
permit  proper  inflow  of  liquid  during  the  filling  opera¬ 
tion  and  two  (2)  inches  in  diameter  on  all  tanks  above 
550  gallons  capacity,  and  in  no  case  to  be  less  than  1)4 
inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  a  return  bend  protected  by  a  non-corrodible  40x40 
wire  mesh  screen.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 


Rule  9.  Valves  and  Control  of  Flow  for  Grade  A  Fuel 
Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  on  both  sides 
of  each  strainer  in  discharge  and  suction  lines  near 
each  pump;  in  discharge  line  from  each  tank  as  near 
the  tank  as  practicable,  and  in  branch  lines  near  each 
burner.  An  outside  readily  accessible  valve  shall  be  pro¬ 
vided  in  all  supply  lines  entering  buildings  from  tanks. 
Rule  10.  Oil  Level  Indicating  Device  for  Grade  A  Fuel 

Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  18  degrees  Beaume  and  where 
the  top  of  the  tank  or  tanks  is  not  more  than  ten  (10) 
feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 
Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel  Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Fire  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 
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Rule  17.  Systems  Prohibited  Where  Grade  A  Fuel  Oil 
Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

RULES  FOR  THE  STORAGE  AND  USE  OF 
GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel  Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Lodation  and  Capacity  of  Tanks  for  the  Stor¬ 
age  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  top  and  side  in  4  inches  of  terra  cotta 
or  8  inches  of  approved  masonry. 

(b)  Tanks  shall  be' buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place 
If  soil  conditions  warrant,  tanks  shall  be  completely  en¬ 
closed  with  reinforced  concrete,  with  at  least  a  6-inch 
space  on  sides  between  tank  and  concrete  filled  with 
sand  or  well  tamped  earth,  and  with  12  inches  of  sand 
on  top  of  tank. 

2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for  Grade 
B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper,  galvanized 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  shall  be  constructed  of  galvanized  steel  not 
less  than  3/16  itjches  in  thickness. 

Rule  21.  Tests  of  Tanks  for  the  Storage  of  Grade  B 
Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2x)4*inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Gauging  devices  or  test  wells,  the  breakage  of 
which  would  permit  the  escape  of  oil  or  vapor  within 
the  building,  shall  be  prohibited.  The  top  of  the  well 
when  located  outside  of  a  building  shall  be  sealed  and 
kept  locked  when  not  in  use. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade  B 
Fuel  Oil. 

See  Rule  10  for  Gauging  device. 


Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

0l1. Pumps  used  for  supplying  oil  to  the  burners 
leak!.  8'd'y  faStened  in  place  a"d  «cure  agai"s? 

in  lRulePlT(aS)  Sha"  be  °f  approvcd  desig"  as  described 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  lype  and  Material 

(a)  All  piping  shall  be  of  standard  full  weight  brass 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  one'-fourth  04)  inch  in  diameter,  iron  pipe  size. 

J  PTng  Sha  1  be  buried  so  far  as  it  is  practicable.’ 
well-fitted  joCi°n"rCt,°"S  Shal‘  be  "ght  and  sha11  have 

c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con 
nected  and  shall  be  constructed  of  fire  retarding  mate 
rials.  Hose  shall  be  no  longer  than  necessar^ 
Section  2.  Tests.  3 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundredP  (100) 
pounds  per  square  inch.  ^ 

Section  3.  Fill  Pipes. 

See  Rule  8  Section  5— (a),  (b),  (c)  and  (d). 

thaSnCtii/  '4‘  bVen*  ^-pes'  Vent  pipes  sha11  be  not  less 
tnan  inches  in  diameter. 

See  Rule  8,  Section  6-(a)',  (b),  (c),  (d)  and  (e) 

Section  5.  Overflow  Pipes  from  Burners  ' 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe  to  burner. 

Rule  26.  Valves  and  Control  of  Flow  for  Grade  B  Fuel 
Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
tank  burner  and  111  the  suctlon  line  from  each  storage 

^b)  See  Rule  9  'a)  for  construction  of  valves 

■±c,\  £  Kem°te  C‘unt,ri°!  for  shuttinS  off  the  supply  of 
oil  to  the  burners  shall  be  provided.  y 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot  air  furnaces  or  other  devices 
originally  designed  for  use  of  fuel  other  than  oil.  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vanors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

.  (M  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion  or  other  combustible  material  within  four  (4)  fee* 
of  the  sides  or  back  o*r  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
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or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (J4)  of  an  inch  of  Portland  cement  plasn 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 
a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is  Per¬ 

mitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  use(l  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 


such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B  Fuel  Oil 

Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited.  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  A  or  Grade  B 
fuel  oil  within  the  meaning  of  these  rules  unless  such 
type  of  device  or  apparatus  shall  have  been  approved  by 
the  Board  of  Standards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 
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TENTATIVE  DRAFT  OF  RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS 
SHUT-OFF  VALVES  IN  ACCORDANCE  WITH  THE  PROVISIONS  OF  AN  ORDI¬ 
NANCE  ADOPTED  BY  THE  BOARD  OF  ALDERMEN. 


(473-21-SI 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  January  11,  1924,  at  2  p.  m„  Room  919,  Municipal 
Building,  for  consideration  of  approval  of  the  rules  govern¬ 
ing  the  construction  and  installation  of  gas  shut-off  valves, 
as  printed  as  follows: 

Rules  for  Emergency  Gas  Shut-off  Valves: 

1.  Rules  for  emergency  gas  shut-off  valves  to  comply 
with  ordinance  amending  Article  2  of  Chapter  12  of  the 
Code  of  Ordinances,  relating  to  control  of  gas  in  certain 
buildings  in  case  of  fire. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpora¬ 
tions,  firms,  or  individuals,  who  shall  furnish  evidence  sat¬ 
isfactory  to  the  Fire  Commissioner  or  the  Tenement  House 
Commissioner  in  their  respective  jurisdiction,  of  their  quali¬ 
fications,  including  evidence  as  to  responsibility,  organization 
for  work  of  installation,  facilities  and  equipment. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  anv  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  emer¬ 
gency  gas  shut-off  valves  to  be  operated  in  the  event  of 
fire  ot  other  emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials.  _ 

5.  Gas  shut-off  valves  and  accessory  appliances  shall  in¬ 
clude  valves  approved  as  such  by  the  Bureau  of  Standards, 
Washington,  D.  C.  by  the  Underwriters’  Laboratories.  Inc., 
Chicago,  Ill.',  by  the  Associated  Factory  Mutual  Laboratories 


of  Boston,  and  all  valves  shall  be  approved  and  meet  the  test 
prescribed  by  the  Board  of  Standards  and  Appeals. 
Protection  of  Valves: 

6.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able  and  approved  metal  box  placed  on  the  exterior  of  the 
building,  which  shall  be  connected  through  a  rigid  metal  con¬ 
duit  by  a  cable  with  the  valve  body  placed  on  the  gas  intake 
immediately  as  the  gas  pipe  enters  the  building  and  as  near 
as  practicable  to  the  inside  face  of  the  wall  before  reaching 
the  meters.  The  lock  for  securing  box  on  outside  wall  of 
building  shall  be  operative  only  by  a  Fire  Department  inner 
box  key  by  members  of  the  Fire  Department. 

7.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link  it  shall  be  of  the  best  quality  phosphor 
bronze. 

8.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection  made  gas  tight  where  it 
passes  through  the  valve  body  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing  in  accordance  with  recognized 
standard  practice. 

Installation : 

9.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

10.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  not  to  be  used  between  flanges. 

11.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  and  resist  the  pull  from  the  control  handle,  addi- 
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tional  non-combustible  brackets  or  hangers  must  be  provided, 
if  necessary,  to  secure  and  maintain  rigid  installation. 

12.  The  valve  shall  be  enclosed  in  a  substantial  metal  per¬ 
forated  case,  conspicuously  exposed,  painted  red,  secured  by 
standard  lock  acceptable  to  the  Fire  Prevention  Bureau. 
Marked  with  name  of  installer,  giving  telephone  number  and 
address  to  insure  quick  service  to  property  owner  in  emer¬ 
gency. 

13.  Casing  of  the  valve  on  gas  intake  shall  be  kept  locked 
to  protect  same  from  interference  and  be  accessible  only 
to  authorized  persons.  Perforations,  to  allow  circulation  of 
air  around  fusible  link  to  be  provided  and  so  arranged  as  to 
prevent  tampering  when  casing  is  locked. 

Control  Box: 

14.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  numbered  with  raised  letter,  painted 
red. 

15.  The  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box  to  have  concise  operating  directions  in  raised  or 
stamped  letters  or  on  a  securely  fastened  metal  plate,  to¬ 
gether  with  the  name,  initials  or  registered  trademark  of  the 
manufacturer. 

16.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  points  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

17.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes,  lag  bolts  should  be  used.  When  the  walls 
are  of  masonry  or  concrete  through  bolts,  expansion  bolts 
or  toggle  bolts  should  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

18.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall,  but  shall  not  be 
recessed  deeper  than  the  face  of  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

19.  The  control  hpx  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recesses  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  by  heavy  iron  channels  or  angles 
secured  to  the  wall  by  through  bolts,  expansion  bolts,  or 
toggle  bolts. 

Control  Handles : 

20.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty  and  cable  connections  shall  be  securely 
made  in  an  approved  manner  according  to  the  design  of 
the  handle. 

Cable : 

21.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

22.  It  is  essential  that  cable  connections  to  valve  and  han¬ 


dle  be  securely  made^ according  to  the  design  in  each  case. 
I  he  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit : 

k.3.  1  lie  control  cable  for  the  shut-off  valve  to  be  run  in 

galvanized  wrought  iron  or  steel  pipe  or  other  standard  ap¬ 
proved  conduit  not  less  than  y2  inch  in  pipe  size.  The  pipe 
or  conduit  line  must  be  water-tight  and  continuous  from  the 
casing  enclosing  the  operating  mechanism  of  the  valve  to 
the  control  box  on  outside  of  building.  The  cable  shall  not 
be  exposed  at  any  point  in  its  length. 

24.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

25.  Pipe  or  conduit  must  be  rigidly  and  permanently  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

26.  Bends  of  small  radius  or  through  much  of  an  arc  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore,  it 
shall  be  required  that  approved  roller  fittings  be  employed 
wherever  the  pipe  or  conduit  is  bent  to  a  radius  of  less  than 
4  inches  or  wherever  the  bend  is  through  an  arc  exceeding 
15  degrees  except  as  outlined  for  offsets. 

27.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

28.  For  turns  in  the  conduit  greater  than  those  mentioned 
above  approved  roller  fittings  to  be  used.  No  roller  fittings 
turning  more  than  90  degrees  from  a  straight  line  shall  be 
used. 

Automatic  Control: 

29.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

30.  Valves  must  be  tight  under  the  following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which  it  is 
designed  to  operate.  Normal  city  gas  pressure  or  equivalent 
air  pressure  shall  be  applied  to  the  inlet  side  and  the  valve 
shall  completely  shut  off  the  gas  or  air  when  closed  as  in 
normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 
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SUMMARY. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  January  3,  1924  .  6 


Restored  to  calendar  . 

Miscellaneous  Actions. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 


DISPOSITION  OF  CASES. 

Withdrawn  .  1 

Dismissed  .  3 

Denied  .  4 

Granted  .  0 

Granted  on  condition  .  7 

Appliances  approved  .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

approved  .  0 

.i.ii  a  disapproved  .  0 

Miscellaneous  Actions. 

R.’  jests  to  reopen  granted  .  3 

sts  to  reopen  denied .  1 

1  s  to  amend  granted  .  0 

I  s  to  amend  denied  , .  0 

R  quests  for  modification  granted  .  3 

Requests  for  modification  denied  .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

Requests  for  extension  of  time  grantee!  .  0 

Requests  for  extension  of  time  denied  .  0 

Requests  for  extension  of  permit  granted  .  0 

Requests  for  extension  of  permit  denied  .  0 

Requests  to  install  granted  .  0 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed  .  0 


.  640 

Total  . 

.  22 

.  22 

Cases  pending  January  3,  1924  . 

.  618 

PUBLIC  HEARING 


(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side, 
to  determine  whether  the  valve  is  tight,  the  test  pro¬ 
cedure  shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 

from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 


signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 
Installation  and  Inspection  Tests: 

31.  a.  After  emergency  shut-off  valve  is  installed,  it 
shall  be  set  and  operated  to  determine  that  proper  closure 
is  secured  by  operating  the  control  handle.  Particular  care 
should  be  taken  to  observe  that  when  pulling  the  control 
handle,  no  part  of  the  cable  or  of  .its  attachment  to  the 
valve  interferes  in  any  way  with  the  positive  closure  of 
the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  is  turned  on.  Valve  and  com 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department  in  their  respective  juris¬ 
dictions  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioners  or  the  Tenement  House  Commission  in  their 
respective  jurisdictions. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
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Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  January  8 
1924.  y  ' 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  January  8,  1924. 

Corrections. 

Reserve  Calendar. 

Rules  Adopted. 

Notices  of  Public  Hearings. 

Progress  Report. 


f)r 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  As,  listed  in  tbe>Cal- 
endar.  , 

All  hearings  are  held  in  Room  919,  Municipal  .Building  v 
Manhattan.  Vf  ' 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P  M. 


Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

•  CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 

uilding  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 

h!.  ,W1  obeMaI  ed  R,°.om  919>  on  Tuesday,  January  15, 
1.  -4,  at  ~  o  clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  lies  day,  January  22,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication,  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 

,the,reo?’  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
t.oner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  H 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman 


% 
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CALENDAR 


Neiv  Cases 
Cal  No. 

34-24-A . 


33-24-S . 


32-24-SR . 


31-24-BZ . 


30-24-BZ . 


29-24-S . 


28-24-BZ . 


27-24-A . 


26-24- A . 


25-24- A . 


24-24- A . 


23-24-BZ . 


22-24-BZ . 


21-24-BZ . 


20-24-BZ . 


19-24-S . 


18-24-S . 


17-24- A . 


16-24 -A . 


15-24-SA . 


14-24-BZ . 


13-24-BZ . 


12-24-A . 


11-24-A . 


10-24- A . 


9 -24 -A 


8-24- A . 


7-24-A . 


DOCKET. 

Filed  Week  Ending  January  10,  1924. 
Department  Premises  Affected 

.  .F.D . 421-425  Livonia  ave.,  Bklyn. 

F-52540-52541 

.F.D .  22-32  Sheriff  st.,  Man. 

L.  D.  50089. 

..F.D . Proposed  Amendment  to  In¬ 

dustrial  Code. 

.  .F.D . 2251  Grand  ave.,  Bx. 

C-21644. 

.  .B.B.B.  ..2153-2173  Union  st.,  Bklyn. 

N.  B.  23914. 

.  .B.B.M.  ..328-332  7th  ave.,  Man. 

N.  B.  106-1923. 

.'.B.B.M.  ..46  W.  98th  st.,  Man. 

Alt.  505-1923. 

.  .F.D . 218  E.  9th  st.,  Man. 

L.  C.  21133 

..F.D .  394-398  Myrtle  ave.,  Bklyn. 

F-52808. 

..F.D . 258-262  Maujer  st.,  Bklyn. 

F-34134. 

..F.D . 841-851  9th  ave.,  Man. 

Theatre  License. 
..B.B.M.  ..S.  S.  207th  st.,  100  ft.  W.  9th 
ave.,  Man. 

N.  B.  548  .  ''23. 

.  .B.B.Bx.  ..W.  S.  Webster  ave.,  bet.  01st 
st.  &  Mosholu  pkwy.,  S.,  Bx. 

N.  B.  2929-1923. 

..B.B.M.  ..341-351  Park  ave.,  Man. 

Sign  Applic.  2841-1923. 
..B.B.B.  ..2217-2227  Neptune  ave.,  Bklyn. 

Report  58-1923. 

..B.B.M.  ..9  E.  42nd  st.,  Man. 

Alt.  1777-1923. 

..B.B.M.  ..14-16  E.  38th  st.,  Man. 

Variation  of  Labor  Law. 

..F.D . 2-10  Evergreen  ave.,  Bklyn. 

C-82239. 

,  ..F.t) . 1342  Park  ave.,  Man. 

F-52910-52911. 

.  .F.D . Fireite  Extinguisher. 

Appliance. 

..F.D . 2172  Aqueduct  ave.,  Bx. 

C-21327. 

..F.D . N.  S.  Rockaway  blvd.,  bet. 

124th  &  125th  sts.,  S.  Ozone 
Park,  L.  I.,  Q.  F-50142. 

,  ..F.D . 769-783  Rockaway  ave.,  Bklyn. 

F-51874,  51875,  51876,  51877. 

...F.D . 794-816  Rockaway  ave.,  Bklyn. 

F-51828,  51829,  51830,  51831. 

..F.D . N.  W.  Cor.  Metropolitan  & 

Flushing  aves.,  Q. 

Alt.  1781-1923. 

...F.D .  138-140  E.  61st  st.,  Man. 

F-51224. 

...F.D . 186  E.  64th  st.,  Man. 

L.  C.  21530. 

...F.D . 524-530  E.  72nd  st.,  Man. 

L.  C.  19990. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . . . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B  B.R . Bureau  of  Buildings,  Richmond 

T  H  . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

420-23-BZ. 

APPLICANT — Henry  H.  Ehrlich,  owner. 

PREMISES — 740  Sylvester  avenue  (formerly  Mandsley 
street),  Jamaica,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  (2)  motor 
vehicles ;  two  spaces  rented  to  persons  not  residing 
on  the  premises. 

1054-23-BZ. 

APPLICANT — F.  W.  Rinn,  for  Frank  R.  Hewitt,  owner 

PREMISES— 2250  Aqueduct  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  (2)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 


1 055-23- BZ. 

APPLICANT— F.  W.  Rinn,  or  Michael  Lyndsey,  owner 

PREMISES — 2218  Aqueduct*  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

1168-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Jennie  Reizenstein, 
owner. 

PREMISES— 284  Woodbine  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business 
purposes. 


1349-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Greater  New  York 
Garage  Co.,  Inc.,  owner. 

PREMISES — 4342  Broadway  and  643-647  West  185th  street, 
Manhattan. 

TO  PERMIT  in  a  business  district  extending  into  a 
residence  district  the  connection  and  maintenance 
of  two  existing  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  temporary  permit 
for  each  garage  expiring  Dec.  9,  1923. 


1404-23-BZ. 

APPLICANT— Charles  D.  Strang  and  Tinea  Strang, 
owners. 

PREMISES— 178-180  South  Portland  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  from  manufacturing  and  dead  storage  to  the 
use  of  fur  dressing. 


CALENDAR 


1297-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Joseph  Lagana, 
owner. 

PREMISES — 44  Convent  avenue,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  extending  into  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  15,  1924,  at  10  a.  m. 

Areals  from  Administrative  Orders. 

1000-23- A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 

College  Point,  L.  I.,  Queens. 

900-23- A — 339-341  Lafayette  street,  Manhattan. 

233-23-A — 1835  Carter  avenue,  The  Bronx. 

1306-23- A — 61  Beekman  street,  Manhattan. 

53 1- 23-A— Southwest  comer  of  34th  street  and  Park  ave¬ 

nue,  Manhattan. 

532- 23- A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

715-23-A — 51-53  Maiden  Lane,  Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

1149-23-A — 1114-1120  Liberty  avenue,  Brooklyn. 

1188-23-A — 611-621  West  131st  street,  Manhattan. 

1241-23-A — 52-54  William  street,  Manhattan. 

1260-23-A — 614  West  49th  street,  Manhattan. 

1263-23-A — 430  West  55th  street,  Manhattan. 

1275-23-A — 2413  3rd  avenue  (rear),  The  Bronx. 

1293-23-A — 433-437  East  22nd  street,  Manhattan. 

131 1-23-A — 71-79  West  23rd  street,  Manhattan. 

1080-23-A — 196  19th  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  morning,  January  15,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

c  ai..  no.  750-23-BZ — Application,  June  14,  1923,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wol¬ 
cott  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo- 
tor  vehicles;  premises  8114-8122  18th 
avenue,  Brooklyn. 

cal.  no.  497-23-BZ — Application,  April  24,  1923,  under  tlv 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

cal.  no.  1190-23-BZ— Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  A.  F. 

&  O.  J.  Realties,  Inc.,  applicant  and 
owner,  to  permit  in  an  unrestricted  dis¬ 
trict  extending  into  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  4693  3rd 
avenue,  The  Bronx. 


no.  1 19^-23- BZ  Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Isi- 
dor  Stark,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles; 
premises  1864-1876  Coney  Island  ave¬ 
nue,  Brooklyn. 

(  al.  no.  13<5-23-BZ — Application,  November  26,  1923, 
under  the  building  zone  resolution,  of 
William  1  ilden  Koch,  architect,  on  be¬ 
half  of  Frank  N.  Dowling,  owner,  to 
permit  the  extension  from  a  business 
district  into  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  business  building;  prem¬ 
ises  52  East  57th  street,  Manhattan. 

cal.  no.  847-23-BZ— Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Mary 
Mohr  Woolf,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1479-1485  Jerome  avenue,  The 
Bronx. 

William  F.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  15,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1134-23-S— 49-55  West  27th  street,  Manhattan. 

719-23-S— 169-171  Broadway  and  1-11  Cortlandt  street 
Manhattan. 

1119-23-S — 233-243  Greene  street,  Brooklyn. 

1401-23-S  213  West  33rd  street,  Manhattan. 

1428-23-S — 36  Bond  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1169-23-SA— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No.  6  Oil  Burner,  approval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  January  18,  1924,  at  2  p.  m. 
217-21-S — Fuel  Oil  Rules. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  22,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

640-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Joseph  G.  Mar- 
sicano,  owner. 

PREMISES — 1029  41st  street,  Brooklyn. 

IO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
three  (3)  pleasure  and  two  (2)  commercial  mo¬ 
tor  vehicles. 
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1133-23-BZ. 

APPLICANT — Philip  Bardes,  for  Hyman  Hermelc  and 
Samuel  Heft,  owners. 

PREMISES— 1005-1007  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  in  height  of  a  one-story  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

1372-23-BZ. 

APPLICANT— Harry  A.  Yarish,  for  Alexander  Fox, 
owner. 

PREMISES — 300-310  Winthrop  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1478-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Michael  J.  Adrian 
.  Corp.,  owner. 

PREMISES— 200-208  East  111th  street,  2013-2027  3rd  ave¬ 
nue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

854-23-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Rexburg  Realty 
Corp.,  owner. 

PREMISES— Northwest  corner  of  170th  street  and  College 
avenue,  The  Bronx. 

TO  PERMIT  the  extension  into  a  residence  district  the 
erection  and  maintenance  of  a  theatre  building. 

1494-23-BZ. 

APPLICANT — McKnown  &  Condon,  for  Broadway-94th 
Street  Realty  Co.,  Inc.,  owner. 

PREMISES— 214-218  West  95th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1502-23-BZ. 

APPLICANT— Isaac  H.  Lubin,  owner. 

PREMISES— 334  East  50th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  the  basement  and  the  conversion  of  oc¬ 
cupancy  of  the  basement  from  residence  to  manu¬ 
facturing  purposes. 


BOARD  OF  APPEALS. 

Tuesday,  January  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1318-23-A — 921  3rd  avenue,  Manhattan. 

1340-23-A — 131-147  Jewell  street  and  203-211  Meserole 
avenue,  Brooklyn. 

1356-23-A — Sheepshead  Bay  Inlet  opposite  Irving  street, 
Sheepshead  Bay,  Brooklyn. 

1360-23-A — 329  East  Houston  street,  Manhattan. 
1377-23-A — 1660-1662  Webster  avenue,  The  Bronx. 
1380-23-A— 1,000  ft.  off  Pier  No.  8,  Tompkinsville,  S.  I., 
Richmond. 

220-23- A — 42  West  99th  street,  Manhattan. 

382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A— 2715  Webster  avenue,  The  Bronx. 
1170-23-A— 2814  Avenue  N,  Brooklyn. 

1351-23-A— 295-307  St.  Johns  place,  Brooklyn. 
1387-23-A— 622-640  West  57th  street,  Manhattan. 


1390-23-A— Northwest  corner  of  3rd  avenue  and  Broad¬ 
way,  L.  I.  City,  Queens. 

1488-23-A — 113-119  4th  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ol  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  22,  1924,  at  10 
o’clock,  in  Room  919,  Alunicipal  Building,  on  the  following 
matters : 

cal.  no.  1194-23-BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Joseph 
A.  Fagnant,  applicant,  on  behalf  of 
Zaret  Bros.,  Inc.,  owner,  to  permit  in 
a  “D”  district  extending  into  an  “F” 
district  the  erection  and  maintenance  of 
a  building  without  a  setback  of  15  ft. 
from  the  front  lot  line  as  required  by 
the  zone  resolution  when  within  an 
“F”  district ;  premises  south  side  oi 
Edgemere  avenue,  119  ft.  west  of  Beach 
35th  street,  Edgemere,  Queens. 

cal.  no.  1066-23-BZ— Application,  September  7,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
American  Railway  Traffic  C  o.,  owner 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  j 
motor  vehicles;  premises  1455-1461 
Gates  avenue,  Brooklyn. 

CAL.  NO.  1254-23-BZ— Application,  November  3,  1923,  under 
the  building  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex¬ 
isting  building  and  change  of  occupancy 
from  a  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  14  2nd  avenue,  Man¬ 
hattan. 

cal.  no.  1289-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Ab- 
clur  Realty  Corp.,  owner,  to  permit  in 
a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  theatre  and  business  build¬ 
ing;  premises  4515  New  Utrecht  ave¬ 
nue,  Brooklyn. 

cal.  no.  1312-23-BZ — Application,  November  15,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corp.,  applicant,  on  behalf 
of  Kaybee  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1795  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1164-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Realty  Supply  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2314-2320  Snyder 
avenue,  Brooklyn. 

cal.  no.  1264-23-BZ— Application,  November  5,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Alphonso  E.  Pelham,  owner,  to  permit 
in  a  business  district  the  erection  and 
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maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  E.  S.  Jerome  avenue, 
325  ft.  north  of  Bedford  Park  boule¬ 
vard,  The  Bronx. 

cal.  no.  1458-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Garrison  Land  Company,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  W.  S.  Dyckman 
street,  294  ft.  6*4  >n-  south  of  St.  Nich¬ 
olas  avenue,  Manhattan. 

cal.  no.  259-23-BZ — Application,  February  28,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Gregor 
Feibel,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  garage'  for 
the  storage  of  three  (3)  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  C3G 
East  219th  street,  southwest  corner  of 
Olinville  avenue,  The  Bronx. 

cal.  no.  1132-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Anna  and  Ida  Farber,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises ;  premises  4224  1  7th 
avenue,  Brooklyn. 

Wiluam  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  22,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

918-23-S — 338-340  Pearl  street,  Manhattan. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

1347-23-S — 20  West  56th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

Appliance  Submitted  for  Approval. 

13G1-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 

RULES. 

1517-23-SR — Recommendation  to  Board  of  Aldermen  for 
proposed  amendment  to  Building  Code, 
prohibiting  the  use  of  and  installation 
of  wood  shingles  for  roofing. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  January  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
933-23-A — 54  Main  street,  Flushing,  Queens. 
1271-23-A — 126  East  32nd  street,  Manhattan. 
926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
1322-23-A — 26  East  55th  street,  Manhattan. 
1295-23-A — 359-363  9th  avenue,  Manhattan. 
100S-23-A — 1363-1377  Sedgwick  avenue,  The  Bronx. 


709-23-A — 43  West  16th  street,  Manhattan. 

1137-23-A— 1295-1307  Broadvvay,  Brooklyn. 

Under  Building  Zone  Resolution. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  January  25,  1924,  at  10 

o  clock,  m  Room  919,  Municipal  Building,  on  the  following 
matters :  b 

cal.  no.  1100-23-BZ — Application,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

CAL.  NO.  921-23-BZ— Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1086-23-BZ — Application,  September  14,  1923 
under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street’, 
Brooklyn. 

TAL  NO.  1156-23-BZ — Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

cal.  no.  1125-23-BZ— Application,  September  28,  1923,  under 
the  building  zone  resolution  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Harry 
H.  Cohen,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx. 
f  AL.  no.  1309-23-BZ — Application,  November  14,  1923,  under  * 
the  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Her¬ 
man  Kronenberg,  owner,  to  permit  in 
a  business  district  the  erection  ana 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  98-120  Livonia  ave¬ 
nue,  from  Douglass  to  Herzl  street, 
Brooklyn. 

cal.  no.  13 19-23-BZ— Application,  November  16,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  E 

G.  Hothan.  owner,  to  permit  in  an  un¬ 
restricted  district  extending  into  a  busi¬ 
ness  district  the  erection  and  main- 
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tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  23-45  Caton  place,  Brooklyn. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 

E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  ,^5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
northeast  corner  of  Putnam  avenue, 
Brooklyn. 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 

F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  1943-1961  Pacific  street, 
Brooklyp. 

cal.  no.  1111-23-BZ — Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitc 
&  Hulse,  applicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  Building  Zone  Reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  208-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  29,  1924. 

Appeals  from  Administrative  Orders. 

1391-23-A — 380-392  West  12th  street,  Manhattan. 
1424-23-A— 627-635  West  133rd  street,  Manhattan. 

1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1442- 23-A — 114-116  East  13th  street,  Manhattan. 

1443- 23- A— 121  Lexington  avenue,  Manhattan. 

1450-23-A — 3  East  17th  street,  Manhattan. 

728-23- A — 1029  East  163rd  street  and  943  Southern  boule¬ 
vard,  The  Bronx. 

83 1-23 -A — 697-707  Kent  avenue,  rear,  Brooklyn. 

895-23-A — 573  Lexington  avenue  and  140-146  East  51st 
street,  Manhattan. 

1142-23-A — 161  West  150th  street,  Manhattan. 

1173-23-A — 82-82 Beekman  street,  Manhattan. 

1277-23-A — 7  East  14th  street,  Manhattan. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1337-23-A — 232  Cooper  street,  Brooklyn. 

1353-23-A — 156-172  East  21st  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 


of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — (Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

cal.  no.  1410-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  George 
M.  McCabe,  architect,  on  behalf  ol 
Wendell  &  Evans  Company,  owner,  to 
permit  in  an  unrestricted  district  ex¬ 
tending  into  a  business  district  the 
alteration  and  conversion  of  an  exist¬ 
ing  sitable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
160-168  West  10th  street,  Manhattan 

c al.  no.  1350-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Higginson,  architect,  on  behalf  of 
E.  J.  Trum,  Inc.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  manufacturing  purposes ;  premises 
764-776  4th  avenue,  northwest  corner 
of  26th  street,  Brooklyn. 

cal.  no.  1308-23-BZ — Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of 
Aimee  Klein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1819-1837  Cropsey  avenue, 
northeast  corner  of  Bay  19th  street, 
Brooklyn. 

cal.  no.  632-20-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Elmer  E.  Stevens,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
denied,  to  permit  in  a  residence  dis- 
trict  the  conversion  and  extension  in 
area  of  an  existing  stable  for  more  than 
five  (5)  horses  into  a  garage  for  more 
than  five  (5)  cars;  premises  1910  Wal¬ 
ton  avenue,  The  Bronx. 

cal.  no.  1400-23-BZ — Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Turin  Garage  and  Supply  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  ex¬ 
isting  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
55  West  93rd  street,  Manhattan. 

cal.  no.  1398-23-BZ— Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  architect,  Schinasi  Com¬ 
mercial  Corp.,  owner,  Edward  I.  Hey- 
mann,  lessee,  to  permit  in  a  business 
district  the  alteration  and  conversion 
of  an  existing  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  311 
West  120th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  25),  1924,  at  2  p.  in. 

Petitions  for  Variations. 

121 7- 23-S — 147-149  West  29th  street,  Manhattan. 

1218- 23-S — 213  East  19th  street,  Manhattan. 

1223-23-S — 35  West  20th  street,  Manhattan. 

1381-23-S — 129-135  Degravv  street  and  50-60  Tiffany  place, 
Brooklyn. 

1392-23-S — 146-150  William  street,  Manhattan. 

1419-23-S — 2133  1st  avenue,  Manhattan. 

1422-23-S — 126  West  21st  street,  Manhattan. 

1427-23-S — 225-235  West  37th  street,  Manhattan. 

1448-23-S — 137-139  Grand  street,  Manhattan. 

1451-23-S — 27  West  35th  street,  Manhattan. 

1485- 23-S — 13  East  8th  street,  Manhattan. 

1486- 23-S — 19  East  8th  street,  Manhattan. 

1492- 23-S — 570-572  Grand  sfpeet,  Manhattan. 

1397-23-S — 60  Walker  street,  Manhattan. 

1552-23-S — 118  Madison  avenue,  Manhattan. 

1409-23-S — 125-135  Raymond  street,  Brooklyn. 

Appliance  Submitted  for  Approval. 

1493- 23-SA — Newport  Rotary  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  February  5,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

1384-23- A — 139-141  West  19th  street,  Manhattan. 

1393-23- A — S.  S.  Meadow  street,  from  Pearson  street  to 
Anable  avenue,  L.  I.  City,  Queens. 
1449-23-A — 13  Broadway,  Flushing,  Queens. 

1463-23-A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied¬ 
ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 
1252-23-A. — 107  East  126th  street,  Manhattan. 

1378-23-A — 27  East  137th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1124-23-A — 71  Nassau  street,  Manhattan. 

1305-23-A— 233-239  West  42nd  street,  Manhattan. 
1313-23-A — 208  Bowery,  Manhattan. 

1459-23-A — 4805  New  Utrecht  avenue,  Brooklyn. 
1474-23-A — 60  East  191st  street,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning  February  5,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1447-23-BZ — Application,  December  7,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Cedar 
Land  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  of  Je¬ 
rome  avenue  and  East  Tremont  ave¬ 
nue,  The  Bronx. 


cal.  no.  1298-23-BZ— Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave< 
nue,  The  Bronx. 

CAL.  NO.  13 85-23- BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  Catherine  Sil- 
berhorn,  owner,  Max  Ludecke,  lessee, 
to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  business  building,  also  to 
construct  building  over  entire  lot  area 
omitting  a  rear  yard  as  required  by 
the  building  zone  resolution;  premises 
150-152  West  127th  street*  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Wednesday,  February  13,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

927-23-A — 418  East  loth  street,  Manhattan. 

965-23-A. — 545  East  75th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  February  13,  1924,  at 

10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1210-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
George  Hummel,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  §n  extension  to  an  ex¬ 
isting  building  used  for  business  pur¬ 
poses  ;  premises  2365  Myrtle  avenue, 
Brooklyn. 

cal.  no.  121 2-23-BZ — Application,  October  24,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Mary  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  gyage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1115-1119  Intervale  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  8,  1924. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Holland,  Kerby  and  Fire  Chief  Kenlon. 

I  he  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Wednesday  morning,  January  2,  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  2,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

926-23-A. 

APPELLANT — Braddon  Amusement  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative 
(for  final  disposition). 


1322-23-A. 

APPELLANT — William  F.  Doyle,  for  Douglas  Elliman 
&  Co.,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 26  East  55th  street,  Manhat¬ 
tan. 

APPEARANCES — 

For  Appellant :  William  F.  Doyle. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant. 


1295-23-A. 

APPELLANT— -John  H.  Knubel,  for  Mary  C.  De  Ter- 
rouenne,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 359-363  9th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Joseph  Maas. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative 
(for  final  disposition). 


715-23-A. 

APPELLANT — Charles  B.  Meyers,  for  Molan  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 51-53  Maiden  lane,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Charles  B.  Meyers. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1924, 
at  10  a.  m.,  on  request  of  appellant. 


1008-23-A. 

APPELLANT — Vitreous  Enameling  &  Stamping  Co.,  Ltd., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1381  Sedgwick  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  C.  C.  Miller. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


709-23-A. 

APPELLANI — Hess  &  Wiener,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  ARFEC 1  ED — 43  West  16th  street,  Manhat¬ 
tan. 

APPEARANCES— 

I' or  Appellant:  Arthur  Frank. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


646-23-A. 

APPELLANT — Sidney  P.  Snyder,  for  Julius  Kayser  & 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 232-258  Taaffe  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Sidney  P.  Snyder. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Boul¬ 
ton,  Connell,  Holland  and  Fire  Chief  Ken¬ 


lon  .  5 

Negative  .  o 

Absent:  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

(646-23-A) 


Whereas,  Sidney  P.  Snyder,  for  Julius  Kayser,  owner, 
filed,  May  2,  1923,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
232-258  Taaffe  place,  Brooklyn;  and 

Whereas,  orders  of  the  fire  commissioner,  dated  May 
9,  1923,  read : 

“No.  45210-F: 

“1.  Install  a  standpipe  system  with  risers  4  inches 

in  diameter  placed  within  main  stairway  enclosure. 

*  *  *  ”  . 

“No.  45208-F : 

“1.  Provide  automatic  self-closing  attachments  to 
doors  of  elevator  shafts  on  all  stories.  *  *  *. 

“2.  Disconnect  the  present  standpipe  line  from  the 
sprinkler  system.  *  * 
and 

Whereas,  the  building  is  non-fireproof,  equipped  with 
sprinkler  system,  five  stories  and  basement  in  height,  235 
ft.  by  60  ft.  (14,100  sq.  ft.)  in  area;  OCCUPIED  for 
the  manufacture  and  storage  of  gloves;,  and 

Whereas,  appellant  contends  the  elevator  doors  are 
operated  from  the  inside,  by  the  elevator  operation;  that 
in  regard  to  Order  No.  45208,  Item  No.  2,  that  there  are 
two  (2)  40,000  gallon  tanks,  two  fire  pumps  pumping 
from  a  232,000  gallon  reservoir  and  from  an  83,000  gal¬ 
lon  reservoir;  and  as  to  Order  No.  45210,  Item  No.  1,  they 
are  making  no  alterations  or  additions  to  the  building,  and 
that  under  Rule  44,  the  standpipe  system  should  be  con¬ 
sidered  adequate ;  and 

Whereas,  the  appellant  has  filed  an  application  with 
the  bureau  of  fire  prevention  for  approval  of  the  stand¬ 
pipe  system,  Alt.  Apl.  No.  1674-23,  and  under  date  of 
Dec.  7,  1923,  received  the  following  objections: 

“9.  No  more  than  100  ft.  of  hose  is  allowed  at 
any  outlet.  Three  risers  will  be  required  to  properly 
protect  the  floor  area. 

“10.  A  4  in.  branch  with  outlet  will  be  required 
in  the  old  one-story  building  (No.  8)  to  properly 
protect  the  floor  area. 


MINUTES 


'  *3.  Siamese  connections  (new)  must  be  3x3x4  in 
etc.” 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
45210-F,  be  and  it  hereby  is  modified,  and  the  appeal,  as 
to  this  order,  be  and  it  hereby  is  granted  on  condition  that 
not  less  than  two  standpipes  be  maintained  with  not  more 
than  125  feet  of  hose  to  each  hose  outlet;  and  that  Ob¬ 
jection  No.  13  of  the  decision  of  the  fire  commissioner, 
rendered  Dec.  7,  1923,  in  acting  on  Alt.  1674-23  be  com¬ 
plied  with  (Objections  No.  9  and  No.  10  being  waived 
by  the  modification  herewith  granted  of  Order  No. 
45210-F),  and  granted  only  so  long  as  conditions  as  to 
operation,  conduct  and  use  of  building  remain  substan¬ 
tially  unchanged;  that  the  order,  No.  45208-F,  Items  1 
and  2,  be  and  it  hereby  is  affirmed,  and  the  appeal  as  to 
this  order  be  and  it  hereby  is  denied. 


1303-23-A. 

APPELLANT — H.  O.  Vogel  Co.,  for  Jos.  H.  Meyer 
Bros.,  owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 220  25h  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Albert  E.  Lord,  W.  P.  Thomas. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

(1303-23-A) 


Whereas,  H.  G.  Vogel  Co.,  for  Jos.  H.  Meyer  Bros., 
owner,  filed,  Nov.  14,  1923,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  220  25th  street,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Oct.  25,  1923,  in  acting  on  N.  B.  Application  No.  562- 
23,  reads: 

“1.  A  separate  and  distinct  system  of  automatic 
sprinklers  consisting  of  an  approved  pressure  and 
approved  gravity  tank  must  be  provided  for  the  four 
story  building,  and  the  one  story  and  basement  build¬ 
ing. 

“2.  Separate  sprinkler  application  for  the  four 
story  building  must  be  filed,  same  must  be  filed  under 
a  separate  number.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  upon 
which  are  erected  two  building, s  one  is  non-fireproof,  four 
stories  and  basement  in  height,  66  ft.  10  in.  by  104  ft. 
(7,500  sq.  ft),  irregular  in  area,  and  the  other  is  fireproof, 
one  story  and  basement  in  height,  53  ft.  by  150  ft.,  ir¬ 
regular  in  area;  OCCUPIED  for  the  manufacture  of 
artificial  pearls,  345  persons  in  the  four-story  building  and 
14  persons  in  the  one-story  building;  celluloid  being  used 
on  premises;  and 

Whereas,  appellant  contends  that  originally  a  sprinkler 
system  was  proposed  to  be  installed  in  the  one-story  build¬ 
ing;  it  was  not  accepted  by  the  fire  department  as  having 
proper  sources  of  supply ;  it  was  then  decided  to  equip 
both  buildings  with  sprinkler  system  having  a  single  source 
of  supply,  consisting  of  a  9,000  gallon  pressure  tank  and 
a  12,000  gallon  gravity  tank,  both  on  roof  of  four-story 
building ;  the  supply  in  the  one-story  building  is  supple¬ 
mented  by  a  direct  6  in.  connection  to  the  city  main  and 
appellant  further  contends  that  the  systems  in  each  build¬ 
ing  may  be  shut  off  without  impairment  of  service  in 
the  other,  insomuch  as  the  one-story  building  is  directly 
connected  with  the  street  main. 


the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  sprinkler  system  be  installed 
in  both  the  four-story  and  one-story  building,  supplied 
from  two  standard  sources  of  supply  located  in  the  four- 
story  structure  and  in  addition  thereto  a  direct  6  in  street 
connection  to  city  main  for  the  one-story  building;  and 
granted  only  so  long  as  the  combined  structures  remain  in 
the  one  operation. 


1321-23-A. 


^ppeai  from  order  of  fire  commissioner. 

appearances— CTED-229  Bowery’  Manhattan- 

For  Appellant:  David  B.  Harris. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

rnMIT?T?TSxT?°^RD~^ppeaI.  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Boulton 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

N egative  . 0 

Absent:  Mr.  Beatty  .  i 

THE  RESOLUTION:  . 

(1321-23-A) 

Whereas,  Benjamin  Harris  Co.,  Inc.,  for  David  B.  Har¬ 
ris,  owner,  filed,  November  15,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  229  Bowery,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  25,  1923,  reads : 

Section  232-2,  Chapter  10,  Code  of  Ordinances, 

prohibits  the  storage  of  nitro-cellulose  products  in  any 
building  situated  within  50  ft.  of  the  nearest  wall  of 
any  building  occupied  as  a  place  of  public  assembly  and 
amusement. 


“You  are,  therefore,  ordered  to: 

“1.  Remove  all  nitro-cellulose  products  from  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  115  ft.  in  area  at  1st  story  and  25  ft.  by 
95  ft.  in  area  above.  OCCUPIED:  1st  story,  store,  store 
fixtures,  3  persons;  2nd  story,  metal  novelties,  8  persons; 
3rd  story,  metal  and  celluloid  novelties,  6  persons ;  and 

Whereas,  appellant  contends  that  there  is  no  open  flame 
on  the  premises,  that  the  celluloid  is  stored  in  a  cabinet 
vented  to  the  outer  air,  that  the  celluloid  department  is  sep¬ 
arated  from  the  rest  of  the  premises  by  partitions  of  in. 
plaster  boards  on  24  in-  wall  boards,  openings  protected 
with  fireproof  doors ;  roof  covered  with  20  gauge  metal 
surrounding  a  skylight ;  that  the  adjoining  building  oc¬ 
cupied  as  a  place  of  public  assembly  is  the  Bowery  Mis¬ 
sion,  opened  in  1911,  and  petitioner  claims  to  have  been 
established  since  1904  and  asks  permission  to  store  35 
pounds  of  celluloid  on  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  quantity  of  celluloid  main¬ 
tained  on  the  premises  shall  not  exceed  35  pounds,  all  use 
and  work  in  connection  with  same  to  be  confined  to  room 
enclosed  in  fire-retarded  material,  ventilated  to  outer  air; 
and  that  there  shall  be  at  least  two  exits  from  the  cel¬ 
luloid  working  room;  and  granted  so  long  as  conditions  as 
to  conduct  and  use  remain  substantially  unchanged. 


1026-23-A. 

APPELLANT — Reliable  Cane  Mfg.  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 46-50  Wooster  street,  Manhat¬ 
tan. 


MINUTES 


APPEARANCES— 

For  Appellant :  Thomas  B.  Leahy. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1026-23-A) 

Whereas,  Reliable  Cane  Mfg.  Co.,  lessee,  filed,  August 
21,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  46-50 
Wooster  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  12,  1923,  No.  19191-LC,  reads: 

“With  reference  to  your  application  for  a  permit 
to  store  nitro-cellulose  products  at  the  above  location, 
I  regret  to  inform  you  that  I  am  without  power  to 
grant  such  a  permit  for  the  following  reason : 

“Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building,  inside  the  fire  limits  that  is  not  of  fireproof 
construction  of  more  than  three  stories  in  height. 

“You  are,  therefore,  ordered  to: 

“(1)  Forthwith  remove  all  nitro-cellulose  products.”; 
and 

Whereas,  the  building  is  non-fireproof,  equipped  with 
100  per  cent  sprinkler  system,  six  stories  and  basement 
in  height,  75  ft.  by  100  ft.  in  area ;  OCCUPIED  for  the 
manufacture  of  cane  and  umbrella  handles,  some  of  nitro¬ 
cellulose,  150  persons  in  building;  and 

Whereas,  appellant  proposes  to  remove  the  existing 
metal  cabinet,  for  the  storage  of  150  pounds  of  celluloid, 
from  the  fourth  floor  of  the  premises  and  place  it  in  a 
metal  shelf  attached  to  the  outside  wall  of  the  building 
and  to  cut  the  existing  window  opening  at  shelf  down  to 
the  floor  and  protect  same  with  a  fireproof  door. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid  stored 
on  the  premises  affected  by  this  order  shall  not  exceed 
150  pounds,  stored  and  maintained  in  a  metal  cabinet,  fas¬ 
tened  to  an  iron  balcony  located  on  rear  of  building,  said 
cabinet  to  be  ventilated  by  metal  duct  carried  above  the 
roof  of  building. 


1064-23-A. 

APPELLANT — Eugene  De  Rosa,  for  Forum  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — Southeast  corner  of  East  138th 
street  and  Brown  place,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Warren  Leslie. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  l 

THE  RESOLUTION: 


(1064-23-A) 

Whereas,  Eugene  De  Rosa,  for  Forum  Construction 
Co.,  owner,  filed,  Sept.  7,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 


ings,  affecting  premises  southeast  corner  of  138th  street  and 
Brown  place,  The  Bronx ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Aug.  31,  1923,  in  acting  on  N.  B.  App.  No 
527-21,  reads: 

“2 — Proposed  exterior  stairway  is  unlawful.” ; 

and 

Whereas,  the  building  is  non-fireproof,  divided  by  an 
unpierced  wall  into  a  theatre  and  business  section ;  the 
theatre  section  is  one  story  in  height,  159  ft.  by  89  ft.  in 
area;  and  the  business  section  (Brook  avenue  portion) 
is  three  stories  in  height,  31  ft.  8  in.  by  89  ft.  (2,800  sq. 
ft.)  in  area;  the  business  portion  is  occupied:  1st  story, 
stores;  2nd  and  3rd  stories,  public  billiard  rooms;  there 
is  a  3  ft.  8  in.  wide  stairway  running  from  the  1st  to  the 
3rd  story  of  business  portion  of  building;  and 

Whereas,  appellant  contends  that  upon  completion  of 
building,  a  certificate  of  occupancy  was  refused  on  the 
grounds  that  as  the  2nd  and  3rd  stories  of  the  business 
portion  of  the  building  were  occupied  as  billiard  rooms, 
an  additional  exit  should  be  provided ;  an  amendment  to 
the  plans  were  made,  calling  for  an  additional  flight  of 
outside  stairs  connecting  with  the  existing  outside  stair¬ 
way  in  the  court  of  the  premises;  this  proposed  stair 
was  not  accepted,  not  being  a  direct  means  of  exit;  and 
Whereas,  applicant  asks  the  acceptance  of  this  means  of 
exit. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  line  of  travel  along 
the  balcony  fire  escape  be  indicated  by  fixed  metal  signs, 
not  less  than  8  in.  in  length,  on  the  wall. 


1296-23-A. 

APPELLANT — Robert  H.  Fowler,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 151  East  62nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Roswell  C.  Otheman,  Dr.  Robert 
H.  Fowler. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Beatty  .  l 

THE  RESOLUTION: 

(1296-23-A) 

Whereas,  Robert  H.  Fowler,  lessee,  filed,  Nov.  13,  1923, 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  151  East 
62nd  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  24,  1923,  in  acting  on  Alt.  Application  No. 
1937,  reads: 

“The  three  rooms  on  the  3rd  floor  used  as  nurses’ 
quarters  are  now  changed  to  single  private  wards.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  15  ft.  by  70  ft.  6  in.  irregular  in  area; 
proposed  OCCUPANCY,  basement,  1st  and  2nd  stories, 
hospital;  4th  story,  dwelling;  and 

Whereas,  appellant  contends  that  the  building  under  this 
appeal  is  to  be  used  as  an  annex,  connected  by  openings 
protected  with  kalameined  doors,  to  an  adjoining  building, 
No.  153;  which  building  under  similar  appeal  granted  in 
Cal.  No.  461-20-A,  is  now  used  as  a  hospital  on  the  base¬ 
ment,  1st  and  2nd  stories. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


MINUTES 


840-23- A. 

APPELLANT — Success  Theatre  Corp.,  lessee. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3587-3589  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Maurice  L.  Shaine,  Harry  A. 
Harris. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(840-23-A) 


Whereas,  Success  Theatre  Corp.,  lessee,  filed,  July  2, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  3587-89  Broad¬ 
way,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
Feb.  28,  1923,  reads: 

“Install  standpipe  fire  line,  in  compliance  with  Chap¬ 
ter  5,  Article  25,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
OCCUPIED  as  theatre  and  roof  garden,  600  seats  in  the 
orchestra ;  and 

Whereas,  appellant  contends  that  the  plans  and  equip¬ 
ment  of  the  theatre  were  approved  by  the  fire  department 
in  1913,  and  there  have  been  no  alterations. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


600-23-A. 

APPELLANT — Lehigh  Valley  Railroad  Company,  lessee. 
SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— Pier  No.  8,  North  River,  foot 
of  Rector  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Herbert  W.  Smith. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(600-23-A) 

Whereas,  Lehigh  Valley  Railroad  Company,  for  City  of 
New  York,  owner,  filed,  May  15,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  Pier  8,  North  River,  foot  of  Rector 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Discontinue  the  storage  of  motor  vehicles,  the 
fuel  storage  tanks  of  which  contain  gasoline  or  other 
inflammable  liquid  used  as  fuel  for  generating  motive 
power  on  this  pier.”; 
and 

Whereas,  the  premises  consist  of  a  pier,  71  ft.  by  708  ft.. 
on  which  is  located  a  one-story  pier  shed  of  steel  frame, 
corrugated  iron  siding  and  concrete  floor,  with  approxi¬ 


mately  180  sq.  ft.  of  wood  flooring;  the  shed  is  subdivided 
by  cross  partition  fire  walls;  and 
Whereas,  this  application  was  granted  by  the  board  on 
July  3,  1923,  allowing  appellant  the  use  of  one  tow  motor 
to  be  used  in  the  conduct  of  business  on  Pier  No.  8.  Ap¬ 
pellant  asks  owing  to  greatly  increased  business  to  be 
permitted  the  use  of  three  tow  motors. 

•  Res0}ved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  three  (3)  gaso¬ 
line  tow  motors  shall  be  used  on  these  premises,  restricted 
to  the  freight  service;  that  there  shall  be  no  gasoline  stor¬ 
age^  maintained  on  premises  and  that  each  tow  car  shall  be 
equipped  with  an  approved  fire  extinguisher. 


792-22-A. 

APPELLANT — James  J.  Walker,  for  Harry  Schneider. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 6118  Rockaway  boulevard,  Ar- 
verne,  Queens. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  . . . . .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


1048-23-A. 

APPELLANT — Croker  Nat’l  Fire  Prevention  Eng.  Co.,  for 
Samuel  W.  Peck,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 69-73  Roebling  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon .  6 

Negative  . 0 

Absent:  Mr.  Beatty  . 1 

THE  RESOLUTION: 


(1048-23-A) 

Whereas,  Croker  Nat’l  Fire  Prev.  Eng.  Co.,  for  Samuel 
W.  Peck,  owner,  filed,  August  31,  1923,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  69-73  Roebling  street,  Brooklyn; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  7,  1923,  No.  45219-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 

and 

Whereas,  the  premises  consist  of  a  building,  non-fire- 
proof,  three  stories  in  height,  100  ft.  .by  97  ft.  (9,700  sq. 
ft.)  in  area,  with  a  one-story  extension '58  ft.  by  25  ft. 
(1,450  sq.  ft.)  in  area;  having  a  total  area  of  11,150  sq. 
ft,,  equipped  with  a  sprinkler  system;  OCCUPIED  as  a 
clothing  factory,  195  employees;  and 

Whereas,  appellant  contends  the  building  is  only  .38  ft. 
8  in.  in  height,  facing  on  two  streets,  provided  with  Siamese 
connections,  and  that  the  means  of  exit  are  ample. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that,  necessary  permit  for  two-source 
sprinkler  system  be  obtained. 
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1137-23-A 

APPELLANT — J.  D.  Wilson  &  Sons,  lessee. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 1295-1307  Broadway,  Brooklyn 
APPEARANCES— 

For  Appellant:  Harold  J.  Delaney. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1469-23-A. 

APPELLANT — Combustion  Engineering  Corp.,  for  Kings 
County  Lighting  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 880-884  65th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  George  D.  Baum,  George  E.  Elfast. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1469-23-A) 

Whereas,  Combustion  Engineering  Corp.,  for  Kings 
County  Lighting  Co.,  owner,  filed,  Dec.  12,  1923,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  880-884  65th  street,  Brook¬ 
lyn  :  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Nov.  3,  1923,  in  acting  on  Application  No.  1032-23, 
reads : 

“3.  Pumps  must  have  approval  of  Board  of  Stand¬ 
ards  and  Appeals. 

“4.  Burners  must  have  approval  of  Board  of 
Standards  and  Appeals.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Kings  Countv  Lighting 
Company;  it  is  proposed  to  install  in  the  boiler  house 
which  is  a  one-storv  building,  87  ft.  5r/2  in.  by  56  ft.  5)4 
in.  in  area,  two  boilers  and  a  fuel  oil  burning  installation; 
the  installation  to  be  made  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals,  except  that  the 
pumps,  which  are  known  as  the  “McGowan  Pumps,”  and 
the  burners,  which  are  known  as  the  “Quinn  Oil  Burners,” 
have  not  been  approved  by  the  board  of  standards  and 
appeals;  and 

Whereas,  appellant  requests  a  temporary  permit  for 
the  operation  of  the  plant  for  a  temporary  period  of  ninety 
(90)  days,  pending  the  approval  of  the  pumps  and  burn¬ 
ers  by  the  board  of  standards  and  appeals. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted  to  permit  the  operation  of  the  plant  for 
a  temporary  period  of  ninety  (90)  days,  at  the  owner’s 
risk,  subject  to  inspection  of  burner  and  pump. 


1457-23-A. 

APPELLANT — Samuel  Rosenblum. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 121  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  l 


1370-23-A. 

APPELLANT — Morris  Bernard  Adler,  for  David  Eckert, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 326  East  8th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  application  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 


BUILDING  ZONE  CASES. 

1086-23-BZ. 

APPLICANT — Antonio  Russo  and  James  Russo,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  — 2772-2774  West  15th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  David  L.  Malbin. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  'objector’s  representa¬ 
tive. 


1156-23-BZ. 

APPLICANT — Joseph  L.  Burke  Corp.,  for  Falkenau  & 
Hamerschlag,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 2334-2342  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Benjamin  Ascher,  James  Kearney. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  pending  inspection  by  committee  of 
the  board. 


1125-23-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harry  H.  Cohen, 
owner. 

SUBJECT — Application  .re :  decision  of  superintendent  of 
buildings  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  application  of  both  sides. 


1294-23-BZ. 

APPLICANT — H.  L.  Brandt,  for  Anna  T.  Reynolds,  les¬ 
see. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED — West  side  Riverside  drive,  359 
ft.  9  in.  south  of  West  158th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  N.  Taylor  Phillips,  Vincent  I.eibell, 
H.  •  L.  Brandt. 

For  Opposition:  None. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1294-23-BZ) 


Whereas,  H.  L.  Brandt,  for  M.  S.  Martin,  H.  S.  Tuzo 
and  E.  S.  Oscanyan,  owners,  filed,  Nov.  12,  1923,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in  a  residence  district, 
the  eerction  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Riverside  drive,  359  ft.  9  in.  south  of  West  158th  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
8,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Riverside  drive  is  a  resi¬ 
dence  district  and  N  .Y.  C.  &  H.  R.  Railroad  right-of- 
way  is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Sept.  27,  1923,  in  acting  on  N.  B.  App.  No.  482- 
23,  reads : 

“1.  Proposed  garage  is  unlawful  as  it  is  located 
partly  within  a  residence  district;  Secs.  2  and  4a-15, 
Building  Code.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  129  ft.  11  in.  and  a  depth  of  104  ft.  in.;  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  the  board,  under  Cal.  No.  232-20-BZ  and  755- 
20-BZ,  granted  a  variation  of  the  building  zone  resolution 
to  permit  individual  garages  for  a  total  of  72  cars  on  this 
site ;  and 

Whereas,  this  application  is  for  modification  of  the  ga¬ 
rage  layout  granted  under  Cal.  Nos.  232-20-BZ  and  755- 
20- BZ,  reducing  the  garage  capacity,  but  housing  the  en¬ 
tire  proposition  under  one  roof. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  buliding  be 
restricted  to  a  one-story  structure,  approximately  129  ft. 
11  in.  by  68  ft.  and  104  ft.  (irregular  in  area),  with  fire- 
retarded  ceiling,  roof  of  flat  design  and  construction;  that 
any  skylights  installed  shall  be  glazed  with  plain  glass,  pro¬ 
tected  above  and  below  with  wire  guards ;  that  the  ve¬ 
hicular  exits  be  limited  to  two  located  at  the  front  of  the 
building,  emergency  exits  to  be  provided  on  the  rear,  not 
exceeding  3  ft.  8  in.  in  width;  that  the  facade  of  the  build¬ 
ing  on  the  front  and  sides  shall  be  finished  in  granite 
blocks,  face  rubble  stone  work  or  stucco,  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  erected  within  eighteen  months 
from  the  date  Qf  this  action. 


1022-23-BZ. 

APPLICANT— Marie  A.  Eder,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 


to  permit  in  a  residence  district  the  maintenance 
ot  a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  four  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AbFECIED — 1984  Anthony  avenue,  The 
Bronx. 

APPEARANCES— 


x  ur  /Applicant :  william  i.  Alatthies  and  Marie  A 
Eder. 

For  Opposition:  None. 

^^r^T^TSxToB0.ARD~"Application  £ranted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby . ’  5 

Negative  . ’  q 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1022-23-BZ) 

Whereas,  Marie  A.  Eder,  owner,  filed,  Aug.  20,  1923, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage  for 
the  storage  of  four  pleasure  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the  premises;  premises 
1984  Anthony  avenue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
8,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Anthony  avenue  and  East 
178th  street  are  residence  districts  and  Burnside  avenue  is 
a  business  district ;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated  Aug. 
2,  1923,  in  acting  on  Order  No.  19326-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  as  an  accessory  use  on  these  prem¬ 
ises.”; 


and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  36  ft. 
and  a  depth  of  22  ft.,  occupied  as  a  garage  for  four  mo¬ 
tor  vehicles,  space  rented  to  persons  not  residing  on  prem¬ 
ises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  -the  owners  of  96  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  four  automobiles  of  the  pleas¬ 
ure  car  type,  space  for  three  of  which  may  be  rented  to 
persons  not  residing  on  the  premises,  and  on  the  further  con¬ 
dition  that  no  gasoline  storage  shall  be  maintained  on  the 
premises  other  than  in  the  tanks  of  the  cars. 


794-23-BZ. 

APPLICANT — James  Tisdale,  for  Tisdale  Lumber  Co., 
owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  ex¬ 
tending  into  a  residence  district  the  maintenance 
of  storage  shed  used  for  business  prposes. 
PREMISES  AFFECTED— West  side  of  130th  street, 
313.42  ft.  north  of  89th  avenue  (Ridgewood  ave¬ 
nue),  Richmond  Hill,  Queens. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  James  Tis¬ 
dale. 

•  For  Opposition:  W.  J.  Smart,  John  Grenier, 
George  Lawson  and  others. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(794-23-BZ) 

Whereas,  Samuel  Rosenblum,  for  Tisdale  Lumber  Com¬ 
pany,  owner,  filed,  Nov.  30,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  the  maintenance  of  sheds 
on  a  plot  of  ground  partly  in  an  unrestricted  and  partly 
in  a  residence  district,  to  be  used  for  business  purposes ; 
premises  west  side  of  130th  street,  313.42  ft.  north  of 
89th  avenue,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
8,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  130th  street  is  an  unrestricted 
and  residence  district  and  89th  avenue  is  an  unrestricted 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Oct.  1,  1923,  in  acting  on  Plan  No.  865- 
23  N.  B.,  reads: 

“1.  The  erection  of  a  storage  shed  within  a  resi¬ 
dence  district  would  be  contrary  to  article  2,  sec.  3 
of  the  zoning  resolution.”; 

and 

Whereas,  the  proposed  buildings  are  to  be  of  frame  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20  ft., 
34  ft.  and  20  ft.,  respectively,  and  a  depth  of  87  ft.,  20 
ft.  and  20  ft.,  to  be  used  for  manufacture  and  storage  of 
sash  and  trim ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
be  limited  in  height  to  a  one-story  shed,  entirely  open  on 
the  front;  that  there  shall  be  no  open  flame  maintained  on 
the  premises ;  and  that  the  use  of  the  property  within  the 
residence  district  be  limited  to  the  storage  of  window  sash 
and  frames. 


1111-23-BZ. 

APPLICANT — Eidlitz  &  Hulse,  for  the  New  York  Tele¬ 
phone  Company. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  two  times  district  the 
erection  of  the  street  walls  of  a  building  without 
a  setback  to  a  height  in  excess  of  that  set  by 
the  building  zone  resolution. 

PREMISES  AFFECTED— 139-147  West  street,  90-100 
Barclay  street,  208-222  Washington  street  and  86- 
108  Vesey  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Cornelius  J.  Sullivan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  25,  1924, 
at  10  a.  m.,  on  request  of  applicant’s  representa¬ 
tive. 


673-23-BZ. 

APPLICANT — John  De  Hart,  for  Heiman  Sontag  &  Rosa 
Sontag,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 666-676  Central  avenue,  Brook¬ 
lyn. 


APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  application  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 


542-23-BZ. 

APPLICANT — Short  &  Riggs,  for  Joseph  A.  Sullivan, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 249-251  Adelphi  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  T.  Riggs. 

For  Opposition:  None. 

ACTION  OF  BOARD — Gifented  extension  of  time  to  ob¬ 
tain  permit. 

THE  VOTE  TO  EXTEND  TIME  FOR  OBTAINING 
PERM  IT- 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative . .  0 


Absent:  Mr.  Beattv  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(542-23-BZ) 

Whereas,  William  F.  Conran,  for  Joseph  A.  Sullivaa 
owner,  filed,  May  3,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  249-251 
Adelphi  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  12, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Adelphi  street  and  Clermont  ave¬ 
nue  are  residence  districts,  and  De  Kalb  avenue  is  a  busi¬ 
ness  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  23,  1923,  in  acting  on  App.  No.  7233-23, 
reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  2,  Sec.  3  and  6,  Altering  and  enlarging  a 
public  garage  in  a  residential  district,  Sec.  3. 

“Previous  change  of  use  under  Sec.  6  not  noted  in 
papers.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft. 
and  50  ft.  and  a  depth  of  126  ft.  8  in. ;  it  is  proposed  to 
extend  the  garage  at  the  front  to  occupy  the  entire  plot, 
the  building  as  altered  to  be  50  ft.  by  126  ft.  8  in.  in  area ; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  June  12,  1923,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  in  which 
to  obtain  permits. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained 
within  60  days  and  the  building  completed  within  one  year 
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from  the  date  of  this  action;  that  the  front  of  the  building 
shall  be  finished  in  front  brick  with  architectural  terra 
cotta  or  stone  trimmings;  that  the  design  of  the  front 
elevation  shall  be  substantially  in  accordance  with  the 
drawings  submitted  in  this  appeal;  that  the  rear  and 
gable  walls  of  second  story  shall  be  unpierced ;  that  the 
skylights  shall  be  glazed  with  plain  glass  equipped  with 
wire  guards  above  and  below. 


1437-23-BZ. 

APPLICANT — Frank  Case  Hayden,  for  Edward  Waldron 
and  Fannie  Hass,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 235-249  West  154th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Frank  Case  Hayden. 

For  Opposition:  John  F.  Morney. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1437-23-BZ) 

Whereas,  Frank  Case  Hayden,  for  Edward  Waldron 
and  Fannie  Hass,  owners,  filed,  Dec.  6,  1923,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  district  the  eerction  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  premises  235- 
249  West  154th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
8,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  154th  street  is  a  busi¬ 
ness  district,  West  155th  street  is  an  unrestricted  district 
and  Macombs  place  is  a  business  and  unrestricted  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Nov.  26,  1923,  in  acting  on  N.  B.  App.  577-23, 
reads : 

“1.  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  Section  4,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  one  story  and  basement  in  height,  with  a  front¬ 
age  of  203  ft.  9  in.  and  a  depth  of  99  ft.  11  in.;  to  be 
occupied  as  a  garage  for  more  than  five  motor  vehicles; 
and 

Whereas,  owing  to  the  character  and  use  of  adjoining 
property,  the  board  deemed  that  there  would  be  hardship 


in  preventing  applicant  from  erecting  the  proposed  struc¬ 
ture. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application. of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
shall  be  of  fireproof  construction  limited  to  one  story  in 
height  above  grade,  with  roof  of  fiat  design  and  construction, 
with  floor  area  subdivided  in  equal  parts  by  a  fireproof  wall 
extending  to  the  roof,  with  not  more  than  2  vehicular  open¬ 
ings  in  this  division  wall,  equipped  with  automatic  fire  doors ; 
that  the  rear  wall  shall  be  unpierced  throughout  its  entire 
height  and  length;  that  any  skylights  installed  shall  be 
glazed  with  plain  glass,  protected  above  and  below  with 
wire  guards;  that  the  front  elevations  on  154th  street  and 
Macombs  place  shall  be  finished  with  face  brick  and 
architectural  terra  cotta  or  stone  trimmings;  that  there 
shall  be  no  vehicular  entrance  on  the  Macombs  place 
front  of  the  building,  nor  within  twenty-five  feet  of  same 
on  154th  street;  that  the  sills  of  any  windows  on 
Macombs  place  shall  be  not  less  than  six  feet  above  side¬ 
walk  grade;  and  that  there  shall  be  no  roof  signs  erected 
on  these  premises ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


34-20— BZ. 

APPLICANT — Beekman,  Menken  &  Griscom,  for  New 
Pine  Street  Real  Estate  Corporation,  owner. 

SUBJECT — Application  for  extension  of  time  (re.  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  in 
a  B  area  district  the  omission  of  a  rear  yard. 

PREMISES  AFFECTED — 31-33  Pine  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Stanwood  Menken. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  reopen  laid  over 
to  Jan.  25,  1924,  at  10  a.  m. 


AREA  FIXED. 

(776-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Robert  Kaplan,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  north  side  of 
Eastern  boulevard  and  Revere  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Eastern  boulevard,  from  Augusta  place 
to  a  point  400  ft.  east  of  the  proposed  garagq;  both 
sides  of  Harriet  place  from  St.  Raymond’s  Cemetery 
to  Eastern  boulevard ;  also  both  sides  of  Revere  ave¬ 
nue  from  Eastern  boulevard  to  a  point  400  ft.  south 
of  proposed  garage. 


Adjourned  1 :45  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


As  this  issue  of  the  Bulletin  goes  to  press  before  the 
date  of  special  meeting  of  the  Board  of  Standards  and  Ap¬ 
peals  scheduled  for  Friday,  January  11,  1924,  for  the  con¬ 


sideration  of  the  Gas  Shut-Off  rules,  the  action  of  the 
Board,  with  the  rules  as  adopted,  will  be  published  in  the 
Bulletin  of  January  22,  1924. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  8,  1924. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kerby,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Reville,  Kleinert, 
Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Wednesday  afternoon,  Janu¬ 
ary  2,  1924,  were  approved  as  printed  in  the  Bulletin,  No. 
2,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1270-23-S. 

PETITIONER — Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED — 361  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Thomas  A.  Williams. 

ACTION  OF  BOARD — Laid  over  to  January  15,  1924,  at 
2  p.  m. 


1383-23-S. 

PETITIONER — Ferdinand  Savignano,  for  Gioachino 
Acierno,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  the  health  commissioner. 

PREMISES  AFFECTED — 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

ACTION  OF  BOARD — Laid  over  to  January  22,  1924, 

at  2  p.  m. 


1198-23-S. 

PETITIONER — Alfred  A.  Berube  Co.,  Inc.,  for  Samuel 
Russin  and  Solomon  Handing,  owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES — 134  W.  28th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Nathan  Fendrick,  Alfred  A.  Be¬ 
rube. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott...  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1198-23-S) 

Whereas,  Alfred  A.  Berube  Co.,  Inc.,  for  Samuel  Rus¬ 
sin  and  Solomon  Handing,  owners,  died,  Oct.  19,  1923,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
a  decision  of  the  superintendent  of  buildings,  affecting 
premises  134  West  28th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Oct.  9,  1923,  reads: 

“On  September  21,  an  objection  was  made  that  win¬ 
dows  on  second  door  on  course  of  dre  escape  were 
not  dreproof  as  shown  on  plans  and  stated  in  applica¬ 
tion  and  on  October  9th,  objection  read: 

“Window  referred  to  is  directly  on  course  of  dre 
escape  as  the  stairs  connecting  2nd  and  3rd  door  bal¬ 
conies  cross  portion  of  window  and  entire  window  is 
only  about  24  in.  underneath  3rd  door  balcony.”; 
and 


Whereas,  the  building  is  non-dreproof,  dve  stories  in 
height,  25  ft.  by  80  ft.  in  area  in  the  1st  story  and  25 
ft.  by  60  ft.  above.  OCCUPIED:  1st  story,  store,  10  per¬ 
sons;  2nd  to  5th  stories,  factory,  40  persons.  EXITS: 
An  interior  stairway  and  a  60  degree  dre  escape  at  the 
front  of  the  building;  and 

Whereas,  petitioner  contends  that  the  large  plate  glass 
window  on  the  2nd  story  is  not  on  the  course  of  the  dre 
escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  the  window  on  the  second  story,  on  condition  that 
a  dame  shield  shall  be  provided  on  the  underside  of  the 
third  story  balcony  and  the  soffit  of  iron  stairs  between 
the  3rd  and  2nd  story  balconies,  and  that  the  window  in 
question  be  made  stationary,  glazed  with  plate  glass  not 
less  than  in.  in  thickness. 


1236-23-S. 

PETITIONER — Moritz  Neuman,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  dre  commissioner. 

PREMISES  AFFECTED — 304  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Mortimer  Neuman,  Moritz  Neu¬ 
man. 

For  Administration:  Inspector  Maher  of  dre  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specided  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott...  11 

Negative  .  o 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1236-23-S) 

Whereas,  Moritz  Neuman,  lessee,  died,  Oct.  30,  1923, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  dre  commissioner,  affecting  premises  304 
Pearl  street,  Manhattan;  and 
Whereas,  the  order  of  the  dre  commissioner,  dated 
June  23,  1923,  reads: 

“Order  No.  48124-LD : 

“1.  Arrnge  iron  bars  on  windows  so  as  to  be  read¬ 
ily  movable  or  removable  from  both  sides  in  such  a 
manner  as  to  afford  the  free  and  unobstructed  use  of 
such  windows  for  purposes  of  egress  *  * 

and 

Whereas,  the  building  is  non-dreproof,  four  stories  and 
basement  in  height,  22  ft.  6  in.  by  97  ft.  9  in.  in  area; 
OCCUPIED  for  the  storage  of  leather,  4  persons  in  the 
entire  building.  EXITS:  An  interior  stairway  and  a  dre 
escape  on  the  front  of  the  building;  and 
Whereas,  there  are  three  windows  at  the  rear  of  the 
2nd  story  and  two  windows  at  the  rear  of  the  1st  story 
obstructed  by  iron  bars ;  and 
Whereas,  petitioner  contends  that  if  there  were  no  bars 
on  windows,  no  insurance  company  would  insure  against 
theft  and  that  he  has  placed  hinged  doors  in  each  of  the 
barred  windows  and  asks,  in  view  of  the  small  occupancy, 
the  acceptance  of  same. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  *nake  a  variation  from  the  requirements  of  the  la- 
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bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  lower  section  of  the  barred  windows 
shall  be  arranged  with  a  movable  section  opening  outward 
of  size  sufficient  for  egress. 


1276-23-S. 

PETITIONER— Allied  Drug  &  Chemical  Corp.,  for  N.  Y 
Building  &  Improvement  Co.,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES — 2413  Third  avenue,  rear,  The  Bronx 
APPEARANCES— 

For  Petitioner:  Ephram  Freedman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

^xTIT?T^T,?xToBOARD~Petition  Sranted  on  condition. 
CONDI1IONS — As  specified  in  resolution 
THE  VOTE— 

Affii  mative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott...'  11 
Negative  .  ’  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon .  2 

THE  RESOLUTION: 

(1276-23-S) 

W  hereas,  Allied  Drug  &  Chemical  Corp.,  lessee,  filed, 
Nov.  8,  1923,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
Jaw,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  2413  Third  avenue  (rear),  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  1,  1923,  reads: 

1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  west  side  of  building  *  * 

and 

Whereas,  the  building  is  non-fireproof,  32  ft.  by  112 
ft.  in  area,  and  consists  of  two  sections  separated  by  a 
brick  partition  wall ;  the  westerly  section  being  two  stories 
and  attic  in  height,  the  easterly  section  is  two  stories  in 
height.  OCCUPIED:  1st  story,  mfg.  of  drugs,  12  persons; 
2nd  story,  mfg.  of  drugs,  6  persons;  3rd  story,  storage  of 
drugs,  1  person.  EXITS :  One  open  wooden  stairway,  ex¬ 
tending  from  1st  story  to  3rd  story,  with  EGRESS  in  1st 
story  through  the  loft  to  a  doorway  60  ft.  away  leading 
to  dock.,  and 

W hereas,  petitioner  contends  that  additional  egress  from 
2nd  story  may  be  had  through  windows  opening  on  roofs 
of  one-story  sheds. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  balcony  fire  escape  embracing  one  win¬ 
dow  at  the  westerly  end  of  the  building,  be  erected  at  2nd 
story,  with  a  60  degree  fixed  iron  stairs  therefrom  to  yard, 
and  granted  on  further  condition  that  no  persons  shall  be 
employed  above  the  2nd  story. 


1315-23-S. 

PETITIONER— F.  P.  Keniston,  for  Morris  Magaril, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 33  Moore  street  (rear),  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Com¬ 


missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott...  11 
Negative  .  q 

THE  KESoLoti^  3 

(1315-23-S) 

WHEREAt;,.  F.  P.  Keniston,  for  Morris  Magaril,  owner, 
filed,  Nov.  Id,  1923,  a  petition,  with  the  board  of  stand- 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  33  Moore  street  (rear)  Brook¬ 
lyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  10,  1923,  reads: 

“Order  No.  48611-LD: 

“2.  Provide  safe  and  unobstructed  egress  from  the 
lower  termmation  of  the  fire  escape  at  south  side 
of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3  feet  through¬ 
out,  leading  to  the  street  *  *  *. 

,  ?•  .Pxtend  interior  stairway  at  the  west  side 
of  building  to  the  roof  *  *  *”• 
and 

Whereas,  the  building,  situated  on  the  rear  of  the  lot 

nrrTrpri/^Ur  St°rieS  in  height>  25  ft*  by  35  ft.  in  area.' 
ULCUPIED :  1st  story,  vacant  at  present;  2nd  storv 

vacant  at  present;  3rd  story,  mfg.-  of  shoe  uppers,  5  per- 

rrcl  4Xh  st.ory,  mfg.  of  shoe  uppers,  6  persons.  EX- 
11  b:  One  interior  wooden  stairway,  enclosed  in  wooden 
partitions  extending  from  the  1st  story  to  the  top  story 

with  iron  ladder  to  scuttle  in  the  roof;  a  fire  escape  on 

the  front  of  the  budding,  with  a  gooseneck  ladder  to  roof 
and  a  drop  ladder  to  yard;  windows  along  course  of  fire 
escape  are  non-fireproof,  with  EGRESS  through  public 
hallway  of  tenement  on  front  of  lot  to  the  street  and 

also  to  yard  at  east  by  means  of  gate  in  fence;  ROOF 

to  west  same  height,  to  east  10  ft.  lower;  and 
Whereas,  petitioner  contends  there  is  a ’window  on  the 
4th  story  opening  to  the  roof  of  a  building  to  the  east 
and  requests  in  view  of  the  light  occupancy  (less  than  10 
persons  per  story)  that  the  existing  means  of  exit  be 
accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  on  condition  that  a  standard  fire  escape 
in  accordance  with  the  labor  law,  shall  be  provided  on 
rear,  with  stationary  stair  from  lowest  balcony  to  yard, 
with  egress  from  termination  through  opening  in  fence 
to  adjoining  premises  to  east  and  also  through  unob¬ 
structed  passageway  of  the  tenement  house  on  the  front 
of  the  lot ,  and  granted  as  to  Item  No.  3  on  condition  that 
a  fixed  double  rung  iron  ladder  shall  be  provided  in  the 
top  story  hall  to  scuttle  in  roof ;  and  granted  only  so  long 
as  conditions  as  to  use  and  occupancy  remain  substantially 
unchanged. 


1369-23-S. 

PETITIONER — Joseph  Mitchell,  for  Estate  of  James 
Slater,  *owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 102  West  29th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott. . .  11 

Negative  .  o 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 
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THE  RESOLUTION: 

(1369-23-S) 

Whereas,  Joseph  Mitchell,  for  Charles  G.  Keller,  les¬ 
see,  filed,  Nov.  24,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  102  West  29th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
Oct.  30,  1923,  reads: 

“Order  No.  51008-LD : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  *  *. 

"NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following:  Windows  on  course  not  fire¬ 
proof,  not  self-closing.  No  60  deg.  stairways  connect¬ 
ing  balconies.  No  stairway  from  top  balcony  to  roof. 
No  stairway  from  lowest  balcony  to  ground.  No  safe 
balcony  at  second  story.  No  passageway  from  termi¬ 
nation  of  fire  escape  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
basement  in  height,  21  ft.  4  in.  by  81  ft.  in  area.  OCCU¬ 
PIED :  1st  and  2nd  stories,  factory;  3rd,  4th  and  5th 
stories,  dwelling.  EXITS:  An  interior  wooden  stairway, 
extending  from  the  1st  story  to  the  top  story ;  windows 
along  the  course  are  not  fireproof  nor  self-closing;  ROOFS 
of  adjoining  buildings  10  and  20  ft.  lower;  and 

Whereas,  the  records  of  the  tenement  house  department 
disclose  that  this  building  is  occupied  as  a  tenement ;  and 

Whereas,  the  board  deemed  that  the  matter  should  be 
referred  to  the  tenement  house  commissioner  for  such  ac¬ 
tion  as  he  considers  necessary. 

Resolved,  that  the  petition  be  and  it  hereby  is  dism\ssed 
as  improperly  before  the  board. 


PETITIONER— Mrs.  Ira  G.  Hill,  for  Union  Table  Co- 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 140-144  Metropolitan  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


rHE  VOTE— 

Affirmative :  Messrs.  Boulton,  Holland,  Kerby, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and  Mc¬ 


Dermott  . . 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Superintendent  Moore  . 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . . . 
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landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  cellar  to  3  feet 
above  the  roof  *  *  *. 

“3.  Arrange  the  fire  escapes  on  the  rear  of  buildings 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  sections  273  and  274  of 
the  Labor  Law  and  the  rules  of  the  Board  of  Stand¬ 
ards  and  Appeals  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following :  Windows  on  course  not  fire¬ 
proof,  not  self-closing.  No  60  degree  connecting  stair¬ 
ways.  No  stairway  from  lowest  balcony  to  the  ground, 
not  screened  to  a  height  of  4  feet  6  inches.  No  hand 
rails.  No  passageway  from  termination  of  fire  escape 
to  street.” ; 


and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  46  ft.  by  35  ft.  in  area.  EXITS:  One  interior 
wooden  stairway  from  1st  to  top  story,  with  ladder  to 
scuttle  in  roof,  enclosed  in  wood  partitions ;  no  doors  at 
openings ;  a  fire  escape  on  the  rear  of  the  building,  ex¬ 
tending  from  roof  to  1st  story,  with  drop  ladder  to  yard ; 
windows  along  course  covered  with  iron  shutters,  with 
egress  through  door  in  brick  wall  to  adjoining  premises. 
ROOFS  to  east  and  west  2  stories  lower.  OCCUPIED 
AS  FOLLOWS:  Cellar,  storage;  1st  story,  storage;  2nd 
story,  mfg.  tables  and  office,  5  persons ;  3rd  story,  mfg. 
tables,  4  persons ;  4th  story,  mfg.  tables,  2  persons ;  5th 
story,  mfg.  tables,  2  persons;  6th  story,  storage;  and 

Whereas,  petitioner  contends  that  the  building  is  small 
and  not  more  than  15  persons  are  employed  in  the  building 
at  any  time ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  July  17,  1923,  on  condition  that  the  existing 
stair  partition  shall  be  fire  retarded  and  fireproof,  self¬ 
closing  doors  provided  at  openings  leading  to  stairway, 
and  on  further  condition  that  the  elevator  shaft  shall  be 
enclosed  in  accordance  with  the  fire  retarding  rules  of  the 
board  of  standards  and  appeals,  and  granted  as  to  Item  No. 
3  on  condition  tht  60  degree  connecting  ladders  shall  be 
provided  to  the  existing  fire  escape  with  drop  ladder  in 
guides  to  yard,  and  grnated  so  long  as  egress  from  yard 
is  maintained  through  opening  to  the  west  and  the  condi¬ 
tions  as  to  occupancy  and  use  remain  substantially  un¬ 
changed  ;  and 

Whereas,  petitioner  requests  a  modification  of  the  con¬ 
ditions  to  be  relieved  of  enclosing  stairway  and  proposes 
to  comply  with  the  conditions  as  to  fire  escape,  to  provide 
an  interior  alarm  system  with  central  office  connection  and 
to  use  top  story  for  storage  only. 


THE  RESOLUTION: 

(676-23-S) 

Whereas,  Mrs.  Ira  G.  Hill,  for  Union  Table  Co.,  les¬ 
see,  filed,  June  1,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  140-144  Metropolitan  avenue,  Brooklyn; 

^Whereas,  the  order  of  the  fire  commissioner,  dated 

April  19,  1923,  reads:  .  . 

“1.  Enclose  the  interior  stairway  at  west  side  ot 
building  serving  as  a  required  means  of  exit,  and  the 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  present  sheathed  enclosed  stairs  shall 
be  maintained  and  that  any  openings  to  the  stairs  shall 
be  equipped  with  self-closing  doors;  that  all  windows  on 
the  course  of  the  fire  escape  shall  be  made  fireproof,  and 
that  the  hoistway  on  each  floor  shall  be  equipped  with 
automatic  sheet  iron  trap  doors  and  that  the  rear  fire 
escape  shall  be  equipped  with  60  degree  connecting  stairs, 
with  gooseneck  ladder  to  roof  and  counterbalanced  drop 
ladder  in  guides  to  yard,  and  that  the  windows  on  the 
course  of  the  fire  escape  shall  be  fireproof,  self-closing. 
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MINUTES 


1216-23-S. 

PETITIONER — Lcliman-Stern  Co.,  lessee. 

SUBJEC 1 — Variation  of  labor  law  as  cited  in  order  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 43-45  East  30th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Reville, 

Kleinert  and  AIcDermott  .  9 

Negative:  Mr.  Connell  and  Superintendent 

Moore  .  2 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1216-23-S) 

Whereas,  Lehmann- Stern  Co.,  for  45  East  30th  Street 
Corp.,  owner,  filed,  October  25,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of 
the  superintendent  of  buildings,  affecting  premises  43-45 
East  30th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  September  11,  1923,  reads : 

“In  that  wood  partitions  have  been  constructed  on 
the  2nd,  3rd,  4th,  5th,  6th,  7th,  8th,  9th,  10th,  11th, 
12th,  13th  and  14th  stories  in  violation  of  section  264 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
39  ft.  2  in.  by  98  ft.  9  in.  in  area  in  the  1st  story  and 
39  ft.  2  in.  by  88  ft.  9  in.  in  area  above;  OCCUPIED  as 
a  tenant  factory,  with  15  persons  on  the  2nd  story ;  the 
means  of  egress  consisting  of  two  interior  fireproof  en¬ 
closed  stairways,  extending  from  the  1st  story  to  the 
roof,  with  fireproof  passage  from  rear  stairway  to  the 
street,  the  2nd  floor  being  subdivided  by  ^  in.  sheathing 
cabinet  partitions  7  ft.  high,  separating  stock-room,  show¬ 
rooms  and  offices,  which  is  the  story  occupied  by  the  peti¬ 
tioner  ;  and 

Whereas,  petitioner  contends  that  these  partitions  are 
similar  to  those  used  throughout  the  city  and  that  they 
form  a  part  of  the  office  equipment  and  do  not  interfere 
with  access  to  the  stairway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  2nd  story  only,  on  condition  that 
the  existing  temporary  subdividing  partitions  shall  not  ex¬ 
tend  beyond  the  southerly  partition  of  the  stair  hall  at 
the  front  of  building  and  shall  not  exceed  a  height  of 
7  ft.  and  that  the  space  between  the  partitions  and  ceiling 
shall  be  maintained  clear  and  unencumbered,  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1339-23-SA. 

PETITIONER — National  Steam  Pump  Co. 

SUBJECT — Approval  of  the  National  Lighting  Service 
Oil  Pump,  Hood  and  Plate  Pattern. 
APPEARANCES— None. 

ACTION  OF  BOARD — Placed  on  reserve  calendar. 


1346-23-SA. 

PETITIONER — New  York  Combustion  Company. 
SUBJEC  1  Approval  of  New  York  Combustion  Co.  Oil 
Burner. 

APPEARANCES— None. 

ACllON  Oh  BOARD — Placed  on  reserve  calendar. 


1358-23-SA. 

PETITIONER — N.  Y.  Worthington  Burner  Corp. 
SUBJECT — Approval  of  Worthington  Oil  Burner 
APPEARANCES— 

For  Petitioner :  J.  J.  Barry. 

ACTION  Oh  BOARD — Placed  on  reserve  calendar.. 


RULES. 

4 1-19- S. 

PETI1IONER — H.  W.  Dyer,  for  Van  Kannel  Revolving 
Door  Co. 

SUBJECT— Interpretation  and  amendment  of  Rule  5  of 
the  Exit  Rules  (Revolving  Doors). 
APPEARANCES— 

Rudolph  P.  Miller,  John  F.  Blanchard,  H.  W, 
Dyer. 

ACTION  OF  BOARD — Amendment  adopted  as  printed 
(with  omission  of  comma).  See  page  75 
THE  VOTE—  S 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Reville,  Kleinert  and 


McDermott .  io 

Negative  .  q 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore .  3 


693-20-S. 

TITLE — Plumbing  Rules. 

SUBJECT — Proposed  amendment. 

APPEARANCES— 

For  Administration :  Inspector  McGill  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Adopted  as  printed  on  page  74. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Reville,  Kleinert  and 


McDermott .  io 

Negative  .  o 

Absent :  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore .  3 


217-21-S. 

TITLE — 'Fuel  Oil  Rules. 

SUBJECT — Proposed  amendment  to  the  fuel  oil  rules. 

APPEARANCES— 

James  Kearney,  Earl  C.  Maxwell,  H.  L.  Whitte- 
more,  S.  W.  Miller,  P.  J.  Kent,  E.  P.  Jessup 
Edmund  Vomsteed,  H.  R.  Swartley,  C.  M 
Davis,  A.  S.  Kinsey. 

For  Administration :  Inspector  Michaels  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  Friday,  January  18 

1924,  at  2  p.  m. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 

BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  December  18,  1923,  as  they 
appeared  in  Bulletin  No.  52,  Vol.  VIII,  are  hereby  cor¬ 
rected  to  read  as  follows : 

THE  RESOLUTION: 

(333-23-A) 

Whereas,  Armon  Realty  Corp.,  owner,  filed,  March  16, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  220-2  Ely  ave¬ 
nue,  .Long  Island  City,  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“6.  Provide  an  unpierced  fireproof  wall  in  the  open¬ 
ing  that  leads  from  the  factory  to  the  enclosure  where 
automobiles  with  gasoline  in  fuel  tanks  are  stored  on 
1st  story.  Sec.  159,  ch.  10,  Code  of  Ord.” ; 

and 


*Correction — Words  “in  operation  at  any  time  that  auto¬ 
mobiles  are  stored  on  the  premises’’  added  in  line  24. 


Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  72  ft.  by  106  ft.  in  area;  OCCUPIED  as  offices, 
6  persons;  shop,  10  persons;  and  two-car  garage;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  May  15,  1923,  on  certain  conditions  in  the  pre¬ 
amble  of  the  resolution,  the  appellant  having  referred  to  the 
installation  of  doors  at  loading  platform;  and 
Whereas,  appellant  requests  a  modification  of  the  reso¬ 
lution  and  proposes  to  omit  the  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  be  no  open  flame,  furnace 
or  Bunsen  burner  device  maintained  in  operation  at  any 
time  that  automobiles  are  stored  on  the  premises ;  that 
no  gasoline  be  stored  on  the  premises  other  than  that  in 
tanks  of  cars;  that  the  garage  capacity  be  limited  to  two 
(2)  automobiles,  the  property  of  the  owner,  restricted  in 
use  to  the  conduct  of  his  business;  and  that  the  building 
remains  a  one-story  structure. 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Wednesday  morning,  January  2,  1924,  as 
they  appeared  in  Bulletin  No.  2,  Vol.  IX,  are  hereby  cor¬ 
rected  to  read  as  follows : 

THE  RESOLUTION  : 

(438-22-BZ) 

Whereas,  Burke  &  Olsen,  for  Annie  Wenig,  owner, 
'  filed,  March  24,  1922,  an  application,  under  the  building 
zone'  resolution,  to  permit  in  a  business  district  the  con¬ 
version  of  an  existing  building  to  a  public  garage,  prem¬ 
ises  6402-6  Fourth  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  July  5, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  avenue,  64th  and 
65th  streets  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  9,  1922,  in  acting  on  App.  No.  3605, 
rends  i 

“Denied — Proposition  contrary  to  Zone  Law,  Art. 

II,  Sec.  4.”; 

and 


♦  Correction — The  words  “be  used  on  the  premises,’’  in¬ 
serted  in  last  line. 


Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  2  stories  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft.  at  1st  story  and  30  ft.  at  2nd  story; 
occupied,  store  and  dwelling;  it  is  proposed  to  change  the 
occupancy  to  garage  for  more  than  5  motor  vehicles  and 
caretaker’s  apartment;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets,  on  July  25,  1916,  a  stable  for  more  than 
5  horses ;  and 

W'hereas,  this  application  was  granted  by  the  board  at 
its  meeting  July  5,  1922,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
garage  use  be  limited  to  fifteen  (15)  automobiles,  and 
that  the  separation  of  the  garage  portion  from  the  busi¬ 
ness  portion  of  the  building  shall  be  by  fireproof  wall, 
any  openings  therein  to  be  protected  with  self-closing,  fire¬ 
proof  doors. 

Resolved,  further,  that  permission  is  granted  to  make 
repairs  by  manual  operation  incidental  to  the  conduct  of 
the  business  on  condition  that  no  motor  driven  machinery 
be  used  on  the  premises,  other  than  a  one-half  horse  power 
electric  driven  lathe. 


RULES  ADOTED 


AMENDMENT  TO  THE  PLUMBING 

Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


RULES— ADOPTED  JANUARY  8,  1924. 

branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 
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RULES  ADOPTED 


^AMENDMENT  TO  THE  EXIT  RULES— REVOLVING  DOORS— ADOPTED  JANUARY  8,  1924. 


Rule  1.  Classification  of  Revolving  Doods  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  "Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  "Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 


*  Amendment  consists  of  the  removal  of  the  comma  after 
the  word  "revolving  doors ”  in  line  6  of  rule  5. 


Rule  3.  Revolving  Doors — Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21 -A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 


355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — IB  lock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 
13-21-S— Dahl  Oil  Burner. 

341-21 -S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
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RESERVE  CALENDAR 


53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 

11 73-22-S— Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S— Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22- S' — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1203-22- S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1 395-22- S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
2:>2-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 


544-23-SA — Domestic  FuG  Oil  Burner,  approval  of. 

628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936- 23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 

approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA— New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937- 19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20- A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 
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269-20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 
Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471 -20- A — Pier  between  North  4th  and  5th  street,  Brook¬ 
lyn. 


1205-21 -A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A  East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21 -A — Pier  15,  East  River,  Manhattan. 

1541- 21  -A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21- A — Pier  3,  between  Main  and  Dock  streets.  Brook¬ 

lyn. 

1543- 21  -A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


REPORTING  STRUCTURAL  ALTERATIONS,  AD 
Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted : 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


OPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 
Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


CONCRETE  RULES 


USE  OF  HYDRATED 

Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


LIME  IN  CONCRETE. 


1-1  ^-3 
cement. 

Mix,  4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix,  5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

l-2^-5 

cement. 

Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 


Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules*  may  be  obtained,  without  charge,  on  application 
at  the  office  of  the  Board  ef  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request  for 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ad¬ 
dressed.  Four  cents  postage  required  for  each. 


* Inasmuch  as  proposed  amendments  to  the  Fuel  Oil  Rules  are  notv  pending,  before  the  Board  of  Standards  and 
Appeals,  the  publication  of  said  rules,  in  pamphlet  form,  will  be  deferred  until  the  proposed  amendments  have  been 
acted  upon.  In  the  meantime,  applications  for  these  rules  may  be  sent  in  and,  upon  publication,  the  pamphlet  will  be 
mailed  to  those  who  have  applied  for  same. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL." 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . 

Name  of  concern  . . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

44 

44 

44 

44 

44 


SQUAD  MONITORS 
. Squad  No.  1 . 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent:  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc.  IFj 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  bv  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediatelv  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  ROX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  bv  the  Foreman,  shall  the  STREET  - 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  mav  occur 
\\  hen  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  art  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  bv 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  .  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

AiVhOF^HEdUBUI0LDIN?WN  hR'  LE,SSEE  0R  T™- 

ins  and  the  .■rfdSSE’SS*  ofT/e^c^m ' 

the  LAW,  except  as  otherwise  provided  in  these  rules 

SEE^OrH  TFN  A  MTSOnn  represeTin2  the  OWNER,  LES- 
1  1  •  ^  1 -lLlSi  A jsX  who  supervises  thp  PTPrr  hdh  t 

«h.  budding  Shall  submit  £  Sna«  <^,Keau 

Rule  11.  Duties  of  Engineer. 

ME 

for  Deration  ™  and  kept  in  normal  “"dilion 

Whenever  it  is  necessary  to  test  the  firp  alarm  c  * 

mndefi  °^erpERS  o N^ei N^C harge  "of ' rB u i ldTng 

etc  are  completed.  This  precaution  is  taken  to  prevent 
SSTgi"!  eXCltCment’  a,so  "^understanding^  th"e 

Op  mmnmr  \he  dutyof  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each 'calendar 

Ho  shalT  ,he  d* 

He  shall  keep  on  the  premises  a  record  of  such  drills 

showing  the  date  when  held  and  the  required  time  for 

o!!,^“Se'b^^Ch  ,he  a  *>'"*  <>" 


MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  .in  a  respectable  and  orderly 

manner. 


•  ThePERSON  IN  CHARGE  OF  BUILDING  must 

the^Tire6  Drfir  U0 nt  n.ew  .tenantj  .of  the  existence  of 
the  hire  Drill  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

pIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service 
carry  on  the  trade,  business  or  calling  of  establishing 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICESTO  PR  O  PE  RTY  O  WN  E  R  S 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A. 

properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROPOSED  AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF 
OIL  BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  FUEL  OILS. 


(217-21-S) 

NOTICE  IS  HEREBY  GIVEN  that  the  public  hear¬ 
ings  on  the  Fuel  Oil  Rules  were  closed  as  of  this  date, 
December  14,  1923. 

The  proposed  amendments  with  levisions,  which  are 
printed  below,  will  be  considered  for  approval  by  the 
Board  of  Standards  and  Appeals  at  the  regular  meeting  to 
be  held  on  Friday,  January  18,  1924,  at  2  p.  m. 


Rule  1.  Definition.  ,  .  ,  , 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester,  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  ot 
Grade  B  Fuel  Oil. 

Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  hahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 
Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a 
Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel  Oil. 

Fuel  oil  to  be  used  for  commercial  heating  and  power 
purposes  shall  be  at  all  times  contained  in  metal  tan£s 
with  all  openings  or  connections  through  the  tops  oi  the 
tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A  Fuel 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the  Storage 
of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness  or  twelve  (12)  inches  of  masonry  and 
of  dimensions  six  (6)  inches  greater  on  all  sides  than  the 
outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 

top  of  the  tank.  „ 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main- 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 


(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 

(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onet-fourth  (1J4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1^4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have' been  placed  closer  together  than  one  and  one- 
quarter  (1J4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  bv  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 
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(b)  1  anks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Rule  5.  Material  and  Construction  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — Vl  in.  shell,  Vx  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — Va  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  V,  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  Y  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  J4  in-  thick,  Y  in.  diameter  rivets  2%  in.  pitch. 
In  shell  51-16  in.  thick,  Y  in.  diameter  rivets  2)4  in. 
pitch. 

.  In  shell  Y  in-  thick,  Y  in.  diameter  rivets  2)4  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  Y  of  an  inch  in  diameter 
and  spaced  not  more  than  2 Y  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,, channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twentjr- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 


excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 

(h)  1  he  fastening  between  these  members  and  the 

sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
tlie  bar  will  break  before  the  connection  will  let  go. 

***  Vertical  Storage  Tanks  Located  Outside 
ot  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  Y  inch  and  the  minimum  thickness  of  roof 
plates  Y  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

1  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

.  ^  equals  efficiency  of  vertical  joint  in  ring  under  con- 
sidei ation  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Gommission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  substitute  riveting  in  part  or 
for  the  entire  tank,  the  tank  shall  be  fabricated. 

(b)  All  welded  seams  of  plates  shall  be  lapped  not  less 
than  two  (2)  inches,  welded  both  inside  and  outside.  Plates 
shall  be  pulled  up  tight  metal  to  metal  before  welding. 
Outside  and  inside  welds  shall  be  of  a  uniform  cross  sec¬ 
tion  with  minimum  thickness  of  weld  not  less  than  thick¬ 
ness  of  plate  being  welded. 

(cj  Braces  shall  be  butt  welded  with  area  of  welded 
surface  at  least  equal  to  the  cross-section  area  of  the  brace. 
No  weld  in  bracing  member  itself,  nor  bracing  member  to 
body  of  tank,  shall  be  so  welded  as  to  put  the  welds  in 
tension. 

(d)  Heads  shall  be  flanged  not  less  than  two  (2)  inches 
and  set  into  shell  and  welded  inside  and  out.  All  cylindrical 
tanks  shall  preferably  be  built  with  dished  heads.'  Should 
the  owner  desire  to  use  flat  heads,  these  flat  heads  must 
be  braced  in  the  same  manner  as  described  for  the  bracing 
of  flat  sides  of  rectangular  tanks. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 
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Rule  6.  Enclosure  and  Protection  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (lj4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (i4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (V/2)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  weight  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (}4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 
not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade  A 
Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  shall  be  determined  as 
follows:  The  height  from  the  lowest  point  in  the  tank 
to  the  highest  reservoir  from  which  the  tank  may  De 
filled,  times  a  factor  of  two  and  one-half  (2.5)  based 
on  the  weight  of  water.  In  no  case  shall  a  hydrostatic 
test  be  less  than  twenty-five  (25)  pounds  per  square 
inch  for  riveted  tanks  and  not  less  than  thirty  (30)  pounds 
per  square  inch  for  welded  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings 
Above  Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct- 
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ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows,  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hatd  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ($4)  inch  inside  diameter  shall  be 
permitted. 

(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  three  hundred 
(300)  pounds  per  square  inch.  Tests  shall  continue  for 
thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  $4  in.  by  \4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
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automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes.  . 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  slial  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
«n  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 

(c)  Vent  openings  shall  be  screened  by  40x40  non- 
corrodible  wire  mesh,  and  shall  be  of  sufficient  area  to 
permit  proper  inflow  of  liquid  during  the  filling  opera¬ 
tion  and  two  (2)  inches  in  diameter  on  all  tanks  above 
550  gallons  capacity,  and  in  no  case  to  be  less  than  1)4 
inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  a  return  bend  protected  by  a  non-corrodible  40x40 
wire  mesh  screen.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 


Rule  9.  Valves  and  Control  of  Flow  for  Grade  A  Fuel 

oa. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  nacking  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  on  both  sides 
of  each  strainer  in  discharge  and  suction  lines  near 
each  pump;  in  discharge  line  from  each  tank  as  near 
the  tank  as  practicable,  and  in  branch  lines  near  each 
burner.  An  outside  readily  accessible  valve  shall  be  pro¬ 
vided  in  all  supply  lines  entering  buildings  from  tanks. 
Rule  10.  Oil  Level  Indicating  Device  for  Grade  A  Fuel 

Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 

(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  18  degrees  Beaume  and  where 
the  top  of  the  tank  or  tanks  is  not  more  than  ten  (10) 
feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 
Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel  Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Fire  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 
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Rule  17.  Systems  Prohibited  Where  Grade  A  Fuel  Oil 
Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

RULES  FOR  THE  STORAGE  AND  USE  OF 
GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel  Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the  Stor¬ 
age  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  top  and  side  in  4  inches  of  terra  cotta 
or  8  inches  of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place. 
If  soil  conditions  warrant,  tanks  shall  be  completely,  en¬ 
closed  with  reinforced  concrete,  with  at  least  a  6-inch 
space  on  sides  between  tank  and  concrete  filled  with 
sand  or  well  tamped  earth,  and  with  12  inches  of  sand 
on  top  of  tank. 

2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for  Grade 

B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  6. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper,  galvanized 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  shall  be  constructed  of  galvanized  steel  not 
less  than  3/16  inches  in  thickness. 

Rule  21.  Tests  of  Tanks  for  the  Storage  of  Grade  B 
Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  .fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xb6-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Gauging  devices  or  test  wells,  the  breakage  of 

which  would  permit  the  escape  of  oil  or  vapor  within 
the  building,  shall  be  prohibited.  The  top  of  the  well 
when  located  outside  of  a  building  shall  be  sealed  and 
kept  locked  when  not  in  use.  . 

Rule  23.  Oil  Level  Indicating  Device  for  Grade  B 
Fuel  Oil. 

See  Rule  10  for  Gauging  device. 


Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material 

(•a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onebfourth  (}4)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes.  Vent  pipes  shall  be  not  less 
than  ll/2  inches  in  diameter. 

See  Rule  8,  Section  6 — (a),  (b),  (c),  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supplv  pipe  to  burner. 

Rule  26.  Valves  and  Control  of  Flow  for  Grade  B  Fuel 
Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  suction  line  from  each  storage 
tank. 

fb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot'  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
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or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (->4)  of  an  inch  of  Portland  cement  plas¬ 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 
a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is  Per¬ 
mitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 


such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B  Fuel  Oil 

Is  Used. 

I  he  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  A  or  Grade  B 
fuel  oil  within  the  meaning  of  these  rules  unless  such 
type  of  device  or  apparatus  shall  have  been  approved  by 
the  Board  of  Standards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited;  or  shall  the  use.  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RULES 


COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  'construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


RULES 


SPRINKLER  AND  STANDPIPE  EQUIPMENT  IN  ONE  STORY  GARAGE  BUILDINGS. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  Under  Cal.  No.  179-20-Y. 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
the  Charter,  the  Board  of  Standards  and  Appeals  does 
hereby  make  rules  and  regulations  for  the  carrying  into 
effect  of  the  provisions  of  Section  72,  subdivision  L,  and 
Section  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
follows : 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
of  Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
to  buildings  not  exceeding  one  story  in  height,  the  purpose 
of  which  is  occupancy  as  a  garage,  motor  vehicle  repair 
shop,  or  oil  selling  station,  which  buildings  do  not  exceed 
an  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 
when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 


on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets ; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2l/2  in. 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2'/2  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  no  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 
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SUMMARY. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  January  10,  1924  .. 

Restored  to  calendar  . 

Miscellaneous  Actions. 

Requests  to  reopen  . 

Requests  to  amend  . . . 

Requests  for  modification  . . 

Requests  to  rescind  . . 

Requests  for  extension  of  time  . . 

Requests  for  extension  of  permit  . 

Requests  to  install  . 

Adminis'trative  requests  . 

Requests  for  interpretation  . 


DISPOSITION  OF  CASES. 

627  Withdrawn  .  5 

Dismissed  .  4 

Denied  .  6 

34  Granted  .  0 

Granted  on  condition  .  25 

Appliances  approved  .  0 

0  Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  2 

Rules  disapproved  .  0 

Miscellaneous  Actions. 

4  Requests  to  reopen  granted  .  3 

Requests  to  reopen  denied .  1 

0  Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

3  Requests  for  modification  granted  .  3 

Requests  for  modification  denied  .  0 

0  Requests  to  rescind  granted .  0 

Requests  to  rescind  denied .  0 

1  Requests  for  extension  of  time  granted  .  1 

Requests  for  extension  of  time  denied  .  0 

0  Requests  for  extension  of  permit  granted  .  0 

Requests  for  extension  of  permit  denied  .  0 

0  Requests  to  install  granted  .  0 

Requests  to  install  denied  .  0 

0  Administrative  requests  granted  . 0 

Administrative  requests  denied  .  0 

0  Interpretations  .  0 

Requests  withdrawn  or  dismissed  .  0 


Total  . ••••  689 

Disposed  of  . . .  ^0 

Cases  pending  January  10,  1924  .  619 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  .appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  .  ,  ,  . 

Third,  That  no  plea  of  ignorance  of  the  date  oi  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


Total 


50 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
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John  J.  Beatty  Henry  L.  Connell 
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HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition,  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be^  called  in  Room  919,  on  Tuesday,  January  22, 
1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  29,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 


All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  January  15 

1924. 

Minutes  of  meeting,  Board  of  Standards  and  Ap¬ 
peals,  January  15,  1924. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  January  11,  1924. 

Correction. 

Rules  Adopted. 

Progress  Report.  P  7 


No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

#  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relien  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

_  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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New  Cases 
Cal  No. 
66-24-A . 

65-24-A . 

64-24-BZ - 

.  63-24-S . 

62-24-SA..  . . 

61-24-S . 

60-24-S . 

59-24-BZ - 


58-24-BZ. .  .  . 


56-24-BZ - 


55-24-A . 


54-24- A - 


53-24-BZ. . .  . 


52-24-S . 


51-24-S . 


50-24-A  - 


49-24-S - 


48-24-BZ. .  . 


4 7-24- A - 


46-24- A - 


45-24- A . 


44-24-S - 


43-24-BZ. .  . 


42-24-S - 


41-24-A - 


40-24-A _ 


39-24-A _ 


CALENDAR 


DOCKET. 

Filed  Week  Ending  January  17,  1924. 


Department  Premises  Affected 


F.D.  .. 

.270-282  Powell  st.,  Bklyn. 

F-51704. 

F.D.  .. 

.611-621  5th  ave.,  Man. 

N.  B.  1443-1922. 

B.B.M.  . 

.332-340  E.  84th  st.,  Man. 

N.  B.  15-1924. 

F.D.  .. 

.1007-1009  Buchman  ave., 
Ridgewood,  Q.  L.  D.  53172. 

F.D.  .. 

.Kleen-Heet  Oil  Burner.' 

Appliance. 

B.B.M.  . 

.26  E.  55th  st.,  Man. 

Variation  of  Labor  Law. 

B.B.M.  . 

.262-268  W.  38th  st.,  Man. 

N.  B.  460-1923. 

B.B.B. 

..176  Wilson  ave.,  Bklyn. 

N.  B.  24354-1923. 

B.B.Q.  . 

,.N.  W.  C.  20th  st.  &  Jackson 

ave.,  Elmhurst,  L.  I.,  Q. 

N.  B.  19038-1923. 

B.B.M. 

..222-224  W.  37th  st.,  Man. 

N.  B.  232-1923. 

.B.B.B. 

..119-147  E.  22nd  st.,  Bklyn. 

N.  B.  21576-1923. 

.F.D.  .. 

.1569  Ocean  ave.,  Bklyn. 

Alt.  1663-1923. 

.F.D.  .. 

.250  West  st.,  Man. 

L.  C.  21820. 

.B.B.Q. 

.  .N:  W.  C.  21st  st.  &  Roosevelt 

ave.,  Elmhurst,  L.  I.,  Q. 

N.  B.  20606-1923. 

B.B.M. 

..32-34  W.  39th  st.,  Man. 

N.  B.  483-1923. 

.B.B.M. 

..240-248  W.  40th  st.,  Man. 

N.  B.  95-1923. 

.B.B.B. 

..N.  W.  C.  72nd  st.  &  22nd  ave., 
Bklyn.  N.  B.  18146. 

.F.D.  . 

..84-94  Broome  st.,  Man. 

L.  D.  50092. 

.B.B.M. 

..2502  Amsterdam  ave.,  Man. 

N.  B.  1-1924. 

.B.B.B. 

..2565-2575  Ocean  ave.,  Bklyn. 

Alt.  24507-1923. 

.F.D.  . 

..33-43  DeGraw  st.,  Bklyn. 

F-51804. 

.F.D.  ... 

..13  University  pi.,  Man. 

L.  C.  21850. 

.B.B.M. 

..218-222  W.  34th  st.,  Man. 

Variation  of  Labor  Law. 

.T.H.  . 

..176  Underhill  ave.,  Bklyn. 

Alt.  1165-1923. 

.B.B.M. 

..104-112  W.  29th  st.,  Man. 

N.  B.  70-1923. 

.F.D.  . 

..106-108  Fulton  st.,  Man. 

L.  C.  21982. 

.F.D.  . 

..362-380  DeKalb  ave.,  Bklyn. 

F-52361. 

.F.D.  . 

..45-67  Williams  pi.,  Bklyn. 

F-52486. 

38-24-A . F.D.  . . .  N.  E.  C.  101st  ave.  &  86th  st., 

-  Woodhaven,  L.  I.,  Q.  F-51388.  * 

37-24-A . F.D.  ...558-564  Flushing  ave.,  Bklyn. 

-  F-52101.  ! 

36-24-BZ . B.B.B.  ..50-60  E.  98th  st.,  Bklyn. 

-  N.  B.  23793-1923.  1 

35-24-A . F.D.  ...321-337  6th  ave.,  Man. 

-  F-43884. 

Restored  to  Calendar. 

1088-23-S . F.D.  ...41  W.  36th  st.,  Man. 

-  Variation  of  Labor  Law. 

84-23-BZ . B.B.M.  ..69-71  W.  90th  st.,  Man. 

Alt.  79-1923. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens  . 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department  • 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  22,  1924,  at  2  p.  in.  . 

Building  Zone  Cases. 

640-23-BZ.  » 

APPLICANT— Samuel  Rosenblum,  for  Joseph  G.  Mar- 
sicano,  owner. 

PREMISES — 1029  41st  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
three  (3)  pleasure  and  two  (2)  commercial  mo¬ 
tor  vehicles. 


1 133-23-BZ. 

APPLICANT — Philip  Bardes,  for  Hyman  Hermele  and 
Samuel  Heft,  owners. 

PREMISES — 1005-1007  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  in  height  of  a  one-story  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

1372-23-BZ. 

APPLICANT— Harry  A.  Yarish,  for  Alexander  Fox, 
owner. 

PREMISES — 300-310  Winthrop  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1478-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Michael  J.  Adrian 
Corp.,  owner. 

PREMISES— 200-208  East  111th  street,  2013-2027  3rd  ave¬ 
nue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1510-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Morris  Schrimann, 
owner. 

PREMISES— West  side  Merriam  avenue,  360.78  ft.  south 
of  170th  street.  The  Bronx. 

TO  PERMIT  in  a  residence  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  .(5)  motor  vehicles. 
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854-23-BZ. 

APPLICANT — Edward  L.  Larkin,  for  Rexburg  Realty 
Corp.,  owner. 

PREMISES— Northwest  comer  of  170th  street  and  College 
avenue,  The  Bronx. 

TO  PERMIT  the  extension  into  a  residence  district  the 
erection  and  maintenance  of  a  theatre  building. 

1494-23-BZ. 

APPLICANT — McKnown  &  Condon,  for  Broadway-94th 
Street  Realty  Co.,  Inc.,  owner. 

PREMISES— 214-218  West  95th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1502-23-BZ. 

APPLICANT — Isaac  H.  Lubin,  owner. 

PREMISES — 334  East  50th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  the  basement  and  the  conversion  of  oc¬ 
cupancy  of  the  basement  from  residence  to  manu¬ 
facturing  purposes. 


BOARD  OF  APPEALS. 

Tuesday,  January  22,  1924,  at  10  a.  m. 

Appeals  from  Adviinistrative  Orders. 

1318-23-A — 921  3rd  avenue,  Manhattan. 

1340-23-A — 131-147  Jewell  street  and  203-211  Meserole 
avenue,  Brooklyn. 

1356-23-A — Sheepshead  Bay  Inlet  opposite  Irving  street, 
Sheepshead  Bay,  Brooklyn. 

1360-23-A — 329  East  Houston  street,  Manhattan. 
1377-2S-A— 1660-1662  Webster  avenue,  The  Elon 
1380-23-A — 1,000  ft.  off  Pier  No.  8,  Tompkin$ville,  S.  I., 
Richmond. 

220-23-A — 42  West  99th  street,  Manhattan. 

382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

1351-23-A — 295-307  St.  Johns  place,  Brooklyn. 

1387-23-A — 622-640  West  57th  street.  Manhattan. 

13S0-23-A — Northwest  corner  of  3rd  avenue  and  Broad¬ 
way,  L.  I.  City,  Queens. 

1488-23-A — 113-119  4th  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 

CAL  NO.  T194-23-BZ — Application,  October  18,  1923,  under 
the  building  zone  resolution,  of  Joseph 
A.  Fagnant,  applicant,  on  behalf  of 
Zaret  Bros.,  Inc.,  owner,  to  permit  in 
a  “D”  district  extending  into  an  “F” 
district  the  erection  and  maintenance  of 
a  building  without  a  setback  of  15  ft. 
from  the  front  lot  line  as  required  by 
the  zone  resolution  when  within  an 
"F”  district;  premises  south  side  ol 
Edgemere  avenue,  119  ft.  west  of  Beach 
35th  street,  Edgemere,  Que^s. 


CAL. 


CAL. 


>  >-...i-BZ  Application,  September  7,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
American  Railway  Traffic  Co.,  owner 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  145S-1461 
Gates  avenue,  Brooklyn. 

no.  12a4-23-BZ— Application,  November  3,  1923,  under 
buiIdin£  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex- 
istmg  building  and  change  of  occupancy 
from  a  stable  to  a  garage  for  the  stor¬ 
age  of  more  titan  five  (5)  motor  ve¬ 
hicles;  premises  14  2nd  avenue,  Man¬ 
hattan. 


cal.  no.  1289-23-BZ  Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Cardstein,  architect,  on  behalf  of  Ab- 

i  tint  Realty  Corp.,  owner,  to  permit  in 

a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  theatre  and  business  build¬ 
ing;  premises  4515  New  Utrecht  ave¬ 
nue,  Brooklyn. 

cal.  no.  1312-23-BZ — Application,  November  15,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corp.,  applicant,  on  behalf 
of  Kaybee  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1795  Jerome  ave¬ 
nue,  The  Bronx. 


cai..  no.  1164-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  Wil- 
,  liam  F.  Doyle,  applicant,  on  behalf  of 

Realty  Supply  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
,  .  the  storage  of  more  than  five  (5)  mo¬ 

tor  vehicles;  premises  2314-2320  Snyder 
avenue,  Brooklyn. 

cal.  no.  1264-23-BZ — Application,  November  5.  1923.  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Alphonso  E.  Pelham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  E.  S.  Jerome  avenue, 
325  ft.  north  of  Bedford  Park  boule¬ 
vard,  The  Bronx. 

cal.  no.  1458-23-BZ — Application,  December  10,  1923.  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Garrison  Land  Companv,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles:  premises  W.  S.  Dyckmnn 
street,  294  ft.  6Rf  in.  south  of  St.  Nich¬ 
olas  avenue,  Manhattan. 

cal.  no.  259-23-BZ — Application,  February  28,  1923,  under 
the  building  zone  resolution,  of  John 
De  PTart,  applicant,  on  behalf  of  Gregor 
Feihel,  owner,  to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for 
the  storage  of  three  (3)  motor  ve¬ 
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hides,  two  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  636 
East  219th  street,  southwest  corner  of 
Olinville  avenue,  The  Bronx. 

cal.  no.  1132-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of- 
Anna  and  Ida  Farber,  owners,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  4224  17th 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  22,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

918-23-S— 338-340  Pearl  street,  Manhattan. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

1347-23-S — 20  West  56th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 

RULES. 

1517-23-SR — Recommendation  to  Board  of  Aldermen  for 
proposed  amendment  to  Building  Code, 
prohibiting  the  use  of  and  installation 
of  wood  shingles  for  roofing. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  January  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

1271-23-A — 126  East  32nd  street,  Manhattan. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

1322-23-A — 26  East  55th  street,  Manhattan. 

1295-23-A— 359-363  9th  avenue,  Manhattan. 

1008-23-A— 1363-1377  Sedgwick  avenue,  The  Bronx. 
709-23-A — 43  West  16th  street,  Manhattan. 

1137-23-A — 1295-1307  Broadway,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  January  25,  1924,  at  _  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1100-23-BZ— Application,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 


be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1086-23-BZ — Application,  September  14,  1923, 

under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street, 
Brooklyn. 

cal.  no.  1156-23-BZ — Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

cal.  no.  1125-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Harry 
H.  Cohen,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx. 

CAL.  NO.  1309-23-BZ— Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Her¬ 
man  Kronenberg,  owner,  to  permit  in 
a  business  district  the  erection  ana 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  98-120  Livonia  ave¬ 
nue,  from  Douglass  to  Herzl  street, 
Brooklyn. 

cal.  no.  1319-23-BZ— Application,  November  16,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  E 

G.  Hothan,  owner,  to  permit  in  an  un¬ 
restricted  district  extending  into  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  23-45  Caton  place,  Brooklyn. 

cal.  no.  1005-23-BZ— Application,  August  13,  1923  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance-  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
northeast  corner  of  Putnam  avenue, 
Brooklyn. 
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cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1111-23-BZ — Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitc 
&  Hulse,  applicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  Building  Zone  Reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  208-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  January  29,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

733-23-BZ. 

APPLICANT — Edward  R.  Koch,  for  Hugh  A.  McGorry, 
owner. 

PREMISES — 3420  Olinville  avenue,  The  Bronx. 

TO  PERIMT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing  on  the  prem¬ 
ises. 

907-23-BZ. 

APPLICANT — Samuel  A.  Kelsey,  for  Amelia  E.  Kelsey, 
owner. 

PREMISES — 229  West  137th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  in  part  from  residence  to  a  business  use. 

1165-23-BZ. 

APPLICANT — William  F.  Doyle,  for  One  Thirty-Six 
Pulaski,  Inc.,  owner. 

PREMISES — 83-91  Vernon  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1509-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Emily  D.  Hogan 
and  Mary  C.  Harnish,  owners. 

PREMISES — South  side  of  Evelyn  place,  100  ft.  west 
’.  of  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required  by  the  zone 
resolution. 

1178-23-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Murray  M.  Shin- 
del,  owner. 

PREMISES — 279-285  Vernon  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1292-23-BZ. 

APPLICANT — 'Frank  Shary  and  Emma  Shary,  owners. 

PREMISES — 761  East  230th  street,  The  Bronx. 


I O  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle. 

1316-23-BZ. 

APPLICANT — John  Lavelle,  lessee. 

PREMISES— 167  West  73rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  occupancy  in  basement  of  an  existing  resi¬ 
dence  building. 

1389-23-BZ. 

APPLICANT — John  Morrison,  owner. 

PREMISES — 4634-4646  Bay  Parkway,  Brooklyn. 

TO  PERMIT  in  a  residential  “E”  area  district  the  erection 
and  maintenance  of  a  residence  building  occupying 
more  than  30  per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb  level. 

1475-23-BZ. 

APPLICANT— James  Kearney,  for  William  Danenbaum 
owner. 

PREMISES — 3158  Webster  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

84-23-BZ. 

APPLICANT— Thomas  I.  Sheridan,  for  Samuel  Block, 
owner. 

PREMISES— 69-71  West  90th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  alteration  of  existing 
building  and  change  of  occupancy  from  manufactur¬ 
ing  of  motion  picture  films  to  garage  for  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  29,  1924,  at  10  a.  m. 

appeals  from  Administrative  Orders. 

1391-23-A — 380-392  West  12th  street,  Manhattan. 
1424-23-A— 627-635  West  133rd  street,  Manhattan. 

1435-23- A — 431-443  Atlantic  avenue,  Brooklyn. 

1442- 23-A— 114-116  East  13th  street,  Manhattan. 

1443- 23-A — 121  Lexington  avenue,  Manhattan. 

1450-23-A — 3  East  17th  street,  Manhattan. 

728-23-A — 1029  East  163rd  street  and  943  Southern  boule¬ 
vard,  The  Bronx. 

831-23-A — 697-707  Kent  avenue,  rear,  Brooklyn. 

895-23-A — 573  Lexington  avenue  and  140-146  East  51st 
street,  Manhattan. 

1142-23-A — 461  West  150th  street,  Manhattan. 

1173-23-A — 82-82 ^  Beekman  street,  Manhattan. 

1277-23-A — 7  East  14th  street,  Manhattan. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1337-23-A — 232  Cooper  street,  Brooklyn. 

1353-23-A— 156-172  East  21st  street,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal  no  984-22-BZ— Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
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of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — [Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  live  (5)  mo¬ 
tor  vehicles ;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

cal.  no.  1410-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  George 
M.  McCabe,  architect,  on  behalf  ol 
Wendell  &  Evans  Company,  owner,  to 
permit  in  an  unrestricted  district  ex¬ 
tending  into  a  business  district  the 
alteration  and  conversion  of  an  exist¬ 
ing  stable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
160-168  West  10th  street,  Manhattan, 

cal.  no.  1350-23-BZ — Application,  November  22,  1923,  undei 
the  building  zone  resolution,  of  Wil¬ 
liam  Higginson,  architect,  on  behalf  of 
E.  J.  Trum,  Inc.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  manufacturing  purposes;  premises 
764-776  4th  avenue,  northwest  corner 
of  26th  street,  Brooklyn. 

cal.  no.  1308-23-BZ— Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of 
Aimee  Klein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1819-1837  Cropsey  avenue, 
northeast  corner  of  Bay  19th  street, 
Brooklyn. 

cal.  no.  632-20-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Elmer  E.  Stevens,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
denied,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  and  extension  in 
area  of  an  existing  stable  for  more  than 
five.  (5)  horses  into  a  garage  for  more 
than  five  (5)  cars;  premises  1910  Wal¬ 
ton  avenue,  The  Bronx. 

cal.  no.  1400-23-BZ — Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Turin  Garage  and  Supply  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  ex¬ 
isting  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
55  West  93rd  street,  Manhattan. 

cal.  no.  1398-23-BZ — Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  architect,  Schinasi  Com¬ 
mercial  Corp.,  owner,  Edward  I.  Hey- 
mann,  lessee,  to  permit  in  a  business 
district  the  alteration  and  conversion 
of  an  existing  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  311 
West  120th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217- 23-S — 147-149  West  29th  street,  Manhattan. 

1218- 23-S — 213  East  19th  street,  Manhattan. 

1223-23-S — 35  West  20th  street,  Alanhattan. 

1381-23-S — 129-135  Degraw  street  and  50-60  Tiffany  place, 
Brooklyn. 

1392-23-S — 146-150  William  street,  Alanhattan. 

1419-23-S — 2133  1st  avenue,  Manhattan. 

1422-23-S — 126  West  21st  street,  Manhattan. 

1427-23-S — 225-235  West  37th  street,  Manhattan. 

1448-23-S — 137-139  Grand  street,  Manhattan. 

1451-23-S — 27  West  35th  street,  Alanhattan. 

1485- 23-S — 13  East  8th  -street,  Manhattan. 

1486- 23-S — 19  East  8th  street,  Alanhattan. 

1492- 23-S — 570-572  Grand  street,  Manhattan. 

1397-23-S — 60  Walker  street,  Manhattan. 

1552-23-S — 118  Aladison  avenue,  Alanhattan. 

1409-23-S — 125-135  Raymond  street,  Brooklyn. 

1119-23-S — 233-243  Greene  street,  Brooklyn. 

1370-23-S — 361  7th  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

1493- 23-SA — Newport  Rotary  Oil  Burner,  approval  of. 


1384-23-A- 

1393-23-A- 

1449-23-A- 

1463-23-A- 


1252 

1378 

1524 

1124 

1305 

1313 

1459 

1474 

1480 


-23-A- 
-23-A- 
•23-A- 
-23-A- 
-23-A- 
-23-A- 
-23-A- 
•23-A- 
23-A — : 


BOARD  OF  APPEALS. 

Tuesday,  February  5,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

-139-141  West  19th  street,  Manhattan. 

-S.  S.  Aleadow  street,  from  Pearson  street  to 
Anable  avenue,  L.  I.  City,  Queens. 

-13  Broadway,  Flushing,  Queens. 

S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied¬ 
ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 
107  East  126th  street,  Manhattan. 

-27  East  137th  street,  Alanhattan. 

-803-811  Avenue  P,  Brooklyn. 

-71  Nassau  street,  Manhattan. 

-233-239  West  42nd  street,  Manhattan. 

208  Bowery,  Manhattan. 

4805  New  Utrecht  avenue,  Brooklyn. 

60  East  191st  street,  The  Bronx. 

327-347  Walnut  avenue,  The  Bronx. 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning  February  5,  1924,  at  10 
o’clock,  in  Room  919,  Alunicipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1447-23-BZ — Application,  December  7,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Cedar 
Land  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
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age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  of  Je¬ 
rome  avenue  and  East  Tremont  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave- 
nue,  The  Bronx. 

cal.  no.  1385-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  Catherine  Sil- 
berhorn,  owner,  Max  Ludecke,  lessee, 
to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  business  building,  also  to 
construct  building  over  entire  lot  area 
omitting  a  rear  yard  as  required  by 
the  building  zone  resolution;  premises 
150-152  West  127th  street,  Manhattan. 

cal.  no.  420-23-BZ — Application,  April  10,  1923,  under  the 
building  zone  resolution,  of  Henry  H. 
Ehrlich,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
two  (2)  motor  vehicles;  two  spaces 
rented  to  persons  not  residing  on  the 
premises  ;  premises  740  Sylvester  avenue 
(formerly  Mandsley  street),  Jamaica, 
Queens. 

cal.  no.  1168-23-BZ — 'Application,  October  11,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Jennie  Reizenstein,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes ;  premises  284 
Woodbine  street,  southeast  corner  of 
Irving  avenue,  Brooklyn. 

cal.  no.  1054-23-BZ — Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Frank 
R.  Hewitt,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  (2) 
pleasure  motor  vehicles ;  two  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2250  Aqueduct  ave¬ 
nue,  northeast  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  1055-23-BZ — Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Michael 
Lyndsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  2218  Aqueduct  ave¬ 
nue,  southeast  corner  of  Buchanan 
place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  5,  1924,  at  2  />.  m. 

Appeals  from  Administrative  Orders. 

233-23-A — 1835  Carter  avenue,  The  Bronx. 

531- 23- A — -Southwest  corner  of  34th  street  and  Park  ave¬ 

nue,  Manhattan. 

532- 23- A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

86 1-23 -A — 60-62  West  116th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  'Tuesday  afternoon,  February  5,  1924,  at 
2  o  clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  497-23-BZ— Application,  April  24,  1923,  under  th 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue. 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Wednesday,  February  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

927-23-A — 418  East  15th  street,  Manhattan. 

965-23-iA — 545  East  75th  street,  Manhattan. 

1328-23-A — 277  Greene  avenue,  Brooklyn. 

1418-23-A— -81-95  Wallabout  street,  Brooklyn. 

1430- 23-A — 4-10  John  street,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

147 1-23- A — <342  West  24th  street,  Manhattan. 

1479-23-A — 46  8th  avenue,  Brooklyn. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  February  13,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters ; 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 
cal.  no.  12 10-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
George  Hummel,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  an  extension  to  an  ex¬ 
isting  building  used  for  business  pur¬ 
poses;  premises  2365  Myrtle  avenue, 
Brooklyn. 
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cal.  no.  X212-23-BZ — Application,  October  24,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Mary  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1115-1119  Intervale  avenue, 
The  Bronx. 

<  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

(  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 


cal.  no.  1404-23-BZ — Application,  November  30,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Strang  and  Tinea  Strang,  appli¬ 
cants  and  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
from  manufacturing  and  dead  storage 
to  the  use  of  fur  dressing;  premises 
178-180  S.  Portland  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

IV ednesday ,  February  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1327-23-S — 277  Greene  avenue,  Brooklyn. 

1462-23-S— 158-160  West  26th  street,  Manhattan. 

1 532-23- S — 17  East  53rd  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23-A — 196  19th  street,  Brooklyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  15,  1924. 
Present :  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  January  8,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  3,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

531-23-A. 

APPELLANT— Ballard  Oil  Co.,  for  Vanderbilt  Hotel 
Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— Southwest  corner  Park  ave¬ 
nue  and  East  34th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


532- 23- A. 

APPELLANT — Ballard  Oil  Co.,  for  Palace  Theat  e 
Realty  Company. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1564  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


533-23-A. 

APPELLANT — Ballard  Oil  Co.,  for  New  York  Linen 
Supply  and  Laundry  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — Southwest  corner  1st  avenue 
and  East  62nd  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  James  Kearney. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 

1000-23-A. 

APPELLANT — Morris  U.  Ely  and  Jos.  Diehl  Facken- 
thal,  receivers  for  The  Central  Metal  Products 
Corp.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 2nd  avenue  and  9th  street, 
College  Point,  Queens. 

APPEARANCES— 

For  Appellant:  A.  T.  Douglas  and  Thomas  R. 

Hart,  Jr. 

ACTION  OF  BOARD — 'Laid  over  to  February  26,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tives. 


900-23-A. 

APPELLANT — S.  Casino,  for  Casino  &  Catalucci,  les¬ 
sees. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 339-341  Lafayette  street,  Man¬ 
hattan. 


04 


MINUTES 


APPEARANCES— 

For  Appellant:  S.  Casino. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby .  5 

Negative  .  0 

Absent:  Air.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(900-23-A) 

Whereas,  S.  Casino,  for  Casino  &  Catalucci,  lessees,  filed, 
July  14,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  339- 
341  Lafayette  street.  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  3,  1923,  reads: 

“Section  232-2,  chapter  10,  code  of  ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  artificially  lighted  by  means  other  than  elec¬ 
tricity  and  in  any  building  which  is  not  equipped  with 
an  improved  two-source  system  of  automatic  sprinklers. 

“You  are,  therefore,  ordered  to: 

“1.  Forthwith  remove  all  nitro-cellulose  products.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  30  ft.  by  100  ft.  in  area.  OCCUPIED  :  1st  story, 
stores;  2nd  story,  mfg.  and  offices;  3rd  story,  manufactur¬ 
ing,  5  tenants,  four  of  whom  are  setting  stones  in  cellu¬ 
loid  novelties,  25  persons ;  the  means  of  egress  consisting 
of  two  interior  stairways  enclosed  in  fire  resisting  material; 
the  building  being  lighted  by  electricity ;  and 
_  Whereas,  appellant  contends  that  he  carries  no  stock, 
just  receiving  goods,  setting  stones  and  immediately  sending 
goods  out. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sprinkler  system  as  ap¬ 
proved  under  resolution  of  Cal.  1282-23-A  be  installed  in 
accordance  therewith  and  the  conditions  of  said  appeal  be 
complied  with. 


233-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Dominant  Realty 
Corp.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREAIISES  AFFECTED — 1835  Carter  avenue,  The  Bronx. 
APPEARANCES— 

I' or  Appellant:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


1306-23-A. 

APPELLANT — Gold  Beekman  Corp  .,  owner. 

SLBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AI'FECTED — 61  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Harry  R.  Berlinicke. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Appeal  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


THE  RESOLUTION: 


i,W»TAS’  001(1  ,Beek.man  CorP->  owner,  filed,  November 
14  1923,  an  appeal,  with  the  board  of  appeals,  from  an 

^ners^Ma„SniStder'  a,fCCting  PrCn,iSeS  BcCk- 

AuYuT^NSr^:0'  ^  SrC  ««ed 

“Order  No.  49639-F: 

“.1.  File  plans  for  sprinkler  system.  Said  plans  and 
sprinkler  system  must  conform  to  the  Rules  of  the 
Board  of  Standards  and  Appeals  and  be  approved  by 
tins  Department  Sec.  20,  Ch.  12,  code  of  ordinances.” 
ine  decision  of  the  fire  commissioner,  rendered  October 
15,  1923,  in  acting  on  Alt.  App.  No.  1201-23,  reads: 

“1.  Main  drain  riser  must  be  2  inches  in  diameter 
floor  drains  to  same  must  be  1%  in. 

“2.  Are  the  heads  controlled  by  the  2J4  inch  valve 
adjacent  to  Ann  St.  1st  floor  exposed  to  cold  weather? 

‘3.  Pressure  tank  must  have  at  least  5,000  gal.  wa¬ 
ter  capacity.”  ; 

and 


Whereas,  the  building  is  fireproof,  seven  stories  and 
basement  in  height,  22  ft.  by  98  ft.  in  area,  fronting  on 
eekman  and  Ann  streets;  OCCUPIED  by  manufacturing 
jewelers,  200  persons  in  the  building;  and 
Whereas,  the  budding  is  equipped  with  a  sprinkler  sys¬ 
tem  supplied  from  two  tanks,  containing  6,666  gals,  of  wa¬ 
ter  available  for  the  sprinkler  system,  which  requires  only 
4,300  gals.,  figuring  43  sprinkler  heads  to  a  fire  area. 

Resolz'ed,  that  the  order  of  the  fire  commissioner,  as  it  re¬ 
lates  to  Item  3,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  two  pressure 
tanks,  the  minimum  total  capacity  of  which  shall  not  be 
less  than.  6,000  gallons,  be  maintained,  and  granted  so  long 
as  conditions  as  to  occupancy  and  use  remain  substantially 
unchanged;  and  that  the  order,  as  to  Items  1  and  2,  be 
and  it  hereby  is  affirmed,  and  the  appeal  as  to  these  items 
be  and  it  hereby  is  denied. 


715-23-A. 

APPELLANT— Charles  B.  Meyers,  for  Molan  Realty 
Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 51-53  Maiden  lane,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  B.  Meyers. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  o 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(715-23-A) 


Whereas,  Charles  B.  Meyers,  for  Molan  Realty  Corp., 
owner,  filed,  June  7,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  51-53  Maiden  lane,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  9,  1923,  reads: 

“9.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  east,  west  and  north 


95 


MiNUTES 


sides  of  building,  or  other  approved  protection.  Sec. 
375,  Art.  18,  Ch.  5,  code  of  ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  39  ft.  2  in.  by  139  ft.  in  area,  equipped  with  a  stand 
pipe;  OCCUPIED  as -offices,  35  persons  per  story;  and 

Whereas,  there  are  four  (4)  windows  in  the  6th  story 
and  six  (6)  windows  in  the  9th  story  in  the  east  wall  at 
the  front  which  are  within  50  ft.  of  the  adjoining  roof; 
there  is  one  (1)  window  in  the  8th  story  and  there  are  three 
(3)  windows  in  the  9th  story  in  the  east  wall  at  rear, 
which  are  within  50  ft.  of  an  adjoining  roof;  there  are 
approximately  eight  (8)  windows  on  each  story  in  the  west¬ 
erly  wall  at  the  rear  which  are  within  30  ft.  of  openings 
in  an  adjoining  building  and  there  are  approximately  ten 
(10)  windows  in  each  story  in  the  northerly  wall  above 
the  6th  story  which  are  within  50  ft.  of  an  adjoining  roof; 
and 

Whereas,  appellant  contends  that  the  building  is  used 
solely  as  an  office  building;  no  manufacturing  is  done; 
nothing  hazardous  or  inflammable  is  stored  within  the  build¬ 
ing,  and  that  the  building  adjoining  to  the  west  is  fireproof 
and  the  other  adjoining  buildings  are  of  such  use  that  there 
is  little  likelihood  of  the  spread  of  fire. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  existing  protection  and  use  of  adjoin¬ 
ing  buildings  remain  unchanged. 


Whereas,  the  building  is  fireproof,  one  story  in  height, 
66  ft.  6  in.  by  98  ft.  8J4  in.  (6,563  sq.  ft.)  in  area;  OC¬ 
CUPIED  as  a  motion  picture  theatre  with  888  seats,  and 
no  stage  or  balcony ;  the  means  of  egress  consisting  of  regu¬ 
lation  exits  to  Liberty  avenue;  two  exits  to  Lincoln  avenue 
and  two  exits  to  a  9  ft.  court  at  the  side ;  there  are  two 
small  stores  at  the  front,  separated  from  the  theatre  portion 
by  an  unpierced  brick  wall  and  fireproof  ceiling;  and 

Whereas,  appellant  contends,  as  to  Item  No.  1,  that  the 
building  is  only  6,500  sq.  ft.  in  area,  that  there  is  no  stage, 
scenery  or  dressing  rooms  and  no  occupancy  above  the  audi¬ 
torium,  and  proposes  to  install  a  4  in.  direct  connected  to 
city  main  standpipe  system  with  risers  and  hose  outlets  so 
placed  that  not  more  than  100  ft.  of  214  in.  hose  shall  be 
required  to  reach  all  parts  of  the  auditorium ;  that  the  build¬ 
ing  complied  with  all  other  requirements  of  article  25,  chap¬ 
ter  5,  code  of  ordinances,  as  to  construction  and  portable  fire 
extinguishers,  and  as  to  Item  No.  2.  in  view  of  the  fact 
that  the  theatre  has'  no  balcony  and  no  occupancy  above 
auditorium;  there  is  a  fire  hydrant  100  ft.  from  the  entrance 
on  Liberty  avenue  and  150  ft.  from  exit  on  Lincoln  ave¬ 
nue. 

Resok’cd,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  standpipe  system  be  installed 
with  a  four-inch  direct  connection  to  street  main,  fed  two 
ways ;  standpipe  to  be  equipped  with  necessary  outlets  and 
hose,  etc. 


861-23-A. 

APPELLANT — Regum  Amusement  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at  2 

p.  m. 


1149-23-A. 

APPELLANT — William  F.  Doyle,  for  Leader  Theatre 
Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1114-1120  Liberty  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Administration;  Inspector  Carroll  of. fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


•Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1149-23-A) 

Whereas,  William  F.  Doyle,  for  Leader  Theatre  Corp., 
lessee,  filed,  Oct.  5,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1114-20  Liberty  avenue,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  2,  1923,  in  acting  on  N.  B.  Application  No.  751-20, 
reads : 

“1.  Provide  a  3500  gallon  gravity  tank  on  roof  for 
standpipe  fire  line. 

“2.  Provide  an  electric  pump  with  a  capacity  of  250 
gallons  per  minute,  supplied  by  25  H.  P.  electric  motor 
and  a  5,000  gallon  suction  tank  constructed  of  steel”  or 
reinforced  concrete.”; 

and  i 


1 1 88-23- A 

APPELLANT — Frank  S.  Schwancr,  for  the  Studebaker 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 611-621  West  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Frank  S.  Schwaner. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent:  Mr.  Beatty  arid  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1188-23-A) 

Whereas,  Frank  S.  Schwaner,  for  Studebaker  Corp., 
owner,  filed,  October  18,  1923,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  611-21  West  131st  street,  Manhattan;  and 

W  hereas,  the  decision  of  the  fire  commissioner,  rendered 
August  31,  1923,  reads: 

“6.  Capacity  of  the  gravity  tank  in  excess  of  25,000 
gals,  will  have  to  be  determined  by  the  Board  of  Stand¬ 
ards  and  Appeals.” ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
197  ft.  6  in.  by  172  ft.  3  in.  (34,000  sq.  ft.)  in  area.  OC¬ 
CUPIED  :  1st  story,  garage  and  office,  8  persons ;  2nd 
story,  repair  shop  and  show  room,  10  persons;  3rd,  4th,  5th 
and  6th  stories,  auto  storage  and  repairs,  10  persons  per 
story  ;  and 

Whereas,  appellant  proposes  to  install  a  36,000  gallon 
tank  to  supply  the  sprinkler  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  tank  be  equipped  in  all  re¬ 
spects  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals,  and  that  the  structural  requirements  of 
the  building  code  shall  be  complied  with. 


I 


MINUTES 


1241-23-A. 

APPELLANT— James  P.  Whiskeman,  for  Wilpin  Corp., 

owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED- — 52-54  William  street,  Manhat¬ 
tan. 

For  Appellant :  James  P.  Whiskeman  and  Arthur 
C.  Bang. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  G 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(1241-23-A) 


Whereas,  James  P.  Whiskeman,  for  Kuhn,  Loeb  &  Co., 
lessee,  filed,  October  31,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  52-54  William  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  9,  1923,  reads: 

“1.  Repair  and  place  in  proper  working  order  stand¬ 
pipe  system  and  comply  with  the  following : 

“A — Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.”; 
and 

Whereas,  the  building  is  fireproof,  twenty-one  (21) 
stories  in  height,  68  ft.  5)4  in.  by  91  ft.  J-g  in.  in  area;  OC¬ 
CUPIED  as  an  office  building;  and 
Whereas,  appellant  contends  that  the  21st  story  is  a  pent 
house  used  only  for  storage  purposes  and  that  located  there¬ 
in  is  a  4,000  gallon  tank  used  jointly  for  house  and  stand¬ 
pipe  supply ;  that  this  arrangement  was  approved  in  1902, 
the  date  of  erection. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 

denied. 


1260-23-A. 

APPELLANT — Delaware  Co.  Farm  Products  Co.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 614  West  49th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Appellant:  Eugene  Silber. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon.  5 

Absent:  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 


(1260-23-A) 

Whereas,  Delaware  County  Farm  Products  Co.,  lessee, 
filed,  Nov.  5,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
614  West  49th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  19,  1923,  reads: 

“1.  Install  an  approved  oil  separator,  trap  or  other 
similar  apparatus.  *  *  ; 


and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  50  ft.  by  123  ft.  in  area.  OCCUPIED:  1st  story, 
garage  for  storage  of  five  motor  trucks  and  cold  storage 


room;  2nd  story,  office,  4  persons;  3rd  story,  dwelling,  4 
persons;  and 

Whereas,  appellant  contends  that  a  permit  was  issued 
by  the  fire  department  for  the  storage  of  four  motor  trucks 
without  an  oil  separator  installation;  that  there  are  only  five 
trucks  stored  and  in  view  of  the  proximity  (250  ft.)  ot 
river  asks  to  be  relieved  of  installing  an  oil  separator  sys¬ 
tem. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1263-23-A. 

APPELLANT — Baclend  Motor  Service  Corp.,  for  J.  J. 
Meenan,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 430  West  55th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Joseph  Ross. 

For  Administration  :  Inspector  Lenihan  of  fire  de¬ 
partment. 

AC  I'lON  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon..  5 

Negative  .  o 

Absent :  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

(1263-23-A) 

Whereas,  Baclend  Motor  Service  Corp.,  lessee,  filed,  Nov. 
5,  1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  430  West  55th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
October  11,  1923,  reads: 

“Order  No.  20392-LC : 

“Section  232-2,  chapter  10,  code  of  ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  occupied  as  a  church  or  other  place  of  public 
assembly. 

“You  are,  therefore,  ordered  to: 

“1.  Forthwith  remove  all  nitro-cellulose  products.” ; 
and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
87  ft.  9  in.  by  100  ft.  in  area;  OCCUPIED  as  garage  and 
auto  painting  and  repair  shop ;  and 

Whereas,  appellant  contends  that  only  a  small  amount  o£ 
celluloid  for  automobile  side  curtains  is  used,  and  this  is 
purchased  as  needed. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  five  (5)  pounds  of 
sheet  celluloid  be  stored  on  premises,  same  to  be  maintained 
in  a  metal  box. 


1275-23-A. 

APPELLANT — Allied  Drug  &  Chemical  Corp.,  for  N.  Y. 

Building  &  Improvement  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2413  3rd  avenue  (rear),  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Ephram  Freedman. 

F'or  Administration;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell;  Holland  and  Fire  Chief  Kenlon  ...  5 

Absent :  Messrs.  Beatty  and  Kerby .  2 
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THE  RESOLUTION: 

(1275-23-A) 

Whereas,  Allied  Drug  &  Chemical  Corp.,  lessee,  filed, 
November  8,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
2413  Ihird  avenue  (rear),  Borough  of  The  Bronx;  and 
Whhereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  1,  1923,  reads: 

“Order  No.  49229-LF : 

“1-  Provide  automatic  fire  doors  on  each  side  of 
division  wall  at  the  three  openings  in  same  on  1st  story 
between  rear  of  No.  2415.  Section  20,  Chapter  12,  code 
of  ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  32  ft.  by  112  ft. 
in  area,  consisting  of  two  sections  separated  by  a  brick  par¬ 
tition  wall,  the  westerly  section  being  two  stories  and  attic 
in  height  and  the  easterly  section  being  one  story  in  height; 
in  the  westerly  wall  there  are  three  unprotected  openings 
leading  to  an  adjoining  one-story  building.  OCCUPIED: 
1st  and  2nd  stories,  manufacturing  of  drugs,  18  persons; 
3rd  story,  storage  of  drugs,  1  person;  and 
\\  hereas,  appellant  contends  that  to  provide  fire  doors 
on  both  sides  of  these  openings  would  interfere  with  con¬ 
veyors  which  carry  the  completely  manufactured  products 
to  the  shipping  rooms,  and  the  openings  are  but  4  ft.  by 
2  ft.  and  start  3  ft.  above  the  floor. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1293-23-A 

APPELLANT — Orla  Rubsamen,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 431-437  East. 22nd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon.  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Kerby  .  2 


1311-23-A. 

APPELLANT — International  Committee  of  Y.  M.  C.  A.’s 
Motion  Picture  Bureau,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 71-79  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Raymond  White,  Geo.  J.  Zerring, 
C.  N.  Masterson  and  Wm.  T.  Powers. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Boulton,  Kerby  and  Fire 


Chief  Kenlon  .  3 

Negative:  Chairman  Walsh,  Messrs.  Connell 

and  Holland .  3 

Absent:  Mr.  Beatty .  j 

THE  RESOLUTION:  . 

(1311-23-A) 


Whereas,  International  Committee  of  Y.  M.  C.  A.’s  Mo¬ 
tion  Picture  Bureau,  lessee,  filed,  November  15,  1923,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the’ fire 
commissioner,  affecting  premises  71-79  West  23rd  street, 
Manhattan ;  and 


\\  hereas,  the  order  of  the  fire  commissioner,  dated 
October  26,  1923,  reads: 

“Order  No.  20783-LC: 

\  ou  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  71  V  est  23rd  Street,  Manhattan,  used  for  the  stor¬ 
age  of  inflammable  motion  picture  film,  shows  that  the 
following  must  be  done  before  permit  requested  by  you 
can  be  issued : 

1.  Use  of  any  part  of  the  building  as  a  (chiropractic 
or  other)  school  or  clinic  must  be  discontinued  *  *  *.”• 

and 

Whereas,  the  building  is  fireproof,  19  stories  in  height 
141  ft.  by  98.9  ft.  in  area;  OCCUPIED  as  stores,  offices, 
tenant  factories,  motion  picture  bureaus  and  vaults,  chiro¬ 
practic  teaching  institute,  1,550  persons  in  the  building;  and 
W  hereas,  appellant  (occupying  part  of  17th  floor  as  a 
motion  picture  bureau)  contends  that  the  school  is  attended 
by  adults  only  and  that  there  are  sufficient  means  of  egress. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1080-23-A. 

AI  PELLANT  William  H.  Kehoe,  for  George  Ihnken, 
owner. 

SUBJECT-  Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFfiECTED — 196  19th  street,  Brooklyn 
APPEARANCES—  ' 


For  Appellant:  Wm.  H.  Kehoe. 

For  Objector:  Joseph  Rubin  and  Samuel  Rosen- 
blum. 


AC  I  ION  OF  BOARD — Laid  over  to  February  26,  1924,  for 
full  vote. 

THE  VOTE  TO  REVOKE  CERTIFICATE  OF  OCCU¬ 
PANCY  AND  GRANT  APPEAL— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 

Holland  and  Fire  Chief  Kenlon . ’  4 

Negative:  Messrs.  Boulton  and  Kerby  .  2 

Absent:  Mr.  Beatty  . j 


A  P  P  E  LL  A  NT — Oil  Burning  Equipment  Corp.,  for  Klos- 
Kat  Construction  Co.,  Inc.,  owner. 

^^T  Appeal  from  decision  of  fire  commissioner. 
APPEARANCESECTED — Ocean  avenue,  Brooklyn. 

For  Appellant:  H.  W.  Philbrook. 

A(  riON  OF  BOARD — Granted  90  day  permit  to  operate 
oil  burning  equipment  at  appellant’s  risk. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT  TO 
OPERATE — 


Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby . ’ 

Negative  . 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon 
THE  RESOLUTION: 


5 

0 

2 


(55-24-A) 

Whereas,  The  Oil  Burning  Equipment  Corp.,  for  the 
Klos-Kat  Construction  Co.,  Inc.,  owner,  filed,  January 
14,  1924,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  1569  Ocean 
avenue,  Brooklyn;  and 

W’hereas,  the  decision  of  the  fire  commissioner,  rendered 
December  31,  1923,  in  acting  on  Alt.  App.  No.  1663-23  is 
m  the  form  of  seventeen  (17)  objections,  from  which  ’the 
appellant  is  appealing;  and 

Whereas,  the  building  is  fireproof,  four  stories  in  height 
141  ft.  by  110  ft.  in  area;  OCCUPIED  as  a  tenement,  55 
families ,  it  is  proposed  to  install  a  fuel  oil  burning  equip¬ 
ment  ;  and 
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Whereas,  appellant  requests  a  temporary  permit  for  the 
use  of  this  installation  pending  the  action  of  the  board  on 
the  objections  of  the  fire  department. 

Resolved,  that  the  board  of  appeals  does  hereby  grant  a 
temporary  permit  for  ninety  (DO)  days  to  operate  a  fuel  oil 
burning  installation,  at  the  appellant’s  own  risk,  on  condition 
that  the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
be  complied  with  in  all  other  respects. 


1374-23-A. 

APPELLANT — S.  Jacobs  &  Sons,  owners. 

SUBJECT — ‘Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1335  Flushing  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  . .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


808-23- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Amelia  Seifert,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 1173  Putnam  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  . .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 


BUILDING  ZONE  CASES. 

750-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Wolcott  Holding 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8114-8122  18th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Nicholas  Selvaggi,  Ruben  R. 
Krefetz  and  W.  G.  Bushell. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  W alsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty .  1 

THE  RESOLUTION: 


Whereas,  William  F.  Doyle,  for  Wolcott  Holding  Corp., 
owner,  filed,  June  14,  1923,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  8114-8122  18th  avenue,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
15,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  18th  avenue  and  84th  street 
are  business  districts  and  81st  street  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  13,  1923,  in  acting  on  Application  No.  6603- 
23,  reads : 

“Denied— Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  4.  A  public  garage  in  a  business 
district.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  177  ft.,  irregular,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles,  the  remainder 
of  property  on  which  garage  is  located  to  be  improved 
with  stores  and  dwellings  on  the  18th  avenue  and  on  the 
81st  street  front;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles,  and  a  committee  of  the  board  visited 
the  premises  and  made  certain  recommendations. 

REPORT  OF  COMMITTEE  OF  INSPECTION: 

On  December  6,  1923,  a  Committee  of  this  Board, 
consisting  of  Chairman  Walsh,  Chief  Kenlon,  Messrs. 
Holland  and  Boulton,  visited  these  premises. 

The  application  is  based  on  Section  7-e.  The  prop¬ 
erty  embraced  is  now  used  and  occupied  as  a  plant 
and  tree  nursery,  with  dwelling,  greenhouses  in  bad 
repair  and  other  shacks  common  thereto,  containing 
.  extensive  heaps  of  fertilizer.  This  property  runs  from 
18th  Avenue  westerly  for  a  depth  of  270  feet,  to  a 
public  roadway,  used  by  abutting  owners  on  same  as 
a  right-of-way  to  84th  Street. 

The  basis  of  appeal  is  established  by  the  existence 
of  a  public  garage  located  approximately  240  feet 
southerly  on  18th  Avenue.  The  original  application 
was  for  a  garage  use  for  the  entire  property.  Addi¬ 
tional  drawings  were  subsequently  filed,  indicating 
business  use  in  the  nature  of  stores  and  dwelling  above 
same  on  18th  Avenue  and  84th  Street  fronts,  with 
one  runway  through  the  building  on  18th  Avenue,  lo¬ 
cating  the  garage  on  the  rear  of  the  property. 

As  a  practical  proposition,  it  seems  improbable  and 
contrary  to  the  utility  and  practical  use  to  believe  that 
the  rear  of  property  is  either  available  or  attractive 
enough  for  development. 

Practical  consideration  should  be  entertained  by  this 
Board  for  a  reasonable  use  of  the  rear  of  this  prop¬ 
erty,  with  such  restrictions  as  would  safeguard  the 
adjoining  owners  and  maintain  the  integrity  of  18th 
Avenue  and  84th  Street. 

The  application  is  within  reason,  is  practical  with 
safeguarding  restrictions  as  to  the  vehicular  entrance 
on  18th  Avenue,  but  as  the  Building  Department  has 
not  passed  on  the  plaq  filed  for  the  store  development 
on  the  street  fronts,  the  Committee  recommends  that 
the  applicant  should  apply  to  the  Superintendent  of 
Buildings  for  a  new  determination  affecting  the  re¬ 
vised  plans,  and,  therefore,  reserve  decision  pending 
such  action  of  the  Superintendent  of  Buildings. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND. 

December  13,  1923. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  garage 
proposed  on  this  property  shall  be  set  back  80  feet 
from  18th  avenue  and  also  from  the  81st  street  front ;  that 
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the  garage  building  shall  be  limited  to  one  story  in  height 
with  roof  of  flat  design  and  construction;  that  the  north¬ 
erly  and  southerly  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length,  with  the  exception  of 
one  vehicular  exit,  within  the  business  district,  at  the 
extreme  northeasterly  corner  of  building,  exiting  to  81st 
street;  that  the  passageway  to  81st  street  shall  be  con¬ 
structed  of  unpierced  walls  and  ceilings  of  fireproof  ma¬ 
terial  ;  that  opening  at  street  front  shall  be  provided  with 

solid  doors ;  that  any  openings  in  the  easterly  rear  wall 

of  the  garage  shall  be  restricted  to  windows  equipped  with 

fireproof  sash  and  frames  and  glazed  with  translucent 
glass ;  that  there  shall  be  no  exit  or  entrance  by  driveway, 
courtway  or  passageway  to  18th  avenue ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  erected  within  eighteen  months 
from  the  date  of  this  action. 


497-23-BZ. 

APPLICANT— Charles  B.  Meyers,  for  S.  C.  La  Vine, 
Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1578-1586  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  B.  Meyers. 

For  Opposition:  Joseph  Rustine,  Oliver  A.  Robert¬ 
son  and  James  J.  Mallen. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1924, 
at  2  p.  m. 


1190-23-BZ. 

APPLICANT— A.  F.  &  O.  J.  Realties,  Inc.,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district 
extending  into  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 4693  Third  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  L.  Rothman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty . . .  1 


THE  RESOLUTION: 

(1190-23-BZ) 

Whereas,  A.  F.  and  O.  J.  Realties  Co.,  owner,  filed, 
October  18,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  motor  vehicles;  premises 
4693  Third  avenue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
15,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  an  unre¬ 
stricted  district  and  East  187th  and  188th  streets  are  busi¬ 
ness  districts;  and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  17,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2127-23,  reads : 

“1.  Extension  of  proposed  garage  for  more  than 
5  motor  vehicles  into  business  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  80  ft  >n.  and  a  depth  of  122  ft.  11  in.,  and  80  ft. 

in.  irregular,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  a  small  triangular  portion  18 
ft.  by  35  ft.  extending  into  the  business  district;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 

Resoh’cd,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  walls  of 
that  portion  of  the  structure  within  the  business  area 
of  the  plot  shall  be  unpierced  throughout  their  entiree  height 
and  length;  and  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action;  and  that  there  shall  be  no  wood 
trusses  employed  in  the  construction  of  the  garage. 


1192-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Isidor  Stark, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1864-1876  Coney  Island  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  R.  F.  Ginsberg. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Beatty .  i 

THE  RESOLUTION: 


(1192-23-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Isidor  Stark,  owner, 
filed,  October  18,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  1864-76  Coney  Island  ave¬ 
nue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
15,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district  and  Avenue  O  and  Avenue  P  are  resi¬ 
dence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  27,  1923,  in  acting  on  Application  No. 
13613-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  118  ft. 
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3)4  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

\\  here  as,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than  hve 
motor  vehicles. 

Resolved, '  that  the  board  of  appeals  does  hereby  make 
a  vanafion  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  restricted  to  a  one-story  structure;  that  the  rear  and  side 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length  ;  that  the  front  elevation  shall  be  finished  with  face 
brick  and  architectural  terra  cotta  or  stone  trimmings  ;  that 
the  roof  shall  be  of  flat  design  and  construction;  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed  with¬ 
in  eighteen  months  from  the  date  of  this  action 


be  and  U  hnr  u  res^ution,  and  that  the  application 

be  ?cstrirt  'd  i  y  l\9ran[ed  °?  conditi°"  that  the  extension 
•  .  :  ,  .  ttd  to  a  two-story  building,  not  exceeding  20  ft 

m  height,  any  openings  in  the  rear  wall  to  be  restricted  to 
windows,  and  that  any  openings  in  the  easterly  gable  wall 
J,  said  .^tension  be  glazed  with  translucent  glass;  that 
1  permits  necessary  for  the  prosecution  of  the  work  be 
obtained  within  nine  months  and  the  building  completS 
within  eighteen  months  from  the  date  of  this  action 


1375-23-BZ. 

PPLICANT  William  Tilden  Koch,  for  Frank  N.  Dowling 
owner. 

SUBJECT  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension  from  a  business 
district  into  a  residence  district  the  eerction  and 
maintenance  of  an  extension  to  an  existing  busi¬ 
ness  building. 

PREMISES  AFFECTED— 52  East  57th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  William  Tilden  Koch. 

For  Opposition:  A.  H.  Patterson. 

rn\TT?T?TSScBOAARD-Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  q 

Absent:  Mr.  Beatty .  , 

THE  RESOLUTION:  . 

( 1375-23-BZ) 

Whereas,  William  Tilden  Koch,  for  Frank  N.  Dowling 
owner,  filed,  November  26,  1923,  an  application,  under  the 
building  .zone  resolution,  to  permit  the  extension  from  a  busi¬ 
ness  district  into  a  residence  district  of  a  proposed  addition 
to  an  existing  business  building,  all  to  be  used  for  business 
purposes;  premises  52  East  57th  street,  Manhattan;  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
15,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  57th  street  is  a  busi¬ 
ness  district  and  East  56th  street  and  Park  avenue  are  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  21,  1923,  in  acting  on  Alt.  App.  No. 
2588-23,  reads : 

“No.  4.  Business  is  unlawful  in  rear  portion  of  build - 
mg  which  lies  within  a  residence  district,  Article  11, 
Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  and  basement  in  height,  with  a  front¬ 
age  of  27^2  ft.  and  a  depth  of  110  ft.,  irregular;  it  is  pro¬ 
posed  to  extend  the  building  at  rear  in  the  1st  story  and 
basement,  the  extension  to  project  about  25  ft.  into  the 
residence  district ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivisions 
B  and  C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 


847-23-BZ. 

APPLICANT— John  De  Hart,  for  Mary  Mohr  Woolf, 

SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED  1479-1485  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  Herman  A.  Brand,  William  J. 
Syn?’  B*Tad]5y  H-  Myers’  J°hn  H.  Entelmann, 
ArTTHM  n?Rrni  it  KAUfl?an  and  James  L-  Conway. 
CON DT T T ON ^ °.ARD- ApPI,catlon  granted  on  condition. 
THE  VOTF  S~AS  specified  111  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 

Connell,  Holland  and  Kerby .  '  5 

Negative  .  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  . !  2 

THE  RESOLUTION: 

(847-23-BZ) 

VVhereas,  John  De  Hart,  for  Mary  Mohr  Woolf,  owner 
filed,  July  2,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 

”f°  TU  venlcles:  premises  1479-85  Jerome  avenue,  Borough 
of  The  Bronx;  and 

Whereas  a  public  hearing  was  held  on  this  application 
y  the  board  of  appeals,  at  its  regular  meeting,  January 
15,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the-  build- 
mg  zone  resolution  show  that  Jerome  avenue,  Macombs  road 
and  West  172nd  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  28,  1923,  in  acting  on  N.  B.  Application  No! 
1771-23,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  is  contrary  to  provisions  of 
Building  Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved ,  that  the  board  of  appeals  does  herebv  make 
a  variation^  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  restricted  to  a  one-story  structure,  with  roof  of  flat  de¬ 
sign  and  construction ;  that  the  rear  and  gable  walls  shall  be 
unpierced  throughout  their  entire  height  and  length;  that  any 
skylights  installed  shall  be  equipped  with  plain  glass  pro¬ 
tected  with  wire  guards  above  and  below ;  that  the  front 
elevation  shlal  be  finished  in  face  brick  with  architectural 
terra  cotta  or  stone  trimmings ; 
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Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the  date 
of  this  action. 


APPLICANT— Messrs.  Hartman,  Sheridan  &  Tekulsky, 
For  Samuel  Block,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  business  dis 
trict  alteration  of  existing  building  and  change  ot 
occupancy  from  manufacturing  of  motion  picture 
films  to  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 69-71  West  90th  street,  Manhat- 


For  Applicant:  Thomas  I.  Sheridan,  Mr.  Rohn  and 
Samuel  Block. 

For  Opposition:  Maurice  Meyer,  Julius  H.  Cohen, 
Martin  C.  Monroe  and  M.  Meyers. 

A.  H.  McPhee  of  building  department. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
calendar  call  January  29,  1924. 


THE  VOTE—  r  ,  ,  w  D  u 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell.  Holland.  ICerby  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty 


6 

0 

1 


100-20-BZ. 

APPLICANT— Samuel  A.  Pinnell,  owner. 

SUBJECT— Application  for  extension  of  permit  (re:  order 
of  fire  commissioner)  to  maintain  a  garage  for  four 

•  cars.  ,  _  . 

PREMISES  AFFECTED— 1167  New  York  avenue,  Brook¬ 


lyn. 

APPEARANCES— None.  . 

ACTION  OF  BOARD— Chairman  read  application,  Re¬ 
newal  of  permit  granted  for  two  years. 

THE  VOTE  TO  RENEW  PERMIT  FOR  TWO 
YEARS : 

Affirmative:  Chairman  Walsh,  Messrs.  Bonlton, 
Connell,  Holland  and  Kerby .  5 

Negative  . •_ . . . . .  ® 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


THE  RESOLUTION : 

(100-20-BZ) 

Whereas,  Samuel  A.  Pinnell,  owner,  filed,  February  9, 
1920,  with  the  board  of  appeals,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  four  motor  vehicles, 
space  in  which  is  rented  to  persons  not  residing  on  prem¬ 
ises;  premises  1617  New  York  avenue,  Brooklyn;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  March  9, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  New  York  avenue  and  Cor- 
telyou  road  are  both  located  in  residence  districts ,  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  56128- 
LC,  dated  December  29,  1919,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3  of  article  2  of  the  building  zone  resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  aopted  July  25,  1916,  inasmuch  as  mo¬ 
tor  vehicles  stored  are  for  sale,  for  rent,  or  for  hire 
or  are  subject  to  charges  for  storage.  *  *  * 

“You  are,  therefore  ordered  to  remove  all  motor 
vehicles  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwellings  on  lot  where 
garage  is  situated.’’ ; 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground,  on 
the  front  of  which  is  located  a  two-family  residence,  and 
on  the  rear  a  one-story,  non-fireproof  garage,  with  a  front¬ 
age  of  30  ft.  and  a  depth  of  10  ft.,  occupied  for  the  storage 
of  four  motor  vehicles,  two  the  property  of  the  occupants 
of  the  dwelling  on  the  front  of  the  lot,  and  two  rented  to 
persons  not  residing  on  premises ;  and 

Whereas,  it  appears  that  the  premises  is  located  in  an 
undeveloped  neighborhood  and  under  section  7,  subdivision 
f  of  the  building  zone  resolution  the  board  is  empowered 
to  grant  temporary  permits  in  a  case  of  this  character ;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  March  9,  1920,  for  a  temporary  period  of  one 
year  and  applicant  appeared  before  the  board  and  requested 
a  further  extension  of  the  permit  at  its  meeting  Sept.  13, 
1921,  and  again  at  the  meeting  Jan.  5,  1923. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  two 
years  from  the  date  of  this  action,  limiting  the  storage  to 
four  automobiles,  space  for  two  of  which  may  be  rented 
to  persons  not  residing  on  the  premises  . 


1111-22-BZ.  I 

APPLICANT— Julius  Miller,  President  of  the  Borough  of 
Manhattan,  for  the  City  of  New  York.  . 
SUBJECT — Application  for  extension  of  permit  (re ^deci¬ 
sion  of  superintendent  of  buildings)  to  permit  the 
erection  of  a  building  with  the  omission  of  rear 
yard  as  required  by  the  zone  resolution. 
PREMISES  AFFECTED— 35  West  134th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Frank  H.  Hines. 

For  Opposition:  None. 

ACTION  OF  BOARD— Granted  extension  of  time  to  ob¬ 
tain  permit. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME — 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1111-22-BZ) 

Whereas,  Hon.  Julius  Miller,  borough  president,  for  City 
of  New  York,  owner,  filed,  September  12,  1922,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  “B” 
area  district  the  erectoin  and  maintenance  of  a  building 
with  the  omission  of  rear  yard  as  required  by  the  zone 
resolution,  premises  35  West  134th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  3, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whehreas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  134th  street,  Lenox  and  5th 
avenues,  are  “B”  area  business  use  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  7,  1922,  in  acting  on  N.  B.  App.  No. 
464-1922,  reads: 

“2.  A  rear  yard  should  be  provided,  section  12  and 
16,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  3J4  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  public  bath 
house,  the  area  of  side  courts  provided  being  in  excess  of 
that  required  by  law ;  and 

Whereas,  there  would  be  practical  difficulties  in  the  way 
of  erecting  a  building  of  this  character  to  a  less  depth  than 
indicated ;  and 
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Whereas,  the  board  deemed  that  the  application  should 
be  granted  in  view  of  the  excess  side  court  area;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  October  3,  1922,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  vanatton  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  be  obtained  within 
one  year,  and  the  building  erected  within  eighteen  (18) 
months  from  the  date  of  this  action. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

I  he  chairman  called  attention  to  the  f  ollowing  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(845-23-A) 

filled  July  2,  1923— Premises  530  West  58th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  American  Povar  Corp.  Dis¬ 
missed  for  lack  of  prosecution. 

f 

(902-23-A) 

fi'iled  July  16,  1923— Premises  155-159  East  23rd  street, 
Manhattan.  Order  of  the  fire  commis¬ 
sioner.  Appellant,  157  East  23rd  Street, 
Inc.  Dismissed  for  lack  of  prosecution. 

(906-23-A) 

fi'iled  July  16,  1923— Premises  558-570  West  34th  street  and 
388-394  11th  avenue,  Manhattan.  Order  of 
the  fire  commissioner.  Appellant,  George 
McCabe.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(968-23-A) 

Filed  August  1,  1923 — -Premiess  north  side  of  West  157th 
street,  175  ft.  east  of  8th  avenue,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  William  J.  Howe  Co.  Dismissed 
for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

I  he  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
cofnpleted,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(718-23-BZ) 

filled  June  8,  1923— Premises  171-183  Prospect  place, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Murray  Klein. 
Dismissed  for  lack  of  prosecution. 

(849-23-BZ) 

filled  July  3,  1923 — Premises  178-180  New  Jersey  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Harry  Hurwitz. 
Dismissed  for  lack  of  prosecution. 

(853-23-BZ) 

filled  July  3,  1923— Premises  980-1004  Jamaica  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Charles  D.  Cords. 
Dismissed  for  lack  of  prosecution. 


(897-23-BZ) 

Filed  July  12,  1923— Premises  1455-1503  Coney  Island  ave¬ 
nue,  Brooklyn.  Decision  of  the  superintend¬ 
ent  of  buildings.  Applicant,  Louis  A.  Shein- 
art.  Dismissed  for  lack  of  prosecution. 

(916-23-BZ) 

Filed  July  18,  1923— Premises  1236-1246  East  17th  street, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Irving  Seelig. 
Dismissed  for  lack  of  prosecution. 

(953-23-BZ) 

filled  July  27,  1923  Premises  2073  Prospect  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Applicant,  August  Mugler.  Dismissed  for 
lack  of  prosecution. 

(974-23-BZ) 

Filed  August  2,  1923  Premises  6111  Spencer  avenue,  The 
Bronx.  Order  of  the  fire  commissioner. 
Applicant,  May  Kirch.  Dismissed  for  lack 
of  prosecution. 


(979-23-A) 

Filed  August  3,  1923— Premises  97  Chambers  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Baker,  Murray  &  Imbrie,  Inc. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  . ’  5 

Negative  . * "  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  2 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed,  with  th< 
ooard  of  appeals,  appeals  from  orders  affecting  the  prem 
ises  in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  theii 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereb\ 
are  dismissed  for  lack  of  prosecution. 


(975-23-BZ) 

Filed  August  2,  1923— Premises  4408  17th  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Della  Forman.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  . ’  5 

Negative  . ’ "  ”  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question;  and 
Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 
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AREAS  FIXED. 

(349-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  Kaplan,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  garage;  premises  84  S.  Washington  street,  Ja¬ 
maica,  Borough  of  Queens. 


The  following  area  was  approved  by  the  board: 

Both  sides  of  Washington  street  from  a  point  400 
ft.  north  t&  a  point  200  ft.  south  of  the  premises  in 
question,  also  the  properties  at  rear  and  for  a  dis¬ 
tance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


Adjourned  2:20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  15,  1924. 

Present :  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kerby,  Connell,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon  January 
8,  1924,  were  approved  as  printed  in  the  Bulletin,  No.  3, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1119-23-S. 

PETITIONER— Henry  J.  Nurick,  for  Nellie  V.  Arky, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildinggs. 

PREMISES  AFFECTED— 233-243  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Henry  J.  Nurick. 

ACTION  OF  BOARD— Laid  over  to  January  29,  1924, 
at  2  p.  m. 


1270-23-S. 

PETITIONER— Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 361  7th  avenue,  Manhattan. 

APPEARANCES—  .  , 

For  Petitioner:  Thomas  A.  Williams,  Julius  Eck- 

man. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1921, 
at  2  p.  m. 


1325- 23-S. 

PETITIONER— John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner.  . 

SUBJECT — Variation  of  labor  law  as  cited  in  order  o! 
fire  commissioner. 

PREMISES  AFFECTED— 181  William  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1924,  at 
2  p.  m. 

1326- 23-S. 

PETITIONER— John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner.  . 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 22  Spruce  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  January  22,  1921,  at 

2  p.  m. 


1134-23-S. 

PETITIONER — Rudolph  P.  Miller,  for  Earlington  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 49-55  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Rudolph  P.  Miller. 

ACTION  OF  BOARD — Petition  granted  on  condition 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
Affirmative :  Chairman  Walsh,  Messrs.  Boulotn, 
Connell,  Kerby,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott . 


..  9 

Negative  .  0 


Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Han¬ 
non  . 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  . .. .  10 

Negative  . .' .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(1134-23-S) 

Whereas,  Rudolph  P.  Miller,  for  Earlington  Realty 
Corporation,  owner,  filed,  Sept.  28,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  49- 
55  West  27th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Sept.  21,  1923,  reads : 

“4.  Stairs  must  be  properly  enclosed  and  extend 
to  street. 

“6.  The  two  means  of  exit  provided  for  each 
floor  are  not  remote  from  each  other.”; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
100  ft.  by  86  ft.  in  area.  OCCUPIED:  Basement,  stores, 
50  persons ;  1st  story  to  10th  story,  offices,  sample  rooms 
and  mfg.,  55  persons  per  story ;  the  means  of  egress 
consisting  of  an  interior  stairway,  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings;  an  exterior  stairway  at 
the  center  of  the  building,  extending  from  the  1st  story 
to  the  10th  story  in  the  court  immediately  adjoining  the 
interior  stairs,  with  egress  from  the  foot  of  this  stair¬ 
way  through  ground  floor  corridor  to  street ;  two  fire 
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escapes  on  the  rear  of  the  building,  one  on  each  side, 
with  egress  from  the  foot  of  the  fire  escape  through 
the  cellar  to  street,  the  doors  to  the  exterior  stairway 
in  the  1st  story  opening  into  the  corridor,  the  doors  to 
various  offices  open  in;  there  being  aittomatic  sliding 
doors  in  each  story  above  the  1st  story  at  the  openings 
to  the  interior  stair  enclosure;  there  is  also  in  the  cor¬ 
ridor  1st  story  large  plain  glass  show  windows  of  stores 
east  and  west  sides ;  these  show  windows  have  wooden 
frames;  and 

Whereas,  petitioner  proposes  to  provide  F.  P.  S.  C. 
doors  at  openings  to  interior  stairway  and  contends  that 
the  means  of  egress  from  the  foot  of  the  exterior  stair¬ 
way  is  adequate  and  that  there  are  two  means  of  escape, 
one  through  main  corridor  and  one  through  side  pas¬ 
sageway,  that  to  alter  the  present  arrangement  of  show 
windows  opening  on  the  main  corridor  would  be  a  hard¬ 
ship  on  the  owner ;  and  that  the  present  exterior  stairs 
was  installed  in  1920  to  provide  additional  means  of  exit; 
and 

Whereas,  a  committee  of  the  board  visited  the  premises 

and  reported ; 

REPORT  OF  COMMITTEE  OE  INSPECTION— 

On  December  28,  1923,  a  committee  of  the  Board, 
consisting  of  Chairman  Walsh,  Chief  Kenlon,  Messrs. 
Holland,  Kerhv,  Connell.  Boulton,  Suoerintendent  Re- 
ville  and  Chief  Inspector  Heatlev  of  the  Bronx  Build¬ 
ing  Bureau  and  Assistant  Engineer  Huber  of  the 
Board  visited  these  premises,  which  are  under  peti¬ 
tion  for  variation  of  the  Labor  Law  requirements. 

The  petition  was  brought  on  six  objections  from  the 
Superintendent  of  Buildings,  from  1  to  6  inclusive. 
The  petitioner  now  proposes  and  seeks  a  variation 
only  on  Objections  4  and  6. 

Objection  4  requires  stairs  to  be  properly  enclosed 
and  extended  to  the  street.  The  stairs  embracing  the 
passenger  elevator  well  is  enclosed  in  brick  walls  with 
two  openings  to  adjoining  corridors.  The  petitioner 
proposes  to  install  self-closing,  fireproof  doors  at  these 
openings,  thereby  practically  segregating  main  stairs. 
These  main  stairs  terminate  at  street  level  and  in  this 
main  entrance  corridor  the  partition  walls  on  either 
side  now  have  several  large  window  openings,  con¬ 
structed  of  wood  frames,  glazed  with  plain  plate  glass, 
to  stores  in  the  basement  and  1st  story  level.  There 
is  also  in  this  corridor  a  fair  size  cigar  stand. 

On  this,  the  Board  believes  that  if  the  main  entrance 
corridor  is  maintained  unencumbered  and  a  steel  sash 
substituted  for  the  wooden  sash  and  glazed  with  wire 
glass,  a  proper  and  reasonably  safe  condition  will  pre¬ 
vail  and  the  main  stair  condition  can  be  accepted. 

As  to  Item  6,  to  the  rear  of  the  main  stairs  there 
is  an  exterior  iron  stairway,  extending  from  the  top 
story  to  the  basement,  exit  to  which  there  is  provided 
at  each  story  a  passageway  -enclosed  with  fireproof 
partition  on  either  side  of  the  interior  stairway,  per¬ 
mitting  separate  egress  by  nvans  of  this  fire-escape 
distinct  from  the  main  stairway  exit. 

The  Board  believes  that  if  egress  is  provided  by 
means  of  passageway  at  basement  level,  leading  through 
a  runway,  a  reasonable  and  safe  secondary  means  of 
egress  is  provided. 

On  compliance  with  the  foregoing  recommendations, 
the  Committee  recommends  the  granting  of  this  peti¬ 
tion. 

(Signed)  WILLIAM  E.  WALSH, 

TOHN  KENLON, 

HENRY  L.  CONNELL. 
ALFRED  T.  BOULTON, 

TAMES  P.  HOLLAND. 

JOHN  C.  KERBY, 

P.  J.  REVILLE. 

December  31,  1923. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  recommendations  set  forth  in  the  report  of 
the  committee  of  inspection  shall  be  complied  with,  and 
granted  as  to  Item  No.  4  on  condition  that  the  cigar  stand  or 
any  other  encumbrance  in  the  main  entrance  hall  shall  be 
removed  and  that  a  steel  sash  of  similar  dimensions  to  ex¬ 
isting  wooden  sash  and  glazed  with  wire  glass  shall  be 
substituted  for  the  present  wooden  sash  in  the  partition 
walls  of  the  entrance  corridor,  and  granted  as  to  Item  No. 
fi  on  condition  that  the  rear  exterior  iron  stairway  shall  be 
maintained  from  the  top  story  to  the  basement,  egress  from 
which  shall  be  through  freight  entrance  independent  of  the 
main  entrance  and  said  basement  passageway  to  be  cut 
off  from  the  main  corridor  by  self-closing  fireproof  doors 
and  that  the  window  at  the  basement  story  level  in  the 
rear  stair  enclosure  shall  be  built  up  with  masonry,  and 
that  the  openings  to  interior  stairway  on  each  story  shall 
be  equipped  with  self-closing  fireproof  doors  separating  said 
corridors  from  the  main  stair  well;  and  granted  on  further 
condition  that  the  factory  occupancy  shall  not  exceed  25 
per  cent  of  the  floor  area  in  accordance  with  the  requiree 
ments  of  the  building  zone  resolution. 


719-23-S. 

PETITIONER— Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED— 169-171  Broadway,  1-11  Cort- 
landt  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Sigmund  Schuler. 

For  Administration;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  q 

Negative:  Chairman  Walsh.  Messrs.  Boulton, 
Connell,  Holland.  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  jo 

Absent:  Air.  Beatty,  Fire  Chief  Kenlon  and  Dep¬ 
uty  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(719-23-S) 


Whereas,  Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee,  filed,  June  7,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the 
fire  commissioner,  affecting  premises  169-171  Broadway,  1-11 
Cortlandt  street,  Manhattan ;  and 

W hereas,  the  orders  of  the  fire  commissioner  read : 

Order  No.  45197-LD,  dated  April  10,  1923; 

“1.  Arrange  the  doors  leading  to  the  stairway  on 
all  stories  upon  which  five  or  more  nersons  are  employed 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way,  as  per  section  271  of  the  Labor  Law.” 

Order  No.  47530-F,  dated  May  26,  1923: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards,  and  Appeals  and  the  enclosed  approved  lay¬ 
out.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  56  ft.  6J^  in.  by  106  ft.  1%  in.,  OCCUPIED  as  fol¬ 
lows  :  Basement,  restaurant,  50  persons ;  1st  and  2nd  stories, 
stores,  offices  and  photo  printing.  24  persons ;  3rd  story, 
offices,  restaurant  and  optician  supplies,  50  persons;  4th,  5th 
ai\d  6th  stories,  light  manufacturing  and  offices,  93  persons ; 
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the  means  of  egress  consisting  of  an  interior  stairway,  ex¬ 
tending  from  the  1st  story  to  the  6th  story,  enclosed  in 
metal  covered  partitions,  with  fire  doors  at  the  openings ; 
three  sets  of  fire  escapes,  one  on  the  front  and  two  on  the 
rear  of  the  building,  with  two  counterbalanced  drop  ladders 
to  street  and  one  counterbalanced  stair  to  street,  with  fire¬ 
proof  windows  and  doors  along  the  course  of  the  fire 
escape ; 

Whereas,  petitioner  contends  that  the  work  of  enclosing 
the  stairway  and  reconstructing  the  fire  escape  was  done 
under  a  modification  granted  by  the  board  of  standards 
and  appeals  under  Cal.  No.  11-23-S  and  that  this  modifica¬ 
tion  practically  included  the  requirements  of  the  present 
orders  and  that  to  make  proposed  changes  in  the  stair 
enclosure  would  be  a  hardship  at  this  time;  and 

Whereas,  it  appears  that  there  are  but  8  doors  involved 
in  the  order. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  the  petition  be  and  it  hereby 
is  denied. 


1401-23-S. 

PETITIONER — F.  P.  Keniston,  for  Penn  Trading  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 213  West  33rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  .  10 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


1428-23-S. 

PETITIONER— F.  P.  Keniston,  for  William  W.  Schnei¬ 
der,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 36  Bond  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulotn, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  .  10 

Negative  .  o 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  . .  3 


THE  RESOLUTION: 

(1428-23-S) 

Whereas,  F.  P.  Keniston,  for  William  W.  Schneider, 
lessee,  filed,  December  5,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  36  Bond  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  25273- 
LD,  dated  July  19,  1921,  reads: 


“1.  Arrange  the  fire  escape  at  the  east  side  of  2nd 
story  portion  of  building  and  the  openings  leading  there¬ 
to  and  tire  windows  opening  on  the  course  thereof  *  *  *. 

“NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  self-closing. 

“No  60  degree  connecting  stairways  between  balconies. 

"No  stairway  from  top  balcony  to  roof. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“Skylight  under  fire  escape  not  wire  glass. 

“Fire  escape  needs  painting. 

“2.  Provide  additional  means  of  exit  from  cellar  and 
basement.  Said  exits  to  be  located  at  the  rear  of  build¬ 
ing,  as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories,  base¬ 
ment  and  cellar  in  height,  27  ft.  by  95  ft.  in  area  at  1st  and 
2nd  story  and  27  ft.  by  60  ft.  in  area  above.  OCCUPIED : 
Cellar,  feather  drying,  1  person ;  basement,  main  building, 
store,  1  person ;  basement,  extension,  feather  dyeing,  3  per¬ 
sons  ;  1st  floor,  main  building,  store,  1  person ;  1st  floor, 
extension,  manufacture  buckram  hats,  3  persons;  2nd  floor, 
main  building,  manufacture  hats,  3-8  persons;  2nd  floor, 
extension,  manufacture  hats,  2-4  persons;  3rd  floor,  main 
building,  manufacture  caps,  4  persons ;  4th  floor,  main  build¬ 
ing,  manufacture  caps,  2  persons.  EXITS :  An  interior 
wooden  stairway  extending  from  1st  to  top  story  with  lad¬ 
der  to  scuttle  in  roof,  enclosed  in  lath  and  plaster  parti¬ 
tions  at  2nd  and  3rd  story,  fire  retarded  at  4th  story,  with 
wooden  doors  at  openings ;  three  fire  escapes,  one  standard, 
on  front  of  building,  extending  from  2nd  to  top  story,  with 
counterbalanced  stairway  to  street,  a  sub-standard  fire  escape 
on  rear  of  building  at  four-story  portion  of  structure  ex¬ 
tending  from  roof  to  1st  story,  with  EGRESS  across  an 
iron  bridge  to  roof  of  one-story  extension  of  adjoining 
premises ;  windows  along  course  of  fire  escape  are  non- 
fireproof ;  also  a  sub-standard  fire  escape  (referred  to  in 
orders)  is  on  the  side  of  the  two-story  rear  extension,  with 
balconies  taking  in  one  window  of  the  1st  and  2nd  stories 
and  ladder  to  yard ;  EXIT  from  basement  is  by  way  of  steps 
to  street  at  front  and  to  hall  corridor ;  exit  from  cellar  is 
by  means  of  steps  up  yard  and  interior  stairway  to  hall 
corridor;  adjoining  roofs  are  at  same  level;  and 

Whereas,  petitioner  proposes  to  connect  1st  story  balcony 
of  existing  fire  escape  on  the  two-story  extension  with  the 
iron  bridge  to  east  leading  to  adjoining  premises,  to  reduce 
the  angle  of  the  double  rung  ladder  to  60  degrees,  to  pro¬ 
vide  wire  glass  in  skylight  of  the  one-story  extension  under 
the  fire  escape ;  and  asks  acceptance  of  present  exits  from 
basement  and  cellar  in  view  of  the  light  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  fire  escape  shall  be  carried  across  the 
rear  of  the  building,  embracing  both  windows  on  the  2nd 
story  and  that  60  degree  connecting  stairs  shall  be  pro¬ 
vided  to  a  bridge  extending  from  rear  wall  of  main  building 
to  rear  of  extension  with  a  platform  connected  to  roof  of 
one-story  extension ;  and  that  the  hall  partition  on  the  1st 
story  shall  be  fire-retarded,  any  openings  therein  to  be  made 
self-closing  and  fireproof;  and  granted  as  to  Item  No.  2 
on  condition  that  the  qellar  shall  be  maintained  vacant  and 
that  an  exit  therefrom  shall  be  maintained  at  the  front  of 
the  building  direct  to  the  street ;  and  granted  only  so  long 
as  the  conditions  as  to  occupancy  and  use  otherwise  remain 
unchanged. 


PETITIONER — Samuel  Merl. 

SUBJECT — Application  for  reopening — petition  for  varia¬ 
tion  of  labor  law  as  cited  in  order  of  fire  commis¬ 
sioner. 
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PREMISES  AFFECTED — 215  West  76th  street  and  2160 
Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Merl,  Henry  J.  Harrison. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  ...  11 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert,  Moore  and  McDermott  ...  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION : 

(267-18-S)  ) 


Whereas,  Walter  Haefeli,  architect,  R.  E.  Pinchot, 
owner,  filed,  April  2,  1917,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  of  section  79-b,  labor 
law,  as  cited  in  Order  No.  57675-LD  of  the  fire  commis¬ 
sioner,  affecting  premises  215  West  76th  street  and  216U 
Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  Broadway  side  of  building  with  balconies  4  ft. 
in  width,  connected  by  stairways  not  less  than  22  in. 
wide,  placed  at  an  incline  of  not  more  than  45  degrees, 
extending  from  ground  to  roof,  constructed  as  per  sec¬ 
tion  79B-4  of  the  Labor  Law,  or  carry  out  a  proper 
alternative  method  of  complying  with  Section  79-B-l  of 
the  Labor  Law.” ; 
and 

Whereas,  the  building  is  fireproof,  four  stories  high, 
25  ft.  6  in.  by  86  ft.  3  in.  in  area;  occupied  as  a  tenant 
factory,  with  not  more  than  16  persons  employed  above 
the  first  story  at  any  time;  the  means  of  egress  consist 
of  an  interior  stairway  extending  from  first  story  to  roof, 
enclosed  in  4-in.  terra  cotta  block  partitions  with  fire  doors 
at  openings;  and 

Whereas,  it  is  the  contention  of  the  petitioner  that,  ow¬ 
ing  to  the  size  of  windows  in  the  front  wall,  which  win¬ 
dows  extend  from  floor  to  ceiling  and  are  19  ft.  wide, 
divided  into  three  parts,  each  part  glazed  with  one  sheet 
plate  glass;  it  is  impossible  to  erect  a  fire  escape;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Nov.  12,  1918,  on  certain  conditions,  and  petitioner 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  fire  escape  shall  be  installed  and  maintained 
on  the  76th  street  front  at  the  center  of  the  building,  with 
counterbalanced  drop  ladder  in  guides  from  lowest  balcony 
to  street,  the  fire  escape  to  comply  with  the  labor  law  in 
all  other  respects  except  as  to  fireproofing  of  the  windows 
along  the  course  thereof ;  and  on  f  urther  condition  that  the 
occupancy  shall  not  exceed  25  persons  above  the  2nd  story ; 
and  granted  only  so  long  as  conditions  otherwise  remain  un¬ 
changed. 


1088-23-S. 

PETITIONER — Luke  Flanagan,  for  Portbush  Realty  Com¬ 
pany. 


SUBJECT— Application  for  reopening— variation  of  the  la- 
joi  law  as  cited  in  order  of  superintendent  of 
buildings. 

PREMISES  APFECTED— 41  West  36th  street,  Manhat¬ 
tan. 

APPEARANCES— 

I" or  Petitioner:  Luke  Flanagan. 

ACTION  Ob  BOARD— Petition  restored  to  calendar  and 
granted  on  condition. 

CONDI1  IONS — As  specified  in  resolution 

™  Y°te  TO  RESTORE  TO  CALENDAR- 
iriii  VO  IE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  .  10 

Negative  . o 

Absent:  Mr.  Beatty,  hire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  '  Q 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,’  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1088-23-S) 

Whereas,  Isidore  Babushkin,  for  Portbush  Realty  Com¬ 
pany,  owner,  filed,  July  10,  1923,  a  petition,  with  the  board 
oi  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  41  West  36th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
dated  October  18,  1923,  reads: 

“5.  Exit  facilities  conforming  to  Section  271  must 
be  provided  in  case  the  building  is  converted  to  a  fac¬ 
tory.”; 
and 

\\  hereas,  the  building  is  nan-fireproof,  five  stories  in 
height,  20  ft.  by  99  ft.  in  area  at  the  1st  story,  20  ft.  by 
88  ft.  at  2nd  and  3rd  stories  and  20  ft.  by  48  ft.  on  4th  and 
5th  stories.  EXITS:  One  interior  wooden  stairway,  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  fireproof  parti¬ 
tions  with  fire  doors  at  openings ;  ROOFS  to  east  and  west 
80  ft.  in  height.  OCCUPIED:  1st  story,  millinery  stock, 
2  persons;  2nd  story,  millinery  stock,  2  persons;  3rd  story, 
hat  and  feather  mfg.,  15  persons ;  4th  story,  mfg.  dresses, 
15  persons;  5th  story,  mfg.  furrier,  15  persons;  and 

Whereas,  the  petitioner  proposes  to  erect  a  45  degree 
fire  escape  on  the  rear  of  the  premises  with  balcony  at 
5th  story  level,  with  landing  on  extension  roof  on  the  4th 
story,  balconies  at  2nd  and  3rd  stories  and  balcony  at  ex¬ 
tension  roof  level  with  gooseneck  ladder  to  main  roof ;  and 
EGRESS  from  termination  of  fire  escape  on  2nd  story  by 
bridge  connecting  balcony  with  fire  escape  of  building  ad¬ 
joining,  and  wishes  to  be  relieved  of  extending  the  fire 
escape  stairway  to  the  roof,  also  providing  fire  windows 
at  top  balcony  of  fire  escape,  on  the  grounds  that  there 
is  no  egress  from  the  roof,  and  requests  also  the  acceptance 
of  the  proposed  fire  escape  and  egress  from  the  foot  of 
proposed  fire  escape;  and 

Whereas,  this  petition  was  withdrawn  at  the  meeting 
Dec.  4,  1923,  and  restored  to  calendar  by  vote  of  the  board 
Jan.  15,  1924. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  a  second  means  of  exit,  on  cotidition  that  a  rear  fire 
escape  s^-d1  be  erected  from  the  5th  story  to  extension  roof 
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on  the  3rd  story,  with  egress  therefrom  to  fire  escape  on 
rear  of  the  building,  terminating  on  the  2nd  story,  with 
egress  through  fireproof  passageway  to  street  of  adjoin¬ 
ing  premises  to  the  east;  and  granted  on  further  condi¬ 
tion  that  the  ceiling  of  the  3rd  story  extension  shall  be 
fire-retarded  in  accordance  with  the  rules  and  regulations 
of  the  board  of  standards  and  appeals,  and  that  the  labor 
law’  shall  be  complied  with  in  all  other  respects  and  that 
the  occupancy  shall  not  exceed  45  persons  above  the  2nd 
story. 

1363-22-S. 

PETITIONER— Louis  A.  Sheinart,  for  Fise  Realty  Co., 
owner. 

SUBJECT— Application  for  reopening— variation  of  the  la¬ 
bor  law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED— 13  West  31st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  A.  Sheinart. 

ACTION  OF  BOARD— Resolution  modified. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore  .  '3 

Negative  .  ® 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1363-22-S) 

Whereas,  Louis  A.  Sheinart,  for  Fise  Realty  Co.,  owner, 
filed,  November  14,  1922,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  13  West  31st  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
*  *  *  Section  273  and  274  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“No  passageway  to  street  from  lowest  termination. 
“Windows  on  course  not  properly  automatic  self¬ 
closing. 

“Doors  on  course  not  self-closing.’’ ; 

and  .  .... 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
25  ft.  by  93  ft.  in  area  in  the  1st  story  and  25  ft.  by  84 
ft.  above ;  occupied,  1st  story,  store ;’  2nd,  3rd,  4th  and  5th 
stories,  factory,  15  persons  each  story;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  wood  stud,  wire  lath  and  ce¬ 
ment  plaster  partitions  with  fire  doors  at  the  openings ;  a 
fire  escape  on  the  rear  of  the  building,  with  landing  in  yard 
and  fireproof  windows  along  the  course  of  the  fire  escape; 
and 

Whereas,  petitioner  contends  that  the  premises  were 
altered  in  1919  and  at  that  time  consent  was  filed  with 
the  superintendent  of  buildings  for  the  use  of  adjoining 
premises  as  a  means  of  egress  from  yard  and  that  the  fire 
escape  was  accepted  by  the  bureau  of  buildings ,  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Feb.  13,  1923,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  fire  escape  shall  be  continued  to  the  yard 
from  the  2nd  story  extension,  egress  from  termination  to 
be  maintained  through  this  and  the  yard  of  adjoining 
premises. 

CASE  DISMISSED. 

Variation  of  the  Labor  Lazv. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to.  petition  was  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1120-23-S) 

Filed  Sept.  26,  1923-nPremises  434-440  East  165th  street, 
The  Bronx.  Order  of  the  fire  commis¬ 
sioner,  labor  law.  Petitioner,  Eva  Holtz. 

Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Kleinert,  Reville  and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hqnnon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

Whereas,  the  foregoing  petitioner  has  filed,  with  the 
board  of  standards  and  appeals,  a  petition  from  order  af¬ 
fecting  the  premises  in  question;  and 

Whereas,  the  petitioner  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petition  be  and  it  hereby  is 
dismissed  for  lack  of  prosecution. 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 

1 169-23-SA. 

PETITIONER— Warren  Steam  Pump  Company. 
SUBJECT— Approval  of  Warren  Fuel  Oil  Pumps  and 
Heater  Sets. 

APPEARANCES— None. 

ACTION  OF  BOARD— Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inpsection. 

1431-23-SA. 

PETITIONER— Maurice  J.  Moore,  for  Thomas  C.  Espo¬ 
sito,  owner. 

SUB TECT— Approval  of  Espo  Oil  Gas  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Placed  on  reserve  calendar  penn¬ 
ing  report  of  committee  of  inspection. 

1444-23-SA. 

PETITIONER— Tate-Jones  &  Co.,  Inc. 

SUBJECT— Approval  of  the  Tate-Jones  No.  6  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 

Adjourned  5  p.  m. 

William  J.  O’Gouman,  Secretary. 


NOTICE 


RTTTT  DING  CODE  ON  SALE  ELECTRICAL  CODE  ON  SALE 

Copies  of  fhe  Buffdffig  Cc?e  aVe  now  on  sale  at  the  Copies,  of  the  Electrical  Code  are  o«  sale  at  the 

Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  1-5  Wort 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  2oc ;  by  mail,  27c. 
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SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  JANUARY  11,  1924. 
Present:  ^  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Holland,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon.  Superintendents  Brady,  Kleinert,  Re- 
ville,  Moore  and  McDermott. 


473-21-S. 

TITLE — Gas  Shut-Off  Rules. 

SUBJECT — Adoption  of  rules  in  accordance  with  an  ordi¬ 
nance  passed  by  the  board  of  aldermen. 
APPEARANCES— 

Mark  Eisener,  Bartholomew  A.  Moynahan,  John 
F.  Healy,  William  J.  Carroll,  Robert  N.  King, 
Albert  A.  Cryer,  and  others. 


ACTION  Ob  BOARD — The  Rules  as  amended  were 
adopted  (see  page  110). 

THE  VOTE  TO  ADOPT  RULES  AS  AMENDED— 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Kleinert,  Reville, 
Moore  and  McDermott 

Negative  . 

Absent:  Mr.  Beatty  . 


Adjourned  4:30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

1  he  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  January  2,  1924,  as  they  appeared  in  Bul¬ 
letin  No.  2,  Vol.  9,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION: 

(1320-23-S) 

W  hereas,  George  Provot,  for  N.  Y.  Galleries,  Inc.,  les¬ 
see,  filed,  November  16,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  417-419-421 
Madison  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  14,  1923,  reads : 

“2.  Safe  egress  should  be  provided  from  bottom 
of  fire  escape  to  street  by  means  of  fireproof  passage¬ 
way  through  building.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  58  ft.  6  in.  by  96  ft.  in  area  at  the  1st  and  2nd 
stories  and  58  ft.  6  in.  by  85  ft.  in  area  above.  OCCU- 


*“5”  in  line  18  changed  to  “15.” 


PIED :  1st  to  4th  stories,  furniture  show  rooms,  40  per¬ 
sons  ,  5th  story,  furniture  show  rooms  and  cabinet  mak¬ 
ing,  polishing,  varnishing,  etc.,  15  persons.  PROPOSED 
EXITS  :  One  interior  fireproof  stairway  extending  from 
1st  story  to  roof,  with  fire  doors  at  openings;  a  stand¬ 
ard  fire  escape,  excepting  for  egress  from  termination, 
on  the  rear  of  the  building,  extending  from  roof  to  yard, 
with  fireproof  windows  along  course;  EGRESS  from  ter¬ 
mination  of  fire  escape  is  proposed  through  3  ft.  8  in.  open¬ 
ing  in  fence  to  yard  of  premises  to  rear  with  egress  from 
this  yard  through  cellar  of  No.  31  E.  48th  street  and 
through  fire  escape  on  premises  No.  42  E.  49th  street; 
ROOFS  of  adjoining  buildings  are  at  same  level;  and 

Whereas,  petitioner  requests  that  the  egress  from  ter¬ 
mination  of  fire  escape  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
»n  condition  that  the  skylight  at  the  rear  of  the  1st  story 
shall  be  glazed  with  wire  glass,  and  that  the  fire  escape 
shall  comply  with  the  labor  law  in  all  respects,  except  as 
to  egress  from  the  termination,  which  shall  be  provided 
by  maintaining  a  clear  and  unobstructed  opening  in  the 
fence  to  the  premises  at  rear  31  East  48th  street,  with  egress 
therefrom  and  44  East  49th  street. 


RULES  ADOPTED 


AMENDMENT  TO  THE  PLUMBING  RULES— AD  OPTED  JANUARY  8.  1924. 


Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 


NOTICE 


As  this  issue  of  the  Bulletin  goes  to  press  before  the 
date  of  special  meeting  of  the  Board  of  Standards  and  Ap¬ 
peals  scheduled  for  Friday,  January  18,  1924,  for  the  con¬ 


sideration  of  the  Fuel  Oil  rules,  the  action  of  the  Board, 
with  the  rules  as  adopted,  will  be  published  in  the  Bulle¬ 
tin  of  January  29,  1924, 
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RULES.  ADOPTED 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 


BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 

1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  F'ire  Commissioner,  in  order  that  hte 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  F'ire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation:  .  , 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 

tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges.  .  . 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  F'ire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 


Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 


valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
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trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  maj 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

Control  handles  shall  be  of  standard  construction,  ar 


; 


: 
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ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 


110 


RULES  ADOPTED 


Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  Casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  pining,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  present 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit-  to  avoid  a  water  table  or’ other  nart  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  he  carefully  made  to  avoid 
cracking  the  'enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  nine  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  «ha11 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  1ea«t  1ft  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control : 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

3ft.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 


SQUAD  MONITORS 
. . Squad  No.  1 . 


DEFINITION  OF  “FIRE  DRILL." 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time— by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . 

Name  of  concern' . . . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  In  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box.  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of.  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  .  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  Lis  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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RULES  ADOPTED 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 

Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  art  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more,  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 

manner. 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 


Rule  10.  Duties  of  Owner. 

*  £  J**1*!1  be  the  dufy  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 

tne-'1o,r?pr.eS,e?tatlVes  to  Personally  observe  that  the  “Fire 
.nil  is  held  simultaneously  on  every  floor  of  the  build- 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
d°  T t  Participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

c  persons  ^presenting  the  OWNER,  LES- 

bFL  Ok  TENANT  who  supervises  the  FIRE  DRILL  at 
tbe  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 

nuSST-fT°^^U™uties’  and  sha11  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER.  K  y 


Rule  11.  Duties  of  Engineer. 

the  ,dut-V  Of  the  ENGINEER.  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
dadv  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normaf  condition 
for  operation. 


Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all.  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  (hem  v.  hen  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of.  the 
alarm  signals. 


It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  ’  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on.  the  trade,  business  or  calling  of  establishing, 
maintaining,  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A. 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  1  he  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail, 
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REPORT 


SUMMARY. 
Cases  pending  December  31,  1923  . . 
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Cases  filed  up  to  and  including  January  17,  1924 -  66 


DISPOSITION  OF  CASES. 

Withdrawn  .  9 

Dismissed  .  18 

Denied  .  11 

Granted  . .  1 

Granted  on  condition .  39 

Appliances  approved  .  0 


Restored  to  calendar  .  2 

Miscellaneous.  Applications. 

Requests  to  reopen  ....  .C. .  7 

■ 

Requests  to  amend  . .  0 

Requests  for. -modification  .  5 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  1 

Requests  for  extension  of  permit .  2 

Requests  to  install .  1 

Administrative  requests  .  0 

Requests  for  interpretation  . 0 

Total  .  711 

Disposed  of  .  97 

Cases  pending  January  17,  1924 .  614 


Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  . .  3 

Rules  disapproved  .  0 


Miscellaneous  Actions. 

Requests  to  reopen  granted  .  6 

Requests  to  reopen  denied .  1 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  . .  5 

Requests  for  modification  denied  .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  1 

Requests  for  extension  of  time  denied  .  0 

Requests  for  extension  of  permit  granted .  2 

Request  for  extension  of  permit  denied  .  0 

Requests  to  ihstall  granted .  1 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  0 

Requests  withdrawn  or  dismissed  .  0 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


papers. 


Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OP  JHF  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name  . 

Street  . 

P.  O . 

My  subscription  to  begin  with  the  issue  for. .  1924. 
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Total  . • .  97 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  January  22, 
1924. 

Minutes  of  meeting,  Board  of  Standards  and  Ap¬ 
peals,  January  22,  1924. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  January  18,  1924. 

Corrections. 

Rules  Adopted. 

Reserve  Calendar. 

Annual  Report.. 

Progress  Report 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

"BiferdUfcff^SYarf^r^^nd  Appeals,  as  listed  In  the  Cal¬ 
endar. 

All  hearings  a£g24ld  in  Room  919,  Municipal  Building, 
ManhStfan. 

HOIJR8  iROB:  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition,  shall  be  regarded  as  a  mere  notice  of  in 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  January  29, 
1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  February  5,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relicii  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  January  24,  1924. 

Cal  No.  Dcparttnent  Premises  Affected 

107-24-A . F.D . 46-50  Wooster  st.,  Man. 

_ _  L.  C.  21926. 

106-24-S . B.B.M.  ..212-216  W.  35th  st.,  Man. 

_ .  N.  B.  331-1923. 

105-24-A . F.D . 361  Avenue  A,  Man. 

_ _  F-35396. 

104-24-BZ . B.B.M.  ..642-650  St.  Claire  pi.,  Man. 

_ _  N.  B.  17-1924. 

103-24-S . B.B.M.  ..150  Broadway,  Man. 

_ .  N.  B.  242-1923. 

102-24-S . F.D . 415-421  5th  ave.,  Man. 

_ _  L.  D.  46655. 

101-24-BZ . B.B.B.  ..586-594  Coney  Island  ave., 

_ Bklyn.  N.  B.  22267-1923. 

100-24-BZ . B.B.B.  ..1694-1704  Rockaway  pkway., 

_ Bklyn.  N.  B.  19167-1923. 

99-24-S . F.D . 53  Walker  st.,  Man. 

_ _  L.  D.  52452. 

98-24-A . F.D . 170  Lynch  st.,  Bklyn. 

_ _  L.  C.  85206. 

97-24-A . F.D . 141  E.  25th  st.,  Man. 

96-24-A . F.D . S.  E.  cor.  Exterior  st.  &  230th 

_ _  st.,  Bx.  Alt.  1773-1923. 

95-24-SA . F.D . Leiman  Oil  Pump. 

_ _  Appliance. 

94-24-BZ . B.B.B.  ..20-22  Wyckoff  9t.,  Bklyn. 

_ —  Alt.  23994-1923. 

93-24-A . F.D . 27-37  W.  60th  st.,  Man. 

_ .  L.  C.  21817. 

_ _  F-52114. 

92-24-A . F.D . 79  William  st.,  Q. 

- -  F-51975. 

91-24-S . F.D .  1581-85  Jerome  ave.,  Bx. 

- . —  Variation  of  Labor  Law. 

90-24- A . B.B.M.  ..307-311  E.  115th  st.,  Man. 

_  Alt.  3336-1920. 

89-24-BZ . B.B.Bx.  .Webster  ave.,  120.18  ft.  S.  of 

182nd  st.,  Bx. 

- -  N.  B.  2908-1023. 

88-24-BZ . B.B.B.  ..40-48  Hull  st.,  Bklyn. 

- .  N.  B.  24198-1923. 

87-24-S . F.D .  363-367  Borden  ave.,  Q. 

-  F-52565. 

86-24-S . B.B.M.  ..265  W.  30th  st.,  Man. 

- -  Variation  of  Labor  Law. 

85-24-A . F.D . N.  E.  cor.  Jackson  ave.  &  38th 

-  st.,  Corona.  Q.  F-51693. 

84-24-BZ . B.B.M.  ..601  W.  135th  st.,  Man. 

- -  Alt.  2641-1923. 

83-24-A . F.D . 187  Lafayette  st.,  Man. 

- -  L.  C.  19597. 

82-24-S . B.B.M.  ..209-211  W.  26th  st.,  Man. 

- •  N.  B.  190-1923. 

81-24-S . B.B.M.  ..146-152  W.  29th  st.,  Man. 

- - *  N.  B.  244-123. 

80-24-A . F.D . 603  W.  27th  st.,  Man. 

-  L.  C.  20757. 


79-24-BZ . B.B.Bx.  .280-284  W.  Fordham  rd.,  Bx. 

-  N.  B.  2479-1923. 

78-24- A . F.D .  52-60  Jackson  ave.,  W.,  Corona, 

- -  Q.  F-51683.  j 

77-24-S . B.B.M.  ..311-315  7th  ave.,  Man. 

- - —  Variation  of  Labor  Law. 

76-24-BZ . B.B.Bx.  .  N.  E.  cor.  Jerome  ave.  &  Clif¬ 

ford  pi.,  Bx. 

- -  N.  B.  3049-1923. 

75-24-S . H.D . 495  Lincoln  rd.,  Bklyn. 

-  •  Sanitary  Certificate 

74-24-S . F.D . 76  McKibben  st.,  Bklyn. 

- -  L.  D.  48422. 

73-24- A . F.D . 118-122  Montauk  ave.,  Bklyn 

- —  F-52006,  52007,  52008. 

72-24-A . F.D1 .  123-127  Atkins  ave.,  Bklyn. 

- -  F-52021,  52022,  52023.  1 

71-24-S . B.B.M.  ..226-228  W.  37th  st.,  Man. 

-  N.  B.  428-1923. 

70-24-S . B.B.M.  ..242-244  W.  38th  st.,  Man. 

- -  N.  B.  435-1923 

69-24-BZ . F.D . 4654  Proctor  st.,  Q. 

- —  L.  C.  81195 

68-24-SA . F.D . May  Burner. 

- -  Appliance. 

67-24- A . F.D . 801-811  Vernon  ave.,  rear,  Q. 

-  F-50932. 

Restored  to  Calendar 

165-23-S. .......  F.D . 144  W.  23rd  st.,  Man. 

-  L.  D.  42789. 

2 80-22 -S . F.D . Recommendation  to  Board  of 

Aldermen  re.  standpipe  equip¬ 
ment  in  Motion  Picture  The¬ 
atres. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . .....Bureau  of  Buildings,  Brooklyn 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . ...Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


' 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  29,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

733-23-BZ. 

APPLICANT — Edward  R.  Koch,  for  Hugh.  A.  McGorry, 
owner. 

PREMISES — 3420  Olinville  avenue,  The  Bronx. 

TO  PERIMT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing  on  the  prem¬ 
ises. 


907-23-BZ. 

APPLICANT — Samuel  A.  Kelsey,  for  Amelia  E.  Kelsey, 

owner.  I  j 

PREMISES — 229  West  137th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  change  of  occu¬ 
pancy  in  part  from  residence  to  a  business  U6e. 
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1165-23-BZ. 

APPLICANT— William  F.  Doyle,  for  One  Thirty-Six 
Pulaski,  Inc.,  owner. 

PREMISES — 83-91  Vernon  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1509-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Emily  D.  Hogan 
and  Mary  C.  Harnish,  owners. 

PREMISES — South  side  of  Evelyn  place,  100  ft.  west 
of  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required  by  the  zone 
resolution. 

854-23-BZ. 

APPLICANT — Edward  L.  Larkin,  for  Rexburg  Realty 
Corp.,  owner. 

PREMISES — Northwest  corner  of  170th  street  and  College 
avenue,  The  Bronx. 

TO  PERMIT  the  extension  into  a  residence  district  the 
erection  and  maintenance  of  a  theatre  building. 

1178-23-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Murray  M.  Shin- 
del,  owner. 

PREMISES — 279-285  Vernon  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

.  ij:  ■■  '■  .  ) 

1292-23-BZ.  V 

APPLICANT — 'Frank  Shary  and  Emma  Shary,  owners. 

PREMISES — 761  East  230th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle. 

1316-23-BZ. 

APPLICANT — John  Lavelle,  lessee. 

PREMISES — 167  West  73rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  occupancy  in  basement  of  an  existing  resi¬ 
dence  building. 


1389-23-BZ. 

APPLICANT — John  Morrison,  owner. 

PREMISES — 4634-4646  Bay  Parkway,  Brooklyn. 

TO  PERMIT  in  a  residential  “E”  area  district  the  erection 
and  maintenance  of  a  residence  building  occupying 
more  than  30  per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb  level. 

1475-23-BZ. 

APPLICANT — James  Kearney,  for  William  Danenbaum, 
owner. 

PREMISES — 3158  Webster  avenue,  The  Bronx. 

TO  PERMI  T  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

84-23-BZ. 

APPLICANT — Thomas  I.  Sheridan,  for  Samuel  Bl®ck, 
owner. 

PREMISES — 69-71  West  90th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  alteration  of  existing 
building  and  change  of  occupancy  from  manufactur¬ 
ing  of  motion  picture  films  to  garage  for  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  29,  1924,  «/  10  «.  m. 

Appeals  from  Administrative  Orders. 

1391-23-A — 380-392  West  12th  street,  Manhattan. 
1424-23-A— 627-635  West  133rd  street,  Manhattan. 

1435-23-A  431-443  Atlantic  avenue,  Brooklyn. 

1442- 23- A — 114-116  East  13th  street,  Manhattan. 

1443- 23-A  121  Lexington  avenue,  Manhattan. 

1450-23-A — 3  East  17th  street,  Manhattan. 

728-„3-A  1029  East  163rd  street  and  943  Southern  boule* 

vard,  The  Bronx. 

831-23-A — 697-707  Kent  avenue,  rear,  Brooklyn. 

895-23-A— 573  Lexington  avenue  and  140-146  East  51st 
street,  Manhattan. 

1142-23-A — 461  West  150th  street,  Manhattan. 

1173-23-A — 82-82J^  Beekman  street,  Manhattan. 

1277-23-A — 7  East  14th  street,  Manhattan. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1337-23-A — 232  Cooper  street,  Brooklyn. 

1353-23-A — 156-172  East  21st  street,  Brooklyn. 

709-23-A — 43  West  16th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal  no.  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

cal.  vo.  1410-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  George 
M.  McCabe,  architect,  on  behalf  oi 
Wendell  &  Evans  Company,  owner,  to 
permit  in  an  unrestricted  district  ex¬ 
tending  into  a  business  district  the 
alteration  and  conversion  of  an  exist¬ 
ing  stable  for  more  than  five  (5)  horses 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
160-168  West  10th  street,  Manhattan 
cal.  no.  1350-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Higginson,  architect,  on  behalf  of 
E.  J.  Trum,  Inc.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  manufacturing  purposes ;  premises 
764-776  4th  avenue,  northwest  corner 
of  26th  street,  Brooklyn. 

cal.  no.  1308-23-BZ— Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of 
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Airaee  Klein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1819-1837  Cropsey  avenue, 
northeast  corner  of  Bay  19th  street, 
Brooklyn. 

cal.  no.  632-20-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Elmer  E.  Stevens,  owner,  for  a  re¬ 
hearing  of  an  application  previously 
denied,  to  permit  in  a  residence  dis¬ 
trict  the  conversion  and  extension  in 
area  of  an  existing  stable  for  more  than 
five  (5)  horses  into  a  garage  for  more 
than  five  (5)  cars;  premises  1910  Wal¬ 
ton  avenue,  The  Bronx. 

cal.  no.  1400-23-BZ — Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Turin  Garage  and  Supply  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  ex¬ 
isting  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
55  West  93rd  street,  Manhattan. 

cal.  no.  1398-23-BZ— Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  architect,  Schinasi  Com¬ 
mercial  Corp.,  owner,  Edward  I.  Hey- 
mann,  lessee,  to  permit  in  a  business 
district  the  alteration  and  conversion 
of  an  existing  factory  building  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  311 
West  120th  street,  Manhattan. 

cal.  no.  1100-23-BZ — Appliation,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217- 23-S — 147-149  West  29th  street,  Manhattan. 

1218- 23-S — 213  East  19th  street,  Manhattan. 

1223-23-S — 35  West  2§th  street,  Manhattan. 

1381-23-S — 129-135  Degraw  street  and  50-60  Tiffany  place, 
Breoklyn. 

1392-23-S — 146-150  William  street,  Manhattan. 

1419-23-S — 2133  1st  avenue,  Manhattan. 

1422-23-S — 120  West  21st  street,  Manhattan. 

1427-23-S — 225-235  West  37th  street.  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

1448-23-S — 137-139  Grand  street,  Manhattan. 

1451-23-S—  27  West  35th  street,  Manhattan. 

1485-23-S — 13  East  *th  street,  Manhattan. 

14S6-23-S— 19  East  8th  street,  Manhattan. 

1492-23-S— 570-372  Grand  street,  Manhattan. 

1397-23-S — 60  Walker  street,  Manhattan. 

1552-23-S— 118  Madison  avenue,  Manhattan. 

1409-33-S— 125-135  Raymond  street,  Brooklyn. 

1 119-23-S — 233-243  Greene  street,  Brooklyn. 

1370-23-S — 361  7th  avenue,  Manhattan. 


Appliance  Submitted  for  Approval. 

1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 

RULES. 

280-22-S — Recommendation  to  board  of  aldermen  in  re : 

standpipe  equipment  in  Motion  Picture 
Theatres. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  5,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1138-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Alice  Kambourian, 
owner. 

PREMISES — 265  Lexington  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  in  an  existing  residence  building. 

1386-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Broadway  Marlboro 
Realty  Corp.,  owner. 

PREMISES — 1351-1365  Broadway,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
of  a  part  of  the  front  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  set  by  the 
building  zone  resolution. 

1489-23-BZ. 

APPLICANT — William  F.  Doyle,  for  John  Reinschmidt 
and  H.  H.  Snedeker,  owners. 

PREMISES — East  side  of  Franklin  avenue,  236.50  ft.  south 
of  East  166th  stret,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the.  storage  of  more  than 
five  (5)  motor  vehicles. 

1508-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Abraham  Singer, 
owner. 

PREMISES — 631-637  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1529-23-BZ. 

APPLICANT — James  Kearney,  for  Alphonse  Freund, 
Frederick  A.  Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners. 

PREMISES — 121-131  West  83rd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  February  5,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1384-23- A — 139-141  West  19th  street,  Manhattan. 
1393-23-A — S.  S.  Meadow  street,  from  Pearson  street  to 
Anable  avenue,  L.  I.  City,  Queens. 

1449-23-A — 13  Broadway,  Flushing,  Queens. 

1463-23-A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied¬ 
ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 

1252-23-A — 107  East  126th  street,  Manhattan. 

1378-23-A — 27  East  137th  street,  Manhattan. 

1524-23-A— 803-811  Avenue  P,  Brooklyn. 

1 124-23-A — 71  Nassau  street,  Manhattan. 
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1305-23-A — 233-239  West  42nd  street,  Manhattan. 
1313-23-A — 208  Bowery,  Manhattan. 

1459-23-A — 4805  New  Utrecht  avenue,  Brooklyn. 
1474-23-A — 60  East  191st  street,  The  Bronx. 

14S0-23-A — 327-347  Walnut  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning  February  5,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1447-23-BZ — Application,  December  7,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Cedar 
Land  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  of  Je¬ 
rome  avenue  and  East  Tremont  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave' 
nue,  The  Bronx. 

cal.  no.  1385-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  Catherine  Sil- 
berhorn,  owner,  Max  Ludecke,  lessee, 
to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  business  building,  also  to 
construct  building  over  entire  lot  area 
omitting  a  rear  yard  as  required  by 
the  building  zone  resolution;  premises 
150-152  West  127th  street,  Manhattan. 

cal.  no.  420-23-BZ — Application,  April  10,  1923,  under  the 
building  zone  resolution,  of  Henry  H. 
Ehrlich,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
two  (2)  motor  vehicles;  two  spaces' 
rented  to  persons  not  residing  on  the 
premises  ;  premises  740  Sylvester  avenue 
(formerly  Mandsley  street),  Jamaica, 
Queens. 

cal.  no.  1168-23-BZ — 'Application,  October  11,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Jennie  Reizenstein,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes ;  premises  284 
Woodbine  street,  southeast  corner  of 
Irving  avenue,  Brooklyn. 

cal.  no.  1054-23-BZ — Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Frank 
R.  Hewitt,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 


garage  for  the  storage  of  two  (2) 
pleasure  motor  vehicles ;  two  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  2250  Aqueduct  ave¬ 
nue,  northeast  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  1055-23-BZ— Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Michael 
Lyndsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to-  persons  not  residing  on  the 
premises;  premises  2218  Aqueduct  ave¬ 
nue,  southeast  corner  of  Buchanan 
place,  The  Bronx. 

William  E.  Walsii,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  5,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

233-23-A — 1835  Carter  avenue,  The  Bronx. 

531- 23-A — 'Southwest  corner  of  34th  street  and  Park  ave¬ 

nue,  Manhattan. 

532- 23-A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 
1377-23-A— 1660-1662  Webster  avenue,  The  Exui.  ... 

3S2-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing-  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  afternoon,  February  5,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  497-23-BZ — Application,  April  24,  1923,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

cal.  no.  1254-23-BZ — Application,  November  3,  1923,  under 
the  building  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex¬ 
isting  building  and  change  of  occupancy 
from  a  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  14  2nd  avenue,  Man¬ 
hattan. 

William  F.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

W ednesday,  February  13,  1924,  at  10-  a.  m. 

Appeals  from  Administrative  Orders. 

927-23-A — 418  East  15th  street,  Manhattan. 

965-23-A — 545  East  75th  street,  Manhattan. 

1328-23-A — 277  Greene  avenue,  Brooklyn. 

1418-23-A — 81-95  Wallabout  street,  Brooklyn. 

1430-23-A — 4-10  John  street,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

1471-23-A — 1342  West  24th  street,  Manhattan. 

1479-23-A — 46  8th  avenue,  Brooklyn. 

1091-23-A — 68  East  lltli  street,  Manhattan. 

1118-23-A — 853  Jackson  avenue,  The  Bronx. 

1139-23-A — 133  Crosby  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
gf  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  W ednesday  morning ,  February  13,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1210-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
George  Hummel,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  an  extension  to  an  ex¬ 
isting  building  used  for  business  pur¬ 
poses;  premises  2365  Myrtle  avenue, 
Brooklyn. 

cal.  no.  1212-23-BZ — Application,  October  24,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Mary  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1115-1119  Intervale  avenue, 
The  Bronx. 

CAL.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

CAL.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
.  Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 


connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  1404-23-BZ — Application,  November  30,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Strang  and  Tinea  Strang,  appli¬ 
cants  and  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
from  manufacturing  and  dead  storage 
to  the  use  of  fur  dressing;  premises 
178-180  S.  Portland  avenue,  Brooklyn. 

cal.  no.  1494-23-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Mc- 
Kown  &  Condon,  applicants,  on  behalf 
of  Broadway-94th  Street  Realty  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
West  95th  street,  Manhattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

cal.  no.  1133-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
Philip  Bardes,  architect,  on  behalf  of 
Hyman  Hermele  and  Samuel  Heft, 
owners,  to  permit  in  a  business  district 
the  alteration  and  extension  in  height 
of  a  one-story  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1005-1007  Intervale 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday ,  February  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1327-23-S — 277  Greene  avenue,  Brooklyn. 

1462-23-S — 158-160  West  26th  street,  Manhattan. 

1532-23-S — 17  East  53rd  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1129-23-S — 43  West  28th  street,  Manhattan. 

1421-23-S— 151-157  33rd  street,  Brooklyn. 

1423-23-S — 434-440  East  165th  street,  The  Bronx. 

1472-23-S — 830  Broadway,  Manhattan. 

1526-23-S — 33  East  20th  street,  Manhattan. 

1542-23-S— 224-232  West  35th  street,  Manhattan. 

1559-23-S — 2  1st  street,  Manhattan. 

165-23-S — 144  West  23rd  street,  Manhattan. 

103-24-S — 150  Broadway,  Manhattan. 

42-24-S — 104-112  West  29th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 

1487-23-SA — Schulse  home  oil  burner,  approval  of. 
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1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 

1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 

of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 

1550- 23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  February  19,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1324-23-A — South  side  of  Avenue  H,  from  32nd  street 
to  38th  street,  Brooklyn. 

1330-23-A — 25  Pine  street,  Manhattan. 

1382-23-A— 127-131  West  25th  street,  Manhattan. 

1394- 23- A— 318-320  West  46th  street,  Manhattan. 

1395- 23-A — >545-551  Ocean  avenue,  Brooklyn. 

1405-23-A — 35  6th  avenue,  Manhattan. 

1473-23-A — 29  West  17th  street,  Manhattan. 

1482-23-A — 327-331  Madison  avenue,  Manhattan. 

1495-23-A — 17  West  31st  street,  Manhattan. 

1534- 23- A — 2  1st  street,  Manhattan. 

1535- 23- A— 3-5  1st  street,  Manhattan. 

1545-23-A — 41-43  West  63rd  street,  Manhattan. 

1551- 23-A — 135-453  Park  avenue,  Brooklyn. 

8-24-A — 186  East  64th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  19,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1502-23-BZ — Application,  December  19,  1923,  under 
the  building  zone  resolution,  of  Isaac 
H.  Lubin,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  the  basement  and 


the  conversion  of  occupancy  of  the 
basement  from  residence  to  manufac¬ 
turing  purposes ;  premises  334  East 
50th  street,  Manhattan. 

cal.  no.  1 5 10-23-BZ— Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F„  Doyle,  applicant,  on  behalf  of 
Morris  Schrimann,  owner,  to  permit 
in  a  residence  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  west  side  of 
Merriam  avenue,  360.78  ft.  south  of 
170th  street,  The  Bronx. 

CAL.  NO.  1372-23-BZ — Appplication,  November  24,  1923, 
under  the  building  zone  resolution,  of 
Harry  A.  Yarish,  architect,  on  behalf 
of  Alexander  Fox,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  300-310  Winthrop 
street,  southeast  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1478-23-BZ — Application,  December  14,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Michael  J.  Adrian  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2-00-208  East 
111th  street  and  2013-2027  3rd  avenue, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23- A— 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23-A — 196  19th  street,  Brooklyn. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  22,  1924. 
Present :  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  January  15,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  4,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1377-23-A. 

APPELLANT — A.  F.  Schwarzler,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  Ah FECTED — 1660-1662  Webster  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACT  ION  OF  BOARD — Chairman  read  correspondence. 
Laid  over  to  February  5,  1924,  at  2  p.  m.,  on  written 
request. 


382-23-A. 

APPELLANT — Philip  J.  Sinnott,  for  James  McElroy, 
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owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 320-22  East  28th  street  and  323 
East  27th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott  and  James  Mc¬ 
Elroy. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1924,  at 
2  p.  m.,  to  take  up  matter,  of  Certificate  of  Occu¬ 
pancy,  with  building  department. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AbbECTED — 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  John  V.  Downey. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 
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1170-23- A. 

APPELLANT — Joaquin  de  la  Roza,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 2814  Avenue  N,  Brooklyn. 
APPEARANCES— 

For  Appellant:  T.  L.  White. 

ACTION  OF  BOARD— Laid  over  to  February  5,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


1318-23-A. 

APPELLANT— William  G.  Willis,  for  La  Contento  Cigar 
Co.,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 921  3rd  avenue,  Manhattan. 
APPEARANCES—1 

For  Appellant :  William  G.  Willis. 

For  Administration:  inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

(1318-23-A) 

Whereas,  William  G.  Willis,  for  La  Contento  Cigar  Co., 
lessee,  filed,  November  16,  1923,  an  appeal,  with  the  board 
of  appeals,  from,  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  921  3rd  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  2 1,  1923,  No.  50062-F,  reads: 

"1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  rear  of  buliding,  or  other  ap¬ 
proved  protection,  as  per  Sec.  375,  Article  18,  Chapter 
5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  frame  and  brick,  four  stories  in 
height,  20  it.  by  104  ft.  in  area  at  1st  story  and  20  ft.  by 
50  It.  in  area  above.  OCCUPIED:  1st  story,  cigar  manu¬ 
facturer,  10  persons ;  2nd  story,  frame  gilder  and  leather 
novelties,  2  persons ;  3rd  story,  dwelling,  4  persons ;  4th  story, 
dwelling,  2  persons ;  and 

Whereas,  the  windows  in  the  rear  wall  of  the  building 
are  within  50  ft.  of  a  one-story  extension  to  the  north; 
and 

Whereas,  appellant  contends  the  exposure  consists  of  a 
small  extension,  12  ft.  by  20  ft.,  at  the  rear  of  a  drug  store 
to  north,  used  for  the  storage  of  non-combustible  articles. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  occupancy  and  use  remain  substan¬ 
tially  unchanged. 


1340-23-A. 

APPELLANT — G.  Erda  and  H.  G.  Albers,  for  Manhattan 
Show  Case  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 131-147  Jewell  street  and  203- 
211  Meserole  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Gustave  Erda. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1340-23-A) 

Whereas,  G.  Erda  and  H.  G.  Albers,  for  Manhattan  Show 
Case  Co.,  lessee,  filed,  Nov.  20,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  131-47  Jewell  street  and  203-11  Meserole 
avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  31,  1923,  No.  49549-F,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  : 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (26 
ft.  6  in.)  in  height,  110  ft.  8  in.  by  97  ft.  4  in.  (11,647  sq. 
ft.)  in  area;  OCCUPIED  for  the  manufacture  of  show 
cases,  20  persons  on  each  story ;  and 

Whereas,  appellant  contends  that  the  building  is  located 
on  two  streets,  and  only  26  ft.  6  in.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  building  be  equipped  with  ap¬ 
proved  sprinkler  system. 


147-21-A. 

APPELLANT— James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brooklvn. 
APPEARANCES— i 

For  Appellant:  J.  V.  Downey. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m. 


1356-23-A. 

APPELLANT- — Walter  Lang,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED-100  ft.  off  the  foot  of  Irving 
street,  Sheepshead  Bay,  Manhattan  Beach, Brook¬ 
lyn. 

•  APPEARANCES— 

For  Appellant :  Percy  J.  King  and  Walter  Lang. 
For  Opposition:'  C.  J.  Haggerty. 

For  Administration:)  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Fire  Chief  Kenlon  ....  5 

Negative  .  q 

Absent :  Messrs.  Beatty  and  Connell  2 

THE  RESOLUTION: 

Absent :  Messrs.  Beatty  and  Connell  .  2 

(1356-23-A) 

Whereas,  Walter  Lang,  lessee,  filed,  Nov.  22,  1923,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  100  ft.  off  the  foot  of 
Ti\ing  street,  Sheepshead  Bay,  Manhattan  Beach,  Bor¬ 
ough  of  Brooklyn ;  and 

W  hereas,  the  order  of  the  fire  commissioner,  dated 
Nov.  5,  1923,  reads: 

“Order  No.  83454-LC : 

W  ith  reference  to  your  application,  for  a  permit  to 
store  petroleum  and  shale  oil  at  the  above  location,  I  re¬ 
gret  to  inform  you  that  I  am  without  power  to  grant 
such  a  permit  for  the  reason  that  subdiv.  2  of  section 
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111,  chapter  10,  code  of  ordinances  provides  that  a  spe¬ 
cial  permit  may  be  issued  authorizing  the  storage  of 
petroleum  and  shale  oil  and  the  liquid  products  thereof 
and  of  coal  tar  in  barges  of  steel  or  other  approved  con¬ 
struction. 

“The  use  of  wooden  barge  for  the  storage  of  petro¬ 
leum  products  is  a  violation  of  the  above  mentioned  sec¬ 
tion. 

“You  are  therefore  ordered  to  forthwith  remove  all 
petroleum  and  shale  oil  and  the  liquid  products  thereof 
from  the  wooden  barge  located  in  Sheepshead  Bay  inlet 
opposite  Irving  St.,  Manhattan  Beach,  and  discontinue 
the  further  storage  of  petroleum  and  the  liquid  products 
thereof  on  the  said  barge.” ; 
and 

Whereas,  the  premises  consist  of  a  barge,  90  ft.  long 
by  27  ft.  6  in.  wide,  located  110  ft.  off  the  bulkhead  at  the 
foot  of  Irving  street,  Sheepshead  Bay  ;  the  barge  being  con¬ 
structed  of  wood  and  used  for  supplying  petroleum  products 
to  boats  and  launches;  and 

Whereas,  appellant  contends  that  he  has  been  in  busi¬ 
ness  in  Sheepshead  Bay  for  the  last  twelve  years  under 
permit  from  the  fire  department  and  anchorage  permit 
from  the  captain  of  the  port  and  that  the  barge  is  equipped 
with  chemical  fire  extinguishers  and  sand  pails,  sand  boxes 
and  a  1,000  gallon  water  tank. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  deck  and  sides  of  barge  to 
water  line  be  covered  with  1-16  in.  sheet  steel ;  that  the 
tanks  shall  be  grounded,  and  that  the  gasoline  storage  shall 
be  limited  to  6,000  gallons,  maintained  in  two  tanks  with 
not  more  than  3,000  gallons  in  each  tank. 


1360-23-A. 

APPELLANT — Sarah  Teitlebaum,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 329  East  Houston  street,  Man¬ 
hattan. 

APPEARANCES^ 

For  Appellant:  Sarah  Teitlebaum  and  Irving  W. 
Teitlebaum. 

For  Administration:,  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Fire  Chief  Kenlon _  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Connell  .  2 

THE  RESOLUTION: 


(1360-23-A) 

Whereas,  Sarah  Teitlebaum,  lessee,  filed,  Nov.  23,  1923, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  329  East  Houston 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  1,  1923,  No.  20827-LC,  reads: 

“2.  Discontinue  use  of  the  drying  compartment  that 
is  located  within  the  benzine  wash  room  and  remove 
all  steam-pipes  or  other  sources  of  heat  therefrom. 
Section  177-8,  Chapter  10,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  at 
front  and  one  story  at  rear,  25  ft.  by  43  ft.  8  in.  irregular 
m  area;  OCCUPIED  as  a  cleaning  establishment,  with  a  wet 
wash  drying  room  adjacent  to  and  separated  from  a  benzine 
wash  room  by  a  metal  covered  wooden  partition  with  a 
self-closing  door  at  opening;  9  persons  in  building;  and 

Whereas,  appellant  contends  that  to  comply  with  order 
would  cause  the  establishment  to  cease  business. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  wet  wash  drying  room  be 
vented  directly  to  the  open  air  by  metal  duct  carried  above 
roof  of  building;  that  there  shall  be  not  more  than  one 
opening  from  the  wet  wash  drying  room,  protected  with  self¬ 
closing,  fireproof  door;  and  that  the  benzine  system  main¬ 
tained  on  premises  shall  be  installed  in  accordance  with  the 
approval  of  the  fire  prevention  bureau. 


1380-23-A. 

APPELLANT — Frank  Bloom,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Foot  of  Grant  street,  1,000  ft. 
out  from  Pier  No.  8,  Tompkinsville,  S.  I.,  Rich¬ 
mond. 

APPEARANCES — < 

For  Appellant:  Frank  Bloom  and  Percy  J.  King. 
For  Administration:!  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Fire  Chief  Kenlon  ....  5 


Negative  .  o 

Absent:  Messrs.  Beatty  and  Connell  .  2 

THE  RESOLUTION: 

(1380-23-A) 


Whereas,  Frank  Bloom,  lessee,  filed,  Nov.  26,  1923,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  1,000  ft.  off  Pier  8,  Tomp- 
kinsville,  S.  I.,  Richmond ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
Nov.  10,  1923,  reads: 

“Order  No.  20998: 

“With  reference  to  your  application,  dated  July  12, 
1923,  for  a  permit  to  store  gasoline  on  Barge  No.  30, 
I  regret  to  inform  you  that  I  am  without  power  to  grant 
such  a  permit. 

“Section  III,  subdivision  2,  chapter  10,  code  of  ordi¬ 
nances,  prohibits  the  issuance  of  a  permit  for  barges 
other  than  steel  or  other  approved  construction. 

“You  are,  therefore,  ordered  to 

“1.  Discontinue  the  storage  of  gasoline  on  barge.”; 
and 

Whereas,  the  premises  consist  of  a  barge,  81  ft.  long  and 
27  ft.  7  in.  wide,  located  1,000  ft.  out  from  Pier  8,  Tomp¬ 
kinsville,  S.  I.,  the  barge  being  constructed  of  wood;  and 
Whereas,  the  appellant  contends  that  the  nearest  building 
is  3,000  ft.  away  from  the  barge  and  that  the  barge  is  used 
for  supplying  petroleum  products  to  barges  and  launches; 
and  further  contends  that  the  nearest  barge  to  him  is  eight 
miles  away  and  that  it  would  be  a  hardship  on  his  customers; 
that  his  barge  is  equipped  with  fire  extinguishers,  sand  pails, 
sand  boxes,  etc.,  and  that  this  station  has  been  in  operation 
for  18  years. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  granted  on  condition  that  the  deck  and  sides  of 
barge  to  water  line  be  covered  with  not  less  than  1-16  in. 
sheet  steel;  and  that  the  barge  shall  be  anchored  with  two 
anchors  with  not  less  than  60  fathoms  of  chain  to  each 
anchor. 


220-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Arnesto  Paint  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 42  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  M.  Arnstein. 
For  Administration;  Inspector  Lenihan  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Fire  Chief  Kenlon  ....  5 


Negative  .  0 

Absent:  Messrs.  Beatty  and  Connell  .  2 


THE  RESOLUTION: 

(220-23-A) 

Whereas,  Samuel  Rosenblum,  for  Amesto  Paint  Co., 
owner,  filed,  Feb.  16,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
promises  42  West  99th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16170- 
LC,  dated  January  20,  1923,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  *  *  *. 

“2.  Discontinue  the  use  of  building  as  workshop  or 
factory  for  window  sash  or  anything  else  (except  paint 
factory)  *  *  *. 

“3.  Remove  all  of  the  wooden  flooring  that  is  satu¬ 
rated  with  oil  or  encrusted  with  dried  paint  or  oil  spil¬ 
lage,  and  replace  such  flooring  with  new  flooring  covered 
with  metal.  This  is  to  be  done  on  all  stories. 

“13.  Provide  an  approved  storage  system  for  storage 
of  alcohol  or  other  volatile  inflammable  liquids  *  *  *. 

“17.  Cover  ceiling  of  cellar  with  fire  retarding  pro¬ 
tection  *  * 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
cellar  at  front  and  six  stories  and  cellar  at  rear  in  height; 
25  ft.  by  96  ft.  in  area.  OCCUPIED:  1st  story,  office  and 
glazing  sashes,  4  persons;  2nd  story,  offices  and  stockroom 
and  shipping,  5  persons ;  3rd  story,  filling  room,  1  person ; 
4th  story,  grinding  paints,  3  persons;  5th  story,  mixing,  1 
person;  6th  story  (rear  part),  mixing,  1  person;  and 

Whereas,  applicant  contends  in  re:  Order  No.  2,  the 
factory  use  is  a  part  of;  the  business  of  the  owner  of  the 
building,  manufacturing  window  sashes,  which  are  glazed  on 
the  1st  story  of  this  building;  and  in  lieu  of  the  sprinkler 
system  proposes  to  install  an  automatic  fire  alarm  system 
with  connection  to  central  headquarters. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  2  on  condition  that  Items  1,  3,  13  and  17 
are  complied  with. 


1351-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  Rulian 
Building  Co,,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 295-307  St.  John’s  place,  Brook¬ 
lyn. 

APPEARANCES — t 

For  Appellant:  Herbert  Wilson. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 


Negative .  0 

Absent :  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

(1351-23-A) 


Whereas,  Simplex  Oil  Heating  Corp.,  for  Rulian  Build¬ 
ing  Co.,  owner,  filed,  Nov.  22,  1923,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  295-307  St.  John’s  place,  Brooklyn;  and 
Brooklyn;  and 

1M 


Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  26,  1923,  in  acting  on  Alt.  App.  No.  268-23,  reads: 

"1.  Fuel  oil  storage  and  equipment  is  not  permitted 
in  a  tenement  house.  No  further  examination  made  at 
this  time.” ; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  150  fit.  by  118  ft.  3  in.  irregular  in  area;  OCCU¬ 
PIED  as  a  tenement  house;  it  is  proposed  to  provide  a  fuel 
oil  burning  installation,  “Simplex  Oil  Burning  System”;  in¬ 
stallation  to  be  made  in  accordance  with  the  requirements  of 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals,  using 
14  to  16  gravity  oil,  except  that  the  burner  is  not  an  approved 
type ;  and 

Whereas,  petitioner  contends  that  an  installation  using 
this  gravity  oil  is  not  prohibited  in  tenement  houses. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  fuel  oil  equipment  pro¬ 
posed  in  these  premises  be  installed  in  accordance  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
adopted  January  18,  1924. 


1387-23-A 

APPELLANT — William  F.  Doyle,  for  P.  &  M.  Building 
Corporation,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 622-640  West  57th  street,  Man¬ 
hattan. 

APPEARANCES- 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD1 — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon .  g 

Absent :  Mr.  Beatty  .  i 


THE  RESOLUTION: 

(1387-23-A) 

Whereas,  William  F.  Doyle,  for  P.  &  M.  Building  Cor¬ 
poration,  owner,  filed,  November  27,  1923,  an  appeal,  with 
the  feoard  of  appeals,  from  an  order  of  the  Are  commis¬ 
sioner,  affecting  premises  622-640  West  57th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  50488- 
F,  dated  October  21,  1923,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 
and 

Whereas,  the  building  is  fireproof,  four  stores  and  base¬ 
ment  (55  ft.  6  in.)  in  height,  223  ft.  by  115  ft.  (25,600  sq. 
ft. ) ^  in  area;  OCCUPIED  as  a  public  garage  and  service 
station,  a  maximum  of  141  persons;  and 

Whereas,  appellant  contends  the  gasoline  storage  is  lo¬ 
cated  in  the  east  yard  and  not  in  the  main  building;  that 
the  building  is  fireproof  throughout  and  that  the  means  of 
exit  are  ample. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1390-23-A. 

APPELLANT — Ed.  P.  Doyle,  for  Kneer  Amusement  Co., 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  of  Broad¬ 
way  and  3rd  avenue,  L.  I.  City,  Borough  of 
Queens. 

J 


MINUTES 


APPEARANCES— 


For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  . 

Negative  . 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _ 


5 

0 

2 


THE  RESOLUTION: 

(1390-23-A) 

Whereas,  Edward  P.  Doyle,  for  Kneer  Amusement  Co., 
owner,  filed,  November  27,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  northwest  comer  Broadway  and  3rd  ave¬ 
nue,  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  20,  1923,  No.  719-23,  reads: 

“1.  Bottom  of  tank  must  be  20  ft.  above  the  roof 
level. 

“6.  Install  a  fire  pump  of  at  least  65  gallons  per 
minute,  etc.,  suctioning  from  a  5000  gallon  tank  *  * 

and 

Whereas,  the  building  is  fireproof,  two  stories  in  height 
(orchestra  and  balcony),  145  ft.  by  75  ft.  %  in.  in  area; 
OCCUPIED  as  stores  and  moving  picture  theatre,  with  a 
seating  capacity  of  718  in  orchestra  and  560  in  balcony; 

and 

Whereas,  applicant  contends  there  is  no  dressing  room  or 
stage,  and  requests  permission  to  omit  the  fire  pump  and 
pressure  tank,  and  in  lieu  thereof  to  install  a  standpipe  with 
direct  4  in.  connection  to  city  main  in  3rd  avenue,  with  two 
hose  outlets  and  a  gravity  tank  to  be  located  above  the  roof 
of  the  theatre. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1,  on  condition  that  a  3500  gallon 
gravity  tank  be  installed  not  less  than  40  feet  above  the 
hose  outlet,  and  granted,  as  to  Item  6,  on  condition  that  the 
standpipe  equipment  be  maintained  with  a  two-source  supply, 
one  4  inch  connection  to  street  main  with  not  less  than  a 
40-lb.  pressure  and  a  gravity  tank  of  not  less  than  3500 
gallons. 


1488-23-A. 

APPELLANT — William  F.  Doyle,  for  World  Button 
Works,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 113-119  4th  avenue,  Manhattan. 
APPEARANCES— 


For  Appellant :  William  F.  Doyle. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon .  0 

Negative . 0 

Absent :  Mr.  Beatty  .  l 

THE  RESOLUTION : 

(1488-23-A) 

Whereas,  Wm.  F.  Doyle,  for  World  Button  Works,  Inc., 
lessee,  filed,  December  17,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect- 
-WPrenu.es  113-19  4th  avenue,  Manhattan;  and 
\\  hereas,  the  order  of  the  fire  commissioner,  dated 

December  11,  1923,  No.  21646-LC,  reads: 

“The  Sprinkler  system  of  the  building  has  no  gravity 

tank. 


“You  are,  therefore,  hereby  ordered  to: 

1  Remove  all  nitro-cellulose  products  from  the 
premises." ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
126  ft.  by  103  ft.  (irregular)  in  area;  equipped  with 
sprinkler  system,  standpipe  and  interior  fire  alarm  system. 
OCCUPIED  for  stores,  show  rooms,  tenant  factories  and 
a  proposed  celluloid  occupancy  on  the  entire  8th  (top)  story, 
295  persons  in  the  entire  building;  and 

Whereas,  applicant  contends  the  main  stock  of  sheet  cel¬ 
luloid  will  be  stored  in  a  standard  fireproof  vault,  the  spray¬ 
ing  and  shipping  rooms  will  be  separated  from  the  remainder 
of  the  floor  by  fireproof  partition  with  fire  doors  at  open¬ 
ings  ;  that  the  existing  sprinkler  system  is  supplied  with  four 
7500  gal.  pressure  tanks  maintained  two-thirds  full  under  a 
75  lb.  per  square  inch  pressure;  and  that  there  is  no>  torch 
or  open  flame  used  in  the  process  of  the  manufacture  of  the 
celluloid  products. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  sprinkler  system  com¬ 
plies  with  the  sprinkler  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects  and  be  so  maintained. 


1058-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Jivorim  Corp.,  les¬ 
see. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 1407-1409  Sedgwick  avenue, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby . .  f 

Negative  .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  3 


1095-23- A. 

APPELLANT — Samuel  Rosenblum,  for  Jivorim  Corp.,  les¬ 
see. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1387  Sedgwick  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  6 

Negative  . . .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  3 


1322-23-A. 

APPELLANT — William  F.  Doyle,  for  Douglas  Elliman 
&  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 26  East  55th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  « 
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4-24-A. 

APPELLANT — Murgatroyd  &  Ogden,  for  Allerton  38th 
St.  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 18-22  East  38th  street,  Man- 
hattan. 

APPEARANCES— 

For  Appellants :  Ricardo  de  Acosta,  P.  Fox,  repre¬ 
senting  5th  Avenue  Assn. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  on 
request  of  appellant's  representative. 


1084-23-A. 

APPELLANT— Harry  Lederer,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — South  side  of  Mermaid  avenue, 
115  ft.  east  of  Beach  36th  street,  Edgemere,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Appellant :  Lawrence  T.  Gresser. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
suspending  dismissal. 


BUILDING  ZONE  CASES. 

1254-23-BZ. 

APPLICANT —  Loui6  Morgenstein,  lessee. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  of  an  existing  building  and  change  of  occu¬ 
pancy  from  a  stable  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 14  2nd  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  Luke  Flanigan  and  Louis  Morgen¬ 
stein. 

For  Opposition:  N.  W.  Kean. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  to  file  authorization  to  appear  for  applicant. 


1194-23-BZ. 

APPLICANT — Joseph  A.  Fagnant,  for  Zaret  Bros.,  Inc., 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “D”  district  extending  into 
an  “F”  district  the  erection  and  maintenance  of  a 
building  without  a  setback  of  15  feet  from  the  front 
lot  line  as  required  by  the  zone  resolution  when 
within  an  “F”  district. 

PREMISES  AFFECTED — South  side  Edgemere  avenue, 
119  ft.  west  of  corner  formed  by  intersection  of 
Beach  35th  street  and  Edgemere  avenue,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A  Fagnant,  Max  Horn  and 
Isaac  Zaret. 

For  Opposition:  Herman  Josias. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  • 

Negative  . 0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION : 

(1194-23-BZ) 

Whereas,  Joseph  A.  Fagnant,  for  Zaret  Bros.,  Inc.,  owner, 
filed,  October  18,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  an  “F”  area  district,  residence 
use  district,  the  erection  and  maintenance  of  a  building  to 
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be  used  for  business  purposes,  without  a  setback  of  15  ft. 
from  the  front  lot  line  as  required  by  the  zone  resolution; 
premises  south  side  of  Edgemere  avenue,  119  ft.  west  of 
corner  formed  by  intersection  of  Beach  35th  street  and 
Edgemere  avenue,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
oy  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in  a 
residence  and  business  district  and  in  a  D  and  F  area  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  28,  1923,  in  acting  on  N.  B.  App.  No. 
14383-23,  reads : 

“1.  The  erection  of  that  portion  of  the  proposed 
building  into  the  Residence  F  district  would  be  con¬ 
trary  to  Art.  2,  Sec.  3,  and  Art.  4,  Sec.  15A  of  the 
Zoning  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non- fireproof 
construction,  one  story  in  height,  with  a  frontage  of  238  2-3 
feet  irregular  and  a  depth  of  100  feet,  to  be  occupied  as 
stores;  and 

Whereas,  the  property  was  purchased  with  the  inten¬ 
tion  of  erecting  stores,  and  after  purchase  and  while  plans 
were  being  prepared  the  district  was  changed  to  a  more 
restricted  use  and  area  by  resolution  of  the  board  of  esti¬ 
mate  and  apportionment ;  and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  erecting  the  building 
as  contemplated. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
limited  to  one  story  in  height ;  that  the  wing  on  35th  street 
shall  not  exceed  a  depth  of  65  ft.  from  street  front;  that 
the  southerly  gable  wall  on  35th  street  shall  be  unpierced 
throughout  its  entire  height  and  length,  and  shall  be  fin¬ 
ished  with  face  brick ;  that  a  fence,  not  less  than  6  feet 
in  height,  shall  be  erected  and  maintained  at  a  line  100 
feet  deep  from  Edgemere  avenue,  across  the  rear  of  the 
property  from  35th  to  36th  streets,  on  a  line  with  rear 
walls  of  return  wings  of  building,  thereby  maintaining  an 
interior  yard  30  feet  in  depth;  and  that  there  shall  be  no 
business  conducted  from  the  vacant  or  unimproved  portion 
of  the  property  on  35th  street  front.  There  shall  not  be 
any  projecting  wall  signs  erected  on  the  35th  street  front 
of  building,  and  the  necessary  permits  be  obtained  within 
nine  months  and  the  building  completed  within  eighteen 
months. 


1066-23-BZ. 

APPLICANT — Charles  D.  Cords,  for  American  Railway 
Traffic  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1455-1461  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition :  Edward  H.  Maddox  and  Martin  C. 
Epstein. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Boulton  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

Holland  and  Fire  Chief  Kenlon  .  4 

Absent :  Mr.  Beatty .  1 


MINUTES 


THE  RESOLUTION: 

(1066-23-BZ) 

Whereas,  Charles  D.  Cords,  for  American  Railway  Traf¬ 
fic  Co.  (B.  R.  T.),  owner,  filed,  September  7,  1923,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  1455  to  1461  Gates  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue,  Knickerbocker 
avenue  and  Irving  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  16,  1923,  in  acting  on  App.  14823-23,  reads : 

“One  story  public  garage  in  business  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  (a)  of  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75  feet 
and  a  depth  of  126  feet  10J4  inches ;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1289-23-BZj 

APPLICANT — Samuel  Gardstein,  for  Abclur  Realty  Corp., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extending 
into  a  residence  district  the  erection  and  maintenance 
of  a  theatre  and  business  building. 

PREMISES  AFFECTED — 4515  New  Utrecht  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Gardstein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Ken- 


Ion  .  6 

Negative  .  0 

Absent :  Mr.  Beatty .  1 

THE  RESOLUTION : 


(1289-23-BZ) 

Whereas,  Samuel  Gardstein,  for  Abclur  Realty  Corp., 
owner,  filed,  November  12,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district  of  a  proposed  the¬ 
atre  and  business  building;  premises  4515  New  Utrecht  ave¬ 
nue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 

22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  New  Utrecht  avenue  is  a 
business  district  and  45th  and  46th  streets  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  24,  1923,  in  acting  on  App.  No.  19545- 

23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.  Extending  a  business  use  into  a 
residential  district.” ; 

and 


\\  HEreas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  119  ft. 
2  in.  and  a  depth  of  136  ft.  10  in.  at  south  and  202  ft.  6 
in.  at  north,  to  be  occupied  as  theatre  and  stores;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision  C, 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  northerly 
gable  wall  be  unpierced  throughout  its  entire  height  and 
length;  that  any  openings  to  the  court,  northerly  side  rear 
of  the  building,  be  limited  to  two  (2)  emergency  exits; 
that  the  open  court  to  the  rear  be  enclosed  in  a  brick  wall 
not  less  than  8  ft.  in  height;  that  the  use  of  building  be 
restricted!  to  a  motion  picture  theatre  with  stores  on  New 
Utrecht  avenue  front;  that  there  shall  be  no  advertising 
signs  or  billboards  displayed  or  exposed  on  the  46th  street 
side  beyond  25  ft.  from  the  New  Utrecht  avenue  front; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  erected  within  eighteen  months  from  the 
date  of  this  action. 


1312-23-BZ. 

APPLICANT — Joseph  L.  Burke  Corporation,  for  Kaybee 
Realty  Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1795  Jerome  avenue,  The 
Bronx. 

APPEARANCES — < 

For  Applicant:  Benjamin  Ascher,  Matthew  F.  Don¬ 
ohue  and  James  Kearney. 

For  Opposition:  Henry  M.  Bartlanek,  Carl  Froh, 


Frank  A.  Shaw,  Alma  B.  Bertsch. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon . 6 

Absent:  Mr.  Beatty  .  l 

THE  RESOLUTION : 

(1312-23-BZ) 


Whereas,  Jos.  L.  Burke  Corp.,  for  Kaybee  Realty  Corp., 
owner,  filed,  November  15,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  1795  Jerome  ave¬ 
nue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  Mt.  Hope 
place  are  business  districts  and  176th  street  is  a  residence 
district;  and 

Whereas,  the  deeision  of  the  superintendent  of  buildings, 
rendered  October  19,  1923,  in  acting  on  N.  B.  App.  No. 
2487-23,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  district  contrary  to 
provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
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MINUTES 


Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1164-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Realty  Supply  Corp., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2314-2320  Snyder  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and.  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent :  Mr.  Beatty  . : _  1 


THE  RESOLUTION: 

(1164-23-BZ) 

Whereas,  William  F.  Doyle,  for  Realty  Supply  Corp., 
owner,  filed,  October  10,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  2314-20  Snyder 
avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Snyder  avenue,  Bedford  ave¬ 
nue  and  Albermarle  road  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered.  September  25,  1923,  in  acting  on  Application  No. 
17441-23,  reads: 

“Denied — Proposition  contraryto  the  Zone  Resolution, 
Art.  II,  Sec.  4.  A  public  garage  for  more  than  five 
motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  74 
ft.  and  a  depth  of  81  ft.;  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the?  structure  be 
limited  to  two  stories  in  height,  and  that  roof  be  of  flat 
design  and  construction;  that  the  rear  and  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length;  that 
any  skylight  installed  shall  be  glazed  with  plain  glass,  pro¬ 
tected  above  and  below  with  wire  guards ;  that  the  building 
shall  be  limited  in  area  to  a  frontage  of  74  ft.  by  a  depth 
of  81  ft.,  distant  not  more  than  100  ft.  from  the  corner 
of  Bedford  and  Snyder  avenues ;  that  the  front  of  building 
shall  be  finished  in  face  brick  with  architectural  terra  cotta 
or  stone  trimmings; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  actios. 


1411-23-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Abraham  Midonick, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 34-48  East  98th  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  withdraw. 
Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


1002-23-BZ. 

APPLICANT — Samuel  Gardstein,  for  John  Bernardi, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 49-59  Avenue  U,  Brooklyn. 

A  PPE  AR  AN  CES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


1264-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Alphonso  E.  Pelham, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue,  325  ft. 

north  of  Bedford  Park  boulevard,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  John  H.  Paradies  and  G.  MtMur- 
ray. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  0 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1264-23-BZ) 

Whereas,  William  A.  Doyle,  for  Alphonso  E.  Pelham, 
owner,  filed,  November  3,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  east  side  of 
Jerome  avenue,  325  ft.  north  of  Bedford  Park  boulevard, 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution,  show  that  Jerome  avenue  and  Bedford 
Park  boulevard  are  business  districts  and  East  204th  street 
is  a  residence  district;  and 


128 


MINUTES 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  30,  1923,  in  acting  on  N.  B.  App.  No. 
2119-23,  reads: 

“1.  Erection  of  a  proposed  garage  for  the  storage 
of  more  than  five  motor  vehicles  in  a  business  district 
is  contrary  to  the  provisions  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
-construction,  one  story  and  basement  in  height,  with  a 
frontage  of  72  ft.  4  in.  and  a  depth  of  100  ft.  irregular ; 
to  be  occupied  as  a  garage  for  more  than  five  motor  ve¬ 
hicles  ;  and 

Whereas,  the  board  deemed  that  there  would  be  hardship 
in  preventing  owner  from  using  his  property  for  this  pur¬ 
pose,  the  district  having  originally  been  unrestricted. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  cotidition  that  the  building  be 
restricted  to  a  two-story  structure,  with  roof  of  flat  design 
and  construction;  that  the  rear  and  gable  walls  be  un¬ 
pierced  throughout  their  entire  height  and  length;  that 
the  front  of  the  building  shall  be  finished  in  face  brick 
with  architectural  terra  cotta  or  stone  trimmings;  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


1458-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Garrison  Land  Com¬ 
pany,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Dyckman  street, 
294  ft.  6 Yt  in.  south  of  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition :  Bernard  London. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

(1458-23-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Garrison  Land  Co.„  Inc., 
owner,  filed,  December  10,  1923,  an  application,  under  the 
building  zone  resolution,  4o  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Dyckmarf  street,  294  ft.  in.  south  of  St.  Nicholas  ave¬ 
nue,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use.  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dyckman  street  (west  side 
is  business  and  the  east  side  is  unrestricted)  and  St.  Nicholas 
avenue  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  7,  1923,  in  acting  on  N.  B.  Application 
No.  609-23,  reads : 

“1.  Garage  for  more  than  5  cars  is  unlawful  in  a 
business  district — Zone  Resolution — section  4.”  ; 
and  ...  * 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  200  ft. 


and  a  depth  of  100  ft.  in  the  1st  story  and  140  ft.  in  the 
2nd  story ;  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  the  board  deemed  that  owing  to  the  location 
of  these  premises  with  respect  to  the  contour  of  the  abut¬ 
ting  property  to  the  rear  there  would  be  undue  hardship 
in  preventing  applicant  from  using  his  premises  as  pro¬ 
posed. 

Resolved,,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  to  a  two-story  structure  above  grade  and  to 
the  dimensions  on  plans  filed  in  the  case ;  that  the  rear  and 
gable  walls  be  unpierced  throughout  their  entire  height  and 
length;  that  roof  shall  be  of  flat  design  and  construction; 
that  the  front  of  building  be  finished  in  face  brick  with 
architectural  terra  cotta  or  stone  trimmings ;  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within  eigh¬ 
teen  months  from  the  date  of  this  action. 


259-23-BZ. 

APPLICANT — John  De  Hart,  for  Gregor  Feibel,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AFFECTED — 636  East  219th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  None. 

ACTION  OF  BOARD1 — Application  granted  on  condition 
for  temporary  period  of  two  years. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  Kerby  .  5 

Negative  .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(259-23-BZ) 

Whereas,  John  De  Hart,  for  Gregor  Feibel,  owner,  filed, 
February  28,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit,  for  a  period  of  two  years,  in  a  resi¬ 
dence  district  the  maintenance  of  a  garage  for  the  storage 
of  three  (3)'  motor  vehicles,  two  spaces  rented  to  persons 
not  residing  on  the  premises ;  premises  636  East  219th  street, 
Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of.  appeals,  at  its  regular  meeting,  January 
22,  1924,  after  due  notice  by  publication  iin  the  Bulletin  of  • 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  219th  street  and  Olinville  ave¬ 
nue  are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  8,  1923,  reads : 

“Your  request  for  a  certificate  of  occupancy  for  the 
garage  at  above  premises,  permitting  the  renting  of  space 
in  same  for  three  automobiles,  is  hereby  denied  as  the 
building  is  located  within  a  residence  district.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construction, 
one  story  in  height,  witfi  a  frontage  of  26  ft.  and  a  depth 
of  18  ft. ;  occupied  as  a  garage  for  three  motor  vehicles, 
space  for  two  of  which  are  rented  to  persons  not  residing 
on  premises;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
F,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
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and  it  hereby  is  granted,  for  a  temporary  period  of  two  years 
from  the  date  of  this  action,  on  condition  that  the  capacity 
and  use  of  the  garage  be  restricted  to  the  storage  of  three 
(3)  automobiles  of  the  pleasure-car  type,  and  that  no  gaso¬ 
line  other  than  in  the  tanks  of  the  cars  be  maintianed  on 
the  premises. 


1132-23-BZ. 

APPLICANT — Abraham  Farber,  for  Anna  and  Ida  Far- 
ber,  owners. 

SUBJECT — Application  (re:  order  of  the  fire  commis¬ 
sioner)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  two  (2) 
pleasure  motor  vehicles,  two  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 4224  17th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Abraham  Farber. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
for  a  temporary  period  of  two  years. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION : 

(1132-23-BZ) 

Whereas,  Abraham  Farber,  for  Anna  and  Ida  Farber, 
owners,  filed,  September  28,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  4224  17th  avenue,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  January  22, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  17th  avenue,  43rd  street  and 
42nd  street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  10,  1923,  in.  acting  on  Order  No.  82434-LC,  reads: 

“Discontinue  the  maintenance  of  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  not 
the  property  of  persons  residing  in  a  dwelling  on  the 
same  lot.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  18  ft.  and 
a  depth  of  18  ft. ;  occupied  as  a  garage  for  two  motor  ve¬ 
hicles,  space  rented  to  persons  not  residing  on  premises ; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86*4  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  for  a  period  of  two  years  from  the 
date  of  this  action,  on  condition  that  the  capacity  of  the  ga¬ 
rage  be  limited  to  the  storage  of  two  (2)  automobiles  of 
the  pleasure  car  type,  and  that  no  gasoline  shall  be  stored 
on  the  premises  other  than  in  the  tanks  of  the  cars. 


876-22-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Ruthie  Realty  Com¬ 
pany,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  district  the 
erection  of  a  public  garage. 

PREMISES  AFFECTED — 60-82  Sherman  avenue  and  160 
Dyckman  street,  Manhattan. 


APPEARANCES-None. 

ACTION  OF  BOARD — Plans  returned  to  this  board  ap¬ 
proved  as  being  in  substantial  compliance  with  con¬ 
ditions  imposed  in  resolution. 

THE  VOTE  TO  APPROVE  RETURNED  PLANS— 
Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  o 


Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 


346-23-BZ. 

APPLICANT — Jacob  Gescheidt,  for  Fred  W.  Keiser, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 888  Jamaica  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  returned  to  this  board  ap¬ 
proved  as  being  in  substantial  compliance  with  con¬ 
ditions  imposed  in  resolution. 

THE  VOTE  TO  APPROVE  RETURNED  PLANS— 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


AREAS  FIXED. 

(1518-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  an  area  of 
notification  deemed  affected  by  erection  and  maintenance  of 
garage;  premises  southwest  corner  of  Davidson  avenue  and 
481st  street,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  181st  street  from  Harrison  avenue  to 
Jerome  avenue.  Both  sides  of  Davidson  avenue  from 
a  point  200  ft.  north  of  181st  street  to  a  point  400  ft. 
south  of  proposed  garage;  also  the  east  side  of  Grand 
avenue  from  181st  street  to  a  point  150  ft.  south  of 
181st  street. 


(1533-23-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
Jenks  &  Rogers,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  for  erection 
and  maintenance  of  garage;  premises  87-101  Crown  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Crown  street  from  a  point  100  ft. 
west  of  the  westerly  side  of  Bedford  avenue  to  the 
easterly  side  of  Franklin  avenue;  also  the  properties  at 
rear  and  for  a  distance  of  50  ft.  on  either  side  of  the 
side  lot  lines  of  the  premises  in  question. 


(1536-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
I.  H.  Lazarone,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  for  erection 
and  maintenance  of  garage;  premises  1180-88  Myrtle  ave¬ 
nue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Myrtle  avenue  from  a  point  200  ft. 
west  of  Ditmars  street  to  a  point  400  ft.  east  of  pro¬ 
posed  garage.  Both  sides  of  Bushwick  avenue  from  a 
point  100  ft.  west  of  Myrtle  avenue  to  a  point  400  ft 
east  of  proposed  garage.  Both  sides  of  Ditmars  street 
from  Myrtle  avenue  to  Broadway;  also  the  west  side  of 
Willoughby  avenue  from  Bushwick  avenue  to  a  point 
165  ft.  south  of  Bushwick  avenue. 


Adjourned  2.30  p.  m. 

Wuxi  am  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  22,  1924. 

Present:  Chairman  Walsh,,  Messrs.  Boulton,  Holland, 
kerby,  Connell,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott. 

The  minutes  of  the  special  meeting  of  the  board  of 
standards  and  appeals,  held  on  Friday  afternoon,  January 
11,  1924,  and  the  minutes  of  the  regular  meeting  of  the 
board  of  standards  and  appeals,  held  on  Tuesday  after- 
noon,  January  15,  1924,  were  approved  as  printed  in  the 
Bulletin,  No.  4,  Vol.  VI. 


PETITIONS  FOR  VARIATIONS. 

1357-23-S. 

PETITIONER — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

SSnAcFeFsECTED-35  West  25th  street’  Manhattan- 

For  Petitioner:  Oscar  Goldschlag. 

ACTION  OF  BOARD — Laid  over  to  February  13  1924 
at  2  p.  m. 


13 25-23- S 

PETITIONER — John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 181  William  street,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  13  1924 
at  2  p.  ra. 


1326-23-S. 

PETITIONER — John  M.  Lewis,  for  Thomas  Gamer  Co., 
Inc.,  owner. 

JECT  V  ariation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED. — 22  Spruce  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1924, 
at  2  p.  m. 


918-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Estate  of  Richard 
K.  Fox,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 338-340  Pearl  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum 
ACTION  OF  BOARD- — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Bra-dy,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


1258-23-S. 

PETITIONER — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AbFECTED — 336  Lafayette  street,  Manhat¬ 
tan. 
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APPEARANCES— 

For  Petitioner :  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent:  Mr  Beatty,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


THE  RESOLUTION: 

(1258-23-S) 

Whereas,  Sigmund  Schuler,  for  United  Cigar  Stores  Co. 
of  America,  lessee,  filed,  November  5,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  336  Lafayette  street,  Man¬ 
hattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
October  17,  1923,  read: 

“Order  No.  50717-LD : 

“1.  Arrange  the  fire  escape  on  the  south  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  counterbalanced  stairway  to 
street.  Doors  to  balconies  not  fireproof.” 

“Order  No.  50718-LD : 

“1.  Provide  a  sign  with  letters  at  least  8  in.  in 
height  over  openings  leading  to-  fire  escape  at  north  side 
of  building  reading:  THIS  IS  NOT  AN  EXIT,  or 
preferably  a  sign  reading  THIS  IS  NOT  CONSID¬ 
ERED  AN  EXIT,  on  all  stories,  as  per  Rule  380  of 
the  Industrial  Code. 

“2.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness.” 

“Order  No.  50719-LF: 

“An  inspection  of  premises  336  Lafayette  Street,  Bor¬ 
ough  of  Manhattan,  shows  that  a  fire  drill  should  be 
established  and  maintained  therein  *  *  *.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  3 ys  in.  by  95  ft.  in  area.  OCCUPIED:  1st 
story,  store,  7  persons;  2nd  story,  millinery  factory,  15  per¬ 
sons  ;  3rd  story,  clothing  factory,  30  persons.  EXITS :  One 
interior  fireproof  stairway,  enclosed  in  fireproof  partitions, 
extending  from  the  1st  story  to  the  roof,  with  wooden  doors 
at  the  openings ;  two  60  degree  fire  escapes,  one  on  the  front 
and  one  on  the  rear  of  the  building,  with  drop  ladders  to 
street;  windows  along  course  of  the  fire  escape  are  unpro¬ 
tected.  ROOFS  of  adjoining  buildings  are  at  same  level; 
and 

Whereas,  petitioner  proposes  to  replace  the  wooden  stair 
doors  with  self-closing  fireproof  doors  and  install  counter¬ 
balanced  drop  ladders  in  guides  on  fire  escapes ;  install  a 
self-closing  fireproof  door  leading  to  the  fire  escapes  on  each 
story  and  fireproof  the  windws  on  the  course  thereof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make,  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Order  No.  50717,  Item  1,  on  condition  that  the  exist¬ 
ing  fire  escape  on  the  front  of  building  shall  be  extended 
to  embrace  all  windows  on  each  story,  with  gooseneck  lad¬ 
der  from  the  top  story  balcony  to  roof,  with  60  degree 
connecting  stairway  between  balconies  and  with  two  coun¬ 
terbalanced  drop  ladders  in  guides  from  the  lowest  balcony 
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to  the  street;  openings  on  course  of  fire  escape  to  be  made 
fireproof  with  casement  door  to  each  balcony  and  iron  steps 
thereto,  and  granted  only  so  long  as  the  conditions  as  to  oc¬ 
cupancy  and  use  remain  unchanged ;  and  that  the  orders  of 
the  fire  commissioner,  Nos.  50718  and  50719,  be  and  they 
hereby  are  affirmed,  and  the  petition  as  to  these  orders  be 
and  it  hereby  is  denied. 


1 3 47-23 -S. 

PETITIONER— Samuel  Rosenblum,  for  B.  Weinstein, 
owner. 

SUBJECT— Variaiton  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 20  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  . .  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

(1347-23-S) 

Whereas,  Samuel  Rosenblum,  for  B.  Weinstein,  owner, 
filed,  Nov.  21,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  20  West  56th  street,  Manhat¬ 
tan;  and  .  ' 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  12,  1923,  in  acting  on  Alt.  App.  No. 
2424-1923,  reads: 

“2.  Provide  proper  exit  from  foot  of  fire  escape 

to  street.  , 

“3.  Stairs  should  be  extended  to  roof  with  bulkhead 

over. 

“4.  Fireproof  self-closing  windows  on  course  and 
complete  details  of  fire  escape.  Extend  fire  escape  to 
roof.”; 

and  . 

Whereas,  the  building  is  non- fireproof,  four  stories  and 
basement  in  height;  25'.  ft.  by  94  ft.  in  area  at  the  1st  and 
2nd  stories  and  25  ft.  by  60  ft.  5  in.  in  area  above.  OC¬ 
CUPIED :  Basement,  factory,  light  mfg.,  25  persons;  1st 
story,  studios,  10  persons ;  2nd  story,  light  mfg.,  30  persons ; 
3rd  story,  dwelling;  4th  story,  dwelling.  EXITS:  One 
wooden  stairway  extending  from  the  1st  story  to  the  top 
story,  enclosed  in  wood,  lath  and  plaster  partitions,  with 
wooden  doors  at  the  openings,  and  wooden  stairs  to  trap  door 
in  roof ;  ROOF  of  the  building  to  east  is  at  same  level,  and 
to  west,  one  story  higher;  and 

Whereas,  petitioner  proposes  in  reference  to  alteration 
application  filed  with  the  bureau  of  buildings  for  permission 
to  use  the  2nd  story  of  premises  for  factory  purposes;  to 
provide  a  45  degree  fire  escape  on  the  rear  of  the  building, 
extending  from  the  top  story  to  yard,  with  gooseneck  lad¬ 
der  to  roof,  with  EGRESS  from  yard  through  door  in  fence 
to  adjoining  premises  to  east;  windows  along  the  course 
of  the  fire  escape  to  be  fireproofed  at  the  factory  portion  of 
the  building  and  to  arrange  trap  door  in  roof  so  as  to  be 
easily  opened. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  2  on  condition  that  the  fence  to  the  property  on 
the  east  shall  be  removed  and  egress  from  the  termination 


of  this  fire  escape  shall  be  maintained  through  the  adjoining 
premises  on  the  east;  that  the  skylight  in  the  2nd  story  ex¬ 
tension  shall  be  glazed  with  wire  glass,  and  that  the  ceiling 
under  the  roof  of  the  extension  shall  be  fire  retarded  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals ;  granted  as  to  Item  No.  3  on  condition  that  a  fixed 
iron  ladder  shall  be  installed  in  the  top  story  hall  leading 
to  counterbalanced  scuttle  in  roof  and  that  the  factory  oc¬ 
cupancy  of  the  building  shall  not  exceed  25  per  cent  of  the 
floor  area ;  and  granted  as  to  Item  No.  4  on  condition  that 
a  gooseneck  ladder  shall  be  provided  from  top  story  bal¬ 
cony  of  fire  escape  to  roof,  windows  on  the  course  of  fire 
escape,  other  than  the  two  top  stories,  now  occupied  as  dwell¬ 
ings,  shall  be  made  fireproof. 

1383-23-S. 

PETITIONER — Ferdinand  Savignano,  for  Gioachino 
Acierno,  owner. 

SUBJECT — Variaiton  of  labor  law  as  cited  in  decision  of 
health  commissioner. 

PREMISES  AFFECTED — 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kerby, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Moore  and  McDermott  .  6 

Negative:  Chairman  Walsh,  Mr.  Connell,  Super¬ 
intendents  Brady,  Reville  and  Kleinert  _  5 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 


165-23-S. 

PETITIONER — Edwin  C.  Dusenbury,  for  Estate  of  James 
A.  Ruthven,  owner. 

SUBJECT — Application  for  reopening — re:  variation  of  la¬ 
bor  law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 144  West  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Louis  Schrag,  Edwin  C.  Dusenbury. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  February  13,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott .  10 

Negative .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon  and  Su¬ 
perintendent  Moore .  3 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
1361-23-SA. 

PETITIONER — Todd  Oil  Burner  &  Engineering  Corp. 
SUBTECT — Approval  of  the  Todd  residence  fuel  oil  burner. 
APPEARANCES— 

For  Petitioner:  A.  J.  Feltault. 

ACTION  OF  BOARD— Petition  placed  on  reserve  calen¬ 
dar  pending  inspection  and  test. 


RULES. 


1517-23-SR. 

TITLE— Rules. 

SUBJECT — Recommendation  to  board  of  aldermen  proposed 
amendment  to  building  code  affecting  use  of  wood 
shingles  for  roofing. 

APPFARANCES — None. 
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AC  1  ION  Ob  BOARD — Resolution  was  adopted  by  the 
board  of  standards  and  appeals,  requesting  the 
board  of  aldermen  to  consider  an  amendment  to  the 
building  code,  prohibiting  the  use  and  installation 
of  wood  shingles  for  roofing. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenion _  2 

THE  RESOLUTION: 

(1517-23-S) 

The  resolution  was  as  follows: 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  adopt  the  following  matter,  as  its '  recommendation 
for  amendment  to  chapter  5  of  the  code  of  ordinances  to 
be  forwarded  to  the  board  of  aldermen  for  said  board’s 
consideration  and  action: 

Section  420 — 

•j  GENERAL.  .  [Except  when  otherwise  specifically  pro¬ 
vided  lor  in  this  chapter].  All  construction,  other  than 
water  tanks,  hereafter  placed  above  the  roof  of  any  part 
of  any  building  [within  the  fire  limits  or  of  any  building 
more,  than  40  ft.  in  height  outside  the  fire  limits]  shall  be 
of  incombustible  materials.” 

Section  474.  Roofing. 

1.  [Within  the  fire  limits.]  Any  roofing  hereafter  placed 
on  any  [irame]  building  [within  the  fire  limits]  shall  be 
of  approved  incombustible  materials,  provided  that  any  ex¬ 
isting  shingle  roof  may  be  repaired  at  any  time  to  an  ex¬ 
tent  of  not  more  than  23  per  cent,  of  its  surface. 

[2.  Outside  the  fire  limits.  Nothing  in  this  chapter  shall 
prevent  the  use  of  wood  shingles  outside  the  fire  limits  on 
any  building  which,  under  the  provisions  of  this  chapter  is 
permissible  of  frame  construction.] 

(Matter  in  brackets  to  be  omitted.) 


280-22- S. 


i  1 1  Lt-  Kules. 


SUBJECT— Proposed  amendments  to  article  25  of  the  code 
of  ordinances  affecting  motion  picture  theatres  to 
be  submitted  to  the  board  of  aldermen 
APPEARANCES— None. 


ACTION  OF  BOARD— The  chairman  submitted  for  con¬ 
sideration  and  discussion  the  matter  of  proposed 
change  to  the  resolution  to  be  re-submitted  to  the 
board  of  aldermen.  The  resolution  to  read  as  fol¬ 
lows  : 


2.  Sprinkler  system.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible 
plugs,  approved  by  the  (Superintendent  of 
Buildings)  Fire  Commissioner  as  conforming  to 
the  provisions  of  the  rules  of  the  Board  of 
Standards  and  Appeals  governing  sprinkler  in¬ 
stallations,  supplied  with  water  from  a  tank  lo¬ 
cated  on  the  roof  over  the  stage  and  not  con¬ 
nected  in  any  manner  with  standpipes,  shall  be 
placed  on  (each  side  of  the  proscenium  open¬ 
ing  and  on)  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square 
foot  of  stage  surface  and  proscenium  opening 
when  sprinklers  are  in  operation.  Automatic 
sprinklers  shall  be  placed,  wherever  practicable, 
in  the  dressing  rooms,  under  the  stage  and  in 
the  carpenter  shop,  paint  rooms,  store  rooms  and 
property  rooms. 

the  change  being  the  addition  of  the  words  and 
Proscenium  opening  in  line  13. 

The  chairman  also  called  attention  to  a  typo¬ 
graphical  error  in  the  City  Record  in  bracketting 
Section  4  as  if  omitted  from  the  ordinance,  the  mat¬ 
ter  submitted  by  the  board  having  been  proposed 
exemptions  to  this  section  only. 

Laid  over  for  vote  of  board  on  question  of  re¬ 
opening  and  re-submission  to  board  of  aldermen. 


Adjourned  4.35  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


„Dtn,v  SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  JANUARY  18,  1924 
V*hSenr'  C^?,r?ian  Walsh,  Messrs.  Boulton,  Holla 
£erby,  Connell,  Superintendents  Brady,  Reville,  Kle 
ert,  Moore  and  McDermott. 


„  0  RULES. 

217-21-S. 

T/TLE  Fuel  Oil  Rules. 

APPICAJLUK^ES— ed  amendment  to  the  Fuel  Oil  Ru 

James  Kearney,  George  G'etzoff,  Thomas  K 
nan. 

For  Administration:  Inspector  Michaels  of 
department. 


ACTION  OF  BOARD — Rules  adopted  as  printed  on 
page  137. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Connell,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  . . .  io 

Negative  .  q 


Absent:  Mr.  Beatty,  Fire  Chief  Kenion  and 
Deputy  Fire  Commissioner  Hannon  ..  3 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


forms  for  notices  to  property  owners 


,  n  app,icants»  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
iorms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A 

Pioperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O'Connell  Press,  176  Park  Row.  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF 

♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
Tuesday  morning,  December  4,  1023,  as  they  appeared  in 
Bulletin  No.  50,  Vol.  VIII,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION: 

(989-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  Filomena  Spadaccini, 
owner,  filed,  August  7,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  premises  457-4G3  East  189th  street, 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
4,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  189th  street  and  Fordham 
road  are  business  districts  and  Washington  avenue  is  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  1923,  in  acting  on  N.  B.  App.  No.  1899- 
23,  reads: 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  dis¬ 
trict  is  contrary  to  provisions  of  Building  Zone  Reso¬ 
lution.”  ;  * 

and 

* Correction — ’“100”  changed  to  “140”  in  line  26. 


APPEALS 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  140  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles,  a  triangular-shaped  portion 
at  rear  approximately  5  ft.  by  40  ft.  extending  into  resi¬ 
dence  district ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses,  and  under  the  provisions  of  section  7,  subdivision 
B  and  E,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  limited  to  a  one-story  structure,  with  roof  of 
flat  design  and  construction;  that  the  rear  and  gable  walls 
be  unpierced  throughout  their  entire  height  and  length; 
that  the  front  elevation  be  finished  with  face  brick  and 
architectcural  terra  cotta  or  stone  trimmings;  that  front 
elevations  as  to  architectural  design  be  substantially  in  ac¬ 
cordance  with  the  drawings  on  file  in  this  appeal ;  that  any 
skylights  installed  shall  not  be  within  thirty  feet  of  the 
rear  wall  nor  within  thirty  feet  of  the  easterly  gable  wall, 
and  shall  be  glazed  with  plain  glass,  protected  above  and 
below  with  wire  guards  ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action.  , 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
Wednesday  morning,  Nov.  7,  1923,  as  they  appeared  in 
Bulletin  No.  46,  Vol.  8,  are  hereby  corrected  to  read  as 
follows : 


1065-23-BZ. 

APPLICANT — Jobst  Hoffman,  for  Stillmark  Realty  Corp., 
owner. 

SUBJECT — Application  (re:  decision  of  the  fire  Commis¬ 
sioner)  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  an  existing  building  occupied 
as  a  dyeing  and  cleaning  establishment. 

PREMISES  AFFECTED— 102-104  East  104th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Nathaniel  L.  Brodie,  Jobst  Hoff¬ 
man  and  Mr.  Marks. 

For  Opposition :  Martin  Gollubier,  Mr.  Goldstein 
and  Mrs.  M.  Shea. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


* Correction — Words  "superintendent  of  buildings ”  changed 
to  " fire  commissioner ”  in  lines  3  and  37. 


THE  RESOLUTION: 

(1065-23-BZ) 

Whereas,  Jobst  Hoffman,  for  Stillmark  Realty  Corp., 
owner,  filed,  Sept.  7,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  extension  of  an  existing  building  occupied 
as  a  dyeing  and  cleaning  establishment ;  premises  102-4 
East  104th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
7,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  104th  street,  East  103rd 
street  and  Park  avenue  are  business  districts;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  15,  1923,  in  acting  on  Alt.  App.  No.  975-23,  reads: 

“1.  The  extension  of  a  dyeing  and  cleaning  estab¬ 
lishment  at  this  location  is  contrary  to  Article  II,  Sec¬ 
tion  6,  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  and  basement  in  height,  40  ft.  by 
100  ft.  11  in.  at  1st  story  and  20  ft.  by  50  ft.  at  2nd  story; 
occupied  as  a  cleaning  and  dyeing  establishment,  it  is  pro¬ 
posed  to  add  an  additional  story  on  a  part  of  premises,  this 
story  to  be  48  ft.  9  in.  by  20  ft.  in  area;  to  be  occupied 
as  :  water  wash  room ;  and 
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Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolvedt  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  tho  inflammable 


material  used  in  the  conduct  of  this  business  shall  be  lim¬ 
ited  to  the  quantity  now  permitted  under  the  fire  department 
permit  now  in  force;  and  on  further  condition  that  the  ex¬ 
tension  to  existing  structure  be  made  fireproof;  and  that 
all  permits  necessary  for  the  prosecution  of  the  work  shall 
be  .  obtained  within  nine  months  from  the  date  of  this 
action. 


RULES  ADOPTED 


FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 

The  following  Rules,  governing  Fire  Drills,  were  adopted  FIRE  BRIC 

by  the  Board  of  Standards  and  Appeals  at  the  special  meet-  . 

ing  held  on  Friday,  October  5,  1923:  . 


DEFINITION  OF  “FIRE  DRILL/’ 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time— by  the 
nearest  safe  means  of  exit— and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . . . 

Name  of  concern  . . . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


EXIT  GUARDS 
Exit . 

it 

it 

i* 

it 

a 

SQUAD  MONITORS 
. Squad  No.  1 . 

*«  «  o 


a  a 


u  a 


a  a 


a  a 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  In  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  arfe  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres- 
aq  0}  punoj  Xub  ji  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 
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Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediatelv  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinarv  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 

Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shah  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  are  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 


MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 
rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES- 
'  SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit' 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN 'CHARGE  OF.  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  v.  hen  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTAI  I  ATinw  nr  ni i 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  thfpf 
WITH.  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS ^  JAN  18^924 

(h)  In  any  building,  if  tanks  properly  enclosed  or 

detarhil38  ab°VC  ,r.e<luired  are  Seated  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 

building  vertically  and  horizontally  in  an  approved  man- 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca- 

gaflons  °f  n0t  eXCecdlng  twenty  thousand  (20,000) 

Section^  2.  Inside  Buildings  Below  Ground. 

(a)  \\  hen  a  tank  is  buried  below  a  building  its  ca¬ 

pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

i  Tanks  shall  be  buried  underground  below  the 

CvL  a.ny  p'P‘n?  t0  which  they  may  be  connected, 

with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
£overrof  carth>  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 

d‘r“tions-  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 

thousand  (150,000)  gallons  capacity  or  less  are  located 
outsme  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oneMourth  (l^)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank.  * 

(b) -  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1  yA)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  la  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1^4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  I  anks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (13) 
inches  of  earth,  well  tamped,  covered  bv  at  least  six  (ft) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (fl)  inches  of  con¬ 
crete  where  soil  conditions  require. 


Rule  1.  Definition. 

The  term  fuel,  oil  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  faglrabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  or 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  1  agliabue  or  Pensky-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
•hall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degree.s  Fahrenheit,  in  a 
Taghabue  or  Pensky-Martens  closed  cup  tester 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 

with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

.(<*)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(0  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new.  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
aose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks.  ^ 

Tanks  30  in.  in  diameter  and  less — 34  in.  shell,  34  tn. 
beads.  - 

Tanks  37  to  ?f  in.  in  diameter — 34  in.  shell,  5-l«  in. 
heads. 

Tanks  73  to  130  in.  in  diameter— 5/lj0  in.  shell,  in. 

heads. 

Tanks  over  120  inches  in  diameter  to  be  of  $4  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
So  as  to  retain  their  cylindrical  farm. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 

as  follows:  .  A  .  ... 

In  shell  34  in.  thick.  ^  in.  diameter  rivets  234  m.  pitch. 

In  shell  S-10  in.  thick,  in.  diameter  rivets  2}i  in. 

pitch.  ..  .  _ .  . 

In  shell  H  in.  thick,  in.  diameter  rivets  234  m. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option.  . 

(c)  Rivets  in  seams  shall  be  y»  of  an  inch  in  diameter 
and  spaced  not  more  than  234  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(0)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground, 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 

shall  be  34  inch  and  the  minimum  thickness  of  roof 
plates  34  inch.  . 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - — 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  iquar* 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 


Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1^4  inch  flange. 

For  34  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  W  here  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
pet  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  W  here  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  0, 
ror  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
‘t,,8-,  °,n  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1  y2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core-  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter  etc 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (l}/2)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thofi- 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 

so  a.rrangcd  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  kss  than  one-half  (J4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex- 
inguisher  lines  shall  be  controlled  by  easily  accessible 

valves. 

k  \ear  each  boiler  of  fuel  oil  burning  unit,  there 
snail  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


guLwnVoii'  fires.(2)  “UartS  Sui,ab,<;  for  ««- 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Ground*11  *  InSlde  °f  Buildings  °r  Outside  Below 

.  tanks  located  inside  of  buildings,  either  on  or 

below  the  lowest  floor  level,  and  outside  buried  tanks 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
tor  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  he  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2  Horizontal  Tanks  Outside  Above  Ground. 
Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks 

Ground11  3'  Vertical  Tanks  °utside  of  Buildings  Above 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
ino  j6  ?f  the  tank’  sha11  Wlthstand  without  leak- 

tank  HCad  °f  WatCr  eQUal  t0  that  °f  the  depth  of  the 
Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre- 

S?  •°1  thu  Tre  The  contract™ 

shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ion^  tests‘  4CC^SS  t0. tile  inside  and  outside  of  tanks 
pleted^6  maintained  untd  the  necessary  tests  are  com- 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of 
and  on  each  side  of,  the  seam,  the  blows  'to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible  with¬ 
out  sags,  and,  except  as  provided  in. Rule  11-e  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to- 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pij> 
mg  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 

pipe  less  than  one-half  (]/2)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(1J4)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  l/z  in.  by  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  Jischarge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
Hosing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
<n  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
permit  proper  inflow  of  liquid  during  the  filling  operar 
tion  and  two  (2)  inches  in  diameter  on  all  tanks  above 
1100  gallons  capacity,  and  in  no  case  to  be  less  than  1 % 
inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shay  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit.  1 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  tracking  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  on  both  sides 
of  each  strainer  in  discharge  and  suction  lines  near 
each  pump;  in  discharge  line  from  each  tank  as  near 
the  tank  as  practicable,  and  in  branch  lines  near  each 
burner.  An  outside  readily  accessible  valve  shall  be  pro¬ 
vided  in  all  supply  lines  entering  buildings  from  tanks. 
Rule  10.  Oil  Level  Indicating  Device  for  Grade 

A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan-  . 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank,  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  18  degrees  Beaume  and  where 
the  top  of  the  tank  or  tanks  is  not  more  than  ten  (10) 
feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

1  he  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Ihermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec- 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
hire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

.  ^/s*,ems  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
e,  a  building  or  below  the  lowest  floor  level. 

When  located  inside  of  a  building  and  on  the  lowest 
tloor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
^hall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
ot  approved  masonry. 

(b)  lanks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
rover  of  re-inforced  concrete  at  least  6  inches  in  thick- 
less  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
)n  a  brrr>i  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur- 
ounded  with  soft  earth  or  sand  well  tamped  in  place, 
lank*  shall  be  completely  encased  with  six  (<J)  inches  of 
.oncrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  st.rage  capacity  shall  not  exceed  1,100  gal- 


Kule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  lanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 

pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
560  gallons  shall  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness.  ' 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 


Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary,  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

.  (c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2x -inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Gauging  devices  or  test  wells,  the  breakage  of 
which  would  permit  .the  escape  of  oil  or  vapor  within 
the  building,  shall  be  prohibited.  The  top  of  the  well 
when  located  outside  of  a  building  shall  be  sealed  and 
kept  locked  when  not  in  use. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 


See  Rule  10  for  Gauging  device. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil. pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 


(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onel-fourth  (54)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

(c)  Hose,  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section.  5— (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8,  Section  6— (a),  (b),  (c),  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 

than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  suction  line  from  each  storage 
tank. 

(b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  Cvntrol  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (V4)  of  an  inch  of  Portland  cement  plas¬ 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more .  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 


Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited.  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 


Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No.  person,  firm,  company  or  corporation  shall 

within  the  limits  of  the  City  of  New  York  us«  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  £nd  Appeals.  .  . 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 

the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use.  ... 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  cont- 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  iheatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 
270-21-A—  Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 


271-21-A — 6815-6817  Fifth  avenue,  northeast  corner  Ba> 
Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21- A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

* 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21-A  946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22- A  (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22- S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493-22- S — Ballard  Low  Pressure  mechanical  oil  burner, 
approval  of. 

:  1494-22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 
approval  of. 

1230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22- S — Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1^95-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
i  28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 


123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner  ap¬ 

proval  of. 

124- 23-SA  Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
12<-23-SA  S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA  Cornell  Falat  Oil  Burner,  approval  of. 

275-23-SA  Wm.  E.  Toelle  Manuel  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA  “Automatic”  Deluge  Valve,  approval  of. 

39~  -3-SA—  Billow  Class  G.  R.  Oil  Burner,  approval  of 
393-23-SA  “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 


397-23-SA — ( 


proval  of. 


443-23-SA- 

504-23-SA- 

525-23-SA- 

760-23-SA- 

544-23-SA- 

628-23-SA- 

888-23-SA— 

959- 23-SA— 
952-23-SA— 

1046-23-SA- 

898-23-SA- 

936-23-SA- 

1146-23-SA- 

960- 23-SA- 


-Automatic  Gas  Shut-Off,  approval  of. 

-Ray  Rotary  Fuel  Oil  Burner,  approval  of 
-T.lman-White  Gas  Cut-Off  valve,  approval 

-Buckley  Automatic  Electric  Fire  Detector 
approval  of.  ^cieeior, 

-Domestic  FuG  Oil  Burner,  approval  of. 
-Powerlight  oil  heat  burner,  approval  of. 
-Lewis  Oil  Burner,  approval  of. 

-Hydro  Carbon  Oil  Burner,  approval  of. 
-Automahc  Gas  Cut-Off,  approval  of  (Brook- 

-Frankfort  Type  “P”  low  pressure  oil  burner 
approval  of.  uurner, 

"EnCproTvaieof°°  S'eam  At0mizin®  Burn'r.  >P- 

'MCGa°pWp“val°6r,aI  dl,P'eX  f“d 

-Pennsylvania  Globe  oil  burner,  approval  of. 
-Crescent  Combustion  fuel  oil  burner,  approval 


1163-23-SA  Todd  Turbine  fuel  oil  burner,  approval  of. 

H80-23-SA— Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 

1346-23-SA  New  York  Combustion  Co.  Oil  Burner  ao- 
proval  of.  ’ 


1358-23-SA— Worthington  Oil  Burner,  approval  of. 

1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets  an 
proval  of.  ’  p 

1431-23-S A — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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ANNUAL  REPORT 


Hon.  Murray  Hulbert,  Janulr>r  20>  1924- 

Acting  Mayor,  New  York  City. 

Sir ; I  have  the  honor  to  submit  the  annual  report  of  the  Board  of  Appeals  and  the  Board  of  Standards 

and  Appeals  for  the  year  ending  December  31,  1923,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1923. 


Appeals  from  Administrative  Orders  . . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for' Variations  of  Labor  Laws  . . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . . 

Miscellaneous  Applications  . . 

Total  1923  Cases  . 

Cases  pending  December  31,  1922  . 

Total  Cases  end  of  Fourth  Quarter . 


First 

Second 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Quarter 

Quarter 

Total 

154 

183 

126 

183 

646 

105 

166 

97 

122 

490 

108 

93 

66 

90 

357 

14 

12 

10 

29 

65 

2 

1 

0 

1 

4 

23 

29 

16 

17 

85 

58 

57 

51 

57 

223 

464 

541 

366 

499 

1870 

435 


2305 


SUMMARY. 


*  DOCKET. 

Cases  pending  December  31,  1922  . 

Cases  filed  up  to  and  including  December  31,  1923 

Restored  to  calendar  . 

Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Rules  proposed  . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 


....  435 
. . ..1562 

.. ..  85 

....  124 
8 

....  24 

....  1 
....  37 

....  10 

_  6 

.  3 

.  10 


DISPOSITION  OF  CASES. 

Withdrawn  .  149 

Dismissed  .  189 

Denied  . •  • .  191 

Granted  .  65 

Granted  on  condition  .  855 

Appliances  approved  . 8 

Appliances  dismissed,  disapproved  or  withdrawn  -  2 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  115 

Requests  to  reopen  denied  . 8 

Requests  to  amend  granted . 6 

Requests  to  amend  denied  .' .  2 

Requests  for  modification  granted  .  22 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted  .  0 

Requests  to  rescind  denied  .  1 

Requests  for  extension  of  time  granted  .  35 

Requests  for  extension  of  time  denied .  2 

Rules  approved  .  4 


Rules  disapproved  .  1 

Requests  to  install  granted  .  6 

Requests  to  install  denied  .  6 

Administrative  requests  granted  .  3 

Administrative  requests  denied  .  0 

Interpretations  . 10 

Requests  withdrawn  or  dismissed  .  2 


Total 
Disposed  of  . 


2305 

1678 


Cases  pending  December  31,  1923 


627 


Total 


1678 


MEETINGS  OF  THE  BOARDS. 


Board  of  Appeals  . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . 

Total  number  of  Inspections 


First 

Second 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Quarter 

Quarter 

Total 

16 

14 

10 

18 

58 

12 

13 

11 

18 

54 

28 

27 

21 

36 

112 

5 

13 

12 

36 
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ANNUAL  REPORT 


CASES  DISPOSED  OF  BY  BOARD  OF  APPEALS 


First 


Appeals  from  Administrative  Orders  .  *  ^ 

Applications  under  Building  Zone  Resolution 
Miscellaneous  Applications  . 


146 

107 

36 


Total  disposed  of 


Board  of  Appeals  cases  pending  December  31,  1923  . ff ^  226  429 


Second 

Third 

Fourth 

Quarter 

Quarter 

Quarter 

117 

114 

216 

120 

76 

174 

43 

36 

39 

280 

226 

429 

Grand 

Total 

593 

477 

154 


CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


1324 

441 


First 


Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  and  Materials . 

Petitions  for  Adoption  of  Rules  .  . 

Miscellaneous  Applications  . 


5 

0 

22 


Second 

Quarter 

103 

2 

1 

13 


Third 

Quarter 

60 

3 

2 

9 


Total  disposed  of 


. . .  131 

Board  of  Standards  and  Appeals  cases  pending  December  31.  1933 


119 


74 


Fourth 

Quarter 

107 

0 

1 

19 

127 


1922  CASES  DISPOSED  OF  IN  1923. 


Grand 

Total 

374 

10 

4 

«3 

451 

186 


-  uisposea  or  1933 

Appeals  from  Administrative  Orders  .  ec'  l’ 22  lst  Quar-  2d  Quar-  3d  Quar..  4th  Quar. 


Applications  under  Building  Zone  Resolution 
Petitions  for  Variation  of  Labor  Law 
Petitions  for  Approval  of  Appliances,  1921-1922 

Petitions  for  Adoption  of  Rules  . 

Theatre  Cases  Awaiting  Resolution  of  B.  of  A 
Pier  Cases  on  Reserve  Calendar  . . , 


Total 


125 

134 

80 

1 

33 

14 

48 

435 


88 

93 

65 

0 

3 

0 

0 


23 

36 

12 

0 

1 

0 

0 


13 

2 

3 

0 

1 

0 

0 


1 

1 

0 

1 

0 

0 

0 


Pendding 
1924 
0 
2 
0 
28 
0 
14 
48 


249 


72 


19 


92 


1923  CASES  PENDING  FIRST  QUARTER  1934. 


Appeals  from  Administrative  Orders 


Applications  under  Building  Zone  Resoiution . 

Petitions  for  Variation  of  Labor  Law  . . . . 

Petitions  for  Approval  of  Appliances  filed,  not  on  Reserve  Calendar . 

S3SS  lor  AdPoPprtToa„'„0ffRA„fefanCeS'  1921-1922-1923'  R«-ve  Caieniar": 

Res  e^CJendar1^1;'19'2!'  ReVc'™' 


Total 


208 

167 

92 

26 

63 

5 

18 

48 


MONEYS  RECEIVED. 


627 


Subscriptions  to  Bulletin 
Cash  Sales  of  Bulletin  . 


_T°ta1  (paid  to  Chamberlain) 


i- 


First 

Second 

Quarter 

Quarter 

$198.75 

$285.00 

28.40 

20.25 

$227.15 

$305.25 

Third 

Quarter 

$129.25 

19.47 


Fourth 

Quarter 

$216.25 

24.54 


Grand 

Total 

$829.25 

92.60 


REVIEW  (1916  TO  1923). 


$148.72  $240.79  $921.91 


Year 

1916 

!1917 

1918 

'1919 

1920 

1921 

1922 

1923 


Cases 

Filed 

502 

2620 

1734 

1005 

793 

1720 

1575 

1562 


Requests 

Filed 

33 

35 

160 

73 

114 

176 

405 

308 


Pending 

Previous 

Year 

0 

136 

1232 

70 

90 

90 

389 

435 


Total 

to  Dis¬ 
pose  of 
534 
2791 
3126 
1148 
997 
1686 
2369 
2305 


Total  11511 


1303 


2442 


15256 


With¬ 

drawn 

39 

291 

803 

105 

84 

102 

171 

149 


Dis¬ 

missed 

64 

154 

666 

47 

100 

296 

195 

189 


Disposed  of 

Cases  Granted 
Denied 
59 
241 
418 
271 
233 
337 
262 
193 


1744 


1711 


2014 


•VILLIAM  J.  O’GORMAN,  Secretary. 


etc. 

204 

838 

1009 

594 

457 

827 

1025 

928 

5882 


as  Follows : 
Request  Total 
Actions  Cases 
32 


35 

160 

41 

33 

35 

281 

219 

836 


398 

1559 

3056 

1058 

907 

1597 

1934 

1678 

12187 


*  t/uuw 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman 


Pending 
Dec.  31st 
136 
1232 
70 
90 
90 
389 
435 
627 

3069 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923 


627 


Cases  filed  up  to  and  including  January  24,  1924  -  107 

Restored  to  calendar  .  4 

Miscellaneous  Applications. 

Requests  to  reopen  .  8 

Requests  to  amend  .  0 

Requests  for  modification  . 5 

Requests  to  rescind  .  0 

Requests  for  extension  of  time  .  1 

Requests  for  extension  of  permit .  2 

Requests  to  install .  1 

Administrative  requests  .  0 

Requests  for  interpretation  .  2 

Total  .  757 

Disposed  of  .  129 

Cases  pending  January  24,  1924  .  628 


DISPOSITION  OF  CASES. 

Withdrawn  .  15 

Dismissed  .  18 

Denied  .  14 

Granted  .  1 

Granted  on  condition  .  57 

Appliances  approved  .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  5 

Rules  disapproved  . . .  o 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  7 

Requests  to  reopen  denied .  l 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  5 

Requests  for  modification  denied  .  0 

Requests  to  rescind  granted .  0 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  1 

Requests  for  extension  of  time  denied  .  0 

Requests  for  extension  of  permit  granted .  2 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted .  l 

Requests  to  install  denied  .  o 

Administrative  requests  granted  .  0 

Administrative  requests  denied  . 0 

Interpretations  . 2 

Requests  withdrawn  or  dismissed  .  0 

Total  .  129 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third ,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no-  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for .  1924. 
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DIRECTORY 


BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

Alfred  J.  Boulton  James  P.  Holland 

John  J.  Beatty  Henry  L.  Connell 

John  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

3  Board  of  Appeals, .  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  ^Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Bdaftd  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

3  All  brings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

Alfred  J.  Boulton  James  P.  Holland 

John  J.  Beatty  Henry  L.  Connell 

John  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan .  Fire  Commissioner 

t  Charles  Brady  . . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville  . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert  . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore  . Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  a 7  Barton,  Chief  Clerk 

Office — Municipal  Ending,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.,  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 

— 

This  issue  of  the  Bulletin  contains,  in  the  order 
given— 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting  Board  of  Appeals, 
January  25,  1924. 

Minutes  of  Meeting,  Board  of  Appeals,  January 
29,  1924. 

Minutes  of  meeting,  Board  of  Standards  and  Ap¬ 
peals,  January  29,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Annual  Report. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition,  shall  be  regarded  as  a  mere  notice  of  in 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  February  5, 
1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
W ednesday,  February  13,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

<  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  reli.t  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

_  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
the  points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman , 
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DOCKET. 

New  cases  Filed  Week  Ending  January  31,  1924. 

Cal  No.  Department  Premises  Affected 

157-24-BZ . E.D.  ..103  Newell  st.,  Bklyn. 

j _ _  L.  C.  84911. 

156-24- A . F.D .  385-389  Harman  st.,  Bklyn. 

_ _  F-53148. 

155-24-S . B.B.M.  ..251-259  W.  36th  st.,  Man. 

_ _  N.  B.  248-1923. 

154-24- A . F.D . E.  S.  2nd  ave.,  bet.  41st  and 

42nd  st.,  Bklyn. 

- -  Alt.  1758-1923. 

153-24-BZ . B.B.B.  ..902-922  60th  st.,  Bklyn. 

- -  N.  B.  1,179-1924. 

152-24-BZ . B.B.M.  ..16  Convent  ave.,  Man. 

- -  N.  B.  24-1924. 

151-24-BZ . B.B.Q.  ..10  Woodhull  ave.,  Q. 

-  Alt.  1722-1923. 

150-24-A . F.D . N.  S.  Richmond  terr.,  opp.  An¬ 

dros  ave.,  Mariners  Harbor, 

- -  S.  I.,  Rich.  F-49747. 

149-24-S . F.D .  20-30  Morton  st.,  Bklyn. 

- -  L.  D.  53079. 

148-24-A . F.D .  20-30  Morton  st.,  Bklyn. 

- -  F-53084. 

147-24-A . F.D .  1490-1496  Herkimer  st.,  Bklyn. 

- -  F-51786. 

146-24-A . F.D .  4497  3rd  ave.,  Bx. 

-  L.  C.  21117. 

145-24-S . B.B.M.  ..113-115  E.  18th  st.,  Man. 

-  Variation  of  Labor  Law. 

144-24-A . B.B.Bx.  .  E.  S.  Boscobel  ave.,  187.25  ft. 

N.  Jerome  ave.,  Bx. 

-  N.  B.  2507-2519-1923. 

143-24-A . B.B.Bx.  .  Cromwell  ave.,  165.05  ft.  N. 

Jerome  ave.,  Bx. 

- —  N.  B.  2565-2570-1923 

142-24-A . F.D . 75  Hudson  st.,  Man. 

-  F-53152. 

141-24-SA . F.D . Edwards  A.  C.  Control  Panel. 

Appliance. 

140-24-BZ . B.B.B.  ..617—627  Herkimer  st.,  Bklyn. 

- -  N.  B.  195-1924. 

139-24-BZ . B.B.B.  ..688-696  Central  ave.,  Bklyn. 

- -  N.  B.  753-1924. 

138-24-BZ . B.B.B.  ..6314-6324  Bay  Parkway,  Bklyn. 

-  Applic.  12536-12537. 

137-24-BZ . B.B.B.  ..1787-1795  Coney  Island  ave., 

-  Bklyn.  .  N.  B.  23856-1923. 

136-24-BZ . B.B.Bx.  .809  Union  ave.,  Bx. 

-  N.  B.  178-1924. 

135-24-S . B.B.M.  ..2067  Broadway,  Man. 

Re:  Certificate  of  Occupancy. 
134-24-A . F.D . 179  Lafayette  st.,'Man 

L.  C.  21190. 

133-24-BZ . F.D .  205  Fosdick  ave.,  Glendale,  L. 

L  Q-  L.  C.  84982. 

132-24-A . F.D . 61-65  19th  st.,  Bkiyn. 

F-53111. 


131-24-A . F.D .  571-575  Liberty  ave.,  Bklyn. 

-  *  L.  C..  85037. 

130-24-S.' . F.D . 16  W.  30th  st.,  Man 

-  L.  D.  38602. 

129-24-BZ . F.D . 17  Willow  pi.,  Bklyn. 

- -  ‘  L.  C.  85157. 

128-24-BZ . B.B.B.  ..145-149  Tapscott  st.,  Bklyn. 

- -  '  Applic.  24305-1923. 

127-24-BZ . B.B.Bx.  .2605  Grand  Concourse,  Bx. 

- -  Alt.  15-1923. 

126-24-A . F.D . 128-133  White  st.,  Man. 

- •  •  L.  C.  18439. 

125-24-S . H.D. ’....308  Hopkins  ave.,  Astoria,  Q. 

- -  Cellar  Bakery  Certificate. 

124-24- A . F.D .  336-340  Canal  st.,  Man. 

- -  F-49112. 

123-24-BZ . B.B.Q.  .  .  29-31  13th  st.,  College  Point, 

-  N.Y.  14594-1923. 

122-24-A . F.D .  35  6th  ave.,,  Man. 

-  L.  C.  20171. 

121-24-BZ . F.D .  9004  Pleasant  st.,  Q. 

- -  L.  C.  84704. 


120-24- A . 

...F.D.  ... 

307-311  Borden  ave.,  Q. 

119-24-BZ. .  . . 

...B.B.Bx. 

F-53151. 

.2411-2429  Tratman  ave.,  Bx. 

118-24-S . 

...B.B.M.  . 

Alt.  580-1923. 

.  625-627  E.  15th  st.,  Man. 

117-24-BZ. . . . 

...B.B.B. 

Variation  of  Labor  Law. 

.  261  -  267  Pennsylvania  ave., 

116-24-BZ.. . . 

...B.B.B.  . 

Bklyn.  N.  B.  64-1924. 

.  27  W.  47th  st.,  Bklyn. 

115-24- A . 

...F.D.  ... 

N.  B.  415-1923. 
.130  Osborn  st.,  Bklyn. 

114-24- A . 

...F.D.  ... 

F-52484. 

.  130  Osborn  st.,  Bklyn. 

113-24-BZ.. .  . 

...F.D.  ... 

F-52481 

.  17  Richmond  st.,  Bklyn. 

112-24-SA. . . . 

...F.D.  ... 

L.  C.  85060 
.  Electrol-  Oil  Burner. 

13,1-24-  A . 

...F.D.  ... 

Appliance. 

.  97-103  'E.  Houston  st.,  Man. 

110-24- A . 

...F.D.  ... 

L.  C.  21313. 

.  42-52  Nassau  st.,  Man. 

109-24- S . 

...F.D.  ... 

Alt.  292-1923. 
171-173  6th  ave.,  Man. 

108-24- A . 

...B.B.B.  . 

L.  D.  46113. 

.  13-15  College  pi.,  Bklyn. 

Alt.  12049-1923. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  5,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1 138-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Alice  Kambourian, 
owner. 

PREMISES — 265  Lexington  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  in  an  existing  residence  building. 

1386-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Broadway  Marlboro 
Realty  Corp.,  owner. 

PREMISES — 1351-1365  Broadway,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
of  a  part  of  the  front  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  set  by  the 
building  zone  resolution. 

1489-23-BZ. 

APPLICANT — William  F.  Doyle,  for  John  Reinschmidt 
and  H.  H.  Snedeker,  owners. 

PREMISES — East  side  of  Franklin  avenue,  236.50  ft.  south 
of  East  166th  stret,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1508-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Abraham  Singer, 
owner. 

PREMISES — 631-637  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1529-23-BZ. 

APPLICANT — James  Kearney,  for  Alphonse  Freund, 
Frederick  A.  Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners. 

PREMISES — 121-131  West  83rd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1389-23-BZ. 

APPLICANT — John  Morrison,  owner. 

PREMISES — 4634-4646  Bay  Parkway,  Brooklyn. 

TO  PERMIT  in  a  residential  “E”  area  district  the  erection 
and  maintenance  of  a  residence  buildmg  occupying 
more  than  30  per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb  level. 


BOARD  OF  APPEALS. 

Tuesday,  February  5,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1384-23-A — 139-141  West  19th  street,  Manhattan. 
1393-23-A — S.  S.  Meadow  street,  from  Pearson  street  to 
Anable  avenue,  L.  I.  City,  Queens. 
1449-23-A — 13  Broadway,  Flushing,  Queens. 

1463-23-A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied¬ 
ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 
1252-23-A — 107  Fast  126th  street,  Manhattan. 

1378-23-A — 27  East  137th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1124-23-A — 71  Nassau  street,  Manhattan. 

1305-23-A — 233-239  West  42nd  street,  Manhattan. 


1313-23-A — 208  Bowery,  Manhattan. 

1459-23-A  4805  New  Utrecht  avenue,  Brooklyn. 
1474-23-A— 60  East  191st  street,  The  Bronx. 

1480-23-A — 327-347  Walnut  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  7  uesday  morning  February  5,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1447-23-BZ— Application,  December  7,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Cedar 
Land  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  of  Je¬ 
rome  avenue  and  East  Tremont  ave¬ 
nue,  The  Bronx. 

CAL.  NO.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave* 
nue,  The  Bronx. 

cal.  no.  1385-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  Catherine  Sil- 
berhorn,  owner,  Max  Ludecke,  lessee, 
to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  business  building,  also  to 
construct  building  over  entire  lot  area 
omitting  a  rear  yard  as  required  by 
the  building  zone  resolution:  premises 
150-152  West  127th  street,  Manhattan. 
cal.  no.  420-23-BZ — Application,  April  10,  1923,  under  the 
building  zone  resolution,  of  Henry  H. 
Ehrlich,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
two  (2)  motor  vehicles;  two  spaces 
rented  to  persons  not  residing  on  the 
premises  ;  premises  740  Sylvester  avenue 
(formerly  Mandsley  street),  Jamaica, 
Queens. 

cal.  no.  1168-23-BZ — Application,  October  11,  1923,  imder 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Jennie  Reizenstein,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes ;  premises  284 
Woodbine  street,  southeast  corner  of 
Irving  avenue,  Brooklyn. 

cal.  no.  1054-23-BZ — Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Frank 
R.  Hewitt,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  (2) 
pleasure  motor  vehicles ;  two  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  2250  Aqueduct  ave¬ 
nue,  northeast  corner  of  Buchanan 
place,  The  Bronx, 
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cal.  no.  1055-23-BZ— Application,  September  4,  1923,  under 
the  building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Michael 
Lyndsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2218  Aqueduct  ave¬ 
nue,  southeast  corner  of  Buchanan 
place,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  5,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

233-23- A — 1835  Carter  avenue,  The  Bronx. 

531- 23-A — Southwest  corner  of  34th  street  and  Park  ave¬ 

nue,  Manhattan. 

532- 23-A — 1564  Broadway,  Manhattan. 

533- 23-A — Southwest  corner  of  62nd  street  and  1st  avenue, 

Manhattan. 

861-23-A— 60-62  West  116th  street,  Manhattan. 

1377-23-A — 1660-1662  Webster  avenue,  The  Bxui... 
382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A— 2715  Webster  avenue,  The  Bronx. 

1170-23- A — 2814  Avenue  N,  Brooklyn. 

1424-23-A— 627-635  West  133rd  street,  Manhattan.  „ 
1435-23-A — 431-443  Atlantic,  avenue,  Brooklyn. 

831-23-A — 697-707  Kent  avenue,  rear,  Brooklyn. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  ap¬ 
peals  of  a  public  hearing  under  the  provisions  of  the  build¬ 
ing  zone  resolution,  Tuesday  afternoon,  February  5,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1400-23-BZ — Application,  November  28,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Turin  Garage  and  Supply  Co.,  Inc., 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  ex¬ 
isting  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
55  West  93rd  street,  Manhattan. 

cal.  no.  497-23-BZ — Application,  April  24,  1923,  under  th 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  C 
LaVine,  Inc.,  owner,  to  permit  in  3 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

cal.  no.  1254-23-BZ — Application,  November  3,  1923,  under 
the  building  zone  resolution,  of  Louis 
Morgenstein,  applicant  and  lessee,  Al¬ 
bert  Hartmann,  owner,  to  permit  in  a 
business  district  the  alteration  of  an  ex¬ 
isting  building  and  change  of  occupancy 


from  a  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  14  2nd  avenue,  Man¬ 
hattan. 

cal  no.  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnel 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — 'Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

cal.  no.  1308-23-BZ — Application,  November  14,  1923,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of 
Aimee  Klein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1819-1837  Cropsey  avenue, 
northeast  corner  of  Bay  19th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  February  13,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

844-23-BZ. 

APPLICANT — John  J.  Kearney,  for  Henry  M.  Arm- 
sheimer,  owner. 

PREMISES — 2947  Bainbridge  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  motor  vehicles,  one 
space  rented  t®  persons  not  residing  on  the  prem¬ 
ises. 

i 

1359-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  President  Franklin 
Corp.,  owner. 

PREMISES — Southwest  corner  President  street  and  Frank¬ 
lin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1 453-23-BZ. 

APPLICANT — Times  Triangle  Investors,  Inc.,  owner. 

PREMISES — 852-858  Cypress  avenue,  Ridgewood,  Queens. 

TO  PERMIT  in  a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  business  purposes. 

1540-23-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Jacob  Baum, 
owner. 

PREMISES — 1249  Avenue  U,  Brooklyn. 

TO  PERMIT  the  extension  into  a  residence  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  business  purposes  on  first  story. 


— 
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1543-23-BZ. 

APPLICANT— <Edward  L.  Larkin,  for  Rexburg  Realty 
Corporation,  owner. 

PREMISES — West  side  Webster  avenue,  772  ft.  north  of 
169th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

36-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ida  Midonick,  owner. 

PREMISES — 50-60  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1433-23-BZ. 

APPLICANT — John  De  Hart,  for  Stefan  Noskewicz, 
owner. 

PREMISES — Northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in  part  for  busi¬ 
ness  purposes. 


BOARD  OF  APPEALS. 

Wednesday,  February  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

927-23-A — 418  East  15th  street,  Manhattan. 

965-23-A — 545  East  75th  street,  Manhattan. 

1328-23-A — 277  Greene  avenue,  Brooklyn. 

1418-23-A — 81-95  Wallabout  street,  Brooklyn. 

1430-23-A — 4-10  John  street,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

1471-23-A — 342  West  24th  street,  Manhattan. 

1479-23-A — 46  8th  avenue,  Brooklyn. 

1091-23-A — 68  East  11th  street,  Manhattan. 

1118-23-A — 853  Jackson  avenue,  The  Bronx. 

1139-23-A — 133  Crosby  street,  Manhattan. 

Under  Buildi>ig  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  February  13,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1210-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
George  Hummel,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  an  extension  to  an  ex¬ 
isting  building  used  for  business  pur¬ 
poses;  premises  2365  Myrtle  avenue, 
Brooklyn. 


(  al.  no.  1212-23-BZ — Application,  October  24,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Mary  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1115-1119  Intervale  avenue, 
The  Bronx. 

i  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

(  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923  ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  1404-23-BZ — Application,  November  30,  1928,  under 
the  building  zone  resolution,  of  Charles 
•  D.  Strang  and  Tinea  Strang,  appli¬ 

cants  and  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
from  manufacturing  and  dead  storage 
to  the  use  of  fur  dressing;  premises 
178-180  S.  Portland  avenue,  Brooklyn. 

cal.  no.  1494-23-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Mc- 
Kown  &  Condon,  applicants,  on  behalf 
of  Broadway-94th  Street  Realty  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
West  95th  street,  Manhattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

cal.  no.  1133-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
Philip  Bardes,  architect,  on  behalf  of 
Hyman  Hermele  and  Samuel  Heft, 
owners,  to  permit  in  a  business  district 
the  alteration  and  extension  in  height 
of  a  one-story  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1005-1007  Intervale 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  February  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1327-23-S — 277  Greene  avenue,  Brooklyn. 

1462-23-S — 158-160  West  26th  street,  Manhattan. 

1532-23- S — 17  East  53rd  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1129-23-S — 43  West  28th  street,  Manhattan. 

14i21-23-S— 151-157  33rd  street,  Brooklyn. 

1423-23-S— 434-440  East  165th  street,  The  Bronx. 
1419-23-S— -2133  1st  avenue,  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

1119-23-S — £33-243  Greene  street,  Brooklyn. 

1472-23-S — 830  Broadway,  Manhattan. 

1526-23-S — 33  East  20th  street,  Manhattan. 

1542-23-S — 224-232  West  35th  street,  Manhattan. 

1559-23-S — 2  1st  street,  Manhattan. 

165-23-S— 144  West  23rd  street,  Manhattan. 

103-24-S — 150  Broadway,  Manhattan. 

42-24-S— 104-112  West  29th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
]  487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA— Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA— Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA— Universal  Oil  Burner,  approval  of. 

RULES. 

280-22-S — Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  Motion  Picture 
Theatres. 


BOARD  OF  APPEALS. 

Tuesday,  February  19,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

1324-23-A — South  side  of  Avenue  H,  from  32nd  street 
to  38th  street,  Brooklyn. 

1330-23-A — 25  Pine  street,  Manhattan. 

1382-23- A — 127-131  West  25th  street,  Manhattan. 

1394- 23-A— 318-320  West  46th  street,  Manhattan. 

1395- 23-A— -545-551  Ocean  avenue,  Brooklyn. 

1405-23-A — 35  6th  avenue,  Manhattan. 

1473-23-A — 29  West  17th  street,  Manhattan. 

1482-23-A — 327-331  Madison  avenue,  Manhattan. 

1495-23-A — 17  West  31st  street,  Manhattan. 

1534- 23- A — 2  1st  street,  Manhattan. 

1535- 23- A— 3-5  1st  street,  Manhattan. 

1545-23-A— 41-43  West  63rd  street,  Manhattan. 
1551-23-A— 435-453  Park  avenue,  Brooklyn. 

8-24- A — 186  East  64th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  19,  1924,  at  10 
o'clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


cal.  no.  1502-23-BZ — Application,  December  19,  1923,  under 
the  building  zone  resolution,  of  Isaac 
H.  Lubin,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  the  basement  and 
the  conversion  of  occupancy  of  the 
basement  from  residence  to  manufac¬ 
turing  purposes ;  premises  334  East 
50th  street,  Manhattan. 

cal.  no.  1510-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Morris  Schrimann,  owner,  to  permit 
in  a  residence  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles premises  west  side  of 
Merriam  avenue,  360.78  ft.  south  Of 
170th  street,  The  Bronx. 

cal.  no.  1372-23-BZ — Appplication,  November  24,  1923, 
under  the  building  zone  resolution,  of 
Harry  A.  Yarish,  architect,  on  behalf 
of  Alexander  Fox,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  300-310  Winthrop 
street,  southeast  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1478-23-BZ — Application,  December  14,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Michael  J.  Adrian  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  200-208  East 
111th  street  and  2013-2027  3rd  avenue, 
Manhattan. 

cal.  no.  921-23-BZ — 'Application,  July  19;  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dumiigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  promises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1086-23-BZ — Application,  September  14,  ,1923, 
under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street, 
B  rooklyn. 

cal.  no.  1156-23-BZ — 'Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main- 
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tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  1111-23-BZ — 'Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitz 
&  Hulse,  aplicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  building  zone  reso¬ 
lution;  premises  ,139-147  West  street, 
90-110  Barclay  street,  202-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

cal.  no.  1178-23-BZ — -Application,  October  16,  1923,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Mur¬ 
ray  M.  Shindcl,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than 'five  (5)  motor  vehicles; 
premises  279-285  Vernon  avenue, 
Brooklyn. 

cal.  no.  1292-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Frank 
Shary  and  Emma  Shary,  applicants  and 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle;  premises  761 
East  230th  street,  The  Bronx. 

cal.  no.  1316-23-BZ — Applicatoin,  November  15,  4923,  under 
the  building  zone  resolution,  of  John 
Lavelle,  applicant  and  lessee,  Maud  E. 
Kimball,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
business  occupancy  in  basement  of  an 
existing  residence  building;  premises 
167  West  73rd  stret,  Manhattan.  ' 

cal.  no.  1475-23-BZ — Application,  December  14,  ,1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Wm. 
Danenbaum,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3158  Webster  avenue,  The 
Bronx. 

cal.  no.  1509-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Emily  D.  Hogan  and  Mary  C.  Har- 
nish,  owners,  to  perrpit  in  a  residence 
“B”  area  district  the  erection  and  main- 
.  tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also 
the  omission  of  a  rear  yard  as  re¬ 
quired  by  the  zone  resolution;  premises 
south  side  of  Evelyn  place,  100  ft. 
west  of  Jerome  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  Sth  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23-A — 196  19th  street,  Brooklyn. 


1160-23-A — 27-29  West  4th  street,  Manhattan. 

1257-23-A— Foot  of  67th  street,  South  Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — -1495  St.  Nicholas  avenue,  Manhattan. 

7-24- A— 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

9-24-A  138-140  East  61st  street,  Manhattan. 

■16-24-A — '1342  Park  avenue,  Manhattan. 

17-24- A — 2-10  Evergreen  avenue,  Brooklyn. 

24-24- A — 841-851  9th  avenue,  Manhattan. 

27-24- A  '218  East  9th  street,  Manhattan. 

Linder  the  Building •  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  26,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  939-23-BZ— Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1165-23-BZ — Application,  October  10,  ,1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty- Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1100-23-BZ — Appliation,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  84-23-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Thomas 
I.  Sheridan,  applicant,  on  behalf  of 
Samuel  Block,  owner,  for  a  re-hearing 
of  an  application  previously  denied,  to 
permit  in  a  business  district  alteration 
of  existing  building  and  change  of  oc¬ 
cupancy  from  manufacturing  of  motion 
picture  films  to  garage  for  more  than 
five  (5)  motor  vehicles;  premises  69- 
71  West  90th  street,  Manhattan. 

cal.  no.  733-23-BZ— Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo- 
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tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises ; 
premises  3420  Olinville  avenue,  The 
Bronx. 

cal.  no.  854-23-BZ — Application,  July  3,  1923,  under  the 
building  zone  resolution,  of  Edward  L. 
Larkin,  applicant,  on  behalf  of  Rex- 
burg  Realty  Corporation,  owner,  to 
permit  the  extesnion  into  a  residence 
district  the  erection  and  maintenance 
of  a  theatre  building;  premises  north¬ 
west  corner  of  170th  street  and  College 
avenue,  The  Bronx. 

cal.  no.  907-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Samuel  A. 
Kelsey,  applicant,  on  behalf  of  Amelia 
E.  Kelsey,  owner,  to  permit  in  a  resi- 
dence  district  the  change  of  occupancy 
in  part  from  residence  to  a  business 


use,  to  be  used  as  real  estate  office ; 
premises  229  West  137th  street,  Man¬ 
hattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217-23-S — 147-149  West  29th  street,  Manhattan. 
1448-23-S — 137-139  Grand  street,  Manhattan. 
1552-23-S — 118  Madison  avenue,  Manhattan. 
1270-23-S— 361  7th  avenue,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1159-23-S — 806  6th  avenue,  Manhattan. 

1333-23-S— 170  Greene  street,  Manhattan. 

1348-23- S — 350  4th  avenue,  Manhattan. 


MINUTES 


BOARD 

SPECIAL  MEETING. 

FRIDAY  MORNING,  JANUARY  25,  1924. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kerby,  Connell  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
933-23-A. 

APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 54  Main  street,  Flushing, 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  John  V.  Downey. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


926-23-A. 

APPELLANT — Braddon  Amusement  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  V.  Downey. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1271-23-A. 

APPELLANT — A.  E.  Nast,  for  U.  S.  Trust  Co.  of  New 
York,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 126  East  32nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Thomas  A.  Williams. 

For  Administration :  Inspector  Carrooll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 


OF  APPEALS 

THE  RESOLUTION: 

(1271-23-A) 

Whereas,  A.  E.  Nast,  for  U.  S.  Trust  Co.  of  N.  Y., 
trustee,  filed,  Nov.  7,  1923,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  126  East  32nd  street,  Manhattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
October  18,  1923,  reads: 

“Protect  floor,  ceiling  and  wall  construction  with 
approved  fire  retarding  material,  as  per  Sectcion  154, 
Chapter  10,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
cellar  in  height,  25  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED: 
1st  story,  private  garage  for  4  cars,  1  person;  2nd  story, 
dwelling  for  chauffeur  and  family,  4  persons;  and 

Whereas,  the  ceiling  of  the  1st  story  is  wood  sheeted  and 
the  floors  are  partly  of  concrete;  and 

Whereas,  applicant  contends  that  the  building  will  be  used 
for  other  purposes  after  a  year,  and  requests  that  >the  pres¬ 
ent  construction  be  accepted  for  that  period  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  fire-retarding  cross  partition 
with  not  more  than  one  opening,  not  to  exceed  3  ft.  8  in. 
in  width,  be  erected  at  the  line  of  existing  concrete  flooring, 
separating  the  car  storage  space  from  the  remainder  of  first 
floor  and  confining  it  within  concrete  floor  area;  that  not 
more  -than  two  (2)  automobiles  of  the  pleasure-car  type  be 
maintained  on  the  premisies,  with  no  gasoline  storage  other 
than  in  tanks  of  cars ;  and  that  the  stairhall  enclosure  shall 
be  fire  retarded,  any  openings  therein  to  be  provided  with 
self-closing,  fireproof  doors;  granted  for  a  period  not  to  ex¬ 
tend  beyondJ  May  1,  1925. 


1295-23-A. 

APPELLANT — John  H.  Knubel,  for  Mary  C.  De  Ter- 
rouenne,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 359-363  9th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Charles  May  and  P.  J.  Corry. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 
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AC  I  ION  01*  BOARD — Appeal  granted  on  condition. 
CONDI  I'lONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  h  ire  Chief  Kenlon  .  .  5 


Negative  . . .  0 

Absent:  Messrs.  Beatty  and  Kerby .  2 

THE  RESOLUTION: 

( 1295-23-A) 


Whereas,  John  H.  Knubel,  for  Mary  C.  Dc  Torrouenne, 
owner,  filed,  Nov.  13,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  359-61-63  Ninth  avenue,  Manhattan;  and 
\\  hereas,  the  order  of  the  fire  commissioner,  dated 
October  25,  1923,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building  having  at  least  one 
source  of  water  supply  *  *  ; 

and 

Whereas,  the  building  is  situated  on  the  rear  of  the  lot, 
is  non-fireproof,  three  stories  and  cellar  in  height,  59  ft.  11 
in.  by  47  ft.  in  area.  OCCUPIED  AS  FOLLOWS:  Cellar, 
storage  and  carpenter  shop,  3  persons;  1st  story,  manufac¬ 
turing  mattresses,  7  persons ;  2nd  story,  manufacture  of 
doors,  7  persons ;  3rd  story,  cabinet  maker,  7  persons ;  and 
Whereas,  appellant  contends  that  the  building  is  of  small 
area. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
(/ranted,  holding  this  order  in  abeyance  to  May  1,  1925,  on 
condition  that  the  order  be  complied  with  at  that 
time  or  the  present  occupancy  vacated ;  on  further  condi¬ 
tion  that  the  hoist  shaft  be  sealed  over  solidly  at  each  floor; 
that  loft  side  of  stairhall  partition  throughout  be  fire  re¬ 
tarded  with  not  less  than  one-half  inch  approved  fire  re¬ 
tarding  material;  that  the  loft  side  of  the  doors  to  the 
stairhall  enclosure  be  metal  covered  and  doors  made  self¬ 
closing;  that  not  less  than  twelve  (12)  water  buckets  shall 
be  maintained  on  each  floor ;  and  that  the  use  and  occu¬ 
pancy  otherwise  remain  unchanged. 


1008-23-A. 

APPELLANT — Vitreous  Enameling  &  Stamping  Co.,  Ltd., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1363-77  Sedgwick  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant:  C.  M.  Miller. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  Kerby  ..• .  2 

THE  RESOLUTION: 

(1008-23-A) 


Whereas,  Vitreous  Enameling  &  Stamping  Co.,  Inc., 
owner,  filed,  August  14,  11123,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1363-77  Sedgwick  avenue,  The  Bronx;  and 
V  hereas,  the  order  of  the  fire  commissioner,  dated 
July  31,  1923,  No.  19386-LC,  reads: 

“Referring  to  your  application,  dated  March  13,  1923, 
for  a  permit  to  store  and  use  fuel  oil  at  1363-77  Sedg¬ 
wick  Ave.,  Bronx,  I  regret  to  inform  you  tliat  said  ap¬ 
plication  has  been  disapproved  for  the  reason  that  your 
present  method  of  storing  and  using  fuel  oil  does  not 
conform  with  the  Fuel  Oil  Rules  adopted  by  the  Roard 
of  Standards  and  Appeals  on  November  6,  1919. 

“You  are  therefore  ordered  to: 


“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.’' ; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  95  ft.  by  169  ft.  in  area;  OCCUPIED  as  a  por¬ 
celain  enameling  plant,  28  persons.  Equipped  with  a  fuel 
oil  burning  system,  with  a  5,0000  gallon  tank,  partially 
buried  outside  the  building  and  enclosed  in  a  concrete  vault, 
delivering  oil  to  the  enameling  furnaces;  and 

Whereas,  the  board  deemed  that  as  the  oil  is  used  in  an 
industrial  process,  permission  to  use  the  pump  and  burner 
should  be  granted. 

Resolved,  that  the  order  of.  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  permitting  the  use  and  operation  of  the  Rockwell 
burner  and  Deming  pump  on  these  premises,  used  and  re¬ 
stricted  to  the  industrial  process  and  operation  of  a  vitreous 
enameling  funlace,  on  condition  that  the  fuel  oil  installation 
comply  with  the  fuel  oil  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects. 


709-23-A. 

APPELLANT — Hess  &  Wiener,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 43  West  16th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1924,  at 
10  a.  m. 


1137-23- A. 

APPELLANT — J.  D.  Wilson  &  Sons,  lessee. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED1 — 1295-1307  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Harold  C.  Delaney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Appeal  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Walsh  and  Mr.  Boulton  2 
Negative:  Messrs.  Connell,  Holland  and  Fire 


Chief  Kenlon  .  3 

Absent :  Messrs.  Beatty  and  Kerby .  2 

THE  RESOLUTION: 

(1137-23-A) 


Whereas,  J.,  D.  Wilson  &  Sons,  lessee,  filed,  September 
29,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  1295-1307 
Broadway,  Brooklyn;  and 

Whereas,  the  order  of  the  fire-  commissioner,  dated 
July  27,  1923,  No.  4S702-F,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLERS  throughout  building,  hav¬ 
ing  two  sources  of  water  supply  *  *  ; 

and 

W hereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height  (43  ft.  7  in.)  ;  175  ft.  by  175  ft.  (28,000 
sq.  ft.)  in  area;  OCCUPIED  as  a  department  store,  180 
employees ;  and 

Whereas,  appellant  contends  that  in  view  of  the  large 
expenditures  already  made  in  order  to  comply  with  a  modi¬ 
fication  of  a  prior  order  in  1914  of  the  fire  department  re¬ 
garding  similar  orders  (the  installation  of  a  sprinkler  sys¬ 
tem  in  the  basement  providing  smoke-proof  partitions  at 
foot  of  each  open  stair  and  elevator  shaft  in  the  basement ; 
providing  additional  means  of  exit;  two  40-gallon  chemical 
fire  extinguishers  on  1st  floor  and  the  maintenance  of  a 
fire  drill)  the  existing  conditions  be  accepted. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 
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10-24- A. 

APPELLANT— William  F.  Doyle,  for  H.  C.  Bohack  Co.. 
Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  Metropolitan 
avenue  and  Flushing  avenue,  Maspeth,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, , 


Connell,  Holland  and  Kerby . .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 


1539-23-A 

APPELLANT — -Starred  &  Van  Vleck,  for  150  Broadway 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 150  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby .  5 

Negative  . .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


919-23-A. 

APPELLANT — New  York  Optical  Co.,  Inc.,  for  Crescent 
Sign  Co.,  owner. 

SUBJECT — -Application  for  extension  of  time — appeal  from 
order  of  fire  commissioner. 

PREMISES  AFFECTED— 24  Stanton  street,  Manhattan. 
APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1924,  at 
at  10  a.  m. 


BUILDING  ZONE  CASES. 

1100-23-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  General  Baking  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
t>uildings)  to  permit  in  residence  district  erection 
and  maintenance  of  an  extension  to  an  existing 
bakery  building,  and  to  be  used  in  part  as  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  ve- 
hides. 

PREMISES  AFFECTED — 3240-3256  Bronx  boulevard,  The 
Bronx. 

APPEARANCES— 

For  Applicant  :  E.  M.  Rabenold. 

For  Opposition:  Cornelius  Huth,  Denis  Quinn,  Wm. 

L.  Meikle,  Mrs.  Anna  Hand  and  others. 

ACTION  OF  BOARD — Laid  over  to  January  29,  1924,  at 
10  a.  m.,  for  full  vote  of  'board. 

THE  VOTE  TO  GRANT  ON  CONDITIN— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell  and  Holland  .  4 

Negative :  Mr.  Kerby  and  Fire  Chief  Kenlon  ...  2 

Absent:  Mr.  Beatty  . .  1 


921-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Louis  Weymuth, 
owned 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  pleasure  motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Walter  A.  Dunnieran. 


ACTION  OF  BOARD — Laid  over  to  February  19,  1924,  at 
10  a.  m. 


1086-23-BZ. 

APPLICANT — Antonio  Russo  and  James  Russo,  owners, 

SUBJECT — Application  .  (re  :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 2772-2774  West  15th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  James  A.  Nolan. 

For  Opposition :  David  L.  Malvin. 

ACTION  OF  BOARD — Laid  over  to  February  10,  1924, 
at  10  a.  m. 


1156-23-BZ. 

APPLICANT — Joseph  L.  Burke  Corp.,  for  Falkenau  & 
Hamerschlag,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 2334-2342  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Matthew  F.  Donohue,  James  Kear¬ 
ney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
case  laid  over  to  February  19,  1924,  at  10  a.  m., 
to  submit  consents  of  adjoining  property  owners. 
THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . '. .  • 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


1125-23-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harry  H.  Cohen, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED1 — Northeast  corner  of  Jerome 
.  avenue  and  205th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  B.  Merola. 

ACTION  OF  BOARD1 — Report  of  committee  adopted  and 
application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell.  Holland,  Kerby  and  Fire  Chief  Ken¬ 
lon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty .  1 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1125-23-BZ) 


Whereas,  Edward  P.  Doyle,  for  Harry  H.  Cohen,  owner, 
filed,  Sept.  28,  1923,  an  application,  under  the  building  zone 
resolution,  td  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  northeast  corner  of  Jerome  ave¬ 
nue  and  205th  street,  Borough  of  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
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by  the  board  of  appeals,  at  its  special  meeting,  January 
25,  1924,  after  due  notice  by  publicatoin  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  East  205th  street  and  Villa  avenue  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  21,  1923,  in  acting  on  N.  B.  Application 
No.  2274-23,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  90  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  it  appears  that  the  district  was  originally  desig¬ 
nated  as  unrestricted  on  the  use  district  maps  and  a  com¬ 
mittee  of  the  board  visited  the  premises  and  reported : 

REPORT  OF  COMMITTEE  OF  INSPECTION : 

On  December  28,  1923,  a  committee  of  this  Board, 
consisting  of  Chairman  Walsh,  Chief  Kenlon,  Messrs. 
Holland,  Kerby,  Connell  and  Boulton,  visited  the  prem¬ 
ises  under  appeal  for  a  variation  of  the  Building  Zone 
Resolution,  to  permit  the  erection  of  a  public  garage 
on  the  northeast  corner  of  Jerome  Ave.  and  205th  St., 
The  Bronx.  The  basis  of  this  appeal  is  stipulated  as 
Section  20,  namely,  hardship  or  unnecessary  difficulty. 
It  is  to  be  noted  that  there  is  an  objection  petition  signed 
by  25  persons  on  file,  protesting  against  the  granting 
of  this  appeal. 

The  property  involved  in  this  appeal  is  at  present  va¬ 
cant  and  unimproved.  To  the  north  on  Jerome  Ave. 
there  are  rows  of  three-story  dwellings  with  stores  at 
street  level.  On  the  southeast  corner,  directly  oppoosite, 
there  is  a  vacant  plot.  The  surrounding  properties  are 
mostly  developed  with  frame  structures,  unquestionably 
in  existence  for  many  years.  On  Jerome  Avenue,  this 
location  has  an  elevated  structure  and  a  spur  branching 
at  this  street.  Directly  opposite*  on  the  Westerly  side 
of  Jerome  Avenue,  is  the  Jerome  Reservoir.  On  the 
Grand  Concourse  Boulevard,  two  blocks  east,  there  are 
extensive  apartment  house  developments. 

From  a  general  observation  of  the  neighborhood,  it 
would  appear  that  there  are  no  public  garages  for  the 
accommodation  of  these  apartment  house  developments. 
It  cannot  be  denied  that  there  is  a  community  require¬ 
ment  for  garage  use.  The  point  the  Board  may  well 
bear  in  mind  is  where  public  garages  could  best  be 
placed  with  least  offense  to  the  neighborhood  and  prop¬ 
erties.  However,  we  cannot  dismiss  from  our  consid¬ 
eration  the  requirements  of  the  Building  Zone  Resolu¬ 
tion  as  to  the  exception  provisions  of  same,  and  the 
only,  one  affecting  this  property  would  be,  other  than 
Section  20,  '7-g,  which  requires  consents,  and  unless  the 
applicant  can  prove  to  the  satisfaction  of  the  Board 
his  efforts  to  have  at  least  endeavored  to  comply  with 
the  remedy  provided  by  the  Act,  the  Board  is  restrained 
from  arbitrarily  disregarding  these  extensive  protests 
on  file  in  the  case. 

If  it  can  be  shown  that  the  petition  on  file  was  engen¬ 
dered  by  other  tlian  substantial,  presumed  offense,  the 
Board  would  be  justified  in  considering  this  appeal  under 
such  restrictions  as  would  safeguard  the  adjoining  prop¬ 
erty  interests  offered  for  consideration  by  the  Board. 
(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

JAMES  P.  HOLLAND, 
HENRY  L.  CONNELL, 
ALFRED  J.  BOULTON, 

JOHN  C.  KERBY. 

December  31,  1923. 


Whereas,  the  board  deemed  that  the  change  of  the  dis¬ 
trict  has  caused  undue  hardship  to  the  owner  of  the  prop¬ 
erty  in  that  it  prevented  him  from  erecting  thereon  a 
structure  in  keeping  with  the  character  of  the  neighbor¬ 
hood. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  restricted  to  a  one-story  structure  above 
grade,  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length,  that  the  roof 
shall  be  of  flat  design  and  construction,  that  any  sky¬ 
lights  installed  shall  be  glazed  with  plain  glass,  protected 
with  wire  guards  above  and  below;  that  there  shall  be 
no  vehicular  openings  on  205th  street  and  that  the  sills 
of  any  windows  installed  shall  be  not  less  than  6  ft.  above 
grade;  that  the  elevation  on  Jerome  avenue  and  205th 
street  shall  be  finished  with  face  brick  and  architectural 
terra  cotta  or  stone  trimmings ;  and  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  action. 


1309-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Herman  Kronen- 
berg,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  erection 
and  maintenance  of  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 98-120  Livonia  avenue,  Brook¬ 
lyn!. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Edward  Larkin,  E.  J.  Mullane. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Holland,  Kerby  and  Connell  .  5 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(1309-23-BZ) 


Whereas,  William  F.  Doyle,  for  Herman  Kronenberg, 
owner,  filed,  November  14,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  98- 
120  Livonia  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  January 
25,  1924,  after  due  notice  by  publicatoin  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Livonia  avenue  is  a  busi¬ 
ness  district  and  Herzl  street  and  Douglas  street  are  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  24,  1923,  in  acting  on  N.  B.  Application 
No.  19546-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  in  a  business 
district  for  more  than  5  motor  vehicles.  Garage 
also  opposite  a  public  playground.”; 

and 


•w 
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Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  200  ft.  and  a  depth  of  100  ft.  2-ki  in.,  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners, 
and  a  committee  of  the  board  visited  the  premises  and 
reports : 

TO  THE  BOARD  OF  APPEALS: 

A  Committee  of  the  Board,  consisting  of  Chairman 
Walsh,  Chief  Kenlon,  Messrs.  Holland,  Connell  and 
Boulton,  visited  the  premises  under  appeal  in  this  case, 
98  to  120  Livonia  Avenue,  on  January  10th,  1924. 

The  application  is  brought  under  sections  7-g  and 
20,  and  the  applicant  has  failed  to  establish  the  basis 
of  appeal  under  7-g,  having  filed  no  consents.  Under 
section  20,  the  Committee  is  of  the  opinion  that  the 
applicant  has  not  made  out  a  meritorious  case. 

The  mere  existence  of  a  non-conforming  use  in 
the  nature  of  a  wet  wash  laundry  on  Herzl  Street 
before  the  creation  of  the  Zoning  Law,  is  not  suffi¬ 
cient,  in  the  judgment  of  the  Committee,  to  warrant 
the  further  invasion  of  the  district  with  prohibited 
uses. 

Immediately  to  the  south  on  Douglas  Street,  abut¬ 
ting  this  property,  there  are  two-family  houses  in 
course  of  construction;  Herzl  Street,  to  the  south 
of  this  property,  is  substantially  developed  with  two- 
story  dwellings.  Directly  opposite,  on  the  north  side 
of  Livonia  Avenue,  there  is  an  extensive  playground, 
with  gates  opening  on  Livonia  Avenue,  opposite  the 
proposed  garage.  There  is  a  public  school  at  River- 
dale  Avenue  and  Herzl  Street,  the  first  block  south 
of  Livonia  Avenue.  The  Committee  observed  that 
the  pupils  of  this  school  use  both  Herzl  Street  and 
Douglas  Street  in  pedestrian  travel  not  only  to  the 
playground  but  to  their  homes  north  of  Livonia  Ave¬ 
nue  on  Douglas  Street. 

The  extensive  development  of  the  side  streets  with 
conforming  uses  in  the  nature  of  dwellings,  would 
seem  to  indicate  the  necessity  for  shops  on  Livonia 
Avenue  for  the  accommodation  of  the  neighborhood, 
and  the  reasonable  and  practical  use  of  this  property 
for  stores  and  business  uses  and  community  require¬ 
ment. 

The  Committee  therefore  believes  the  element  of 
hardship  does  not  prevail,  in  that  the  property  may 
be  used  for  conforming  structures,  and  recommends 
denial  of  the  application. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

JAMES  P.  HOLLAND, 
ALFRED  J.  BOULTON, 
HENRY  L.  CONNELL. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1319-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  E.  G.  Hothan, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  extension  from  unrestricted 
district  into  business  district  of  proposed  garage 
for  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — £3-45  Caton  place,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  ChieJ  Kenlon  ....  2 

THE  RESOLUTION: 

(131P-23-BZ) 

V  hereas,  Louis  A.  Sheinart,  for  E.  G.  Hothan,  owner, 
filed,  Nov.  16,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district,  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  23-45  Caton  place,  Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  O’f  appeals,  at  its  special  meeting,  January 
25,  1924,  after  due  notice  by  publicatoin  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Caton  place  is  an  unre¬ 
stricted  and  business  district  and  East  8th  street  is  an 
unrestricted  district  and  Ocean  parkway  is  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  9,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  20922-23,  reads: 

“Denied — Proposition  contrary  to  a  public  garage 
for  more  than  5  motor  vehicles  extending  into  a 
business  district.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  200 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  reports : 

TO  THE  BOARD  OF  APPEALS: 

A  Committee  of  the  Board,  consisting  of  Chairman 
Walsh,  Fire  Chief  Kenlon,  Messrs.  Holland,  Boulton 
and  Connell,  visited  these  premises  on  January  10th, 
1924. 

This  application  is  brought  under  section  7Jb  and 
section  20.  Section  7-b  permits  the  extension  back 
for  25  feet  from  one  district  to  another.  This  appli¬ 
cation  comes  within  the  provisions  of  section  7-c. 

The  plot  has  a  frontage  of  200  feet  on  Caton  Place, 
75  feet  of  which  is  actually  within  an  unrestricted  dis¬ 
trict.  The  business  area  of  Caton  Place  is  approxi¬ 
mately  235  feet  long,  lying  between  the  100  ft.  set¬ 
back  on  Ocean  Parkway  and  the  100  ft.  unrestricted 
setback  of  Caton  Place,  and  was  evidently  established 
by  the  Board  of  Estimate  as  a  buffer  district  between 
the  residential  use  of  Ocean  Parkway  and  the  unre¬ 
stricted  use  of  Caton  Place. 

The  Committee  feels  that  the  granting  of  this  ap¬ 
plication,  with  proper  restrictions  as  to  height,  en¬ 
trances,  etc.,  would  be  an  equitable  adjustment  permit-, 
ting  the  reasonable  use  of  this  owner’s  property,  and 
therefore  recommends  the  granting  of  the  application. 

(Signed)  WILLIAM  E.  WALSH, 

.  JOHN  KENLON, 

JAMES  P.  HOLLAND, 
ALFRED  J.  BOULTON, 
HENRY  L.  CONNELL. 
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Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  be  limited  to  a  one-story  structure  above 
grade,  that  the  roof  shall  be  of  flat  design  and  construc¬ 
tion,  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length,  that  any  sky¬ 
lights  installed  shall  not  be  within  30  ft.  of  the  rear  wall 
and  shall  be  glazed  with  plain  glass  protected  with  wire 
guards  above  and  below,  that  the  front  elevation  shall  be 
finished  in  face  brick  with  architectural  terra  cotta  or 
stone  trim ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months,  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1005-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 505-507  Evergreen  avenue, 
Brooklyn. 

For  Applicant:  Walter  A.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
at  10  a.  m. 


939-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  George  F.  Lamb. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 1943-1961  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Philip  *J.  Sinnott,  William  B. 
Walker. 

For  Opposition:  Rosalie  F.  Janoer. 

ACTION  OF  BOARD1 — Laid  over  to  February  26,  1924, 
at  10  a.  m. 


1111-23-BZ. 

APPLICANT — Eidlitz  &  Hulse,  for  the  New  York  Tele¬ 
phone  Company. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  two  times  district  the 
erection  of  the  street  walls  of  a  building  without 
a  set-back,  to  a  height  in  excess  of  that  set 
by  the  building  zone  resolution. 

PREMISES  AFFECTED— 139-147  West  street,  90.110 
Barclay  street,  208-222  Washington  street,  and  86- 
108  Vesey  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Cornelius  J.  Sullivan,  Jr. 

For  Opposition :  None. 


AC  1  ION  Ob  BOARD — Laid  over  to  February  19,  1924, 
at  10  a.  m. 


461-23-BZ. 

APPLICAN  r — Samuel  Rosenblum,  for  Charles  W.  Dy- 
mott,  owner. 

SUBJEC1  -Application  (re:  orders  of  the  fire  commis¬ 
sioner)  to  permit  in  a  residence  district  the  change 
of  occupancy  in  part  from  a  residence  use  to  a 
carpenter  shop.  Also  to  permit  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  district  the 
maintenance  of  a  garage  for  the  storage  of  one 
pleasure  and  one  commercial  motor  vehicle  owned 
by  the  party  residing  on  the  premises. 

PREMISES  AFFECTED — 250  Livermore  avenue  Borough 
o  f  Richmond. 

APPEARANCES — None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  .  o 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon _  2 


1197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty 
Co.,  owner. 

SUBJECT — -Application  for  modification  of  resolution  (re: 
superintendent  of  buildings)  to  permit  the  exten¬ 
sion  from  an  unrestricted  district  into  a  business 
district  of  a  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 712-748  Southern  boulevard, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Application  denied. 

THE  VOTE  T9  MODIFY  RESOLUTION— 

Affirmative :  Messrs.  Kerby  and  Holland  _  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton 

and  Connell  .  3 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


34-20-BZ. 

APPLICANT — Beckman,  Menken  &  Griscom,  for  New 
Pine  Street  Real  Estate  Corporation,  owner. 

SUBJECT— Application  for  extension  of  -time  (re :  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  in 
a  B'area  district  the,  omission  of  a  rear  yard. 

PREMISES  AFFECTED- — 31-33  Pine  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Robert  L.  Luce. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924. 
at  10  a.  m. 


Adjourned  2.10  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  O  PROPERTY  OWN  ERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 

ptoperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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REGULAR  MEETING. 

TUESDAY  MORNING,  JANUARY  29,  1924. 
Present:  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  January  22,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  5,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1391-23-A. 

APPELLANT — Baker  &  Williams,  owners. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 380-392  West  12th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Frank  D.  Arthur. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  withdrawn  and  referred 
back  to  fire  department. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  l 


1424-23-A. 

APPELLANT — William  Shary,  for  I.  Langner  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 627-635  West  133rd  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  William  Shary. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m.,  for  final  disposition. 


1435-23-A. 

APPELLANT — Max  Miller,  for  Ex-Lax  Mfg.  Co., 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 431-443  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Max  Miller  and  Rudolph  P. 
Miller. 

For  Administration:  J.  B.  Smithers  of  bureau  of 
buildings. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m. 


1442-23-A. 

APPELLANT — Agfa  Products,  Inc.,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 114-116  East  13th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  L.  Barrows. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . 0 

Absent:  Mr.  Beatty  .  l 


THE  RESOLUTION: 

(1442-23-A) 

\\  hereas,  Agfa  Products  Co.,  for  American  Felt.  Co., 
owner,  filed,  December  7,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  114-16  East  13th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  17,  1923,  in  acting  on  Order  No.  21165-LC,  reads: 

“1.  Reduce  stock  of  flashlight  powder  to  10  pounds, 
as  per  resolution  of  the  Board  of  Hazardous  Trades.”: 

and 

V  hereas,  the  building  is  fireproof,  twelve  stories  and 
basement  in  height,  60  ft.  by  110  ft.  in  area;  OCCUPIED 
as  offices,  tenant  factories,  the  appellant  occupying  the  10th 
story  and  dwelling  on  top  story,  180  persons  in  the  build¬ 
ing  ;  and 

Whereas,  appellant  contends  that  the  flashlight  powder 
of  their  manufacture  is  not  combustible  until  the  ingredi¬ 
ents  are  combined  and  that  this  combining  is  done  by  the 
ultimate  consumer. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on,  condition  that  the  total  amount  of  flashlight 
powder  stored  on  premises  shall  not  exceed  35  pounds, 
stored  in  metal  cabinet,  the  general  storage  being  subdivided 
and  maintained  in  individual  glass  bottles,  enclosed  in  metal 
containers,  not  exceeding  100  grams  to  any  one  container. 


1443-23-A. 

APPELLANT — Spensers  Silverlite,  Inc.,  lessee. 

SUBJECT— -Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 121  Lexington  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Edgar  R.  Mead. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  and  referred 
back  to  fire  department  as  not  properly  before  the 
board. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon..  5 


Negative  .  o 

Absent:  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

( 1443-23-A) 


Whereas,  Spensers  Silverite,  Inc.,  lessee,  filed,  Decem¬ 
ber  7,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  121 
Lexington  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  17,  1923,  No.  21J73-LC,  reads : 

“1.  Forthwith  remove  all  gasoline,  naphtha  or  other 
volatile  inflammable  oil  from  these  tenement  house 
premises  *  *  ; 

and 

W hereas,  the  building  is  non-fireproof,  five  stories  in 
height,  22  ft.  by  50  ft.  in  area.  OCCUPIED :  1st  and 
2nd  stories,  business,  8  persons;  3rd  to  5th  stories,  tene¬ 
ment,  9  persons;  and 

Whereas,  the  appellant  has  constructed  in  the  rear  yard 
of  the  premises  a  small  fireproof  building  8  ft.  7  in. 
by  12  ft.  8  in.  by  9  ft.  in  height,  and  proposes  to  store 
therein  nine  gallons  of  gasoline  (kept  in  approved  cans) 
to  be  used  as  power  for  a  demonstration  engine  also  there¬ 
in  ;  and 

Whereas,  the  board  deemed  that  this  matter  should 
be  referred  back  to  the  fire  commissioner  for  notice  to  the 
tenement  house  commissioner. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
as  not  properly  before  the  board. 


MINUTES 


1450-23-A. 

APPELLANT — Emil  Gutterman,  for  Attavio  Trillo  &  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 3  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Emil  Guterman  and  O.  Trillo. 
For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon..  5 

Absent :  Messrs.  Beatty  and  Kerby .  2 

THE  RESOLUTION: 

(1450-23-A) 

Whereas,  Emil  Guterman,  for  Attavio  Trillo  &  Co., 
lessee,  filed,  December  7,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  3  East  17th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  10,  1923,  reads : 

“1.  .  Forthwith  remove  all  nitro-cellulose  products.” ; 

and 

Whereas,  the  building  is  fireproof,  nine  stories  and 
pent  house  in  height,  25  ft.  by  92  ft.  in  area ;  OCCU¬ 
PIED  as  a  tenant  factory;  the  20  ft.  by  23  ft.  in  area 
pent  house  being  occupied  by  appellant  for  the  finishing 
of  ccelluloid  products,  five  persons ;  and 

Whereas,  appellant  contends  that  the  amount  of  cellu¬ 
loid  on  the  premises  never  exceeds  twenty-five  (25) 
pounds,  stored  in  metal  cabinets,  and  that  no  heat  is  used 
in  the  process  of  manufacture. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


728-23-A. 

APPELLANT — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1029  East  163rd  street  and 
943  Southern  boulevard,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Sigmund  Schuler. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  .  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION: 

(728-23  "A) 


Whereas,  Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee,  filed,  July  11,  1923,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  1029  East  163rd  street, 
943  Southern  boulevard,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  22,  1923,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches, 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  *  * 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  86.58  ft.  by  142.46  ft.  irregular  (12,153  ft.)  in  area; 
OCCUPIED:  1st  story,  stores,  20  persons;  2nd  story, 
bowling  alley  and  club,  100  persons;  3rd  story,  business 
school,  ladies’  tailor,  dentist’s  laboratory,  100  persons; 
and 


Whereas,  appellant  proposes  to  subdivide  the  area  of 
the  building  by  providing  self-closing  fireproof  doors  at 
the  openings  in  the  existing  “approved”  fireproof  parti¬ 
tions,  and  in  view  of  the  fact  that  the  building  is  only 
48  ft.  6  in.  in  height,  faces  on  two  streets,  has  a  wide 
court  in  rear,  giving  to  the  fire  department  ample  means 
of  access,  asks  for  a  modification  of  the  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  floor  area  be  subdivided 
into  approximately  equal  areas  by  partitions  of  ap¬ 
proved  fireproof  material  on  each  floor,  any  open¬ 
ings  therein  to  be  equipped  with  self-closing,  fireproof 
doors,  as  indicated  on  plans  filed  in  this  appeal ;  and  that 
a  self-closing,  fireproof  door,  not  less  than  44  in.  in 
width,  be  hung  at  head  of  stairway  in  stairhall  on  3rd 
story,  opening  outwardly,  and  granted  so  long  as  the  oc¬ 
cupancy  and  use  remain  substantially  unchanged. 


'831-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Standard  Wood 
Heel  Co.,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1697-707  Kent  avenue,  rear, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum  (appeared  at 
close  of  morning  session). 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m. 


895-23-A. 

APPELLANT — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — '573  Lexington  avenue  and 
140-6  East  51st  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Kerby  .  2 

THE  RESOLUTION : 

(895-23-A) 

Whereas,  Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  owner,  filed,  July  12,  1923,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  573  Lexington  avenue  and 
140-6  East  51st  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No. 
47929-F,  dated  June  26,  ,1923,  reads: 

“1 — Provide  a  partition  of  fireproof  material  at  the 
cellar  side  of  show  window  opening  to  subway  at 
north  side  of  cellar ;  the  door  or  other  openings  on 
said  partition  for  use  of  window  dresser  to  be  pro¬ 
vided  with  fireproof  self-closing  door  *  * 

Order  No.  47930-F,  dated  June  26,  1923,  reads: 

“1 — Provide  a  wet  sprinkler  system  covering  space 
used  for  show  window  purposes  in  cellar  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  and 
basement  in  height,  50  ft.  5  in.  by  100  ft.  in  area.  OC¬ 
CUPIED:  1st  story,  stores;  basement,  store  (vacant  at 
present)  and  storage;  and 

Whereas,  appellant  proposes  to  fireproof  the  doors  lead¬ 
ing  to  the  'basement,  and  to  provide  wire  glass  and  fire¬ 
proof  frame  for  the  show  window  in  the  basement. 
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MINUTES 


Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1  of  Order  No.  47930,  on  condi¬ 
tion  that  Item  1  of  Order  No.  47929  is  complied  with. 


1142-23-A. 

APPELLANT — Philip  J.  Sinnott,  for  Samuel  Robinson, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AbFECTFD — 461  West  150th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott  and  Samuel 
Robinson. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Air.  Beatty  .  1 

THE  RESOLUTION  : 

(1142-23-A) 

Whereas,  Philip  J.  Sinnott,  for  Samuel  Robinson, 

owner,  filed,  October  2,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  461  West  150th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  19829- 
C,  dated  September  21,  1923,  reads : 

“2.  Discontinue  the  use  and  occupancy  of  frame 
building  for  garage  purposes.  Sections  5  and  90, 

Chapter  5,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  frame,  one  story  in  height,  9 
ft.  10  in.  by  30  ft.  in  area;  located  in  a  residence  dis¬ 
trict;  OCCUPIED  as  a  garage  for  two  motor  vehicles; 
and 

Whereas,  appellant  contends  the  garage  is  an  acces¬ 
sory  use  to  a  business  conducted  on  the  same  lot;  that 
on  July  25,  ,1916,  the  garage  portion  of  the  premises  was 
a  blacksmith  shop;  that  the  garage  is  separated  from  the 
rest  of  the  premises  by  a  plaster  board  partition,  metal 
covered  on  the  garage  side. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  walls  and  ceiling 
of  garage  portion  be  fire  retarded ;  that  the  occupancy 
be  limited  to  two  (2)  automobiles,  the  property  of  the 
occupant  or  operator  of  premises ;  and  that  there  be  no 
gasoline  storage  other  than  in  tanks  of  cars  maintianed 
on  premises. 

1173-23-A. 

APPELLANT — G.  Arthur  Schieren,  for  Chas.  A.  Schie- 
ren  Co.,  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 82-82 y2  Beekman  street,  Alan- 
hattan. 

APPEARANCES— 

For  Appellant :  Luke  Flanagan. 

For  Administration:  Inspector  Alahcr  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Alessrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Air.  Beatty  . .  i 
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THE  RESOLUTION: 

(1173-23-A) 

\\  hereas,  G.  Arthur  Schieren,  for  Charles  A.  Schieren 
Co.,  owner,  filed,  October  15,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  82-82 Beekman  street,  Manhattan; 
and 

\\  hereas,  the  order  of  the  fire  commissioner,  No.  49732- 
F,  dated  August  21,  1923,  reads: 

“L  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plane  with  said  opening  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  east  side  of  build- 

* - *  5fc  i|e 


mg 


and 


“2.  Replace  the  missing  and  defective  shutters  with 
proper  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  1st  tsory  which  are  dis¬ 
tant  in  a  direct  lipe  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  north  and  west  sides 
of  buildings  *  * 


\Y  hereas,  the  building  is  fireproof,  five  stories  and  attic 
in  height,  51  ft.  x  158  ft.  in  area  at  1st  story  and  51 
ft.  by  J00  ft.  in  area  above.  OCCUPIED:  Jst  story  for 
the  manufacture  of  essential  oils,  and  printing  in  upper 
stories ;  and 

W  hereas,  there  are  two  windows  on  each -story  within 
30  ft.  of  openings  in  a  building  to  the  west,  one  window 
on  each  story  within  30  ft.  of  openings  in  a  building  to 
the  north  and  nine  windows  on  each  story  with  openings 
in  a  building  to  the  east;  and 

Whereas,  appellant  contends  that  the  building  to  the 
east  is  under  same  management,  equipped  with  sprinkler 
system,  and  window  openings  (excepting  at  fire  escape) 
are  equipped  with  iron  shutters,  and  contends  also  that 
the  openings  in  the  building  to  the  west  are  protected 
with  iron  shutters. 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1,  so  long  as  this  building  and 
the  premises  to  the  east  remain  under  one  operation  or 
ownership;  so  far  as  it  affects  the  openings  in  easterly 
wall  of  these  premises,  on  condition  that  the  openings  in 
the  stairhall  and  elevator  shaft  are  provided  with  iron 
shutters  or  self-closing,  fireproof  windows,  and  so  long 
as  the  protection  of  the  windows  of  the  westerly  wall  of 
adjoining  building  to  the  east  remains  unchanged;  and 
that  the  appeal  as  it  relates  to  Item  2  of  this  order  be  and 
it  hereby  is  denied. 


1277-23-A. 

APPELLANT — Powerlight,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREA1ISES  AFFECTED — 7  East  14th  street,  Manhat- 
tan. 

APPEARANCES— 

For  Appellant:  A.  G.  Kaufman. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  DENY— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  o 

Absent :  Air.  Beatty  .  i 


MINUTES 


THE  RESOLUTION: 

(1277-23- A) 

Whereas,  Powerlight,  Inc.,  lessee,  filed,  November  8, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  7  East  14th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  19,  1923,  reads : 

"Order  No.  20473-LC : 

“You  are  therefore,  hereby,  ordered  to : 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  100  ft.  in  area.  OCCUPIED,  1st  story, 
store;  upper  stories,  factory,  with  a  total  of  33'  persons 
in  the  entire  building;  and 

Whereas,  appellant  contends  that  the  fuel  oil  installa¬ 
tion  is  for  demonstration  purposes  only  on  the  2nd  story, 
the  appellant  being  an  agent  for  Powerlight,  Inc.,  and 
requests  permission  to  maintain  200  gallons  grade  “B”  fuel 
oil  in  tank  under  sidewalk ;  the  installation  having  'been 
madd  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals,  except  that  the  burner  is  not  an  ap¬ 
proved  burner;  and 

Whereas,  the  appellant  states  that  he  proposes  to  file 
plans  and  application  in  the  fire  department,  and  the  board 
deemed  that  the  appeal  should  be  denied  without  prejudice. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1307-23-A. 

APPELLANT — Raymond  M.  Hood,  for  Titusville  Build¬ 
ing  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 38-44  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  on  written  request. 


1337-23-A. 

APPELLANT — Geo.  W.  Busteed,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 232  Cooper  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Geo.  W.  Busteed  and  Edw.  J. 
Bogart. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Ken  Ion  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(1337-23-A) 

Whereas,  George  W.  Busteed,  lessee,  filed,  Nov.  20, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  232  Cooper 
street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oct- 
tober  26,  .1923,  reads : 

“Order  No.  83271-LC: 

“Discontinue  the  maintenance  of  a  garage  in  the 
above  premises,  as  same  is  of  frame  construction,  Sec. 
5,  ch.  5,  par.  4.  Sec.  90,  ch.  5.” ; 

and 


Whereas,  the  building  is  frame,  one  story  in  height, 
IS  ft.  by  25  ft.  in  area;  OCCUPIED  as  a  garage  for  the 
storage  of  one  pleasure  car;  situated  orf  the  rear  of  a  lot 
on  the  front  of  which  there  is  a  two-story  basement 
dwelling ;  and 

Whereas,  appellant  contends  that  the  building  has  been 
used  for  the  storage  of  motor  vehicles  prior  to  July  25, 
1910,  and  has  filed  affidavits  to\  that  effect;  and 

Whereas,  it  appeared  that  the  building  had  been  oc¬ 
cupied  prior  to  change  of  fire  limits. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  interior  walls  and  ceil¬ 
ing  of  garage  portion  of  this  structure  be  fire  retarded 
with  not  less  than  one-half  inch  plaster  boards  and  sheet 
metal;  that  the  occupancy  be  limited  to  two  (2)  automo¬ 
biles,  the  property  of  the  owner  or  occcupant  of  the 
premises ;  and  that  no  gasoline  shall  be  stored  on  the 
premises. 


1353-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  Kraslow 
Bldg.  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 156-172  East  21st  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Herbert  Wilson. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1353-23-A) 

Whereas,  Simplex  Oil  Heating  Cotp.,  for  Kraslow  Bldg. 
Company,  Inc.,  owner,  filed,  Nov.  22,  1923,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  156-172  East  21st  street, 
Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  August  6,  1923',  in  acting  on  Alt.  App.  856-23,  reads : 

“1.  The  storage  and  use  of  fuel  oil  is  not  permit¬ 
ted  in  a  tenement  house.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  75  ft.  by  121  ft.  8  in.  in  area ;  OCCUPIED  as  a 
tenement ;  it  is  proposed  to  install  in  the  cellar  of  this 
tenement  a  fuel  oil  burning  equipment  of  the  Simplex 
Oil  Heating  Corp.,  equipment  to  be  installed  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals, 
except  that  the  pumps  and  burners  are  not  approved ; 
and 

Whereas,  appellant  requests  a  temporary  permit  for 
this  device  for  ninety  (90)  days;  and 

Whereas,  the  board  deemed  that  this  matter  should 
be  referred  back  to  the  fire  department  for  reconsideration 
under  the  amended  fuel  oil  rules,  and  that  a  temporary 
permit  should  be  granted  for  the  operation  of  the  Simplex 
oil  heating  burner  on  these  premises  at  owner’s  risk  for 
a  period  of  ninety  (90)  days  on  condition  that  the  fuel 
oil  rules  of  the  board  of’  standards  and  appeals  are  com¬ 
plied  with  in  all  other  respects. 

Resolved,  that  the  board  of  appeals  does  hereby  grant 
a  temporary  permit  for  a  period  of  ninety  days  from  the 
date  of  this  action  for  the  operation  of  the  Simplex  oil 
heating  burner  on  these  premises  at  owner’s  own  risk 
on  condition  that  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals  be  complied  with  in  all  other  respects. 
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709-23-A. 

APPELLANT — Hess  &  Wiener,  Inc.,  lessees. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 43  West  16th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  William  Stern. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW' — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  .  5 

Negative  . . .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 


839-23 -A. 

APPELLANT — Department  of  Plant  and  Structures,  for 
Department  of  Street  Cleaning,  City  of  New 
York,  owner. 

SUBJECT — Application  for  reopening— appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — '640-690  West  56th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  J.  W.  Ziegler. 

ACTION  OF  BOARD — Appeal  reopened  and  permission 
to  use  Anthony  burner  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  USE  OF 
ANTHONY  BURNER— 

Affirmative:  Chairman  Walsh.  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(839-23-A) 

Whereas,  Department  of  Plant  and  Structures,  for  City 
of  New  York,  owner,  filed,  July  2,  1923,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  640-690  West  56th  street  and 
788-794  12th  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  15,  ,1923,  reads : 

“No.  7.  Show  construction  of  steam  boiler  room 
heating  plant. 

“No.  11.  Nature  of  occupancy  prohibits  use  of  fuel 
oil.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  100  ft.  5  in.  toy  212  ft.  iff  area;  occupied  as  refuse 
destructor  'plant ;  it  is  proposed  to  install  a  fuel  oil  burn¬ 
ing  equipment;  and 

Whereas,  appellant  contends  that  the  fuel  oil  will  be 
used  only  in  case  of  emergency  due  to  dampness  of  gar¬ 
bage  ;  that  the  storage  will  not  exceed  2,000  gallons ; 
that  isteam  heating  boiler  will  be  placed  at  the  extreme 
southeast  corner  of  the  building  away  from  the  garbage 
disposal  boilers  and  that  the  housing  station  and  destructor 
building  are  separated  by  unpierced  brick  wall  20  in.  thick; 
and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  October  2,  1923,  on  certain  conditions,  and  appel¬ 
lant  requested  a  modification  of  these  conditions  so  as 
to  permit  the  use  of  the  Anthony  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  Item  7,  be  and  it  hereby  is  affirmed,  and  the  appeal  as 
to  this  item  be  and  it  hereby  is  denied;  that  the  decision 
of  the  fire  commissioner,  as  to  Item  11,  be  and  it  hereby 
is  reversed,  and  the  appeal  as  to  this  item  be  and  ft  here¬ 
by  is  granted  permitting  the  use  of  the  Anthony  burner 
on  these  premises,  in  the  conduct  and  operation  of  an  in¬ 
cinerator  plant  for  the  street  cleaning  department. 


931-23-A. 

Volga  Accordion  Mfg.  Co.,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 429  East  14th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE—  . 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Holland  and  Kerby  . •. .  5 

Negative  .  0 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(931-23-A) 

Whereas,  the  Volga  Accordion  Mfg.  Co.  filed,  July  20, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  429  East  14th 
street,  Manhattan;  and 

Whereas,  the  appellant  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  sq  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


BUILDING  ZONE  CASES. 

984-22-BZ. 

APPLICANT — Barnet  Goldfein,  owner. 

SUBJECT — Application  (re:  order  of  the  fire  commis¬ 
sioner),  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three .  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AFFECTED — 2379  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Harold  A.  Olsen. 

ACTION  OF  (BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  on  request  of  substituted  representative 
of  applicant. 


932-23-BZ. 

APPLICANT— Murray  Klein,  for  Asher  Dann,  owner. 
SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings),  to  permit  in  a  business  district 
the  extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 5002-5012  7th  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Murray  Klein,  Asher  Dann  and 
Alderman  Dunn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924, 
at  2  p.  m.,  to  amend  application  and  obtain  con¬ 
sents. 


1410-23-BZ. 

APPLICANT— George  M.  McCabe,  for  Wendell  &  Evans 
Company,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings),  to  permit  in  an  unrestricted  district 
extending  into  a  business  district  the  alteration 
and  conversion  of  an  existing  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the  storage  of. 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 160-1 68  West  10th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Geore  M.  McCabe,  Mr.  Moody. 
For  Applicant:  George  M.  McCabe,  Mr.  Moody 
and  Rev.  Fr.  Hickey. 
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For  Opposition:  David  M.  Jones,  William  A. 
Hoey,  Irving  Walsh,  J.  J.  Smith,  Mrs.  Emma 
Cooper  and  others. 

ACTION"  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  G 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 


(1410-23-BZ) 

Whereas,  George  M.  MCabe,  for  Wendell  &  Evans  Co., 
owner,  filed,  December  3,  1923,  an  application  under  the 
building  zone  resolution,  to  permit  a  building,  located  part¬ 
ly  in  an  unrestricted  and  partly  in  a  business  district,  to 
be  altered  and  converted  from  a  stable  for  more  than  five 
horses  to  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  100  to  168  West  10th  street,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  7th  avenue  is  an  unre¬ 
stricted  district,  West  10th  street  and  Christopher  street 
are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  26,  1923,  in  acting  on  Alt.  App. 
No.  2600-23,  reads : 

“4.  The  conversion  of  this  building  to  a  garage  in 
a  business  district  is  unlawful.  Building  Zone  Reso¬ 
lution  Sect.  6.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height  with  a  frontage  of  114  ft. 
6  in.  and  a  depth  of  93  ft.  8  in. ;  a  triangular  portion  at 
rear,  extending  into  the  business  district ;  and 

Whereas,  under  the  provisions  of  section  7,  subdiv.  B 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  be  limited  in  area  to  the  dimensions  indicated  on 
the  plans  filed  in  this  case,  93  ft.  2  in.  deep  by  114  ft.  6  in 
frontage,  approximately ;  and  that  the  existing  structure 
shall  not  be  increased  in  height ;  that  there  shall  be  not 
more  than  one  vehicular  entrance  within  the  business  dis¬ 
trict  on  10th  street  that  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  ex¬ 
isting  windows  in  the  rear  wall  be  equipped  with  fixed 
metal  sash,  glazed  with  translucent  wire  glass,  with  not 
more  than  one  ventilator  to  each  window ;  that  no  addi¬ 
tional  skylights  shall  be  installed  within  30  ft.  of  the  rear 
or  gable  walls,  all  skylights  to  be  glazed  with  plain  glass, 
protected  with  wire  guards  above  and  below;  that  any 
gasoline  storage  system  maintained  on  the  premises  shall 
be  located  at  the  extreme  westerly  front  of  the  building. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1350-23-BZ. 

APPLICANT— William  Higginson,  for  E.  J.  Trum,  Inc., 
owner. 

SUBJECT — Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings),  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  building  to  be 
used  for  manufacturing  purposes. 


PREMISES  A1‘ FECTED — 764-776  4th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  F.  M.  Tomlin. 

AC  I  ION  Oh  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Beatty  .  i 

THE  RESOLUTION: 


(1350-23-BZ) 

Whereas,  William  Higginson,  for  E.  J.  Trum,  Inc., 
owner,  filed,  November  21,  1923,  an  application  under  the 
building  zone  resolution,  to  permit  the  erection  and  main¬ 
tenance  in  a  business  district  a  building  to  be  used  for 
manufacturing  purposes;  premises  764-776  Fourth  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  -that  4th  avenue  is  a  business 
district,  25th  and  26th  streets  are  unrestricted  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  19,  1923,  in  acting  on  N.  B.  App. 
19288-23,  reads: 

“Denied— Proposition  contrary  to  the  Zone  Reso¬ 
lution,  Art.  II.  Sec.  4.  A  factory  building  in  a 
business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  3  stories  in  height  with  a  frontage  of  150 
ft.  and  a  depth  of  100  ft.,  located  on  a  plot  of  ground 
200  ft.  by  100  ft.  in  area ;  and 

Whereas,  the  applicant  is  entitled  to  use  20,000  sq.  ft. 
of  floor  area  for  manufacturing  purposes  under  the  pro¬ 
visions  of  Section  4,  Subdivision  C. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  applicant  restrict 
the  use  of  premises  to  the  provisions  of  subdivision  C 
of  article  4,  and  does  not  maintain  any  use  or  conduct  any 
manufacturing  business  prohibited  under  subdivision  4. 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  nine  months 
and  the  work  completed  within  eighteen  months  from  the 
date  of  this  action. 


1308-23-BZ. 

APPLICANT — Nathan  D.  Shapiro,  for  Aimee  Klein, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
'buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1819-1837  Cropsev  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Nathan  D.  Shapiro. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  to  procure  some  consents. 


632-20-BZ. 

APPLICANT — William  F.  Doyle,  app'icant,  on  behalf  of 
FJrner  E.  Stevens,  owner. 
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SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  for  re-hearing  of  an  application  pre¬ 
viously  denied,  to  permit  in  a  residence  district 
the  conversion  and  extension  in  area  of  an  ex¬ 
isting  stable  for  more  than  five  (5)  horses  into  a 
garage  for  more  than  five  (5)  cars. 

PREMISES  AFFECTED— 1910  Walton  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Elmer  E. 
Stevens.  ' 

For  Opposition:  Robert  H.  Law,  F.  M.  Fosier, 
Nathan  Suchman,  Fanny  Morris,  Milton  E. 
Opton. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kerby  and  Holland  -  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton 

and  Connell  .  3 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

(632-20-BZ) 

Whereas,  William  F.  Doyle,  for  Elmer  E.  Stevens, 
owner,  filed,  November  20,  1923,  a  request  for  reopening 
of  an  application  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  extension  in  area  and  the 
conversion  of  an  existing  stable  for  more  than  five  horses 
into  a  garage  for  the  storage  of  more  than  five  motor 
vehicles;  this  application  having  been  denied  by  the  board 
December  7,  1920;  premises  1910  Walton  avenue,  The 
Bronx ;  and 

Whereas,  this  request  to  reopen  was  granted  by  the 
board  December  4,  1923 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Walton  avenue,  East  177th 
street,  Morris  avenue  and  Tremont  avenue  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  ot  build¬ 
ings,  rendered  October  13,  1920,  in  acting  on  N.  B.  664- 
1920,  reads : 

“1.  Erection  of  proposed  garage  for  more  than  five 
cars  in  residence  district  is  contrary  to  the  provi¬ 
sions  of  the  building  zone  resolution.”; 

and  ...  a 

Whereas,  the  proposed  building  is  to  be  of  non-hre- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
42  ft.  10  in.  and  a  depth  of  170  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles  ;  and 

Whereas,  there  appears  to  have  been  no  change  in  the 
district  and  a  committee  of  the  board  had  formerly  recom¬ 
mended  the  denial  of  this  application. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1400-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Turin  Garage  & 
Supply  Co.,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintend¬ 
ent  of  buildings)  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 55  West  93rd  street,  Manhat- 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  A.  M.  Thiery,  Van  M.  Logan, 
A.  N.  Gitterman,  W.  N.  O’Neill,  H.  B.  Brom¬ 
berg,  E,  M.  Jones,  John  J.  O’Grady  and  John 
E.  Donnelly. 


ACTION  OF  BOARD — Laid  over  to  February  5,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Boulton,  Connell,  Hol¬ 


land  and  Kerby  .  4 

Negative :  Chairman  Walsh  .  l 


Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 


1398-23-BZ. 

APPLICANT — Robert  Teichman,  for  Schinasi  Commer¬ 
cial  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
alteration  and  conversion  of  an  existing  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 311  West  120th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Robert  Teichman. 

For  Opposition:  A.  D.  Rockwell,  Jr.,  C.  M.  Fol¬ 
som,  W.  T.  Morgan,  R.  E.  Wilcox,  L.  W. 


Osterweiss  and  Moses  Koch. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kerby  and  Holland....  2 
Negative:  Chairman  Walsh,  Messrs.  Boulton 

and  Connell  .  3 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 


THE  RESOLUTION: 

(1398-23-BZ) 

Whereas,  Robert  Teichman,  for  Schinasi  Commercial 
Corp.,  owner,  filed,  November  28,  1923,  an  application  un¬ 
der  the  building  zone  resolution,  to  permit  the  alteration  and 
conversion  of  an  existing  factory  building  to  a  garage  for 
the  storage  of  more  than  five  motor  vehicles;  premises  311 
West  120th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  120th  street  and  8th 
avenue  are  business  districts  and  Manhattan  avenue  is  a 
residence  district ; ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  28,  1923,  in  acting  on  Alt.  App. 
No.  2657-23,  reads: 

“1.  Public  garages  in  business  districts  are  pro¬ 
hibited.”  ; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  five  stories  in  height  with  a  frontage  of  50  feet  and 
a  depth  of  96  feet;  it  is  proposed  to  alter  and  convert  the 
building  from  factory  use  to  a  garage  for  more  than  5 
motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


110(i-23*-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  General  Baking  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  residence  district  erec¬ 
tion  and  maintenance  of  an  extension  to  an  ex¬ 
isting  bakery  building,  and  to  be  used  in  part  as 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 3240-3256  Bronx  Boulevard, 
The  Bronx. 
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APPEARANCES— 

For  Applicant :  Samuel  Miller. 

For  Opposition:  Mrs.  Hand,  Mrs.  Meikes,  Wil¬ 
liam  L.  Weikle,  Mrs.  Flynn  and  others. 
ACTION  OF  BOARD — Laid  over  to  February  26,  1924,  at 
10  a.  m.,  for  full  vote. 


AREAS  FIXED. 

(1089-23-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Charles  Infanger,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  garage;  premises  163  McDougal  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  McDougal  street,  from  a  point  100  ft. 
east  of  Saratoga  avenue  to  a  point  100  ft.  west  of 


(1267-23-IBZ) 

1  he  Chairman  presented  and  read  a  communication  from 
Emma  A.  Gerung,  requestion  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  garage;  premises  279  East  203rd  street, 
The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  203rd  street,  from  Mosholu  Park¬ 
way  South  to  a  point  400  ft.  west  of  premises  in 
question;  also  the  westerly  side  of  Mosholu  Parkway 
South  from  East  203rd  street  to  East  204th  street. 


Adjourned,  2:30  p.  m. 

William  J.  O  Gorman,  Scretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JANUARY  29,  1924. 

Present :  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kerby,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Reville,  Kleinert 
and  Moore. 

The  minutes  of  the  special  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Friday  afternoon,  January  18, 
1924,  and  the  minutes  of  the  regular  meeting  of  the  board 
of  standards  and  appeals  held  on  Tuesday  afternoon,  Janu¬ 
ary  1924,  were  approved  as  printed  in  the  Bulletin,  No. 
5,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1217-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Chas.  Kalb  and 
Morris  Bernstein,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 147-9  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m.,  subject  to  application  for  certificate 
of  occupancy  from  the  superintendent  of  buildings. 


1448-23-S. 

PETITIONER — John  T.  Prout,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 137-139  Grand  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 

at  2  p.  m. 


1419-23-S. 

PETITIONER — Joseph  Borrelli,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  health  commissioner. 

PREMISES  AFFECTED — 2133  1st  avenue,  Manhattan. 

APPEARANCES— None. 


ACTION  Ob  BOARD — Laid  over  to  February  13,  1924, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Kerby,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Moore  6 
Negative:  Chairman  Walsh,  Messrs.  Connell 

and  Holland  .  3 

Absent:  Mr.  Beatty,  Fire  Chief  ’  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

1383-23-S. 

PETITIONER  Ferdinand  Savignano,  for  Gioachino 
Acierno,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  health  commissioner. 

PREMISES  AFF ECTED — 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1924, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Holland,  Kerby 

and  Superintendent  Moore .  4 

Negative:  Chairman  Walsh,  Mr.  CoiMiell,  Su¬ 
perintendents  Brady,  Reville  and  Kleinert..  5 
Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

1119-23-S. 

PETITIONER — Henry  J.  Nurick,  for  Nellie  V.  Arky, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cietd  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 233-243  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  Henry  J.  Nurick. 

ACTION  OF  BOARD — Laid  over  to  February  13,  1924, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Fire  Chief  Kenlon  and  Su¬ 
perintendent  Reville  .  6 

Negative:  Mr.  Connell,  Superintendents  Brady, 

Kleinert  and  Moore  .  4 

Absent:  Mr.  Beatty,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  McDermott  . .  3 
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1552-23-S 

PETITIONER — Thomas  B.  Leahy,  for  118  Madison  Ave¬ 
nue  Corp.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 118  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Thomas  B.  Leahy. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m.,  to  determine  the  floor  carrying  capacity 
of  the  building. 


1270-23-S. 

PETITIONER — Levi,  Gutman  &  Goldberg,  for  Bagdad  • 
Traders,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 361  7th  avenue,  Manhattan. 

APPEARANCES — No'ne. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m.,  pending  examination  by  the  superin¬ 
tendent  of  buildings. 


1223-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Samuel  L.  and 
Fred  Rosenberg,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 35  West  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert'and  Moore  . 

Negative  . 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  . 

THE  RESOLUTION:  ■ 

(1223-23-S) 

Whereas,  Samuel  Rosenblum,  for  Samuel  L.  and  Fred 
Rosenberg,  lessee,  filed,  October  25,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  35  West  20th 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  4,  1924,  in  acting  on  Order  No.  46187-LD,  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  bldg, 
and  the  opening  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  section  273  and  274 
of  the  Labor  Law  *  *  ' 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  74  ft.  6  in.  in  area  at  the 
1st  story  and  25  ft.  by  63  ft.  in  area  above.  OCCUPIED: 
Basement,  restaurant ;  1st  story,  machine  shop  and  pleater, 
4  persons;  2nd  story,  embroidery,  11  persons;  3rd  story, 
pleating,  10  persons ;  4th  story,  mfr.  of  coats,  12  persons. 
EXITS:  An  interior  wooden  stairway,  extending  from 
the  1st  story  to  the  top  story,  with  iron  ladder  to  scuttle 
in  roof,  enclosed  in  wood  lath  and  plaster  partitions,  with 
wooden  doors  at  the  openings ;  a  fire  escape  on  the  rear 
of  the  building,  with  fireproof  windows  along  the  course, 
extending  from  the  4th  story  to  the  1st  story,  with  iron 


stairway  from  1st  story  balcony  to  yard  and  EGRESS 
from  yard  by  means  of  iron  stairs  to  yard  of  prefni'ses 
to  rear ;  ROOFS  to  east  and  west  7  stories  higher. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Order  No.  46187,  Item  No.  1,  as  to  egress,  on  con¬ 
dition  that  a  fire  escape  be  erected  on  the  rear  of  build¬ 
ing  with  stationary  stairs  to  the  yard,  with  unobstructed 
egress  from  yard  to  premises  in  rear  (46  West  21st 
street). 


1381-23-S. 

PETITIONER — Croker  Fire  Prevention  Engineering  Co., 
'  for  David  Kramer,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 129-135  Degraw  street,  50-60 
I  Tiffany  place,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 

(1381-23-S) 


Whereas,  Croker  National  Fire  Prev.  Eng.  Co.,  for 
David  Kramer,  owner,  filed,  Nov.  26,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  129-135  Degraw 
street  and  50-60  Tiffany  place,  Borough  of  Brooklyn;  and 
9  Whereas,  the  order  of  the  fire  commissioner,  dated  June 
8,  1923,  reads : 

“Order  No.  47686-LD : 

.  “2.  Provide  approved  self-closing  fire  doors  at  open¬ 
ings  leading  to  both  interior  stairways  on  all  stories 
opening  outwardly  so  as  not  to  obstruct  the  stair¬ 
way  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
cellar  in  height,  60  ft.  4  in.  by  J50  ft.  2  in.  in  area, 
equipped  with  sprinkler  system  and  fire  alarm  signal  sys¬ 
tem.  OCCUPIED:  1st  story,  mfg.  office  furniture,  10 
persons ;  2nd  story,  mfg.  office  furniture,  20  persons ;  3rd 
story,  storage  and  finishing  furniture,  6  persons.  EXITS : 
Two  interior  wooden  stairways,  extending  from  the  1st 
to  the  top  story,  with  iron  ladders  to  scuttle  in  roof ; 
both  stairways  enclosed  in  brick,  with  openings  protected 
with  wooden  swinging  doors  opening  in,  and  automatic 
sliding  fire  doors;  two  fire  escapes  on  westerly  side  and 
one  fire  escape  on  the  easterly  side  of  building;  windows 
along  course  of  fire  escapes  non-fireproof;  no  adjoining 
roofs ;  and 

Whereas,  petitioner  contends  that  to  provide  doors 
swinging  outwardly  would  block  the  stairway  and  that 
the  sliding  doors  are  equipped  with  fusible  links,  which 
will  fuse  only  at  a  high  temperature. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  openings  be  equipped  with  automatic 
sliding  fire  doors  and  that  the  present  wood  doors  shall 
be  made  self-closing,  and  granted  only  so  long  as  the  oc¬ 
cupancy  shall  not  exceed  twenty-five  (25)  persons  above 
the  2nd  storv 
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1218-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Philip  W.  Oet- 
ting,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 213  East  19th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Holland,  Kerby,  Connell,  Superin¬ 


tendents  Brady,  Reville,  Kleinert  and  Moore  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

(1218-23-S) 


Whereas,  Samuel  Rosenblum,  for  Philip  W.  Oetting, 
owner,  filed,  October  25,  1925,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com 
missioner,  affecting  premises  213  East  19th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  9,  1923,  reads : 

“Order  No.  46463-LD  : 

“2.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  stairway  at 
east  side  of  building  to  the  street,  said  passageway  to 
have  a  width  of  not  less  than  the  width  of  the  stair¬ 
way.”  *  *  * ;  and 
and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  92  ft.  in  area  at  the  1st  story  and  25  ft. 
by  84  ft.  in  area  obove;  OCCUPIED  1st  story,  store,  sale 
of  piano  felt ;  2nd  story,  offices  and  storage,  3  persons ; 
3rd  story,  trimming  and  finishing  piano  hammers,  8  per¬ 
sons  ;  4th  story,  manufacture  of  piano  hammers,  7  persons. 
EXITS :  An  interior  wooden  stairway  extending  from 
the  1st  to  the  top  story,  with  iron  ladders  to  scuttle  in 
the  roof,  with  egress  to  street  through  hallway  on  1st 
story  under  elevator  hatchway,  the  stairway  being  enclosed 
iR  wooden  board  partitions  with  wooden  doors  at  the 
openings;  a  fire  escape  on  the  front  of  the  building,  ex¬ 
tending  from  the  4th  to  the  2nd  story,  with  counterbal¬ 
anced  stair  to  street;  openings  on  course  of  the  fire  escape 
are  non-fireproof ;  ROOFS  to  east  15  ft.  lower,  to  west 
25  ft.  lower ;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows 
along  the  course  of  the  fire  escape  on  the  front  of  the 
building,  and  in  view  of  the  small  occupancy  asks  accept¬ 
ance  of  “tell-tale”  chains  attached  to  trap  door  on  2nd 
story,  in  lieu  of  passageway  to  street  around  hoistway. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  hoistway  shall  be  equipped  with  tell 
tale  chains  in  accordance  with  the  recommendations  of  the 
board  of  standards  and  appeals. 


1392-23-S. 

PETITIONER — Robert  Teichman,  for  Annin  &  Co.,  les¬ 
see. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 116-150  Will  iam  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  Robert  Teichman. 

For  Administration:  Inspector  Mahers  of  fire 
department. 

ACTION  Ob  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  q 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott .  4 

THE  RESOLUTION: 

(1392-23-S) 


Whereas,  Robert  Teichman,  for  Annin  &  Co.,  lessee, 
filed,  November  27,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  146-150  William  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  29;  1923,  reads : 

“1.  Provide  a  safe  passageway  under  hoistway  at 
No.  150  entrance,  as  per  Section  271  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  59  ft.  3  in,  by  46  ft.  6  in.  in  area.  OCCUPIED: 
1st  story,  stores,  16  persons;  2nd  story,  office  and  ship¬ 
ping,  41  persons ;  3rd  story,  mfg.  of  flags  and  pennants, 
12  persons;  4th  story,  mfg.  of  flags  and  pennants,  13 
persons;  5th  story,  stock,  1  person.  EXITS:  Two  in¬ 
terior  wooden  stairways  extending  from  1st  story  to  roof, 
enclosed  in  fire  resisting  partitions  with  fire  doors  at  open¬ 
ings ;  stairway  in  No.  150  exits  to  street  underneath  a 
hoistway ;  a  fire  escape  on  the  front  of  building  with 
goose-neck  ladder  to  roof  and  counterbalanced  stair  to 
street;  openings  along  course  of  the  fire  escape  are  non- 
fireproof  ;  and 

Whereas,  petitioner  contends  that  tell-tale  chains  have 
been  provided  and  asks  acceptance  of  same. 

Resolved,  that  the  board  of  standards  and  appea's  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  hoistway  shall  be  equipped  with  tell¬ 
tale  chains  in  accordance  with  the  recommendations  of 
the  board  of  standards  and  appeals. 


1422-23-S. 

PETITIONER — Jacob  Fisher,  for  Pauline  Miller,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 126  West  21c t  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 


Reville,  Kleinert  and  Moore  .  8 

Negative  .  o 


Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendents  Brady  and  McDermott  .  5 

•  THE  RESOLUTION : 

(1422-23-S) 

Whereas,  Jacob  Fisher,  for  Pauline  Miller,  owner,  filed, 
December  4,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
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labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  126  West  21st  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  21,  1922,  reads : 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof.  *  *  * 

“Note:  Among  the ‘defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof,  not  self-closiir; 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  23  ft.  by  54  ft.  in  area.  OCCUPIED  : 
'Basement,  carpenters  and  electrical  shop,  4  persons;.  1st 
story,  factory — dresses,  10  persons ;  2nd  story,  factory — 
cloaks,  10  persons ;  3rd  story,  factory — pleating,  6  persons. 
EXITS :  One  interior  wooden  stairway  extending  from 
1st  to  top  story,  with  iron  ladder  to  scuttle  in  roof,  en¬ 
closed  in  wood  lath  and  plaster  partitions  with  wooden 
doors  at  openings ;  a  party  wall  fire  escape  on  the  rear 
of  building,  extending  from  roof  to  balcony  at  1st  story 
with  45  degree  stairs  from  balcony  to  the  yard  of  adjoin¬ 
ing  premises ;  windows  along  the  course  of  the  fire  escape 
are  self-closing  fireproof ;  ROOFS  of  adjoining  premises 
are  at  same  level ;  and 

Whereas,  petitioner  proposes  to  remove  iron  ladder  to 
scuttle  in  roof  from  loft  and  place  it  in  hall  and  contends 
egress  may  be  had  from  adjoining  yard  by  means  of  a 
party  wall  fire  escape  also  terminating  in  this  yard. 

Resolved,  that  the  board  of  standards  and  appea's  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Item  No.  1  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  provided  from  the  top  story  hall  to  a  scut¬ 
tle  in  roof,  and  granted  as  to  Item  No.  2  on  condition  that 
a  fire  escape  shall  be  provided  on  the  rear  of  building  with 
balconies  and  00  degree  connecting  stairs  and  platform  and 
balcony  to  roof  level,  and  stationary  stairs  to  yards  and  on 
further  condition  that  the  yards  of  the  adjoining  premises 
on  both  sides  for  a  distance  of  three  (3)  houses  shall  be 
maintained  open  and  unobstructed. 


Whereas,  the  decision  of  superintendent  of  buildings, 
Dated  November  30,  1923,  reads : 

“2.  Store  within  hallway  should  be  separated  from 
hallway  by  fireproof  partitions  in  accordance  with  Sec. 
263  Labor  Law. 

“3.  Show  windows  on  1-2  and  3rd  floor  should 
omply  with  Sec.  264,  Labor  Law  and  Rule  503,  In¬ 
dustrial  Code.” ; 

and 

Whereas,  the  proposed  building  is  to  be  fireproof,  16 
stories  in  height,  114  ft.  3  in.  by  98  ft.  9  in.  in  area  at  1st 
*  story,  and  114  ft.  6  in.  by  88  ft.  9  in.  and  114  ft.  6  in.  by 
58  ft.  in  area  above  equipped  with  sprinkler  system.  OC¬ 
CUPIED:-  1st  story  and  mezzanine,  stores  and  offices, 
145  persons;  2nd  to  16th  stories,  tenant  factory,  168  per¬ 
sons  per  story ;  and 

Whereas,  there  are  windows  on  the  1st  story  8  ft.  6  in. 
by  10  ft.  in  area,  with  3  ft.  6  in.  by  5  ft.  in  area  tran¬ 
soms  ;  on  the  2nd  and  3rd  stories  the  windows  are  6  ft. 
by  9  ft.  in  area  with  1  ft.  3  in.  by  4  ft  3  in.  transoms; 
and 

Whereas,  in  the  hallway  in  the  1st  story  there  is  a 
proposed  store,  constructed  of  plate  glass  with  fireproof 
self-closing  doors  at  openings ;  and 

Whereas,  petitioner  contends,  in  re  to  objection  No. 
3  that  the  window  frames  are  all  fireproof,  glazed  with 
54  ip-  plate  glass  and  if  compelled  to  subdivide  into  720 
sq.  in.  in  area,  the  architectural  features  of  the  building 
would  be  destroyed  and  in  re  objection  No.  2  contends  the 
hallway  is  intended  to-  be  used  as  an  arcade,  connecting  with 
building  to  the  rear  and  the  proposed  store  is  located  in 
such  a  position  that  it  does  not  interfere  with  persons 
making  exit  from  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  2  on  condition  that  the  frames  of  store  show 
windows  in  corridor  shall  be  proovided  with  steel  muntins, 
that  the  glass  shall  be  subdivided,  not  exceeding  720  sq.  in! 
to  the  light,  and  glazed  with  clear  wire  glass,  and  that 
not  more  than  one  exit  opening  equipped  with  self-closing 
fireproof  door  shall  be  provided ;  granted  as  to  Item  No. 
3,  so  far  as  it  affects  the  1st,  2nd  and  3rd  story  windows 
on  the  front  of  the  building  only,  on  condition  that  all 
other  windows  shall  be  installed  in  accordance  with  the 
labor  law. 


1427-23-S. 

PETITIONER — Schwartz  &  Gross,  for  Bricken  Construc¬ 
tion  &  Improvement  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 225-235  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  . 0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott .  4 

THE  RESOLUTION: 

(1427-23-S) 


Whereas,  Schwartz  &  Gross,  for  Bricken  Const.  &  Imp. 
Corp.,  owner,  filed,  December  4,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  225-235  West 
37th  street,  Manhattan ;  and 


1451-23-S. 

PL  1 1TIONER — Edw.  P.  Doyle,  for  County  Holding  Co., 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED— 27  West  35th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 


Brady,  Reville  and  Kleinert  . . .  8 

Negative  .  q 


Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendents  Moore  and  McDermott  ....  5 

THE  RESOLUTION: 

(1451-23-S) 

Whereas,  Edward  P.  Doyle,  for  County  Holding  Co., 
owner,  filed,  December  7,  1923,  a  -petition  with  the  board 
of  standards  and  appeals  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  a  decision  of  the 
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superintendent  of  buildings,  affecting  premises  27  West 
35th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  December  3,  1923,  reads: 

\\  it h  reference  to  premises  27  West  35th  street  and 
your  application  for  Certificate  of  Occupancy  for 
same,  we  beg  to  state  that  certificate  cannot  be  issued 
at  this  time  for  the  reason  that  a  fireproof  passage 
has  not  been  provided  from  the  foot  of  the  rear  fire 
escape  to  the  street.” ; 

and 

\\  hereas,  the  building  is  non-fireproof,  4  stories  in 
height,  20  ft.  by  96  ft.  in  area  at  1st  story,  20  ft.  by  86  ft 
in  area  at  2nd  story,  and  20  ft.  by  58  ft.  in  area  above! 
OCCUPIED:  Cellar,  storage,  3  persons;  1st  story,  restau¬ 
rant,  15  persans;  2nd  story,  show  room,  3  persons;  3rd 
story,  mfr.,  11  persons;  4th  story,  mfr.,  11  persons.  EX¬ 
ITS  :  An  interior  wooden  stairway  extending  from  1st 
story .  to  roof,  enclosed  in  wire  lath  and  cement  plaster 
partitions  with  fireproof  doors  at  openings ;  a  fire  escape 
on  rear  of  the  building  extending  from  main  roof  to  roof 
of  2nd  story  extension,  stairway  from  2nd  story  extension 
roof  to  roof  0f  1st  story  extension  and  iron  ladder  from 
roof  of  1st  story  extension  to  yard  of  premises  to  west. 
Windows  along  course  of  fire  escape  are  fireproof,  self¬ 
closing.  ROOFS  to  east  same  level;  to  west  8  stories 
higher;  and 

W  hereas,  petitioner  asks  in  view  of  small  area  and 
light  occupancy  of  building  the  existing  means  of  egress 
be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
far  as  it  affects  egress  from  the  termination  of  the  rear 
fire  escape  on  condition  that  egress  shall  be  maintained 
from  this  yard  to  the  adjoining  yard  to  the  west  in  the 
rear. 


1485-23-S. 

PETITIONER— Helmle  &  Corbett,  for  Trustees  of 
Sailors  Snug  Harbor,  tfwner. 

SUBJECT  -\  ariation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

APPElSRE4cfsECTED~13  EaSt  8th  street’  Manhattan- 

Eor  Petitioner:  Wm.  H.  MacMurray. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnJS?r5iTcBOAARD^_’?etitlon  granted  on  condition. 

CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  kenlon,’ Dep¬ 
uty  Fire  Commissioner  Hannon  and  Su¬ 
perintendent  McDermott  .  4 

THE  RESOLUTION : 


(1585-23-S) 

Whereas,  Helmle  &  Corbett,  for  Trustees  of  Sailors 
bnug  Harbor,  owner,  filed,  December  17,  1923,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  13  East 
8th  street,  Manhattan;  and 

W  hereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  17,  1923,  in  acting  on  Order  No.  39895-LD,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  openings  leading  thereto  and  the  window- 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sec.  273  and  °74  of 
the  Labor  Law'.  *  *  * 


"Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  F 

“Windows  on  course  not  self-closing.  Windows  on 
course,  second  story,  not  fireprroof. 

“Windows  on  course,  second  story,  not  fireproof 

No  passageway  from  termination  of  fire  escape  to 
street,  y 
and 

Whereas,  the  budding  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  75  ft.  in  area  at  the  1st  ston 
and  35  ft.  by  59  ft.  in  area  above.  OCCUPIED:  Basement 

2n0H%rH  PeaS°!!t:  Jst.stoT’  failor  and  Panting,  3  persons;’ 
ttyt-tc  .  1  4tH  stories-  clothing  mfg.,  5  persons  per  storv. 

i  ,  ,  :  An  niterior  wooden  stoirway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  stud  and  plaster 
partitions,  with  wooden  doors  at  openings;  a  fire  escape 
on  the  rear  of  the  building  extending  from  the  roof  to 
yard  with  EGRIESS  through  door  in  fence  to  yard 

ot  premises  to  rear ;  windows  along  course  of  the  fire 

escape  are  fireproof,  self-closing;  ROOFS  of  adjoining 

buddings  are  at  same  level;  and 

Whereas,  petitioner  contends  that  there  are  no  fences 
between  premises  to  rear  and  that  there  is  an  unob¬ 

structed  passageway  in  the  bosement  of  No  12  East  9tb 
street.  u 

Resolved  that  the  board  of  -standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law'  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
the  egre:  s  from  the  termination  of  the  fire  escape,  on  con¬ 
dition  that  the  order  of  the  fire  commissioner  shall  be  com- 
p  led  with  in  all  other  respects,  and  on  condition  that  a 
clear  and  unobstructed  opening  in  the  rear  fence  shall  be 
maintained  to  free  and  open  yards  to  the  rear,  unencum¬ 
bered  by  any  fence  or  other  obstruction. 


1486-23-S. 

PETITIONER— Helmle  &  Corbett,  for  trustees  of  Sail¬ 
ors  Snug  Harbor,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

a??eJSraSwcII'-CTED-19  11351 8,h  stre,il-  Manhalta"- 

For  Petitioner:  Wm.  H.  MacMurray. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ASxTIT?T?TSScB°AARD~?etitio.n  granted  011  condition. 

CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore  ....  9 

Negative  .  q 

Absent .  Air.  Beatty,  Eire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 


(1486-23-S) 

Whereas,  Helmle  &  Corbett,  for  Sailors  Snug  Harbor, 
owner,  filed,  December  17,  1923;  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  19  East  8th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  17,  1923,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  build¬ 
ing  by  constructing  a  fireproof  passageway  with  an 
unobstructed  width  of  at  least  3  feet  throughout,  lead¬ 
ing  to  the  street  adequately  lighted  at  all  times  Turing 
working  hours,  *  * 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  65  ft.  in  area  at  1st  story 
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and  25  ft.  by  50  ft.  in  area  above.  OCCUPIED:  Base¬ 
ment,  store,  4  persons;  1st  story,  salesroom,  2  persons; 
2nd,  3rd  and  4th  stories,  mfg.  of  clothing,  5  persons  on 
each  story.  EXITS:  An  interior  wooden  stairway  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  wood  stud  ar.d 
plaster  partitions  with  wooden  doors  at  openings;  a  fire 
escape  on  the  rear  of  building,  extending  from  roof  to 
yard,  with  EGRESS  through  door  in  fence  to  premises 
to  rear;  ROOFS  to  east  25  ft.  higher,  to  west  3  ft. 
lower ;  and 

Whereas,  petitioner  contends  that  there  are  no  fences 
between  premises  to  rear,  and  that  there  is  an  unob¬ 
structed  passageway  in  the  basement  of  No.  12  East 
9th  street.  : 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation ■  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  the  egress  from  the  termination  of  the  fire  escape, 
on  condition  that  the  order  of  the  fire  commissioner  shall 
be  complied  with  in  all  other  respects,  and  on  condivi,  n 
that  a  clear  and  unobstructed  opening  in  the  rear  fence 
shall  be  maintained  to  free  and  open  yards  to  the  rear, 
unencumbered  by  any  fence  or  other  obstruction. 


1492-23-S. 

PETITIONER— F.  P.  Keniston,  for  Sundel  Hyman,  owne\ 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 570-572  Grand  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore  -  9 


N egative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 


THE  RESOLUTION: 

(1492-23-S) 

Whereas,  F.  P.  Keniston,  for  Sundel  Hyman,  owner, 
filed,  December  18,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  570-572  Grand  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  52,185- 
LD,  dated  November  28,  1923,  reads : 

“Arrange  the  exterior  screened  stairway  on  the  rear 
of  building  and  the  openings  leading  thereto  *  *  * 
“NOTE:  Among  the  defects  noted  on  this  exterior* 
screened  stairway  are  the  following:  No  fireproof 
passageway  at  least  3  ft.  in  width  leading  to  the  street, 
adequately  lighted,  from  lower  termination.  Iron  treads’ 
missing  on  the  three  lowest  risers  from  ground  level.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  50  ft.  by  65  ft.  in  area;  equipped  with  a  fire  alarm 
signal  system,  and  fire  drills  are  regularly  conducted.  OC¬ 
CUPIED :  1st  floor,  stores,  6  persons;  2nd  floor,  mfr. 
candy,  6  persons;  3rd  floor,  mfr.  clothing,  20  persons;  4th 
floor,  mfr.  clothing,  20  persons;  5th  floor,  mfr.  clothing, 
25  persons ;  6th  floor,  mfr,  clothing,  22  persons ;  7th  floor, 
mfr.  clothing,  25  persons.  EXITS:  An  interior  wooden 
stairway  extending  from  the  1st  story  to  roof,  enclosed 


in  fire  resisting  partition  with  kalameined  doors  at  open¬ 
ings  ;  a  fire  escape  on  the  rear  of  the  building  extending 
from  7th  story  balcony  to  yard,  with  gooseneck  ladder 
from  top  balcony  to  roof ;  metal  covered  wire  glass  win¬ 
dows  along  course  of  the  fire  escape;  EGRESS  from 
yard  through  gate  in  fence  to  adjoining  yard;  ROOFS 
to  east  3  stories  lower,  to  west  1  story  lower ;  and 

Whereas,  petitioner  contends  egress  from  adjoining 
yard  to  west  may  be  had  through  passageway  through  ten¬ 
ement  house  adjoining. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the 'requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  egress  from  termination  of  fire  escape  only,  on  con¬ 
dition  that  an  open  and  unobstructed  passageway  be  main¬ 
tained  to  the  yard  of  the  adjoining  premises  to  the  west, 
with  egress  to  street  through  unobstructed  fireproof  pas¬ 
sageway. 


1397-23-S. 

PETITIONER — Samuel  Rosenblum,  for  T.  W.  &  C.  B. 

Sheridan  Co.,  lessee.  ' 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFBECTED — 60  Walker  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore  _  9 


Negative  . . .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 

THE  RESOLUTION: 


(1397-23-S) 

Whereas,  Samuel  Rosenblum,  for  T.  W.  &  C.  B.  Sheri¬ 
dan  Co.,  lessees,  filed,  November  28,  1923,  a  petition,  with  i 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  60  Walker 
street,  Manhattan ;  and  1  I1 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  8,  1923,  reads : 

“Order  No.  51129-LD: 

“1.  Extend  interior  stair  east  side  of  building  to 
roof  as  per  section  271  of  the  Labor  Law.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  98  ft.  4  in.  in  area.  OCCUPIED:  1st 
story,  machine,  3  persons;  2nd  story,  machinery,  5  per¬ 
sons;  3rd  story,  machinery,  8  persons;  4th  story,  ma¬ 
chinery,  11  persons;  5th  story,  storage,  3  persons.  EX¬ 
ITS:  One  interior  wooden  stairway,  extending  from  the 
1st  story  to  the  top  story,  with  ladder  to  scuttle  in  the 
roof,  enclosed  in  wooden  partitions,  with  wooden  and 
glass  doors  at  the  openings,  and  horizontal  exit  to  prem¬ 
ises  to  east  on|  2nd,  3rd,  4th  and  5th  stories;  a  fire  escape 
on  the  front  of  the  building  from  5th  ot  2nd  story,  with 
connecting  ladders  and  drop  ladder  to  street  and  a  bal¬ 
cony  fire  escape  on  the  rear  of  the  building,  connecting 
to  the  adjoining  premises  to  the  west;  ROOFS  to  west 
at  same  level  and  to  east  5  ft.  lower  ;and 
Whereas,  petitioner  contends  that  the  top  story  is  used 
for  storage  and  there  would  be  only  a  small  number  of 
employees  there  from  time  to  time,  and  requests  that 
the  voting  means  of  exit  be  accepted. 
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Resolved,  that  the  board  of  standards  and  appeals  <Joes> 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  double  rung  iron  ladder  shall 
be  provided  in  the  top  story  loft  to  a  scuttle  in  the  roof, 
and  on  further  condition  that  the  top  story  is  maintained 
for  storage  only,  and  granted  only  so  long  as  conditions  as 
to  occupancy  and  use  remain  unchanged. 


1409-23-S. 

PETITIONER — Harold  C.  Noe,  for  William  R.  Noe  & 
Sons,  owner. 

SLBJEC 1  -\  ariation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 125-135  Raymond  street, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  Harold  C.  Noe. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Ob'  BOARD — Petition  granted  on  condition. 


CONDITIONS — As-  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore  _  9 

Negative  .  0 

(  Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  McDermott  .  4 


THE  RESOLUTION: 

(1409-23-S) 

Whereas,  Harold  C.  Noe,  for  Wm.  R.  Noe  &  Sons, 
owners,  filed,  December  1,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  125-135  Raymond  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  16,  1923,  reads: 

1..  Arrange  all  doors  leading  to  street  from  the 
interior  stairways  so  as  to  be  opened  from  the  inside 
and  outside,  during  working  hours,  as  per  Section  272 
of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  three  stories  in 
height,  100  ft.  by  100  ft.  in  area.  OCCUPIED :  1st  story, 
office  and  storage,  2  persons;  2nd  story,  mfg.  electric 
portable  lamps  and  parts,  25  persons ;  3rd  story,  finishing 
and-  wrapping  of  same,  25  persons.  EXITS :  A  main  exit 
stairway  from  1st  story  to  street,  two  interior  fireproof 
stairways  extending  from  1st  story  to  roof;  with  fire 
doors  at  openings  to  street;  these  openings  are  closed  by 
means  of  panic  bolts;  and 

Whereas,  petitioner  contends  that  the  main  exit  and 
entrance  to  building  can  be  opened  either  from  outside 
or  inside  at  all  times  during  ■working  hours  and  is  not 
over  35  ft.  from  either  exit  door  at  foot  of  stairways; 
that  the  doors  at  the  foot  of  stairways  are  fitted  with 
large  clear  wire  glass  windows  which  can  readily  be 
smashed  any  time  of  need,  affording  access  to  the  panic 
bolts  just  below  them;  and  to  have  the  emergency  exit 
doors  opening  both  ways  would  necessitate  two  watch¬ 
men. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  fr^m  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  .that  the  interior  vestibule  doors  shall  be 
equipped  on  the  inside,  with  approved  panic  bolts  and  that 
the  doors  shall  be  equipped  with  a  single  wire  glass  panel. 


1530-23-S. 

cnDp^^^~^rr°W  Novelty  Company,  lessee. 

SUBJECT  -Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AIT  EC  PED — 108  Last  16th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

AC  I  ION  OP  BOARD — Petition  withdrawn 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs^  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert 

and  Moore  . 

Negative  . q 

Absent:  Mr.  Beatty  and  Superintendent  Mc¬ 
Dermott  .  O 

. m 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
1493-23-SA.  i 

PETITIONER — Cornell  Vacuum  Burner  Co.,  Inc. 
SUBJECT— Approval  of  Newport  Rotary  Oil  Burner. 
APPEARANCES- 

For  Petitioner:  H.  A.  Kunitz. 

ACTION  OF  BOARD — Placed  on  reserve  calendar  pend¬ 
ing  report  o*  committee  of  inspection. 


'  RULES. 

280-2  2- S. 

TITLE — Rules. 

SUBJECT — Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  motion  picture  theatres. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 

hearing1  February  13,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Ken- 
!  Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert 

and  Moore  . n 

Negative  . . .  o 

Absent:  Mr.  Beatty  and  Superintendent  Mc¬ 
Dermott  .  o 


179-20-S. 

-TITLE — Rules. 

SUBJECT — Rescindment  of  resolution. 
APPEARANCES— None. 

ACTION  OF  BOARD — Motion,  to  rescind  the  resolu¬ 
tion  of  the  board  of  standards  and  appeals,  known 
as  Cal.  No.  179-20-S,  and  that  the  requirements 
of  section  72  of  the  building  code  shall  prevail, 
adopted. 

THE  VOTE  TO  RESCIND— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert  and 


Moore  .  1 1 

Negative .  o 

Absent:  Mr.  Beatty  and  Superintendent  Mc¬ 
Dermott  . 2 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  111.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-oil  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  'in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 


emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 


Protection  of  Valves: 


11.  I  lie  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the.  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 


Control  Box: 


13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 


14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 


5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes ;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 


Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  ^hall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
hall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
jiece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
n ch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han- 
lle  be  securely  made  according  to  the  design  in  each  case. 
I  he  cable  may  be  slightly  annealed  for  making  ends,  and 
vlien  cutting  the  cable,  it  should  be  taped  and  cut  through 
he  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
ie  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
n  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
knd  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
iipe  or  conduit  line  must  be  water-tight  and  continuous  from 
he  casing  enclosing  the  operating  mechanism  of  the  valve 
o  the  control  box  on  outside  of  building.  The  cable  shall 
iot  be  exposed  at  any  jioint  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
patrol  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
irefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 

ftting-off  tools,  which  would  interfere  with  the  movement 
the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
ould  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se- 
ired  in  position.  Pipe  straps  and  hangers  of  standard  forms 
ay  be  employed  for  this  purpose.  In  every  case  supports 
ust  be  provided  at  points  sufficiently  numerous  to  prevent 
igging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
tickness  to  insure  a  permanent  fastening  and  must  be  thor- 
lghly  coated  to  prevent  corrosion. 

ends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in- 
oduce  possibilities  of  binding  of  the  cable  or  of  an  appre- 
iable  friction  resisting  the  pull  of  the  cable;  therefore, 
pproved  roller  fittings  shall  be  required  wherever  the  pipe 
r  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
herever  the  bend  is  through  an  arc  exceeding  15  degrees, 
xcept  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
low,  it  is  frequently  necessary  to  make  an  offset  in  the 
•nduit  to  avoid  a  water  table  or  other  part  of  a  building 
all.  One  offset  of  not  more  than  2  inches  will  be  permit- 
id  for  each  installation  at  such  points.  The  bends  in  the 
pe  forming  the  offsets  must  be  carefully  made  to  avoid 
■acking  the  enamel  or  galvanized  coating,  or  the  flattening 
cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
sail  not  exceed  2  inches  and  the  length  of  the  offset  shall 
nt  be  less  than  five  times  the  amount  of  the  offset.  For 
*  ample,  a  2-inch  offset  must  be  at  least  10  inches  long, 
ingle  offsets  only  shall  be  permitted.  Double  offsets  are 
t;t  acceptable. 

oiler  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
)ove-  approved  roller  fittings  shall  be  used.  No  roller  fit- 
figs  turning  more  than  00  degrees  from  a  straight  line 

jail  be  used. 

■utomatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
i  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
rgrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter- 
t-e  with  the  manual  means  of  shutting  off  the  gas  which 
'  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
hiding.  Only  approved  fusible  links  shall  be  used.  Auto- 
utic  control  shall  in  no  way  depend  upon  electric  current 
its  operation. 

oduction  Tests  at  Factory: 

20.  Valves  must  be  tight  under  the  following  tests: 

•"a )  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 


(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
ott  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side  • 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 


(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
trom  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 


(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut- 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 


(f)  The  entire  process  of  manufacture  of  the  valves 
sha  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 


(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap 'and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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RULES  ADOPTED 


AMENDMENT  TO  THE  PLUMBING  RULES— AD  OPTED  JANUARY  8,  1924. 


Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 


RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919 ;  under  Cal.  No.  412- 
20- S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 


and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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RULES  ADOPTED 


AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AN  D  USE  OF  OIL  IN  CONNECTION  THERE 
WITH.  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  or 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Penskyf-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit,  in  a 
Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 

Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tan'ks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun- 

;  dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
‘he  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  cap.  city  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  W  hen  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oneMourth  (l%)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1^4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1J4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  bv  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (fi)  inches  of  con¬ 
crete  where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks.  _  . 

Tanks  36  in.  in  diameter  and  less — in.  shell,  yA  m. 

heads. 

Tanks  37  to  72  in.  in  diameter — l/A  in-  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Ys  in. 
heads: 

Tanks  over  120  inches  in  diameter  to  be  of  Y  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu- 
jar  1 3 n lc s • 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 

as  follows:  .  .  .  .  . 

In  shell  yA  in.  thick,  5/a  in.  diameter  rivets  2%  in.  pitch. 

In  shell  5-16  in.  thick,  Y&  in.  diameter  rivets  2)4  in. 

pitch.  .  .  .  . 

In  shell  )4  in.  thick,  Ya  in.  diameter  rivets  2y2  in. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  Y&  of  an  inch  in  diameter 
and  spaced  not  more  than  2l/A  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members',  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
( 6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thiakness  of  shell  or  bottom  plates 
shall  be  yA  inch  and  the  minimum  thickness  of  roof 
plates  J4  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - : - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 

butted.  _  _ 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  li/A  inch  flange. 

For  ]/A  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  Ys  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  "  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1.100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 

by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1  *4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  to  one  (1)  on  both  sides.  Con¬ 

crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thou^ 
sand  uW°  hundred  (10<200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 

re,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  kss  than  one-half  (]/2)  inch  in  size.  The  boilers 
snail  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

\}Cu  k  ^\ear  each  boiler  of  fuel  oil  burning  unit,  there 
s  all  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractoi 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  o|,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip¬ 
ing  shall  be  hung  or  supported  on  fireproof  materials 
fo  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  (]/2)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (luO)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-halt 
(1)4)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  *4  in.  by  V*  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  lischarge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for.  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
>n  place. 

Section  6.  Vent  Pipes.  . 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
permit  proper  inflow  of  liquid  during  the  filling  operar 
tion  and  two  (2)  inches  in  diameter  on  all  tanks  above 
1100  gallons  capacity,  and  in  no  case  to  be  less  than  1% 
inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas- 

«.  ge  of  vapor  to  the  street.  , 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 
Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit.  ' 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 

A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  on  both  sides  i 
of  each  strainer  in  discharge  and  suction  lines  near 
each  pump;  in  discharge  line  from  each  tank  as  near 
the  tank  as  practicable,  and  in  branch  lines  near  each 
burner.  An  outside  readily  accessible  valve  shall  be  pro¬ 
vided  in  all  supply  lines  entering  buildings  from  tanks. 
Rule  10.  Oil  Level  Indicating  Device  for  Grade 

A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 

and  Appeals.  c 

(b)  Pumps  shall  be  installed  in  duplicate  where  tire 
protection  equipment  is  dependent  on  the  use  of  fue 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside .  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ac¬ 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  18  degrees  Beaume  and  where 
the  top  of  the  tank  or  tanks  is  not  more  than  ten  (10) 
feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  1  anks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place. 
Tanks  shall  be  completely  encased  with  six  (6)  inches  of 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  1  anks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 
tanks  of  a  capacity  of  over  60  gallons  and  not  more  than 
550  gallons  shall  be  constructed  of  steel  not  less  than  3/16 
inches  in  thickness. 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

.  (c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xj4-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

(d)  Gauging  devices  or  test  wells,  the  breakage  of 
which  would  permit  the  escape  of  oil  or  vapor  within 
the  building,  shall  be  prohibited.  The  top  of  the  well 
when  located  outside  of  a  building  shall  be  sealed  and 
kept  locked  when  not  in  use. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

See  Rule  10  for  Gauging  device. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onei-fourth  (%)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

^c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8,  Section  6— (a),  (b),  (c),  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  suction  line  from  each  storage 

tank.'  . 

<b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de- 

vice  to  be  installed  is  capable.  ,  .  ,  t  ,on. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 

ten  (10)  feet  of  a  furnace  door 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three  fourths  (*)  of  an  inch  of  Portland  c ement  p  as¬ 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fual  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
or  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 

outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited.  bystems,  tea 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  wit 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand- 

ards  and  hePP  Rujes  shajj  not  apply  to  gas  companies  m 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu- 

uunatmg  gaSd^iv^d  {rom  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro 
Wbitedf  or  “hall  the  use  of  such  oil  be  prolub.ted  when 
used  in  a  plumber’s  torch  or  similar  apparatus 

(d)  These  Rules  shall  take  effect  immediately. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  heatres. 

Appeals  from  Administrative  Orders. 

780-20- A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A— 237  East  Fordham  road,  The  Bronx. 

270-21- A— Southeast  corner  Myrtle  avenue  and  Decatur 

Oil  PPH  Q 


271-21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A— 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21 -A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21 -A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-2 1  -  A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — 'Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway.  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
j  1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22- S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

141 3- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — Staples  &  Pfeiffer  steam  atonrizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22- S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S — Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S — Thermostats  for  automatic  hre  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company.  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 

1 1 04-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

>  .95-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA—  Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

•x-2.t-.SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 


123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA  Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 

275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA  Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA  Billow’  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA  Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner  ap¬ 
proval  of.  ’ 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

504-23 -S A  ‘Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA  Tilman-White  Gas  Cut-Off  valve,  approval 

766-23-S A— Buckley  Automatic  Electric  Fire  Detector 
approval  of.  ’ 

544-23-SA— Domestic  FuG  Oil  Burner,  approval  of. 

628-23- S A  Powerlight  oil  heat  burner,  approval  of. 

888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA  Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1 046-23-SA  Frankfort  Type  “P”  low  pressure  oil  burner 
approval  of.  ’ 

898-23-SA  Enco  Type  700  Steam  Atomizing  Burner  ap¬ 
proval  of.  ’ 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  oumn 
approval  of.  v  p’ 

1146-23-SA  Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA— Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 

1346-23- S A — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

1169-23-S A— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  zoill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  arc  consummated.  Whereupon  the 
case  or  cases  zoill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zoill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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ANNUAL  REPORT 


Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 


January  29,  1924. 


Sir-— I  have  the  honor  to  submit  the  annual  report  of  the  Board  of  Appeals  and  the  Board  of  Standards 
and  Appeals  for  the  year  ending  December  31,.  1923,  summarized  as  follows: 


CASES  FILED  AND  PENDING,  1923. 


Appeals  from  Administrative  Orders  . . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variations  of  Labor  Laws  . 

Petitions  for  Approval  of  Appliances  and  Materials 

.  Petitions  for  Adoption  of  Rules  . 

Reopened  and  restored  to  Calendar  . 

Miscellaneous  Applications  . 

Total  1923  Cases  . 


First 

Second 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Quarter 

Quarter 

Total 

154 

183 

126 

183 

646 

105 

166 

97 

122 

490 

108 

93 

66 

90 

357 

14 

12 

10 

29 

65 

2 

1 

0 

1 

4 

23 

29 

16 

17 

85 

58 

57 

51 

57 

223 

464 

541 

366 

499 

1870 

Cases  pending  December  31,  1922 


435 


Total  Cases  end  of  Fourth  Quarter 


2305 


SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1922  .  435 

Cases  filed  up  to  and  including  December  31,  1923  ....1562 

Restored  to  calendar  .  85 

Miscellaneous  Applications. 

Requests  to  reopen  .  424 

Requests  to  amend  .  8 

Requests  for  modification  . • .  24 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  37 

Rules  proposed  .  10 

Requests  to  install  .  6 

Administrative  requests  .  3 

Requests  for  interpretation  .  10 

Total  . 2305 

Disposed  of  . 4678 

Cases  pending  December  31,  1923  .  627 

MEETINGS  OF 


Board  of  Appeals  . 

Board  of  Standards  and  Appeals  . . . 

Total  meetings  . 

Total  number  of  Inspections 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . •  • . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 
Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  ; . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Rules  approved  . 

Rules  disapproved  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . .  .  •  . . . . 

Requests  withdrawn  or  dismissed  . 


149 

189 

191 

65 

855 

8 

2 

115 

8 

6 

2 

22 

2 

0 

1 

35 

2 

4 

1 

6 

0 

3 

0 

10 

2 


Total 


1678 


THE  BOARDS. 


First 

Second 

Quarter 

Quarter 

16 

14 

12 

13 

28 

27 

5 

13 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Total 

10 

18 

58 

11 

18 

54 

21 

36 

112 

12 

6 

36 

ANNUAL  REPORT 


CASES  DISPOSED  OF  BY  BOARD  OF  APPEALS. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution . 

Miscellaneous  Applications  . 

First 

Quarter 

146 

107 

36 

Second 

Quarter 

117 

120 

43 

Third 

Quarter 

114 

76 

36 

Fourth 

Quarter 

216 

174 

39 

Grand 

Total 

593 

477 

154 

Total  disposed  of  . 

Board  of  Appeals  cases  pending  December  31,  1923  . . 

289 

280 

226 

429 

1224 

441 

CASES  DISPOSED  OF  BY  BOARD  OF  STANDARDS  AND  APPEALS. 


Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Miscellaneous  Applications  . 

Total  disposed  of 


First 

Quarter 

104 

5 

0 

22 
131 


Board  of  Standards  and  Appeals  cases  pending  December  31,  1923 

1922  CASES  DISPOSED  OF  IN  1923 


Second 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Quarter 

Total 

103 

60 

107 

374 

2 

3 

0 

10 

1 

2 

1 

4 

13 

9 

19 

63 

119 

74 

127 

451 

3  . 

186 

Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances,  1921-1922  . . 

Petitions  for  Adoption  of  Rules  . 

Theatre  Cases  Awaiting  Resolution  of  B.  of  A. 
Pier  Cases  on  Reserve  Calendar  . 


Pending 

Dec.  31, ’22 

1st  Quar. 

Disposed  of  1923 

2d  Quar.  3d  Quar.. 

4th  Qua: 

125 

88 

23 

13 

1 

134 

93 

36 

2 

1 

80 

65 

12 

3 

0 

1 

0 

0 

0 

1 

33 

3 

1 

1 

0 

14 

0 

0 

0 

0 

48 

0 

0 

0 

0 

Pending 

1924 

0 

2 

0 

.28 

0 

14 

48 


Total 


435  249 


1923  CASES  PENDING  FIRST  QUARTER  1924. 

Appeals  from  Administrative  Orders  . . 

Applications  under  Building  Zone  Resolution  . . ' 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  filed,  not  on  Reserve  Calendar  . .  .  . 

Petitions  for  Approval  of  Appliances,  1921-1922-1923,  on  Reserve  Calendar  ..... 

Petitions  for  Adoption  of  Rules  . 

Theatre  Cases  Awaiting  Resolution  of  B.  of  A.,  1921-1922,  on  Reserve  Calendar 
Pier  Cases,  1919-1920-1921,  on  Reserve  C-lendar  . 

Total . 


MONEYS  RECEIVED. 


208 

167 

92 

26 

63 

5 

18 

48 


627 


Subscriptions  to  Bulletin  . 

Cash  Sales  of  Bulletin  . 

Total  (paid  to  Chamberlain) 


First 

Second 

Third 

Fourth 

Grand 

Quarter 

Quarter 

Quarter 

Quarter 

Total 

$198.75 

$285.00 

$129.25 

$216.25 

$829.25 

28.40 

20.25 

19.47 

24.54 

92.66 

$227.15 

$305.25 

$148.72 

$240.79 

$921.91 

REVIEW  (1916  TO  1923). 


Year 

Cases 

Requests 

Pending 

Previous 

Total 

to  Dis-  f  With- 

Filed 

Filed 

Year 

pose  of 

drawn 

1916 

502 

32 

0 

534 

39 

1917 

2620 

35 

136 

2791 

291 

1918 

1734 

160 

1232 

3126 

803 

1919 

1005 

73 

70 

1148 

105 

1920 

793 

114 

90 

997 

84 

1921 

1720 

176 

90 

1986 

102 

1922 

1575 

405 

389 

2369 

171 

1923 

1562 

308 

435 

2305 

149 

Total 

11511 

1303 

2442 

15256 

1744 

WILLIAM  J.  O’GORMAN,  Secretary. 


Disposed  of  as  Follows : 


Dis- 

Cases 

Granted 

Request 

Total 

Pending 

missed 

Denied 

etc. 

Actions 

Cases 

Dec.  31st 

64 

59 

204 

32 

398 

136 

154 

241 

838 

35 

1559 

1232 

666 

418 

1009 

160 

3056 

70 

47 

271 

•  594 

41 

1058 

90 

100 

233 

457 

33 

907 

90 

296 

337 

827 

35 

1597 

389 

195 

262 

1025 

281 

1934 

435 

189 

193 

928 

219 

1678 

627 

1711 

2014 

5882 

836 

12187 

3069 

Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  January  31,  1924  .... 

Restored  to  calendar  . . 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification  . .  •  •  • 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total . 

Disposed  of  . -  " 

Cases  pending  January  31,  1924  . 


DISPOSITION  OF  CASES. 

627  Withdrawn  . 

Dismissed  . 

Denied . 

157  Granted  . 

Granted  on  condition  . 

Appliances  approved  . .. . ; . 

4  Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  . 

Miscellaneous  Actions. 

9  Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

0  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

6  Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

1  Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . . . 

1  Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  . 

2  Requests  for  extension  of  permit  granted, . . 

Request  for  extension  of  permit  denied  . 

2  Requests  to  install  granted  . 

Requests  to  install  denied  . 

0  Administrative  requests  granted  . 

Administrative  requests  denied  . . 

2  Interpretations  . •  ••• . 

Requests  withdrawn  or  dismissed  . 

811  Total . 

173 


638 


- 


2: 

21 

2( 

* 


■ 


1 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
md  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
o  all  lawyers,  architects  and  engineers  representing  owners 
i>r  lessees  in  proceedings  before  these,  boards— 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  .  ,  , 

Second,  That  due  and  ample  notice  of  the  date  set  for 

hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 

hearing  can  be  entertained  in  view  of  this  publication  and 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 


XT  avit  r\7 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  t; 
offices  of  the  board  and  of  the  further  publication  of  t: 
calendars  in  The  Record  and  Guide  and  in  various  nev- 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  1: 
date  for  he  hearing  in  his  case,  and  that  the  plea  f 
failure  to  receive  such  notice  is  no  excuse  for  neglect  : 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose 
all  cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  admimstrati 
official  in  enforcing  his  order;  therefore,  no  appeal  0 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failil 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  ’ 
any  other  method  of  delay. 


Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS  Please  mail  THE 


THE  BULLETIN 
BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for 


1924. 
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All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 

given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  February 
5,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
February  5,  1924. 

Corrections. 

Rules  Adopted. 

Reserve  Calendar.  ,  • 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

THF  II Wary  m r  yM< 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  I  P.  M. 

*  .  .  ^ 1  A  q  i 

Any  communication  purporting  to 'Wan  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  unttTif  is"  Tiled  on  tha.f»t«i.  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

„  T!]e  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any. 
and  will  be  called  in  Room  919,  on  Wednesday,  February  13, 
1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 
on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  ■  on 
/  uesday.  February  19.  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,.  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  AnT  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  o,f  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Piled  Week  Ending  February  7,  1924. 

No.  Department  Premises  Affectid 


188-24-S . . 

...B.B.M.  ..133  W.  14th  st.,  Man. 

Variation  of  Labor  Law. 

187-24-BZ - 

BBM.  ..327-329  E.  111th  st.,  Man. 

Alt.  1119-1923. 

186-24-BZ. . . . 

.B.B.B.  ...532-538  65th  st.,  Bklyn. 

N.  B.  393-1924.  ■ 

185-24-S . 

F  D . 291  3rd  ave.,  Man. 

L.  D.  53786. 

184-24-S . 

F.D . N.  S.  35th  st.,  2nd  to  3rd  aves., 

Bklyn. 

Variation  of  Labor  Law. 

183-24- A . 

FD . 321  Pearl  st.,  Man. 

L.  C.  22352. 

182-24- A . 

...F.D . 23  Bowery,  Man. 

F-46941. 

181-24- A - 

..F.D . W.  S.  Cropsey  lane,  250  ft.  S. 

Cropsey  ave.,  ft.  of  Graves¬ 
end  Bay,  Bklyn.  F-51991. 

180-24-S . 

...F.D . 59  E.  9th  st.,  Man. 

L.  D.  51417. 

179-24- A - 

_ F.D . 398-400  Concord  ave.,  Bx. 

Alt.  1629-^1923. 

178-24- A - 

_ F.D . 532  E.  137th  st.,  Bx. 

L.  C.  21792. 

177-24- A - 

F.D .  1208  Richmond  ave.,  Granite- 

ville,  S.  I.,  Rich.  L.  C.  22277. 

176-24-BZ.. . 

_ B.B.Bx.  ..237  E.  203rd  st.,  Bx. 

Alt.  13-1924. 

175-24- A - 

_ F.D . 71-79  Otsego  st.,  Bklyn. 

C-850491. 

174-24- A - 

_ B.B.M.  ..1421  5th  ave.,  Man. 

Re:  Certif.  of  Occupancy. 

173-24- A - 

_ F.D . 218-220  Oakland  st.,  Bklyn. 

L.  F.  51543. 

172-24- A. .  . . 

. F.D . 554  Flushing  ave.,  Bklyn. 

F-51780. 

171-24- A - 

. F.D . 420  Oakland  st.  and  1-15  Page 

ave.,  Q.  F-51980-519S1. 

170-24- A. . . 

. B.B.M.  ..200-206  W.  51st  st.,  Man. 

N.  B.  111-1922. 

169-24- A. . . 

. B.B.M.  ..4-6  Union  sq.,  Man. 

Certificate  5521-1922. 

168-24-BZ. . . 

_ B.B.Bx.  ..1000  E.  172nd  st.,  Bx. 

Alt.  9-1924. 

167-24-S. . . . 

. B.B.M.  ..252-258  W.  37th  st.,  Man. 

Variation  of  Labor  Law. 

166-24- A. .  . 

. F.D . 232-234  E.  111th  st.,  Man. 

L.  C.  22031. 

165-24-A. . . 

. F.D . 312-316  E.  23rd  st.,  Man. 

F-53278. 

164-24-S . .  . 

. B.B.M.  ..340-342  E.  27th  st.,  Man. 

Variation  of  Labor  Law. 

163-24-BZ. . 

. B.B.M.  ..111-117  W.  89th  st.,  Man. 

N.  B.  662-1923. 

162-24-BZ. . 

. F.D . S.  W.  C.  16th  ave.  & -27th  st., 

Beechhurst,  Q.  L.  C.  85299. 

161-24-A. . . 

. F.D . 70-74  Lafayette  st.,  Man. 

F-50785,  50786  and  50787. 
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160-24-S . F.D .  70-74  Lafayette  st.,  Man. 

L.  D.  50784. 

159-24- A . F.D . 132-140  W.  125th  st.,  Man. 

_ _  F-51406. 

158-24- A . F.D . 422  Claremont  pkway.,  Bx. 

- -  L.  C.  21111. 

Restored  to  Calendar. 

604-23-BZ . F.D . 2320-2322  Morris  ave.,  Bx. 

-  C-17550. 

558-23-BZ . B.B.B.  ..62-100  Empire  blvd.,  Bklyn. 

-  N.  B.  6748-1923. 

1311-23-A . F.D . 71-79  W.  23rd  st.,  Man. 

-  L.  C.  20783. 

178-23-A . F.D . 438-442  E.  166th  st.,  Bx. 

L.  C.  16104. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  February  13,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

844-23-BZ. 

APPLICANT— John  J.  Kearney,  for  Henry  M.  Arm- 
sheimer,  owner. 

PREMISES— 2947  Bainbridge  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  motor  vehicles,  one 
space  rented  to  persons  not  residing  on  the  prem¬ 
ises. 

1359-23-BZ. 

APPLICANT— William  F.  Doyle,  for  President  Franklin 
Oorp.,  owner. 

PREMISES— Southwest  corner  President  street  and  Frank¬ 
lin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1453-23-BZ. 

APPLICANT— Times  Triangle  Investors,  Inc.,  owner. 

PREMISES— 852-858  Cypress  avenue,  Ridgewood,  Queens. 

TO  PERMIT  in  a  business  district  extending  into  a  resi¬ 
dence  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  business  purposes. 

1540-23-BZ. 

APPLICANT— Charles  P.  Cannella,  for  Jacob  Baum, 
owner. 

PREMISES— 1249  Avenue  U,  Brooklyn. 

TO  PERMIT  the  extension  into  a  residence  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  business  purposes  on  first  story. 


CALENDAR 


1543-23-BZ. 

APPLICANT— .Edward  L.  Larkin,  for  Rexburg  Realty 
Corporation,  owner. 

PREMISES— West  side  Webster  avenue,  772  ft.  north  of 
169th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

36-24-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Ida  Midonick,  owner. 

PREMISES— 50-60  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1433-23-BZ. 

APPLICANT— John  De  Hart,  for  Stefan  Noskewicz, 
owner. 

PREMISES  Northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in  part  for  busi¬ 
ness  purposes. 


BOARD  OF  APPEALS. 

W ednesday,  February  13,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

927-23-A — 418  East  15th  street,  Manhattan. 

965-23-A  545  East  75th  street,  Manhattan. 

1328-23-A — 277  Greene  avenue,  Brooklyn. 

1418-23-A — 81-95  Wallabout  street,  Brooklyn. 

1430-23-A — 4-10  John  street,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

1471-23-A — 342  West  24th  street,  Manhattan. 

1479-23-A — 46  8th  avenue'  Brooklyn. 

1091-23-A — 68  East  11th  street,  Manhattan. 

1118-23-A — 853  Jackson  avenue,  The  Bronx. 

1139-23-A — 133  Crosby  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning ,  February  13,  1924  at 
10  o  clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  NO.  1128-23-BZ— Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1210-23-BZ— Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Henry 
C.  Brucker,  architect,  on  behalf  of 
George  Hummel,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  ^n  extension  to  an  ex¬ 
isting  building  used  for  business  pur¬ 
poses;  premises  2365  Myrtle  avenue, 
Brooklyn. 


(al.  no.  121 2-23-BZ— Application,  October  24,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Mary  ICatz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage-  of 
more  than  five  (5)  motor  vehicles; 
premises  1115-1119  Intervale  avenue, 
The  Bronx. 

<  al.  no.  1297-23-BZ— Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

(  al.  no.  1349-23-BZ— Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  1404-23-BZ — Application,  November  30,  1923,  under 
the  building  zone  resolution,  of  Charles 
D.  Strang  and  Tinea  Strang,  appli¬ 
cants  and  owners,  to  permit  in  a  busi¬ 
ness  district  the  change  of  occupancy 
from  manufacturing  and  dead  storage 
to  the  use  of  fur  dressing;  premises 
178-180  S.  Portland  avenue,  Brooklyn. 

.  CAL-  N0-  1494-23-BZ — Application,  December  18,  1923,  under 

the  building  zone  resolution,  of  Mc- 
Kown  &  Condon,  applicants,  on  behalf 
of  Broadway-94th  Street  Realty  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
West  95th  street,  Manhattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
*  (2)  commercial  motor  vehicles;  prem¬ 

ises  1029  41st  street,  Brooklyn. 

cal.  no.  1133-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
Philip  Bardes,  architect,  on  behalf  of 
Hyman  Hermele  and  Samuel  Heft, 
owners,  to  permit  in  a  business  district 
the  alteration  and  extension  in  height 
of  a  one-story  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1005-1007  Intervale 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  February  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1327-23-S — 277  Greene  avenue,  Brooklyn. 

1462-23-S— 158-160  West  26th  street,  Manhattan. 

1532-23-S — 17  East  53rd  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1120-23-S— 43  West  28th  street,  Manhattan. 

1421-23-S— 151-157  33rd  street,  Brooklyn. 

1423-23-S — '434-440  East  165th  street,  The  Bronx. 
1419-23-S — 2133  1st  avenue,  Manhattan. 

1383-23-S — 2238  Gravesend  avenue,  Brooklyn. 

1119-23-S— 233-243  Greene  street,  Brooklyn. 

1472-23-S — 830  Broadway,  Manhattan. 

1526-23-S — 33  East  20th  street,  Manhattan. 

1542-23-S — 224-232  West  35th  street,  Manhattan. 

1559-23-S — 2  1st  street,  Manhattan. 

165-23-S — 144  West  23rd  street,  Manhattan. 

103-24-S — 150  Broadway,  Manhattan. 

42-24-S — 104-112  West  29th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
14‘87-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA— Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23- S A — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

RULES. 

280-22-S— Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  Motion  Picture 
Theatres. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  19,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1211-23-BZ. 

APPLICANT — William  F.  Doyle,  for  James  E.  Meehan, 
owner. 

PREMISES — West  side  St.  Nicholas  avenue,  101  ft.  south 
of  West  145th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1240-23-BZ. 

APPLICANT — John  De  Hart,  for  Edna  E.  Patterson  and 
Everett  M.  Corner,  owners. 

PREMISES— 1471-1477  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1425-23-BZ. 

APPLICANT— Harry  A.  Yarish,  for  James  Fennimore, 
owner. 

PREMISES — 546-550  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 


1460-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Brooklyn  Realty 
Corporation,  owner. 

PREMISES— 1239-1249  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  'for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1507-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Spencer  Aldrich, 
owner. 

PREMISES— 4101-1113  Prospect  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  maim 
tenance  of  a  garage  for  the  storage  of  more!  than 
five  (5)  motor  vehicles. 

28-24-BZ. 

APPLICANT— Thomas  A.  Williams,  for  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner. 

PREMISES— 46  West  96th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  laundry  building. 

43-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Sophia  B.  Arfman, 
owner. 

PREMISES— 176  Underhill  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a  residence  use 
to  a  business  use. 

908-23-BZ. 

APPLICANT— Benjamin  Antin,  for  Dora  Ebenstein, 
owner. 

PREMISES— 308  East  173rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  one-story  extension  to  an  existing  resi¬ 
dence  building,  and  to  be  used  for  business  purposes. 

20- 24-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  A.  A.  A.  Hold¬ 
ing  Co.,  owner. 

PREMISES— 2217-2227  Neptune  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district!  extending  from 
an  unrestricted  district  the  change  _  of  occupancy 
from  a  storage  warehouse  to  a  dyeing  plant. 

21- 24-BZ. 

APPLICANT— John  McGuinness,  for  Ambassador  Hotel 
Corp.,  owner. 

PREMISES— 34.1-351  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  construction  and 
maintenance  of  an  electric  sign. 


BOARD  OF  APPEALS. 

Tuesday,  February  19,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1324-23-A — South  side  of  Avenue  H,  from  32nd  street 
to  38th  street,  Brooklyn. 

1330-23-A — 25  Pine  street,  Manhattan. 

1382-23- A — 127-131  West  25th  street,  Manhattan. 

1394- 23-A— 318-320  West  46th  street,  Manhattan. 

1395- 23- A — '545-551  Ocean  avenue,  Brooklyn. 

1405-23-A — 35  6th  avenue,  Manhattan. 

1473-23-A — 29  West  17th  street,  Manhattan. 

1482-23-A — 327-331  Madison  avenue,  Manhattan. 

1495-23- A — 17  West  31st  street,  Manhattan. 

1534-23-A — 2  1st  street,  Manhattan. 
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i-  ■  ■  - - - 

1535-23- A— 3-5  1st  street,  Manhattan. 

1545-23-A— 41-43  West  63rd  street,  Manhattan. 

1551-23-A — 435-453  Park  avenue,  Brooklyn. 

8-24-A— 186  East  64th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  19,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 

cal.  no.  1502-23-BZ — Application,  December  19,  1923,  under 
the  building  zone  resolution,  of  Isaac 
H.  Lubin,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  the  basement  and 
the  conversion  of  occupancy  of  the 
basement  from  residence  to  manufac¬ 
turing  purposes ;  premises  334  East 
50th  street,  Manhattan. 

cal.  no.  1510-23-BZ— Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Morris  Schrimann,  owner,  to  permit 
in  a  residence  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  west  side  of 
Merriam  avenue,  360.78  ft.  south  of 
170th  street,  The  Bronx. 

cal.  no.  1372-23-BZ — Appplication,  November  24,  1923, 
under  the  building  zone  resolution,  of 
Harry  A.  Yarish,  architect,  on  behalf 
of  Alexander  Fox,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  300-310  Winthrop 
street,  southeast  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1478-23-BZ — Application,  December  14,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Michael  J.  Adrian  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garags 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  200-208  East 
111th  street  and  2013-2027  3rd  avenue, 
Manhattan. 

cal.  no.  921-23-BZ — 'Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  distriot  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1086-23-BZ— Application,  September  14,  ,1923, 
under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street, 
Brooklyn. 

CAL.  NO.  1156-23-BZ — 'Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamer schlag, 


Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

CAL.  no.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  1509-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Emily  D.  Hogan  and  Mary  C.  Har- 
nish,  owners,  to  permit  in  a  residence 
“B”  area  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also 
the  omission  of  a  rear  yard  as  re¬ 
quired  by  the  zone  resolution ;  premises 
south  side  of  Evelyn  place,  100  ft. 
west  of  Jerome  avenue,  The  Bronx. 

cal.  no.  1111-23-BZ — 'Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitz 
&  Hulse,  aplicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  building  zone  reso¬ 
lution;  premises  ,139-147  West  street, 
90-110  Barclay  street,  202-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

cal.  no.  1178-23-BZ — Application,  October  16,  1923,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Mur¬ 
ray  M.  Shindel,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  279-285  Vernon  avenue, 
Brooklyn. 

cal.  no.  1292-23-BZ — Application,  November  12,  1923,  under 
the  building  zone  resolution,  of  Frank 
Shary  and  Emma  Shary,  applicants  and 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle;  premises  761 
East  230th  street,  The  Bronx. 

cal.  no.  1316-23-BZ — Applicatoin,  November  15,  1923,  under 
the  building  zone  resolution,  of  John 
Lavelle,  applicant  and  lessee,  Maud  E. 
Kimball,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
business  occupancy  in  basement  of  an 
existing  residence  building;  premises 
167  West  73rd  stret,  Manhattan. 

cal.  no.  1475-23-BZ— Application,  December  14,  ,1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Wm. 
Danenbaum,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3158  Webster  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


191 


CALENDAR 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  19,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1449-23-A — 13  Broadway,  Flushing,  Queens. 

1463-23- A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fied¬ 
ler  avenue,  Tompkinsville,  S.  I.,  Richmond. 

1252-23-A — 107  East  126th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

861-23-A— 60-62  West  116th  street,  Manhattan. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1307-23- A — 38-44  West  40th  street,  Manhattan. 

169- 24-A — 4-6  Union  square,  Manhattan. 

170- 24-A — 200-6  West  51st  street,  1640-50  Broadway  and 

778.-80  Seventh  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  February  19,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave> 
nue,  The  Bronx. 

cal.  NO.  497-23-BZ — Application,  April  24,  1923,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  G 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

cal.  no.  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

cal.  no.  932-23-BZ — /Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murray 
Klein,  applicant,  on  behalf  of  Asher 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  5002-5012  7th 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080- 23-A— 196  19th  street,  Brooklyn. 

1160-23-A — 27-29  West  4th  street,  Manhattan. 

1257-23- A— Foot  of  67th  street,  South  Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 

178-23-A— 438-442  East  166th  street,  Bronx. 

1311-23-A — 71-79  West  23rd  street,  Manhattan. 

7-24- A — 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

9-24-A — 138-140  East  6 1st  street,  Manhattan. 

16- 24-A — '1342  Park  avenue,  Manhattan. 

17- 24- A — 2-10  Evergreen  avenue,  Brooklyn. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

27-24-A — 218  East  9th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  .a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  26,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1165-23-BZ — Application,  October  10,  ,1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1100-23-BZ — Appliatipn,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  1508-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Abra¬ 
ham  Singer,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  631-637  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  84-23-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Thomas 
I.  Sheridan,  applicant,  on  behalf  of 
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Samuel  Block,  owner,  for  a  re-hearing 
of  an  application  previously  denied,  to 
permit  in  a  business  district  alteration 
of  existing  building  and  change  of  oc¬ 
cupancy  from  manufacturing  of  motion 
picture  films  to  garage  for  more  than 
five  (5)  motor  vehicles ;  premises  69- 
71  West  90th  street,  Manhattan. 

cal.  no.  733-23-BZ— (Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  3420  Olinville  avenue,  The 
Bronx. 

cal.  no.  854-23-BZ— Application,  July  3,  1923,  under  the 
building  zone  resolution,  of  Edward  L. 
Larkin,  applicant,  on  behalf  of  Rex- 
burg  Realty  Corporation,  owner,  to 
permit  the  extesnion  into  a  residence 
district  the  erection  and  maintenance 
of  a  theatre  building;  premises  north¬ 
west  corner  of  170th  street  and  College 
avenue,  The  Bronx. 

cal.  no.  907-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Samuel  A. 
Kelsey,  applicant,'  on  behalf  of  Amelia 
E.  Kelsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  change  of  occupancy 
in  part  from  residence  to  a  business 
use,  to  be  used  as  real  estate  office; 
premises  229  West  137th  street,  Man¬ 
hattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217-23-S— 147-149  West  29th  street,  Manhattan. 
1448-23-S — 137-139  Grand  street,  Manhattan. 

1552-23-S— 118  Madison  avenue,  Manhattan. 

1270-23- S— 361  7th  avenue,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1159-23-S — 806  6th  avenue,  Manhattan. 

1333-23-S — >170  Greene  street,  Manhattan. 

1348-23-S — 350  4th  avenue,  Manhattan. 

1412-23-S — 174  Duffield  street,  Brooklyn. 

1461-23-S — '23  West  20th  street,  Manhattan. 

1477-23-S — 521  Broome  street  and  22  Watts  street,  Man¬ 
hattan. 

1546-23-S— 648-652  East  12th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1515-23-SA— Apartment  House  Oil  Burner  A-25,  approval 
of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  4,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 
1024-23-A— Northeast  corner  of  Boerum  and  White  streets, 
Brooklyn. 


11 58-23- A — 537-547  West  53rd  street,  Manhattan. 

1281-23-A — 149-151  Baxter  street,  Manhattan. 

1413-23-A — 149-153  Columbus  avenue,  Manhattan. 

1445-23- A — 37-39  Murray  street,  Manhattan. 

1483-23-A— 424-426  East  62nd  street,  Manhattan. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

1527-23-A — 1219  103rd  street,  Ozone  Park,  Queens. 

1555-23- A— 4360-4376  Broadway,  Manhattan. 

1161-23-A — 400  East  198th  street,  The  Bronx. 

1432-23-A — 157-159  East  128th  street,  Manhattan. 

40- 24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

41- 24-A — 106-108  Fulton  street,  Manhattan. 

45- 24-A— 13  University  place,  Manhattan. 

46- 24-A — 33-43  Degraw  street,  Brooklyn. 

Under  the  Pudding  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  4,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1529-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  consulting  engineer,  on  be¬ 
half  of  Alphonse  Freund,  Frederick  A. 
Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  West  83rd  street, 
Manhattan. 

cal.  no.  1489-23-BZ— Application,  December  17,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
John  Reinschmidt  and  H.  H.  Snede- 
ker,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  east  side  Franklin  avenue,  236.50 
ft.  south  of  East  166th  street,  The 
Bronx. 

cal.  no.  1138-23-BZ— Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

cal.  no.  1386-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Broadway  Marlboro  Realty  Corp., 
owner,  to  permit  in  a  two-times  height 
district  the  erection  of  part  of  the 
front  wall  of  a  building  without  a  set¬ 
back  to  a  height  exceeding  the  limit 
set  by  the  building  zone  resolution ; 
premises  1351-1365  Broadway,  north¬ 
west  corner  of  West  36th  street,  Man¬ 
hattan. 

cal.  no.  1389-23-BZ— Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  John 
Morrison,  applicant  and  owner,  to  per¬ 
mit  in  a  residential  “E”  area  district 
the  erection  and  maintenance  of  a  resi¬ 
dence  building  occupying  more  than  30 
per  cent  of  interior  lots  above  a  hori- 
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zontal  plane  18  ft.  above  the  curb 
level ;  premises  4634-4646  Bay  Park¬ 
way,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  4,  1924,  at  2  fi.  in. 

Petitions  for  Variations. 

1501-23-S — 12  West  19th  street,  Manhattan. 


1505-23-S— 130  Madison  avenue,  Manhattan. 
44-24-S — 218-222  West  34th  street,  Manhattan. 
18-24-S — 14-16  East  38th  street,  Alanhattan. 
33-24-S — 22-32  Sheriff  street,  Afanhattan. 
49-24-S — 84-94  Broome  street,  Manhattan. 

81- 24-S — 146-152  West  29th  street,  Afanhattan. 

82- 24-S — 209-211  West  26th  street,  Manhattan. 
57-24-S — 222-224  West  37th  street,  Afanhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  AfORNING,  FEBRUARY  5,  1924. 

Present:  Chairman  Walsh,  Afessrs.  Beatty,  Boulton, 

Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  board  of 
appeals,  held  on  Friday  morning,  January  25,  1924,  and 
the  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  January  29,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  6,  Vol.  IX. 


APPEALS  FROAI  ADAIINISTRATIVE  ORDERS. 
1384-23- A. 

APPELLANT — New  York  Button  Works,  Inc.,  lessee. 
SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREAIISES  AFFECTED — 139-141  West  19th  street  Afan- 


hattan. 

APPEARANCES— 

For  Appellant:  James  B.  Kilsheiner  and  Louis 

Rosenberg. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Alessrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1384-23-A) 

Whereas,  New  York  Button  Works,  Inc.,  lessee,  filed, 
November  26,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
139-141  West  19th  street,  Alanhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  5,  ,1923,  reads : 

“Referring  to  your  application  for  a  permit  to  store 
and  use  250  pounds  of  celluloid  in  building  139-141 
West  19th  Street,  you  are  hereby  informed  that  your 
application  has  been  disapproved  for  the  following 
reasons : 

“Your  premises  in  this  building  and  your  premises 
in  adjoining  and  communicating  non-fireproof  building 
is  deemed  to  be  all  one  occupancy.  These  two  build¬ 
ings  connect  and  have  one  sprinkler  system. 

“Because  part  of  the  occupancy  is  located  in  a  non- 
fireproof  building  you  are  hereby  ordered  to : 

“1.  Remove  all  nitro-cellulose  products  from  both 
buildings.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in 
height,  40  ft.  by  48  ft.  in  area;  equipped  with  a  sprinl.ler 
and  standpipe  system;  OCCUPIED  as  a  tenant  factory 


75  persons  in  entire  building,  appellant  occupying  the  6th 
story  for  the  manufacture  of  metal  and  celluloid  buttons; 
and 

Whereas,  there  is  a  horizontal  opening  in  the  west 
wall  of  these  premises,  protected  with  fire  doors,  to  the 
6th  story  of  an  adjoining  non-fireproof  building,  also  oc¬ 
cupied  by  appellant  for  the  storage  of  finished  products 
in  paper  cartons ;  and 

Whereas,  appellant  contends  that  a  standpipe  order  is¬ 
sued  by  the  fire  department  was  complied  with  when  it 
was  decided  the  non-fireproof  building  was  a  separate 
structure;  that  the  finished  stock  in  the  non-fireproof  por¬ 
tion  will  be  removed  in  a  short  period ;  that  the  main 
stock  of  celluloid  (250  pounds)  is  stored  in  a  sprinklered 
fireproof  container,  vented  to  the  outer  air  through  open¬ 
ing  in  a  fixed  window. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  manufacturing  or  assem¬ 
blage  of  the  work  conducted  on  these  premises  be  con¬ 
fined  to  the  fireproof  structure,  provided  the  celluloid  regu¬ 
lations  are  complied  with  in  all  other  respects ;  and  so 
far  as  the  order  affects  the  non-fireproof  building  adjoin¬ 
ing,  the  appeal  is  granted  on  condition  that  not  more  than 
50  pounds  of  the  finished  product  on  sale  and  for  dis¬ 
play  be  maintained  in  this  building,  and  on  further  condi¬ 
tion  that  the  floor  in  this  non-fireproof  section,  in  which 
the  sales  and  display  are  maintained,  shall  be  sprinklered. 


1393-23-A. 

APPELLANT — William  Higginson,  for  Brett  Lithograph¬ 
ing  Co.,'  owner. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — South  side  Meadow  street,  ex¬ 
tending  from  Pearson  street  to  Anable  avenue, 
L.  I.  City,  Queens.  . 

APPEARANCES— 

For  Appellant:  C.  Higginson. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(1393-23-A) 

Whereas,  William  Higginson,  for  Brett  Lithographing 
Co.,  owner,  filed,  November  27,  1923,  an  appeal,  with  the 
board  oi  appeals,  from  an  order  of  the  fire  commissioner, 
affec'Ag  premises  south  side  of  Meadow  street,  extending 
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from  Pearson  street  to  Anable  avenue,  Long  Island  City, 
Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  5,  1923,  reads: 

“Order  No.  51043-F : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  four  stories  (58 
ft.)  in  height,  200  ft.  by  80  ft.  (16,000  sq.  ft.)  in  area. 
OCCUPIED:  1st  story,  storage  of  glass,  6  persons;  2nd 
story,  lithographing,  25  persons ;  3rd  story,  lithographing, 
40  persons ;  4th  story,  lithographing,  54  persons ;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  an  automatic  sprinkler  system  with  a  30,000  gallon 
source  of  supply,  an  interior  fire  alarm  signal  system,  port¬ 
able  fire  extinguishers  and  two  Siamese  connections ;  that 
a  similar  order  was  issued  by*  the  fire  department  in  1919, 
which  was  modified  by  the  board  of  review  by  requesting 
the  installation  of  a  1^4  in.  outlet  with  hose  on  each 
floor,  connected  to  the  sprinkler  system,  and  further  con¬ 
tends  that  this  work  has  been  done. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  existing  sprinkler  system 
shall  be  brought  up  to  standard,  supplied  from  the  existing 
30,000  gallon  gravity  tank ;  all  hose  outlets  on  the  sprinkler 
system  to  be  disconnected  and  permanently  capped,  and 
granted  so  long  as  the  present  occupancy  and  use  rernain 
substantially  unchanged. 


1449-23-A. 

APPELLANT — Gill  &  Striker,  lessees. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED'— 13  Broadway,  Flushing,  Queens. 
APPEARANCES— 

For  Appellant :  Thomas  Gill. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  19,  .1924, 
at  2  p.  m.,  to  make  application  for  permit  to  fire 
department. 


1463-23-A. 

APPELLANT — James  Whitford,  for  Tompkinsville 

Amusement  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner 
PREMISES  AFFECTED — South  side  Richmond  turnpike. 

275  ft.  east  of  Fiedler  avenue,  Richmond. 
APPEARANCES— 

For  Appellant:  James  Whitford  and  Wm.  Roehrit. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
'  at  2  p.  m.,  to  determine  additional  street  mains 
available. 


1252-23-A. 

APPELLANT — A-  H.  Wilkinson,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — '107  East  126th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  A.  R.  Wilkinson. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 

1378-23-A. 

APPELLANT — Katzenstein  Brothers,  for  Tucker  Mfg. 
Co.,  lessee. 

SI  BTEC  T — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 27  Blast  137th  street,  Manhat¬ 
tan. 


APPEARANCES— 

'  For  Appellant :  Harry  Katzenstein. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . 0 

Absent  .  0 

THE  RESOLUTION: 


1 524-23-A — . 

APPELLANT— Albert  E.  Kleinert,  superintendent  of 
buildings,  Brooklyn. 

SUBJECT — Revocation  of  permit  No.  11314-22  issued  to 
Toseph  F.  Suessle,  224  St.  Nicholas  avenue,  Brook- 
■  lyn. 

PREMISES  AFFECTED — 803-811  Avenue  P,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Inspector  Henry  Lath  of  bureau  of 
buildings. 

For  Opposition  :  Leonard  Rucci.  1 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
at  2  p.  m.,  for  final  disposition,  on  request  of  op¬ 
position. 


1 124-23-A. 

APPELLANT — Frank  Klein,  lessee. 

SUBTF.CT — Appeal .  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 71  Nassau  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Robert'S.  Tipping. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative .  0 

Absent  .  0 


,1305-23- A. 

APPELLANT — Samuel  Rosenblum,  for  Case  Holding  Co., 
lessee. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 233-239  West  42nd  street,  Man¬ 
hattan. 


(1378-23-A) 

Whereas,  Katzenstein  Brothers,  for  Tucker  Mfg.  Co., 
lessee,,  filed,  November  26,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  27  East  137th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  10,  1923,  reads: 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.” ; 

and 

Whereas,  the  building  is  frame,  one  story  in  height, 
40  ft.  by  50  ft.  in  area;  OCCUPIED  for  storage  of  calf 
skins  and  hides  and  as  a  garage  for  two  commercial 
motor  vehicles,  4  persons. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  use  not  extending  beyond  August 
1,  1924,  permitting  the  storage  of  two  (2)  automobiles, 
the  property  of  the  occupant  of  the  premises,  on  condition 
that  there  shall  be  no  gdsoline  storage  other  than  in  tanks 
of  cars  maintained  on  premises. 
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APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OI7  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . .  •  0 

Absent  .  0 

THE  RESOLUTION: 


( 1305-23-A) 

Whereas,  Samuel  Rosenblum,  for  Case  Holding  Co., 
lessee,  filed,  November  14,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  233-9  West  42nd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  31,  1923,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  North  side  of  build¬ 
ing,  *  * 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  80  ft.  by  87  ft.  in  area.  OCCUPIED:  1st  story, 
stores  and  offices,  33  persons ;  2nd  to  6th  stories,  inch, 
offices,  45  persons  per  story ;  and 

Whereas,  appellant  contends  that  the  exposures  to  the 
north  are  windows  in  dressing  rooms  of  a  theatre  and 
that  these  windows  are  fireproof. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  openings  in  rear  wall, 
with  the  exception  of  the  four  (4)  westerly  openings  on 
each  story,  be  provided  with  iron  shutters  or  fireproof 
windows ;  granted  so  long  as  conditions  as  to  use  and 
occupancy  remain  substantially  unchanged. 


1313-23-A. 

APPELLANT — Croker  Fire  Prevention  Engineering  Co., 
for  Medalion  Novelty  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 208  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horowitz. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — i 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1313-23-A) 

Whereas,  Croker  Fire  Prev.  Eng.  Co.,  for  Medalion 
Nov.  Co.,  lessee,  filed,  November  15,  1923,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  208  Bowery,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  25,  1923,  reads : 

“1.  All  vertical  openings  between  floors,  including 
stairways,  elevators,  dumbwaiters,  etc.,  throughout  the 
building  must  be  enclosed  or  otherwise  protected  as 
specified  in  Articles  8  and  18  of  Building  Code. 

“4.  Discontinue  the  use  of  gas  radiator,  gas  heated 
roller  and  all  other  fire  or  flame  or  source  of  heat 


(except  steam  or  hot  water)  in  room  or  compartment 
where  nitro-cellulose  products  are  stored  or  used  for 
the  manufacture  of  articles  therefrom.  Section  234- 
1-,  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  16  ft.  8  in.  by  80  ft.  in  area.  OCCUPIED:  1st 
story,  restaurant,  3  persons  ;  2nd  story,  employment  agency 
and  cap  mfg.,  4  persons;  3rd  story,  medalions  (cellu¬ 
loid  covered),  4  persons;  and 

Whereas,  appellant  "contends  that  this  business  has  oc¬ 
cupied  these  premises  for  ten  years,  an  in  re :  Item  No.  1 
contends  the  stairway  is  now  enclosed  on  1st  story  with 
tile  and  metal  and  on  the  2nd  story  it  is  metal  covered 
on  both  sides ;  in  re :  Item/  No.  2,  contends  the  gas  steam 
radiator  is  40  ft.  from  place  where  celluloid  is  handled, 
and  asks  permission  to  store  five  (5)  pounds  of  celluloid. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  tnodified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  floor  area  in  which  the 
celluloid  work  is  conducted  shall  be  enclosed  by  parti¬ 
tions  of  approved  fire  retarding  material  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals,  any 
opening  therein  to  be  protected  with  self-closing,  fireproof 
door;  that  all  celluloid  used  in  the  conduct  of  the  busi¬ 
ness  shall  be  maintained  in  a  metal  cabinet ;  and  that  the 
quantity  of  celluloid  stored  on  premises  shall  not  exceed 
five  (5)  pounds. 


1459-23-A. 

APPELLANT— Ferdinand  Savignano,  for  Fried  &  Gelfand, 
lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 4805  New  Utrecht  avenue, 
Brooklyn. 

For  Appellant :  A.  W.  Lederer  and  Louis  Gel- 
■  fand. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — - 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1459-23-A) 

Whereas,  Ferdinand  Savignano,  for  Messrs.  Fried  and 
Gelfand,  lessees,  filed,  December  10,  1923,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  4805  New  Utrecht  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  14,  1923,  reads: 

“2.  Provide  an  automatic  sprinkler  system  supplied 
from  both  .approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  20  ft.  by  58  ft.  in  area;  OCCUPIED  manufacture 
of  celluloid  veneered  umbrella  handles,  8  persons;  and 

Whereas,  appellant  contends  that  not  more  than  50 
pounds  of  celluloid  will  be  kept  on  the  premises  and  that 
will  be  stored  in  an  approved  metal  cabinet;  that  the 
4  in.  motor-driven  saw  used  on  the  premises  is  used  for 
trimming  surplus  wood  from  the  handles,  and  it  is  pro¬ 
tected  with  sprinkler  head. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  total  amount  of  celluloid 
stored  on  the  premises  shall  not  exceed  40  pounds,  main- 
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tained  in  metal  cabinet,  which  cabinet  shall  be  equipped 
with  a  sprinkler  head,  supplied  from  house  supply,  and 
(/ranted  so  long  as  the  process  of  operation  and  conduct 
of  this  business  on  these  premises  remain  unchanged. 


1474-23-A. 

APPELLANT — Jack  G.  Leo,  owner. 

SUBJECT1 — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 60  East  191st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  J.  G.  Fink. 

ACTION  OF  BOARD — Laid  over  to  February  19,  (1924, 
at  2  p.  m.,  pending  report  from  fire  department’s 
representative. 


1480-23-A. 

APPELLANT — Strauch  Bros.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 327-347  Walnut  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant — Albert  T.  Strauch. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  . 0 

'Absent  . 0 

THE  RESOLUTION: 


(1480-23-A) 

Whereas,  Strauch  Bros.,  Inc.,  lessee,  filed,  December 
14,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  327- 
347  Walnut  avenue,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
November  23,  1923,  reads : 

“1.  Remove  all  paint,  varnish,  lacquer,  rosin,  tur¬ 
pentine,  oil,  hemp  and  cotton  from  the  premises.  *  *  * 

“6.  Provide  jets  of  water  where  saws  or  cutting 
tools  are  used  which  are  likely  to  heat  the  nitro¬ 
cellulose  product  to  the  firing  point  of  friction  or 
otherwise,  so  that  same  shall  continuously  play  upon 
the  point  of  contact. 

“8.  Protect  all  steam  pipes  or  risers  that  are  with¬ 
in  6  ft.  0  in.  of  floor  with  wire  guards  or  non¬ 
combustible  pipe  covering.  *  *  * 

“9.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“10.  Bottom  of  guard  shall  be  arranged  so  as  to 
lift  up  for  cleaning.  Section  235-9,  Chapter  10,  Arti¬ 
cle  19,  Code  of  Ordinances. 

“12.  Provide  a  sufficient  number  of  tote  boxes  of 
approved  construction  in  which  must  be  kept  mate¬ 
rials  and  articles  in  process  of  manufacture,  except 
such  as  are  kept  in  vaults  or  cabinets.  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
200  ft.  by  60  ft.  in  area ;  the  building  is  equipped  with 
sprinkler  system  and  standpipe  system  and  fire  buckets  in 
tanks;  OCCUPIED  for  the  manufacture  of  piano  actions, 
keys  and  hammers,  460  persons  in  entire  building ;  and 
Whereas,  appellant  contends  that  the  work  done  is  to 
glue  thin  sheets  of  celluloid  to  boards  and  with  a  band 
saw  cut  into  strips  forming  piano  keys ;  that  in  this  process 
there  is  no  accumulation  of  scraps,  the  resultant  dust  be¬ 
ing  collected  and  burned ;  that  all  radiators  are  from 
4  in.  to  6  in.  above  the  floor  and  all  risers  come  through 


the  floor  protected  with  sleeves  to  4  in.  above  the  floor ; 
that,  excepting  for  steam  cross  connections  on  ceiling,  all 
risers  are  asbestos  covered ;  that  there  is  no  open  flame 
on  the  premises,  and  all  machines  are  direct  motor-driven. 
,  Resolved,  that  the  order  of  the  fire  commissioner,  as 
regards  Item  1,  be  and  it  hereby  is  modified,  and  the  ap¬ 
peal  be  and  it  hereby  is  granted  on  condition  that  all 
paint,  varnish,  lacquer,  etc.,  shall  be  stored  and  maintained 
in  fireproof  vault,  and  that  a  quick-opening  valve  be  pro¬ 
vided  in  substitute  of  water  jets  (Item  5);  as  regards 
Items  9,  10  and  12,  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  not  more  than  100  pounds  of  celluloid 
shall  be  maintained  on  the  premises,  stored  in  a  fireproof 
brick  vault,  located  in  rear  yard  of  premises,  and  that 
not  more  than  25  pounds  shall  be  maintained  in  the  process 
of  manufacture  within  the  structure;  and,  regarding  Item 
8,  the  appeal  be  and  it  hereby  is  denied. 


147-21-A. 

'APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owners. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF-  BOARD— Laid  over  to  February  19,  1924, 
at  2  p.  m. 


4-24-A. 

APPELLANT— Murgatroyd  &  Ogden,  for  Allerton  38th 
St.  Co.,  Inc.,  owner.  1 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 18-22  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  Connell,  Holland  and  Kerby  -  6 

Negative  . .  0 

Absent :  Fire  Chief  Kenlon  . .  1 


BUILDING  ZONE  CASES. 


1447-23-BZ.  .  _  . 

APPLICANT— William  F.  Doyle,  for  Cedar  Land  Realty 


Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Southeast  corner  of  Jerome 
avenue  and  East  Tremont  avenue,  The  Bronx. 

APPEARANCES—  • 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Herman  A.  Brand. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  hire 

Chief  Kenlon  .  1 

Negative  . 

Absent  . 


THE  RESOLUTION: 


(1447-23-BZ) 

Whereas,  William  F.  Doyle,  for  Cedar  Land  Realty 
Co.,  owner,  filed,  December  7,  1923,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  motor  vehicles;  premises  southeas 
corner  of  Jerome  avenue  and  East  Tremont  avenue,  1  re 
Bronx ;  and  ^  _ J 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  East  Tre- 
mont  avenue  are  business  districts  and  Walton  avenue  is 
a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  3,  1923,  in  acting  on  N.  B.  App. 
2855-23,  reads: 

“Item  1 — Erection  of  proposed  garage  for  storage 
of  more  than  five  motor  vehicles  in  business  district 
is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  107  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  with  stores  in  the  1st  story,  East  Tremont  avenue 
front ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
Tremont  avenue  front  and  the  Jerome  avenue  _  corner  for 
a  depth  of  30  ft.  southerly  from  Jerome  avenue  front  be 
maintained  and  conducted  for  stores  or  shops  use.  only, 
separated  from  the  garage  by  an  unpierced  brick  wall; 
that  there  be  no  vehicular  exit  or  entrance  to  the  garage 
on  East  Tremont  avenue ;  that  vehicular  entrances  shall 
be.  restricted  to  the  Jerome  avenue  front  of  the  building; 
that  the  .  easterly  and  southerly  gable  walls  be  unpierced 
throughout  their  entire  height  and  length;  that  any  sky¬ 
lights  installed  shall  be  glazed  with  plain  glass,  equipped 
with  wire  guards  above  and  below ;  that  the  front  eleva¬ 
tions  on  East  Tremont  avenue  and  Jerome  avenue,  other 
than  the  show  windows,  shall  be  faced  with  front  brick 
and  architectural  terra  cotta  or  stone  trimmings ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiiulo, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3200  Villa  avenue,  The  Bronx 

APPEARANCES— 

'  For  Applicant :  Nathan  Langer  and  Louis  N. 

Adler. 

For  Opposition:  Leopold  Bissner  and  Michael  Bu- 

fano. 

ACTION  OF  BOARD— Laid  over'to  February  19,  1924, 
at  2  p.  m.,  to  support  appeal  by  consents. 


1385-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Max  Ludecke,  les¬ 
see.  i 

SUBJECT — Application  (re:  decision  of  superintendent  of 
!  buildings)  to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing 
business  building,  also  to  construct  building  over 
entire  lot  area,  omitting  a  rear  yard  as  required 
by  the  building  zone  resolution. 


PREMISES  AFFECTED— 150-152  West  127th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE)— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenton  .  7 

Negative  .  o 

Absent  .  0 


THE  RESOLUTION: 

(1385-23-BZ) 

Whereas,  William  F.  Doyle,  for  Catherine  Silberhorn, 
owner,  filed,  November  27,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  “B”  area  district 
the  alteration  and  extension,  of  an  existing  business  build¬ 
ing  to  cover  entire  lot  area,  omitting  a  rear  yard  as  re¬ 
quired  by  the  building  zone  resolution;  premises  150-152 
West  127th  street,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps'  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  127th  street  is  a 
residence  and  “B”  area  district,  West  126th  street  and 
Seventh  avenue  are  business  and  “B”  area  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build-  i 
ings,  rendered  November  23,  1923,  in  acting  on  Alt.  App. 
No.  2618-23,  reads: 

“1.  lAs  the  building  is  located  in  a  residence  dis¬ 
trict  the  proposed  extension  is  unlawful;  sec.  6a,  Build¬ 
ing  Zone  Resolution. 

“2.  Provide  lawful  rear  yard  to  conform  with  the 
requirements  of  sec.  16a  and  16b,  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  27J^ 
ft.  and  a  depth  of  100  ft.  in  the  ,1st  story  and  a  depth 
sof  80  ft.  above;  it  is  proposed  to  extend  the  existing 
one-story  extension  to  the  height  of  main  roof,  the  building 
thus  covering  entire  lot  area  in  each  story;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
A,  the  board  is  empowered  to  act  as  to  the  extension  of 
the*  u^e  and  the  board  deemed  that  as  adjoining  premises 
extended  the  full  depth  of  lot  there  would  be  hardship  in 
compelling  applicant  to  set  back.  I  | 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  gable  walls  ■ 
of  this  proposed  extension  be  unpierced  throughout  their 
entire  height  and  length ;  that  any  openings  in  the  rear 
shall  be  equipped  with  fixed  metal  sash,  glazed  with  trans¬ 
lucent  wire  glass ;  with  not  more  than  one  ventilator 
to  each  sash ;  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


420-23-BZ. 

APPLICANT — Henry  H.  Ehrlich,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  (2)  motor 
vehicles,  two  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

PREMISES  AFFECTED — 740  Sylvester  avenue  (for¬ 
merly  Mandsley  street),  Borough  of  Queens. 
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appearances— 

For  Applicant :  Henry  H.  Ehrlich. 

For  Opposition:  Dr.  David  F.  King  and  Charles 
Healy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . . . .  •  •  •  0 

Absent  .  0 

THE  RESOLUTION: 

(420-23-BZ) 

Whereas,  Henry  H.  Ehrlich,  owner,  filed,  April  10,  1923, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit,  for  a  temporary  period  of  two  (2)  years,  in  a  resi¬ 
dence  district,  the  maintenance  of  a  garage  for  the  stor¬ 
age  of  two  (2)  motor  vehicles,  two  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises;  premises  740  Sylvester 
avenue  (formerly  Mandsley  street),  Jamaica,  Borough  of 

Queens;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sylvester  avenue  and  Rem¬ 
ington  avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  28,  1923,  Order  No.  78488-LC,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  article  2  of  the  Building  Zone  Resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  20  ft.,  occupied  as  a  garage  for  two  motor 
vehicles,  space  rented  to  persons  not  residing  on  premises. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  two  automobiles  of  the  pleasure 
car  type,  space  for  which  may  be  rented  to  persons 
not  residing  on  the  premises,  .and  that  this  permission  is 
granted  for  a  temporary  period  not  extending  beyond  two 
years  from  the  date  of  this  action. 


1168-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Jennie  Reizenstein, 

owner.  1 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used 
for  business  purposes. 

PREMISES  AFFECTED— 284  Woodbine  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  J.  B.  Quinlan,  Jacob  Schiffer- 
decker. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby  and  Holland  . •  •  4 

Negative:  Messrs.  Beatty,  Connell  and  Fire 

Chief  Kenlon  .  3 

Absent  .  0 


THE  RESOLUTION: 

(1168-23-BZ) 

Whereas,  William  F.  Doyle,  for  Jennie  Reizenstein, 
owner,  filed,  October  11,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  building  to  be  used  for 
business  purposes;  premises  284  Woodbine  street,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodbine  street  and  Irving 
avenue  are  residence  districts  and  Ridgewood  avenue  is 
a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  2,  1923,  in  acting  on  Application  No. 
14693-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.  A  business  use  (stores)  in  a 
residential  district.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  80  ft.  and  a  depth  of  30  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  his  basis  of 
appeal  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1054-23-BZ. 

APPLICANT — F.  W.  Rinn,  for  Frank-  R.  Hewitt,  owner. 

SUBJECT  (re :  order  of  fire  commissioner)  to  permit 
in  a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  two  (2)  pleasure  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises.  ' 

PREMISES  AFFECTED — 2250  Aqueduct  avenue,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  F.  W.  Rinn. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  . 0 


THE  RESOLUTION: 

(1054-23-BZ) 

Whereas,  F.  W.  Rinn,  for  Frank  R.  Hewitt,  owner, 
filed,  September  4,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  two  (2)  pleas¬ 
ure  motor  vehicles,  two  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises;  premises  2250  Aqueduct  avenue, 
Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Aqueduct  avenue  and  Bu¬ 
chanan  place  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
August  16,  1923,  Order  No.  19432-C,  reads: 

“1.  Discontinue  the  use  of  premises  as  a  garage 
which  is  not  used  as  an  accessory  to  dwelling  on 
saim*  lot.” ; 

and 
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Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  I8J/2 
ft.  and  a  depth  of  25  ft.,  located  at  the  rear  of  a  frame 
dwelling,  occupied  as  a  garage  for  two  motor  vehicles ; 
and 

Whereas,  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  85  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  ca¬ 
pacity  of  the  garage  be  limited  to  two  automobiles  of 
the  pleasure  car  type,  space  for  which  may  be  rented  to 
persons  not  residing  on  the  premises ;  that  the  ceiling  shall 
be  fire-retarded  in  accordance  with  the  rules  of  the.  board 
of  standards  and  appeals  and  fire-stopped  at  junction  of 
sidewalls  and  ceiling;  that  the  walls  shall  be  of  un¬ 
pierced  masonry ;  and  that  this  permission  shall  be  granted 
for  a  temporary  period  of  two  years  from  the  date  of 
this  action. 


1055-2S-BZ. 

APPLICANT— F.  W.  Rinn,  for  Michael  Lyndsey,  owner. 
SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AFFECTED— 2218  Aqueduct  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  F.  W.  Rinn. 

For  Opposition :  None.  ' 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  T 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION: 

(1055-23-BZ) 

Whereas,  F.  W.  Rinn,  for  Michael  Lyndsey,  owner, 
filed,  September  4,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three  (3) 

pleasure  motor  vehicles;  three  spaces  rented  to  persons  not 
residing  on  the  premises;  premises  2218  Aqueduct  avenue, 
Borough  of  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Aqueduct  avenue  and  Bu¬ 
chanan  place  are  residence  districts;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
August  16,  1923,  Order  No.  19377-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot  on  these  premises.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  31  ft. 
and  a  depth  of  20 ft.,  occupied  as  a  garage  for  three 
motor  vehicles,  three  spaces  rented  to  persons  not  resid¬ 
ing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 


Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
capacity  of  the  garage  be  restricted  to  three  automobiles 
of  the  pleasure  car  type,  space  for  two  of  which  may 
be  rented  to  persons  not  residing  on  the  premises,  and 
that  this  permission  be  granted  for  a  temporary  period  of 
two  years  from  the  date  of  this  action. 


1541-22-BZ. 

APPLICANT — Morris  Perlstein,  for  Charles  Arnio, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  ga¬ 
rage  for  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1906-1922  Neptune  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Herman  E.  Horowitz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  GRANT  REQUEST  TO  REOPEN- 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


893-21-BZ. 

APPLICANT— John  F.  O’Meara. 

SUBJECT — Application  for  extension  of  permit  (re:  order 
of  fire  commissioner)  to  permit  the  maintenance 
of  nine  (9)  individual  garages. 

PREMISES  AFFECTED— 4624-4626  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  John  F.  O’Meara. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(893-21-BZ) 


Whereas,  John  F.  O’Meara,  owner,  filed,  July  14,  1921, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  temporary  maintenance  of 
nine  individual  garages ;  premises  4624-4626  Broadway, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
by  the  board  of  appeals  ,,at  its  special  meeting,  October 
20,  1921,  after  due  notice  iby  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  a  business  dis¬ 
trict  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  7386- 
LC,  dated  July  6,  1921,  reads: 

“Discontiinue  the  maintenance  of  a  garage  for  more 
than  5  motor  vehicles  on  these  premises.” ; 

and 

Whereas,  the  proposed  buildings  are  to  be  of  metal 
construction,  seven  of  the  buildings  each  one  story  in 
height,  with  a  frontage  of  10  ft.  and  a  depth  of  18  ft.,  oc¬ 
cupied  as  garages  for  one  car,  and  one  building  one  story 
in  height,  16  ft.  by  18  ft.  in  area,  occupied  by  two  cars; 
and 

Whereas,  the  premises  are  located  in  an  undeveloped 
section ;  and 


200 


MINUTES 


Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  October  20,  1921,  on  certain  conditions,  and 
applicant  requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  (/ranted  to  permit  the  maintenance 
of  seven  individual  metal  garages  and  one  two-car  metal 
garage  for  a  period  not  to  exceed  two  years  from  the 
date  of  this  action. 


133-24-BZ. 

APPLICANT— Avedis  Stephanian,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  the  maintenance  of  a  garage  for  the  stor¬ 
age  of  motor  vehicles. 

PREMISES  AFFECTED— 205  Fosdick  avenue,  Glendale, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  .withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1243-23-BZ. 

APPLICANT— Max  L.  Kane,  for  Rosa  and  Giuseppe  Vil- 
lani,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1904-1920  Union  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


1*4T0  °3-BZ 

APPLICANT— Clinton  &  Russell,  for  Hexagon  Realty 
Company,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 150  East  149th  street,  The 
Bronx. 

APPEAR  AN  CES— N  one. 

ACTION  OF  B.OARD— 'Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


841-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Abraham  Presser, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  maintenance  of  a  store 
in  a  residence  district. 

PREMISES  AFFECTED — 2018  Honeywell  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— 'Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  . • .  0 

Absent :  Fire  Chief  Kenlon  .  1 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(977-23-A) 

Filed  Aug.  2,  1923 — Premises  opposite  Henderson’s  Walk, 
1,000  ft.  off  shore,  Coney  Island,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Pain’s  Fireworks,  Inc.  Dismissed 
for  lack  of  prosecution. 

(1028-23-A) 

Filed  Aug.  21,  1923 — Premises  78-80  Beach  street,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Rossville  Co.  of  N.  Y.,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

(1070-23-A) 

Filed  Sept.  8,  1923— (Premises  279  East  203rd.  street,  The 
Bronx.  Order  of  the  fire  commissioner. 
Appellants,  John  Gerung  and  Emma  Ge- 
rung.  Dismissed  for  lack  of  prosecution. 

(1083-23-A) 

Filed  Sept.  13,  1923— Premises  226-242  William  street,  Man¬ 
hattan.  Orders  of  the  fire  commissioner. 
Appellant,  The  Technical  Press.  Dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  premises 
in  question ;  and  ; 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,’  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  frorh  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the ’administra¬ 
tive  official  in  the  performance  of  his  duty: 

(783-23-BZ) 

Filed  June  20,  1923— Premises  2275-2291  Bedford  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Applicant,  William  J.  Conway.  Dismissed 
for  lack  of  prosecution. 

(1007-23-BZ) 

Filed  Aug.  12,  1923— Premises  419  2nd  street,  Brooklyn. 

Order  of  the  fire  commissioner.  Applicant, 
Isaac  Alexandre.  Dismissed  for  lack  of 
prosecution. 

(1011-23-BZ) 

Filed  Aug.  14,  1923— Premises  859-871  New  Lots  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  William  C.  Win¬ 
ters.  Dismissed  for  lack  of  prosecution. 
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(1016-23-BZ) 

Filed  Aug.  16,  1923 — Premises  657-677  Bay  Ridge  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Gilbert  I.  Prow¬ 
ler.  Dimissed  for  lack  of  prosecution. 

(1018-23-BZ) 

Filed  Aug.  18,  1923 — Premises  4435  Broadway,  Manhat¬ 
tan.  Decision  of  the  superintendent  of 
buildings.  Applicant,  Adolph  Merton.  Dis¬ 
missed  for  lack  of  prosecution. 

'  (1047-23-BZ) 

Filed  Aug.  29,  1923— Premises  92-94  Furman  avenue,  Brook¬ 
lyn.  Decision  of  the  superintendent  of 

buildings.  Applicant,  William  C.  Winters. 
Dismissed  for  lack  of  prosecution. 

(1077-23-BZ) 

Filed  Sept.  12,  1923 — Premises  southeast  corner  Jamaica 
avenue  and  129th  street,  Queens.  Decision 
of  the  superintendent  of  buildings.  Ap¬ 
plicant,  Louis  Danancher.  Dismissed  for 
lack  of  prosecution. 

(1078-23-BZ) 

Filed  Sept.  12,  1923 — Premises  81-85  Seeley  street,  Brook¬ 
lyn.  Decision  of  the  superintendent  of 
buildings.  Applicants,  Burke  &  Olsen.  Dis¬ 
missed  for  lack  of  prosecution. 

(1079-23-BZ) 

Filed  Sept.  13,  1923 — Premises  1575  Odell  street,  The 
Bronx.  Order  of  the  fire  commissioner. 
Applicant,  Walter  Schaffner.  Dismissed 
for  lack  of  prosecution. 

(1126-23-BZ) 

Filed  Sept.  28,  1923 — Premises  5  William  street,  Queens. 

Order  of  the  fire  commissioner.  Appli¬ 
cant,  W.  S.  McKinney,  Jr.  Dismissed  for 
lack  of  prosecution. 

(1127-23-BZ) 

Filed  Sept.  28,  1923 — Premises  104-34  89th  avenue,  Rich¬ 
mond  Hill,  Queens.  Decision  of  the  su¬ 
perintendent  of  buildings.  Applicant,  Wil¬ 
liam  F.  Doyle.  Dismissed  for  lack  of  pros¬ 
ecution. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


■  Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 


Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  resolu¬ 
tion,  affecting  the  premises  in  question ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they’  hereby  are 
dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(30-24-BZ)  ) 

The  chairman  presented  and  read  a  communication  from 
Philip  Steigman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  2,153- 
2173  Union  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  98th  street  from  Blake  ave¬ 
nue  to  a  point  400  ft.  south  of  proposed  garage. 
Both  sides  of  Winthrop  street  from  East  98th  street 
to  a  point  200  ft.  west  of  East  98th  street.  Both 
sides  of  Union  street  from  East  98th  street  to  a 
point  200  ft.  north  of  Blake  avenue;  also  the  prop¬ 
erties  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 


(31-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
F.  W.  Rinn,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage;  premises  2251  Grand  avenue, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Buchanan  place  from  Aqueduct  ave¬ 
nue  to  a  point  400  ft.  east  of  premises  in  question; 
also  both  sides  of  Grand  avenue  from  182nd  street  to 
a  point  100  ft.  north  of  Buchanan  place. 


Adjourned  1.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


JMINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  5,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Holland,  Kerby,  Connell  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

382-23-A. 

APPELLANT — -Philip  J.  Sinnott,  for  James  McElroy, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 320-22  East  28th  street  and 
323  East  27th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 

at  2  p.  m. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  John  V.  Downing. 

ACTION  01  BOARD — Laid  over  to  February  19  1924 
at  2  p.  m. 


861-23-A.' 

APPELLANT — Regum  Amusement  Company,  lessee. 
SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 60-62  West  116th  street  Man¬ 
hattan. 
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appearances— 

For  Appellant:  John  V.  Downing. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1924, 

at  2  p.  m. 


1170-23-A. 

APPELLANT— Joaquin  de  La  Rosa,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 28*14  Avenue  N,  Brooklyn. 

APPEARANCES— 

P'or  Appellant:  Herman  Goldman. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1924, 
at  2  p.  m. 

1435-23-A.  ,  _ 

APPELLANT— Max  Miller,  for  Ex-Lax  Mfg.  Co.,  owner. 

SUBJECT — -Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 431-433  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES'—  „  J 

For  Appellant:  Max  Miller,  Rudolph  P.  Miller, 
Max  Kiss,  Jacob  S.  Harman. 

For  Administration:  Inspector  J.  B.  Smithers  of 
bureau  of  buildings. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1924, 
at  2  p.  m. 

1307-23-A.  .  _ 

APPELLANT— Raymond  M.  Hood,  for  Titusville  Build¬ 
ing  Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 38-44  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  February  19,  1924, 
at  2  p.  m. 


233-23-A.  .  .  ,  _ 

APPELLANT— Samuel  Rosenblum,  for  Municipal  De¬ 
velopment  Company. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1835  Carter  avenue,  The 
Bronx. 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  west  side  of  Park  avenue,  33rd  to  34th 
streets,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“No.  35  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  21  stories  in  height, 
197  ft.  6  in.  by  80  ft.  in  area,  occupied  as  hotel ;  it  is 
proposed  to  provide  a  fuel  oil  burning  installation  conform¬ 
ing  to  the  requirements  of  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals,  except  that  the  pipes  will  be 
carried  overhead  and  not  buried  in  a  trench,  and  the  type 
of  burner  used  has  not  as  yet  been  approved,  the  burncf 
being  the  Ballard  Oil  Burner ;  and 

Whereas,  appellant  requests  permission  to  operate  the 
plant  pending  the  approval  of  the  burner,  request  foi 
which  has  been  made  under  Cal.  No.  1493-22-S,  and  re¬ 
quests  acceptance  of  piping  and  fill  box  installation. 

Resolved,  that  the  order  of  the  fire  commissioner  b« 
and  it;  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  permitting  the  operation  of  this  fuel  oil  burner 
for  a  temporary  period  of  ninety  (90)  days,  pending  in¬ 
spection  by  a  committee  of  the  board  of  standards  and 
appeals,  on  condition  that  the  fuel  oil  burning  equipment 
shall  comply  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals  in  all  other  respects. 


531-23-A 

APPELLANT— Ballard  Oil  Co.,  for  Vanderbilt  Hotel  Co., 
lessee. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— Park  avenue,  W.  S.,  between 
East  33rd  and  East  34th  streets,  Manhattan. 

For  Appellant:  James  Kearney. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(531-23-A) 

Whereas,  Ballard  Oil  Company,  for  Vanderbilt  Hotel 
Company,  lessee,  filed,  May  2,  1923,  an  appeal,  with  the 


532-23- A. 

APPELLANT— Ballard  Oil  Cq.,  for  Palace  Theatre 
Realty  Company. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1564  Broadway,  Manhattan. 
APPEARANCES- 

For  Appellant:  James  Kearney. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(532-23- A) 

Whereas,  Ballard  Oil  Co.,  for  Palace  Theatre  Realty 
Co.,  lessee,  filed,  May  2,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  1564  Broadway,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  2,  1923,  reads: 

“No.  32  Burners  must  be  of  a  type  approved  by 
the  Board  of  Standards  and  Appeals.”; 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  40  ft.  by  216  ft.  in  area ;  OCCUPIED  as  a  the¬ 
atre;  it  is  proposed  to  provide  a  fuel  oil  burning  installa¬ 
tion  complying  with  the  requirements  of  the  fuel  oil  rules 
of  the  board  of  standards  and  appeals,  except  that  pipes 
will  be  located  above  ground  and  not  in  trenches  and  the 
burner  used,  the  Ballard  Oil  Burner,  has  not  been  ap¬ 
proved  by  the  board ;  and 

Whereas,  appellant  requests  permission  to  operate  the 
fuel  oil  burning  installation  pending  the  approval  of  the 
burner  by  the  board  of  standards  and  appeals,  and  re¬ 
quests  acceptance  of  the  piping  installation  and  of  the  fill 

box.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  permitting  the  operation  of  this  fuel  oil  burner 
for  a  temporary  period  of  ninety  (90)  days,  pending  in¬ 
spection  by  a  committee  of  the  board  of  standards  and 
appeals  on  condition  that  the  fuel  oil  burning  equipment 
shall  comply  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals  in  all  other  respects. 
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533-23-1  \ 

APPELLANT— Ballard  Oil  Co.,  for  New  York  Linen 
Supply  and  Laundry  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southwest  corner  First  avenue 
and  East  62nd  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  James  Kearney. 

F'or  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fife  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(533-23-A) 

Whereas,  Ballard  Oil  Co.,  for  New  York  Linen  Sup¬ 
ply  &  Laundry  Co.,  lessee,  filed,  May  2,  1923,  an  appeal, 
with  the  hoard  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  southwest  corner  1st  ave¬ 
nue  and  62nd  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
February  13,  1923,  reads: 

“No.  37  Burners  must  be  of  a  type  approved  by 
the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  five  stories  in  height, 
94  ft.  by  144  ft.  in  area;  OCCUPIED  as  a  laundry;  it  is 
proposed  to  provide  a  fuel  oil  burning  installation  com¬ 
plying  with  the  requirements  of  the  fuel  oil  rules  of 
the  board  of  standards  and  appeals,  except  that  piping  will 
be  located  above  ground  and  not  in  trenches  and  the 
'burner  used,  the  Ballard  Oil  Burner,  has  not  been  approved 
by  the  board;  and 

Whereas,  appellant  requests  permission  to  operate  the 
fuel  oil  burning  installation  pending  the  approval  of  the 
burner  by  the  board  of  standards  and  appeals,  and  re¬ 
quests  acceptance  of  the  piping  installation. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  permitting  the  operation  of  this  fuel  oil  burner 
for  a  temporary  period  of  ninety  (90)  days,  pending  in¬ 
spection  by  a  committee  of  the  board  of  standards  and 
appeals  on  condition  that  the  fuel  oil  burning  equipment 
shall  comply  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals  in  all  other  respects. 


1377-23-A. 

APPELLANT — A.  F.  Schwarzler,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1660-1662  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Lawrence  Rothman. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1377-23-A) 

Whereas,  August  F.  Schwarzler.  owner,  filed,  Novem¬ 
ber  26.  1923,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  1660- 
1662  Webster  avenue,  The  Bronx ;  and 


Whereas,  the  decision  of  the  fire  commissioner  reads: 
“Re:  N.  B.  1244-1920.  April  19,  1923. 

“You  may  file  two  corrected  prints  provided  you 
show  2l/t  in.  standpipe  (fire  line)  carried  around  in¬ 
terior  walls  of  the  building  forming  a  complete  loop.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  58  ft.  in.  by  164  ft.  4)4  in.  in  area;  OCCU¬ 
PIED  as  a  public  garage;  and 

W  hereas,  appellant  contends  that,  having  carried  the 
2)4  in.  standpipe  half  way  around  the  building  and  pro¬ 
vided  sufficient  hose  at  each  outlet  to  reach  every  portion 
of  the  premises,  additional  piping  is  unessential  and  would 
in  no  way  increase  the  value  of  the  existing  standpipe. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  2J4  in.  standpipe  equipment 
shall  be  installed  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals  and  carried  from  the  main 
entrance  on  the  front  around  one  side  of  the  building 
and  across  the  rear,  in  accordance  with  the  plans  filed 
in  this  appeal  and  that  corrected  plans  shall  be  filed  with 
the  fire  prevention  bureau  showing  the  layout  as  approved 
by  the  board,  and  on  the  further  condition  that  the  hose 
outlets  and  reels  shall  be  maintained  accessible  and  unob¬ 
structed  at  all  times. 


1424-23-A. 

APPELLANT — William  Shary,  for  I.  Langner  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED- — 627-635  West  133rd  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  William  Shary. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE)— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  .  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


(1424-23-A) 

Whereas,  William  Shary,  for  L.  Langner  Const.  Co., 
owner,  filed,  December  4,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  627-635  West  133rd  street,  Manhattan; 
and 

V^hereas,  the  decision  of  the  fire  commissioner,  rendered 
November  22,  1923,  in  acting  on  N.  B.  Application  No. 
1058-23,  reads : 

“1.  The  minimum  pressure  in  street  is  insufficient 
to  give  25  lbs.  pressure  at  the  top  outlets  at  all  times. 
Also  the  main  is  fed  only  one  way.  It  will  be  neces¬ 
sary  to  supply  the  system  by  a  gravity  tank.”; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  125  ft.  by  99  ft.  11  in.  in  area;  OCCUPIED  as  a 
public  garage,  8  employees;  and 

Whereas,  appellant  contends  that  the  floor  of  the  2nd 
story  is  of  fireproof  construction  and  the  roof  is  fire 
retarded  with  y2  in.  plaster  board  and  26  gauge  metal,  and 
proposes  to  install  an  approved  sprinkler  system  and  a 
4  in.  street  supply  standpipe  system  having  a  4  in.  direct 
connection  to  the  street  main  and  a  Siamese  connection 
thereto. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 
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831-23^A. 

APPELLANT — Samuel  Rosenblum,  for  Standard  Wood 
Heel  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 697-707  Kent  avenue,  rear, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell  and  Fire 
Chief  Kenlon  .  7 


Negative .  0 

Absent  .  0 


THE  RESOLUTION: 

(831-23-A) 

Whereas,  Samuel  Rosenblum,  for  Standard  Wood  Heel 
Co.,  lessee,  filed,  June  29,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  697-707  Kent  avenue,  rear,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  79715- 
LC,  dated  May  5,  1923,  reads : 

“1.  Enclose  stairway  in  accordance  with  the  provi¬ 
sions  of  Article  8  and  18  of  Chapter  5  of  the  Code 
of  Ordinances  with  an  entrance  to  said  enclosure  direct 
from  the  outer  air  *  *  *. 

“6.  Discontinue  gas  stoves  and  open  flames  and  all 
other  sources  of  heat  (except  steam  or  hot  water) 
and  in  all  rooms  wherein  nitro-cellulose  products  are 
stored,  used  or  worked  upon  *  *  ; 

and 

Whereas,  the  building  is  situated  on  the  rear  of  the 
lot ;  non-fireproof,  three  stories  in  height,  33  ft.  by  34 
ft.  in  area,  with  a  one-story  extension  to  the  rear  33  ft. 
by  70  ft.  in  area;  OCCUPIED  for  the  manufacture  of 
heels  for  shoes,  20  persons  in  main  building;  and 

Whereas,  applicant  contends  that  there  is  only  five 
pounds  of  celluloid  on  hand  in  the  building,  and  pro¬ 
poses  to  connect  the  fire  escape  balconies  on  the  2nd  and 
3rd  floor  to  a  wooden  bridge  giving  EGRESS  to  the 
building  to  the  east. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  No.  1  on  condition  that  the  fire  escape 
balconies  on  the  2nd  and  3rd  stories  shall  be  connected 
to  the  building  to  the  east,  and  granted,  as  to  Item  No.  6 
on  condition  that  not  more  than  five  (5)  pounds  of  cel¬ 
luloid  shall  be  maintained  on  the  premises  at  any  one  time, 
to  be  stored  in  a  metal  box,  and  that  the  stove  shall  be 
enclosed  with  a  cylindrical  metal  shield  not  less  than  five 
(5)  feet  in  height,  with  a  wire  screen  cover,  and  on 
further  condition  that  there  shall  be  not  more  than  twenty 
(20)  persons  employed  in  the  building,  and  granted  only 
so  long  as  the  conduct,  use  and  operation  shall  remain  sub¬ 
stantially  unchanged.  " 


178-23-A. 

APPELLANT — Bernard  J.  Sheftman,  for  Isaac  Sheftman 
&  Son,  lessees. 

SUBJECT — 'Application  for  reopening  (re:  appeal  from 
order  of  fire  commissioner). 

PREMISES  AFFECTED — 438-442  East  166th  street,  The 
Bronx. 

APPEAR AN CES — 

For  Appellant :  Bernard  J.  Sheftman. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Reopened  and  set  for  hearing 
February  26,  1924,  at  10  a.  m. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs. 

Boulton,  Holland-  and  Kerby . 

Negative  . 


Beatty, 


Absent:  Mr.  Connell  and  Fire  Chief  Kenion  ! ! 


5 

0 
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APPELLANT— International  Committee  of  Y.  M.  C.  A.'s 

cnDTrr^0t'°n  Picture  Bureau,  lessee. 

SUBJECT— Application  for  reopening  (appeal  from  order 
of  fire  commissioner). 

PREMISES  AFFECTED — 71-79  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

h  or  Appellant :  C.  C.  Mollenhauer. 
bor  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Reopened  and  set  for  hearing 
February  26,  1924,  at  10  a.  m. 

THE  VOTE  TO  REOPEN _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Holland  and  Kerby .  *  ’  5 

Negative  . . ; . 1.  .  .  .  .  .  .  n 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion  ! !  2 


BUILDING  ZONE  CASES. 

497-23-BZ. 

APPLICANT — Charles  B.  Meyers,  for  S.  C.  La  Vine,  Inc 
owner. 

Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  business  district  erection 
and  maintenance  of  garage  for  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — '1578-1586  Bedford  avenue 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition  :  Edgar  Beamish. 

ACTION  Ob  BOARD — Laid  over  to  February  19  1924 
at  2  p.  m. 


984-22-BZ. 

APPLICANT — Barnet  Goldstein,  owner. 

SUBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  motor 
vehicles,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED — 2379  Tiebout  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  John  De  Hart  and  Samuel  Goldstein. 
For  Opposition:  Harold  A.  Olsen,  Henry  D.  Becker 
and  Joseph  Saponaro. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
at  2  p.  m.,  to  submit  correct  plans. 


932-23-BZ. 

APPLICANT — Murray  Klein,  for  Asher  Dann,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 5002-5012  7th  avenue,  Brooklyn 
APPEARANCES— 

For  Applicant:  Murray  Klein,  Asher  Dann,  Aider- 
man  Dunne. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  19,  1924, 
at  2  p.  m.,  to  check  consents  submitted. 
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1400-23-BZ. 

.  APPLICANT — William  F.  Doyle,  for  Turin  Garage  and 
Supply  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PR E MUSES  AFFECTED— 55  West  93rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Van  M.  Logan,  Alderman  Dennis 
J.  Mahan,  A.  M.  Thiery,  A.  N.  Gitterman,  W. 
N.  O’Neil,  H.  B.  Bromberg,  D.  M.  Jones,  John 
J.  O’Grady,  John  E.  Donnelly  and  John  H. 
Conroy. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  . . .  7 

Negative  .  0 

Absent  . ’ .  ° 


1254-23-BZ. 

APPLICANT — Louis  Morgenstein,  lessee. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  alteration 
of  an  existing  building  and  change  of  occupancy 
from  stable  to  garage  for  storage  of  more  than  five 
motor  vehicles. 

PREMISES  AFFECTED — 14  Second  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Luke  Flanagan  and  Louis  Morgen¬ 
stein. 

For  Opposition:  Morris  Dubin  and  Nathaniel  W. 
Kean. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Holland. 


Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Connell  ....  2 

Absent  .  0 

THE  RESOLUTION: 


(1254-23-BZ) 

W  hereas,  Louis  Morgenstein,  for  Albert  Hartmann, 
owner,  filed,  November  8,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
alteration  of  an  existing  building  and  a  change  of  occupancy 
from  a  stable  to  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  premises  14  Second  avenue,  Manhattan ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February  5, 
1924,  after*  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue,  East  1st  street 
and  East  Houston  street  are  business  districts ;.  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  26,  1923,  in  acting  on  Alt.  App.  2292-23, 
reads : 

“1.  Proposed  use  as  garage  is  unlawful  in  a  business 
district,  Art.  II,  Building  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories,  cellar  and  sub-cellar  in  height,  with 
a  frontage  of  25  ft.  and  a  depth  of  105  ft.  6  in.,  occupied 
as  a  stable  for  more  than  five  horses ;  it  is  proposed  to 
convert  building  into  a  garage  for  more  than  five  motor 
vehicles ;  and 


Whereas,  this  building  was  occupied  as  a  stable  for  more 
than  five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  a  building  of  fire¬ 
proof  construction  be  erected ;  that  the  gable  walls  be  un¬ 
pierced  throughout  their  entire  height  and  length ;  that  a 
ventilating  system  be  installed,  of  metal  ducts,  with  suffi¬ 
cient  exhaust  outlets  for  each  story,  faced  with  metal  reg¬ 
isters  at  least  ,18  inches  above  floor  level,  venting  above  the 
roof  and  that  there  shall  be  no  gasoline  storage  equipment 
installed  or  maintained  on  these  premises,  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  be  obtained 
within  nine  months  and  the  building  completed  within  eigh¬ 
teen  months  from  the  date  of  this  action. 


1308-23-BZ. 

APPLICANT — Nathan  D.  Shapiro,  for  Aimee  Klein, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — I819-1837  Cropsey  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Nathan  D.  Shapiro. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  . ., .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(1308-23-BZ) 

Whereas,  Nathan  Shapiro,  for  Aimee  Klein,  owner,  filed, 
November  14,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  1819-37  Cropsey  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  special  meeting,  February  4 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cropsey  avenue,  Bay  19th 
street  and  Bay  20th  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  25,  1923,  in  acting  on  N.  B.  App.  19577-23, 
reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  3.  A  garage  for  more  than  five 
motor  vehicles  in  a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  161  ft. 
3 in.  and  a  depth  of  100  ft.,  to  be  occupiedj  as  a  garage 
for  more  than  five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  ofi  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
limited  to  a  one-story  building;  that  the  rear  and  gable  walls 
be  unpierced  throughout  their  entire  height  and  length ;  that 
there  be  no  vehicular  entrance  on  the  Bay  19th  street  front 
of  these  premises;  that  the  front  elevations  on  Bay  19th 
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street  and  Cropsey  avenue  be  finished  with  face  brick  and 
architectural  terra  cotta  or  stone  trimmings ;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  be  ob¬ 
tained  within  nine  months  and  the  building  completed  with¬ 
in  eighteen  months  from  the  date  of  this  action. 


896-19-BZ. 

APPLICANT — Michael  J.  Martin  &  Son,  Inc.,  owner. 
SUBJECT — Application  for  extension  of  permit  (re:  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  part¬ 
ly  in  a  business  district  and  partly  in  an  unrestricted 
district  the  erection  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  230th  street 
and  Exterior  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  B.  Martin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  time  granted. 

THE  VOTE  FOR  EXTENSION  OF  TIME  TO  OBTAIN 
PERMIT—/ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(896-,19-BZ) 

Whereas,  Moore  &  Landsiedel,  architects,  on  behalf  of 
Michael  J.  Martin  &  Son,  Inc.,  owner,  filed,  November  28, 
1919,  with  the  board  of  appeals,  an  application,  under  the 
building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the  erection 
of  a  garage  for  storage  of  more  than  five  motor  vehicles ; 
premises  southeast  corner  West  230th  street  and  Exterior 
street,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December  18, 
1919,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Exterior  street  is  located 
in  an  unrestricted  district  and  that  230th  street  and  Broad¬ 
way  are  both  located  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  November  13,  1919,  reads: 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  unrestricted  district  ex¬ 
tending  into  a  business  district  is  contrary  to  provi¬ 
sions  of  Building  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  five  stories  in  height,  with  a  frontage  of  133.62 
ft.  and  a  depth  of  106.98  ft.,  the  building  extending  ap¬ 
proximately  6  ft.  6  in.  into  the  business  district  to  the  east, 
to  be  occupied  as  a  garage  for  more  than  five  motor  ve¬ 
hicles,  the  maps  accompanying  the  building  zone  resolution 
specifically  placing  the  corner  on  which  the  proposed  garage 
is  to  be  located  in  an  unrestricted  district ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  18,  1919,  on  certain  condition,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  walls  of  the 
proposed  building  within  the  business  district  shall  be  un¬ 
pierced  ;  and 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  and  the  building 
completed  within  90  days  of  the  date  of  this  action. 


1221-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Estate  of  Amalie 
Meyer  and  George  J.  Naegle,  owner. 

SUBJECT — Application  for  extension  qji  permit  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit 
partly  in  business  district  and  partly  in  residence 
district  extension  and  conversion  of  stable  to  ga¬ 
rage  for  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 2945-2497  Amsterdam  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  extension 
of  time  granted. 

THE  VOTE  FOR  EXTENSION  OF  TIME  TO  OBTAIN 
PERMIT— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland -and  Kerby  .  5 

Negative  . . .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(1221-22-BZ) 

Whereas,  John  Brandt,  for  Estate  of  Amalie  Meyer  and 
George  J.  Naegle,  owners,  filed,  October  13,  1922,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  partly 
in  a  business  and  partly  in  a  residence  district  the  extension 
and  conversion  of  a  stable  for  more  than  five  horses  into 
a  garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  2495-2497  Amsterdam  avenue,  Manhattan ;  and 
Whereas,  this  application  was  denied  by  the  board  at  its 
meeting,  December  29,  1922,  and  the  owner,  through  his  at¬ 
torney,  Philip  J.  Sinnott,  requested  a  reopening  of  the  case 
and  permission  to  amend  the  basis  of  appeal  to  section  7, 
subdiv.  C,  and  section  20-,  which  request  was  granted  by 
vote  of  the  board  May  ,1,  1923 ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  12, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Amsterdam  avenue  is  a  busi¬ 
ness  district  and  West  184th  street  and  Laurel  Hill  terrace 
are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“1.  The  proposed  change  of  occupancy  of  the  present 
building  from  a  stable  to  garage  with  structural  altera¬ 
tions  is  prohibited  by  the  Building  Zone  Resolution, 
sec.  6. 

“2.  The  proposed  extension  of  the  building  for  ga¬ 
rage  occupancy  in  a  residence  district  is  prohibited,  sec. 
3,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fire 
proof  construction,  one  story  and  cellar  in  height,  with  a 
frontage  of  84  ft.  6  in.  and  a  depth  of  101  ft.  8  in.,  the 
extension  and  existing  building  which  is  45  ft.  5  in.  by  95 
ft.,  to  be  occupied  as  a  garage  for  more  than  5  motor 
✓vehicles  t  and 

Whereas,- under  the  provisions  of  section  7,  subdiv.  c, 
the  board  is  empowered  to  act ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  June  12,  1923,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained 
within  three  months  and  the  building  completed  within 
three  'iclffis  from  the  date  of  this  action;  that  the  front 
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of  the  building  on  184th  street  be  faced  with  finished  front  THE  VOTE  TO  REOPEN — 

brick,  with  architectural  terra  cotta  or  stone  trimmings;  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

that  the  rear  of  the  building,  facing  Laurel  Hill  terrace,  Boulton,  Holland  and  Kerby . [  5 

shall  be  faced  with  finished  front  brick,  and  that  there  be  Negative  .  0 

not  more  than  one  vehicular  exit  on  the  184th  street  front  Absent :  Mr.  Connell  and  Fire  Chief  Kenlon _  a 

beyond  25  ft.  from  the  westerly  gable  wall;  that  there  604-23-BZ. 

shall  be  no  exit  or  entrance  from  the  rear  of  the  building  APPLICANT — Franklin  R.  Bruns. 

to  Laurel  Hill  terrace;  and  that  a  flat  form  of  roof  con-  SUBJECT — .Application  for  reopening  (re:  order  of  fire 
struction  shall  be  installed.  commissioner)  to  permit  in  a  residence  district  the 

maintenance  of  a  garage  for  the  storage  of  five  (5) 
motor  vehicles,  four  spaces  rented  to  persons  not 
558-23-BZ.  residing  on  the  premises. 

APPLICANT — Jenks  &  Rogers,  for  Realty  Associates,  PREMISES  AFFECTED — 2320  and  2322  Morris  avenue, 
owner.  The  Bronx. 

SUBJECT — Application  for  reopening  (re:  decision  of  su-  APPEARANCES — 

perintendent  of  buildings)  to  permit  in  a  business  For  _  Applicant :  Herman  E.  Horowitz, 

district  the  erection  and  maintenance  of  a  garage  For  Opposition:  None. 

for  the  storage  of  more  than  five  (5)  motor  ve-  ACTION  OF  BOARD — Application  reopened  and  set  for 
hides ;  also  to  be  used  as  a  motor  vehicle  repair  calendar  call  February  26,  1924,  at  2  p.  m. 

shop.  THE  VOTE  T9  REOPEN— 

PREMISES  AFFECTED1 — 62-100  Empire  boulevard,  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Brooklyn.  *  Boulton,  Holland  and  Kerby  .  5 

APPEARANCES —  Negative .  0 


For  Applicant:  John  H.  McCooey,  Jr.  Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 

For  Opposition:  None.  _ _ 

ACTION  OF  BOARD — Application  reopened  and  set  for  Adjourned  6.10  p.  m. 

calendar  call  February  26,  1924,  at  2  p.  m.  William  J.  O’Gorman,  Secretary. 
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at  the  southerly  end  of  west  side  of  building  on  1st 
story  *  *  ; 

and 

\\  hereas,  the  building  is  non-fireproof,  five  stories  in 
height,  45  ft.  by  150  ft.  9)4  in.  in  area;  EQUIPPED 
with  aj  fire  alarm  signal  system.  EXITS:  Two  interior 
wooden  stairways,  one  at  north  and  one  at  the  south  side 
of  building ;  the  southerly  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fire  resisting  material 
with  fire  doors  at  the  openings ;  the  northerly  stairway 
extending  from  the  1st  story  to  the  top  story  with  iron 
ladder  to  scuttle  in  the  roof;  enclosed  in  wood  partitions 
with  wooden  doors  at  the  openings ;  a  60  degree  fire  escape 
with  fireproof  windows  along  course  on  front  of  building, 
extending  from  the  roof  to  the  2nd  story  with  counter¬ 
balanced  stairway  to  street  and  a  sub-standard  fire  escape 
on  the  south  side  of  building;  ROOFS  to  west  2  ft.  higher; 
to  east  2  ft.  lower.  Building  OCCUPIED  AS  FOLLOWS: 
Basement,  storage,  4  persons;  1st  story,  stores  and  sales¬ 
rooms,  25  persons;  2nd  story,  salesrooms  and  storage,  25 
persons ;  3rd  story,  salesrooms  and  storage,  25  persons ;  4th 
story,  leather  and  canvas  goods,  20  persons;  5th  story, 
leather  and  canvas  goods,  12  persons ;  and 

W  hereas,  petitioner  contends  that  the  existing  exits  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Order  No.  48755,  Items  1  and  2,  on  condition  that  the 
well  hole  in  each  story  shall  be  permanently  closed  in  and 
floored  over;  and  granted  as  to  Item  3,  on  cotidition  that 
the  underside  of  the  cellar  ceiling  and  soffet  of  stairs  of 
the  1st  story  shall  be  fire  retarded  with  wire  lath  and  ce¬ 
ment  mortar  and  granted  so  long  as  the  present  conditions 
as  to  occupancy  and  use  remain  substantially  unchanged 
and  that  the  order  of  the  fire  commissioner,  No.  48754-LD, 
be  affirmed  and  the  petition  as  to  this  order  be  and  it  hereby 
is  denied. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals,  held  Wednesday  afternoon,  November  7,  1923,  as 
they  appeared  in  Bulletin  No.  46,  Vol.  VIII,  are  hereby 
corrected  to  read  as  follows : 

THE  RESOLUTION : 

(966-23-S) 

Whereas,  Baker,  Murray  &  Inibrie,  Inc.,  lessee,  filed, 
Aug.  1,  1923,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner,  affecting 
premises  97  Chambers  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,,  dated 
July  14,  1923,  reads: 

“Order  No.  48754-LD: 

“1.  Provide  approved  self-closing  attachments  on 
doors  leading  to  stairway  enclosure  on  5th  story  at  the 
southerly  end  of  west  side  of  building.  *  *  * 

“2.  Eliminate  glas  windows  and  doors  in  partitions 
enclosing  the  interior  stairway  *  *  ; 

and 

“Order  No.  48755-LD : 

“1.  Enclose  the*  interior  stairway  at  the  northerly 
end  of  east  side  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides  with  par¬ 
titions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  1st  story  to  3  ft.  above  the  roof  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  northerly  end 
of  east  side  of  building  to  the  roof  *  *  *. 

“3.  Provide  a  fireproof  base  for  stairway  enclosure 


*Corrcction — Word  “northerly”  changed  to  “southerly”  in 
line  32  and  “ southerly ”  changed  to  “northerly”  in  line  34. 
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♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals,  held  Wednesday  afternoon,  Jan.  2,  1924,  as  they 
appeared  in  Bulletin  No.  9,  Vol.  2,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION: 

(571-23-S) 

Whereas,  Robert  T.  Lyons,  for  132  West  36th  Street 
Corporation,  owner,  filed,  May  10,.  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  v  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  132- 
4-6-8  West  36th  street  and  139-41-3-5  West  35th  street, 
Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Your  request  for  a  certificate  of  occupancy  for  this 
building  providing  for  its  use  in  part  as  a  factory 
building  will  be  denied  for  the  following  reasons: 

“1.  Not  more  than  25  per  cent  of  the  floor  area 
may  be  used  for  factory  occupancy. 

“3.  All  windows  must  be  of  an  approved  type  of 
fire  windows  (Section  264  Labor  Law). 

“4.  Elevator  shafts  and  stairways  must  be  enclosed 
with  fire  partitions  to  conform  with  the  requirements 
of  section  263  of  the  Labor  Law. 

“5.  Structural  steel  must  be  protected  with  a  two- 
inch  thickness  of  fireproofing  material.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
75  ft.  by  197  ft.  6  in.  in  area,  irregular;  with  interior 
fire  alarm  signal  and  sprinkler  system;  the  building  is 
located  in  a  business/  district  under  the  building  zone  reso¬ 
lution.  EXITS :  Two  interior  wrought  iron  stairways  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  fireproof  par- 

*Correction — “5”  changed  to  “62”  in  line  34. 


titions,  with  kalameined  doors  at  openings.  ROOFS:  To 
east  and  west,  6  stories  lower.  OCCUPIED  AS  FOL¬ 
LOWS:  1st  story,  furniture,  18  persons;  2nd  story,  dresses, 
21  persons ;  3rd  story,  coats,  23  persons ;  4th  story,  coats 
and  suits,  5  persons ;  5th  story,  woolens,  62  persons ;  6th 
story,  dresses,  23  persons;  7th  story,  feathers,  62  persons; 
8th  story,  coats  and  suits,  21  persons ;  9th  story,  show 
rooms,  5  persons;  10th  story,  millinery,  67  persons;  11th 
story,  coats  and  suits,  30  persons ;  12th  story,  coats  and 
suits,  35  persons ;  and 

Whereas,  petitioner  contends  that  only  12  per  cent  of 
the  floor  area  is  occupied  for  factory  purposes,  that  fire 
windows  will  be  installed  on  5th,  7th,  10th,  lltli  and  12th 
stories,  those  used  for  factory,  and  further  contends 
that  stairways  and  elevator  shafts  are  properly  enclosed 
and  structural  steel  is  properly  covered ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  17,  1923,  and  petitioner  requested  a  modifica¬ 
tion  of  the  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  not  more  than  25  per 
cent  of  the  floor  area  be  occupied  for  factory  purposes, 
and  granted  as  to  Item  No.  3  on  condition  that  the  factory 
occupancy  shall  be  restricted  to  the  5th,  7th,  10th,  Jlth  and 
12th  stories  and  that  all  windows  on  the  front  of  the  build¬ 
ing  on  these  stories  shall  be  equipped  with  frames  and 
sash  in  accordance  with  the  requirements  of  the  labor 
law,  except  as  to  the  glazing,  which  may  be  polished  plate 
glass  not  less  than  %  inch  in  thickness  and  that  all  other 
openings  on  these  floors  shall  comply  with  the  require¬ 
ments  of  the  labor  law ;  granted  as  to  Item  Nos.  4  and  5 
on  condition  that  the  requirements  of  the  New  York  Build¬ 
ing  Code  affecting  elevator  and  stairway  enclosures  and 
the  covering  of  structural  steel  shall  be  complied  with, 
and  granted  so  long  as  conditions  otherwise  remain  sub¬ 
stantially  unchanged. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  afternoon,  January  29,  1924, 
as  they  appeared  in  Bulletin  No.  6,  Vol.  IX,  are  hereby 
corrected  to  read  as  follows : 

THE  RESOLUTION: 

(,1485-23-S) 

Whereas,  Helmle  &  Corbett,  for  Trustees  of  Sailors 
Snug  Harbor,  owner,  filed,  December  17,  1923,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  13  East 
8th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  17,  1923,  Order  No.  39895-LD,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  sec.  273  and  274  of 
the  Labor  Law.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  self-closing.  Windows  on 
course,  second  story,  not  fireproof. 

* Correction — Calendar  number  changed  from  “1585-23-5''” 
to  “1485-23-5’” 


“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  75  ft.  in  area  at  the  1st  storj 
and  25  ft.  by  50  ft.  in  area  above.  OCCUPIED  :  Basement, 
store,  3  persons ;  1st  story,  tailor  and  printing,  3  persons ; 
2nd,  3rd  and  4th  stories,  clothing  mfg.,  .5  persons  per  story. 
EXITS:  An  interior  wooden  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  wood  stud  and  plaster 
partitions,  with  wooden  doors  at  openings ;  a  fire  escape 
on  the  rear  of  the  building  extending  from  the  roof  to 
yard  with  EGRESS  through  door  in  fence  to  yard 

of  premises  to  rear ;  windows  along  course  of  the  fire 

escape  are  fireproof,  self-closing;  ROOFS  of  adjoining 

buildings  are  at  same  level ;  and 

Whereas,  petitioner  contends  that  there  are  no  fences 
'  between  premises  to  rear  and  that  there  is  an  unob¬ 

structed  passageway  in  the  basement  of  No.  12  East  9th 
street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
the  egress  from  the  termination  of  the  fire  escape,  on  con¬ 
dition  that  the  order  of  the  fire  commissioner  shall  be  com¬ 
plied  with  in  'all  other  respects,  and  on  condition  that  a 
clear  and  unobstructed  opening  in  the  rear  fence  shall  be 
maintained  to  free  and  open  yards  to  the  rear,  unencum¬ 
bered  by  any  fence  or  other  obstruction. 


RULES  ADOPTED 


FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL." 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . 

Name  of  concern  . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  ,  Substitute 


WATCHMAN 


SQUAD  MONITORS 
. Squad  No.  1 . 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill’’  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  prcs- 
aq  o;  punoj  aje  Aue  ]\  }ua  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with,  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor.  • 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 


MALE  SEARCHER 


FEMALE  SEARCHER 


Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises:  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 


In  ordinary  practice  fire  drills  the  STREET-ALARM- 
EXIT  GUARDS  BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 

and  if  his  services  are  not  required  he  shall  promptly  file 
<• .  out  of  the  premises  with  the  other  occupants. 


Only  when  a  fire  actually  occurs  on  Lis  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  a ■  i  lend  in  the  fire  alarm. 


RULES  ADOPTED 


Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable ; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  are  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their,  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 

the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the. proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads.  „ 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 

manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems- are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing,  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  (hem  v.  hen  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWN  ERS 


i  f 

If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A. 

pioperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  maiL 
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RULES  ADOPTED 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department .  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  I  he  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 

locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked.  b 

Control  Box: 


„  ,  .  *  uie  manual  closing  ot  the 

valve  shall  be  in  a  locked  metal  control  box  having  a  cast 

red”  COVCr  conspicuously  labeled  with  raised  letters,  painted 


On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
chiections,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side- 
wa  k  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
ox  shall  not  be  placed  or  mounted  on  basement  window 

frames,  or  directly  above  basement  windows  or  other  open- 
mgs,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes ;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the.  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 


Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and.  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable ;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made,  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset,  bor 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  'bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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AMENDMENT  TO  THE  PLUMBING  RULES— AD  OPTED  JANUARY  8,  1924. 


Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 


RULES  ADOPTED 

EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20- S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300")  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors — Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 
exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed. 


and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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amendments  to  fuel  oil  rules,  construction  and  installation  of  oil 

BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  or 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  lanks  shall  be  buried  underground  below  tke 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  I  anks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oneMourth  ( 1 %)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1%)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1%)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diarrjeters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con- 
concrete  where  soil  conditions  require. 


215 


RULES  ADOPTED 


- 


Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — Y  in.  shell,  *n- 
heads. 

Tanks  37  to  72  in.  in  diameter — *4  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Y  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  Y  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  J4  in.  thick,  Y  in-  diameter  rivets  2 Y\  in.  pitch. 

In  shell  9-16  in.  thick,  Y  in.  diameter  rivets  2Y  in. 
pitch. 

In  shell  Y  in-  thick,  Y  in.  diameter  rivets  2 in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  Y  of  an  inch  in  diameter 
and  spaced  not  more  than  2lY  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular '  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  ’  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  Y  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

•  The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  s'liall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1Y  inch  flange. 

For  lY  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  Y  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  wTill  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  d^g.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  -sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  st§el  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  ( 1 )4).  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  04)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma-. 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1)4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  eiiher  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
^o  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ()4)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(1/2)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests.shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  J4  in.  by  ]/2  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive, 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
Hosing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
suriace,  not  less  than  six  (0)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (;)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  fo’r  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res- 
ervoir  'h-mld  be  on  fire. 


318 


RULES  ADOPTED 


(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall,  be  permanently 
fixed '  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly,  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or. oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  le\  el. 
When  located  inside  of  a  budding  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  ess 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place 
Tanks  shall  be  completely  encased  with  six  («)  inches  ot 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
•type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2x^-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
1  calcs 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onef-fourth  (*4)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  sauare  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8.  Section  5— (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8,  Section  6 — (a),  (b),  (c).  (d)  and  (e). 
Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

^b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot"  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (%)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fo>-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6) ‘inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(bl  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  rlosed  cud  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com- 
monlv  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  iheatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270-21-A — Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 


271-21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avehue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21 -A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21-A— 770  DeKalb  avenue,  Brooklyn. 

67-22-A— iBlock  bounded  by  138th  street  and  130th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

I03-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway.  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 
53-21-S— Angle  Hose  Valve.  .  .  . 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  oi. 
1115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1184-22-S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-32-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

•413-22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414-22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 
sure  burner,  approval  of. 

1493- 22-S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — 'Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391 - 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 

approval  of. 

92-33-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 


123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-S A — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 

•  Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 

525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 

of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  FuG  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 

1346-23-SA — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  arc  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  February  7,  1924  ....  188 


Restored  to  calendar .  8 

Miscellaneous  Applications. 

Requests  to  reopen  .  18 

Requests  to  amend  .  o 

Requests  for  modification  .  6 

Requests  to  rescind  .  l 

Requests  for  extension  of  time  .  3 

Requests  for  extension  of  permit  .  3 

Requests  to  install  .  2 

Administrative  requests  .  0 

Requests  for  interpretation  .  2 

Total  .  858 

Disposed  of .  230 

Cases  pending  February  7,  1924  .  628 


DISPOSITION  OF  CASES. 

Withdrawn  .  2£ 

Dismissed  .  ga 

Denied  . 

Granted  .  j 

Granted  on  condition  . jo2 

Appliances  approved  .  £ 

Appliances  dismissed,  disapproved  or  withdrawn .  c 

Rules  approved  .  j 

Rules  disapproved  .  j 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 15 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  5 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  3 

Requests  for  extension  of  time  denied  .  0 

Requests  for  extension  of  permit  granted  .  3 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  .  0 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  1 

Total  .  230 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  su&^criprion  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  to  begin  with  the  issue  for. ...  . .  1924. 
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DIRECTORY  DATES  AND  HOURS  OF  MEETING. 

_ __ _  Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

BOARD  OF  APPEALS.  Special  meetings  as  listed  in  this  Calendar. 

WILLIAM  E.  WALSH,  Chairman.  ^aI1  °f  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal- 
Alfred  J.  Boulton  James  P.  Holland  .'em&V.  ?Ht 

John  J.  Beatty  Henry  L.  Connell  All  hearings  are  held  in  Room  919,  Municipal  Building, 

John  E.  Kerby  Fire  Chief  John  Kenlon  lyf ajih^ttam 

_  HOURS  FOR  CONSULTATION. 

.rnci'fr  OF  10  A.  M.  to  1  P.  M. 

BOARD  OF  STANDARDS  AND  APPEALS,*..  -  Any  communication  purporting  t0  be  an  appeaI,  appIica. 

WILLIAM  E.  WALSH,  Chairman.  tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

'  Alfred  J.  Boulton  James  P.  Holland  tention  to  seek  relief  until  it  is  filed  on  the  form  required 

John  J.  Beatty  Henry  L.  Connell  by  the  rules  of  this  Board. 

John  E.  Kerby  Fire  Chief  John  Kenlon  call  qf  clerk,s  calendar 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady  . Supt.  of  Buildings,  Manhattan  R  1  CIe™  s  Calendar  consists  of  applications  under  the 

„  T  _  r  L  X  n  ■ JJ •  T/  a  Building  Zone  Resolution,  and  its  object  is  to  give  mter- 

P.  J.  Reville  .  Supt.  of  Buildings,  The  Bronx  ested  property  owners  ,opportunity  to  file  objections,  if  any. 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn  and  will  be  called  in  Room  919,  on  Tuesday,  February  19, 

John  W.  Moore  .  Supt.  of  Buildings,  Queens  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond  on  a^finite  day.  . 

1  he  next  subsequent  Call  of  the  Calendar  will  be  on 
William  J.  O’Gorman,  Secretary  Tuesday.  February  26,  1924,  at  2  o’clock. 

Edward  V.  Barton,  Chief  Clerk  The  Clerk’s  Calendar  is  not  to  be  confused  with  the 

Calendar  of  cases  that  have  been  definitely  set  for  hear- 
Office — Municipal  Building,  Room  914.  ing  on  fixed  days. 

Telephone— Worth  0184.  NOTICE  TO  APPELLANTS  AND  PETITIONERS 

Office  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to  ■  .  ..  .  ...  ....  ,  .  .  , 

*  No  appeal,  application  or  petition  will  be  entertained'  in 

12  noon.  connection  with  which  court  proceedings  are  pending  or  in 

All  communications  should  be  addressed  to  the  chairman  ProSress,  nor  accepted  that  are  not  filed  within  twenty 

of  the  board.  days  *rom  date  of  the  action  of  the  Administrative  Of- 

_ _ _ _ | _  ficial. 

Any  communication  purporting  to  be  an  appeal,  applica- 
CONTENTS  tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

I _  tention  to  seek  relief  until  it  is  filed  on  the  form  required 

l - - by  the  rules  of  this  Board. 

This  issue  of  the  Bulletin  contains,  in  the  order  Upon  .receipt  of  any  such  communication  the  writer  will 

given _  be  supplied  with  the  official  forms  for  presenting  his  ap- 

Docket  peal.  application  or  petition,  and  if  he  fails  to  supply  the 

^  ,,  ' ,  ,  data  required  thereon,  within  twenty  days,  his  case  may  be 

Call  of  Clerk  s  Calendar.  dismissed  for  lack  of  prosecution. 

The.  Trial  Calendar.  At  the  time  of  filing  an  application,  the  appellant  or  peti- 

Notices  in  Building  Zone  Cases.  tioner  shall  forward  a  signed  notice  of  appeal  addressed 

Minutes  of  Meeting,  Board  of  Appeals,  February  to  the  administrative  official  (either  superintendent  of  build- 
13  1924.  ings  or  ^re  commissioner)  and  file  with  this  Board  a  dupli- 

...  ,,,.  .  cate  of  said  notice. 

Minutes  of  Meetmg,  Board  of  Standards  and  t>  ,  ....... 

Petitioners  are  advised  that  their  plans  must  indicate  the 

Appeals,  February  13,  1924.  ....  points  of  the  compass  so  as  to  establish  the  true  location 

Rules  Adopted.  anr'  position  of  the  property,  the  subject  of  the  appeal. 

.p  r  ,  ",  Appeals,  applications  arid  petitions  will  be  simplified  and 

eserve  a  n  r.  expedited  by  conforming  to  these  directions. 

Progress  Report.  *  *  William  E.  Walsh,  Chairman. 
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CALENDAR 
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DOCKET. 

New  Cases  Filed  Week  Ending  February  14,  1924. 

Cal  No.  Department  Premises  Affected 


234-24-S . 

F.D.  .. 

.  47  Canal  st.,  Alan. 

L.  D.  35187 

233-24-BZ . 

B.B.Q.  . 

.  S.  W.  Cor.  Roosevelt  st.  & 
Lee  ave.,  Woodside,  Q. 

N.  B.  639-1924 

232-24-BZ . 

.B.B.B. 

.874-884  41st  St.,  Bklyn. 

Alt.  1905-1924 

231-24-BZ . 

.B.B.B.  . 

.  745-757  Ralph  ave.,  Bklyn. 

N.  B.  773-1924 

230-24-S . 

B.B.M.  . 

.  455-457  6th  ave.,  Man. 

Alt.  2175-1924 

229-24-S . 

F.D.  .. 

.  7  East  14th  st.,  Man. 

L.  D.  53894 

228-24-A . 

.F.D.  .. 

.1164  Broadway,  Bklyn. 

F-51236-51237 

227-24-A . 

.F.D.  .. 

.2556  Fulton  st.,  Bklyn. 

F-52 109-52 110-52 11 1-521 12 

226-24-S . 

F.D.  .. 

.  14-20  Sheriff  st.,  Man. 

L.  D.  50226 

225-24-S . 

.F.D.  .. 

.49  W.  28th  st.,  Man. 

L.  D.  53170 

224-24-S . 

F.D.  .. 

.45-47  E.  20th  st.,  Man. 

L.  D.  53758 

223-24-A . 

.F.D.  .. 

.29  W.  25th  st.,  Man. 

L.  C.  22575 

222-24- A . 

.F.D.  .. 

.108-116  Clifton  pi.,  Bklyn. 

F-53309 

221-24-BZ . 

.B.B.M. 

.439-443  E.  77th  st.,  Man. 

N.  B.  76-1924 

220-24-S . 

.B.B.Af. 

.23  Washington  st.,  Man. 

Re  Certificate  of  Occupancy 

219-24-A . 

.F.D.  .. 

.  523-537  Lexington  ave.,  Man. 

F-53584-53585 

218-24-BZ . 

.B.B.B. 

.109-111  Alontgomery  st., 
Bklyn.  N.  B.  1707-1924 

217-24-A . 

.F.D.  .. 

.75-79  E.  130th  st.,  Man. 

F-53305 

216-24-A . 

.F.D.  .. 

.800  Flatbush  ave.,  Bklyn. 

F-5 1677-51 678-5 1679 

215-24-A . 

.F.D.  .. 

.  E.  S.  11th  ave.,  21st  to  22nd 
st.,  Whitestone,  Q. 

.  F-52012-52013 

214-24-A . 

.F.D.  .. 

.  S.  E.  Cor.  Luydig  pi.  &  Hunt 
st.,  Corona,  Q.  F-51438 

213-24-BZ . 

.B.B.Q. 

.  N.  S.  Rockaway  blvd.,  80  ft., 
E.  Woodhaven  ave.,  Q. 

N.  B.  516-1923 

212-24-A . 

.F.D.  .. 

.  729-737  7th  ave.,  Man. 

C-22922 

211-24-S . 

.F.D.  .. 

.  15  W.  50th  st.,  Man. 

Alt.  2746-1922 

210-24-S . 

.F.D.  .. 

.73  Warren  st.,  Man. 

L.  D.  53800 

209-24-A . 

.F.D.  .. 

.37^4  Broome  st.,  Man. 

L.  C.  18894 

208-24-BZ . 

.B.B.B. 

.  1533-1543  Bushwick  ave., 

JL  1/  kJ  u  X  I  U  -1 — /  14  011  V  V  1  v  XV  Cl  V  v  •  j 

Bklyn.  N.  B.  448-1924 


207-24-BZ . B.B.B.  .1113-1115  Ave.  J.  Bklyn. 

- *  Applic.  1157-1924 

206-24-A . F.D.  ...405-421  Hudson  st.,  Man. 

- -  D.  C.  22661 

205-24-A . F.D.  ...635-641  W.  49th  st.,  Man. 

-  F-32000 

204-24-BZ . B.B.B.  .469-475  Hemlock  st.,  Bklyn. 

-  Applic.  1816-1924 

203-24-A . F.D.  ...23  Clinton  pi.,  Bklyn. 

-  L.  C.  85413 

202-24-A . F.D . 2217  8th  ave.,  Man. 

-  L.  C.  22360 

201-24-BZ . B.B.Bx .  1392-1400  Stebbins  ave.,  Bx. 

N.  B.  202-1924 
. . .  E.  S.  Jerome  ave.,  161.86'  S. 
of  E.  204th  st.,  Bx. 

N.  B.  203-1924 
...332-344  W.  44th  st.,  Man. 

Alt.  180-1924 

...235-243  E.  23rd  st.,  Man. 

L.  D.  53730 

...98  East  Broadway,  Man. 

L.  D.  46638 

. .  .21-23  Maiden  Lane,  Man. 

L.  D.  53914-53915-L.  F.  53911- 

53912 

...  40  W.  25th  st.,  Man. 

L.  C.  22402 

194-24-S . B.B.M.  .59-61  E.  4th  st.,  Man. 

-  Alt.  1126-1923 

193-24-BZ . B.B.Bx.. 748-754  So.  Blvd.,  Bx. 

- -  N.  B.  206-1924 

192-24-BZ . B.B.Bx. 2359-2369  Jerome  ave.,  Bx. 

-  N.  B.  285-1924 

191-24-BZ . B.B.B.  .618-628  73rd  st.,  Bklyn. 

-  N.  B.  1251-1924 

190-24-BZ . B.B.B.  .2513-2519  Tilden  ave.,  Bklyn. 

-  N.  B.  14986-1923 

189-24-A . F.D.  ...680  Morgan  ave.,  Bklyn. 

-  F-53118 

Restored  to  Calendar. 

96-23-S . F.D.  ...31  W.  125th  st.,  Alan. 

• -  L.  D.  7275 

835-22-S . B.B.M.  .58  W.  38th  st.,  Man. 

-  Alt.  Applic.  66-1922 

942-21-S . F.D.  ...Coen  Alechanical  Oil  Burning 

-  System  Appliance 

2483-17-S . F.D.  ...Variation  of  Labor  Law 


200-24-BZ . F.D. 


199-24-A . F.D. 


198-24-S . F.D. 


197-24-S . F.D. 


196-24-S . F.D. 


195-24- A . F.D 


CODE. 

F.D . Fire  Department 

H.D.  . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.A1 . .Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 


T.H.  . Tenement  House  Department 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  19,  1924,  at  2  p.  in. 

Building  Zone  Cases. 

1211-23-BZ. 

APPLICANT — William  F.  Doyle,  for  James  E.  Meehan, 
owner. 

PREMISES — West  side  St.  Nicholas  avenue,  101  ft.  south 
of  West  145th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1240-23-BZ. 

APPLICANT — John  De  Hart,  for  Edna  E.  Patterson  and 
Everett  M.  Corner,  owners. 

PREMISES — 1471-1477  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1425-23-BZ. 

APPLICANT— Harry  A.  Yarish,  for  James  Fennimore, 
owner. 

PREMISES — 546-550  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house. 

1460-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Brooklyn  Realty 
Corporation,  owner. 

PREMISES — 1239-1249  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1507-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Spencer  Aldrich, 
owner. 

PREMISES — .1101-1113  Prospect  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

■ 

28-24-BZ. 

APPLICANT — Thomas  A.  Williams,  for  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner. 

PREMISES — 46  West  96th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  laundry  building. 

43-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Sophia  B.  Arfman, 
owner. 

PREMISES — 176  Underhill  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a  residence  use 
to  a  business  use. 

908-23-BZ. 

APPLICANT — Benjamin  Antin,  ifor  Dora  Ebenstein, 

owner. 

PREMISES — 308  East  173rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  one-story  extension  to  an  existing  resi¬ 
dence  building,  and  to  be  used  for  business  purposes. 

‘20-24-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  A.  A.  A.  Hold¬ 
ing  Co.,  owner. 

PREMISES — 2217-2227  Neptune  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  extending  from 
an  unrestricted  district  the  change  of  occupancy 
from  a  storage  warehouse  to  a  dyeing  plant. 


21-24-BZ. 

APPLICANT — John  McGuinness,  for  Ambassador  Hotel 
Corp.,  owner. 

PREMISES — 341-351  Park  avenue,  Manhattan. 

1  O  PERMIT  in  a  residence  district  the  construction  and 
maintenance  of  an  electric  sign. 

1 540-23-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Jacob  Baum, 
owner. 

PREMISES — 1249  Avenue  U,  Brooklyn. 

TO  PERMIT  the  extension  into  a  residence  district,  the 
erection  and  maintenance  of  a  building  to  be  used 
for  business  purposes  on  first  story. 


BOARD  OF  APPEALS. 

Tuesday,  February  19,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

% 

1324-23-A— South  side  of  Avenue  H,  from  32nd  street 
to  38th  street,  Brooklyn. 

1330-23-A — 25  Pine  street,  Manhattan. 

1382-23-A — 127-131  West  25th  street,  Manhattan. 

1394- 23-A — 318-320  West  46th  street,  Manhattan. 

1395- 23-A — >545-551  Ocean  avenue,  Brooklyn. 

1405-23-A — 35  6th  avenue,  Manhattan. 

1473-23-A — 29  West  17th  street,  Manhattan. 

1482-23-A — 327-331  Madison  avenue,  Manhattan. 

1495-23-A — 17  West  31st  street,  Manhattan. 

1534- 23-A — 2  1st  street,  Manhattan. 

1535- 23-A — 3-5  1st  street,  Manhattan. 

1545-23-A — 41-43  West  63rd  street,  Manhattan. 

1551-23-A — 435-453  Park  avenue,  Brooklyn. 

8-24-A — 186  East  64th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  19,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1502-23-BZ — Application,  December  19,  1923,  under 
the  building  zone  resolution,  of  Isaac 
H.  Lubin,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  the  basement  and 
the  conversion  of  occupancy  of  the 
basement  from  residence  to  manufac¬ 
turing  purposes ;  premises  334  East 
50th  street,  Manhattan. 

cal.  no.  1510-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Morris  Schrimann,  owner,  to  permit 
in  a  residence  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  west  side  of 
Merriam  avenue,  360.78  ft.  south  of 
170th  street,  The  Bronx. 

cal.  no.  1372-23-BZ — Appplication,  November  24,  1923, 
under  the  building  zone  resolution,  of 
Harry  A.  Yarish,  architect,  on  behalf 
of  Alexander  Fox,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  300-310  Winthrop 
street,  southeast  corner  of  Nostrand 
avenue,  Brooklyn. 
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cal.  no.  1478-23-BZ — Application,  December  14,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Michael  J.  Adrian  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  200-208  East 
111th  street  and  2013-2027  3rd  avenue, 
Manhattan. 

cal.  NO.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  distriot  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1086-23-BZ— Application,  September  14,  1923, 

under  the  building  zone  resolution,  of 
Antonio  Russo  and  James  Russo,  ap¬ 
plicants  and  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2772-2774  West  15th  street, 
Brooklyn. 

cal.  no.  1156-23-BZ — Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  on 
behalf  of  Falkenau  &  Hamerschlag, 
Inc.,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 

CAL.  NO.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  1509-23-BZ — Application,  December  21,  1923.  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Emily  D.  Hogan  and  Mary  C.  Har- 
nish,  owners,  to  permit  in  a  residence 
“B”  area  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also 
the  omission  of  a  rear  yard  as  re¬ 
quired  by  the  zone  resolution  ;  premises 
south  side  of  Evelyn  place,  100  ft. 
'  west  of  Jerome  avenue,  The  Bronx. 

cal.  no.  1111-23-BZ — ^Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitz 
&  Hulse,  aplicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  building  zone  reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  202-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 


cal.  no.  1178-23-BZ — Application,  October  16,  1923,  unde 
the  building  zone  resolution,  of  Henr 
J.  Nurick,  architect,  on  behalf  of  Mur 
ray  M.  Shindel,  owner,  to  permit  in 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles 
premises  279-285  Vernon  avenue 
Brooklyn. 

cal.  no.  1292-23-BZ — Application,  November  12,  1923,  unde 
the  building  zone  resolution,  of  Fran' 
Shary  and  Emma  Shary,  applicants  an 
owners,  to  permit  in  a  residence  dis 
trict  the  maintenance  of  a  garage  fo 
the  storage  of  one  pleasure  and  on 
commercial  motor  vehicle ;  premises  76 
East  230th  street,  The  Bronx. 

cal.  no.  1316-23-BZ — Applicatoin,  November  15,  1923,  unde 
the  building  zone  resolution,  of  Joh 
Lavelle,  applicant  and  lessee,  Maud  E 
Kimball,  owner,  to  permit  in  a  resi 
dence  district  the  maintenance  of 
business  occupancy  in  basement  of  a 
existing  residence  building;  premise 
167  West  73rd  stret,  Manhattan. 

cal.  no.  1475-23-BZ — Application,  December  14,  ,1923,  unde 
the  building  zone  resolution,  of  Jame 
Kearney,  applicant,  on  behalf  of  Wn 
Danenbaum,  owner,  to  permit  in  a  bus: 
ness  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  3158  Webster  avenue,  Th 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  19,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1449-23-A — 13  Broadway,  Flushing,  Queens. 

1463-23-A — S.  S.  Richmond  turnpike,  275  ft.  east  of  Fiec 
ler  avenue,  Tompkinsville,  S.  I.,  Richmom 
1252-23-A — 107  East  126th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

861-23-A— 60-62  West  116th  street,  Manhattan. 

382-23  A — 320-322  East  28th  street  and  323  East  271 
street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

I170-23-A — 2814  Avenue  N,  Brooklyn. 

1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

169- 24- A — 4-6  Union  square,  Manhattan.  , 

170- 24-A — 200-6  West  51st  street,  1640-50  Broadway  ar 

778-80  Seventh  avenue,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea 
of  a  public  hearing  under  the  provisions  of  the  buildir 
zone  resolution,  Tuesday  afternoon,  February  19,  1924,  at 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters : 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  und 
the  building  zone  resolution,  of  Nath; 
Langer,  architect,  on  behalf  of  Vit 
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cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave> 
nue,  The  Bronx. 

al.  no.  497-23-BZ — Application,  April  24,  1923,  under  tlu 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  S.  G 
LaVine,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main* 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles 
premises  1578-1586  Bedford  avenue, 
Brooklyn. 

al.  no  984-22-BZ — Application,  July  26,  1923,  under  the 
building  zone  resolution,  of  Barnet 
Goldfein,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2379  Tie- 
bout  avenue,  The  Bronx. 

al.  no.  932-23-BZ — Application,  July  20,  1923,  under  the 
building  zone  resolution,  of  Murraj 
Klein,  applicant,  on  behalf  of  Ashef 
Dann,  owner,  to  permit  in  a  business 
district  the  extension  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  5002-5012  7tb 
avenue,  southwest  corner  of  50th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

L21-23-BZ. 

-PPLICANT — John  Jose  Carroll,  for  Edward  Amato, 
owner. 

REMISES — 810-816  Classon  avenue,  Brooklyn. 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

i72-23-BZ. 

pplicant — Wm.  C.  Cartwright,  for  Louis  W.  Campbell, 
owner. 

REMISES — 112  East  75th  street,  Manhattan. 

O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  electric  sign  on  the  front  wall  of  a 
building. 

!80-23-BZ. 

PPLICANT — Charles  B.  Meyers,  for  Charles  Rudolph, 
owner. 

REMISES — 865  East  175th  street,  The  Bronx. 

O  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  residence  to  a  business 

use. 

:65-23-BZ. 

PPLICANT — S.  Millman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner. 

REMISES — 1210-1260  Elder  avenue,  The  Bronx. 

O  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 


1366- 23-BZ. 

APPLICANT — S.  Milman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner. 

PREMISES — 1231-1265  Elder  avenue,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 

1367- 23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  B.  R.  Construc¬ 
tion  Co.,  owner. 

PREMISES — 1211-1263  Boynton  avenue,  The  Bronx. 

10  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 

1420-23-BZ. 

APPLICANT — Olof  B.  Almgren,  for  Carl  Wilk,  owner. 

PREMISES — 224-240  Clarkson  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1504-23-BZ. 

APPLICANT — Henry  Holder,  for  Gottlieb  E.  Haussiei, 
owner. 

PREMISES — 156-160  North  Elliott  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration,  extension 
.  and  conversion  of  occupancy  from  a  factory  use  to 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

1561-23-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  for  Samuel  Rubin, 
owner. 

PREMISES— 4421-4427  3rd  avenue,  The  Bronx.' 

TO  PERMIT  the  extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

2-24-BZ. 

APPLICANT — Louis  Allmendinger,  for  John  Stegeman, 
owner. 

PREMISES — 1088-1092  Hancock  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

23-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Wepbern  Realty 
Corp.,  owner. 

PREMISES — South  side  of  West  207th  street,  100  ft.  west 
of  9th  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

558-23-BZ. 

APPLICANT— Jenks  &  Rogers,  for  Realty  Associates, 
owner. 

PREMISES- — 62-100  Empire  boulevard,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  to  be  used  as  a  motor 
vehicle  repair  shop. 

604-23-BZ. 

APPLICANT— Jos.  J.  Furman,  for  Franklin  R.  Bruns, 
owner. 

PREMISES— 2320-2322  Morris  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  motor  vehicles; 
four  spaces  rented  to  persons  not  residing  on  the 
premises. 
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BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23-A — 196  19th  street,  Brooklyn. 

1160-23- A — 27-29  West  4th  street,  Manhattan. 

1257-23-A — Foot  of  67th  street,  South  Brooklyn. 
933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — '1495  St.  Nicholas  -  avenue,  Manhattan. 
178-23-A — 438-442  East  166th  street,  Bronx. 

1311-23-A — 71-79  West  23rd  street,  Manhattan. 

7-24-A — 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

9-24-A — 138-140  East  61st  street,  Manhattan. 

.16-24-A — '1342  Park  avenue,  Manhattan. 

17-24- A — 2-10  Evergreen  avenue,  Brooklyn. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

27-24-A — '218  East  9th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  26,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  939-23-BZ — 'Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;, 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1165-23-BZ— Application,  October  10,  ,1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1100-23-BZ — Appliation,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  1508-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Abra¬ 
ham  Singer,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  631-637  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  84-23-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Thomas 
I.  Sheridan,  applicant,  on  behalf  of 


Samuel  Block,  owner,  for  a  re-hearing 
of  an  application  previously  denied,  to 
permit  in  a  business  distriot  alteration 
of  existing  building  and  change  of  oc¬ 
cupancy  from  manufacturing  of  motion 
picture  films  to  garage  for  more  than 
five  (5)  motor  vehicles;  premises  69- 
71  West  90th  street,  Manhattan. 

cal.  no.  733-23-BZ— Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  distriot  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  3420  Olinville  avenue,  The 
Bronx. 

cal.  no.  854-23-BZ — Application,  July  3,  1923,  under  the 
building  zone  resolution,  of  Edward  L. 
Larkin,  applicant,  on  behalf  of  Rex- 
burg  Realty  Corporation,  owner,  to 
permit  the  extesnion  into  a  residence 
district  the  erection  and  maintenance 
of  a  theatre  building;  premises  north¬ 
west  corner  (5f  170th  street  and  College 
avenue,  The  Bronx. 

cal.  no.  907-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Samuel  A. 
Kelsey,  applicant^  on  behalf  of  Amelia 
E.  Kelsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  change  of  occupancy 
in  part  from  residence  to  a  business 
use,  to  be  used  as  real  estate  office; 
premises  229  West  137th  street,  Man¬ 
hattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217-23-S— 147-149  West  29th  street,  Manhattan 
1448-23-S — 137-139  Grand  street,  Manhattan. 

1552-23-S — 118  Madison  avenue,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1 159-23- S — 806  6th  avenue,  Manhattan. 

1419-23-S — 2133  1st  avenue,  Manhattan. 

1119-23-S — 233-243  Greene,  street,  Brooklyn. 

1333-23-S — 1170  Greene  street,  Manhattan. 

1348-23-S — 350  4th  avenue,  Manhattan. 

1412-23-S — 174  Duffield  street,  Brooklyn. 

1461-23-S — 23  West  20th  street,  Manhattan. 

1477-23-S — 521  Broome  street  and  22  Watts  street,  Man¬ 
hattan. 

1546-23-S — 648-652  East  12th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1421-23-S — 151-157  33rd  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1515-23-SA — Apartment  House  Oil  Burner  A-25,  approva 
of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 


228 


CALENDAR 


RULES. 

280-22-S— Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  Motion  Picture 
Theatres. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  February  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1464-23-A— 52-54  East  78th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  29,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters: 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1494-23-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Mc- 
Kown  &  Condon,  applicants,  on  behalf 
of  Broadway-94th  Street  Realty  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
West  95th  street,  Manhattan. 

cal.  no.  1133-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
Philip  Bardes,  architect,  on  behalf  of 
Hyman  Hermele  and  Samuel  Heft, 
owners,  to  permit  in  a  business  district 
the  alteration  and  extension  in  height 
of  a  one-story  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1005-1007  Intervale 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  March  4,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1024-23-A — Northeast  corner  of  Boerum  and  White  streets, 
Brooklyn. 

1158-23-A— 537-547  West  53rd  street,  Manhattan. 

1281-23-A — 149-151  Baxter  street,  Manhattan. 


1413-23-A — 149-153  Columbus  avenue,  Manhattan. 

1445-23- A — '37-39  Murray  street,  Manhattan. 

1483-23-A— 424-426  East  62nd  street,  Manhattan. 
1490-23-A — 406  2nd  avenue,  Manhattan. 

1527-23-A — 1219  103rd  street,  Ozone  Park,  Queens. 
1555-23-A — 4360-4376  Broadway,  Manhattan. 

1161-23-A — 400  East  198th  street,  The  Bronx. 

1432-23- A — 157-159  East  128th  street,  Manhattan. 
1468-23-A — 1449-1459  Broadway,  Brooklyn. 

40- 24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

41- 24-A — 106-108  Fulton  street,  Manhattan. 

45- 24-A — 13  University  place,  Manhattan. 

46- 24-A — 33-43  Degraw  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  4,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1529-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  consulting  engineer,  on  be¬ 
half  of  Alphonse  Freund,  Frederick  A. 
Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  West  83rd  street, 
Manhattan. 

cal.  no.  1489-23-BZ — Application,  December  17,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
John  Reinschmidt  and  H.  H.  Snede- 
ker,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  east  side  Franklin  avenue,  236.50 
ft.  south  of  East  166th  street,  The 
Bronx. 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

cal.  no.  1386-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Broadway  Marlboro  Realty  Corp., 
owner,  to  permit  in  a  two-times  height 
district  the  erection  of  part  of  the 
front  wall  of  a  building  without  a  set¬ 
back  to  a  height  exceeding  the  limit 
set  by  the  building  zone  resolution ; 
premises  1351-1365  Broadway,  north¬ 
west  corner  of  West  36th  street,  Man¬ 
hattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 
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cal.  no.  1389-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  John 
Morrison,  applicant  and  owner,  to  per¬ 
mit  in  a  residential  “E”  area  district 
the  erection  and  maintenance  of  a  resi¬ 
dence  building  occupying  more  than  30 
per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb 
level ;  premises  4634-4646  Bay  Park¬ 
way,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  4,  1924,  at  2  />.  in. 

Petitions  for  Variations. 

1501-23-S — 12  West  19th  street,  Manhattan. 

1505-23- Si — 130  Madison  avenue,  Manhattan. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
18-24-S — 14-16  East  38th  street,  Manhattan. 

33-24-S — 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

81- 24-S — 146-152  West  29th  street,  Manhattan. 

82- 24-S — 209-211  West  26th  street,  Manhattan. 
57-24-S — £22-224  West  37th  street,  Manhattan. 
96-23- S — 31  West  125th  street,  Manhattan. 

2483-17-S — 42-44  West  39th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  March  11,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1248-23- A— 1113-1127  Avenue  A,  Manhattan. 

1481- 23 -  A — 36i-48  Flatbush  avenue  Extension,  Brooklyn. 
1560-23- A— 203-205  West  40th  street,  Manhattan. 

85-24- A — 158-162  West  Jackson  avenue,  Corona,  Queens. 

87-24-A— 363-367  Borden  avenue,  L.  I.  City,  Queens. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  11,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  844-23-BZ— Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Kearney,  applicant,  on  behalf  of  Henry 
M.  Armsheimer,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  mo¬ 
tor  vehicles,  one  space  rented  to  per¬ 
sons  not  residing  on  the  premises ;  prem¬ 
ises  2947  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  1359-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
President  Franklin  Corporation,  owner, 
to  peymit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more. than  five  (5) 
motor  vehicles ;  premises  southwest  cor¬ 
ner  of  President  street  and  Franklin 
avenue,  Brooklyn. 

cal.  no.  1433-23-BZ — Application,  December  5,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Stefan 
Noskewicz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in 


part  for  business  purposes;  premises 
northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  Long  Island  City, 
Queens. 

cal.  no.  1453-23-BZ — Application,  December  8,  1923,  under 
the  building  zone  resolution,  of  Times 
.  Triangle  Investors,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  extending 
into  a  residence  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  business  purposes;  premises 
852-858  Cypress  avenue,  southeast  cor¬ 
ner  of  Cornelia  street,  Ridgewood, 
Queens. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

cal.  no.  1543-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  L.  Larkin,  applicant,  on  behalf 
of  Rexburg  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  of 
Webster  avenue,  772  ft.  north  of  169th 
street,  The  Bronx. 

William  J.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  1.1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1213-23-S — 231  Mercer  street,  Manhattan. 

29-24-S — '328-332  7th  avenue,  Manhattan. 

52-24-S — 32-34  West  39th  street,  Manhattan. 

63-24-S — 1007-1009  Buchman  avenue,  Ridgewood,  Queens. 

74-24-S — 76  MeKibben  street,  rear,  Brooklyn. 

77-24-S — 311-315  7th  avenue,  Manhattan. 

835-22-S — 58  West  38th  street,  Manhattan. 

Appliance  Submitted  for  Apprival. 

68-24-SA — May  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  a.  m. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

(  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
William  J.  Walsh,  Chairman. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  FEBRUARY  13,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  February  5,  1924,  and 
the  minutes  of  the  special  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  afternoon,  February  5,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  7,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

927-23- A. 

APPELLANT — August  Jenne.,  for  C.  A.  Pape,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 418  East  15th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  August  Jenne 
For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent  r  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 


965-23-A. 

APPELLANT — John  Blumers  &  Bros.,  lessees. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 545  East  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Henry  F.  Blumers. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mesrs.  Beatty,  Boulton  and  Kerby  3 
Negative :  Chairman  Walsh,  Messrs.  Connell, 


Holland  and  Fire  Chief  Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION: 

(965-23-A) 


Whereas,  John  Blumers  &  Bros.,  lessee,  filed,  July 
23,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  545  East 
75th  street,  Borough  of  Manhattan  and 
Whereas,  the  order  of  the  fire  commissioner,  [No. 
19003-LC,  dated  June  30,  1923,  reads: 

“Inspections  of  your  premises  shows  that  you  are 
storing  seven  motor  vehicles,  containing  gasoline  in 
their  fuel  tanks,  and  that  the  following  must  be  done 
or  your  permit  will  be  revoked : 

“1.  Install  an  approved  oil  separator,  trap  or  simi¬ 
lar  apparatus.”; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  2<  ft.  by  85  ft.  in  area;  OCCUPIED  as  a  garage 
for  the  storage  of  seven  (7)  motor  vehicles  used  in  the  con¬ 
ducting  of  appellant’s  business;  and 
Whereas,  appellant  contends  the  garage  is  located  on  the 
northwest  corner  of  75th  street  and  Exterior  street;  or, 
within  100  ft.  of  the  outlet  of  the  sewer. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
dotted. 

1328-23-A. 

APPELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Company,  for  Paramount  Color  Card  Co., 

lessee. 


SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 277  Greene  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwitz. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  5 

Negative  .  0 

Absent :'  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(1328-23-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Paramount  Color  Card  Co.,  lessee,  filed,  November 
17,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  277 
Greene  avenue,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  50201- 
F,  dated  October  9,  1923,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same  plane 
,  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  East  side  of  build¬ 
ing  *  * 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  87  ft.  6  in.  in  area.  OCCUPIED :  1st 
floor,  canvas  covers,  4  persons ;  2nd  floor,  office,  1  person ; 
3rd  floor,  manufacturer  sample  cards,  6  persons ;  4th  floor, 
manufacturer  sample  cards,  2  persons ;  and 

Whereas,  there  are  four  openings  in  each  story  above 
the  1st  story  within  30  ft.  of  openings  in  an  adjoining 
fireproof  warehouse  to  the  east ;  and 

Whereas,  appellant  contends  all  openings  in  the  build¬ 
ing  adjoining  to  the  east  are  protected  with  fireproof  win¬ 
dows;  and 

Whereas,  the  board  deemed  that  in  so  far  as  the  expo¬ 
sure  is  at  right  angle  and  only  opening  is  to  adjoining 
fireproof  building  with  approved  protected  openings.  - 
Resolved \  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  extension  of  this  building 
shall  be  separated  from  main  building  by  a  wall  of  ap¬ 
proved  masonry ;  that  ary/  opening  in  the  partition  wall 
shall  be  protected  with  self-closing,  fireproof  door;  and  that 
all  windows  along  course  of  any  fire  escapes  on  extension 
shall  be  equipped  with  approved  fireproof  windows;  and 
granted  so  long  as  use  and  occupancy  remain  substantially 
unchanged. 


1418-123- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Eager  &  Berger,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 81-95  Wallabout  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwitz. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  5 

Absent :  Mr,  Connell  and  Fire  Chief  Kenlon  . .  2 
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THE  RESOLUTION: 

(1418-23-A) 

Whereas,  Croker  National  Fire  Prev.  Eng.  Co.,  for  Eager 
&  Berger,  lessee,  filed,  December  3,  1923,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  81-95  Wallabout  street,  Brook¬ 
lyn;  and  .  .  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  14,  1923,  reads : 

“1.  Forthwith  remove  all  nitro-cellulose  products  in 
the  form  of  blocks,  slabs,  sheets,  rods,  tubes  or  other 
shapes  to  be  used  as  raw  material  from  the  premises 
and  discontinue  the  further  storage  of  celluloid  on  the 
premises  pending  compliance  with  the  following: 

“2.  Provide  an  approved  cabinet  for  the  storage  of 
nitro-cellulose  products.  Said  cabinet  not  to  exceed 
30  cubic  feet  capacity  and  not  to  be  used  for  the  stor¬ 
age  of  more  than  250  lbs.  in  each  compartment;  not 
more  than  two  compartments  being  permitted.  Said 
cabinet  to  be  constructed,  vented  and  equipped  with 
sprinklers  in  accordance  with  the  provisions  of  Sec. 
232-3-d. 

‘‘3.  Provide  an  automatic  sprinkler  system  supplied 
from  both  approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply  (except  that  no  change 
shall  be  required  in  supplies  to  automatic  sprinkler 
equipments  previously  approved  by  the  Fire  Commis¬ 
sioner  as  two  source  systems  *  * 


and 

Whereas,  the  premises  located  at  the  rear  of  the  lot  con¬ 
sist  of  two  buildings,  both  non-fireproof,  two  stories  in 
height ;  the  easterly  building  is  16  ft.  3  in.  by  22  ft.  10  in. 
in  area;  and  the  westerly  building  is  20  ft.  9  in.  by  18  ft. 
10  in.  in  area;  connected  by  an  opening  in  the  2nd  story. 
OCCUPIED :  1st  story,  storage,  3  persons ;  2nd  story,  mfg. 
of  sticks  for  umbrellas  and  walking  canes;  and 

Whereas,  appellant  requests  that  the  appeal  be  granted 
in  view  of  the  fact  that  the  amount  of  celluloid  to  be 
stored  on  the  premises  shall  not  exceed  40  pounds. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied.  <  i 


1430-23- A. 

APPELLANT — Edward  P.  Doyle,  for  Broadway  John 
Street  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 4-10  John  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Kerby  . 1 

THE  RESOLUTION: 

(1430- 23- A) 


Whereas,  Edward  P.  Doyle,  for  Broadway  John  Street 
Corp.,  owner,  filed,  December  5,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  4-10  John  street,  Borough  of  Manhattan  ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  48518- 
F,  dated  July  12,  1923,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  the  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open 
ing  in  any  other  building  and  not  in  the  same  plane 


with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  rear  of  building  and  court 

*  *  *  ”  . 

9 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  68  ft.  by  43  ft.  (irregular)  in  area;  OCCUPIED 
as  stores,  offices  and  tenant  factories ;  and 

Whereas,  there  are  nine  (9)  windows  on  each  story  above 
the  1st  story,  within  30  ft.  of  openings  in  adjoining  build¬ 
ing,  and  within  50  ft.  of  the  roof  of  a  one-story  extension, 
all  to  the  rear. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1464-23-A. 

APPELLANT — Ashmead  E.  Scott,  lessee, 

SUB TECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 52-54  East  78th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Russell  H.  Kittel. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


1468-23-A. 

APPELLANT — C.  Ludwig  Baumann  &  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1449  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edward  T.  Ryan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  4,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative, 
for  final  disposition. 


1471-23-A. 

APPELLANT— Joseph  Mitchell,  for  James  E.  Mitchell, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 342  West  24th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Joseph  Mitchell. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1471-23-A) 

Whereas,  Joseph  Mitchell,  for  James  E.  Mitchell,  owner, 
filed,  December  12,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  342  West  24th  street,  Manhattan;  and 

Whereas  the  order  of  the  fire  commissioner,  dated 
November  23,  1923,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  on 
these  premises.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  25  ft.  by  98  ft.  9  in.  in  area  at  1st 
story  and  25  ft.  by  60  ft.  in  area  above.  OCCUPIED: 
1st  story,  dwelling  and  private  garage;  2nd  and  3rd  stories, 
dwellings;  and 
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Whereas,  the  fire  department  contends  the  garage  is  not 
separated  from  dwelling  portion  of  premises,  in  that  the 
ceiling  is  not  properly  fire  retarded  and  the  dwelling  por¬ 
tion  is  occupied  by  other  than  the  owner  or  his  chauffeur ; 

and 

Whereas,  appellant  contends  that  the  rear  portion  of 
premises  has  been  used  by  owner  as  a  private  garage  for 
three  years — his  employee  occupies  dwelling  portion  of 
premises— that  the  tenant  rents  furnished  rooms  and  that 
the  exits  are  ample. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  garage  be  limited  and  restricted 
to  use  and  operation  of  automobiles,  the  property  of  the 
owner  of  the  premises ;  that  the  walls  and  ceilings  of  ga¬ 
rage  portion  of  structure  and  runway  be  fire  retarded; 
that  fire  escape  be  maintained  at  rear  of  premises  with  egress 
to  adjoining  yard  at  east,  egress  therefrom  to  street;  and 
that  there  shall  be  no  opening  between  the  living  quarters 
of  these  premises  and  garage  or  garage  runway. 


1479-23-A. 

APPELLANT — Naomi  Hopkins  and  Arthur  D.  Wellbrock, 
lessees. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES — 46  8th  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  P.  McNulty  and  Mrs.  Hopkins. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty  and  Boulton .  2 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

Holland  and  Fire  Chief  Kenlon .  4 

Absent :  Mr.  Kerby  . .  1 

THE  RESOLUTION: 

(1479-23-A) 


Whereas,  Naomi  Hopkins  and  Arthur  D.  Wellbrock,  les¬ 
sees,  filed,  December  14,  1923,  an  appeal,  with  the  board 
of. appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  46  Eighth  avenue,  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  23,  1923,  reads : 

“Proposition  as  to  Fire-escape  was  originally  referred 
to  our  superintendent  and  same  was  required,  and  plans 
were  O.K.  as  per  corrections  made. 

“Therefore,  above  application  to  omit  same  is  denied.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  60  ft.  in  area.  OCCUPIED : 
Basement,  dining  room  and  kitchen;  1st,  2nd,  3rd  and  4th 
stories,  dwellings,  15  persons ;  and 
Whereas,  plans  were  filed  with  the  bureau  of  buildings 
to  permit  the  alteration  of  the  premises  to  a  rooming  house 
and  proposed  alteration  included  a  fire  escape ;  an  applica¬ 
tion  for  amendment  was  made  wherein  it  was  proposed 
to  omit  fire  escapes  and  provide  glass  panel  in  doors  be¬ 
tween  front  and  rear  apartments ;  and 
.  Whereas,  appellant  contends  that  there  are  not  15  sleep- 
mg  rooms  in  house  and  therefore  fire  escape  is  not  needed. 
,  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


109 1-23- A. 

APPELLANT— Samuel  Rosenblum,  for  Adelaide  H.  Pybz 
owner. 

BJ KCT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 68  East  11th  street,  Manha 
tan. 


APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  . .  6 

Negative  . ' .  o 

Absent:  Mr.  Kerby .  i 

THE  RESOLUTION: 

(1091-23-A) 


Whereas,  Samuel  Rosenblum,  for  Adelaide  Pybae, 
owner,  filed,  September  17,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  68  East  11th  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  49698- 
F,  dated  August  29,  1923,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  the  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  iii  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  south  side  of  building 
•  > 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  (52 
ft.)  in  height,  21  ft.  2  in.  by  94  ft.  9  in.  in  area  at  1st 
story  ancl  21  ft.  2  in.  by  60  ft.  2  in.  in  area  above.  OC¬ 
CUPIED :  1st  story,  restaurant;  2nd  story,  offices  (cloth¬ 
ing  concern),  10  persons;  3rd  story,  pattern  maker,  10  per¬ 
sons;  4th  and  5th  stories,  dwellings;  and 

Whereas,  there  are  four  windows  in  the  3rd,  4th  and 
5th  stories  within  30  ft.  of  openings  in  a  building  to  the 
west  rear  and  four  windows  on  the  2nd,  3rd,  4th  and 
5th  stories  within  50  ft.  of  the  roofs  of  one-story  extension 
to  the  south ;  and 

Whereas,  appellant  contends  that  the  windows  of  the 
building  to  the  west  rear  are  protected  with  iron  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  ceiling  of  one- 
story  extension  be  fire  retarded ;  that  the  stairhall 
be  enclosed,  in  fire  retarding  partitions,  any  openings  therein 
to  be  protected  with  self-closing,  fireproof  doors ;  and 
granted  so  long  as  occupancy  and  use  remain  substantially 
unchanged  and  the  openings  in  abutting  wall  of  adjoining 
premises  at  west  remain  properly  protected. 


1118-23-A. 

APPELLANT — Samuel  Rosenblum,  for  John  Fischer, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 853  Jackson  avenue,  The  Bronx 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  snecified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . q 

Absent  .  n 

THE  RESOLUTION: 


(1118-23-A) 

Whereas,  Samuel  Rosenblum,  for  John  Fischer,  owner, 
filed,  September  26.  1923.  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of'  the  fire  commissioner,  affecting 
premises  853  Jackson  avenue,  Borough  of  the  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner.  No.  19833- 
LC,  dated  September  11,  1923,  reads: 

With  reference  to  your  application,  dated  April  5th, 
1923,  for  a  permit  to  maintain  a  non-storage  garage  at 
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the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  permit  because  the  building 
is  of  frame  construction. 

“You  are,  therefore,  ordered  to 
“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 

and 

Whereas,  the  building  situated  at  the  rear  of  the  lot  is 
frame,  one  story  in  height,  24  ft.  1  in.  by  13  ft.  6  in.  in 
area ;  divided  into  two  portions ;  one  section  used  for  stor¬ 
age  purposes  and  the  other  used  as  a  garage  for  the  stor¬ 
age  of  one  commercial  motor  vehicle ;  and 

Whereas,  appellant  contends  the  premises  were  used  for¬ 
merly  as  a  stable;  that  the  garage  portion  is  metal  lined 
and  that  there  is  no  gasoline  stored  on  the  premises  other 
than  in  the  tank  of  the  car. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  garage  use  be  restricted  to 
the  extension  building,  limited  in  dimension  to  7  ft.  3  in.  by 
16  ft.,  permitting  the  storage  of  one  automobile,  the  prop¬ 
erty  of  the  occupant  or  owner  of  the  premises,  and  that 
there  shall  be  no  gasoline  storage  maintained  on  premises 
other  than  in  tank  of  car. 


1139-23-A. 

APPELLANT— Green  &  Barrett,  for  S.  Schlesinger, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 133  Crosby  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Alexander  Green. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(1139-23-A)  ) 

Whereas,  Green  &  Barrett,  for  S.  Schlesinger,  owner, 
filed,  October  1,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
133  Crosby  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
19799^-LC,  dated  September  8,  1923,  reads : 

“1.  Forthwith  remove  all  nitro-cellulose  products.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  75  ft.  in  area.  OCCUPIED  as  follows : 
1st  story,  manufacturing,  4  persons ;  2nd  to  4th  stories,  va¬ 
cant  at  present;  5th  story,  occupied  by  appellant  for  the 
manufacture  of  umbrella  handles,  4  persons ;  and 

Whereas,  appellant  contends  he  occupies  the  top  story 
of  the  building;  uses  the  celluloid  to  trim  wooden  handles, 
and  requests  permission  to  store  25  pounds  of  nitro-cel¬ 
lulose. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  25  pounds  of  cel¬ 
luloid  shall  be  maintained  on  premises,  stored  in  metal  cabi¬ 
net ;  that  all  open  flame  be  discontinued  on  the  premises; 
and  that  the  matter  be  held  in'  abeyance  until  the  appellant 
vacates  the  premises,  which  will  be  on  or  before  May  1, 
1924. 


1544-22-A. 

APPELLANT— Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.,  owner. 


SUBJECT— Application  for  extension  of  permit  (appeal 
from  decision  of  fire  commissioner). 

PREMISES  AFFECTED— 1323-1327  Broadway,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE  TO  EXTEND  TEMPORARY  PERMIT 

FOR  NINETY  DAYS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  -  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1544-22-A) 


Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co.,  Inc., 
owner,  filed,  December  22,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  1323-27  Broadway,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 

“11.  Fuel  oil  equipments  are  not  permitted  in  build¬ 
ing  of  hazardous  occupancies.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  and  nineteen 
stories  in  height,  197  ft.  6  in.  by  505  ft.  in  area;  occupied 
as  a  department  store,  basement  and  sub-basement,  ship¬ 
ping;  1st  to  7th  stories,  department  store  upper  stories, 
stock ;  and 

Whereas,  appellant  has  installed  a  fuel  oil  burning  equip¬ 
ment  and  claims  this  equipment  conforms  to  the  require¬ 
ments  of  the  fuel  oil  rules ;  and 

Whereas,  a  committee’s  report  which  was  adopted  “rec¬ 
ommends  that  fireproof  walls  of  approved  masonry,  as  . 
indicated  on  plans  filed  March  20,  1923,  in  this  appeal,  be 
completed  in  accordance  with  said  plans,  isolating  the 
boiler  room,  by  at  least  two  fireproof  intervening  walls, 
from  any  other  part  of  the  building  in  which  merchan¬ 
dise  is  handled  or  material  stored  as  part  of  the  depart¬ 
ment  store  business,  any  openings  in  the  said  walls  to  be 
equipped  with  self-closing,  fireproof  doors,  as  indicated  on 
said  plans  and  providing  egress  from  the  boiler  room 
which  in  no  case  passes  through  any  room  used  for  mer¬ 
cantile  storage  or  purposes;  and,  on  further  condition,  in 
granting  this  appeal,  that  the  appellant  install  a  ventilat¬ 
ing  system,  separate  and  independent,  for  the  boiler  room, 
discharging,  through  metal  duct,  directly  to  the  outer  air 
above  the  roof,  and  exhausting  by  means  of  a  power  1 
driven  fan  of  not  less  than  25  h.  p„  so  that  any  smoke, 
developing  from  any  cause  in  the  boiler  room,  would  dis¬ 
charge  above  the  roof  of  the  main  building ;  and  on 
further  condition  that  a  mechanical  automatic  control  be 
installed  on  the  discharge  line  from  the  pumps,  arranged 
to  close  down  the  pump  on  the  cessation  of  flame  -in  the 
fire  box  or  any  fracture  of  oil  supply  line;  that  the  in¬ 
stallation  comply  in  all  other  respects  with  the  Fuel  Oil 
Rules  of  the  Board  of  Standards  and  Appeals,  and  that 
appellant  obtain  the  necessary  permits  for  the  installation 
of  fuel  oil  burning  equipment,  in  accordance  with  said 
Fuel  Oil  Rules,  together  with  a  certificate  from  the  Su¬ 
perintendent  of  Buildings” ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  22,  1923,  but  appellant,  unable  to  finish  the 
work  within  the  60  day  period  granted,  requests  under  date 
of  February  6,  1924,  an  extension  of  time  for  90  days. 

Resolved,  that  the  decision  of  the  fire  commissioner,  Item 
11,  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  stipulations  set 
forth  in  the  foregoing  report,  adopted  this  date,  be  com¬ 
plied  with; 

Resolved,  further,  that  the  temporary  permit  for  the  in¬ 
stallation  pending  approval  of  plans  be  extended  for'  90 
days  from  the  date  of  this  action  at  owner’s  own  risk. 
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1172-23-A. 

APPELLANT — Joseph  Sudbeaz,  for  the  Asia  Drug  Co., 

Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — £79  Pearl  street,  Manhattan. 
APPEARANCES — None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


BUILDING  ZONE  CASES. 

1128-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  )to  permit  in  an  unrestricted  district  ex¬ 
tending  into  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 363-371  Prospect  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Victor  A. 
Brandes. 

For  Opposition:  Benjamin  F.  Doody,  Morris  Wink¬ 
ler. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  the  board. 


1210-23-BZ. 

APPLICANT— Henry  C.  Brucker,  for  George  Hummel, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension  to  an  existing 
building  used  for  business  purposes. 

PREMISES  AFFECTED — 2365  Myrtle  avenue,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Louis  P.  Bohnaker,  Edwin  T. 
Sisk,  Mrs.  T.  May,  John  Wale  and  others. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland  and  Kerby  .  5 

Negative :  Mr.  Beatty  .  1 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1210-23-BZ) 


Whereas,  William  F.  Doyle,  for  George  Hummel,  owner, 
filed,  October  23,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension  to  an  existing  build¬ 
ing  used  for  business  purposes ;  premises  2365  Myrtle  ave¬ 
nue,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
13,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Myrtle  and  Anthon  avenues 
are  business  districts  and  Van  Cortlandt  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  22,  1923,  in  acting  on  Alt.  App.  No. 
2638-23,  reads : 


“The  erection  of  or  an  extension  of  an  existing  busi¬ 
ness  building  within  a  residence  zone  is  contrary  to  the 
provisions  of  the  zoning  law.” ; 

and 

Whereas,  the  existing  building  is  of  lion-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  40.98 
ft.  and  a  depth  averaging  88  ft. ;  it  is  proposed  to  extend 
the  building  at  the  rear  to  Van  Cortlandt  avenue,  the  depth 
as  proposed  to  be  134  ft.  1024  in.,  the  building  to  be  occupied 
as. a  furniture  store;  and 

Whereas,  under  the  provisions  of  section  1,  subdivision 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  to  three  stories  in  height  above  grade;  that  there 
shall  be  no  receiving  yor  delivery  of  merchandise  permitted 
on  the  Van  Cortlandt  avenue  front  of  the  property ;  that 
there  shall  not  be  more  than  one  door  opening  on  the  Van 
Cortlandt  avenue  front  of  the  building,  not  exceeding  3 
ft.  8  in.  in  width ;  that  all  window  openings  be  equipped 
with  double  hung  frames  and  sash,  subdivided  in  small 
lights,  not  less  than  six  lights  to  a  sash;  that  the  windows 
on  the  first  story  shall  be  at  least  3  ft.  6  in.  above  curb 
level  and  glazed  with  translucent  glass;  that  the  street 
front  of  the  building  shall  be  finished  in  face  brick  and 
stone  of  the  same  color  and  texture  as  front  of  the  adjoin¬ 
ing  premises ;  that  there  shall  be  no  sign,  bill-board,  adver¬ 
tising  or  business  display  permitted  on  the  Van  Cortlandt 
avenue  front  of  this  building; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


1212-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Mary.  Katz,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1115-1119  Intervale  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Applicant:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Boulton,  Holland  and 


Kerby  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty  and 

Connell .  3 

Absent :  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(1212-23-BZ) 


Whereas,  William  F.  Doyle,  for  Mary  Katz,  owner,  filed, 
October  24,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1115-1119  Intervale  avenue, 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
13,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Intervale  avenue  and  East 
167th  street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  13,  1923,  in  acting  on  N.  B.  App. 
No.  2379-23,  reads: 
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“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  the  provisions  of  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  120  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1297-23-BZ. 

APPLICANT — John  J.  Dunnigan,  .for  Joseph  Lagana, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  ex- 

•  tending  into  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 44  Convent  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  James  S.  Freedman. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924,  at 
10  a.  m. 


1349-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Greater  New  York 
Garage  Co.,  Inc.,  owner. 

SUBJECT — Application  (re :  order  of  fire  commissioner) 
to  permit  in  a  business  district  extending  into  a 
residence  district  the  connection  and  maintenance 
of  two  existing  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  temporary  permit 
for  each  garage  expiring  on  December  9,  1923. 

PREMISES  AFFECTED — 4342  Broadway,  643-47  West 
185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  request  of  applicant,  to  submit  consents. 

1404-23-BZ. 

APPLICANT— Charles  D.  Strang  and  Tinea  Strang, 
owners. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  change  of  oc¬ 
cupancy  from  manufacturing  and  dead  storage  to 
the  use  of  fur  dressing. 

PREMISES  AFFECTED — 178-180  South  Portland  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  McNally. 

For  Opposition:  John  Guilfoyle,  Alyert  Aston,  Ru¬ 


dolph  Dugan,  C.  K.  Pullen  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  .  6 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(1404-23-BZ) 


Whereas,  Charles  D.  Strang,  for  Charles  D.  Strang  and 
Tinea  Strang,  owners,  filed,  November  30,  1923,  an  appli¬ 


cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  change  in  occupancy  of  a  building  oc¬ 
cupied  as  factory  and  dead*  storage  of  automobiles;  a  per¬ 
mitted  use  under  the  building  zone  resolution  to  a  fur 
dressing  establishment ;  premises  178-180  South  Portland 
avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
13,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  South  Portland  avenue  and 
South  Elliott  place  are  business  districts  and  Atlantic  ave¬ 
nue  is  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  9,  1923,  in  acting  on  Report  No. 
6213-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone.  Resolu¬ 
tion,  Art.  II,  Sec.  4,  Subdiv.  28. 

“Fur  Dressing  Plant  in  a  business  district.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories,  in  height,  with  a  frontage  of  40  .ft. 
and  a  depth  of  100  ft.;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby 
is  denied. 


1494-23-BZ. 

APPLICANT — McKown  &  Condon,  for  Broadway-94th 
Street  Realty  Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 214-218  West  95th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Condon. 

For  Opposition:  Cornelius  Mitchell,  William  E. 

McReynolds  and  others. 

ACTION  OF  BOARD — Laid  over  to  Friday,  February  29, 
1924,  at  10  a.  m.,  on  request  of  applicant’s  repre¬ 
sentative. 


640-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Joseph  G.  Marsi- 
cano,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage  of 
three  (3)  pleasure  and  two  (2)  commercial  motor 
vehicles. 

PREMISES  AFFECTED— 1029  41st  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  Gabriel  Rubino,  Louis  Silver  and 
John  Tronlone. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
10  a.  m.,  to  obtain  consents. 


1133-23-BZ. 

APPLICAN  F — Philip  Bardes,  for  Hyman  Hermele  and 
Samuel  Heft,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  in  height  of  a  one-story  existing 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1005-1007  Intervale  avenue,  The 
Bronx. 
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appearances—  ^  , 

For  Applicant:  Benjamin  Miller,  Edward  P.  Doyle 
and  Hyman  Hermele. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1924, 
at  10  a.  m.,  to  correct  papers: 


827-23-BZ. 

APPLICANT— John  De  Hart,  for  Serafina  Minerva, 
owner.  .  . 

SUBJECT — Application  for  inspection  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  alteration  and  extension  of  an  existing 
stable  for  more  than  five  (5)  horses,  also  the  con¬ 
version  of  occupancy  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 460  Warren  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

ACTION  OF  BOARD— Application  for  inspection  granted. 

THE  VOTE  TO  GRANT  REQUEST  FOR  INSPEC¬ 
TION— 

.  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  Connell,  Holland  and  Kerby  ....  6 

Negative  . . .  0 

Absent :  Fire  Chief  Kenlon  .  1 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing ; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty : 

(1244-23- A) 

Filed  Oct.  31,  1923— Premises  6  North  Washington  street, 
Jamaica,  Queens.  Decision  of  the  fire  com¬ 
missioner.  Appellant,  Subrasco  Sales  Co. 
Dismissed  for  lack  of  prosecution. 
(1249-23-A) 

Filed  Nov.  1,  1923 — Premises  890  Post  avenue,  West  New 
Brighton,  S.  I.,  Richmond.  Order  of  the 
fire  commissioner.  Appellants,  Shafer  & 
Holscher.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1283-23- A) 

Filed  Nov.  8,  1923 — Premises  146  West  56th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellants,  Kramer,  Griffel  &  Rappaport. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  0 

‘  Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION  : 

Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  premises 
in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing ; 
but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 


(1150-23-BZ) 

Filed  Oct.  5,  1923— Premises  1172  East  12th  street,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Ray  Seedman.  Dismissed  for  lack 
of  prosecution. 

( 1157-23-BZ) 

Filed  Oct.  9,  1923 — Premises  210  Parkville  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Alfred  J.  Howarth.  Dismissed  for 
lack  of  prosecution. 

(1237-23-BZ) 

Filed  Oct.  30,  1923 — Premises  208  West  71st  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Applicant,  Kathryn  D.  Allan.  Dismissed  for 
lack  of  prosecution. 

(1261-23-BZ) 

Filed  Nov.  5,  1923 — Premises  712  East  212th  street,  The 
Bronx.  Decision  of  the  superintendent  of 
buildings.  Applicant,  John  A.  Cossa.  Dis¬ 
missed  for  lack,  of  prosecution. 

(1403-23-BZ) 

Filed  Nov.  30,  1923 — Premises  northeast  corner  Metropoli¬ 
tan  avenue  and  Continental  avenue,  Forest 
Hills,  L.  I.,  Queens.  Applicant,  A.  P. 
Sorice,  Jr,  Dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  8 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 


Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(23-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  and  maintenance  of  garage;  premises  south  side 
of  West  207th  street,  100  ft.  west  of  Ninth  avenue,  Man¬ 
hattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  West  207th  street  from  9th  avenue  to 
a  point  400  ft.  west  of  proposed  garage;  south  side 
of  West  207th  street  from  9th  avenue  to  a  point  100  ft. 
east  of  9th  avenue;  the  west  side  of  9th  avenue  from 
West  206th  street  to  West  207th  street;  the  north  side 
of  West  206th  street  from  9th  avenue  to  a  point  300 
ft.  west  of  9th  avenue. 


(58-24-BZ) ) 

The  chairman  presented  and  read  a  communication  from 
Mrs.  Brose,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  erection 
and  maintenance  of  garage;  premises  northwest  corner  of 
20th  street  and  Jackson  avenue.  Bprough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  20th  street  from  a  point  200  ft.  south 
of  Jackson  avenue  to  Burnside  avenue.  Both  sides  of 
Jackson  avenue  from  21st  street  to  a  point  400  ft.  west 
of  premises  in  question,  also  the  east  side  of  19th  street 
from  Jackson  avenue  to  a  point  200  ft.  north  of  Jackson 
avenue. 
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(88-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain 'consents  for 
erection  and  maintenance  of  garage;  premises  40-48  Hull 
street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Hull  street  from  Hopkinson  avenue  to 
a  point  400  ft.  west  of  proposed  garage;  also  the  north 
side  of  Fulton  street  from  Hopkinson  avenue  to  Sara¬ 
toga  avenue. 

(89-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 


the  maintenance  of  a  garage;  premises  west  side  of  Web¬ 
ster  avenue,  120.18  ft.  south  of  182nd  street,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Webster  avenue  from  a  point  100  ft. 
north  of  East  182nd  street  to  a  point  400  ft.  south  of 
proposed  garage;  both  sides  of  181st  street  (Folin 
street)  and  East  182nd  street  from  Webster  avenue  to 
a  point  400  ft.  south  of  proposed  garage ;  also  both 
sides  of  East  182nd  street  from  181st  street  (Folin 
street)  to  a  point  200  ft.  west  of  181st  street  (Folin 
street). 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  FEBRUARY  13,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kerby,  Connell,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  January  29, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  6, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1421-23-S. 

PETITIONER— Walter  R.  Prosser,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 151-157  33rd  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  James  H.  Marsh. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m. 


1357-23-S. 

PETITIONER— Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED — 35  West  25th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Oscar  Goldschlag. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m. 


1325- 23-S. 

PETITIONER — John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 181  William  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  M.  Lewis. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m. 


1326-23-S. 

PETITIONER — John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 22  Spruce  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  M.  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m. 


42-24- S. 

PETITIONER — Schwartz  &  Gross,  for  Fur  Center  Corp., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 104-112  West  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Miss  Clara  Kleinfeld. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Holland,  Kerby,  Connell,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  .  o 

Absent:  Mr.  Boulton,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Brady .  4 


THE  RESOLUTION: 

(42-24- S) 

Whereas,  Schwartz  &  Gross,  for  Fur  Center  Corp.. 
owner,  filed,  January  11,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintend¬ 
ent  of  buildings,  affecting  premises  104-112  West  29th  street, 
Borough  of  Manhattan;  and 

t  Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  App.  No.  70-1923,  dated  December  26,  1923,  reads: 

‘‘This  amendment  is  disapproved  with  the  following 
obj  ection : 

“13.  Proposed  dimensions  of  panes  in  show  win¬ 
dows  are  excessive. 

“Note — Single  panes  may  not  be  greater  than  720 
square  inches  nor  more  than  48  inches  in  any  dimension. 
Frames  may  not  be  more  than  5  feet  by  9  feet  between 
supports— Rule  503  Industrial  Code.”; 

and 
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Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  103  ft.  7J4  in.  by  98  ft.  9  in.  in  area;  equipped 
with  a  sprinkler  system.  OCCUPIED  as  follows :  Cellar, 
boiler  room  and  storage ;  1st  floor,  stores ;  mezzanine,  of¬ 
fices,  90  men,  90  women ;  2nd  and  3rd  floors,  show1  rooms ; 
4th  to  12th  floors,  manufacturing,  57  men,  55  tvomen  (per 
floor) ;  and 

Whereas,  the  area  of  glass  light  on  the  1st  story  is 
maximum  9  ft.  by  10  ft.  and  minimum  is  3  ft.  by  4  ft.; 
on  the  2nd  and  3rd  stories  6  ft.  by  7  ft.  maximum  and 
1  ft.  3  in.  by  3  ft.  minimum,  all  glazed  with  %  in.  polished 
plate  glass;  and 

Whereas,  petitioner  contends  that  to  comply  with  pro¬ 
visions  of  Sec.  264  of  the  labor  law  would  destroy  the  archi¬ 
tectural  effect  of  the  building  and  materially  affect  the  use 
intended  for  the  three  floors  mentioned. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
in  so  far  as  it  affects  the  windows  on  the  front  elevation 
of  the  first  three  stories,  on  condition  that  the  windows 
otherwise  throughout  the  building  Shall  comply  with  the 
labor  law. 


1327-23-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Paramount  Color  Card  Co.,  les¬ 
see. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 277  Greene  avenue,  Brooklyn. 
APPEARANCES — < 

For  Petitioner :  Herman  E.  Horwitz. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott . 11 

Not  Voting:  Fire  Chief  Kenlon  .  1 

Negative  .  0 


Absent  r  Deputy  Fire  Commissioner  Hannon  . .  1 

THE  RESOLUTION: 

(1327-23-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Paramount  Color  Card  Co.,  lessee,  filed,  November 
17,  1923,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an'  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  277  Greene  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  49430- 
LD,  dated  August  2,  1923,  reads : 

“1-  Arrange  the  fire  escape  on  the  north  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  60  degree  stairways  connecting  balconies.  No 
stairway  from  top  balcony  ot  roof.  Windows  on  course 
not  self-closing.  Railings  enclosing  balconies  not  three 
feet  in  height.  Non-fireproof  door  on  1st  story  opening 
underneath  balcony.  No  well  openings  in  some  balcony 
floors.  No  safe  passageway  to  street  from  termination 
of  fire  escape.  No  stairway  from  lowest  balcony  to 
ground.  No  steps  provided  from  floor  to  sills  of  win¬ 
dows  leading  to  fire  escape. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  Sec.  271  Labor  Law.”; 
and 


Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  87  ft.  6  in.  in  area.  OCCUPIED  as  fol¬ 
lows:  1st  floor,  canvas  covers,  4  persons;  2nd  floor,  office, 
1  person;  3rd  floor,  sample  card  manufacturer,  6  persons,; 
4th  floor,  sample  card  manufacturer,  2  persons.  EXITS: 
An  interior  wooden  stairway  extending  from  1st  to  top 
story  (with  ladder  to  scuttle  in  roof),  enclosed  in  wooden 
partitions  at  the  1st,  3rd  and  4th  stories  (open  at  2nd  story), 
with  wooden  doors  at  openings;  a  fire  escape  on  the  rear 
of  the  building  extending  from  roof  to  2nd  story  balcony 
with  drop  ladder  to  yard,  rwith  EGRESS  through  adjoining 
yard  to  adjoining  building;  windows  along  course  of  fire 
escape  not  protected;  ROOFS  to  west  ll/2  stories  lower,  to 
east  at  same  lelel ;  and 

Whereas,  petitioner  proposes  to  furnish  a  new  60  degree 
fire  escape,  fireproof  the  windows  along  the  course  thereof, 
with  EGRESS  from  termination  of  fire  escape  through  the 
open  court  to  the  building  adjoining  to  the  east,  and  in  re: 
Order  No.  2,  contends  there  is  an  existing  iron  ladder  to 
scuttle  in  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  a  fire  escape  shall  be 
erected  on  the  easterly  wall  of  the  rear  extension  as  indi¬ 
cated  on  plans  filed  in  the  case,  with  60  degree  connecting 
stairs  with  gooseneck  ladder  to  roof  and  stationary  60 
degree  stairs  to  yard,  and  that  the  yard  between  this  and 
the  adjoining  premises  shall  be  maintained  open  and  un¬ 
obstructed,  with  egress  through  adjoining  fireproof  prem- 
iises  to  the  street,  and  that  openings  on  the  course  of  the 
fire  escape  shall  be  made  fireproof  and  self-closing;  granted 
as  to  Item  No.  2  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  provided  from  the  top  story  loft  to  scuttle 
in  the  roof  located  adjacent  to  stairs  in  top  story  landing; 
granted  only  so  long  as  conditions  as  to  occupancy  and  use 
remain  substantially  unchanged. 


1462-23-S. 

PETITIONER — John  H.  Scheier,  for  Henry  Lehman,  les¬ 
see. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 158-160  West  26th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  John  H.  Scheier. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville,  Kleinert,  Moore  and  McDermott  ....  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  ...  1 

THE  RESOLUTION: 

(1462-23-S) 

Whereas,  John  H.  Scheier,  for  Henry  Lehman,  lessee, 
filed,  December  10,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  158-160  West  26th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  49311- 
LD,  dated  August  2,  1923,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  building 
by  constructing  a  fireproof  passageway  with  an  unob¬ 
structed  width  of  at  least  3  feet  throughout  leading 
to  the  street  *  *  *. 


239 


MINUTES 


“2.  Enclose  the  interior  stairway  at  the  East  side 
of  Westerly  portion  of  building  *  * 

and 

Whereas,  the  building  is  four  stories  in  height,  41  ft.  4 
in.  by  78  ft.  9  in.  in  area;  equipped  with  fire  alarm  signal 
system.  OCCUPIED  as  follows:  1st  story,  furs;  2nd 
story,  manufacturing  furs;  3rd  story,  dresses;  4th  story, 
dresses,  64  persons  above  the  1st  story.  EXITS:  An  in¬ 
terior  wooden  stairway  extending  from  1st  to  top  story, 
enclosed  in  wood  lath,  plaster  (and  metal  on  loft  side)  par¬ 
titions,  with  wooden  doors  (metal  covered  on  loft  side)  at 
openings ;  a  fire  escape  on  the  rear  of  the  building  extend¬ 
ing  from  4th  story  to  2nd  story  with  gooseneck  ladder  to 
roof  and  drop  ladder  to  yard ;  windows  along  course  of 
fire  escape  are  fireproof.  EGRESS  from  termination  of 
fire  escape  through  door  in  fence  to  premises  to  west; 
ROOFS  to  east  1  story  lower,  to  west  ,1  story  higher; 
and 

Whereas,  petitioner  contends  a  similar  order  was  issued 
in  1917  and  modified  in  1918  by  the  fire  commissioner  by 
accepting  in  lieu  of  some  certain  work  performed  on  the 
premises  and  subsequently  issued  a  certificate  to  the  effect 
that  there  were  no  orders  or  violations  pending  on  February 
3,  1919. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  a  fire  escape  in  the  rear 
shall  be  provided  with  connecting  stairs  not  less  than  60  de¬ 
grees  from  the  roof  to  the  yard,  with  egress  therefrom 
through  free  and  unobstructed  opening  in  the  east  to  ad¬ 
joining  property  to  the  west,  egress  from  which  shall  be 
through  said  adjoining  premises  to  the  street;  granted  as 
to  Item  No.  2  on  condition  that  the  loft  side  of  the  stair 
hall  partition  shall  be  covered  with  metal  and  the  hall  side 
of  the  partition  shall  be  fire  retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals,  all  open¬ 
ings  to  be  provided  with  self-closing,  fireproof  doors,  and 
that  all  windows  on  the  course  of  same  and  in  the  cellar 
shall  be  made  fireproof ;  and  granted  on  further  condition 
that  the  occupancy  shall  not  exceed  thirty  (30)  persons  on 
any  one  floor. 


1532- 23-S 

PETITIONER — William  F.  Doyle,  for  Charles  Brown, 
owner. 

SUBJECT — (Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 17  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  William  F.  (Doyle,  G.  S.  Wing. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  Kerby,  Fire  Chief 


Kenlon,  Superintendents  Brady  and  Mc¬ 
Dermott  .  8 

Negative:  Mr.  Beatty,  Superintendents  Reville, 

Kleinert  and  Moore . . . .  4 

Absent:  Deputy  Fire  Commissioner  Hannon.  1 
THE  RESOLUTION: 

(1532-23-S) 


Whereas,  Wm.  F.  Doyle,  for  Chas.  Brown,  owner, 
filed,  December  26,  1923,  a  petition,  with  the  board  of 
stondards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  17  East  53rd 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  October  25,  1923,  reads : 

“In  connection  with  application  for  certificate  of  oc¬ 
cupancy  for  above  premises,  this  buildmo-  was  raised 


from  a  5-  to  a  6-story  under  Alteration  1571-1922  oc¬ 
cupancy  certificate  6357,  issued  on  same  for  storage 
in  basement,  stores  on  first  floor  and  offices  above 
with  a  live  load  of  60  lbs.  on  floors  above  basement. 
This  building  would  be  required  to  be  a  fireproof 
building  under  the  Labor  Law  if  there  was  to  be 
factory  occupancy  in  same.  Application  is  therefore 
denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  25  ft.  by  100.5  ft.  in  orea.  OCCUPIED:  -Cellar, 
boiler  room ;  1st  story,  linen  and  embroideries ;  2nd  story, 
custom  tailor,  6  persons ;  3rd  story,  dressmaker,  8  per¬ 
sons  ;  4th  story,  hairdressing  parlor,  8  persons ;  5th  story, 
ladies’  tailor,  8  persons;  6th  story,  embroidery  manufac¬ 
turing,  15  to  20  persons ;  the  means  of  egress  consisting 
of  an  interior  stairway  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings  with  a  fire  escape  in  the 
westerly  court  at  the  rear  with  egress  to  street  from  the 
termination  of  the  fire  escape  through  fireproof  passage¬ 
way  ;  and 

Whereas,  it  appears  that  the  building  was  altered  from 
a  four  story  and  basement  building  by  the  raising  of  the 
basement  floor  to  the  street  level  and  adjusting  of  floors 
above  so  as  to  make  this  building  a  five  story  building 
and  to  this  was  added  an  additional  story,  making  the 
building  six  stories ;  and  will  sustain  a  live  load  of  60 
pounds  per  square  foot  of  floor ;  and 

Whereas,  the  ceilings  throughout  being  covered  .with 
wire  lath  and  cement  plaster  and  appellant  contends  that 
the  building  is  of  satisfactory  construction  for  the  pro¬ 
posed  use. 

Resolz'td,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  not  more  than  25  per  cent  of  the  total  floor 
area  of  the  entire  building  shall  be  occupied  for  factory 
use  and  that  there  shall  be  no  machinerv  other  than  lieht 
sewing  and  embroidery  machines  permitted,  and  that  the 
floor  loads  shall  be  posted  at  60  lbs.  per  sq.  ft.  live 
load. 


1129-23-S. 

PETITIONER— Samuel  Rosenblum,  for  Henry  Felsen- 
stein,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 43  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Klemert,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  it 

Negative  .  o 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1129-23-S) 

Whereas,  Samuel  Rosenblum,  for  Henry  Felsenstein. 

lessee,  filed.  September  28,  1923,  a  petition,  with  the  board 

of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  43  West  28th  street,  Man¬ 
hattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  22,  1922,  in  acting  on  Order  No.  39271-LD,  reads : 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  from  1st  story  to  the  roof.  *  *  * 

“2.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof  not  self-closing. 

“No  60  degree  connecting  stairways  between  bal¬ 
conies. 

“No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 
street.’' ; 

and 

Whereas,  the  building  is  non-fi reproof,  4  stories  and 
basement  in  height,  21  ft.  4%  in.  by  95  ft.  in  area  at  the 
1st  story  and  21  ft.  4%  in.  by  55  ft.  in  area  above.  OC¬ 
CUPIED  :  1st  story,  store,  7  persons ;  2nd  story,  furrier, 
3  persons;  3rd  story,  coat  manufacture,  12  persons;  4th 
story,  dress  manufacture,  12  persons.  EXITS:  One  in¬ 
terior  wooden  stairway  extending  from  the  1st  story  to 
the  top  story,  with  ladder  to  scuttle  in  roof,  enclosed  in 
wood  lath  and  plaster  partitions  at  the  1st  story  and  wire 
lath  and  cement  plaster  partitions  above,  with  wood  and 
glass  doors  at  openings  on  1st  story  and  fireproof  doors 
at  openings  above;  a  party  wall  balcony  fire  escape,  em¬ 
bracing  one  opening  on  rear  of  building  connecting  with 
premises  to  west,  with  EGRESS  from  the  fire  escape  to 
roof  of  basement  extension  of  No.  45  West  28th  street; 
ROOFS  of  adjoining  buildings  are  at  same  level ;  and 

Whereas,  petitioner  proposes  to  provide  an  opening  in 
the  westerly  wall  of  the  1st  story  extension  of  No.  43 
West  28th  -street,  affording  exit  from  roof  of  base¬ 
ment  extension  of  No.  45  West  28th  street  and  in  view 
of  the  light  occupancy  asks  acceptance  of  the  proposed  and 
existing  means  of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  installed  in  the  top  story  hall  to  a  counter¬ 
balanced  scuttle  in  the  roof ;  granted  as  to  Item  No.  2  on 
condition  that  a  party  wall  fire  escape  shall  be  provided  on 
the  rear  of  the  building  with  egress  from  the  termination 
at  the  first  story  by  doorway  to  adjoining  premises  to 
the  west  and  by  a  gooseneck  ladder  from  roof  of  1st  story 
extension  to  the  yard  of  premises  in  rear  on  West  29th 
street;  and  granted  so  long  as  conditions  remain  unchanged 
and  the  adjoining  premises  remain  in  one  single  control 
and  operation. 


1423-23-S. 

PETITIONER— Fred’k.  W.  Fisher,  for  Eva  Holtz,  execu¬ 
trix. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 434-440  East  165th  street,  The 
Bronx. 

APPEARANCES— 

For  Petitioner:  Fred’k.  W.  Fisher. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

TIIF  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott .  11 

Negative  . .  9 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  . • .  2 


THE  RESOLUTION: 

(1423-23-S) 

Whe8eas,  Frederick  W.  Fisher,  for  Feiring  &  Horowitz, 
lessee,  filed,  December  11,  1923,  a  petition  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  434-440  East  165th 
street,  Borough  of  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  49285- 
LD,  dated  August  2,  1923,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building  serving  as  a  required  means  of  exit.  *  *  *” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  79  ft.  by  124  ft.  in  area  at  1st  story  and  79  ft. 
by  40  ft.  in  area  above.  OCCUPIED :  1st  floor,  rear  part, 
13  embroidery  machines,  50  occupants;  2nd  floor,  front 
part,  offices,  sewing  and  stock  room,  30  occupants ;  3rd 
floor,  sewing  shop,  40  occupants ;  basement,  fireproof  heat¬ 
er  room,  coal  bin  and  toilet.  EXITS  :  One  interior  wood 
stairway  extending  from  1st  to  top  story,  enclosed  in  wood 
partition  with  wood  doors  at  openings.  A  fire  escape  on 
the  front  of  the  building,  extending  from  roof  to  front 
court,  with  wire  glass  windows  along  course.  No  adjacent 
roofs ;  and 

Whereas,  petitioner  contends  the  building  is  a  two 
story  building  and  therefore  this  factory  does  not  come 
within  the  provisions  of  section  271  of  the  labor  law,  and 
further,  that  the  existing  means  of  egress  are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  ond  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stairway  shall  be  enclosed  in  fire  re¬ 
tarded  partitions  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals,  extending  from  the  basement  to 
the  under-side  of  the  roof. 


1419-23-S. 

PETITIONER — Joseph  Borrelli,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED— 2133  1st  avenue,  Manhattan. 
APPEARANCES— 

Eor  Petitioner:  Jack  J.  Feinberg. 

For  Administration:  Inspector  William  H.  Mor¬ 
rison,  of  health  department. 

ACTION  OF  BOARD— Laid  over  to  February  26,  1924, 
at  2  p.  m,  for  full  vote  of  the  board. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  Brady,  Moore  and  McDer¬ 
mott  .  9 

Negative:  Chairman  Walsh,  Messrs.  Connell, 
Holland,  Superintendents  Reville  ond  Klein¬ 
ert  . .  •  5 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon . 2 

THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  H 

Negative . % .  ° 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby, 
Superintendents  Brady,  Kleinert,  Moore  and 


McDermott  .  7 

Negative:  Chairman  Walsh,  Messrs.  Connell, 
Holland  and  Superintendent  Reville  .  4 


Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  . . . 
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1383-23-S. 

PETITIONER — Ferdinand  Savignano,  for  Gioachino 
Acierno,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED — 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby,  Su¬ 


perintendents  Moore  and  McDermott .  5 

Negative:  Chairman  Walsh,  Messrs.  Connell, 
Holland,  Superintendents  Brady,  Reville 

and  Kleinert  .  6 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1383-23-S) 


Whereas,  Ferdinand  Savignano,  for  Gioachino  Acierno, 
owner,  filed,  November  26,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the 
health  commissioner,  affecting  premises  2238  Gravesend 
avenue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  November  1,  1923,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  The  City  of  New  York,  held 
October  30,  1923,  your  application  for  a  Sanitary  Cer¬ 
tificate  for  a  cellar  bakery  at  2238  Gravesend  Ave¬ 
nue  in  the  Borough  of  ^Brooklyn  was  denied.” ; 

and 

Whereas,  the  building  is  non-fireproof,  3  stories  in 
height,  20  ft.  by  55  ft.  in  area.  OCCUPIED :  Cellar, 
bakery;  1st  story,  store;  upper  stories,  dwellings;  the 
height  of  the  bakery  from  floor  to  ceiling  being  8  ft.,  the 
ceiling  being  4  in.  below  the  curb  level  and  the  floor  8 
ft.  below  the  yard  level ;  the  means  of  ventilation  con¬ 
sisting  of  three  windows,  3  ft.  by  3  ft.,  opening  on  side 
court  and  two  windows,  1  ft.  6  in.  by  4  ft.,  opening  on 
area  in  rear  yard ;  and 

Whereas,  petitioner  contends  that  the  premises  were 
occupied  as  a  bakery  since  1910. 

Resolved,  that  the  decision  of  the  Health  Commissioner 
be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  denied. 

1119-23-S. 

PETITIONER — Henry  J.  Nurick,  for  Nellie  'V.  Arky, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 233-243  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Henry  J.  Nurick. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924, 
at  2  p.  m,  for  full  vote  of  the  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Reville  and  MeDermott  .  7 

Negative:  Mr.  Connell,  Superintendents  Brady, 

Kleinert  and  Moore  .  4 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


1472-23-S. 

PETITIONER — Harold  F.  Smith,  for  Carstein  &  Linne- 
kin,  agents  for  Gould  Realty  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  fire  commissioner. 

PREMISES  AFFECTED — 830  Broadway,  Manhattan. 


APPEARANCES— 

For  Petitioner :  Harold  F.  Smith. 

For  Administration :  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleiner^  Moore 

and  McDermott  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1472-23-S) 

Whereas,  Harold  F.  Smith,  for  Carstein  &  Linnekin, 
agents  for  Gould  Realty  Co.,  owner,  filed,  December  13, 
1923,  a  petition  with  the  board  of  standards  and  appeals, 
for  a  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  first  commissioner,  affecting 
premises  830  Broadway,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  47429- 
LD,  dated  November  23,  1923,  reads  as  follows : 

"Provide  an  exterior  screened  iron  stairway  on  the 
east  side  of  building,  as  per  Section  271  of  the  Labor 
Law,  not  less  than  44  in.  in  width,  extending  from 
ground  to  roof,  with  a  balcony  on  each  floor  and  an 
independent  means  of  egress  from  its  lowest  ter¬ 
mination  by  means  of  an  open  court  or  courts  or  a 
fireproof  passageway  leading  to  the  street.  *  *  *” ; 
and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
27  ft.  2  in  by  86  ft.  in  area ;  equipped  with  a  fire  alarm 
signal  system.  OCCUPIED  as  a  tenant  factory,  44  per¬ 
sons  in  entire  building.  EXITS :  An  interior  fireproof 
stairway  extending  from  1st  story  to  roof,  enclosed  in 
fireproof  partitions  with  fire  doors  at  openings.  A  fire 
escape  on  the  rear  of  the  building  extending  from  roof 
to  balcony  on  1st  story  with  egress  to  rear  courts  and  ad¬ 
jacent  buildings.  Windows  along  course  thereof  are  fire¬ 
proof  self-closing.  ROOFS  to  north  15  ft.  lower,  to  south 
at  same  level ;  and 

Whereas,  this  fire  escape  was  approved  by  the  labor 
department  as  a  2nd  means  of  egress  January  21,  1916,  and 
further  contends  there  has  been  no  change  in  occupancy 
since  that  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  existing  fire  escape  is  maintained  in 
good  repair,  and  only  so  long  as  the  conditions  of  the 
building  as  to  occupancy  -and  use  remain  unchanged. 


1526-23^-S. 

PETITIONER — Samuel  Rosenblum,  for  Townsend  Pink¬ 
ney,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 33  East  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  . 11 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
ComTnissioner  Hannon  .  2 
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THE  RESOLUTION: 

(1526-23-S) 

Whereas,  Samuel  Rosenblum,  for  Townsend  Pinkney, 
owner,  filed,  December  26,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner  and  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  33  East  20th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  11,  1924,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof.  *  *  * 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof.  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  passageway  from  termination  of  fire  escape  to 
street.” 

and  the  decision  of  the  superintendent  of  buildings,  dated 
December  11,  1923,  reads : 

"3.  A  fireproof  passage  should  be  provided  leading 
from  the  lower  landing  of  the  fire  escape  to  the 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  25  ft.  by  92  ft.  in  area  at  the  1st  and  2nd  stories 
and  25  ft.  by  45  ft.  in  area  above.  OCCUPIED:  1st 
story,  store,  10  persons ;  2nd  story,  light  mfg.,  25  persons  ; 
3rd  story,  light  mfg.,  10  persons ;  4th  story,  light  mfg.,  5 
persons.  EXITS:  An  interior  wooden  stairway  extend¬ 
ing  from  1st  to  top  story,  enclosed  in  wood  lath  and 
plaster  partitions  with  wood  and  glass  doors  at  openings ; 
a  sub-standard  fire  escape  at  rear  of  the  building;  windows 
along  course  of  fire  escape  are  not  protected;  ROOFS  to 
east  4  stories  higher,  to  west  at  same  level ;  and 

W  hereas,  petitioner  proposes  to  bring  existing  fire 
escape  on  rear  of  building  up  to  standard  and  extend  same 
from  roof  to  landing  on  roof  of  extension  and  from  ex¬ 
tension  roof  a  45  degree  stairway  to  the  2nd  story  bal¬ 
cony  with  egress  from  this  balcony  to  roof  of  extension 
of  building  to  rear  and  in  view  of  the  small  occupancy  and 
area  of  the  top  story  asks  that  the  requirement  of  extend¬ 
ing  interior  stairway  to  roof  be  waived ;. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  double  rung  iron  ladder  shall  be 
provided  to  scuttle  in  roof  and  granted  as  to  Item  2  of  the 
order  of  the  fire  commissioner  and  Item  3  of  the  decision  of 
the  superintendent  of  buildings,  as  to  egress  from  termina¬ 
tion,  on  condition  that  a  fire  escape  shall  be  erected  on 
the  rear  of  the  building  with  egress  from  roof  of  the  1st 
story  extension  to  the  two  adjoining  roofs  to  the  west  and 
that  the  order  shall  be  complied  with  in  all  other  respects  and 
granted  only  so  long  as  conditions  as  to  occupancy  and  use 
remain  unchanged. 


1542-23-S. 

PETITIONER — Charles  B.  Meyers,  for  Francis  Kay, 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  superintendent  of  buildings. 

PREMISES  AFFFECTED— 224-232  West  35th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Charles  B.  Meyers. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleincrt,  Moore 


and  McDermott  .  11 

Negative  .  0 


Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1542-23-S) 

Whereas,  Charles  B.  Meyers,  for  Francis  Kay  Corp., 
owner,  filed,  December  27,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  224-232  West 
35th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  31,  1923,  reads : 

“This  amendment  is  disapproved  with  the  following 
ob  j  ection : 

“Panes  of  glass  in  front  windows  may  not  exceed 
720  square  inches.  Labor  Law — Section  264.” ; 

and 

Whereas,  the  building  is  fireproof,  17  stories  in  height, 
100  ft.  by  98  ft.  9  in.  in  area,  EQUIPPED  with  a  sprinkler 
and  a  fire  alarm  signal  system ;  OCCUPIED  as  stores,  offi¬ 
ces,  show  rooms  and  factory,  cellar,  15  persons;  1st  story, 
25  persons  and  2nd  to  17th  stories,  75  persons  each;  the 
average  area  of  the  windows  in  question  is  6  ft.  by  10  ft.; 
and 

Whereas,  petitioner  contends  that  to  construct  these 
windows  as  required  by  the  labor  law  would  detract  from 
the  architectural  appearance  of  the  building  and  would 
make  it  impracticable  to  use  these  stories  for  stores  and 
showrooms. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
far  as  it  affects  the  three  lower  stories  on  the  front  of  the 
building,  on  condition  that  the  rest  of  the  building  shall 
comply  with  the  labor  law  in  all  other  respects. 


1559-23-S. 

PETITIONER — Edward  P.  Doyle,  for  P.  M.  Clear  & 
Co.,  owner. 

SUfBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED — 2  1st  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(1559-23-S) 

Whereas,  Edward  P.  Doyle  for  P.  M.  Clear  &  Co., 
owner,  filed,  December  31,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  2  First  street,  Bor¬ 
ough  of  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  49142- 
LD,  dated  December  28,  1923,  reads  as  follows: 

“1.  Extend  the  interior  stairway  at  the  East  side  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
height,  25  ft.  by  40  ft.  in  area.  OCCUPIED  as  follows: 
1st  story,  storage  of  woolen  clippings,  1  employee;  2nd 
story,  dealer  in  plush  for  caps,  2  employees ;  3rd  story,  mfg. 
caps,  3  employees;  4th  story,  mfg.  millinery  novelties,  2 
employees ;  5th  story,  hat  manufacturing,  1  employee.  EX¬ 
ITS  :  An  interior  wood  stairway  extending  from  1st  to 
top  story  with  ladder  to  scuttle  in  roof ;  enclosed  in  wood¬ 
en  partitions  with  wooden  doors  at  openings ;  a  fire  escape 
on  the  front  of  the  building  extending  from  the  top  to  2nd 
story  with  counter-balanced  ladder  to  street.  Openings 
along  the  course  of  the  fire  escape  are  fireproof.  Roofs  to 
east  and  north  are  at  same  level ;  and 

Whereas,  petitioner  contends,  in  view  of  the  light  oc¬ 
cupancy,  that  the  present  means  of  exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  double  rung  iron  ladder  be  pro¬ 
vided  in  top  story  hall  to  counter  weighted  scuttle  in  roof, 
and  granted  only  so  long  as  the  premises  are  occupied  by 
not  more  than  ten  (10)  persons. 


165-23-S. 

PETITIONER — 'Edwin  C.  Dusenbury,  for  Estate  of  James 
A.  Ruthven,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFFECTED — 144  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  Schrag,  Edwin  C.  Dusen¬ 
bury. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Resolution  modified. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  H 

Negative  .  0 


Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(165-23-S) 

Whereas,  Edwin  C.  Dusenbury,  for  Estate  of  James  A 
Ruthven,  owner,  filed,  February  6,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  144  West  23rd 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  the  roof,  *  *  *. 

‘2.  Arrange  the  fire  escape  on  the  south  side  of 
building  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  66  ft.  in  area  in  the  1st  story  and  25  ft. 
by  44  ft.  in  area  above;  occupied,  1st  story,  restaurant; 


2nd  story,  umbrella  manufacturing,  8  persons ;  3rd  story, 
dress  manufacturing,  10  pesons;  4th  story,  dress  pleating, 
8  persons;  5th  story,  studio  and  dwelling,  1  person;  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  5th  story  with  scuttle  and  iron 
ladder  to  roof  enclosed  in  wood  stud,  lath  and  plaster 
partitions  with  wood  and  glass  doors  at  the  openings,  a 
fire  escape  on  the  rear  of  the  building,  with  connection 
in  3rd  story  to  fire  escape  of  building  adjoining  and  land¬ 
ing  on  extension  roof  in  1st  story  with  stationary  stair 
from  extension  to  yard  and  egress  from  the  yard  through 
gate  in  ffcnce  of  adjoining  premises;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  March  20,  1923,  “on  condition  as  to  Item  No.  2 
that  a  60  degree  iron  stair  shall  be  provided  from  the 
roof  of  the  1st  story  extension  to  the  yard,  egress  from 
which  yard  shall  be  by  means  of  a  door  in  fence  to  ad¬ 
joining  property  to  the  east  in  the  same  ownership;  that 
the  order  of  the  fire  commissioner  as  to  Item  No.  1  be 
affirmed  and  the  petition  as  to  this  item  be  denied”;  pe¬ 
titioner  contends  that  the  work  has  been  done  but  that  the 
fire  department  has  issued  a  new  order  reading :  “An  un¬ 
obstructed  opening  of  at  least  3  ft.  wide  by  3  ft.  high 
must  be  provided.  Doors  installed  by  means  of  vestibuling 
would  prevent  the  obstruction  of  balcony.  All  doors  lead¬ 
ing  to  this  balcony  must  be  provided  with  an  unbstructed 
window  opening  3  ft.  wide  by  3  ft.  high;  the  fire  com¬ 
missioner  is  without  power  to  vary  from  the  require¬ 
ments  of  the  labor  law,  therefore,  it  is  our  conclusion 
that  gooseneck  ladder  cannot  be  accepted  and  there  must  be 
provided  a  stairway  to  roof  from  top  balcony;”  and 

Whereas,  petitioner  requests  that  the  existing  fire  escape 
windows  and  gooseneck  ladder  to  roof  be  accepted  and  that 
he  be  permitted  to  change  the  westerly  double  hung  win¬ 
dow  to  a  door. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  gooseneck  ladder  shall  be  provided 
from  the  west  side  of  top  story  balcony  to  the  roof  and 
that  a  casement  door  2  ft.  by  5  ft.  6  in.  shall  be  provided 
leading  to  top  story  balcony  of  fire  escape  and  that  the 
conditions  as  stipulated  by  the  board  of  standards  and  ap¬ 
peals  at  its  meeting  March  20,  1923,  shall  be  complied  with 
in  all  other  respects. 


103-24-S. 

PETITIONER — Starrett  &  Van  Vleck,  for  150  Broadway 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 150  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Frank  Gaertner. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 


tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  .  0 

Absent :  Fire  Commissioner  Kenlon  and  Deputy 
Fire  Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(103-24-S)  ) 


Whereas,  Starrett  &  Van  Vleck,  for  150  Broadway  Corp., 
owner,  filed,  January  23,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  150  Broadway, 
Borough  of  Manhattan;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  No.  242-1923,  dated  October  18,  1923,  reads: 

“9.  A  direct  means  of  exit  should  be  provided  lead¬ 
ing  from  the  Busheling  room  in  the  basement  to  the 
street.  Building  should  meet  requirements  of  Labor 
Law  in  all  respects.  *  *  ; 

and  . 

Whereas,  the  building  is  fireproof,  23  stones  in  height, 
96  ft.  114  >”•  by  135  ft.  &$4  in.  in  area;  equipped  with  stand¬ 
pipe  and  fire  alarm  signal  systems.  OCCUPIED  as  fol¬ 
lows  :  Basement,  busheling  room,  clothing  sales  space,  pump 
meter  and  service  room,  70  persons ;  1st  floor,  clothing  sales 
space  and  stores,  65  persons;  2nd  floor  (rear),  clothing 
sales  space  and  stores,  45  persons;  2nd  floor  (front),  of¬ 
fices,  30  persons;  3rd  to  23rd  floors,  inclusive,  offices,  75 
persons.  EXITS:  Two  fireproof  stairways  extending  from 
1st  story  to  roof,  with  fire  doors  at  openings;  and 

Whereas,  petitioner  contends  the  busheling  room  has 
three  doorways  from  same,  two  leading  into  the  basement 
sales  space  and  one  leading  through  a  shipping  room;  the 
shipping  room  exits  to  the  sales  room,  which  sales  room 
exits  to  1st  story,  with  EGRESS  through  1st  story  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  exit  requirements  of  the  building  code 
shall  be  complied  with  in  all  respects  and  that  the  work  shall 
be  confined  to  a  space  no.t  exceeding  30  ft.  5%  in.  in. 
width. 


826-23-S. 

PETITIONER — John  J.  Dunnigan,  for  Gustave  Schrot, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 2776  3rd  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon .  2 


96-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Rebecca  Levy, 
owner. 

SUBJECT— Application  for  reopening  (variation  of  the 
labor  law  as  cited,  in  order  of  fire  commissioner). 

PREMISES  AFFECTED — 31  West  125th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 
hearing  March  4,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  11 

Negative  .  0 


Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon . 


2483-17-S. 

PETITIONER — Pease  &  Elliman,  Inc.,  for  Charles  and 
Mary  Thompson,  owner. 

SUBJECT — Application  for  reopening  (variation  of  the 
labor  law  as  cited  in  order  of  fire  commissioner). 
PREMISES  AFFECTED — 42-4  West  39th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 
hearing  March  4,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  11 

Negative  .  0 


Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon . 


835-22-S. 

PETITIONER — Samuel  Rosenblum,  for  George  A.  Helme, 
owner. 

SUBJECT — Application  for  reopening  (variation  of  the 
labor  law  as  cited  in  decision  of  superintendent  of 
buildings). 

PREMISES  AFFECTED — 58  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  San^el  Rosenblum. 

ACTION  OF  BOARD — Petition  reopened  and  set  for 

hearing  March  11,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  11 

Negative  . 0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon .  2 


CASES  DISMISSED. 

Variations  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(1025-23-S) 

Filed  Aug.  21,  1923 — Premises  34-36  West  32nd  street,  Man¬ 
hattan.  Order  of  the  superintendent  of 
buildings,  labor  law.  Petitioner,  D.  Saltz- 
man  Co.,  Inc.  Dismissed  for  lack  of 
prosecution. 

(1087-23-S) 

Filed  Sept.  14,  1923 — Premises  210  Conover  street,  Brook¬ 
lyn.  Decision  of  the  health  commissioner, 
labor  law.  Petitioner,  Philip  Freshman. 
Dismissed  for  lack  of  prosecution. 

(1204-23-S) 

Filed  Oct.  22,  1923 — Premises  10-12  Vandewater  street, 
Manhattan.  Order  of  the  fire  commissioner, 
labor  law.  Petitioner,  L.  B.  Mendlowitch. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  11 

Negative  .  o 


Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon .  2 

THE  RESOLUTION— 

Whereas,  the  foregoing  petitioners  have  filed,  with  the 
board  of  standards  and  appeals,  petitions  from  orders  af¬ 
fecting  the  premises  in  question;  and 

Whereas,  the  petitioners  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petitions  be  and  they  here¬ 
by  are  dismissed  for  lack  of  prosecution. 
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942-21-S. 

PETITIONER— Coen  Co. 

SUBJECT — Application  for  reopening  (approval  of  Coen 
Mechanical  Oil  Burning  System. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  reopened  and  placed  on 
reserve  calendar,  pending  report  of  committee  of 
inspection. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  AlcDermott  . H 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


1364-23-SA. 

PETITIONER— Ballard  Oil  Equipment  Co. 

SUBJECT— Approval  of  Staples  &  Pfeiffer  Mechanical 
Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1487-23-SA. 

PETITIONER — Shulse  Engineering  &  Supply  Co. 
SUBJECT — Approval  ,  of  Schulse  Home  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1 547-23- S  A. 

PETITIONER — Aetna  Automatic  Oil  Burner,  Inc. 
SUBJECT — Approval  of  Aetna  Automatic  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal- 
'  endar,  pending  report  of  committee  of  inspection. 


1050-23-SA. 

PETITIONER— R.  Hoe  &  Co. 

SUBJECT — Approval  of  the  Marsh  Fuel  Oil  Burner  and 
Pump. 


APPEARANCES— None. ' 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1363-23-SA. 

PETITIONER — Ballard  Oil  Equipment  Company. 
SUBJECT — Approval  of  Ballard  Domestic  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1429-23-SA. 

PETITIONERS — Ainesworth  &  Antone. 

SUBJECT — Approval  of  the  Kerrihard  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1550-23-SA. 

PETITIONER— Frank  J.  Whitcomb. 

SUBJECT — Approval  of  the  Apex  Gas  Cut-Off  Valve. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


6-24-SA. 

PETITIONER— Saul  J.  Berger. 

SUBJECT — Approval  of  the  Universal  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


RULES. 

280-22-S. 

TITLE — Rules. 

SUBJECT — Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  motion  picture  theatres. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  February  26,  1924,  at 
2  p.  m. 


Adjourned  6  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


SPRINKLER  AND  STANDPIPE  EQUIPMENT  IN  ONE  STORY  GARAGE  BUILDINGS. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  Under  Cal.  No.  179-20-Y. 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
the  Charter,  the  Board  of  Standards  and  Appeals  does 
hereby  make  rules  and  regulations  for  the  carrying  into 
effect  of  the  provisions  of  Section  72,  subdivision  L,  and 
Section  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
follows : 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
of  Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
to  buildings  not  exceeding  one  story  in  height,  the  purpose 
of  which  is  occupancy  as  a  garage,  motor  vehicle  repair 
shop,  or  oil  selling  station,  which  buildings  do  not  exceed 
an  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 
when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 


on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2 l/  in. 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2 J4  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  no  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 

SQUAD  MONITORS 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 


Premises  . 

Name  of  concern  . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

44 

44 

44 

44 


. Squad  No.  1 . 

.  “  “  2 . 

.  “  “  3 . 

«  <«  4 

. .  “  “  5 . 

.  “  “  6 . 

Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  .n  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres- 
aq  oj  punoj  jCue  ji  i}ua  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  .  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARGHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNF.R  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  are  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned, _  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such,  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  having  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A, 
pioperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  maiL 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 

bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 

persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by’  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

lo.  The  control  box  must  be  placed  as  nearly  vertically 
above  'the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes ;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  l/i  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to^  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  "following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  \  alves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

.  (d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-live  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Alartens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  ot 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Alartens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

AH  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Alartens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks'  shall  be  buried  underground  below  tlae 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onet-fourth  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartl;,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con- 
concrete  where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and’  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — in-  shell,  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — ‘n-  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Y  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  Ys  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  fiat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  Y  in.  thick,  Ys  in.  diameter  rivets  2%  in.  pitch. 

In  shell  51-16  in.  thick,  Ys  in.  diameter  rivets  2Ys  in. 
pitch.  .  . 

In  shell  Ys  in.  thick,  Y  in.  diameter  rivets  2Yi  in. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  Ys  of  an  inch  in  diameter 
and  spaced  not  more  than  2Y  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty*- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9, 000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  %  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  squar« 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank' shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  lY  inch  flange. 

For  Y  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  Ys  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  d^g.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  tor  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outsiide 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  ‘soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8>  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (l1/?)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (%)  the  height  of  the  tank  when  the  height  of 
thd  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1)4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contracts 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 

test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 

struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 

and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 

as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
*o  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  (J4)  inch  inside  diameter  shall  be 
permuted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
lined  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  .Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
( V/2 )  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  ■  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  in.  by  ]/2  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
Hosing  of '  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  re'mote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
*n  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
V  ents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1  )  inches  in  diameter. 

(,d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
suriace,  not  less  than  six  (0)  feet  nor  more  than  twelve 
(,12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (()  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  tfl.e  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  tefnperature  higher  than 
one  hundred  and  lorty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump ;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 


RULES  ADOPTED 


(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions.  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 

metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferablv  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacitv  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  be  con¬ 
nected.  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  mav  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  bevond  the  horizontal 
outline  of  tank  in  all  directions :  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(r)  Tanks  shall  be  set  on  a  firm  foundation  and  sig- 
rounded  with  soft  earth  or  sand  well  tapnped  in  place 
Tanks  shall  be  completely  encased  with  six  (6)  inches  of 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xj4-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  *be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  frill  weight  brass, 
wrought  iron  or  steel.  Supplv  pipe  shall  be  not  less 
than  onef-fourth  (XA)  inch  in  diameter,  iron  pipe  size. 

All  pining  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

'c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  pining  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8.  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pines. 

Rule  9  Section  6 — (a),  (b).  (c).  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil- 
larv  Tanks. 

i  Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

tb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot'  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  ol 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (3k0  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fu^l  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fc  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  ^  ork  use  any^  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

fc)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Penskv-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com- 
monlv  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited:  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  ‘heatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  Fast  Fordham  road,  The  Bronx. 

270-21-A — Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 


271-21-A— 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A— 723  Manhattan  avenue,  Brooklyn. 

168-21-A- — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21 -A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22- A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 

Brooklyn. 

1058-22-A— 329-337  Broadway.  Brooklyn. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Sypbon  Valve,  approval  of. 

1 184-22- S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S— Combustion  Fuel  Oil  Burner,  approval  ol. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

'413-22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 
of. 

1414-22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 
sure  burner,  approval  of. 

1493- 22-S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

J230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 
315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA— Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123-23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 
proval  of. 


124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-S A — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 

of. 

760-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-S A — Domestic  Fud  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1 146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
U80-23-S A— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23- S A — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
f 487-23-S A — Schulse  home  oil  burner,  approval  of. 
1547-23-SA— Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA— Universal  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  ivill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record- 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  February  14,  1924. . . .  234 


Restored  to  calendar  .  12 

Miscellaneous  Applications. 

Requests  to  reopen .  22 

Requests  to  amend  .  0 

Requests  for  modification  .  7 

Requests  to  rescind  .  l 

Requests  for  extension  of  time  .  3 

Requests  for  extension  of  permit .  4 

Requests  to  install  .  2 

Administrative  requests  .  0 

Requests  for  interpretation  .  2 

Total .  914 

Disposed  of . 275 

Cases  pending  February  14,  1924 .  639 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  . 

Requests  for  extension  of  permit  granted.... 
Request  for  extension  of  permit  denied  . 

Requests  to  install  granted . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  . 

Interpretations  . 

Requests  withdrawn  or  dismissed  . 
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of  the  posting  of  the  calendars  on  the  bulletin  board  in  th< 
offices  of  the  board  and  of  the  further  publication  of  th( 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  tc 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  ar 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  su&oCripAion  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 


Street  . . 
P.  O. 


My  subscription  to  begin  with  the  issue  for 


1924. 
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DIRECTORY  DATES  AND  HOURS  OF  MEETING. 

- —I.  -  Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

BOARD  OF  APPEALS.  Special  meetings  as  listed  in  this  Calendar. 

WILLIAM  E.  WALSH,  Chairman.  Cal1  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal- 
lfred  J.  Boulton  James  P.  Holland  endar. 

)HN  J.  Beatty  Henry  L.  Connell  All  hearings  are  held  in  Room  919,  Municipal  Building, 

)HN  E.  Kerby  Fire  Chief  John  Kenlon  Manhattan. 

-  HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

BOARD  OF  STANDARDS  AND  APPEALS.  »  .  ..  .  ..  , 

#  Any  communication  purporting  to  be  an  appeal,  applica- 

WILLIAM  E.  WALSH,  Chairman.  tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

lfred  J.  Boulton  James  P.  Holland  tention  to  seek  relief  until  it  is  filed  on  the  form  required 

ihn  J.  Beatty  Henry  L.  Connell  by  the  rules  of  this  Board. 

>hn  E.  Kerby  Fire  Ch.ee  John  Kenlon  call  qf  CLERK,g  CALENDAR 

'homas  J.  Drennan  .  Fire  Commissioner 

'harles  Brady  . Supt.  of  Buildings,  Manhattan  D  T,hj:  c^rk’s  Calendar  consists  of  applications  under  the 

.  T  -n  f,  .  .  ,  n  r-  .j..  n  rsuilding  Zone  Resolution,  and  its  object  is  to  give  inter- 

r  J*  .  SuP*-  °f  Buildings,  The  Bronx  ested  property  owners  opportunity  to  file  objections,  if  any, 

lLBERT  E.  Kleinert . Supt.  of  Buildings,  Brooklyn  and  will  be  called  in  Room  919,  on  Tuesday,  February  26, 

ohn  W.  Moore  .  Supt.  of  Buildings,  Queens  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for  hearing 

Villiam  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond  nnJl  definite  day. 

i  he  next  subsequent  Call  of  the  Calendar  will  be  on 
William  J.  O’Gorman,  Secretary  Tuesday,  March  4,  1924,  at  2  o’clock. 

Edward  V.  Barton,  Chief  Clerk  The  Clerk‘d  Calendar  is  not  to  be  confused  with  the 

Calendar  of  cases  that  have  been  definitely  set  for  hear- 
)ffice — Municipal  Building,  Room  914.  ing  on  fipcq^  days. 

elephone— Worth  0184.  ■  '  Notice  to  appellants  and  petitioners 

Iffice  Hours— 9  a.  tn.  to  5  p.  m.;  Saturdays.  9  a.  m.  to  ^  appl!cation  or  petition  m  be  entertained  in 

12  noon.  ’.^pnne^tiopf  ^jtljjjyhich  court  proceedings  are  pending  or  in 

111  communications  should  be  addressed  to  the  chairman  progress,  nor  accepted  that  are  not  filed  within  twenty 

of  the  board.  days  from  the  date  of  the  action  of  the  Administrative  Of¬ 

ficial. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  February 
19,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
February  19,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  o.f  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  February  21,  1924. 

Cal  No.  Department  Premises  Affected 

273-24-S . F.D.  ...  1075-81  Willoughby  ave., 

-  Bklyn.  L.  D.  52502. 

272-24-BZ . B.B.M.  ..E.  S.  4th  ave.  &  W.  S.  Lex¬ 

ington  ave.,  from  32nd  to  33rd 
-  st.,  Man.  N.  B.  91-1924. 

271-24-A . F.D.  . . .  35-39  Maiden  Lane,  Man. 

-  F-49909. 

270-24-BZ . B.B.B.  ..  E.  S.  Bancroft  pi.,  98'  7"  N.  of 

Atlantic  ave.,  Bklyn. 

-  N.  B.  2261-1924. 

269-24-SA . F.D.  ...  Universal  Oil  Burner. 

-  Appliance. 

2 68-24- A . F.D.  ...  350  W.  52nd  st.,  Man. 

-  L.  C.  22149. 

267-24-BZ . B.B.M.  .54  W.  39th  st.,  Man. 

-  N.  B.  68-1924. 

266-24-S . F.D.  ...246-250  Canal  st.,  Man. 

-  L.  D.  53759. 

265-24-S . F.D.  ...96-98  Prince  st.,  Man. 

-  •  L.  D.  53773. 

264-24-S . F.D.  ...  54  E.  11th  st.,  Man. 

-  Variation  of  Labor  Law. 

263-24-BZ . B.B.B.  ..2128-2146  Bergen  st.,  Bklyn. 

-  N.  B.  13551-1923. 

262-24-A . . .  .F.D.  . . .  128-132  W.  46th  st.,  Man. 

-  L.  C.  22688. 

261-24-BZ . B.B.Bx..  1973-1979  Honeywell  ave.,  Bx. 

-  N.  B.  404-1924. 

260-24-BZ . B.B.M.  .315-319  W.  133rd  st.,  Man. 

-  N.  B.  74-1924. 

259-24-BZ . B.B.B.  ..261-271  Senator  st.,  Bklyn. 

-  N.  B.  24132-1923. 

258-24-S . F.D.  ...428-430  W.  19th  st.,  Man. 

-  L.  D.  54616. 

257-24-S . F.D.  ...60  University  pi.,  Man. 

-  L.  D.  50260. 

256-24-BZ . B.B.M.  .51-53  E.  42nd  st.,  Man. 

-  Alt.  40-1924. 

255-24-BZ . B.B.B.  ..499-501  Grant  ave.,  Bklyn. 

-  N.  B.  1876-1924. 

254-24-SA . F.D.  . .  .  Sherman  Oil  Burner. 

-  Appliance. 

253-24-A . F.D.  . . .  S.  W.  C.  Riverdale  ave.  &  W. 

-  246th  st.,  Bx.  N.  B.  207-1924. 

252-24-S . F.D.  . . .  452-456  10th  ave.,  Man. 

-  L.  D.  54428-L.  F.  54429. 

251-24-A . F.D.  ...  163  Mercer  st.,  Man. 

-  F-64409. 

350-24-S . F.D.  ...8  E.  23rd  st.,  Man. 

-  V ariation  of  Labor  Law. 

249-24-BZ . B.B.M.  ..1260-1268  3rd  ave.,  Man. 

-  •  N.  B.  23-1924. 

248-24-S . F.D.  ...  512-520  Grand  st.,  Man. 

-  L.  *D.  50229. 

247-24-A . ...F.D.  ...324-326  E.  24th  st.,  Man. 

- -  L.  C.  1769. 

246-24-BZ . B.B.M.  ..20-22  E.  60th  st.,  Man. 

-  N.  B.  353-1923. 


245-24-A . F.D.  ...26  Corlears  st.,  Man. 

-  L.  C.  22410. 

244-24-BZ . B.B.B.  ..1761-1765  Bushwick  ave., 

- -  Bklyn.  N.  B.  1075-1924. 

243-24-A . F.D.  ...241-249  Centre  st.,  Man. 

-  L.  C.  22620. 

242-24-BZ . F.D.  ...2  Dorothea  pi.,  Bx. 

- -  C-22473. 

241-24-A . F.D.  . . .  W.  S.  Baldwin  st.,  600  ft.  N. 

— -  242nd  st.,  Bx.  L.  C.  22686. 

240-24-A . F.D.  ...316-324  E.  21st  st.,  Man. 

- -  L.  C.  22678. 

239-24-BZ . B.B.Bx..  1465-1469  Jerome  ave.,  Bx. 

-  N.  B.  2705-1922. 

238-24-A . F.D.  ...145  E.  40th  st.,  Man. 

-  C-22233. 

237-24-BZ . B.B.Bx. .2364  Jerome  ave.,  Bx. 

-  N.  B.  2754-1923. 

236-24-A . B.B.M.  ..12  E.  50th  st.,  Man. 

-  Alt.  1831-1923. 

235-24-BZ . B.B.Bx. .  S.  E.  C.  169th  st.  &  Inwood 

ave.,  Bx.  N.  B.  162-1924. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1121-23-BZ. 

APPLICANT — John  Jose  Carroll,  for  Edward  Amato, 
owner. 

PREMISES — 810-816  Classon  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1272-23-BZ. 

Applicant — Wm.  C.  Cartwright,  for  Louis  W.  Campbell, 
owner. 

PREMISES— 112  East  75th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  electric  sign  on  the  front  wall  of  a 
building. 

1280-23-BZ 

APPLICANT— Charles  B.  Meyers,  for  Charles  Rudolph, 
owner. 

PREMISES— 865  East  175th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  residence  to  a  business 
use. 
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1365- 23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner. 

PREMISES— 1210-1260  Elder  avenue,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 

1366- 23-BZ. 

APPLICANT — S.  Milman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner. 

PREMISES— 1231-1263  Elder  avenue,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 

1367- 23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  B.  R.  Construc¬ 
tion  Co.,  owner. 

PREMISES — 1211-1263  Boynton  avenue,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  occupying  more 
than  40  per  cent  of  the  rear  yard  area. 

1420-23  -BZ. 

APPLICANT — Olof  B.  Almgren,  for  Carl  Wilk,  owner. 

PREMISES — 224-240  Clarkson  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1504-23-BZ. 

APPLICANT — Henry  Holder,  for  Gottlieb  H.  Haussiei, 
owner. 

PREMISES — 156-160  North  Elliott  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration,  extension 
and  conversion  of  occupancy  from  a  factory  use  to 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

1561-23-BZ. 

APPLICANT — Charles  Schaefer,  Jr.,  for  Samuel  Rubin, 
owner. 

PREMISES— 4421-4427  3rd  avenue,  The  Bronx. 

TO  PERMIT  the  extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

2-24-BZ. 

APPLICANT — Louis  Allmendinger,  for  John  Stegeman, 
owner. 

PREMISES— 1088-1092  Hancock  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

23-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Wepbern  Realty 
Corp.,  owner. 

PREMISES— South  side  of  West  207th  street,  100  ft.  west 
9th  avenue,  Manhattan. 

O  PERM  1 1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

558-23-BZ. 

'APPLICANT— Jenks  &  Rogers,  for  Realty  Associates, 


PREMISES — 62-100  Empire  boulevard,  Brooklyn. 

I'O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  to  be  used  as  a  motor 
vehicle  repair  shop. 

604-23-BZ. 

APPLICANT— Jos.  J.  Furman,  for  Franklin  R.  Bruns, 
owner. 

PREMISES— 2320-2322  Morris  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  motor  vehicles; 
four  spaces  rented  to  persons  not  residing  on  the 
premises. 


BOARD  OF  APPEALS. 

Tuesday,  February  26,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23-A — 196  19th  street,  Brooklyn. 

1160-23-A — 27-29  West  4th  street,  Manhattan. 

1257-:23-A — Foot  of  67th  street,  South  Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 

178-23-A — 438-442  East  166th  street,  Bronx. 

1311-23-A — 71-79  West  23rd  street,  Manhattan. 

7- 24-A — 524-530  East  72nd  street  and  525-531  East 

71st  street,  Manhattan. 

9-24-A — 138-140  East  61st  street,  Manhattan. 

16- 24-A — 1342  Park  avenue,  Manhattan. 

17- 24- A — 2-10  Evergreen  avenue,  Brooklyn. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

27-24-A — 218  East  9th  street,  Manhattan. 

8- 24-A — 186  East  64th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  26,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1165-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1100-23-BZ— Application,  September  19,  1923,  under 
the  building  zone  resolution,  of  J.  Ed¬ 
mund  Byrne,  applicant,  on  behalf  of 
General  Baking  Company,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  an  extension 
to  an  existing  bakery  building,  and  to 
be  used  in  part  as  a  garage  for  the  stor- 
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age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  3240-3256  Bronx  boule¬ 
vard,  The  Bronx. 

cal.  no.  1508-23-BZ— Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Abra¬ 
ham  Singer,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  631-637  Gates  avenue,  Brook¬ 
lyn. 

CAL.  no.  84-23-BZ— Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Thomas 
I.  Sheridan,  applicant,  on  behalf  of 
Samuel  Block,  owner,  for  a  re-hearing 
of  an  application  previously  denied,  to 
permit  in  a  business  district  alteration 
of  existing  building  and  change  of  oc¬ 
cupancy  from  manufacturing  of  motion 
picture  films  to  garage  for  more  than 
five  (5)  motor  vehicles;  premises  69- 
71  West  90th  street,  Manhattan. 

cal.  no.  733-23-BZ — (Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises ; 
premises  3420  Olinville  avenue,  The 
Bronx. 

CAL.  no.  854-23-BZ— Application,  July  3,  1923,  under  the 
building  zone  resolution,  of  Edward  L. 
Larkin,  applicant,  on  behalf  of  Rex- 
burg  Realty  Corporation,  owner,  to 
permit  the  extesnion  into  a  residence 
district  the  erection  and  maintenance 
of  a  theatre  building;  premises  north¬ 
west  corner  of  170th  street  and  College 
avenue,  The  Bronx. 

cal.  no.  907-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Samuel  A. 
Kelsey,  applicant^  on  behalf  of  Amelia 
E.  Kelsey,  owner,  to  permit  in  a  resi¬ 
dence  district  the  change  of  occupancy 
in  part  from  residence  to  a  business 
use,  to  be  used  as  real  estate  office ; 
premises  229  West  137th  street,  Man¬ 
hattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  26,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1217-23-S— 147-149  West  29th  street,  Manhattan 
1448-23-S — 137-139  Grand  street,  Manhattan. 
1552-23-S — 118  Madison  avenue,  Manhattan. 

1270-23- S — 301  7th  avenue,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1159-23-S — 806  6th  avenue,  Manhattan. 

1419-23-S — 2133  1st  avenue,  Manhattan. 

1119-23-S — 233-243  Greene  street,  Brooklyn. 

1333-23-S — 170  Greene  street,  Manhattan. 

1345-23-S — 350  4th  avenue,  Manhattan. 


1412-23-S — 174  Duffield  street,  Brooklyn. 

1461-23-S — 23  West  20th  street,  Manhattan. 

1477-23-S — 521  Broome  street  and  22  Watlp  street,  Man¬ 
hattan. 

1546-23-S— 648-652  East  12th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1 46 1-23- S — 151-157  33rd  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1515-23-SA— Apartment  House  Oil  Burner  A-25,  approval 
of. 

5-24-SA— Induslo  Fuel  Oil  Burner  1-27,  approval  of. 

RULES. 

280-22-S— Recommendation  to  board  of  aldermeh  in  re: 

standpipe  equipment  in  Motion  Picture 
Theatres. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  February  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1464-23-A— 52-54  East  78th  street,  Manhattan. 

1405-23-A — 35  6th  avenue,  Manhattan. 

1534- 23- A— 2  1st  ,  street,  Manhattan. 

1535- 23- A— 3-5  1st  street,  Manhattan. 

861-23-A— 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  29,  1924,  at 
10  o’clock  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

Y  \L.  no.  1111-23-BZ — Application,  September  24,  1923,  under 
the  building  zone  resolution,  of  Eidlitz 
&  Hulse,  aplicants,  on  behalf  of  New 
York  Telephone  Company,  owner,  to 
permit  in  a  two  times  district  the  erec¬ 
tion  of  the  street  walls  of  a  building 
without  a  setback  to  a  height  in  excess 
of  that  set  by  the  building  zone  reso¬ 
lution;  premises  139-147  West  street, 
90-110  Barclay  street,  202-222  Wash¬ 
ington  street  and  86-108  Vesey  street, 
Manhattan. 

cal.  no.  1156-23-BZ — 'Application,  October  8,  1923,  under 
the  building  zone  resolution,  of  Joseph 
L.  Burke  Corporation,  applicant,  or 
behalf  of  Falkenau  &  Hamerschlag 
Inc.,  owner,  to  permit  in  a  busines: 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem 
ises  2334-2342  Jerome  avenue,  The 
Bronx. 
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cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

CAL.  NO.  1372-23-BZ— Appplication,  November  24,  1923, 
under  the  building  zone  resolution,  of 
Harry  A.  Yarish,  architect,  on  behalf 
of  Alexander  Fox,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  300-310  Winthrop 
street,  southeast  corner  of  Nostrand 
avenue,  Brooklyn. 

(  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1494-23-BZ — Application,  December  18,  1923,  under 
the  building  zone  resolution,  of  Mc- 
Kown  &  Condon,  applicants,  on  behalf 
of  Broadway-94th  Street  Realty  Co., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  214-218 
West  95th  street,  Manhattan. 

cal.  no.  921-23-BZ— Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  1133-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
Philip  Bardes,  architect,  on  behalf  of 
Hyman  Hermele  and  Samuel  Heft, 
owners,  to  permit  in  a  business  district 
the  alteration  and  extension  in  height 
of  a  one-story  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1005-1007  Intervale 
avenue,  The  Bronx. 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave< 
nue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  4,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

89-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Estate  of  Simeon  C. 
Bradley  and  James  F.  McGarry,  owners. 

PREMISES — West  side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  at  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

104-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Estate  of  Charles 
H.  Reed,  owner. 

PREMISES— 642-650  St.  Claire  place,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a1  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

21- 24-BZ. 

APPLICANT — John  McGuinness,  for  Ambassador  Hotel 
Corp.,  owner. 

PREMISES — 341-351  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  construction  and 
maintenance  of  an  electric  sign. 

28-24-BZ. 

APPLICANT— Thomas  A.  Williams,  for  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner. 

PREMISES — 46  West  96th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  laundry  building. 

1388-23-BZ. 

APPLICANT — Seelig  &  Finkelstein,  for  Solomon  Gold¬ 
stein,  owner. 

PREMISES — Northwest  corner  of  Sutter  avenue  and  Pit¬ 
kin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  structures  to  be  used  for  stone  and  mon¬ 
umental  works. 

22- 24-BZ. 

APPLICANT — William  F.  Doyle,  for  3rd  Avenue  Holding 
Co.,  Inc.,  owner. 

PREMISES — West  side  Webster  avenue,  between  201st 
street  and  Mosholu  Parkway  South,  The  Bronx 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  and  also  in  a  “B”  area  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required  by  the  zone 
resolution. 

59-24-BZ. 

APPLICANT — Joseph  Lustig,  owner. 

PREMISES — 176  Wilson  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  structure  to  be  used  as  a  poultry 
slaughter  house. 

64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84th 
Street  Realty  Co.,  Inc.,  owner. 

PREMISES — 332-340  East  84th  street,  Manhattan. 

TO  PERMIT  in  a  business  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the  zone  reso¬ 
lution. 
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152-24-BZ. 

APPLICANT — William  F.  Doyle,  for  William  N.  Croxton, 
owner. 

PREMISES — 16  Copvent  avenue  and  430  West  128th  street, 
Manhattan. 

TO  PERMIT  extending  into  a  business  district  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  4,  1924,  at  10  a.  vi. 

Appeals  from  Administrative  Orders. 

1024-23-A — Northeast  corner  of  Boerurn  and  White  streets, 
Brooklyn. 

1158-23-A — 537-547  West  53rd  street,  Manhattan. 

1281-23-A — 149-151  Baxter  street,  Manhattan. 

1413-23-A — 149-153  Columbus  avenue,  Manhattan. 

1445-23-A — 37-39  Murray  street,  Manhattan. 

1483-23-A— 424-426  East  62nd  street,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

1527-23-A — 1219  103rd  street,  Ozone  Park,  Queens. 
1555-23-A— 4360-4376  Broadway,  Manhattan. 

1161-23-A — 400  East  198th  street,  The  Bronx. 

1432-23-A — 157-159  East  128th  street,  Manhattan. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

40- 24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

4 1- 24- A — 106-108  Fulton  street,  Manhattan. 

45- 24-A — 13  University  place,  Manhattan. 

46- 24-A— 33-43  Degraw  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  4,  i.924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1529-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  consulting  engineer,  on  be¬ 
half  of  Alphonse  Freund,  Frederick  A. 
Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  West  83rd  street, 
Manhattan. 

cal.  no.  1489-23-BZ — Application,  December  17,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
John  Reinschmidt  and  H.  H.  Snede- 
ker,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  east  side  Franklin  avenue,  236.50 
ft.  south  of  East  166th  street,  The 
Bronx. 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 


cal.  no.  1386-23-FZ- -Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Broadway  Marlboro  Realty  Corp., 
owner,  to  permit  in  a  two-times  height 
district  the  erection  of  part  of  the 
front  wall  of  a  building  without  a  set¬ 
back  to  a  height  exceeding  the  limit 
set  by  the  building  zone  resolution; 
premises  1351-1365  Broadway,  north¬ 
west  corner  of  West  36th  street,  Man¬ 
hattan. 

cal.  no.  610-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

cal.  no.  1389-23-BZ— Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  John 
Morrison,  applicant  and  owner,  to  per¬ 
mit  in  a  residential  “E”  area  district 
the  erection  and  maintenance  of  a  resi¬ 
dence  building  occupying  more  than  30 
per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb 
level ;  premises  4634-4646  Bay  Park¬ 
way,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  4,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1501-23-S — 12  West  19th  street,  Manhattan. 
1505-23-S— 130  Madison  avenue,  Manhattan. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
18-24-S — 14-16  East  38th  street,  Manhattan. 

33-24-S — 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

81- 24-S — 146-152  West  29th  street,  Manhattan. 

82- 24-S — 209-211  West  26th  street,  Manhattan. 
57-24-S — 222-224  West  37th  street,  Manhattan. 
96-23-S — 31  West  125th  street,  Manhattan. 

2483-17-S — 42-44  West  39th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  March  11,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1248-23-A — 1113-1127  Avenue  A,  Manhattan. 

1481-23-A — 36^48  Flatbush  avenue  Extension,  Brooklyn. 
1560-23-A — 203-205  West  40th  street,  Manhattan. 

85-24-A — 158-162  West  Jackson  avenue,  Corona,  Queens. 
87-24-A— 363-367  Borden  avenue,  L.  I.  City,  Queens. 
1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1170-23- A — 2814  Avenue  N,  Brooklyn. 
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Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  March  11,  1924,  at  10 

o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 

cal.  no.  844-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Kearney,  applicant,  on  behalf  of  Henry 
M.  Armsheimer,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  mo¬ 
tor  vehicles,  one  space  rented  to  per¬ 
sons  not  residing  on  the  premises  ;  prem¬ 
ises  2947  Bainbridge  avenue,  The 
Bronx. 

:al.  no.  1211-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
James  F.  Meehan,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  St.  Nicho¬ 
las  avenue,  101  ft.  south  of  West  145th 
street,  Manhattan. 

:al.  no.  1240-23-BZ — Application,  October  30,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Edna 
E.  Patterson  and  Everett  M.  Corner, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1471- 
1477  Jerome  avenue,  The  Bronx. 

:al.  no.  1359-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
President  Franklin  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  ;  premises  southwest  cor¬ 
ner  of  President  street  and  Franklin 
avenue,  Brooklyn. 

:al.  no.  1433-23-BZ — Application,  December  5,  1923,  under 
.  the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Stefan 
Noskewicz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in 
part  for  business  purposes;  premises 
northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  Long  Island  City, 
Queens. 

:al.  no.  1453-23-BZ — Application,  December  8,  1923,  under 
the  building  zone  resolution,  of  Times 
Triangle  Investors,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  extending 
into  a  residence  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  business  purposes;  premises 
852-858  Cypress  avenue,  southeast  cor¬ 
ner  of  Cornelia  street,  Ridgewood, 
Queens. 

:al.  no.  1507-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 


Spencer  Aldrich,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than’  five  (5)  motor  ve¬ 
hicles;  premises  1101-1113  Prospect 
avenue,  southeast  corner  of  11th  avenue, 
Brooklyn. 

cal.  no.  20-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  M. 
Lonergan,  applicant,  A.  A.  A.  Holding 
Co.,  owner,  Brooklyn  Yarn  Dye  Co., 
Inc.,  lessee,  to  permit  partly  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  change  of  occu¬ 
pancy  from  a  storage  warehouse  to  a 
dyeing  plant;  premises  2217-2227  Nep¬ 
tune  avenue,  northeast  corner  of  West 
23rd  street,  Brooklyn. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles ; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

cal.  no.  1543-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  L.  Larkin,  applicant,  on  behalf 
of  Rexburg  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  of 
Webster  avenue,  772  ft.  north  of  169th 
street,  The  Bronx. 

William  J.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  11,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1213-23-S — 231  Mercer  street,  Manhattan. 

29-24-S — 328-332  7th  avenue,  Manhattan. 

52-24-S — 32-34  West  39th  street,  Manhattan. 

63-24-S — 1007-1009  Buchman  avenue,  Ridgewood,  Queens. 
74-24-S — 76  McKibben  street,  rear,  Brooklyn. 

77-24- S — 311-315  7th  avenue,  Manhattan. 

835-22-S — 58  West  38th  street,  Manhattan. 

1497-23-S — 162  Boerum  street,  Brooklyn. 

1512- 23-S — 42  West  30th  street,  Manhattan. 

1513- 23- S — 103  West  27th  street,  Manhattan. 

1522-23-S — 279  5th  avenue,  Manhattan. 

Appliance  Submitted  for  Apprival. 

68-24-SA — May  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  18, 1  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1059-23-A — 49-61  Clymer  street,  Brooklyn. 

1136-23-A — 2164  Harlem  River  terrace,  The  Bronx. 
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1183-23- A — 520-528  West  27th  street,  Manhattan. 

1406-23-A — 101  Fulton  street  and  153  William  street,  Man¬ 
hattan. 

1441-23-A— 27-29  Pine  street,  Manhattan. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

382-23-A — 320-322  East  28th  street  and  323  East  87th 
street,  Manhattan. 

170-24- A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  budding 
zone  resolution,  Tuesday  morning ,  March  18,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  43-24-BZ— Application,  January  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  So¬ 
phia  B.  Arfman,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a 
residence  to  a  business  use;  premises  176 
Underhill  avenue,  northwest  corner  of 
Sterling  place,  Brooklyn. 

cal.  no.  1425-23-BZ— Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Harry 
A.  Y&rish,  architect,  on  behalf  of 
James  Fennimore,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  546-550  East  New  York  ave¬ 
nue,  Brooklyn. 

cal.  no.  1460-23-BZ— Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 

CAL.  NO.  908-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes ;  premises 
308  East  173rd  street,  The  Bronx. 
cal.  no.  1540-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of 
Charles  P.  Cannella,  architect,  on  be¬ 
half,  of  Jacob  Baum,  owner,  to  permit 
the  extension  into  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes 


on  first  story ;  premises  1249  Avenue 
U,  northwest  corner  of  East  13th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  18.  1924,  at  2  p.  m. 

Petitions  for  Variations. 

51-24-S — 240-248  West  40th  street,  Manhattan. 
60-24-S — 262-268  West  38th  street,  Manhattan. 

70- 24-S — 242-244  West  38th  street,  Manhattan. 

71- 24-S — 226-228  West  37th  street,  Manhattan. 
106-24-S — 212-216  West  35th  street,  Manhattan. 
109-24-S — 171-173  6th  avenue,  Manhattan. 

Appliance  Submitted  for  Approi>al. 
95-24-SA — Leiman  Oil  Pump,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

26-24-A — 392-398  Myrtle  avenue,  Brooklyn. 

35-24- A — 321-337  6th  avenue  and  101-111  West  20th  street. 
Manhattan. 

65-24-A — 611-621  5th  avenue,  Manhattan. 

96-24-A — Southeast  corner  of  Exterior  street  and  230th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

(  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 

William  J.  Walsh,  Chairman. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  125  Worth 
street  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  19,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Fonnell,  Holland  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Wednesday  morning,  February  13,  1924, 
.verc  approved  as  printed  in  the  Bulletin,  No.  8,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
534-23- A. 

APPELLANT — Edward  P.  Doyle,  for  P.  M.  Clear  & 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
’REMISES  AFFECTED— 2  1st  street,  Manhattan. 
APPEARANCES — 

For  Appellant:  None. 

For  Administration  :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m. 


535-23-A. 

APPELLANT — Edward  P.  Doyle,  for  Pierre  M.  Clear, 
owner. 

iL’BJECT — Appeal  from  order  of  fire  commissioner. 
’REMISES  AFFECTED— 3-5  1st  street,  Manhattan. 
APPEARANCES — 

For  Appellant:  None. 

For  Administration  :  Inspector  Lenihan  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  .10  a.  m. 


,405-23-A. 

APPELLANT — Trifari  &  Krussman,  Inc.,  lessee. 
UBJECT — Appeal  from  order  of  fire  commissioner. 
’REMISES  AFFECTED — -35  6th  avenue,  Manhattan. 
iPPEARANCES — 

For  Appellant:  Philip  J.  Sinnott. 
vCTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m. 


324-23-A. 

\PPELLANT — Benjamin  G.  Hitchings,  owner. 

UBJECT — Appeal  from  orders  of  fire  commissioner. 
'REMISES  AFFECTED — South  side  of  Avenue  H,  32nd 
to  38th  streets,  Brooklyn. 
iPPEARANCES — 

For  Appellant :  William  F.  Boettler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

..CTION  OF  BOARD- — Appeal  granted  on  condition. 
ONDII  TONS — As  specified  in  resolution. 

i  HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Connell . .  .  5 

Neagtive  . ’  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1324-23-A) 

AA  hereas,  Benjamin  G.  Hitchings,  for  Benjamin  G.  Hit- 
nngs,  Inc.,  owner,  filed,  November  16,  1923,  an  appeal, 
|th  the  board  of  appeals,  from  orders  of  the  fire  com- 
lssioner,  affecting  premises  Avenue  H,  32nd  to  38th  streets, 

rooklvn  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Oc- 
ber  27,  1923,  read: 


“Order  No.  50635-F : 

"YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  five  days  from  date  of  service  of  this 
order,  to: 

“1.  Provide  a  cover  of  heavy  wire  netting  for  top 
of  iron  cupola  chimney,  section  780,  Greater  New  York 
Charter.” 

“Order  No.  50637-F: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  twenty  days  from  date  of  the  service 
of  this  order,  to: 

“1.  Install  a  fire  hydrant  in  the  center  of  each  block 
of  premises  from  East  32nd  Street  to  East  38th  Street, 
(6  blocks,  6  hydrants).  Each  hydrant  to  be  provided 
with  100  ft.  of  approved  hose  and  nozzle.  Said  hose 
to  be  located  in  a  suitable  hose  house  or  other  enclo¬ 
sure  at  hydrants,  and  each  hydrant  to  be  connected  to 
the  street  main  on  Avenue  “H”.  Sec.  776  Greater 
New  York  Charter.” 

“Order  No.  50639-F: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  twenty  days  from  date  of  the  service 
of  this  order,  to: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  in  lumber  shed,  with  necessary  check 
valves  and  2l/2  inch  regulation  Fire  Department  outlets. 
Each  outlet  to  be  provided  with  sufficient  feet  of  2% 
inch  standard  hose  attached  thereto.” ; 

and 

AVhereas,  the  premises  consist  of  a  plot  of  ground  along 
Avenue  H,  extending  from  East  32nd  street  to  East  38th 
street,  on  which  are  located  the  lumber  yard,  sheds  arid 
planing  mill  of  B.  G.  Hitchings ;  and 

Whereas,  appellant  contends  as  to  Order  No  50635-F, 
that  the  arrangement  of  baffle  walls  in  the  furnace  is  such 
as  to  render  it  impossible  for  sparks  to  discharge  from 
the  chimney  and  that  the  placing  of  a  netting  over  the  top 
would  impair  the  draught;  that  the  chimney  is  125  ft. 
high,  8  ft.  in  diameter  at  base  and  4  ft.  in  diameter  at  top ; 
as  to  Order  No.  50637-F,  that  there  are  50  fifty-gallon  tanks, 
with  3  buckets  to  each  tank  in  the  yard  and  2  reels  of  250 
ft.  2l/2  in.  hose  and  that  there  are  16  fire  hydrants  abut¬ 
ting  premises  on  Avenue  H ;  that  as  to  Order  No.  50639-F, 
the  shed  referred  to  is  a  one-story  open  shed,  no  heating 
facilities,  a  standpipe  system  would  be  impractical  and 
that  the  shed  is  provided  with  six  fifty  gallon  tanks,  three 
buckets  to  each  tank. 

Resolved ,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal,  in  view  of  the 
existing  sixteen  (16)  fire  hydrants  on  the  public  highway 
abutting  this  property,  be  and  it  hereby  is  granted  as  to 
Order  No.  50635-F  on  condition  that  an  open  runway  be 
maintained  not  less  than  15  ft.  in  width  extending  the  en¬ 
tire  length  of  the  premises,  with  open  and  unobstructed 
gangways  not  less  than  20  ft.  in  width  at  the  continua¬ 
tion  of  intersecting  streets  from  the  south  side  of  Avenue 
H  to  the  railroad  cut ;  granted  on  further  condition  that 
the  lumber  piles  do  not  exceed  an  average  of  15  ft.  in 
height  throughout  the  premises. 


1330-23-A. 

APPELLANT — L.  A.  Ward,  for  Hooker  Electro  Chemical 
Co.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 25  Pine  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Luke  Flannigan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS^-A?  specified  in  resolution. 
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THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  Connell  and  Fire  Chief 

Ken  Ion  .  Q 

Negative  .  1 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(1330-23-A)  . 

Whereas,  L.  A.  Ward,  Sec.  for  Hooker  Electro  Chemical 
Co.,  owner,  filed,  November  17,  1923  an  appeal,  with  the 
board  of  appeals,  from  orders  of  the  fire  commissioner  a  - 
fecting  premises  25  Pine  street,  Borough  of  Manhattan, 

^Whereas,  the  orders  of  the  fire  commissioner,  dated  Oc¬ 
tober  10,  1923,  read :  . 

“No  50249-F '  1.  Provide  iron  or  kalameined  shut¬ 
ters  at  all  openings  in  the  exterior  wall  above  1st 

story  which  are  distant  in  a  direct  line  less  than  30 
fit  from  any  opening  in  any  other  building  and  not  in 
the  same  plane  with  said  openings  and  which  are  not 
more  than  50  ft.  above  a  neighboring  roof  at  south 

and  west  sides  of  building  *  *  *• 

“No.  50250-F :  1.  Provide  a  tank  on  roof  of  at  least 

3  500  gallons  capacity  for  the  standpipe  system,  sai 
tank  to  be  so  elevated  that  the  bottom  will  be  not  less 
than  20  feet  above  the  roof  level.’  ; 

ai\v hereas,  the  building  is  fireproof,  ten  stories  in  height, 
04  ft  by  75  ft.  in  area  at  1st  story  and  24  ft.  by  6J  ft. 
in  area  above,  equipped  with  standpipe  connected  with  tank 
on  roof  containing  2,000  gallon  house  and  standpipe  sup¬ 
ply  ;  OCCUPIED  as  offices,  averaging  12  persons  per  story , 

^Whereas,  there  are  ten  windows  in  each  story  above 
the  1st  story  within  30  ft.  of  openings  in,  and  within  o0 
ft.  above  the  roofs  of,  neighboring  buildings ;  and 

Whereas,  appellant  contends,  in  re:  shutter  order,  the 
exposure  to  the  west  is  the  U.  S.  Sub-Treasury,  which  is  a 
fireproof  building  provided  with  fireproof  shutters  and  hav¬ 
ing  a  fireproof  roof;  the  neighboring  building  to  the  rear 
is  the  U  S  Assay  Office,  a  fireproof  building  with  open¬ 
ings  protected  by  wire  glass  and  kalameined  shutters,  in 
re :  tank  order,  appellant  proposes  to  tap  the  house  supply 

above  the  1,500  gallon  level.  ,  , 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
thev  hereby  are  modified,  and  the  appeal  be  and.  it  hereby 
is  granted  so  far  as  it  affects  Order  No.  50249,  in  view  of 
the  use  and  occupancy  of  the  adjoining  premises  and. the 
protection  thereof;  and  only  so  long  as  these  conditions 
remain  unchanged ;  and  denied  as  to  Order  No.  50250. 


APPELLANT— Arthur  W.  Tams  Music  Library,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 318-320  West  46th  street,  Man¬ 


hattan. 


APPEARANCES- 

For  Appellant:  James  H.  Whiskerman,  Sargent 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Rmiltnn.  Holland.  Connell  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Kerby 


6 

0 

1 


THE  RESOLUTION : 

(1394-23-A) 

Whereas,  Arthur  W.  Tams  Music  Library,  owner,  filed, 
November  27,  1923,  an  appeal,  with  the  board  of  appeals, 


from  an  order  of  the  fire  commissioner,  affecting  premise 
318-320  West  46th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  20569 
LC,  dated  October  20,  1923,  reads: 

“5 — Separate  boiler  from  remainder  of  building  b; 
unpierced  wall  of  solid  masonry  at  least  8  in.  in  thick 
ness.  Entrance  to  boiler  room  to  be  from  exterior  0 
building  only.”; 

and  .  I 

Whereas,  the  building  is  fireproof,  six  stories  and  base 
ment  in  height,  44  ft.  by  100  ft.  in  area;  equipped  wit 
a  sprinkler  system.  OCCUPIED:  Basement,  storage  an 
boiler  room;  1st  to  4th  stories,  sale  and  manufacture  o' 
sheet  music,  51  persons ;  5th  story,  aluminum  ware;  6th  ston 
lithographing  and  printing;  and 

Whereas,  appellant  contend/  that  to  be  required  to  buil 
the  additional  exit  to  street  from  boiler  room  would  intei 
fere  with  the  storage  of  coal.  '  I 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  : 
granted  on  condition  that  the  opening  from  the  boiler  rooi 
shall  be  provided  with  self-closing,  fireproof  door  openin 
outward,  and  that  an  engineer’s  fixed  iron  ladder  shall  1 
provided  from  the  cellar  to  the  sidewalk. 


1395-23-A. 

APPELLANT— Simplex  Oil  Heating  Corp.,  for  C.  &  1 
Construction  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 1 
PREMISES  AFFECTED— 545-551  Ocean  avenue,  Brool 
lyn. 

appearances— 

For  Appellant :  George  Getzoff. 

For  Administration:  Inspector  Carroll  of  fire  d 
partment. 

ACTION  OF  BOARD— Granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Kerby  . 

THE  RESOLUTION : 

(1395-23-A) 

Whereas,  Simplex  Oil  Heating  Corp.,  for  C.  &  K.  Co 
struction  Co.,  owner,  filed,  November  27,  1923,  an  appe 
with  the  board  of' appeals,  from  a  decision  of  the  fire  coi 
missioner,  affecting  premises  545-551  Ocean  avenue,  Broc 

lyn ;  and  .  .  , 

\V hereas,  the  decision  of  the  fire  commissioner,  dat 

November  27,  1923,  reads: 

“2.  Pumps  must  be  of  approved  type. 

“3.  Burners  must  be  of  approved  type.”; 

and  . 

Whereas,  the  building  is  non-fireproof,  six  stories 
height,  130  ft.  1 1/4  in.  by  166  ft.  ill  area;  OCCUPIED 
a  tenement  house ;  it  is  proposed  to  equip  the  building  w 
a  fuel  oil  burning  installation,  in  accordance  with  the  ru 
of  the  board  of  standards  and  appeals,  except  that  1 
burner  is  not  an  approved  type;  and 

Whereas,  appellant  requests  permission  to  operate  1 
plant,  pending  inspection  and  test  of  the  burner  by  a  co 
mittee  of  the  board  of  standards  and  appeals. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  £ 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  permitting  the  installation  at  the  owner’s  risk 
a  temporary  period  of  ninety  (90)  days  on  condition  t' 
the  plant  is  operated  by  a  licensed  engineer  in  attenda 
at  all  times  pending  the  demonstration  and  inspection 
burner  by  committee  of  this  board,  and  that  the  fuel 
installation  complies  with  the  fuel  oil  rules  of  the  bo 
of  standards  and  appeals  in  all  other  respects. 
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,  82-23- A. 

IPPELLANT — Farnum  Plumbing  Co.,  Inc.,  for  The  331 
Madison  Avenue  Corp.,  lessee. 

OBJECT — Appeal  from  decision  of  fire  commissioner. 
REMISES  AFFECTED — 327-331  Madison  avenue,  Man¬ 
hattan. 

PPEARANCES — 

For  Appellant:  Jacob  Nitzberg,  H.  Hall  Marshall, 
David  M.  Oltarsh,  George  Dorfman. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION : 


(1482-23-A) 

Whereas,  Farnum  Plumbing  Co.,  Inc.,  for  The  331  Mad- 
on  Ave.  Corp.,  lessee,  filed,  December  15,  1923,  an  appeal, 
ith  the  board  of  appeals,  from  a  decision  of  the  fire  com- 
lissioner,  affecting  premises  327-329-331  Madison  avenue, 
prough  of  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  No.  1183- 
,,  daited  December  6,  1923,  reads : 

“2.  Bottom  of  gravity  tank  must  be  located  20  ft. 
above  roof  *  *  ; 

id 

Whereas,  the  building*  is  fireproof,  14  stories  and  pent 
mse  in  height,  66  ft.  8  in.  by  100  ft.  in  area;  OCCUPIED 
.  stores  and  offices ;  and 

Whereas,  appellant  contends  the  gravity  tank  now  in 
ace  has  not  been  changed  or  altered  since  its  erection  in 
)10,  and  that  the  tank  is  located  approximately  10  ft. 
pove  the  highest  outlet. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
'anted  on  condition  and  only  so  long  as  the  use  and  oc- 
ipancy  of  the  pent  house  is  restricted  to  the  storage  and 
Ousing  of  mechanical  equipment  and  that  there  shall  be 
d  office  or  other  occupancy  above  the  level  of  the  main 
>of. 


195-23-A 

PPELLANT — Rudolf  C.  P.  Boehler,  for  Life  Holding 
Corp.,  owner. 

UBJECT — Appeal  from  order  of  superintendent  of  build¬ 
ings. 

REMISES  AFFECTED — 17  West  31st  street,  Manhat¬ 
tan. 

PPEARANCES— 

For  Appellant:  Rudolf  C.  P.  Boehler. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 


Kenlon  . 6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION: 

( 1495-23-A) 

Whereas,  Rudolf  C.  P.  Boehler,  for  Life  Holding  Corp., 
vner,  filed,  December  18,  1923,  an  appeal,  with  the  board 
appeals,  from  an  order  of  the  superintendent  of  build- 
,gs,  affecting  premises  17  West  31st  street,  Borough  of 
anhattan;  and 

W  hereas,  the  order  of  the  superintendent  of  buildings, 
o.  360  of  1923,  dated  May  22,  1923,  reads: 


“You  are  hereby  directed  to  provide  an  outside  iron 
balcony  fire  escape  on  rear  of  building  with  balconies 
covering  two  windows  on  each  floor.  Balconies  to  be 
3  ft.  6  in.  wide;  guard  rails  36  in.  high;  balconies  con¬ 
nected  by  60  degree  stairs  20  in.  wide ;  gooseneck  ladder 
to  roof  and  fixed  stairs  or  drop  ladder  in  guides  to 
yard.  Safe  egress  from  yard  must  be  provided.”; 

and 

Whereas,  the  building  is  noil-fireproof,  four  stories  in 
height,  25  ft.  by  94  ft.  3  in.  in  area  at  1st  story  and  25 
ft.  by  70  ft.  6  in.  in  area  above.  MEANS  OF  EXIT: 
An  interior  stairway  enclosed  in  lath  and  plaster  partitions. 
OCCUPIED:  Cellar,  storage  room ;  1st  story,  store,  6-8 
persons;  2nd  story,  salesroom,  3  persons;  3rd  story,  sales¬ 
room,  6  persons;  4th  story,  show  room,  7-9  persons;  and 

Whereas,  appellant  contends  the  use  of  the  building  is 
non-hazardous  and  there  are  only  18  persons  above  1st 
story. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  a  balcony  fire  escape 
with  a  60  degree  connecting  stairs  shall  be  provided  on  the 
rear  of  the  building  with  termination  on  the  1st  story  ex¬ 
tension  roof,  with  a  portable  iron  ladder  to  be  maintained 
on  the  roof  of  the  extension  and  that  the  loft  side  of  the 
hall  partition  throughout  shall  be  fire  retarded!  with  cement 
mortar  on  wire  lath  and  that  any  openings  to  the  stair 
hall  shall  be  equipped  with  self-closing,  fireproof  doors 
and  that  any  windows  in  the  stair  hall  partitions  shall  be 
built  up  solidly,  and  granted  only  so  long  as  conditions  of 
the  building  as  to  occupancy  and  use  (namely,  sales  and 
show  rooms)  shall  remain  unchanged. 


1545-23-A. 

APPELLANT — William  F.  Doyle,  for  Garland  Automobile 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 41-43  West  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  . * .  1 


THE  RESOLUTION: 

(1545-23-A) 

Whereas,  Wm.  F.  Doyle,  for  Garland  Automobile  Co., 
lessee,  filed,  December  28,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  41-3  West  63rd  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21233- 
C,  dated  November  30,  1923,  read's : 

“1 — Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  third  story  of  above  premises.”; 

and 

Whereas,  the  building  is  fireproof,  three  stories  in 
height,  50  ft.  by  100  ft.  in  area.  OCCUPIED:  1st  story, 
auto  sales  and  show  room,  11  persons;  2nd  story,  storage 
of  old  and  new  automobiles,  1  person ;  3rd  story,  auto  re¬ 
pairs  (minor  adjustments),  11  persons;  the  building  is  lo¬ 
cated  in  a  business  district ;  and 

Whereas,  the  fire  department  contends  the  occupancy  of 
the  premises  is  contrary  to  the  certificate  of  occupancy  is¬ 
sued  by  the  s  uperintend&nt  of  buildings ;  and 
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Whereas,  appellant  contends  there  is  no  power  driven 
machinery  used  on  the  premises,  with  the  exception  of  a 
small  electric  hand  drill  and  that  auto  parts  that  are  broken 
or  worn  out  are  replaced  and  the  repairing  done  are  only 
minor  manual  repairs  incidental  to  the  operation  of  a  ga¬ 
rage  business,  and  appellant  further  contends  that  there 
is  no  gasoline  storage  system  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  no  power  driven 
machinery  other  than  a  portable  electric  drill  maintained 
on  premises;  and  granted  so  long  as  the  operation  of  the 
business  is  conducted  in  conjunction  with  and  incidental  to 
the  automobile  business  of  the  lessee  or  occupant  of  the 
premises. 


1531-23-A. 

APPELLANT — J.  Frederick  Jacobson,  for  Arthur  C 
Jacobson  &  Sons,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 435-453  Park  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  J.  Frederick  Jacobson,  Herbert 
Smith. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland.  Connell  and  Fire  Chief 


Kenlon  . . .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION : 

(1551-23-A) 

Whereas,  J.  Frederick  Jacobson,  for  Arthur  C.  Jacobson 
&  Sons,  Inc.,  owner,  filed,  December  28,  1923,  an  appeal, 
with  the  board  of  appeals,  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  435-453  Park  avenue,  Brooklyn; 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  8,  1923,  read: 

“Order  No.  51807-F: 

“1.  Provide  a  fire  wall  18  ft.  high  around  lumber 
yard  on  all  sides  where  same  is  within  30  ft.  of  ad¬ 
joining  frame  building  or  of  unprotected  opening  in 
the  exterior  wall  of  adjoining  brick  building  *  * 
“Order  No.  51808-F: 

(in  Building  451-453  Park  Avenue) 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLERS  throughout  building. 
*  *  *  » . 

“Order’ No.  51809-F: 

“1.  Provide  a  hydrant  equipped  with  approved  2 
hose  and  nozzle,  as  per  rule  37  adopted  by  Board  of 
Standards  &  Appeals  July  20,  1923.  Sec.  776,  Greater 
New  York  Charter.  *  * 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  180 
ft.  3  in.  by  115  ft.  irregular  in  area,  on  which  are  located 
a  two-story  brick  and  frame  planing  mill,  a  one-story  office 
and  three  lumber  sheds,  the  open  yard  being  used  for  stor¬ 
age  of  lumber  and  being  provided  with  four  16  ft.  passage¬ 
ways  extending  to  the  rear  and  cross  passageways;  adjoin¬ 
ing  the  property  to  the  west  is  a  four-story  brick  tenement 
(immediately  adjoining  a  lumber  shed)  ;  to  the  rear  is  a 
two-sfory  frame  dwelling  and  a  two-story  brick  factory 
approximately  5  ft.  back  from  the  property  line  and  to  the 
east  vacant  yards;  and 

Whereas,  appellant  contends  that  the  provision  of  the 
18  ft.  wall  would  practically  confiscate  his  property  and 


would  afford  no  practical  protection  to  the  adjoining  prop¬ 
erty  and  that  the  yard  is  provided  with  watchman  resid¬ 
ing  on  the  premises  and  that  there  is  a  city  fire  hydrant 
on  Park  avenue  and  another  one  on  Kent  avenue  and  that 
there  are  water  tanks  and  pails  distributed  throughout  the 
yard  and  that  he  proposes  to  maintain  all  lumber  piles  at 
a  reasonable  distance  from  any  other  structure  on  adjacent 
property;  and  further  contends  that  the  mill  is  operated 
by  electric  power  and  lighted  with  electricity;  it  is  equipped 
with  a  blower  system  and  has  isolated  sawdust  and  shaving 
bins  and  that  the  provision  of  the  sprinkler  system  would 
be  a  hardship  as  this  building  is  practically  isolated. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Orders  No.  51807-F  and  51809-F  so  long  as 
there  is  no  open  flame  or  power  plant  maintained  on  the 
premises  and  that  the  lumber  stacks  shall  not  exceed  a 
height  of  15  ft.  and  that  there  shall  be  an  open  gangway 
maintained  not  less  than  15  ft.  in  width  along  the  rear  of 
the  premises  running  the  length  of  the  yard  with  inter¬ 
secting  cross  runways  not  less  than  15  ft.  in  width  from 
Park  avenue;  granted  so  far  as  it  affects  Item  No.  1  of 
Order'  No.  51808  on  condition  that  six  (6)  forty  (40)  gal¬ 
lon  casks  in  the  open  yard  and  one  on  each  floor  of  the 
planing  mill  be  provided  and  maintained. 


1382-23-A. 

APPELLANT— Norbert  Vogelman,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 127-131  West  25th  street,  Man 
hattan. 

APPEARANCES— 

For  Appellant :'  A.  Mutterperl,  Mark  Franckman. 
For  Administration:  Inspector  Lenihan  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent :  Air.  Kerby  . 

THE  RESOLUTION : 

(1382-23-A) 

Whereas,  Norbert  Vogelman,  lessee,  filed,  November  2' 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  orde 
of  the  fire  commissioner,  affecting  premises  127-131  Wes 
25th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  20961 
LC,  dated  November  5,  1923,  reads: 

“3.  Provide  vent  duct  for  nitro-cellulose  vault  as  pre 
scribed  by  Section  232-3-c,  Chap.  10,  Art.  19,  Code  o 
Ordinances. 

“15.  Protect  all  steam  pipes  or  risers  that  are  withi 
6  ft.  0  in.  of  floor  with  wire  guards  or  non-combustibl 
pipe  covering. 

“17.  Bottom  of  guard  shall  be  arranged  so  as  1 
lift  up  for  cleaning. 

“23.  Provide  a  special  finished  stock  storeroom  fc 
the  storage  of  finished  stock  packed  in  cartons  or  pasi 
board  boxes.  Separated  from  the  remainder  of  tl 
floor  by  wall  or  partitions  erected  according  to  tl 
provisions  of  Section  355  of  Article  17  of  Chapter 
of  the  Code  of  Ordinances,  which  partitions  shall  1 
continuous  from  floor  to  ceiling  and  securely  anchore 
to  walls,  floor  and  ceiling.  j 

“24.  Discontinue  the  storage  of  finished  stock  an; 
where  on  your  premises,  except  in  approved  vaults  c 
cabinets  or  in  a  special  finished  stock  storeroom. 

“26.  Keep  all  finished  stock  except  that  in  final  shi] 
ping  boxes  on  slatted  shelves  in  finished  stock  ston 
room. 
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“27.  Provide  that  slatted  shelves  in  finished  stock 
storeroom  shall  not  exceed  3  feet  in  depth. 

“28.  Provide  that  none  of  the  slats  shall  be  over 
4  in.  wide  nor  spaced  less  than  1  in.  apart. 

“30.  Provide  ventilation  for  finished  stock  storeroom 
equal  to  a  clear  opening  of  at  least  sq.  inch  per 
cu.  ft.  of  room  capacity. 

“Note :  Thin  glass  windows,  if  unexposed,  are  ac¬ 
ceptable.”  ; 
id 

Whereas,  the  building  is  fireproof.  12  stories  in  height, 
)  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  tenant  fac- 
>ry,  the  appellant  occupying  the  4th  story  for  the  manu- 
icture  of  celluloid  and  metal  buttons;  and 
Whereas,  appellant  contends  he  has  occupied  the  pretti¬ 
es  for  eight  years,  has  complied  with  twenty  (20)  items 
f  the  order  and  contends  great  hardship  would  ensue 
compelled  to  carry  out  the  rest  of  the  orders,  as  they 
'ould  necessitate  a  complete  change  and  modification  ot 
ie  appellant’s  factory. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
id  they  hereby  are  modified,  and  the  appeal  be  and  it 
ereby  is  granted  to  permit  the  occupancy  of  these  prem- 
es,  and  holding  the  order  in  abeyance,  on  condition  that 
ie  appellant  vacates  the  premises  by  March  15,  1924,  and 
lat  any  celluloid  material  stored  on  the  premises  shall 
|e  stored  and  maintained  in  a  fireproof  vault. 


-24-A. 

lPPELLANT — William  F.  Doyle,  for  Dr.  George  Draper, 
owner. 

UBJECT— Appeal  from  order  of  fire  commissioner. 
'REMISES  AFFECTED— 186  East  64th  street,  Manhat¬ 
tan. 

1.PPEARAN  CES — 

For  Appellant :  William  F.  Doyle. 

For  Administration :«  Inspector  Lenihan  of  fire  de¬ 
partment. 

vCTION  OF  BOARD — Laid  over  to  February  26,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland  and  Connell  .  4 

Negative:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

Absent :  Mr.  Kerby  .  1 


473-23-A. 

APPELLANT — Surprise  Button  &  Novelty  Co.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
’REMISES  AFFECTED— 29  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES — 

For  Appellant:  Isidor  Popper,  Edward  Kuntz. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Connell  .  5 

Negative  .  0 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(1473-23-A) 

Whereas,  Surprise  Button  &  Novelty  Co.,  lessee,  filed, 
December  13,  1923,  an  appeal,  with  the  board  of  appeals, 
rom  an  order  of  the  fire  commissioner,  affecting  premises 
29  West  17th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  24,  1923,  reads : 

“1.  Forthwith  remove  all  nitro-cellulose  products.”  ; 

ind 


Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
25  ft.  by  90  ft.  in  area,  equipped  with  a  fire  alarm  and 
sprinkler  system.  OCCUPIED:  1st  story,  store;  2nd  to 
8th  story,  mfg.  of  clothing,  20  persons  per  story;  9th  story, 
mfg.  of  celluloid  eye  glass  frames,  15  persons;  10th  story, 
occupied  by  appellant  for  the  mfg.  of  celluloid  buttons,  20 
persons;  and 

Whereas,  the  sprinkler  system  is  supplied  with  a  3,400 
gallon  pressure  tank  and  also  by  a  5,000  gallon  gravity  tank ; . 
and 

Whereas,  appellant  contends  that  the  sprinkler  system 
conforms  with  the  requirements. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  additional  doorway  shall  be 
provided  to  the  stair  hall  at  the  extreme  front  of  the 
building,  equipped  with  self-closing,  fireproof  door,  and 
that  the  quantity  of  celluloid  shall  not  exceed  500  lbs.,  to 
be  stored  and  maintained  in  an  approved  fireproof  cabinet, 
and  that  the  use  and  occupancy  shall  comply  with  the 
regulations  in  all  other  respects. 


919-23-A. 

APPELLANT — New  York  Optical  Co.,  Inc.,  for  Crescent 
Sign  Co.,  owner. 

SUBJECT — Application  for  extension  of  time  (appeal  from 
order  of  fire  commissioner). 

PREMISES  AFFECTED — 24  Stanton  street,  Manhattan. 
APPEARANCES— 

For  appellant:  None. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  to  reopen  appeal,  for  ex¬ 


tension  of  time,  denied. 

'OTE  TO  REOPEN  APPEAL— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  .  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kerby .  1 


1335-53-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  Ice  Serv¬ 
ice  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner 
(application  for  reopening  for  temporary  permit). 
PREMISES  AFFECTED— 513-523  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  C.  L.  Butler. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
90  days,  subject  to  inspection. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION : 

(1335-23-A) 

Whereas,  the  Simplex  Oil  Heating  Corp.  filed,  November 
19,  1923,  an  appeal,  with  the  board  of  appeals,  from  a  de¬ 
cision  of  the  fire  commissioner,  affecting  premises  513-23 
West  40th  street,  Manhattan;  and 

Whereas,  pending  the  action  of  the  board  on  this  appeal, 
the  appellant  requests  permission  to  operate  the  fuel  oil 
installation ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  November  27,  1923,  for  a  temporary  permit  and 
appellant  requested  an  extension  of  this  permit. 
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Resolved,  that  a  temporary  permit  is  authorized  for  a  pe¬ 
riod  of  ninety  (90)  days  to  permit  the  operation  of  the 
fuel  oil  burning  equipment,  at  appellant’s  own  risk,  o)i 
condition  that  the  installation  complies  in  all  respects,  ex¬ 
cept  as  to  burner  and  pumps,  with  the  fuel  oil  rules  and 
regulations  now  in  force. 


147-21-A. 

APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT — Application  for  reopening  (appeal  from  order 
of  Ere  commissioner). 

PREMISES  AFFECTED — 1301-1311  Avenue  J,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Geo.  A.  Walker. 

ACTION  OF  BOARD — Application  to  reopen  appeal  laid 
over  to  February  29,  1924,  at  10  a.  m.,  on  request 
of  appellant’s  representative. 


802-23-A. 

APPELLANT — William  F.  Doyle,  for  M.  F.  Schlesingcr, 
owner. 

SUBJECT — Application  for  reopening  (appeal  from  order 
of  fire  commissioner). 

PREMISES  AFFECTED— 37-39  Perry  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For;  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  modification 
granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(802-23-A) 

Whereas,  William  F.  Doyle,  for  M.  F.  Schlesingcr, 
owner,  filed,  June  22,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  37-39  Perry  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
17,  1923,  reads : 

“1.  Discontinue  the  use  of  4th  story  for  dwelling 
purposes — as  per  section  154.  Chapter  10,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  34  ft.  by  44  ft.  in  area.  OCCUPIED:  1st  story, 
private  garage;  2nd  and  3rd  stories,  dwelling;  proposed 
4th  story  occupancy,  studio  apartments ;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  4th  story;  and 

Whereas,  appellant  proposes  to  provide  a  60  degree  fire 
escape  or(  the  front  of  the  building  with  drop  ladder  from 
the  2nd  story  balcony  to  the  ground,  and  claims  that  the 
occupancy  has  existed  under  permit  from  the  fire  depart¬ 
ment  since  1914 ;  that  the  interior  stairway  is  enclosed  in 
fireproof  partitions  and  that  the  walls  and  ceiling  of  the 
garage  are  fire  retarded  and  there  are  no  openings  from 
the  garage  to  the  interior  stairway,  and  further  contends 
that  there  will  be  no  sleeping  quarters  on  the  top  story; 
and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  October  9,  1923,  on  certain  conditions  and  appel¬ 
lant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  ceiling  of  the  garage  be  fire 


retarded  with  cement  mortar  on  wire  lath,  and  the  floor 
covered  with  concrete ;  and  that  fire  escapes  be  erected 
on  the  rear  of  the  building,  with  45  degree  connecting 
stairs  with  egress  from  the  termination  of  the  roof  of  the 
1st  story  extension  by  balcony  and  fixed  iron  stairs  to  the 
yard,  egress  therefrom  in  the  yard  to  be  provided  through 
an  unpierced  fire  retarded  passageway,  on  the  first  floor  lead¬ 
ing  directly  to  the  street ;  the  partition  separating  passage¬ 
way  from  garage  to  be  constructed  of  4  in.  terra  cotta 
block,  and  on  further  condition  that  not  more  than  four 
(4)  automobiles  be  stored  on  the  premises,  and  that  there 
shall  be  no  gasoline  stored  on  the  premises  other  than  in 
the  tanks  of  the  cars. 


BUILDING  ZONE  CASES. 

921-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Louis  Weymuth, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  laid  over  to  February 
29,  1924,  at  10  a.  m.,  on  written  request  of  appli¬ 
cant. 


1372-23-BZ. 

APPLICANT — Harry  A.  Yarish,  for  Alexander  Fox, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 300-310  Winthrop  street, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

For  Opposition:  Harry  Malten. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  on  request  of  applicant. 


]  086-23-BZ. 

APPLICANT — Antonio  Russo  and  James  Russo,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2772-2774  West  15th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Russo. 

For  Opposition:  David  L.  Malbin. 

ACTION  OF  BOARD — 'Laid  over  to  special  meeting,  Feb 
19,  1924,  at  2  p.  m.,  on  request. 


1502-23-BZ. 

APPLICANT — Isaac  H.  Lubin,  owner. 

APPLICATION  (re:  decision  of  the  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  the  basement  and  the 
conversion  of  occupancy  of  the  basement  from  resi¬ 
dence  to  manufacturing  purposes. 

PREMISES  AFFECTED — 334  East  50th  street,  Manhat¬ 
tan. 

For  Applicant:  G.  Jackson,  Isaac  H.  Lubin  and 
Samuel  Berzick. 

For  Opposition:  Mrs.  John  W.  Thompson,  W.  C. 
Arbuckle,  Mrs.  Hobigi  and  Mrs.  S.  Kahofer. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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^  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Negative  . . . . . .  ^ 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  ....  2 


THE  RESOLUTION : 

(1502-23-BZ) 

Whereas,  Isaac  H.  Lubin,  owner,  filed,  December  U, 
,o3  an  application,  under  the  building  zone  resolution, 

.  permit  in  a  residence  district  the  alteration  and  exten¬ 
on  of  a  basement  and  the  conversion  of  occupancy  of  the 
isement  from  dwelling  to  manufacturing  purposes;  premi- 
s  334  East  50th  street,  Manhattan;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
v-  the  board  of  appeals,  at  its  regular  meeting,  February 
)  1924,  after  due  notice  by  publication  in  the  bulletin 
f  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 

zone  resolution  show  that  East  50th  street  is  a  resi¬ 
de  district  and  1st  and  2nd  avenues  are  business  dis- 

\Vhereas  the  decision  of  the  superintendent  of  build- 
igs,  rendered  December  4,  1924,  in  acting  on  Alt.  App. 

To.  2579-23,  reads:  '  ., 

“2.  Proposed  extension  is  unlawful  in  a  residence 

district.”; 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
truction,  four  stories  and  basement  in  height,  with  a  front¬ 
on  of  20  ft,  and  a  depth  of  57  ft.  Occupied:  Basement 
nd  1st  story,  dwelling;  2nd  story,  factory;  3rd  and  4th 
tories,  dwelling;  it  is  proposed  to  extend  the  basement  at 
ear,  replacing  existing  frame  extension  by  a  brick  ex- 
msi’on  30  ft.  in  depth  and  removing  factory  occupancy  from 
nd  story  and  placing  it  in  the  basement;  and  .  .  _ 

Whereas,  under  the  provisions  of  section  7,  subdivision 
i,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
ariation  in  the  application  of  the  use  district  regulations 
f  the  building  zone  resolution,  and  that  the  application 
e  and  it  hereby  is  granted  oi\  condition  that  the  existing 
rame  extension  be  removed  and  a  brick  structure  substi- 
uted  in  lieu  thereof,  extending  not  more  than  30  ft.  beyond 
he  rear  wall  of  the  present  main  building,  maintaining  a  25 
t.  clear  and  unobstructed  yard  for  the  full  width  of  prop- 
rty  at  the  rear  of  the  premises ;  that  the  extension  shall  be 
imited  to  one  story  in  height;  that  the  gable  walls  shall  be 
inpierced  throughout  their  entire  height  and  length ;  that 
he  industrial  or  business  use  shall  be  restricted  to  and 
onfined  to  the  basement  story  and  the  rest  of  the  building 
bove  the  basement  story  level  shall  be  maintained  for  resi- 
lence  and  dwelling  use  only;  that  there  shall  be  no  sign 
if  any  kind,  nature  or  description  displayed  or  exposed  on 
he  front  of  the  building;  that  permission  to  use  this  ex- 
ension  for  industrial  use  shall  be  granted  only  so  long  as 
he  premises  remain  in  the  present  ownership  and  occupancy 
ind  while  the  business  is  operated  by  the  present  owner 
hereon ; 

Resolved,  further,  that  all  permits  necessary  for  the 
irosecution  of  the  work  shall  be  obtained  within  nine 
nonths  and  the  building  completed  within  eighteen  months 
rom  the  date  of  this  action. 


-23-BZ 

’LICANT— William  F.  Doyle,  for  Morris  Schriman, 

1JECT— Application  (re:  decision  of  suPe,^endent  °f 
of  buildings)  to  permit  in  a  residence  B  area  dis 
trict  the  erection  and  maintenance  at  a  garage  ior 
the  storage  of  more  than  five  (5)  motor  vehicles. 

W1ISFS  AFFECTED — West  side  Mernam  avenue, 
36078  ft.  south  of  170th  street,  The  Bronx. 


APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  W.  H.  Lindsay,  Mr.  C.  Fermon, 
Mrs.  Ella  O.  Stanton,  Mr.  K.  Mazulski,  Mr. 
Abraham  Vogel,  Mrs.  Louis  B.  Seitor  and  Mrs. 
Hydleberg. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon -  2 


THE  RESOLUTION  : 

(1510-23-BZ) 

Whereas,  William  F.  Doyle,  for  Morris  Schriman,  owner, 
filed,  December  21,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  “B”  area  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  west  side  of 
Merriam  avenue,  3G0.78  ft.  south  of  170th  street,  Borough 
of  Bronx;  and 

Whereas,  a  public  hearing  was  .held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Merriam  avenue,  Lind  ave¬ 
nue  and  West  170th  street  are  residence  and  “B’  area  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  17,  1923,  in  acting  on  N.  B.  Apppli- 
cation  No.  2848-23,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  residence  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  175 
ft  and  a  depth  of  100  ft,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  tins 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1-23-BZ. 

PLICANT — William  F.  Doyle,  for  Michael  J.  Adrian 

Corp.,  owner.  ,  .  r 

R 1 FCT _ Anplication  (re:  decision  of  superintendent  o 

BJE  Wlding?)  to  permit  in  a  bus, ness  distrtet  the^rec- 
tion  and  maintenance  of  a  garage 
of  more  than  five  (5)  motor  vehicles. 

EMISES  AFFECTED— 200-208  East  111th  street  and 
2013-2027  3rd  avenue,  Manhattan. 

PEARANiCES— •  _  , 

For  Applicant:  William  F.  Doyle.  ...... 

For  Opposition:  Howard  T.  Cole,  Samuel  C.  - 

Samuel  Abramson,  Louis  Musano,  Joseph  s 
cucci,  Mrs.  C.  Marino  and  Benjamin  kirsch- 

stein.  ’ 

TION  OF  BOARD— Application  granted  on  condition. 
NDITIONS — As  specified  in  resolution. 

:E  V Affirmative:  Chairman  Walsh  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  Q 

Absent:6 Mr. ’kerby  and  Fire  Chief  Kenion  ....  2 


^73 


MINUTES 


(1478-23-BZ) 

Whereas,  William  F.  Doyle,  for  Michael  J.  Adrian  Corp., 
owner,  filed,  December  14,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  busines.s  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
•  of  more  than  five  motor  vehicles;  premises  200-208  East 
111th  street  and  2013-2027A  Third  avenue;  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  111th  street,  East  110th 
street  and  Third  avenue  are  business  districts  ;and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  6,  1923,  in  acting  on  N.  B.  App. 
583-23,  reads : 

“1 — Inasmuch  as  these  premises  are  located  in  a  busi¬ 
ness  district  the  erection  of  a  garage  building  for 
more  than  5  cars  is  contrary  to  the  Building  Zone 
Resolution.  Art.  2 — Sec.  4.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  110 
ft.  and  ia  depth  of  100  ft.  11  in.;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles,  with  stores  on 
the  Third  avenue  frontage  in  the  1st  story  and  show  rooms 
n  the  3rd  avenue  frontage  in  the  2nd  story;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  limited  to  a  two-story  structure  above  grade,  of  fire¬ 
proof  construction;  that  the  easterly  gable  wall  be  un¬ 
pierced  throughout  its  entire  height  and  length;  that  any 
openings  in  the  southerly  gable  wall  shall  be  in  a  court 
within  the  property  lines  of  these  premises;  that  the  Third 
avenue  front  of  the  building,  for  a  depth  not  less  than 
25  ft.,  shall  be  maintained  and  operated  as  stores  or  shops, 
separated  from  the  garage  by  an  unpierced  brick  wall; 
that  the  vehicular  entrances  shall  be  restricted  to  the  110th 
street  side  of  the  structure;  that  the  front  elevaions  on 
110th  street  and  Third  avenue  shall  be  finished  in  face  brick 
with  architectural  terra  cotta  or  stone  trimmings,  other  than 
the  show  windows; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1156-23-BZ. 

APPLICANT — Joseph  L.  Burke  Corp.,  for  Falkenau  & 
Hamerschlag,  owners. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2334-2342  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  for  hearing  by  full  board. 


SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  Ah  FECTED — 505-507  Evergreen  avenue 
Brooklyn. 

APPEARANCES— None. 

ACTION  Oh  BOARD — Laid  over  'to  February  29,  1924, 
at  10  a.  m.,  on  written  request  of  applicant. 


1509-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Emily  D.  Hogan 
and  Alary  C.  Harnish,  owners. 

SLBJEC1  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles, 
also  the  omission  of  a  rear  yard,  as  required  by 
the  zone  resolution. 

PREMISES  Ah  FECTED — South  side  Evelyn  place,  100 
ft.  west  of  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Webster  J.  Oliver. 

Tor  Opposition:  George  Sudlow,  Solomon  Mosko- 
witz,  Emma  Vilches,  Samuel  Cherkos,  Katie  Kelle- 
her,  Francis  J.  Carlucci,  Josephine  Norman 
Michael  J.  Deacy,  C.  O.  Nicholai. 

ACTION  Oh  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty  and  Boulton  .  2 

Negative:  Chairman  Walsh,  Messrs.  Connell  aiid 
Holland  .  3 

•  Absent:  Mr.  Kerby  and  Fire  Chief'  Kenion  ! .  2 


THE  RESOLUTION: 

(1509-23-BZ) 

Whereas,  Webster  J.  Oliver,  for  Emily  D.  Hogan  and 
Mary  C.  Harnish,  owners,  filed,  Dec.  21,  1923,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
residence  B  area  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles,  and  also  the  omission  of  a  rear  yard,  as  required  by 
tlie  zone  resolution ;  premises  south  side  of  Evelyn  place, 
100  ft.  west  of  Jerome  avenue,  The  Bronx;  and 
\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Evelyn  place  and  Davidson 
avenue  are  residence  and  “B”  area  districts  and  Jerome 
avenue  is  a  business  and  “B”  area  district;  and 
.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  4,  1923,  in  acting  on  N.  B.  App.  No. 
2865-23,  reads : 

“1.  Erection  of  proposed  garage  in  residence  dis¬ 
trict  for  storage  of  more  than  5  motor  vehicles  is  con¬ 
trary  to  provisions  of  the  Building  Zone  Resolution. 

.  “2-  Rear  yard  must  comply  with  provisions  of  Buiid- 
mg  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
.  Resolved .  that  the  decision  of  the  superintendent  of  build- 
ing-s  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1005-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 


1111-23-BZ. 

APPLICANT— Eidlitz  &  Hulse,  for  the  New  York  Tele 
phone  Company. 
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SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  two  times  district  the 
erection  of  the  street  walls  of  a  building  without 
a  set-back,  to  a  height  in  excess  of  that  set  by 
the  building  zone  resolution. 

PREMISES  AFFECTED— 139-147  West  street,  90-110 
Barclay  street,  208-222  Washington  street,  and  86- 
108  Vesey  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Cornelius  J.  Sullivan,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  February  29,  1924,  at 
10  a.  m.,  to  have  hearing  before  full  board. 


1178-23-BZ.  . 

APPLICANT— Henry  J.  Nuritk,  for  Murry  Schmdel,  les¬ 
see. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 279-285  Vernon  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick  and  Benjamin 
Kornblum. 

For  Opposition :  George  Shiebler. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  . -  . .  5 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

( 1178-23-BZ) 

Whereas,  Henry  J.  Nurick,  for  Murray  Schindel,  owner, 
filed,  Octyober  16,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  279-285  Vernon  ave¬ 
nue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Vernon  avenue,  Myrtle  ave¬ 
nue  and  Sumner  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  4,  1924,  in  acting  on  App.  No.  17676- 
23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  2,  Section  4. 

“A  public  garage  for  more  than  five  motor  vehicles 
in  a  business  district.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  60  ft 
and  a  depth  of  96  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  exists  a  hospital  within  200  ft.  of  these 
premises. 

Resolved,  that  the  decision  of'  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1292-23-BZ. 

APPLICANT — Frank  Shary  and  Emma  Shary,  owners. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  one  pleasure  and 
one  commercial  motor  vehicle. 

PREMISES  AFFECTED— 761  East  230th  street,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  Frank  Shary. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
for- four  years. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  6 


N  egative . .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1292-23-BZ) 

Whereas,  Frank  Shary,  for  Frank  and  Emma  Shary, 
owners,  filed,  November  12,  1923,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  the  storage  of  one 
pleasure  and  one  commercial  motor  vehicle;  premises  761 
East  230th  street,  Borough  of  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards,  and  Appeals  ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  230th  street  and  Barnes 
avenue  are  residence  districts  and  White  Plains  road  is  a 
business  district.;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
26.  1923,  in  acting  on  Order  No.  18709-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  as  an  accessory  use  on  these  prem¬ 
ises.”  ; 
and 

Whereas,  the  existing  building  is  of  frame  construction, 
one  story  in  height,  with  a  frontage  of  18  ft.  and  a  depth 
of  18  ft.;  occupied  as  a  garage  for  one  pleasure  motor  ve¬ 
hicle  and  one  commercial  motor  vehicle ;  and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  using  his  garage  for 
his  own  cars,  one  of  which  is  a  small  runabout  used  for 
commercial  purposes. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  permitting  the  storage  and  main¬ 
tenance  of  two  (2)  automobiles,  the  property  of  the  owner 
of  the  premises,  one  a  commercial  car  with  an  open-box 
body  used  in  the  conduct  of  his  business,  for  a  temporary 
period  of  two  years  from  the  date  of  this  action,  on  con¬ 
dition  that  same  remain  in  possession  of  this  applicant  and 
resident  of  the  premises,  used  in  the  conduct  of  his  busi¬ 
ness;  and  on  further  condition  that  no  gasoline  be  stored 
on  the  premises  except  in  the  tanks  of  the  cars. 


1316-23-BZ. 

APPLICANT — John  Lavelle,  lessee. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  perrrjit  in  a  residence  district  the 
maintenance  of  a  business  occupancy  in  basement 
of  an  existing  residence  building. 

PREMISES  AFFECTED— 167  West  73rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  John  Lavelle. 

For  Opposition:  Cecil  L.  Wahl  and  Ralph  S.  Hull. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Absent:  Mr.  Kerby  .  1 


MINUTES 


THE  RESOLUTION: 

(1316-23-BZ) 

Whereas,  John  Lavelle,  for  Maud  E.  Kimball,  owner, 
filed,  November  15,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  occupancy  in  the  basement  of 
an  existing  residence  building;  premises  167  West  73rd 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  73rd  street  is  a  resi¬ 
dence  district  and  Columbus  and  Amsterdam  avenues  are 
business  districts ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  October  23,  1923,  in  acting  on  Order  No.  4607-23, 
reads 

“In  that  of  occupying  the  basement  for  business  pur¬ 
poses  (restaurant)  in  a  residential  district  where  such 
use  is  prohibited. 

“You  are  hereby  directed  to  discontinue  using  base¬ 
ment  for  business  purposes,  as  required  by  law.” ; 

and 

Whereas/  the  existing  building  is  to  be  of  non-fireproof 
construction,  five  stories  in  height,  with  a  frontage  of  17 
ft.  and  a  depth  of  50  ft. ;  occupied  as  a  dwelling,  with 
a  restaurant  in  the  basement;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

1475-23-BZ. 

APPLICANT — James  Kearney,  for  William  Danenbaum, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 3158  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  Kearney  and  John  Caldwell 
Myers. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon . 6 

Negative  . o 

Absent:  Mr.  Kerby  .  j 

THE  RESOLUTION-: 


(1475-23-BZ) 

Whereas,  James  Kearney,  for  William  Danenbaum, 
owner,  filed,  December  14,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  3158  Web¬ 
ster  avenue,  Borough  of  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
19.  1924.  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals  ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue.  East  204th 
and  East  205th  streets  are  business  districts ;  and 
.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  10.  1923,  in  acting  on  N.  B  Appli¬ 
cation  No.  2802-23,  reads: 


“Erection  of  proposed  garage  for  storage  of  more 
than  five  mtor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
ft.  and  a  depth  of  123  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted^  on  condition  that  the  building 
be  limited  to  a  one-story  .structure,  with  roof  of  flat  de¬ 
sign  and  construction;  that  the  gable  walls  be  unpierced 
throughout  their  entire  height  and  length;  that  an  emer¬ 
gency  exit,  not  exceeding  3  ft.  8  in.  in  width,  and  not 
more  than  two  windows,  equipped  with  metal  frames  and 
sash,  may  be  installed  in  rear  wall ;  that  the  front  eleva¬ 
tion  _  of  the  building  shall  be  finished  in  face  brick  with 
architectural  terra  cotta  or  stone  trimmings ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


AREAS  FIXED. 

(932-23-BZ) 

The  chairman  presented  and  read  a  communication 
from  Murray  Klein,  requesting  the  Board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents 
fob  the  alteration  and  extension  of  a  garage;  premises 
5002-12  Seventh  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  Board: 

The  same  area  as  considered  in  the  original  case, 
i.  e.,  both  sides  of  Seventh  avenue  from  50th  street 
to  51st  street,  and  including  in  addition  the  property 
to  the  rear  of  the  garage  in  question. 


(113-24-BZ) 

The  Chairmna  presented  and  read  a  communication 
from  Bernhard  A.  Schaeffel,  requesting  the  Board  to  fix 
the  area  deemed  affected  and  within  which  to  obtain  con¬ 
sents  for  the  maintenance  of  a  garage;  premises  17  Rich¬ 
mond  street,  Brooklyn. 

The  following  area  was  approved  by  the  Board: 

Both  sides  of  Richmond  street  from  a  point  100 
ft.  south  of  Jamaica  avenue  to  Etna  street,  the  prop¬ 
erties  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question, 
also  lots  20  and  22  of  Block  4103. 


(1417-23-BZ) 

The  Chairman  presented  and  read  a  communication 
froml  John  P.  Carroll,  requesting  the  Board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  con¬ 
cents  for  the  erection  and  maintenance  of  a  garage; 
premises  1498-1506  Fulton  street,  Brooklyn. 

The  following  area  was  approved  by  the  Board. 

Both  sides  of  Fulton  street  from  a  point  400  ft. 
west  of  proposed  garage  to  a  point  200  ft.  east  of 
said  garage.  Both  sides  of  Throop  avenue  from  Ful¬ 
ton  street  to  a  point  100  ft.  north  of  Fulton  street; 
also  the  properties  at  rear  and  for  a  distance  of  50 
ft.  on  either  side  of  the  side  lot  lines  of  the  premises 
*  in  question. 


Adjourned  4:00  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


SPFCTAT  MFFTTNG 

TUESDAY  AFTERNOON, FEBRUARY  19,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Connell,  Holland  and  Fire  Chief  Kenlon. 

1524-23-A. 

APPELLANT — Albert  E.  Kleinert,  superintendent  of  build¬ 
ings,  Brooklyn. 

SUBJECT — Revocation  of  Permit  No.  11314-22  issued  to 
Joseph  F.  Suessle,  224  St.  Nicholas  avenue,  Brook¬ 
lyn. 

PREMISES  AFFECTED — 803-811  Avenue  P,  BrooklvH. 
APPEARANCES— 

For  Opposition :  Abraham  Lehamn. 

For  Administration :  Inspector  Henry  L.  Lath  of 
bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  laid  over  to  March  11, 
1924,  at  10  a.  m.,  on  request  of  opposition. 


1474-23-A. 

APPELLANT — Jack  G.  Leo,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 60  East  191st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Joseph  G.  Fink. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924,  at 
10  a.  m.,  to  submit  plans  to  fire  department  for 
examination  and  approval. 


86 1-23-  A. 

APPELLANT — Regum  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 

382-23-A. 

APPELLANT — Philip  J.  Sinnott,  for  James  McElroy, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner.  • 

PREMISES  AFFECTED — 320-322  East  28th  street  and 
323  East  27th  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m..  on  request  of  appellant’s  representative. 

1170-23-A. 

APPELLANT — Joaquin  De  La  Roza,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2814  Avenue  N,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Harry  G.  Liese  and  Joaquin  De 
La  Roza. 


For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment.  ► 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
10  a.  m.,  for  examination  of  plans  in  fire  depart¬ 
ment. 


1435-23-A. 

APPELLANT — Max  Miller,  for  Ex-Lax  Mfg.  Co.,  own¬ 
er. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED  —  431-443  Atlantic  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Mary  Miller. 

For  Administration :  Assistant  Engineer  Smithers 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
10  a.  m. 


1307-23-A. 

APPELLANT — Raymond  M.  Hood,  for  Titusville  Build¬ 
ing  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 38-44  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Luke  Flannigan  and  P.  A.  Guibert. 
For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
10  a.  m.,  to  submit  proper  floor  plans. 


170-24-A. 

APPELLANT — Charles  Brady,  superintendent  of  build¬ 
ings,  Borough  of  Manhattan. 

SUBJECT — Revocation  of  certificate  of  occupancy  No. 
5990. 

PREMISES  AFFECTED— 200-206  West  51st  street,  1648- 
1650  Broadway  and  778-780  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Opposition :  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Appeal  laid  over  to  March  18, 
1924,  at  10  a.  m.,  to  confer  with  the  superintendent 
of  buildings. 


169-24-A. 

APPELLANT— Charles  Brady,  superintendent  of  build¬ 
ings,  Borough  of  Manhattan. 

SUBJECT — Revocation  of  certificate  of  occupancy  No. 
5521  of  1922. 

PREMISES  AFFECTED — 4-6  Union  square,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty. 


Boulton,  Connell,  and  Holland  . .  5 

Negative  .  0 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon.. 


1449-23-A. 

APPELLANT — Gill  &  Striker,  lessees. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 13  Broadway,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  Thomas  Gill. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  and  Holland  . 

Negative  . . . .  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(1449-23-A) 

Whereas,  Gill  &  Striker,  lessee,  filed,  December  7,  1923, 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  13  Broadway,  Flush¬ 
ing,  Borough  of  Queens;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  26,  1923,  reads:  . 

“‘I.  You  are  therefore  ordered  to  remove  all  fuel 
oil  from  the  storage  tank  and  discontinue  the  further 
storage  of  fuel  oil  at  the  above  location  pending  com¬ 
pliance  with  the  following: 

“2.  Rule  4 — Storage  tank  on  1st  story  not  buried 
or  enclosed. 

“3.  Rule  5— Storage  tank  not  enclosed. 

“4.  Rule  10— Storage  tank  must  comply  with  Sub. 
Div.  3,  5  and  8. 

“5.  Rule  11— Sub.  Div.  1,  2  and  3  must  be  com¬ 
plied  with. 

“6.  Rule  14— Shut  off  valve  to  be  provided  in  the 
supply  line  of  fuel  oils. 

“7.  Rule  16 — Fuel  Oil  Burner  not  of  an  approved 
type.  Sub.  Div.  3-4-5  and  7  not  complied  with. 

“8.  Rule  18— Thermometer  must  be  provided. 

“9.  Rule  19 — Instruction  cards  not  provided. 

“10  Rule  21 — Plans  for  installation  must  be  filed 
with  and  approved  by  the  Fire  Department  before  work 
of  installing  Fuel  Oil  System  is  commenced. 

“11.  Provide  automatic  safe  guards  protected  by 
metal  guard  to  prevent  abnormal  discharge  of  oil 
to  burner. 

“12.  Discontinue  any  other  tank  for  storage  of 
fuel  oil  excepting  the  50-gallon  auxiliary  gravity  feed 
tank — all  storage  tanks  must  comply  with  Rule  3,  4  and 

5.”; 

and 

Whereas,  the  building  is  frame,  two  stories  in  height, 
17 y2  ft.  by  37  ft.  in  area;  OCCUPIED  as  a  store;  there 
having  been  provided  a  fuel  oil  burning  installation  for 
demonstration  purposes;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  to  the  requirements  of  the  fuel  oil  rules. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  of  ninety  (90)  days,  at 
owner’s  risk,  for  demonstration  purposes,  on  condition  that 
the  apparatus  shall  be  under  the  supervision  and  operation 
of  a  licensed  engineer  and  operative,  and  operated  only  he- 
tween  the  hours  of  8  ;00  a.  m.  and  5;00  p.  m.,  pending  in¬ 
spection  by  a  committee  of  the  board. 


1463-23-A. 

APPELLANT — James  Whitford,  for  Tompkinsville 
Amusement  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  the  fire  commissioner. 
PREMISES  AFFECTED — S.  S.  Richmond  Turnpike,  275 
ft.  East  of  Fielder  avenue,  Richmond. 
APPEARANCES— 

For  Appellant:  James  Whitford,  William  Roehig. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  and  Holland  .  5 

Negative  .  0 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon.. 


THE  RESOLUTION: 

(1463-23-A) 

Whereas,  James  Whitford.  for  Tompkinsville  Amuse¬ 
ment  Co.,  owner,  filed,  December  10,  1923,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  south  side  of  Richmond  Turn¬ 
pike,  275  ft.  east  of  Fiedler  avenue,  Borough  of  Richmond; 
and  * 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
November  17,  1923,  reads: 

“1.  A  standpipe  system  must  be  installed  in  accord¬ 
ance  with  Chapter  3,  Section  581,  Code  of  Ordinances, 
and  the  Board  of  Standards  and  Appeals,  Rule  No. 
38.”; 

and 

Whereas,  the  building  is  fireproof,  one  and  two  stories 
in  height,  134  ft.  by  50  ft.  in  area;  OCCUPIED  as  a  mov¬ 
ing  picture  theatre  seating  850  persons  in  first  story,  and 
offices  in  2nd  story;  and 

Whereas,  appellant  contends  that  the  building  is  only 
26  ft.  high,  has  no  balcony  or  stage  and  amply  provided 
with  exits. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  standpipe  system  be  installed, 
supplied  by  four-inch  street  connection  to  main,  fed  two 
ways  independently ;  that  there  shall  be  no  occupancy  above 
auditorium  floor  other  than  the  office  restricted  in  area  to 
dimensions  of  plan  filed  in  this  appeal,  the  walls  separating 
the  office  and  the  theatre  shall  be  unpierced  and  built  of 
fireproof  material. 


1252-23-A. 

APPELLANT — A.  H.  Wilkinson,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED— 107  East  126th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  A.  H.  Wilkinson,  A.  R.  Wilkinson. 
For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  and  Holland  .  5 

Negative  .  0 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(1252-23-A) 

Whereas,  A.  H.  Wilkinson,  owner,  filed,  November  2, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  107  East  126th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  6,  1923,  reads : 

“1.  Discontinue  the  use  of  living  apartment  on  3rd 
story  for  dwelling  purposes.  Section  154,  Chapter  10, 
Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  divided  into 
two  sections,  3  stories  and  basement  in  front  and  one  story 
and  basement  in  height  at  rear,  25  ft.  by  88  ft.  in  area ; 
OCCUPIED  (front  section)  :  Basement,  garage  and  auto 
repair  shop;  1st,  2nd  and  3rd  stories,  dwellings;  (rear 
section),  basement,  auto  repair  shop;  1st  story,  machine 
shop;  and 

Whereas,  appellant  contends  that  these  conditions  have 
existed  for  the  last  18  years  and  a  permit  was  granted  for 
same  until  this  year  and  that  there  is  no  opening  between 
the'  auto  repair  and  dwelling  portions  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  no  vertical  exit 
from  the  repair  shop  to  the  upper  portion  of  dwelling  in 
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main  building;  that  the  ceiling  of  auto  repair  shop  shall 
be  protected  with  two  courses  of  in.  plaster  board  with 
joints  broken ;  that  the  basement  shall  be  sub-divided  on 
the  line  of  rear  wall  of  main  structure  with  a  partition  of 
fire  retarding  material,  with  a  pair  of  fireproof  doors  in 
the  opening;  that  two  approved  fire  extinguishers  of  2J4- 
gallon  capacity  shall  be  maintained  in  the  work  shop;  that 
no  gasoline  storage  equipment  shall  be  maintained  on  the 
premises;  and  that  there  shall  be  no  automobile  storage 
permitted  in  the  basement  of  the  main  building  of  this 
plant. 


240-24-A. 

APPELLANT— The  Eleto  Co. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 316-324  East  21st  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn,  on  written  re¬ 
quest. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  and  Holland  .  5 

Negative  .  0 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon..  2 


BUILDING  ZONE  CASES. 

1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings),  to  permit  partly  in  business  district 
and  partly  in  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 3200  'Villa  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Nathan  Langer. 

For  Opposition:  None. 

ACTION  OF  IBOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  to  support  application  by  consents. 


497-23-BZ. 

APPLICANT — Charles  B.  Meyers,  for  S.  C.  La  Vine, 
Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings),  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 1578-1586  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  B.  Meyers. 

For  Opposition:  E.  T.  Beamish. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


984-22-BZ. 

APPLICANT — Barnet  Goldstein,  owner. 

SUBJECT — Application  (re‘  order  of  fire  commissioner), 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  motor  vehi¬ 
cles,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED — 2379  Tiebout  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart  and  Samuel  Gold¬ 
stein. 


For  Opposition:  Harold  A.  Olsen  and  Mrs.  E.  M. 
Crowell. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  and  Holland  .  5 

Negative  .  o 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(984-22-BZ) 


Whereas,  Barnet  Goldfein,  for  Barnet  Goldfein,  own¬ 
er,  filed,  July  26,  1922,  an  application  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3)  motor 
vehicles,  three  spaces  rented  to  persons  not  residing  on  the 
premises;  premises  2379  Tiebout  avenue,  The  Bronx;  and 
Whereas,  a  pubic  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  IBoard  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Tiebout  avenue  and  Valen¬ 
tine  avenue  are  residence  districts  and  East  148th  street 
is  a  business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
7,  1922,  Order  No.  12948-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  residence 
on  same  lot.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height  with  a  frontage  of  25  ft.  and 
a  depth  of  18  ft.,  to  be  occupied  as  a  garage  for  3  motor 
vehicles,  3  spaces  rented  to  persons  not  residing  on  prem¬ 
ises  ;  and 

Whereas,  applicant  contends  that  there  would  be  hard¬ 
ship  in  preventing  him  from  renting  space  in  that  he  pur¬ 
chased  the  building  believing  he  could  do  so. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  two 
years,  permitting  the  storage  of  five  (5)  automobiles  on 
the  premises  restricted  to  the  plot  of  ground  25.0  ft.  by 
125.0  ft.  in  depth,  located  141.05  ft.  north  from  the  inter¬ 
section  of  184th  street  and  Tiebout  avenue,  including  the 
maintenance  of  one  two-car  and  one  three-car  garage  for 
the  storage  of  automobiles  of  the  pleasure-care  type,  space 
for  three  of  which  may  be  rented  to  persons  not  residing 
on  the  premises,  on  condition  that  there  be  no  gasoline 
storage  maintained  on  the  premises  other  than  in  the  tanks 
of  the  cars. 

932-23-BZ. 

APPLICANT — Murray  Klein,  for  Asher  Dann,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings),  to  permit  in  a  business  district  the 
extension  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 5002-5012  7th  avenue,  Brook- 

lya 

APPEARANCES— 

For  Applicant :  Asher  Dann. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  o 

Negative  .  o 

Absent:  Mr.  Kerby  .  i 
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THE  RESOLUTION: 

(932-23-BZ) 

Whereas,  Murray  Klein,  for  Asher  Dann,  owner,  filed, 
July  20,  1923,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  extension  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles;  premises  5002-5012  Seventh  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  7th  avenue  is  a  business  dis¬ 
trict  and  50th  and  51st  streets  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  19,  1923,  in  acting  on  Application  No. 
13179,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  No.  2,  Sec.  4,  the  extension  of  a  public 
garage  for  more  than  five  motor  vehicles  in  a  business 
district.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  feet 
and  a  depth  of  100  ft.,  occupied  as  a  garage  for  more  than 
5  motor  vehicles,  it  is  proposed  to  extend  the  building  at 
the  side  of  the  building  as  extended,  to  be  of  nonfireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft. ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowldged 
consents  of  the  owners  of  84  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  permitting' the  extension  of  existing 
garage,  on  condition  that  the  structure  be  limited  to  one- 
story  building  above  grade,  with  roof  of  flat  design  and 
construction ;  that  the  rear  and  gable  walls  be  unpierce 
throughout  their  entire  height  and  length;  that  there  be 
no  vehicular  exit  or  entrance  on  the  50th  street  side  of  the 
building;  that  the  sills  of  any  windows  on  the  50th  street 
side  of  the  building  shall  not  be  less  than  six  feet  above 
grade,  other  than  the  office  window  on  the  corner, 
and  that  any  other  opening  on  50th  street  shall 
be  limited  to  a  doorway  not  exceeding  3  ft.  8  in.  in  width  ; 
that  the  front  elevations  on  7th  avenue  and  50th  street  shall 
be  finished  in  face  brick  with  architectural  terra  cotta  or 
stone  trimmings,  in  harmony  with  the  existing  adjoining 
garage,  as  to  material,  texture  and  color. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  ,within  six  months 
and  the  building  completed  within  twelve  months  from  the 
date  of  this  action. 


1086-23-BZ. 

APPLICANT — Antonio  Russo  and  James  Russo,  owners. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings),  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storae 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 2772-2774  West  15th  street 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Frank  Russo,  James  A.  Nolan  and 
Justus  W.  Smith. 

For  Opposition :  David  Malbin  and  others. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 
Kenlon  .  6 


Negative  .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1086-23-BZ) 

Whereas,  Antonio  &  James  Russo,  owners,  filed,  Sep¬ 
tember  14,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  2772-2774  West  15th  street,  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  15th  street,  West  16th 
street  and  Neptune  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  25,  1923,  in  acting  on  App.  No.  15419- 
23,  reads : 

“Proposed  one  story  public  garage  in  business  sec¬ 
tion  is  contrary  to  Art.  II,  P.  4,  of  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  49 
ft.  4  in.  and  a  depth  of  118  ft.  9J4  in.;  to  be  occupied  as 
a  garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  21,  1916,  a  stable  for  more  than  5 
horses. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  to  a  one-story  structure,  with  roof  of  flat  design 
and  construction;  that  the  floor  over  the  boiler  room  be  of 
fireproof  construction ;  that  the  southerly  and  rear  gable 
walls  be  unpierced  throughout  their  entire  height  and 
length ;  that  any  windows  in  the  northerly  gable  wall  shad 
open  on  the  property  of  the  owner,  and  shall  be  permitted 
only  so  long  as  both  properties  remain  in  the  one  owner¬ 
ship ;  that  there  shall  be  not  more  than  one  line  of  sky¬ 
lights  installed  approximately  in  the  centre  of  the  roo 
running  fore  and  aft,  glazed  with  plain  glass  and  protected 
with  wire  guards  above  and  below;  that  there  shall  not 
be  more  than  one  vehicular  entrance  on  the  street  front ; 
that  the  front  elevation  shall  be  finished  in  face  brick  with 
architectural  terra  cotta  or  stone  trimmings. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  his  action. 


1203-23-BZ. 

APPLICANT — Edward  M.  Adelsohn,  for  Estate  of  Philip 
Swiller,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  alteration  of  a  stable  into 
a  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 318  Henry  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn  on  written 
request. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

N  egative  .  0 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon _  2 


Adjourned  6  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


AMENDMENT  TO  THE  PLUMBING  RULES— AD  OPTED  JANUARY  8,  1924. 


Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 


RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919 ;  under  Cal.  No.  412- 
20- S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 

purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes~of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 
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COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


RULES 


FIRE  ESCAPE  RULES. 


Rule  1.  In  any  building  erected  prior  to  October  1, 
J  91 3,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that : 

(a)  Any  such  fire  escape  hereafter  erected  shall  com¬ 
ply  with  all  the  provisions  of  Section  273,  labor  law,  and 
in  addition  thereto: 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1J4) 
inch  mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  be 
provided  from  the  top  story  balcony  to  the  roof; 


(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width ;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October 
1,  1913,  and  prior  to  these  rules  taking  effect,  unless 
previously  accepted  as  one  of  the  required  means  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction, 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  accepted 
as  constituting  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  labor  law,  in  any  build¬ 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height^ 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 


NOTICE 


RULES  GOVERNING  SPRINKLER  AND  STANDPIPE  EQUIPMENT  IN  ONE  STORY  GARAGE  BUILD¬ 
INGS  RESCINDED  JANUARY  29,  1924. 


Notice  is  hereby  given  that  the  following  resolution, 
adopted  by  the  Board  of  Standards  and  Appeals,  April  19, 
1920,  Under  Cal.  No.  179-20-5',  ivas  rescinded  by  the  board 
on  January  29,  1924,  as  shozvn  in  the  minutes  published  in 
Bulletin  No.  6,  Vol.  IX: 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
the  Charter,  the  Board  of  Standards  and  Appeals  does 
hereby  make  rules  and  regulations  for  the  carrying  into 
effect  of  the  provisions  of  Section  72,  subdivision  L,  and 
Section  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
follows : 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
of  Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
to  buildings  not  exceeding  one  story  in  height,  the  purpose 
of  which  is  occupancy  as  a  garage,  motor  vehicle  repair 
shop,  or  oil  selling  station,  which  buildings  do  not  exceed 
an  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 


when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 
on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets ; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2}4  in. 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2^2  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  no  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 


282 


RULES  ADOPTED 


FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  appli¬ 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . . 

Name  of  concern  . . . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

44 

44 

44 

44 

44 


SQUAD  MONITORS 
. Squad  No.  1 . 


14  44 


44  44 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres- 
aq  oj  punoj  aae  jCue  j;  i;ua  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
che  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-AL ARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  art  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN- 
AN  r  OF  THE  BUILDING  or  his  authorized  agent  or 
their^  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these-  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  bv 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  (hem  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A. 
properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from 'The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


284 


RULES  ADOPTED 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI-. 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 

rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions.  ...  .  . 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 

emergencies.  . 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 

bronze.  . 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation : 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 

tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges.  . 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the,  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes ;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be-  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  ol  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,. etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 

the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests.: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from  i 
the  end  of  this  tube. 


ff  .  /  -t  n\  . —  —  >  uv,  tapauic  Ui  ailUlUIlg 

O  t  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side- 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
snail  be  as  indicated  in  the  preceding  test. 


wi,h^lt  ,eakase  °ne  ,  d  d  (100) 

from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve  including  the  stuffing  box,  shall  be  com- 

hv  ifnl  !?mer.s?d  in,water-  50  that  leakage  will  be  indicated 
b>  bubbles  rising  through  the  water. 

ra  rif ilii  T+hC\  fjSjble  ^  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut- 

off  vaUe  through  vibration  or  concussion.  The  construction 
hlfuSlbf! e  hnk  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 


sha  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by^  the 
mard  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(ff)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
t  leir  respective  jurisdictions,  with  satisfactory  evidence 


in 

of  their 
tests. 


ability  and  facilities  to  properly  carry  out  said 


.  Vajves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 
Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the  i 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 


c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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amendments  to  fuel  oil  rules,  construction  and  installation  of  oil 

BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  “fuel  oil”  under  these  rules  includes,  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  ot 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Martensi  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 

Oil 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  -the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tank.3  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onei-fourth  ( 1 %)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
uot  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartfi,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con- 
concrete  where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel,”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — J4  in-  shell,  54  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — 54  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  54  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  54  in.  thick,  54  in.  diameter  rivets  2  54  in.  pitch. 

In  shell  5(-16  in.  thick,  ¥  in.  diameter  rivets  254  in. 
pitch. 

In  shell  54  in.  thick,  54  in.  diameter  rivets  2 54  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2 54  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  tlu'. 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  54  inch  and  the  minimum  thickness  of  roof 
plates  54  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 

butted.  , 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  154  inch  flange. 

For  54  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  54  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
Over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  d^g.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1)4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thoui- 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Bel®w 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
>o  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ()4)  inch  inside  diameter  shall  be 
permuted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(ltf)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  J4  in.  by  J4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
locat.ed  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  11U0  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1,)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  tl}£  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than  i 
one  hundred  and  forty  (140)  degrees  Fahrenheit.  j 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 

stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  an 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited.  | 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 

suction  lines  near  each  pump ;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner.  I 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
uravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
■  fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or.  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the.  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  'eve*- 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  . such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tan 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  ess 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  be  con- 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  .thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 

'  outline  of  tank  in  all  directions:  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(O  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  olace 
Tanks  shall  be  completely  encased  with  six  («)  inches  ot 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xp6-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onel-fourth  (Va)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

^c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8.  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8.  Section  6 — (a),  (b),  (c).  (d)  and  (e). 
Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  m'pes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

<b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hof  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (34)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fo>-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumo  and  burner 
of  the  pressure  type  are  prohibited.  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  '.heatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270-21-A — Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 


271-21-A— 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A — 7.23  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  comer 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 
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355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
I585-21-A — 2152  Metropolitan  avenue,  Queens. 

1 684-2 1  -A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
*  Brooklyn. 

1058-22-A — 329-337  Broadway.  Brooklyn. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

.  341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

,  53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
.1 115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1 184-22- S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 

1323 -22- S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

'413-22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 
of. 

1414-22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 
sure  burner,  approval  of. 

1493- 22-S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S— Thermostats  for  automatic  (ire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S— Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S— Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1 104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

J203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

J395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1 529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA— Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123-23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 
proval  of. 


124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-S A — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manuel  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

.  297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 

of. 

760-23-SA  —  Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fu^!  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1 1 63-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA— Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1169-2.3-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
J429-23-SA— Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  February  21,  1924..  273 

Restored  to  calendar  .  12 


Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit . 

Requests  to  install  . 

Administrative  requests  . 

Requests  for  interpretation  . 


23 

0 

8 

1 

5 

4 

2 

1 

2 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted.... 
Request  for  extension  of  permit  denied  . 

Requests  to  install  granted . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . 

Requests  withdrawn  or  dismissed  . 


36 
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33 
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138 
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Total .  958 

Disposed  of . •  • .  208 

Cases  pending  February  21,  1924 .  650 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  ret  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


Total .  308 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th<| 
offices  of  the  board  and  of  the  further  publication  of  th« 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  th(i 
date  for  he  hearing  in  his  case,  and  that  the  plea  oil 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t( 
appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  oi 
all  cases  promptly,  for  the  reason  that  the  pendency  of  at 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  oil 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failurtj 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b) 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  su&ocripf-ion  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name  . 

Street  . . 
P.  O. 


My  subscription  to  begin  with  the  issue  for 


1924. 


29  4 


I  2_  L 


36-2000-24-O’C 


T  ,  352. os 

(V  EW 


BULLETIN 

OF  THE 


50ARD  OF  STANDARDS  AND  APPEALS 


CITY  OF  NEW  YORK 

ssued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916 


’ublished  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City 


ol.  IX 


$2.50  a  year 
Subscription 


MARCH  4,  1924  si"gle  Co.p!«,  5  «nts  No.  10 

By  mail,  7  cents 


DIRECTORY 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 


lfred  J.  Boulton 
jhn  J.  Beatty 
hn  E.  Kerby 


James  P.  Holland 
Henry  L.  Connell 


1 


DATES  AND  HOURS  OF  MEETING. 


Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal- 
endar-  *LUK0^ 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Fire  Chief  John  Kenlon  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 


lfred  J.  Boulton  James  P.  Holland 

■hn  J.  Beatty  Henry  L.  Connell 

•hn  E.  Kerby  Fire  Chief  John  Kenlon 

homas  J.  Drennan  .  Fire  Commissioner  ’ 

harles  Brady  . Supt.  of  Buildings,  Manhattan 

.  J.  Reville  .  Supt.  of  Buildings,  The  Bronx 

lbert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

ihn  W.  Moore  .  Supt.  of  Buildings,  Queens 


/illiam  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

ffice — Municipal  Building,  Room  914. 
elephone — Worth  0184. 

'ffice  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

Ill  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 

iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  February 
26,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  February  26,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Ruilding  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  March  4,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day.' 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday ,  March  11,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner")  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

Wtlliam  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  February  28,  1924. 

Cal  No.  Department  Premises  Affected 

315-24-A . F.D . 102  Greenwich  ave.,  Man. 

_  Alt.  1633-1923. 

314-24- A . F.D . 1074  Franklin  ave.,  Bx. 

_ .  Alt.  604-1922. 

313-24-BZ . B.B.Bx.  ..N.  E.  C.  198th  st.  &  Jerome 

_  ave.,  Bx.  N.  B.  338-1924. 

312-24-BZ . B.B.B.  ..1310-1320  E.  15th  st.,  Bklyn. 

-  N.  B.  3039-1924 

311-24-A . B.B.M.  ..28-30  W.  39th  st.,  Man. 

~ J  Certificate  of  Occupancy 

310-24-S . F.D .  22-26  E.  14th  st.,  Man. 

_ _  L.  D.  53737. 

309-24-A . F.D . 22-26  E.  14th  st.,  Man. 

_  F-53735. 

308-24-A . F.D .  527-531  W.  34th  st.,  Man. 

_  L.  C.  22910. 

307-24-BZ . B.B.B.  ..2565-2575  Ocean  ave.,  Bklyn. 

_  Alt.  24507-1923. 

306-24-A . F.D .  82-86  Rutgers  slip,  Man. 

_  F-54482-54483. 

305-24-BZ..F.D.  &  B.B.Bx.1139  Ogden  ave.,  Bx. 

_  C-22467— Alt.  71-1924. 

304-24-BZ . B.B.B.  ..104-112  Montgomery  st.,  Bklyn. 

_ .  N.  B.  2440-1924. 

303-24-BZ . B.B.M.  .206-208  E.  29th  st.,  Man. 

_ —  Alt.  2802-1923. 

302-24- A . F.D .  1077  Intervale  ave.,  Bx. 

- -  L.  C.  22983. 

301-24-BZ . B.B.M.  ..304-310  E.  95th  st.,  Man. 

- -  N.  B.  79-1924. 

300-24-A . B.B.B.  ..6314-6324  Bay  Parkway,  Bklyn. 

- -  N.  B.  12536-12537-1923. 

299-24-S . F.D .  183-185  Lexington  ave.,  Man. 

-  L.  D.  39769. 

298-24-A . F.D .  880-890  E.  136th  st.,  Bx. 

-  Alt.  1219-1923. 

297-24-BZ . B.B.M.  ..103-105  W.  53rd  st.,  Man. 

- -  Alt.  2093-1923. 

296-24-BZ . F.D . 37  Bergen  ave.,  Jamaica,  Q. 

-  L.  C.  85257. 

295-24-A . F.D . 231  3rd  ave.,  Man. 

-  L.  C.  19622. 

294— 24-S . F.D . 47  Great  Jones  st.,  Man. 

-  Photo  No.  56. 

293-24- A . F.D . 2-20  Keap  st.,  Bklyn. 

-  F-53135 — F-53136. 

292-24-A . F.D .  100-104  Willoughby  st.,  Bklyn. 

-  F-54091. 

291-24-BZ . B.B.B.  ..  925-931  Franklin  ave.,  Bklyn. 

-  N.  B.  2450-1924. 

290-24-S . B.B.M.  ..  109-113  W.  57th  st.,  Man. 

-  N.  B.  514-1923. 

289-24-A . F.D .  2384-2396  Fulton  st.,  Bklyn. 

-  F-52084. 

288-24-A . F.D . 873-883  Lexington  ave.,  Bklyn. 

- -  F-54679-54680-54681. 


287-24-BZ . B.B.Bx.  ..524  Jackson  ave.,  Bx. 

-  N.  B.  121-1924 

286-24- S . F.D .  224  Livingston  st.,  Bklyn. 

-  L.  D.  54771 

285-24-A . B.B.Q.  ..  136  Beach  127th  st.,  Belle  Har 

-  bor,  Q.  N.  B.  11417-192I 

284-24-BZ . B.B.B.  ..  162-164  Union  ave.,  Bklyn. 

-  N.  B.  1463-1924 

283-24-A . B.B.M.  ..18-22  E.  38th  st.,  Man. 

-  N.  B.  346-1925 

282-24-BZ . B.B.Q.  ...S.  S.  Mermaid  ave.,  115  ft.  I 

Beach  36th  st.,  Edgemere,  Q 

-  N.  B.  1980-1923 

281-24-BZ . B.B.B.  ’..5908-5924  13th  ave.,  Bklyn. 

- —  N.  B.  2487-1924 

280-24-S . F.D .  102-104  W.  38th  st.,  Man. 

- —  L.  D.  54661 

279-24-A . F.D . 34  W.  4th  st.,  Man. 

-  L.  C.  20782 

278-24-BZ . B.B.M.  ..441-451  W.  167th  st.,  Man. 

-  N.  B.  25-1924 

277-24- A . F.D . 558-570  W.  34th  st.,  Man. 

- -  Alt.  1831-1923 

276-24-BZ . B.B.B.  ..1146-1158  E.  New  York  ave.! 

- -  Bklyn.  N.  B.  938-1924 

275-24-BZ . B.B.B.  . .  84-92  Maspeth  ave.,  Bklyn. 

-  N.  B.  3190-1924 

274-24-BZ . B.B.B.  ..619-625  Hancock  st.,  Bklyn. 

-  Alt.  600-1924 

Restored  to  Calendar. 

1396-22-S . F.D . 127-129  W.  125th  st.,  Man. 

L.  D.  37970 


CODE. 


. *- . Fire  Departmenl 

HD . Health  Departmenl 

B.B.B . Bureau  of  Buildings,  Brooklyr 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B-B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queen: 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Departmenl 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  4,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

89-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Estate  of  Simeon  C 
Bradley  and  James  F.  McGarry,  owners. 

PREMISES — West  side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

104-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Estate  of  Charles 
H.  Reed,  owner. 

PREMISES — 642-650  St.  Claire  place,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a1  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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21- 24-BZ. 

APPLICANT — John  McGuinness,  for  Ambassador  Hotel 
Corp.,  owner. 

PREMISES — 341-351  Park  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  construction  and 
maintenance  of  an  electric  sign. 

28-24-BZ. 

APPLICANT— Thomas  A.  Williams,  for  All  White  Wei 
Wash  Laundry  Co.,  Inc.,  owner. 

PREMISES— 46  West  96th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  laundry  building. 

1388-23-BZ. 

APPLICANT — Seelig  &  Finkelstein,  for  Solomon  Gold¬ 
stein,  owner. 

PREMISES — Northwest  corner  of  Sutter  avenue  and  Pit¬ 
kin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  structures  to  be  used  for  stone  and  mon¬ 
umental  works.  . 

22- 24-BZ. 

APPLICANT — William  F.  Doyle,  for  3rd  Avenue  Holding 
Co.,  Inc.,  owner. 

PREMISES — West  side  Webster  avenue,  between  201sf 
street  and  Mosholu  Parkway  South,  The  Bronx 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  and  also  in  a  “B”  area  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required  by  the  zone 
resolution. 

59-24-BZ. 

APPLICANT — Joseph  Lustig,  owner. 

PREMISES— 176  Wilson  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  structure  to  be  used  as  a  poultry 
slaughter  house. 

64-24-BZ. 

APPLICANT — William  F.  Doyle,  for  332-340  East  84th 
Street  Realty  Co.,  Inc.,  owner. 

PREMISES — 332-340  East  84th  street,  Manhattan. 

TO  PERMIT  in  a  business  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the  zone  reso¬ 
lution. 

152-24-BZ. 

APPLICANT — William  F.  Doyle,  for  William  N.  Croxton, 
owner. 

PREMISES — 16  Convent  avenue  and  430  West  128th  street, 
Manhattan. 

TO  PERMIT  extending  into  a  business  district  from  an 
unrestricted  district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1272-23-BZ. 

Applicant— Wm.  C.  Cartwright,  for  Louis  W.  Campbell, 
owner. 

PREMISES— 112  East  75th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  an  electric  sign  on  the  front  wall  of  a 
building. 


BOARD  OF  APPEALS. 

Tuesday,  March  4,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1024-23-A— Northeast  corner  of  Boerum  and  White  streets, 
Brooklyn. 

1158-23-A — 537-547  West  53rd  street,  Manhattan. 

1281-23-A — 149-151  Baxter  street,  Manhattan. 

1413-23-A — 149-153  Columbus  avenue,  Manhattan. 
1445-23-A — '37-39  Murray,  street,  Manhattan. 

1483-23-A— 424-426  East  62nd  street,  Manhattan. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

1527-23-A— 1219  103rd  street,  Ozone  Park,  Queens. 
1555-23-A — 4360-4376  Broadway,  Manhattan. 

1161-23-A — 400  East  198th  street,  The  Bronx. 

1432-23-A— 157-159  East  128th  street,  Manhattan. 
1468-23-A— 1449-1459  Broadway,  Brooklyn. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1080-23- A — 196  19th  street,  Brooklyn. 

8-24-A — 186  East  64th  street,  Manhattan. 

40- 24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

41- 24-A — 106-108  Fulton  street,  Manhattan. 

45- 24-A — 13  University  place,  Manhattan. 

46- 24-A— 33-43  Degraw  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  4,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1529-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  consulting  engineer,  on  be¬ 
half  of  Alphonse  Freund,  Frederick  A. 
Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  West  83rd  street, 
Manhattan. 

cal.  no.  1489-23-BZ — Application,  December  17,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
John  Reinschmidt  and  H.  H.  Snede- 
ker,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  prem¬ 
ises  east  side  Franklin  avenue,  236.50 
ft.  south  of  East  166th  street,  The 
Bronx. 

cal.  no.  1138-23-BZ— Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

cal.  no.  1298-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Vin¬ 
cenzo  Gargiulo,  owner,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve- 
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hides;  premises  3200  Villa  avenue, 
southeast  corner  of  Van  Cortland  ave- 
nue,  The  Bronx. 

cal.  no.  1386-23-FZ- -Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Broadway  Marlboro  Realty  Corp., 
owner,  to  permit  in  a  two-times  height 
district  the  erection  of  part  of  the 
front  wall  of  a  building  without  a  set¬ 
back  to  a  height  exceeding  the  limit 
set  by  the-  building  zone  resolution ; 
premises  1351-1365  Broadway,  north¬ 
west  corner  of  West  36th  street,  Man¬ 
hattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

cal.  no.  1389-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  John 
Morrison,  applicant  and  owner,  to  per¬ 
mit  in  a  residential  “E”  area  district 
the  erection  and  maintenance  of  a  resi¬ 
dence  building  occupying  more  than  30 
per  cent  of  interior  lots  above  a  hori¬ 
zontal  plane  18  ft.  above  the  curb 
level ;  premises  4634-4646  Bay  Park¬ 
way,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  March  4,  1924,  at  2  />.  m. 

Petitions  for  Variations. 

1501-23-S — 12  West  19th  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

14C1-23-S — 151-157  33rd  street,  Brooklyn. 

44-24-S — 218-222  West  34th  street,  Manhattan. 

18-24-S — 14-16  East  38th  street,  Manhattan. 

33-24-S — 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

81- 24-S — 146-152  West  29th  street,  Manhattan. 

82- 24-S — 209-211  West  26th  street,  Manhattan. 

57-24-S — 222-224  West  37th  street,  Manhattan. 

96-23-S — 31  West  125th  street,  Manhattan. 

2483-17-S — 42-44  West  39th  street,  Manhattan. 

1552-23-S — 118  Madison  avenue,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

RULES. 

2S0-22-S — Recommendation  to  board  of  aldermen  in  re: 

standpipe  equipment  in  Motion  Picture 
Theatres. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  11,  1924,  at  2  p.  in. 

Building  Zone  Cases. 

1284-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Rose  Morizio, 
owner. 

PREMISES— 8226  18th  avenue,  Brooklyn. 


TO  PERMIT  in  a  business  district  an  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

1301-23-BZ. 

APPLICANT — Sebastian  Ochs,  owner. 

PREMISES — 1634  Woodhaven  boulevard,  Queens. 

TO  PER  All  T  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  motor  ve¬ 
hicles;  two  (2)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

1362-23-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Estate  of  Har¬ 
mon  W.  Cropsey,  -owner. 

PREMISE — 2065-2085  Cropsey  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1533-23-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Jaace  Realty  Co.,  Inc., 
owner. 

PREMISES — 87-101  Crown  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

94-24-BZ. 

APPLICANT — S.  L.  Malkind,  for  James  J.  Fox  Realty 
Co.,  owner. 

PREMISES — 20-22  Wyckoff  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1379-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Franklin  A.  Hig¬ 
gins  and  John  H.  Perry,  owners. 

PREMISES — West  side  Coney  Island  avenue,  100  ft.  north 
of  Avenue  L,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vejiicles. 

1531-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Nellie  C.  Kirby, 
owner. 

PREMISES — 1125-1137  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  11,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

1248-23-A — 1113-1127  Avenue  A,  Manhattan. 

1481-23-A — 36-48  Flatbush  avenue  Extension,  Brooklyn. 
1560-23-A — 203-205  West  40th  street,  Manhattan. 

85-24-A — 158-162  West  Jackson  avenue,  Corona,  Queens. 
87-24-A— 363-367  Borden  avenue,  L.  I.  City,  Queens. 
1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1435-23-A — 431-443  Atlantic  avenue,  Brooklyn. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1170-23- A — 2814  Avenue  N,  Brooklyn. 


CALENDAR 


Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  11,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

CAL.  NO.  844-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Kearney,  applicant,  on  behalf  of  Henry 
M.  Armsheimer,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  mo¬ 
tor  vehicles,  one  space  rented  to  per¬ 
sons  not  residing  on  the  premises ;  prem¬ 
ises  2947  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  1211-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
James  F.  Meehan,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  St.  Nicho¬ 
las  avenue,  101  ft.  south  of  West  145th 
street,  Manhattan. 

cal.  no.  1240-23-BZ— Application,  October  30,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Edna 
E.  Patterson  and  Everett  M.  Corner, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1471- 
1477  Jerome  avenue,  The  Bronx. 
cal.  no.  1359-23-BZ— Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
President  Franklin  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  southwest  cor¬ 
ner  of  President  street  and  Franklin 
avenue,  Brooklyn. 

cal.  ho.  1433-23-BZ — Application,  December  5,  1923,  under 
the  biiilding  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Stefan 
Noskewicz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in 
part  for  business  purposes;  premises 
northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  Long  Island  City, 
Queens. 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
T\  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1453-23-BZ— Application,  December  8,  1923,  under 
the  building  zone  resolution,  of  Times 
Triangle  Investors,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  extending 
into  a  residence  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  business  purposes;  premises 
852-858  Cypress  avenue,  southeast  cor¬ 
ner  of  Cornelia  street,  Ridgewood, 
Queens. 


cal.  no.  1507-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Spencer  Aldrich,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1101-1113  Prospect 
avenue,  southeast  corner  of  11th  avenue, 
Brooklyn. 

cal.  no.  20-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  M. 
Lonergan,  applicant,  A.  A.  A.  Holding 
Co.,  owner,  Brooklyn  Yarn  Dye  Co., 
Inc.,  lessee,  to  permit  partly  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  change  of  occu¬ 
pancy  from  a  storage  warehouse  to  a 
dyeing  plant ;  premises  2217-2227  Nep¬ 
tune  avenue,  northeast  corner  of  West 
23rd  street,  Brooklyn. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

cal.  no.  1543-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  L.  Larkin,  applicant,  on  behalf 
of  Rexburg  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  of 
Webster  avenue,  772  ft.  north  of  169th 
street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

.  Tuesday,  March  11,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1213-23-S — 231  Mercer  street,  Manhattan. 

29-24-S — 328-332  7th  avenue,  Manhattan. 

52-24-S — 32-34  West  39th  street,  Manhattan. 

63-24-S — 1007-1009  Buchman  avenue,  Ridgewood,  Queens. 
74-24- S — 76  McKibben  street,  rear,  Brooklyn. 

*  77-24-S — 311-315  7th  avenue,  Manhattan. 

835-22-S — 58  West  38th  street,  Manhattan. 

1497-23-S — 162  Boerum  street,  Brooklyn. 

1512- 23-S — 42  West  30th  street,  Manhattan. 

1513- 23-S — 103  West  27th  street,  Manhattan. 

1522-23-S — 279  5th  avenue,  Manhattan. 

1448-23-S — 137-139  Grand  street,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1159-23-S — 806  6th  avenue,  Manhattan. 

1461-23-S — 23  West  20th  .street,  Manhattan. 

1477-23-S — 521  Broome  street  and  22  Watts  street,  Man¬ 
hattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S — 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1396-22-S — 127-129  West  125th  street,  Manhattan. 
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Appliance  Submitted  for  Apprival. 
68-24-SA — May  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  18;  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1059-23-A — 49-61  Clymer  street,  Brooklyn. 

1136-23-A — 2164  Harlem  River  terrace,  The  Bronx. 
1183-23-A— 520-528  West  27th  street,  Manhattan. 
1406-23-A — 101  Fulton  street  and  153  William  street,  Man¬ 
hattan. 

1441-23-A — 27-29  Pine  street,  Manhattan. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

7-24- A— 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

.16-24-A — 1342  Park  avenue,  Manhattan. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

174-24-A — 1421  5th  avenue,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1405-23-A — 35  6th  avenue,  Manhattan. 

143- 24-A — Wftst  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24- A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  18,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  43-24-BZ — Application,  January  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behali  of  So¬ 
phia  B.  Arfman,  owner,  to  permit  in 
■  a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a 
residence  to  a  business  use ;  premises  176 
Underhill  avenue,  northwest  corner  of 
Sterling  place,  Brooklyn. 

cal.  no.  1425-23-BZ — Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Harry 
A.  Yarish,  architect,  on  behalf  of 
James  Fennimore,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  546-550  East  New  York  ave¬ 
nue,  Brooklyn. 

cal.  no.  1460-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 

CAL.  NO.  908-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 


Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes ;  premises 
308  East  173rd  street,  The  Bronx. 

cal.  no.  1165-23-BZ — Application,  October  10,  ,1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty- Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1540-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of 
Charles  P.  Cannella,  architect,  on  be¬ 
half  of  Jacob  Baum,  owner,  to  permit 
the  extension  into  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes 
on  first  story ;  premises  1249  Avenue 
U,  northwest  corner  of  East  13th 
street,  Brooklyn. 

cal.  no.  733-23-BZ— Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  3420  Olinville  avenue,  The 
Bronx. 

cal.  no.  1128-23-BZ— Application,  September  28,  1923, 
under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1365-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent  of 
the  rear  yard  area;  premises  1210-1260 
Elder  avenue,  The  Bronx. 

cal.  no.  1366-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per 
cent  of  the  rear  yard  area ;  premises 
1231-1265  Elder  avenue,  The  Bronx. 

cal.  no.  1367-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
B.  R.  Construction  Co.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent 
of  the  rear  yard  area;  premises  1211- 
1263  Boynton  avenue,  The  Bronx. 
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cal.  no.  558-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Jenka 
&  Rogers,  applicants,  on  behalf  of 
Realty  Associates,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  to  be  used  as  a  mo¬ 
tor  vehicle  repair  shop ;  premises  62- 
100  Empire  boulevard,  Brooklyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

51_24-S— 240-248  West  40th  street,  Manhattan. 

60- 24-S— 262-268  West  38th  street,  Manhattan. 

70- 24-S — 242-244  West  38th  street,  Manhattan. 

71- 24- S — 226-228  West  37th  street,  Manhattan. 

106-24-S — 212-216  West  35th  street,  Manhattan. 

109-24-S — 171-173  6th  avenue,  Manhattan. 

1209-23-S — 136  Boerum  street,  Brooklyn. 

1332-23-S— 719-721  6th  avenue,  Manhattan. 

61- 24-S — 26  East  55th  street,  Manhattan. 

86-24-S — 265  West  30th  street,  Manhattan. 

118-24-S— 625-627  East  15th  street,  Manhattan. 

125-24-S — 308  Hopkins  avenue,  Queens. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

1496-23-S— 568-574  Broadway,  Manhattan. 

Appliances  Submitted  for  Approval. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

141-24-SA — Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

26-24-A— 392-398  Myrtle  avenue,  Brooklyn. 

35-24-A— 321-337  6th  avenue  and  101-111  West  20th  street, 
Manhattan. 

65-24-A — 611-621  5th  avenue,  Manhattan. 

96-24-A — Southeast  corner  of  Exterior  street  and  230th 
street,  The  Bronx. 

108-24-A— 13-15  College  place,  Brooklyn. 

1112-23-A — 61  'Grand  street,  Manhattan. 

1140-23- A — 161  Perry  street,  Manhattan. 

1162-23-A — 5-11  Cook  street,  rear,  and  9  Cook  street,  front, 
Brooklyn. 

861-23-A— 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

378-23-A — 47-65  West  42nd  street,  Manhattan. 

Utider  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

<al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 


extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  23-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wepbern 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  West  207th 
street,  100  ft.  west  of  9th  avenue,  Man¬ 
hattan. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1420-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  Olof  B. 
Almgren,  applicant,  on  behalf  of  Carl 
Wilk,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
224-240  Clarkson  avenue,  Brooklyn. 

cal.  no.  1504-23-BZ — Application,  December  20,  1923,  under 
the  building  zone  resolution,  of  Henry 
Holder,  architect,  on  behalf  of  Gottlieb 
E.  Haussler,  owner,  to  permit  in  a 
business  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  from 
a  factory  use  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  156-160  North  Elliot 
place,  Brooklyn. 

cal.  no.  1561-23-BZ — Application,  December  31,  1923,  under 
the  building  zone  resolution,  of  Charles 
Schaefer,  Jr.,  architect,  on  behalf  of 
Samuel  Rubin,  owner,  to  permit  the 
extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve- 
.  hides;  premises  4421-4427  3rd  avenue, 

The  Bronx. 

»  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 
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cal.  no.  921-23-BZ— Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  .John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3  pleas¬ 
ure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  1729-1731  Barnes  ave¬ 
nue,  The  Bronx. 

cal.  no.  2-24-BZ  —  Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  Louis  All- 
mendinger,  architect,  on  behalf  of  John 
Stegeman,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1088-1092  Hancock  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  April  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1455-23-A — 35  6th  avenue,  Manhattan. 

1541-23-A — 1439-1459  Ocean  avenue,  Brooklyn. 

1549-23-A — 703  Bedford  avenue,  Brooklyn. 

1562-23-A — 3601  14th  avenue,  Brooklyn. 

1466- 23-A — Southwest  corner  of  Woodside  avenue  and  Bar¬ 

nett  avenue,  Woodside,  L.  I.,  Queens. 

1467- 23-A — 521-531  West  57th  street  and  518-528  West 

58th  street,  Manhattan. 


78-24-A — 52-60  West  Jackson  avenue,  Corona,  Queens. 

150-24- A— Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

1 56-24-A — 385-389  Harman  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOT  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  1,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  604-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Joseph 
J.  Furman,  architect,  on  behalf  of 
Franklin  R.  Bruns,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2320-2322  Morris 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  FEBRUARY  26,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  Tuesday  morning,  February  19,  1924,  and  the 
minutes  of  the  special  meeting  of  the  board  of  appeals,  held 
Tuesday  afternoon,  February  19,  1924,  were  approved  as 
printed  in  the  Bulletin,  No.  9,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1000-23-A. 

APPELLANT — Morris  U.  Fly  and  Jos.  Diehl  Fackenthal, 
receivers  for  the  Central  Metal  Products  Corp., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 2nd  avenue  and  9th  street,  Col¬ 
lege  Point,  Queens. 

APPEARANCES— 

For  Appellant:  Thomas  R.  Hart. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative 
(for  final  disposition). 


1080-23-A. 

APPELLANT — William  H.  Kehoe,  for  George  Ihnken, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 196  19th  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  William  H.  -Kehoe. 


AC  I  ION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


933-23-A. 

AI  1  ELLANT  Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 
I  REMISES  AFbECTED — 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

AC  FION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative 


Nf  PELL  ANT  Braddon  Amusement  Company,  lessee. 

SUBJECT  ‘Appeal  from  order  of  fire  commissioner. 

I  REMISES  ATFECI  ED — 1495  St.  Nicholas  avenue,  Man 
hattan. 

APPEARANCES— 

F'or  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924 
at  10  a.  m.,  on  request  of  appellant’s  representative 

7-24-A. 

APPLLANT— William  H.  Gompert,  for  Storm  Holdiiu 
Co.,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner 

PREMISES  AFFECTED — 524-530  East  72nd  street,  525. 

531  East  71st  street,  Manhattan. 
APPEARANCES— 

Appellant:  Stanley  Philip. 
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For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

TION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  10  a.  m. 


’PELLANT — David  M.  Jones,  for  Philip  Wald  and 
S.  Ruchman,  owners. 

'BJECT— Appeal  from  orders  of  fire  commissioner. 
DEMISES  AFFECTED— 1342  Park  avenue,  Manhattan. 
>PEARANCES— 

For  Appellant:  None. 

For  Administration :  Chief  Examiner  M.  J.  Reidy 
of  fire  department. 

'TION  OF  BOARD— Laid  over  to  March  18,  1924, 
at  10  a.  m.,  on  written  request. 


24-A. 

3PELLANT — William  F.  Doyle,  for  Ninth  Avenue 
Amusement  Co.,  lessee. 

'BJECT — Appeal  from  decision  of  fire  commissioner. 
IEMISES  AFFECTED— 841-851  9th  avenue,  Manhat¬ 
tan. 

’PEARANCES — 

For  Appellant :  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ITION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  10  a.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  board. 

!4-A. 

5PELLANT— William  F.  Doyle,  for  Dr.  George 
Draper,  owner. 

JBJECT — Appeal  from  order  of  fire  commissioner. 
DEMISES  AFFECTED — 186  East  64th  street,  Manhat¬ 
tan. 

PPEARANCES — 

For  Appellant :  William  F.  Doyle. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ITION  OF  BOARD — Laid  over  to  March  4,  1924,  for 
full  vote  of  board. 
iE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Connell  and  Kerby  .  4 

Negative:  Mr.  Beatty  and  Fire  Chief  Kenlon.  2 
Absent :  Mr.  Holland  .  1 


50-23-A. 

’PELLANT — E.  Mattes  &  Son,  Inc.,  lessee. 

-BJECT — Appeal  from  order  of  fire  commissioner. 
DEMISES  AFFECTED— 27-29  West  4th  street,  Man¬ 
hattan. 

3PEARANCES — 

For  Appellant :  Philip  Lewerth. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

-TION  OF  BOARD — Appeal  withdrawn. 

-I  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 


57-23-A. 

PPELLANT — George  W.  Beebe,  owner. 

JBJECT — Appeal  from  order  of  fire  commissioner. 
DEMISES  A  I*  FECTED — Foot  of  67th  street  and  East 
River,  South  Brooklvn. 

PPEARANCES— 

For  Appellant:  G.  E.  Menzel. 

-TION  OF  BOARD — Appeal  withdrawn. 
rIE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Kerby  .  5 


Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 


178-23-A. 

APPELLANT — Bernard  J.  Sheftman,  for  Isaac  Sheftman 
&  Son,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 438  and  443  East  166th  street, 
The  Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 


1311-23-A. 

APPELLANT — International  Committee  of  Y.  M.  C.  A.’s 
Motion  Picture  Bureau,  lessee. 

SUBJECT — Application  for  reopening  (appeal  from  order 
of  fire  commissioner). 

PREMISES  AFFECTED — 71-79  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Christopher  C.  Mollenhauer. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 


9-24-A. 

APPELLANT — William  F.  Doyle,  for  Dr.  MacMillan,  les¬ 
see. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 138-140  East  61st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Mulligan  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(9-24-A) 

Whereas,  William  F.  Doyle,  for  Dr.  MacMillan,  lessee, 
filed,  January  3,  1924,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises  138- 
40  East  61st  street,  Borough  of  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  51224-F : 

“A — Provide  a  watchman  *  *  *. 

“B — Provide  an  automatic  thermostatic  fire  alarm  sys¬ 
tem  *  * 

“No.  51225-F : 

“1 — Install  an  adequate  inlerior  electric  fire  alarm  sys¬ 
tem  *  *  *  ” ; 

and 

Whereas,  the  premises  cons'  St  of  two  five-story  non-fire- 
proof  buildings,  separated  b.v  a  fire  wall,  with  openings 
protected  by  fire  doors  on  the  '2ncl,  3r<J,  4tfo  and  5th  stories. 
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The  easterly  section  is  20  ft.  by  80  ft.  in  area  at  the  1st 
story  and  20  ft.  by  50  ft.  in  area  above;  the  westerly  section 
is  20  ft.  by  50  ft.  in  area.  OCCUPIED:  The  1st  story 
of  the  easterly  building  is  used  for  stores;  the  rest  of  the 
premises  is  occupied  as  a  private  hospital,  12  employees  in 
hospital;  the  easterly  section  accommodates  13  patients  and 
the  westerly  portion  accommodates  11  patients  above  the 
1st  story;  and 

Whereas,  appellant  contends  regulations  for  interior  fire 
alarm  applies  to  hospitals  having  more  than  15  rooms  or 
patients  above  the  1st  story  and  that  these  premises  are  two 
distinct  units ;  and  further  contends  the  means  of  exit  are 
adequate  and  sufficient  fire  fighting  appliances  have  been  pro¬ 
vided  throughout  premises. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


17-24-A. 

APPELLANT — Leo  J.  McDermott,  for  Wallstein  Indus¬ 
trial  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2-10  Evergreen  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Leo  J.  McDermott. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  ...  5 


Negative  .  0 

Absent :  Messrs.  Holland  and  Kerby  .  2 


THE  RESOLUTION: 

(17-24-A) 

Whereas,  Leo  J.  McDermott,  for  Wallstein  Industrial 
Corp.,  owner,  filed,  January  5,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  2-10  Evergreen  avenue,  Borough  of 
Brooklyn  J  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  82239- 
C,  dated  December  18,  1923,  reads: 

“11.  Arrange  work  benches  in  class  “B”  workroom 
so  that  operators  will  not  be  closer  than  3  feet  to  each 
other.”; 

and 

Whereas,  the  building  is  fireproof,  three  stories  in  height, 
100  ft.  by  160  ft.  in  area.  OCCUPIED  as  follows:  1st 
story,  office,  storage  and  plating,  90  persons ;  2nd  story,  man¬ 
ufacture  (cutting)  corset  steels,  100  persons ;  3rd  story,  cel¬ 
luloid  novelties  and  the  dipping  of  corset  steels,  105  per¬ 
sons  ;  and 

Whereas,  the  benches  in  question  are  those  located  at  50 
stamping  and  punching  machines,  which  machines  are  in  five 
batteries  of  ten  machines,  33J4  in.  center  to  Center  of  ma¬ 
chine,  with  aisle  space  between  each  row  of  machines;  and 

Whereas,  appellant  contends  that  at  no  time  are  all  the 
machines  in  simultaneous  operation,  that  one  operator  will 
use  three  or  four  machines  alternately  and  that  to  provide  , 
the  required  3  ft.  spacing  on  benches  would  require  respacing 
of  the  machines,  with  resetting  of  delicate  dies  and  punches, 
causing  great  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  ajid  it  hereby  is 
pranted  oil  condition  that  all  of  the  machines  are  not  in 
operation  at  one  time  and  that  not  more  than  one  row  of 
operators  shall  be  employed  on  any  aisle. 


27-24-A. 

APPELLANT — Reinhardt  Bros.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 218  East  9th  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Frederick  J.  Berger. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Kenlon.  6 


Negative  .  o 

Absent:  Mr.  Holland  .  i 


THE  RESOLUTION: 

(27-24-A) 

Whereas,  Reinhardt  Bros.,  Inc.,  owner,  filed,  January  8, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  218  East  9th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21133- 
LC,  dated  December  20,  1923,  reads : 

“A.  No  occupancy  permitted  between  garage  and 
dwelling  *  *  *. 

“B.  Occupant  of  one  of  the  living  apartments  must 
be  the  applicant  or  his  employee  *  *  *. 

“C.  Not  more  than  two  floors  immediately  above  ga¬ 
rage  may  be  used  for  dwelling  purposes. 

“You  are,  therefore,  hereby,  ordered  to : 

“1.  Discontinue  the  maintenance  of  a  garage  on  these 
premises.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  21  ft.  by  75  ft.  in  area  at  1st  story  and  21  ft.  by 
50  ft.  in  area  above.  OCCUPIED:  1st  story,  garage  for 
one  auto  truck;  storage  of  building  materials  and  office;  2nd 
story,  dressmaker,  9  persons;  3rd  and  4th  stories,  dwellings; 
and 

Whereas,  appellant  contends  ceiling  of  garage  is  protected 
with  metal  on  plaster ;  that  there  is  no  opening  between 
garage  and  remainder  of  the  building;  that  one  of  the 
families  dwelling  above  garage  is  janitor  and  employee  of 
owner  of  garage;  that  the  auto  truck  is  used  in  the  con¬ 
duct  of  appellant’s  business  and  that  there  is-  no  gasoline 
stored  on  the  premises  excepting  that  in  the  tank  of  the 
auto  truck. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  dnd  the  appeal  be  and  it  hereby  is 
pranted  on  condition  that  not  more  than  one  car,  the  prop¬ 
erty  of  the  owner  of  the  premises,  used  in  the  conduct  of 
his  business,  shall  be  maintained  on  the  premises;  that  the 
ceiling  of  garage  portion  shall  be  fire  retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals;  and 
that  there  shall  be  no  gasoline  storage  system  maintained 
on  premises. 

1084-23-A. 

APPELLANT — Harry.  Lederer,  lessee. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — South  side  of  Mermaid  avenue, 
115  ft.  east  of  Beach  36th  street,  Edgemere, 
Queens. 

APPEARANCES-None. 

ACTION  OF  BOARD — Appeal  dismissed  as  being  improp- 
erlv  before  the  board. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 
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BUILDING  ZONE  CASES. 

1 165-23-BZ. 

APPLICANT — William  F.  Doyle,  for  One  Thirty-Six 
Pulaski,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-91  Vernon  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  G.  I.  Garver  and  others. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  10  a.  m.,  on  request  of  applicant. 


939-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  George  F.  Lamb. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1943-1961  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott,  George  F.  Lamb. 
For  Opposition :  Rosellie  F.  Janoer,  Mrs.  O’Con¬ 
nell,  Thomas  Westover  and  others. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924, 
at  10  a.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  board. 


1100-23-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  General  Baking 
Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  residence  district  erection 
and  maintenance  of  an  extension  to  an  existing 
bakery  building,  and  to  be  used  in  part  as  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — 3240-3256  Bronx  boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Miller. 

For  Opposition;  D.  Quinn,  C.  Huth  and  Jas.  C. 

Connell. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton  and  Connell  .  4 

Negative:  Mr.  Kerby  and  Fire  Chief  Kenlon  ..  2 

Absent:  Mr.  Holland  .  1 


733-23-BZ. 

APPLICANT — Edward  R.  Koch,  for  Hugh  A.  McGorry, 

owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  motor  vehicles, 
three,  spaces  rented  to  persons  not  residing  on  the 
premises. 

PREMISES  AhFECTED — 3420  Olinville  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Thos.  V.  Tozzi. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 


84-23-BZ. 

APPLICANT — Thomas  C.  Sheridan,  for  Samuel  Block, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  business 
district  alteration  of  existing  building  and  change 
of  occupancy  from  manufacturing  of  motion  picture 
films  to  garage  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 69-71  West  90th  street,  Man¬ 

hattan. 

APPEARANCES— 

For  Applicant:  Thomas  C.  Sheridan. 

For  Opposition:  Walter  Kohn,  Julius  Cohen,  Maur¬ 
ice  Meyer,  Alfred  E.  Ommen,  W.  Albert 
Swasey,  Watson  Smith,  Mrs.  Roder. 

ACTION  OF  BOARD — Laid  over  to  February  29,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 


and  Kerby  .  3 

Negative:  Messrs.  Boulton  and  Connell  .  2 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 


1508-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Abraham  Singer, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings),  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
•of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 631-637  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Kerby  and  Fire  Chief  Kenlon  ....  5 


Negative:  Mr.  Beatty .  1 

Absent :  Mr.  Holland  . .  1 

THE  RESOLUTION: 


(1508-23-BZ) 

Whereas,  William  F.  Doyle,  for  Abraham  Singer,  owner, 
filed,  December  31,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  631-37  Gates  avenue, 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
26,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue  within  100  ft. 
of  Throop  avenue  is  a  business  and  and  an  unrestricted 
district  100  ft.  east  of  Throop  avenuee ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  8,  1923,  in  acting  on  App.  No.  22833- 
23,  reads : 

“The  following  objections  have  been  filed  by  the  ex¬ 
aminers  : 

“Denied — Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  4. 

“A  public  garage  for  more  than  five  motor  vehicles 
in  a  business  district. 

“(A  business  district  as  per  rule  ‘C’.  ‘Rule  shall 
control  regardless  of  any  designation  within  any  of  the 
intersecting  streets.’ ) .” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
80  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  an<^ 

"i 
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Whereas,  the  premises  is  located  immediately  adjoining 
a  garage  in  the  unrestricted  district  and  there  would  be 
hardship  in  preventing  applicant  from  using  his  property  for 
this  purpose. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it,  hereby  is  granted  on  cotidition  that  the  rear  and 
gable  walls  be  unpierced  throughout  their  entire  height  and 
length;  that  the  building  be  restricted  to  a  one-story  struc¬ 
ture  with  roof  of  flat  design  and  construction;  that  there 
be  no  skylight  within  30  ft.  of  the  westerly  gable  wall;  that 
any  skylights  installed  be  glazed  with  plain  glass  protected 
above  and  below  with  wire  guards ;  that  the  front  elevation 
shall  be  finished  with  face  brick  and  architectural  terra  cotta 
or  stone  trimmings;  that  any  gasoline  storage  equipment  in¬ 
stalled  on  these  premises  shall  be  located  at  the  extreme 
easterly  wall  at  the  front  of  the  structure; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


854-23-BZ. 

APPLICANT — Edward  L.  Larkin,  for  Rexburg  Realty 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension  into  a  residence 
district  the  erection  and  maintenance  of  a  theatre 
building. 

PREMISES  AFFECTED — Northwest  corner  of  170th 
street  and  College  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Edward  L.  Larkin  and  John  A. 
Larkin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 

THE  RESOLUTION: 

(854-23-BZ) 

Whereas,  Edward  L.  Larkin,  for  Rexburg  Realty  Corp., 
owner,  filed,  July  3,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  of  a  proposed  the¬ 
atre  building  from  a  business  district  into  a  residence  dis¬ 
trict  ;  premises  northwest  corner  of  College  avenue  and  East 
170th  street,  The  Bronx;  and 

Whereas,  a  pubic  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
26,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  170th  street  is  a  business 
district,  Morris  avenue  and  College  avenue  are  residence  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  18,  1923,  in  acting  on  N.  B.  App. 
No.  1792-23,  reads: 

“Erection  of  proposed  theatre  building  in  a  business 
district  extending  into  a  residence  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  one  and  two  stories  in  height,  with  a  frontage  of 
18.5  ft.  and  a  depth  of  125  ft. ;  to  be  occupied  as  a  theatre, 
with  stores  and  office  on  the  East  170th  street  front;  and 

\Y  hereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  there  be  no  busi¬ 
ness  exit  or  entrance  within  the  residence  district  on  Morris 
or  College  avenues;  that  there  shall  be  no  business  display 
in  the  nature  of  advertising  signs  or  billboards  of  any  kind 
on  the  building  within  25  ft.  of  the  rear  wall  on  Morris 
or  College  avenues ;  that  the  store  use  shall  not  return  more 
than  38  ft.  on  the  Morris  avenue  or  the  College  avenue 
fronts;  that  the  elevations  of  the  building  on  Morris  ave¬ 
nue,  College  avenue  and  East  170th  street  (other  than  the 
show  windows  on  East  170th  street)  shall  be  finished  with 
face  brick  and  architectural  terra  cotta  or  stone  trimmings; 
that  the  rear  wall  shall  be  unpierced  throughout  its  entire 
freight  and  lengh; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


907-23-BZ. 

APPLICANT — Samuel  A.  Kelsey,  for  Amelia  E.  Kelsey, 
owner. 

SUBJECT — Application  (re:  decision  of  fire  commissioner) 
to  permit  in  a  residence  district  the  change  of  oc¬ 
cupancy  in  part  from  residence  to  a  business  use. 

PREMISES  AFFECTED — 229  West  137th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Isaac  Levison. 

For  Opposition :  J.  C.  Hawkins,  Augusta  Corbin, 
Alice  Matthews,  Joseph  Moron,  William  Willis 


and  Annie  K.  Lewis. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Kerby  .  5 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 

THE  RESOLUTION: 

(907-23-BZ) 

Whereas,  Samuel  A.  Kelsey,  for  Amelia  E.  Kelsey, 
owner,  filed.  July  10,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  change 
of  occupancy  of  a  portion  of  a  building  from  residence  to 
a  business  use;  premises  229  West  137th  street,  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
26,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  137th  street  is  a  resi¬ 
dence;  district  and  '7th  avenue  and  8th  avenue  are  business 
districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
28,  1923,  Order  No.  48267-F,  reads: 

“You  are  hereby  notified  that  the  use  of  the  above 
premises  for  business  purposes  is  a  violation  of  the 
Building  Zone  Resolution,  and  unless  within  twenty  days 
such  use  shall  cease,  legal  steps  will  be  taken  by  this 
Department  for  the  recovery  of  the  penalties  prescribed 
by  law,  and  to  prevent  a  continuance  of  such  use.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  and  basement  in  height,  with  a  front¬ 
age  of  18  ft.  and  a  depth  of  60  ft.  Occupied:  Basement, 
real  estate  office;  remainder  of  building,  dwelling;  and 

Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners  and 
applicant  failed  to  substantiate  the  basis  of  the  appeal  under 
section  20. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby  is 

denied. 


34-20-BZ. 

APPLICANT— Beekman,  Menken  &  Griscom,  for  New 
Pine  Street  Real  Estate  Corporation,  owner. 
SUBJECT— Application  for  extension  of  time  (re:  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  in  a 
“B’  area  district  the  omission  of  a  rear  yard. 
PREMISES  AFFECTED— 31-33  Pine  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Robert  L.  Luce  and  Mr.  S.  Menken. 
For  Opposition:  None. 

ACTION  OF  BOARD — Extension  of  time  granted  for 
one  year  to  complete  work. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Kerby  . 

Negative  . _ . . . 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . 

THE  RESOLUTION: 

(34-20-BZ) 

Whereas,  Cross  &  Cross,  architects,  on  behalf  of  New 
Pine  Street  Real  Estate  Corporation,  owner,  filed,  Janu¬ 
ary  14,  1920,  with  the  board  of  appeals,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  B  dis¬ 
trict  the  omission  of  a  rear  yard;  premises  31-33  Pine 
street,  Manhattan;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  February  3 
1920,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use,  height  and  area  maps  accompanying 
the  building  zone  resolution  show  that  the  premises  in 
question  are  located  in  a  business  use  district,  a  2^-times 
height  district  and  a  “B”  area  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  7,  1920,  in  acting  on  Alteration  2905-1919, 
reads : 

“11.  Provide  lawful  rear  yard.  ; 

and  .  . 

Whereas,  the  plans  for  the  existing  four-story  struc¬ 
ture  were  approved  and  permit  granted  by  the  superintend- 
ent  of  buildings,  New  Building  Application  838  of  1905; 
and  these  plans  so  filed  embrace  sheets  showing  that  the 
grillage  under  columns  which  support  the  structure,  and 
the  columns  installed,  were  designed  for  a  nine-story  struc¬ 
ture;  but  owing  to  the  rules  of  the  bureau  of  buildings 
the  structure  was  designated  as  a  four-story  building,  in 
order  to  comply  with  these  requirements  when  turned  in  as 
“completed”  in  the  files ;  and  . 

Whereas,  these  plans  so  filed  also  show  the  framing  ot 
tha  floor  beams  provide  for  an  extra  elevator,  for  the 
service  of  the  proposed  additional  stories ,  and  the  interior 
vent  shafts  were  constructed  of  sufficient  area  to  provide 
for  a  nine-story  building;  and 

Whereas,  the  floor  beams  for  the  fifth  story  were  laid 
level  and  the  supporting  columns  for  the  additional  stories 
were  carried  above  these  floor  beams  and  capped  at  the 
level  of  the  temporary  roof  which  was  placed  on  the  struc¬ 
ture;  and 

Whereas,  on  the  premises  directly  in  the  rear  and  front¬ 
ing  on  Wall  street  there  has  been  constructed  an  eight- 
story  building,  for  which  there  has  been  provided  a  yard 
which  varies  from  approximately  6  ft.  to  11  ft.  7  in.  in 
width;  and 

Whereas,  in  the  light  of  the  conditions  above  recited, 
it  would  inflict  unnecessary  hardship  upon  the  applicant 
to  comply  with  the  strict  letter  of  the  zoning  resolution, 
as  it  would  require  the  tearing  down  of  the  entire  rear 
wall  and  a  portion  of  the  existing  four-story  structure ;  and 


Whereas,  conditions  are  hereby  imposed  that  will  fully 
carry  out  the  spirit  of  the  zoning  resolution,  without  doing 
injustice  to  the  owners  of  the  abutting  property  in  Wall 
street;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  February  3,  1920,  on  certain  conditions  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  imposed 
in  these  conditions,  and  applicant  now  requests  a  further 
extension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  areai  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  additional  por¬ 
tion  of  the  rear  wall  of  the  structure  shall  be  faced  with 
cream  or  white  glazed  brick;  and  that  the  upper  sash  of 
any  windows  placed  in  said  wall  shall  be  glazed  with  prism 
glass ;  and 

Resolved,  further,  that  any  permits  necessary  fo.*  the 
prosecution  of  the  work  shall  be  obtained  and  that  ‘he 
building  shall  be  completed  within  one  year  from  the  date 
of  this  action. 


604-23-BZ. 

APPLICANT — Franklin  R.  Bruns. 

SUBJECT — Application  to  amend  the  area  (re:  order  of 
fire  commissioner)  to  permit  the  maintenance  of  a 
garage  for  the  storage  of  five  cars — for  rent. 
PREMISES  AFFECTED— 2320-2322  Morris  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  for  amended  area  denied. 
THE  VOTE  TO  GRANT  AMENDED  AREA— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Kerby  .  5 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 


CASE  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  case,  where 
notice  of  intention  to  appeal  was  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  official 
in  the  performance  of  his  duty: 

(349-23-BZ) 

Filed  March  22,  1923— Premises  84  S.  Washington  street, 
Jamaica,  Queens.  Order  of  the  fire  commis¬ 
sioner.  Applicant,  John  Kaplan.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Kerby  .  5 

Negative  .  ® 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .  2 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicant  has  filed  with  the 
board  of  appeals  application  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicant  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 
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AREAS  FIXED. 

(100-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Victor  Tria,  requesting  the  boayd  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  1694-1704 
Rockaway  Parkway,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Rockaway  Parkway  from  a  point  400 
ft.  north  of  proposed  garage  to  a  point  400  ft.  south 
of  premises  in  question ;  also  the  property  at  rear  and 
for  a  distance  of  50  ft.  on  either  side  of,  the  side  lot 
lines  of  the  premises  in  question. 


(117-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Abraham  Farber,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  261-267  Penn¬ 
sylvania  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Pennsylvania  avenue  from  a  point  100 
ft.  south  of  Belmont  avenue  to  a  point  400  ft.  north  of 
proposed  garage;  also  the  properties  at  rear  and  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


(101-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  Crooke  McLeer,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  586-94 
Coney  Island  avenue  and  225-31  East  9th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Coney  Island  avenue  and  also  East  9th 
street  from  Beverly  road  to  a  point  400  ft.  south  of 
the  premises  in  question. 


(53-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  north¬ 
west  corner  Roosevelt  avenue  and  21st  street,  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Roosevelt  avenue  from  19th  street  to 
a  point  400  ft.  east  of  proposed  garage;  both  sides 
of  21st  street  from  a  point  400  ft.  north  of  proposed 
garage  to  a  point  200  ft.  south  of  Roosevelt  avenue; 
also  the  east  side  of  20th  street  from  Roosevelt  ave¬ 
nue  to  a  point  150  ft.  north  of  Roosevelt  avenue. 


(1514-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Morris  Saskowitz,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  extension  and  change  of  occupancy  of  the  2nd,  3rd  and 
4th  stories  from  storage  to  a  garage;  premises  75  First 
avenue,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  First  avenue  from  a  point  400  ft.  south 
of  the  garage  to  a  point  100  ft.  north  of  East  5th 
street,  also  the  properties  at  rear  and  for  a  distance 
of  50  ft.  east  of  the  premises  in  question. 


(137-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  C.  McLeer,  requesting  the  board  to  fix  an  area  of 
notification  to  permit  the  erection  and  maintenance  of  a 
garage;  premises  1787-1795  Coney  Island  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Coney  Island  avenue  from  Avenue  N 
to  Avenue  O;  also  the  properties  at  rear  and  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 

-  i 

MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  FEBRUARY  26,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kerby,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Reville,  Kleinert, 
Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Wednesday  afternoon,  February 
13,  1924,  were  approved  as  printed  in  the  Bulletin,  No.  8, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1552-23-S. 

PETITIONER — Thomas  B.  Leahy,  for  118  Madison  Ave¬ 
nue  Corp.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 118  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Thomas  B.  Leahy. 

For  Administration :  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
request  of  petitioner. 


1270-23-S. 

PETITIONER — Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 361  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Julius  Eckman. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
2  p.  m.,  to  amend  petition. 


1421-23-S 

PETITIONER — Walter  R.  Prosser,  owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 151-157  33rd  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Frederick  M.  Van  Zandt. 

For  Administration :  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1004-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Arnesto  Paint  Co., 
lessee. 


MINUTES 


SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 42  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  by  Inspector  Maher  of  fire 
department. 


1 1325-23-S. 

PETITIONER— John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 181  William  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  M.  Lewis. 

For  Administration:  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  by  Inspector  Maher  of  fire 
department. 


1326-23-S. 

PETITIONER— John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 22  Spruce  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  M.  Lewis. 

For  Administration :  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  by  Inspector  Maher  of  fire 
department. 


1461-23-S. 

PTITIONER— Philip  Steigman,  for  21-25  West  20th  Street 
Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 23  West  20th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Philip  Steigman. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  by  Inspector  Maher  of  fire 
department. 


1448-23-S. 

PETITIONER— John  T.  Prout,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 137-139  Grand  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1159-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Samuel  Glaser, 

lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 806  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  by  Inspector  Maher  of  fire 
department. 


1477-23-S. 

PETITIONER — Patrick  J.  Murray,  for  Canebrake  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 521  Broome  street  and  22  Watts 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Patrick  J.  Murray. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
2  p.  m.,  pending  report  from  superintendent  of  build¬ 
ings. 


1357-23-S. 

PETITIONER — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 35  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Oscar  Goldschlag. 

For  Administration :  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
2  p.  m.,  to  amend  petition. 


1306-22-S. 

PETITIONER — Samuel  Rosenblum,  for  The  Reid  Ice 
Cream  Co.,  owner. 

SUBJECT — Application  for  reopening — variation  of  the  la¬ 
bor  law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 127-129  West  125th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  March  11,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Kerby,  Deputy  Fire  Commissioner 


Hannon,  Superintendents  Brady,  Reville, 

Moore  and  McDermott  .  9 

Negative  .  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Cffief 
Kenlon  and  Superintendent  Kleinert  .  4 


1217-23-S. 

PETITIONER— Samuel  Rosenblum,  for  Charles  Kalb  and 
Morris  Bernstein,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 147-9  West  29th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  1 

Negative  . 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1217-23-S) 

Whereas,  Samuel  Rosenblum,  for  Charles  Kalb  and 
Morris  Bernstein,  lessee,  filed,  October  25,  1923,  a  petition 
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with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  147-9  West  29th 
street,  Manhattan  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  £3,  1923,  reads : 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  147-49  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273 
and  274  of  the  Labor  Law  *  *  *. 

“Note: — Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

"No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  lower  termination  of  fire  escape 
to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  32  ft.  by  98  ft.  9  in.  in  area;  equipped  with  a  fire 
alarm  signal  system.  OCCUPIED:  1st  story,  furs,  4  per¬ 
sons;  2nd  story,  mfr.  dresses,  10  persons;  3rd  story,  mfr. 
dresses,  14  persons;  4th  story,  mfr.  dresses,  12  persons; 
5th  story,  mfg.  furriers,  22  persons.  EXITS:  One  interior 
wooden  stairway  extending  from  street  to  bulkhead  in  roof, 
enclosed  in  fire  resisting  partitions  with  metal  covereJ  doors 
at  openings;  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  the  5th  story  to  2nd  story  with  gooseneck  lad¬ 
der  to  roof ;  openings  on  the  course  of  the  fire  escape  are 
fireproof  only  at  balconies.  ROOFS:  To  east  7  itorics 
higher,  to  west  same  height;  and 

Whereas,  petitioner  proposes  to  provide  fireproof,  self¬ 
closing  windows  along  the  course  of  fire  escape,  to  provide 
new  60  degree  stairs  and  to  extend  the  balcony  at  the  2nd 
story  level  to  the  roof  of  the  one-story  extension  to  west, 
from  which  extension  egress  to  street  may  be  had  through 
this  building  and  also  by  means  of  stairs  to  yard  of  premises 
of  building  to  rear. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make,  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  fire  escape  shall  be  erected  on  the  rear  of  the 
building,  terminating  on  the  roof  of  the  1st  story  extension, 
with  egress  therefrom  to  adjoining  extension,  with  balcony 
and  stair  to  yard  and  exit  to  30th  street  through  property 
at  the  rear,  and  to  29th  street  through  passageway  of  ad¬ 
joining  property  on  the  west;  that  the  windows  on  the 
course  of  the  fire  escape  shall  be  made  fireproof,  self¬ 
closing,  and  that  60  degree  connecting  stairway  be  provided 
between  balconies,  and  granted  only  so  long  as  the  conditions 
as  to  occupancy  and  use  remain  substantially  unchanged. 


1419-23-S. 

PETITIONER — John  Borrelli,  owner. 

SUBJECT — .Petition  for  variation  of  the  labor  law  as  cited 
in  decision  of  department  of  health. 

PREMISES  AFFECTED — 2133  First  avenue,  Manhattaa 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott .  9 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon  .  3 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1419-23-S) 

Whereas,  Joseph  Borrelli,  owner,  filed,  December  3,  1923, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from,  the  requirements  of  the  labor  law,  as  cited 
in  a  decision  of  the  department  of  health,  affecting  prem¬ 
ises  2133  First  avenue,  Manhattan;  and 


Whereas,  the  decision  of  the  department  of  health,  dated 
November  12,  1923,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  The  City  of  New  York,  held  Nov. 
12,  1923,  your  application  for  a  Sanitary  Certificate  for 
a  cellar  bakery  at  2133  First  Ave.  in  the  Borough  of 
Manhattan  was  denied.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
cellar  in  height,  25  ft.  by  50  ft.  in  area;  OCCUPIED  as  a 
cellar  bakery  and  dwellings  above,  the  cellar  bakery  is 
7  ft.  6  in.  in  height,  the  ceiling  is  2  in.  above  the  curb 
and  the  floor  is  7  ft.  6  in.  below  the  rear  yard ;  the  means 
of  ventilation  consisting  of  two  windows  opening  on  areas 
in  yard;  one  window  is  32  in.  by  28  in.  and  the  other  34 
in.  by  29  in.;  and 

Whereas,  petitioner,  who  purchased  the  property  in  1922, 
filed  a  letter  from  tenement  house  department  stating  prem¬ 
ises  were  used  as  a  cellar  bakery  prior  to  1913. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted. 


1119-23-S. 

PETITIONER — Henry  J.  Nurick,  for  Nellie  V.  Arky, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 233-243  Greene  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Henry  J.  Nurick. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Fire  Chief  Kenlon,  Deputy 
I'  ire  Commissioner  Hannon,  Superintendents 

Brady,  Reville  and  McDermott .  9 

Negative:  Mr.  Connell,  Superintendents  Kleinert 

and  Moore .  3 

Absent :  Mr.  Holland  . ’ . . .  ’  1 

THE  RESOLUTION: 


(1119-23-S) 

Whereas,  Henry  J.  Nurick,  for  Nellie  V.  Arky,  owner, 
filed,  September  26,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  233-243  Greene  street, 
Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  September  12,  1923,  reads: 

Building  considered  more  than  four  stories  and  there¬ 
fore  required  to  be  fireproof.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  125  ft.  by  60  ft.  in  area.  OCCUPIED: 
Cellar,  storage,  1  person;  1st  floor,  office  and  storage,  6 
persons;  2nd  floor,  factory;  3rd  floor,  factory;  4th  floor, 
factry.  EXITS:  Two  interior  fireproof  stairways  extending 
from  basement  to  roof;  and 

Whereas,  it  is  proposed  to  add- an  additional  story  and 
to  extend  one  existing  interior  stairway  to  roof  of  additional 
story,  and  contends  there  would  be  hardship  in  fireproofing 
the  entire  building  on  account  of  this  additional  story,  in 
that  the  additional  story  does  not  increase  the  height  of  the 
building  to  five  stories,  the  lower  story  being  only  39  in.  be¬ 
low  the  curb  level  and  50)4  in.  above  the  curb  level. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  building  shall  comply  with  the  labor  law 
in  all  other  respects. 
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1333-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Silverman  Bros., 
owners. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 170  Greene  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott .  12 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1333-23-S) 

Whereas,  Samuel  Rosenblum,  for  Silverman  Bros.,  own¬ 
ers,  filed,  November  19,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  170  Greene  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9322- 
LD,  dated  July  19,  1920,  reads: 

“2 — Extend  the  interior  stairway  at  the  south  side  of 
building  to  the  roof.” ; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  24  ft.  4  in.  by  100  ft.  1  in.  in  area;  equipped  with 
a  fire  alarm  signal  system.  OCCUPIED :  1st  story,  va¬ 
cant  at  present  (to  have  either  store  or  factory)  ;  2nd  story, 
mfg.  sheepskin  coats,  20  persons ;  3rd  story,  mfg.  hat  forms, 
10  persons;  4th  story,  mfg.  hats,  15  persons;  5th  story,  mfg. 
hats,  16  persons;  6th  story,  mfg.  hats,  14  persons.  EXITS’; 
An  interior  wooden  stairway  extending  from  1st  to  top 
story,  with  iron  ladder  to  scuttle  in  roof,  enclosed  in  fire 
resisting  partition  with  fireproof  doors  at  openings ;  a  fire 
escape  on  front  of  the  building  extending  from  6th  story 
balcony  to  1st  story  balcony,  with  gooseneck  ladder  to  roof 
and  counterbalanced  stair  to  street;  windows  along  the 
course  of  the  fire  escape  are  fireproof,  and  connecting  bal¬ 
conies  at  rear  to  adjacent  building;  ROOFS  to  south  12 
ft.  lower  and  to  north  5  ft.  10  in.  higher ;  and 

Whereas,  petitioner  contends  there  are  three  means  of 
exit  from  top  story  and  contends  the  minimum  difference 
in  elevation  of  the  adjoining  roofs  is  5  ft.  10  in. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed ,  and  the  petition  be  and  it  hereby  is 
denied. 


1348-23-S. 

PETITIONER — Samuel  Rosenblum,  for  H.  Fuchs,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 350  4th  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Chief  Examiner  Reidy  of  fir« 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  12 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1348-23-S) 

Whereas,  Samuel  Rosenblum,  for  H.  Fuchs,  lessee,  filed. 
November  21,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  350  4th  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  51142- 
LD,  dated  November  8,  1923,  reads: 

“1.  Extend  the  interior  stairway  at  the  north  side  of 
building  to  the  roof  *  *  *. 

”2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“No  stairway  from  top  balcony  to  roof.  Fire  escape 
does  not  extend  to  ground.  No  fireproof  passageway  to 
street.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  19  ft.  9  in.  by  75  ft.  in  area  at  1st  story  and  19 
ft.  9  in.  by  55  ft.  in  area  above.  OCCUPIED  as  follows : 
1st  floor,  silk  and  woolen  salesroom,  4  persons ;  2nd  floor, 
salesroom,  ties  and  scarfs,  4  persons;  3rd  floor,  mfr.  cloaks, 
15  persons;  4th  floor,  dyeing  silks,  6  persons.  EXITS:  An 
interior  wooden  stairway  extending  from  1st  to  top  story 
with  iron  ladder  to  scuttle  in  roof;  enclosed  in  metal  cov¬ 
ered  wooden  board  partitions  with  metal  covered  wooden 

doors  at  openings,  a  fire  escape  on  the  rear  of  the 

building  extending  from  the  roof  of  1st  story  extend¬ 

ing  to  top  story  balcony  with  gooseneck  ladder  to  roof ; 
windows  along  course  of  fire  escape  are  unprotected. 
EGRESS  from  termination  of  fire  escape  is  across  exten¬ 
sion  roof  to  adjoining  extension  roof.  ROOF  to  south  is 
at  same  level'  and  to  north  13  stories  higher ;  and 

Whereas,  petitioner  contends  the  occupancy  of  the  top 
story  will  not  exceed  6  persons  and  proposes  to  fireproof 
windows  along  the  course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  a  double  rung  fixed  iron  ladder 
be  provided  in  the  top  story  to  a  scuttle  in  the  roof  and 
that  the  occupancy  on  the  top  story  shall  not  exceed  six  (6) 
persons ;  granted  as  to  Item  No.  2  so  far  as  it  affects  egress 
from  the  termination  of  the  fire  escape  on  condition  that  the 
rear  fire  escape  complies  with  the  labor  law  in  all  other 
respects. 


1412-23-S. 

PETITIONER — Henry  J.  Nurick,  for  Brewster  Publica¬ 
tions,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 174  Duffield  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Louis  H.  Pink. 

AVTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 


and  McDermott  .  12 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1412-23-S) 

Whereas,  Henry  J.  Nurick,  for  Brewster  Publications, 
Inc.,  owner,  filed,  December  3,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 


311 


MINUTES 


the  superintendent  of  buildings,  affecting  premises  174  Duf- 
field  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  10,  1923,  in  acting  on  Application 
No.  17816-63,  reads: 

“The  following  objections  have  been  filed  by  the  ex¬ 
aminers  : 

“Labor  Law  in  regard  to  factory  exits.  Section  270, 
Par.  4  requires  all  stairways  serving  as  required  exits, 
to  lead  directly  to  street,  or  to  a  fireproof  passage  lead¬ 
ing  to  same.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  75  ft.  by  35  ft.  in  area.  OCCUPIED  as  a  factory, 
1st  story,  6  persons;  2nd  story,  20  persons;  3rd  story,  25 
persons ;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
terra  cotta  partitions  with  fireproof,  self-closing  glass  doors 
at  the  openings;  it  is  proposed  to  connect  the  building,  which 
is  at  the  rear  of  the  lot,  to  a  buiding  at  the  front  of  the 
lot,  by  means  of  a  non-fireproof  brick  extension  18  ft.  by 
24  ft.  in  area  and  to  provide  an  outside  iron  stairway  lead¬ 
ing  from  the  roof  to  the  yard  with  egress  from  the  yard 
into  the  adjoining  yard  to  the  south  and  horizontal  exit 
from  the  factory  to  the  extension;  and 

Whereas,  petitioner  contends  that  the  means  of  egress  are 
adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  horizontal  exits  from  the  proposed  exten¬ 
sion  be  provided  to  the  existing  buildings  and  equipped 
in  accordance  with  the  requirements  of  the  labor  law  and 
that  an  interior  stairway  shall  be  provided  in  the  rear  build¬ 
ing  extending  from  the  1st  story  to  the  roof,  enclosed  in 
6  in.  terra  cotta  partitions,  with  self-closing  fireproof  doors 
at  the  openings  and  egress  in  the  1st  story  through  yard 
and  passageway  of  front  building  to  street;  and  that  an 
outside  60  degree  iron  stairway  leading  from  the  roof  to  the 
yard  shall  be  provided,  with  egress  from  the  yard  to  adjoin¬ 
ing  yard  to  the  south. 


1546-23-S. 

PETITIONER — F.  P.  Keniston,  for  Baldwin  Staubach, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 648-652  East  12th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

For  Administration:  Chief  Examiner  Reidy  of  fire 
department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Deputy  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 


mott  .  ii 

Negative  . o 

Absent:  Mr.  Holland  and  Superintendent  Klein- 

ert  . .  2 

THE  RESOLUTION: 

1546-23-S. 


W  hereas,  F.  P.  Keniston,  for  Baldwin  Staubach,  owner, 
filed,  December  28,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  order  of  the  fire  commissioner, 
affecting  premises  648-52  East  12th  street,  Manhattan ;  and 
Whereas,  the  orders  of  the  fire  commissioner  read : 
Order  No.  43209-LD,  dated  Feb.  5,  1923,  reads  (front 
building)  : 

“1.  Provide  an  interior  stairway  at  the  west  side  of 


building  to  serve  as  a  required  means  of  exit,  extending 
from  the  1st  story  to  the  roof  *  * 

Order  No.  43212-LD,  dated  February  5,  1923,  reads  (rear 
building)  : 

“1.  Provide  an  interior  stairway  at  the  east  side  of 
rear  building  to  serve  as  a  required  means  of  exit,  ex¬ 
tending  from  the  1st  story  to  the  roof,  with  a  safe 
passageway  to  the  street  *  * 

and 

Whereas,  the  premises  consist  of  two  non-fireproof  build¬ 
ings;  the  front  building  is  four  stories  in  height,  25  ft.  by 
52  ft.  in  area,  the  rear  building  is  three  stories  in  height, 
70  ft.  by  33  ft.  in  area.  OCCUPIED  as  follows:  Front 
building — 1st  story,  store,  1  person;  2nd  story,  woodwork¬ 
ing,  2  persons;  3rd  story,  woodworking,  2  persons;  4th 
story,  wodworking,  3  persons.  Rear  building — 1st  story, 
woodworking,  7  persons ;  2nd  story,  woodworking,  5  per¬ 
sons  ;  3rd  story,  vacant.  EXITS :  A  fire  escape  on  front 
of  the  front  building,  extending  from  the  top  story  balcony 
to  1st  story  balcony  with  counterbalanced  stair  to  street;  a 
fire  escape  at  the  front  of  the  rear  building,  extending  from 
the  top  story  to  the  yard  and  an  open  exterior  iron  stairway 
at  the  rear  of  front  building  (with  connecting  bridges  to 
rear  building),  extending  from  the  4th  story  to  the  yard, 
and  a  bridge  and  stairway  connecting  3rd  story  of  front 
building  with  roof  of  rear  building;  EGRESS  from  yard 
through  an  8  ft.  passageway;  the  windows  on  course  of 
fire  escapes  are  fireproof;  ROOFS  of  adjoining  buildings 
are  10  ft.  higher;  and 

Whereas,  petitioner  contends  that  the  buildings  are  only 
respectively  40  ft.  and  30  ft.  high,  the  occupancy  is  light 
and  proposes  to  weatherproof  the  exteerior  open  iron 
stairway,  fireproof  all  openings  thereto  and  maintain  unob¬ 
structed  egress  to  street  by  means  of  driveway  and  public 
hallways  of  adjoining  tenements. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Order  No.  43209,  Item  1  and  Order  No.  43212,  Item 
1,  on  condition  that  the  existing  exterior  iron  stairs  be 
maintained  on  both  front  and  rear  building  in  the  court, 
with  gooseneck  ladder  from  top  story  balconies  to  roof, 
double  rung  fixed  iron  ladder  from  top  story  loft  to  roof 
of  the  front  building;  that  egress  from  termination  of  ex¬ 
terior  stair  at  rear  be  maintained  to  the  street  through 
unpierced,  unobstructed  passageway  through  building  on 
front  of  lot,  ceiling  of  which  is  to  be  fire  retarded;  granted 
only  so  long  as  conditions  as  to  occupancy  and  use  remain 
unchanged. 


1515-23-SA. 

PETITIONER — Oil  Burning  Equipment  Corp. 

SUBJECT — Approval  of  Apartment  House  Oil  Burner. 
APPEARANCES— -None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calen¬ 
dar,  pending  report  of  committee  of  inspection.  ' 


5-24-SA. 

PETITIONER — Oil  Burning  Equipment  Corp. 

SUBJECT — Approval  of  the  Induslo  Fuel  Oil  Burner  1-27. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calen¬ 
dar,  pending  report  of  committee  of  inspection. 
— 

RULES. 

280-22-S. 

TITLE— Rules. 

SUBJECT— Recommendation  to  Jioard  of  aldermen  in  re: 

standpipe  equipment  in  motion  picture  theatres 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at  2 
p.  m. 


Adjourned  5  p.  m. 
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William  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


AMENDMENT  TO  THE  PLUMBING  RULES— AD  OPTED  JANUARY  8,  1924. 


Rule  No.  137. 

Where  “Flushometers”  are  uesd,  they  must  be  supplied 
from  tank  pressure,  unless  otherwise  permitted  by  the 
Superintendent  of  Buildings;  the  rising  lines  shall  be  at 
least  one  and  one-half  inches  in  diameter,  and  the  main 


branches  shall  be  at  least  one  and  one-quarter  inches  in 
diameter,  with  individual  branches  not  less  than  one  inch 
in  diameter  for  water-closets  and  not  less  than  one-half 
inch  in  diameter  for  urinals.  Individual  branches  shall 
not  exceed  twelve  inches  in  length. 


RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20- S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  tules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 
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COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the-  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  an' 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  o: 
the  building  zone  resolution  a  community  or  neighborhoex 
laundry  located  in  the  basement  or  ground  floor  of  j 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  lengtl 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in 
measurement  being  the  diameter  of  the  inside  basket,  whicl 
machines  and  extractors  shall  be  operated  solely  by  elec 
trie  power  and  do  not  require  the  installation  of  stean 
boiler  or  plant. 


RULES 


FIRE  ESCAPE  RULES. 


Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  com¬ 
ply  with  all  the  provisions  of  Section  273,  labor  law,  and 
in  addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1J4) 
inch  mesh,  all  rigidly  braced ; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  be 
provided  from  the  top  story  balcony  to  the  roof; 


(b)  Any  such  fire  escape  erected  prior  to  October  1 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  ma> 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October] 
1,  1913,  and  prior  to  these  rules  taking  effect,  unlesf 
previously  accepted  as  one  of  the  required  means  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  acceptec 
as  constituting  one  of  the  required  means  of  exit  oi 
escape  under  Section  271-1  of  the  labor  law,  in  any  build 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be' 
occupied  as  a  factory,  exceeding  nine  stories  in  height 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 


CONCRETE  RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials, 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3 

cement. 

Mix,  4 

pounds 

of 

hydrated 

lime 

per 

bag  of 

1-2-4 

cement. 

Mix,  5 

pounds 

of 

hydrated 

lime 

per 

bag  oi 

1-2J4-5 

cement. 

Mix,  6 

pounds 

of 

hydrated 

lime 

per 

bag  of 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 


Hydrated  lime  shall  not  be  used  in  concrete  which  i! 
to  be  deposited  under  water. 


314 


RULES  ADOPTED 


FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
the  Board  of  Standards  and  Appeals  at  the  special  meet- 
r  held  on  Friday,  October  5,  1923: 

DEFINITION  OF  “FIRE  DRILL." 

The  method  and  practice  of  the  systematic  and  orderly 
eating  of  a  building  by  its  occupants  in  case  of  emer- 
ncy,  panic  or  fire  in  the  least  possible  time — by  the 
arest  safe  means  of  exit — and  the  use  of  fire  apppli- 
,ces  which  shall  be  provided  for  the  extinguishing  or 
tarding  of  fire  and  the  safeguarding  of  human  life. 

ole  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
the  Labor  Law  in  which  fire  drills  are  required  pursuant 
Section  279  and  in  any  other  building  in  which  the 
re  Commissioner  may  be  directed  pursuant  to  the  power 
■nferred  in  section  775-B  of  the  Greater  New  York  Char- 
r,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
conduct  fire  drills  monthly  and  at  such  other  times  as 
e  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
tenant  shall  appoint  from  among  their  employees  such 
sponsible  and  dependable  persons,  male  or  female,  who 
iall  efficiently  perform  the  duties  of  the  various  posi- 
ons  of  the  fire  drill  organization,  as  specified  on  the 
icompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
the  blank  spaces  provided  for  that  purpose  in  said 
lart  the  names  of  persons  so  selected  and  post  said 
lart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 


remises  . . 

ame  of’ concern  . . 

uilding  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
egular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

<4 

44 

44 


SQUAD  MONITORS 

. Squad  No.  1 . 

.  “  “  2 . 

.  “  “  3 . 

“  «  4 

. : .  “  “  5 . 

.  “  “  e . 

Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent;  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediatelv  after 
the  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  art  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  bv 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

I  he  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  cojw  of  Form  13A, 
properly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  .a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 

persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 
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11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted’  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

!3.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
mon  cover  conspicuously  labeled  with  raised  letters,  painted 

H.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas'  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open- 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/l 6  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made,  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  pr 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  “fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  ot 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Penskyt-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be 'placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyon'd  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oner-fourth  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1^)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartfi,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con- 
concrete  where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

.(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — %  in.  shell,  J4  *n- 
heads. 

Tanks  37  to  72  in.  in  diameter — Y  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  54  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  in.  thick,  54  in.  diameter  rivets  2J4  in.  pitch. 

In  shell  51-16  in.  thick,  54  in.  diameter  rivets  2^4  in. 
pitch. 

In  shell  54  in.  thick,  54  in.  diameter  rivets  2 J4  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2J4  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  tire 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty'- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  J4  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 

butted.  ^  , 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  foljows: 

For  3/16  inch  heads,  154  inch  flange. 

For  J4  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  54  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-h^lf  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  d“g.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outsiide 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks'  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1J4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1  /2)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  {]/2)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractoi 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and -drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  (J4)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (.150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(1)4)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  J4  in.  by  J4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  tlie  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
Hosing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court! 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1,)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  an 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump ;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 

protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam.  »  - 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions.  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 

Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless.  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly,  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Pules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  ess 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con- 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions :  concrete  slab  to  he  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  jn  olace 
Tank*  shall  be  completely  encased  with  six  (6)  inches  ot 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  -level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xp£-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less  . 
than  onel-fourth  (H)  inch  in  diameter,  iron  pipe  size. 

All  pining  shall  be  buried  so  far  as  it  is  practicable. 

(b)  AlT  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

'c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8.  Section  6 — (a),  (b),  (c).  (d)  and  (e). 
Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

(b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hof  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (%)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires.  g  ( 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  for  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8)  E 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 
such  rooms  shall  have  direct  entrance  from  the  street  j 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  companv  or  corporation  shall 
within  the  limits  of  the  Citv  of  New  York  use  any.  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  .oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating-  gras  for  public  use. 

fc)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Penskv-Mar- 
tens  closed  cun  tester,  shall  not  be  used  as  a  fuel  to  pro- 
dnee  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  co.m- 
monlv  used  for  household  purposes  which  emplov  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d')  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21 -A — Southeast  corner  Myrtle  avenue  and  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21-A — 723  Manhattan  avenue,  Brooklyn. 

108-21-A— 831  Eighth  avenue,  3P3-307  West  50th  street, 
Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.‘  I.  C.,  Queens. 
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1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S— Coen  Mechanical  Oil  Burning  System. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1184-22-S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22- S—  Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

1230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwel)  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 
315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S— Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres- 
•  sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S— Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S—  Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22- S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA— Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123- 23-S A — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 


232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-S A — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-S A — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1 163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 

1 34 6-23- S A— New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-S A — Tate-Jones  No  6  Oil  Burner,  approval  of. 

1 361  -23-S A — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-S A — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of.  * 
1 487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA— Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA— Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA — Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  7c dll  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the'  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 


Cases  filed  up  to  and  including  February  28,  1924  . .  315 


Restored  to  calendar  .  13 

Miscellaneous  Applications. 

Requests  to  reopen  .  24 

Requests  to  amend  .  0 

Requests  for  modification .  8 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  . -. .  6. 

Requests  for  extension  of  permit .  4 

Requests  to  install  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  . 1003 

Disposed  of  .  328 

Cases  pending  February  28,  1924  .  675 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


DISPOSITION  OF  CASES. 

Withdrawn  . 39 

Dismissed  .  49 

Denied  .  36 

Granted  .  3 

Granted  on  condition  .  148 

Appliances  approved  .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  5 

Rules  disapproved  .  o 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . : .  21, 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  7 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  5 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted .  2 

Requests  to  install  denied  .  o 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  1 

Total  .  328 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  for  su&^cripiSon  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street  . . 
P.  O. 


My  subscription  to  begin  with  the  issue  for 


1924. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 

ven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
February  29,  1924. 

Minutes  of  Meeting,  Board  of  Appeals,  March  4, 

1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  March  4,  1924. 

Corrections. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


CALL  OF  CLERK’S  CALENDAR. 

r,Tj]e.  Clerk’s  Calendar  consists  of  applications  under  the 
Biulding  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property-'  Ow-ncra  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  March  11,  1924. 

ca" each  case  is  set  for  h“ri’n* on 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
March  18,  1924,  at  2  o’clock. 

* f Cfcrkfs  , Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases1  WaP  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be'  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

,  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tension  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  March  6,  1924. 


Cal  No.  Department  Premises  Affected 


344-24-S . 

...F.D.  .. 

. .  104  E.  12th  st.,  Man. 

L.  D.  47617. 

343-24-A . 

...F.D.  .. 

. .  72  Beekman  st.,  Man. 

F-53314. 

342-24-S . 

...B.B.M. 

..2871-2875-2879  Broadway,  Man. 

Decision. 

341-24-S . 

...F.D.  .. 

..290  Pearl  st.,  Man. 

L.  D.  54865-54866. 

340-24-A . 

...F.D.  .. 

..290  Pearl  st.,  Man. 

F-54864. 

339-24- A . 

...F.D.  .. 

..58-60  William  st.,  Man. 

F-5441 6-54417-5441 8. 

338-24-A . 

...F.D.  .. 

..667  Madison  ave.,  Man. 

Decision. 

337-24-BZ.. . . 

...B.B.M. 

..619-621  W.  152nd  st.,  Man. 

N.  B.  86-1924. 

336-24-BZ _ 

...B.B.M. 

..634-638  St.  Nicholas  ave.,  Man. 

N.  B.  90-1924. 

335-24-BZ _ 

...B.B.Q. 

.  ..S.  W.  C.  5th  &  Washington 
aves.,  Q.  Decision. 

334-24-BZ _ 

...B.B.Bx. 

..S.  E.  C.  172nd  st.  &  Plimpton 
ave.,  Bx.  N.  B.  268-1924. 

333-24-BZ. . . . 

...B.B.Q. 

.  ..W.  S.  2nd  ave.,  70  ft.  N.  Grand 
ave.,  Q.  N.  B.  4856-1924. 

332-24- A . 

...F.D.  .. 

. .  64th  to  67th  sts.,  Exterior  st.  to 
Ave.  A,  Man.*  Alt.  3-1924. 

331-24- A . 

...B.B.M. 

..508-534  W.  212th  st.,  Man. 

N.  B.  398-1923. 

330-24-BZ. . . . 

...B.B.M. 

..725-727  Lincoln  pi.,  Bklyn. 

Applic.  23183-1924. 

329-24-A . .  .. 

...F.D.  .. 

. .  1900  Crotona  pkway.,  Bx. 

Alt.  109-1923. 

328-24-A . 

...F.D.  .. 

. .  153  E.  76th  st.,  Man. 

Alt.  85-1923 

327-24-S . 

...F.D.  .. 

..45-51  Lispenard  st.,  Man. 

L.  D.  45451. 

326-24-S . 

...F.D.  .. 

..64  University  pi.,  Man. 

L.  D.  49166. 

325-24- A . 

....F.D.  .. 

..96  Spring  st.,  Man. 

L.  C.  21257. 

324-24-BZ _ 

...B.B.Q. 

...26  Stratton  ave.,  Bayside,  Q. 

Alt.  3285-1924. 

323-24- A . 

....F.D.  .. 

..1600  Broadway,  Man 

L.  C.  22332. 

322-24-A . 

...F.D.  .. 

. .  1600  Broadway,  Man. 

L.  C.  22356. 

321-24- A . 

...F.D.  .. 

..5214-5224  5th  ave.,  Bklyn. 

F-54093. 

320-24-S . 

...B.B.M. 

. .  459-499  7th  ave.,  Man. 

N.  B.  38-1924. 

319-24-BZ. . . . 

...B.B.M. 

..459-499  7th  ave.,  Man. 

N.  B.  38-1924. 

318-24- A _ 

....F.D.  .. 

..139-25  Hillside  ave,  Jamaica, 
Q-  L.  C-86142. 

317-24- A . 

....F.D.  .. 

..91-93  Thompson  st.,  Man. 

C-22791. 

316-24-SA . F.D . Minimax  Domestic  Oil  Burner 

-  Appliance 

Restored  to  Calendar. 

1268-23-A . F.D . 51-59  Burnside  ave.,  Bx 

-  N.  B.  266-1923 

744-23-BZ . B.B.B.  ...2839-2847  W.  37th  st.,  Bklyn. 

-  N.  B.  9647-1923 

511-23-BZ . B.B.B.  ...411  68th  st.,  Bklyn. 

-  Alt.  5679-1923 

378-23- A . F.D . 47-65  W.  42nd  st.,  Man. 

-  F-43684 

1337-22-BZ . B.B.B.  ...325-333  McDougal  st.,  Bklyn. 

Decisior 


CODE. 


F.D . Fire  Departmen 

H.D . Health  Departmen 

B.B.B . Bureau  of  Buildings,  Brooklyi 

B.B.Bx . Bureau  of  Buildings,  Bron: 

B.B.M . Bureau  of  Buildings,  Manhattai 

B.B.Q . . . Bureau  of  Buildings,  Queen 

B.B.R . Bureau  of  Buildings,  Richmoni 

T.H . Tenement  House  Departmen 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  11,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1284-23-BZ.  : 

APPLICANT — Samuel  Rosenblum,  for  Rose  Morizic 
owner. 

PREMISES— 8226  18th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  an  alteration  and  ex 
tension  of  an  existing  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles. 

1301-23-BZ. 

APPLICANT — Sebastian  Ochs,  owner. 

PREMISES — 1634  Woodhaven  boulevard,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  three  (8)  motor  ve 
hides;  two  (2)  spaces  rented  to  persons  not  n 
siding  on  the  premises. 

1362-23-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Estate  of  Har 
mon  W.  Cropsey,  owner. 

PREMISES — 2065-2085  Cropsey  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  i 
a  residence  district  the  erection  and  maintenanc 
of  a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 

\ 

1533-23-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Jaace  Realty  Co.,  Inc 
owner. 

PREMISES — 87-101  Crown  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

94-24-BZ. 

APPLICANT — S.  L.  Malkind,  for  James  J.  Fox  Realt 
Co.,  owner. 

PREMISES — 20-22  Wyckoff  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration,  e> 
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tension  and  conversion  of  a  stable  and  factory 
building  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1379-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Franklin  A.  Hig¬ 
gins  and  John  H.  Perry,  owners. 

PREMISES — West  side  Coney  Island  avenue,  100  ft.  north 
of  Avenue  L,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1531-23-BZ. 

APPLICANT — John  J.  Dunnigan,  forr  Nellie  C.  Kirby, 
owner. 

PREMISES — 1125-1137  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

278-24-BZ. 

APPLICANT — Phillip  J.  Sinnott,  for  Otto  Volkenning, 
owner. 

PREMISES — 441-451  West  167th  street,  northwest  corner 
Edgecombe  avenue,  northeast  corner  Jumel  place, 
Manhattan. 

TO  PERMIT  partly  in  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  11,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1248-23- A — 1113-1127  Avenue  A,  Manhattan. 

1481-23-A — 36-48  Flatbush  avenue  Extension,  Brooklyn. 
1560-23- A — 203-205  West  40th  street,  Manhattan. 

85-24-A — 158-162  West  Jackson  avenue,  Corona,  Queens. 

87-24-A— 363-367  Borden  avenue,  L.  I.  City,  Queens. 
1524-23-A — 803-811  Avenue  P,  Brooklyn. 

1435-23- A — 431-443  Atlantic  avenue,  Brooklyn. 

1307-23-A — 38-44  West  40th  street,  Manhattan. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

1483-23-A— 424-426  East  62nd  street,  Manhattan. 

8-24-A — 186  East  64th  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  11,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  844-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Kearney,  applicant,  on  behalf  of  Henry 
M.  Armsheimer,  owner,  to  permit  in  a 
residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  mo¬ 
tor  .vehicles,  one  space  rented  to  per¬ 
sons  not  residing  on  the  premises  ;  prem¬ 
ises  2947  Bainbridge  avenue,  The 
Bronx. 

cal.  no.  1211-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  ot 
James  F.  Meehan,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  St.  Nicho¬ 


las  avenue,  101  ft.  south  of  West  145th 
street,  Manhattan. 

cal.  no.  1529-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  James 
Kearney,  consulting  engineer,  on  be¬ 
half  of  Alphonse  Freund,  Frederick  A. 
Freund,  Henry  J.  Freund  and  Alfred 
W.  Herzog,  owners,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  121-131  West  83rd  street, 
Manhattan. 

cal.  no.  1240-23-BZ — Application,  October  30,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Edna 

E.  Patterson  and  Everett  M.  Corner, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1471- 
1477  Jerome  avenue,  The  Bronx. 

cal.  no.  1359-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
President  Franklin  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles  ;  premises  southwest  cor¬ 
ner  of  President  street  and  Franklin 
avenue,  Brooklyn. 

cal.  ho.  1433-23-BZ — Application,  December  5,  1923,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Stefan 
Noskewicz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  in 
part  for  business  purposes;  premises 
northwest  corner  of  Vernon  avenue  and 
Maurice  avenue,  Long  Island  City, 
Queens. 

cal.  no.  939-23-BZ — Application,  July  24,  1923,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 

F.  Lamb,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1943-1961  Pacific  street, 
Brooklyn. 

cal.  no.  1453-23-BZ — Application,  December  8,  1923,  under 
the  building  zone  resolution,  of  Times 
Triangle  Investors,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  extending 
into  a  residence  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  business  purposes;  premises 
852-858  Cypress  avenue,  southeast  cor¬ 
ner  of  Cornelia  street,  Ridgewood, 
Queens. 

cal.  no.  1507-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Spencer  Aldrich,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1101-1113  Prospect 
avenue,  southeast  corner  of  11th  avenue, 
Brooklyn. 

cal.  no.  20-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  M. 
Lonergan,  applicant,  A.  A.  A.  Holding 
Co.,  owner,  Brooklyn  Yarn  Dye  Co., 
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Inc.,  lessee,  to  permit  partly  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  change  of  occu¬ 
pancy  from  a  storage  warehouse  to  a 
dyeing  plant;  premises  2217-2227  Nep¬ 
tune  avenue,  northeast  corner  of  West 
23rd  street,  Brooklyn. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

cal.  no.  1543-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  L.  Larkin,  applicant,  on  behalf 
of  Rexburg  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  of 
Webster  avenue,  772  ft.  north  of  169th 
street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  11,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1213-23-S — 231  Mercer  street,  Manhattan. 

29-24-S — 328-332  7th  avenue,  Manhattan. 

52-24-S — 32-34  West  39th  street,  Manhattan. 

03-24-S — 1007-1009  Buchman  avenue,  Ridgewood,  Queens. 
74-24- S— 76  McKibben  street,  rear,  Brooklyn. 

77-24-S — 311-315  7th  avenue,  Manhattan. 

835-22-S — 58  West  38th  street,  Manhattan. 

1497-23-S — 162  Boerum  street,  Brooklyn. 

1512- 23-S — 42  West  30th  street,  Manhattan. 

1513- 23-S — 103  West  27th  street,  Manhattan. 

1 522-23 -S— 279  5th  avenue,  Manhattan. 

1270-23-S — 361  7th  avenue,  Manhattan. 

1448-23-S— 137-139  Grand  street,  Manhattan. 

1004-23-S — 42  West  99th  street,  Manhattan. 

1159-23-S — 806  6th  avenue,  Manhattan. 

1461-23-S — ‘23  West  20th  street,  Manhattan. 

1477-23-S — 521  Broome  street  and  22  Watts  street,  Man¬ 
hattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1325- 23-S— 181  William  street,  Manhattan. 

1326- 23-S — 22  Spruce  street,  Manhattan. 

1396-22-S — 127-129  West  125th  street,  Manhattan. 

Appliance  Submitted  for  Apprival. 

68-24-SA — May  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  18,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1049-22-BZ. 

APPLICANT — Charles  Hlawatsch,  owner. 
PREMISES — 58  East  190th  street,  The  Bronx. 


= 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not  residing  on 
the  premises. 

1426-23-BZ. 

APPLICANT — Hugo  E.  Magnuson,  for  Wm.  Boylehart, 
owner. 

PREMISES— 2001-2013  Neck  road,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  selling  station. 

1436-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Fred  Freidin,  owner. 

PREMISES — Southeast  corner  of  Jerome  avenue  and  East 
205th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1518-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Service  Realty  Co., 
owner. 

PREMISES — Southwest  corner  of  Davidson  avenue  and 
East  181st  street,  The  Bronx. 

TO  PERMIT  in  a'  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

56-24-BZ. 

APPLICANT' — Philip  J.  Sinnott,  for  Duryea-Flatbush 
Stores  Co.,  Inc.,  owner. 

PREMISES — 119-147  East  22nd  street,  Brooklyn. 

TO  PERMIT  in  a!  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

76-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Efficient  Building 
Corp.,  owner. 

PREMISES — Northeast  corner  of  Jerome  avenue  and  Clif¬ 
ford  place,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

153-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Herman  H.  Lucke, 
owner. 

PREMISES — 902-922  60th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  .an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

163-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Keystone  Properties 
Corp.,  owner. 

PREMISES — 111-117  West  89th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  and  within  that  por¬ 
tion  of  the  street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit  and  entrance 
to  a  public  school,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

744-23-BZ. 

APPLICANT — Michael  Stein,  for  Morris  Schiff,  owner. 

PREMISES — 2839-2847  West  37th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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5U-23-BZ. 

APPLICANT — John  Ingwersen,  for  James  F.  Maloney, 
owner. 

PREMISES — 411  68th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  change  of  oc¬ 
cupancy  of  first  story  from  residence  to  a  business 
use. 

1337-22-BZ. 

APPLICANT — William  F.  Doyle,  for  A.  Margolin,  owner. 

PREMISES — 325-333  McDougal  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garages  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  18;  1924,  at  10  a.  w. 

Appeals  from  Administrative  Orders. 

1059-23-A — 49-61  Clymer  street,  Brooklyn. 

1136-23-A — 2164  Harlem  River  terrace,  The  Bronx. 
1183-23- A — 520-528  West  27th  street,  Manhattan. 
1406-23-A — 101  Fulton  street  and  153  William  street,  Man¬ 
hattan. 

1441-23-A— 27-29  Pine  street,  Manhattan. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — '1495  St.  Nicholas  avenue,  Manhattan. 

7-24-A — 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

.16-24-A — 1342  Park  avenue,  Manhattan. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

174-24-A — 1421  5th  avenue,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1405-23- A — 35  6th  avenue,  Manhattan. 

143- 24-A — West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24-A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  18,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  43-24-BZ — Application,  January  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  So¬ 
phia  B.  Arfman,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a 
residence  to  a  business  use;  premises  176 
Underhill  avenue,  northwest  corner  of 
Sterling  place,  Brooklyn. 

cal.  no.  1425-23-BZ — Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Harry 
A.  Yarish,  architect,  on  behalf  of 
James  Fennimore,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  546-550  East  New  York  ave¬ 
nue,  Brooklyn. 


cal.  no.  1460-23-BZ — Application,  December  10,  1923,  under 
the  budding  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 

cal.  no.  908-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes ;  premises 
308  East  173rd  street,  The  Bronx. 

cal.  no.  1165-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty- Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  1540-23-BZ — Application,  December  27,  1923,  under 
the  building  zone  resolution,  of 
Charles  P.  Cannella,  architect,  on  be¬ 
half,  of  Jacob  Baum,  owner,  to  permit 
the  extension  into  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes 
on  first  story;  premises  1249  Avenue 
U,  northwest  corner  of  East  13th 
street,  Brooklyn. 

cal.  no.  733-23-BZ— Application,  June  12,  1923,  under  the 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  3420  Olinville  avenue,  The 
Bronx. 

cal.  no.  1128-23-BZ — Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F. .Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363- 
371  Prospect  place,  Brooklyn. 

cal.  no.  1365-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent  of 
the  rear  yard  area;  premises  1210-1260 
Elder  avenue,  The  Bronx. 

cal.  no.  1366-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
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permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per 
cent  of  the  rear  yard  area;  premises 
1231-1265  Elder  avenue,  The  Bronx. 
cal.  no.  1367-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
B.  R.  Construction  Co.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent 
of  the  rear  yard  area;  premises  1211- 
1263  Boynton  avenue,  The  Bronx. 
cal.  no.  558-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Jenks 
&  Rogers,  applicants,  on  behalf  of 
Realty  Associates,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  to  be  used  as  a  mo¬ 
tor  vehicle  repair  shop ;  premises  62- 
100  Empire  boulevard,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

51-24-S — 240-248  West  40th  street,  Manhattan. 

60- 24- S — 262-268  West  38th  street,  Manhattan. 

70- 24-S — 242-244  West  38th  street,  Manhattan. 

71- 24-S — 226-228  West  37th  street,  Manhattan. 

106-24-S — 212-216  West  35th  street,  Manhattan. 

109-24-S — 171-173  6th  avenue,'  Manhattan. 

1209-23-S— 136  Boerum  street,  Brooklyn. 

1332-23-S — 719-721  6th  avenue,  Manhattan. 

61- 24-S — 26  East  55th  street,  Manhattan. 

86-24-S — 265  West  30th  street,  Manhattan. 

118-24-S — 625-627  East  15th  street,  Manhattan. 

125-24-S — 308  Hopkins  avenue,  Queens. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

1496-23-S — 568-574  Broadway,  Manhattan. 

1501-23-S — 12  West  19th  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

18-24-S — 14-16  East  38th  street,  Manhattan. 

33-24- S — 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

2483-17-S — 42-44  West  39th  street,  Manhattan. 

626-22-S — 106-108  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

14 1-24- S A — Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

26-24-A — 392-398  Myrtle  avenue,  Brooklyn. 

35-24- A— 321-337  6th  avenue  and  101-111  West  20th  street, 
Manhattan. ' 

65-24-A — 611-621  5th  avenue,  Manhattan. 


96-24-A — Southeast  corner  of  Exterior  street  and  230th 
street,  The  Bronx. 

10S-24-A — 13-15  College  place,  Brooklyn. 

1112-23-A — 61  Grand  street,  Manhattan. 

11 40-23- A — 161  Perry  street,  Manhattan. 

1162-23- A — 5-11  Cook  street,  rear,  and  9  Cook  street,  front, 
Brooklyn. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

378-23-A — 47-65  West  42nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

i  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  23-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wepbern 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  West  207th 
street,  100  ft.  west  of  9th  avenue,  Man¬ 
hattan. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  ol 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1420-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  Olof  B. 
Almgren,  applicant,  on  behalf  of  Carl 
Wilk,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
224-240  Clarkson  avenue,  Brooklyn. 
cal.  no.  152-24-BZ— Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

cal.  no.  1504-23-BZ — Application,  December  20,  1923,  under 
the  building  zone  resolution,  of  Henry 
Holder,  architect,  on  behalf  of  Gottlieb 
E.  Haussler,  •  owner,  to  permit  in  a 
business  district  the  alteration,  exten- 
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sion  and  conversion  of  occupancy  from 
a  factory  use  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  156-160  North  Elliot 
place,  Brooklyn. 

al.  no.  1561-23-BZ — Application,  December  31,  1923,  under 
the  building  zone  resolution,  of  Charles 
Schaefer,  Jr.,  architect,  on  behalf  of 
Samuel  Rubin,  owner,  to  permit  the 
extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  4421-4427  3rd  avenue, 
The  Bronx. 

al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

:al.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

:al.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1731  Barnes 
avenue,  The  Bronx. 

al.  no.  2-24-BZ— Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  Louis  All- 
mendinger,  architect,  on  behalf  of  John 
Stegeman,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1088-1092  Hancock  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  MarchJIS,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

468-23-A — 1449-1459  Broadway,  Brooklyn. 

40-24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
if  a  public  hearing  under  the  provisions  of  the  building 
:one  resolution,  Tuesday  afternoon,  March  25,  1924,  at  2 
>’dock,  in  Room  919,  Municipal  Building,  on  the  following 
natters : 

:al.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 


Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

CAL.  NO.  640-23-BZ— Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  1,  1924,  at  10  a.  nt. 

Appeals  from  Administrative  Orders. 

1455-23-A — 35  6th  avenue,  Manhattan. 

1541-23-A — 1439-1459  Ocean  avenue,  Brooklyn. 

1549-23-A — 703  Bedford  avenue,  Brooklyn. 

1562-23-A — 3601  14th  avenue,  Brooklyn. 

1466- 23-A — Southwest  corner  of  Woodside  avenue  and  Bar¬ 

nett  avenue,  Woodside,  L.  I.,  Queens. 

1467- 23-A — 521-531  West  57th  street  and  518-528  West 

58th  street,  Manhattan. 

78-24-A — 52-60  West  Jackson  avenue,  Corona,  Queens. 

150-24- A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

156-24-A — 385-389  Harman  street,  Brooklyn. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  1,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  604-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Joseph 
J.  Furman,  architect,  on  behalf  of 
Franklin  R.  Bruns,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2320-2322  Morris 
avenue,  The  Bronx. 

cal.  no.  64-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332r340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution ;  premises  332-340  East 
84th  street,  Manhattan. 
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cal.  no.  1272-23-BZ — Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  William 
C.  Cartwright,  applicant,  Louis  W. 
Campbell,  owner,  H.  Munson  Baer,  les¬ 
see,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  the  front  wall  of  a  build¬ 
ing;  premises  112  Hast  75th  street, 
Manhattan. 

cal.  no.  1388-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Seelig 
and  Finkelstein,  architects,  on  behalf 
of  Solomon  Goldstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  structures  to  be  used 
for  stone  and  monumental  works; 
premises  northwest  corner  of  Sutter 
avenue  and  Pitkin  avenue,  Brooklyn. 

cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C.  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the,  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

cal.  no.  104-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Estate  of  Charles  H.  Reed,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  642-650  St.  Claire 
place,  southeast  corner  of  Riverside 
Drive,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
99-24-S — 53  Walker  street,  Manhattan. 

130-24-S — 16  West  30th  street,  Manhattan. 

164-24-S— 340-342  East  27th  street,  Manhattan. 
167-24-S— 252-258  West  37th  street,  Manhattan. 

1 80-24- S — 59  East  9th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 


1408-23-A — 32-46  West  23rd  street,  Manhattan. 

154 1-23-A — 154  East  70th  street,  Manhattan. 

80-24-A — 603  West  27th  street,  Manhattan. 

83-24-A — 187  Lafayette  street,  Manhattan. 

97-24- A — 141  East  25th  street,  Manhattan. 

105-24-A — 361  Avenue  A,  Manhattan. 

107-24-A — 16-50  Wooster  street,  Manhattan. 

114- 24- A — 130  Osborn  street,  rear,  Brooklyn.  . 

115- 24-A — 130  Osborn  street,  rear,  Brooklyn. 

132-24-A — 61-65  19th  street,  Brooklyn. 

166-24-A — 232-234  East  111th  street,  Manhattan. 

179-24-A— 398-400  Concord  avenue,  The  Bronx. 

183-24-A — 321  Pearl  street,  Manhattan. 

277-24-A — 558-570  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  8,  1924,  at  10 
o'clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

■I 

cal.  no.  21-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  John  Me-  ' 
Guinness,  applicant,  on  behalf  of  the 
Ambassador  Hotel  Corp.,  owner,  to 
permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric 
sign;  premises  341-351  Park  avenue, 
Manhattan. 

cal.  no.  22-24-BZ— Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Third 
Avenue  Holding  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Webster 
avenue,  between  201st  street  and  Mo- 
solu  parkway,  south,  The  Bronx. 

cal.  no.  28-24-BZ — Application,  January  8,  1924,  under 
the  building  zone  resolution,  of  Thomas 
A.  Williams,  applicant,  on  behalf  of 
All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
an  existing  laundry  building;  premises 
46  West  98th  street,  Manhattan. 

cal.  no.  59-24-BZ — Application,  January  16,  1924,  under  the 
building  zone  resolution,  of  Joseph  Lus- 
tig,  applicant  and  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house;  premises 
176  Wilson  avenue,  Brooklyn. 


334 


William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  FEBRUARY  29,  1924. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1464-23-A. 

APPELLANT — Ashmead  E.  Scott,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 52-54  East  78th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  A.  H.  Baskin. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924,  at 
10  a.  m.,  on  written  request. 


1405-23-A. 

APPELLANT — Trifari  &  Krussman,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 35  6th  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924,  at 
10  a.  m.,  on  written  request  of  appellant. 


861-23-A. 

APPELLANT — Regum  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  written  request  of  appellant’s  rep¬ 
resentative. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2715  Webster  avenue,  The 

Bronx. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  written  request  of  appellant’s  rep¬ 
resentative. 


147-21-A. 

APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


378-23-A. 

APPELLANT — Edward  P.  Doyle,  for  Apex  Leasing  Co., 
Inc.,  lessee. 

SUBJECT— Application  for  reopening — appeal  from  order 
of  fire  commissioner.  x 

PREMISES  AFFECTED — 47-65  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  on  March  25,  1924,  at  10  a.  m. 


THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


1534-23-A. 

APPELLANT— Edward  P.  Doyle,  for  P.  M.  Clear  &  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2  1st  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


1 535-23- A 

APPELLANT — Edward  P.  Doyle,  for  Pierre  M.  Clear, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3-5  1st  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1535-23-A) 


Whereas,  Edward  P.  Doyle,  for  Pierre  M.  Clear,  owner, 
filed,  December  27,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  3-5  1st  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  17,  1923,  reads : 

“No.  47817-F : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  *  *  *,  etc.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  36  ft.  by  53  ft.  in  area  at  1st  story  and  36  ft.  by 
40  ft.  in  area  above;  OCCUPIED  for  the  storage  of  rags 
and  clippings,  8  persons ;  and 

Whereas,  there  are  seven  windows  in  each  story  above 
the  1st  story  within  30  ft.  of  openings  in,  and  50  ft.  above 
the  roofs  of  adjacent  buildings;  and 

Whereas,  appellant  contends  the  openings  in  the  building 
to  the  south  are  protected  with  fireproof  windows  and  there 
are  iron  shutters  protecting  the  openings  in  the  2nd  story 
extension  of  the  building  to  the  west  and  that  there  are 
shutters  protecting  the  openings  on  the  4th  and  5th  stories, 
rear,  of  building  in  question. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ZONE  CASES. 

1005-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
of  buildings)  to  permit  in  a  business  district  the 
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erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 505-507  Evergreen  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


1297-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Joseph  Lagana, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  an  unrestricted  district 
running  into  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 44  Convent  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition.  Murray  Friedman,  James  S.  Fried¬ 
man. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


921-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Louis  Weymuth, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  pleasure  motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


724-23-BZ. 

APPLICANT — James  J.  Walker,  for  Florence  J.  Woolf, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permiT  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2-14  West  172nd  street,  south¬ 
west  corner  of  Jerome  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  George  F.  Walker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo, 
owner.  m 

SLTBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  business  district 
and  partly  in  residence  distrjet  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 3200  Villa  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Nathan  Langer  and  Lewis  Adler. 
For  Opposition :  A1  Pissnen. 

ACTION  OF  BOARD — Laid  over  to  March  4,  1924,  at  10 
a.  m..  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  'Messrs.  Beatty,  Boulton,  Kerby  and 


Holland  . „„  . .  4 

Negative:  Chairman  Walsh  and  Mr.  Connell  ...  2 

Ab  ent:  Fire  Chief  Kenlon  .  1 


1128-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  an  unrestricted  district 
extending  into  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  mors 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 363-371  Prospect  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  A.  J.  Halprin,  Benjamin  F.  Dooly, 
Isidor  Siegel  and  Pincus  Glickman. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted;  laid  over  to  March  18,  1924,  at  10  a.  m., 
on  request  of  applicant. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  r> 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


1111-23-BZ. 

APPLICANT — Eidlitz  &  Hulse,  for  the  New  York  Tele¬ 
phone  Company,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  two  times  height  dis¬ 
trict  the  erection  of  the  street  walls  of  a  building 
without  a  set-back,,  to  a  height  in  excess  of  that  1 
set  by  the  building  zone  resolution. 

PREMISES  AFFECTED— 139-147  West  street,  90-110 
Barclay  street,  208-222  Washington  street  and  86- 
108  Vesey  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Cornelius  J.  Sullivan,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1111-23-BZ) 

Whereas,  Eidlitz  &  Hulse,  attorneys  for  the  New  York 
Telephone  Company,  owner,  filed,  September  24,  1923,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  two  times  height  district  the  erection  of  the  street  wall 
of  a  proposed  building  to  a  height  in  excess  of  the  height  , 
limit  imposed  by  the  building  zone  resolution;  premises  139- 
147  West  street,  90-110  Barclay  street,  208-222  Washington  , 
street  and  86-108  Vesey  street;  and 
Whereas,  a  public  hearing  was  held  on  this  application  . 
by  the  board  of  appeals  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  height  district  maps  accompanying  the 
building  zone  resolution  show  that  the  premises  are  located 
in  a  two  times  height  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  5,  1923,  in  acting  on  New  Build¬ 
ing  application  ,  reads : 

“6.  Set  backs  should  be  made  in  accordance  with 
Building  Zone  Resolution,  Section  9e,  9b.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  29  stories  in  height,  with  a  frontage  of  212  ft. 
lOj/2  in.  and  a  depth  of  258  ft.  11)4  in.,  irregular;  it  is  pro¬ 
posed  to  erect  the  street  wall  in  conformity  with  plans  filed 
so  as  to  provide  a  more  uniform  architectural  treatment,  the 
building  to  be  occupied  as  a  telephone  exchange  and  offices; 
and 
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Whereas,  applicant  contends  that  as  the  building  covers 
an  entire  block,  bounded  by  streets  of  varying  width,  there 
would  be  hardship  in  preventing  him  from  carrying  out  the 
plans  proposed,  and  that  public  health  and  safety  are  better 
secured  by  the  proposed  plan,  including  the  proposed  arcade; 
and 

Whereas,  the  board  deemed  that  the  proposed  adaptation 
of  the  building  is  in  substantial  compliance  with  the  spirit 
of  the  building  zone  resolution. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
zvriation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  variations 
of  set-back  requirements  shall  be  carried  out  as  indicated 
in  the  photographic  model  submitted  herewith  and  in  ac¬ 
cordance  with  the  block  diagram  as  to  bulk  and  volume ; 
that  the  plot  shall  not  be  occupied  in  ground  area  in  ex¬ 
cess  of  that  stipulated  in  the  affidavit  filed  by  applicant  in 
this  case;  and  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  nine  months 
and  the  work  continuously  prosecuted  to  completion. 

Resolved,  further,  that  the  architect  shall  make  a  return 
to  this  board  of  the  plans  and  elevation  submitted  to  the 
bureau  of  buildings,  for  certification,  before  approval  by 
the  superintendent  of  buildings. 


1156-23-BZ. 

APPLICANT — Joseph  L.  Burke  Corp.,  for  Falkenau  & 
Hamerschlag,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2334-2342  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition  :•  Peter  J.  McCoy. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Beatty,  Kerby  and  Holland  3 
Negative:  Chairman  Walsh,  Messrs.  Boulton 


and  Connell  .  3 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1156-23-BZ) 


Whereas,  Joseph  L.  Burke  Corp.,  for  Falkenau  &  Hamer¬ 
schlag,  Inc.,  owner,  filed,  October  8,  1923,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  2334-2342 
Jerome  avenue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  Board  of  Standards  and  Appeals,  at  its  special  meet¬ 
ing  February  29,  1924,  after  due  notice  by  publication  in  the 
Bulletin  of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue,  183rd  street  and 
184th  street  are  in  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  3,  1923,  in  acting  on  N.  B.  App.  No. 
2363-23,  reads : 

“1.  Erection  of  public  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  125 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superinendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1100-23-BZ. 

APPLICANT — J.  Edmund  Byrne,  for  General  Baking  Co., 
owner. 

SUB  J  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  residence  district  erection 
and  maintenance  of  an  extension  to  an  existing 
bakery  building,  and  to  be  used  in  part  as  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 3240-3256  Bronx  boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Ellwood  M.  Rabenold. 

For  Opposition:  Cornelius  Huth  and  Dennis  Quinn. 
ACTION1  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative:  Mr.  Kerby  .  i 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(1100-23-BZ) 


Whereas,  J.  Edmund  Byrne,  for  General  Baking  Co., 
owner,  filed,  September  19,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  extension  to  an  existing 
bakery,  part,  of  which  extension  is  to  be  used  as  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehicles;  prem¬ 
ises  3240-3256  Bronx  boulevard,  Borough  of  The  Bronx ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bronx  boulevard  and  Rosewood 
street  are  in  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  8,  1923,  in  acting  on  Alt.  App.  No. 
431-23,  reads: 

“1.  Garage  unlawful,  contrary  to  Zone  Resolution”; 

and 

Whereas,  the  existing  building  is  to  be  of  non-fireproof 
construction,  two  stories  and  basement  in  height, .  with  a 
frontage  of  194.16  ft.  and  a  depth  of  97.9  ft. ;  it  is  proposed 
to  erect  a  two-story  non-fireproof  extension  115  ft.  by  145 
ft.  2  inches  in  area ;  to  be  occupied :  1st  story,  garage  for 
more  than  five  motor  vehicles  and  wagon  storage ;  2nd  story, 
bakery  and  flour  storage. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  proposed  addition 
to  existing  building  shall  be  erected  fireproof,  not  to  exceed 
one  story  in  height  above  grade  on  Barker  avenue;  that 
the  garage  use  and  occupancy  shall  be  restricted  to  base¬ 
ment  or  lower  story ;  that  there  shall  be  no  opeinngs  of  any 
kind  on  Barker  avenue  other  than  windows,  the  sills  Qf  which 
shall  not  be  less  than  five  feet  above  grade;  that  there  shall 
be  no  vehicular  entrance  on  Rosewood  street;  all  windows 
shall  be  equipped  with  fixed  sash,  glazed  with  translucent 
glass,  with  not  more  than  one  (1)  ventilator  to  each  open¬ 
ing;  that  the  front  walls  on  Barker,  avenue  and  Rosewood 
street  shall  be  finished  in  front  brick  and  architectural  terra 
cotta  or  stone  trimmings  ;  that  there  shall  be  no  flour  stor¬ 
age  allowed  or  maintained  in  this  proposed  extension,  plans 
for  which  are  on  file  in  this  case; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action, 
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84-23-BZ. 

APPLICANT — Thomas  C.  Sheridan,  for  Samuel  Block, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  business  dis¬ 
trict  alteration  of  existing  buildings  and  change  of 
occupancy  from  manufacturing  of  motion  picture 
films  to  garage  for  more  than  five  (5)  motor  ve¬ 
hicles). 

PREMISES  AFFECTED— 69-71  West  90th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Thomas  C.  Sheridan,  Walter  Kolin. 
For  Opposition:  Anette  Carroll,  Julius  Cohen,  Mor¬ 


ris  Meyers,  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Holland  and  Kerby  .  4 

Negative:  Messrs.  Boulton,  Connell  and  Fire 

Chief  Kenlon  .  3 

Absent  .  0 


THE  RESOLUTION: 

(84-23-BZ) 

Whereas,  William  F.  Doyle,  for  Samuel  Block,  owner, 
filed,  January  22,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  an  alteration 
of  an  existing  building  and  the  change  of  occupancy  from 
manufacturing  of  motion  picture  films  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
69-71  West  90th  street,  Manhattan ;  and 

Whereas,  this  application  was  denied  by  the  board  at  its 
meeting,  June  5,  1923,  and  the  owner  through  his  attorney, 
Hartman,  Sheridan  and  Tekulsky,  requested  a  reopening  and 
a  rehearing  of  the  case,  which  request  was  granted  by  vote 
of  the  board ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  90th  street  and  91st  street 
are  residence  districts  and  Columbus  avenue  is  a  business 
district ;  and  that  the  premises  in  question  are  located  wholly 
in  the  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  31,  1923,  reads : 

"1.  Public  garage  for  more  than  five  cars  is  unlaw¬ 
ful  in  a  business  district.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  33  ft.  4  in.  by  100  ft.  8  in.  in  area;  formerly  occu¬ 
pied  as  a  laboratory  for  the  manufacture  of  motion  picture 
films,  at  present  vacant:  it  is  proposed  to  occupy  the  prem¬ 
ises  as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  in 
the  residence  district. 

Resolved,  that  the  decision  of  the  superinendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1372-23-BZ. 

APPLICANT — Harry  A.  Yarish,  for  Alexander  Fox, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5")  motor  vehicl00 


PREMISES  AFFECTED — 300-310  Winthrop  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Harry  A.  Yarish. 

For  Opposition :  Harry  Molter,  Mary  Carter, 
Sophie  C.  Panzer,  Samuel  Malter,  Leon  Zim¬ 


merman  and  Patrick  G.  McGarry. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  . o 


THE  RESOLUTION: 

(1372-23-BZ) 

Whereas,  Harry  A.  Yarish,  for  Alexander  Fox,  owner, 
filed,  November  24,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  300-310  Winthrop 
street,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Nostrand  avenue  is  in  a  busi¬ 
ness  district  and  Winthrop  street  east  of  Nostrand  ave-, 
nue  is  in  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  16,  1923,  in  acting  on  N.  B.  App. 
No.  21306-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Section  4.  A  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district.  Busi¬ 
ness  district  as  per  rule  C.  Rule  C  shall  control  re¬ 
gardless  of  any  designation  within  the  intersecting 
streets.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  92J4  ft.  and  a  depth  of  102J^j  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  applicant  failed  to  substantiate  his  application  under 
the  provisions  of  section  20. 

Resolved,  that  the  decision  of  the  superinendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1494-23-BZ. 

APPLICANT — McKown  &  Condon,  for  Broadway-94th 
Street  Realty  Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 214-218  West  95th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Lawrence  R.  Condon. 

For  Opposition:  Frederich  C.  Hunter,  Christopher 
A.  Connell,  Cornelius  Mitchell,  Vasa  K 


Bracher  and  Winter  D.  Garrett. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Beatty  and  Kerby  .  2 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 
Absent  .  0 
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THE  RESOLUTION: 

(1494-23-BZ) 

Whereas,  McKown  &  Condon,  for  Broadway-94th 
Street  Realty  Co.,  owner,  filed,  December  18,  1923,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  214-18  West  95th  street,  Borough  of  Man¬ 
hattan;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  West  95th  street,  Broadway 
and  Amsterdam  avenue  are  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  2,  1923,  in  acting  on  N.  B.  App. 
No.  539-1923,  reads : 

“1.  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  Section  4,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  four  stories  in  height,  with  a  frontage  of 
62  ft.  V/2  in.  and  a  depth  of  90  ft.  10^  .in.,  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  a  similar  application  under  Cal.  No.  47-17  was  denied 
by  the  board. 

Resolved,  that  the  decision  of  the  superinendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1133-23-BZ. 

APPLICANT — Philip  Bardes,  for  Hyman  Hermele  and 
Samuel  Heft,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
alteration  and  extension  in  height  of  a  one-story 
existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 1005-1007  Intervale  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle  and  Hyman  Her¬ 
mele. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Kerby  and  Holland  .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton  and  Connell  .  4 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(1133-23-BZ) 

Whereas,  Edward  P.  Doyle,  substituted  for  Philip 
Bardes,  for  Hyman  Hermele,  owner,  filed,  September  28, 
1923,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  alteration  and  exten¬ 
sion  in  height  of  an  existing  two-story  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  1005- 
1007  Intervale  avenue,  Borough  of  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  special  meeting  February 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Intervale  avenue,  East  165th 
street  and  Westchester  avenue  are  in  business  districts; 
and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  24,  1923,  in  acting  on  Alt.  App. 
No.  451-23,  reads: 

“Proposed  extension  in  height  of  public  garage, 
for  storage  of  more  than  five  motor  vehicles  in  busi¬ 
ness  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  fireproof  con 
struction,  two  stories  in  height,  with  a  frontage  of  50 
ft.  and  a  depth  of  84  ft.  4  in.  and  100  ft.,  irregular ;  it  is 
proposed  to  increase  the  height  of  the  buildings  one  addi¬ 
tional  story,  the  entire  structure  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superinendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


744-23-BZ. 

APPLICANT — Michael  Stein,  for  Morris  Schiff,  owner. 

SUBJECT — Application  for  reopening  (re  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2839-2847  West  37th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Michael  Stein. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  restored  to  calendar 
and  set  for  call  calendar  March  18,  1924,  at  2 
p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


352-23-BZ.  ; 

APPLICANT — Charles  D.  Cords,  for  Frankington  Realty 
Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles; 
also  a  stable  for  the  accommodation  of  more  than 
five  (5)  horses. 

PREMISES  AFFECTED — 181-499  Flatbush  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Samuel  Miller. 

For  Opposition :  None. 

ACTION  OF  BOARD1 — Granted  60  day  extension  of 
time,  as  per  written  request. 

THE  VOTE  TO  EXTEND  TIME— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(352-23-BZ) 

Whereas,  Charles  D.  Cords,  for  Frankington  Realty  Co., 
owner,  filed,  March  22,  1923,  an  application,  under  ’  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
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of  more  than  five  (5)  motor  vehicles;  also  a  stable  for 
the  accommodation  of  more  than  five  (5)  horses;  prem¬ 
ises  481-499  Flatbush  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  May  29, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatbush  avenue,  Washington 
avenue  and  Empire  boulevard  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  3,  1923,  in  acting  on  N.  B.  App.  No 
3644-1923,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  garage  for  more  than  five 
motor  cars  and  a  stable  for  more  than  five  horses  in  a 
business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  212  ft.  iVi  in.  and  a  depth  of  254  ft.  4  in.  and  163  ft. 
2  in. ;  a  portion  of  the  structure  to  be  occupied  as  stable 
and  a  portion  as  a  garage,  the  remainder  to  be  occupied  as 
a  bakery;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for,  more  than 
five  horses ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  May  29,  1923,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  conditions 
imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 


be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained 
within  60  days  and  the  building  completed  within  60 
days  from  the  date  of  this  action;  that  the  structure 
be  erected,  as  to  elevations,  substantially  in  accordance 
with  the  design  on  file  in  this  application,  as  to  ma¬ 
terial  of  face  brick,  architectural  terra  cotta  or  stone 
trimmings ;  that  the  garage  and  stable  use  be  restricted 
to  the  conduct  of  the  business  maintained  and  operated 
on  these  premises ;  and  that  the  portion  of  the  building  de¬ 
voted  to  garage  and  stable  use  be  made  fireproof,  separated 
from  the  rest  of  the  structure  by  unpierced  fireproof  walls. 


1148-22-BZ. 

APPLICANT — Lewis  Spencer  Morris,  owner. 

SUBJECT— Application  to  permit  in  a  business  district 
the  erection  of  a  garage  and  service  station  for 
more  than  five  (5)  cars. 

PREMISES  AFFECTED— West  side  Walton  avenue,  east 
side  Gerard  avenue,  80  ft.  south  of  149th  street, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — ‘Chairman  read  correspondence  and 
transcript  of  minutes.  Resolution  corrected  in  con¬ 
formity  with  transcript  of  minutes,  see  page  (?). 

THE  VOTE  FOR  CORRECTION  OF  RESOLUTION— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  • 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


Adjourned,  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  4,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  February  26,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  10,  Vob  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1490-23- A. 

APPELLANT— Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 406  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Louis  C.  Haggerty. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1468-23-A. 

APPELLANT — C.  Ludwig  Baumann  &  Company,  lessee. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 1449  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edward  T.  Ryan. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  request. 


1000-23-A. 

APPELLANT— Morris  U.  Ely  and  Jos.  Diehl  Fackenthal, 
receivers  for  the  Central  Metal  Products  Corp., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 2nd  avenue  and  9th  street,  Col¬ 
lege  Point,  Queens. 

APPEARANCES— 

For  Appellant:  H.  S.  Gidding. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative 
(for  final  disposition). 

— 

40-24-A. 

APPELLANT — S.  A.  Swenson,  for  Julius  Grossman,  Inc., 
owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 362-380  De  Kalb  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  S.  A.  Swenson. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  request  of  appellant,  to  submit  corrected 
plans. 

1483-23-A. 

APPELLANT — Louis  A.  Sheinart,  for  Lippman  Schnur- 
macher,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
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c: 


PREMISES  AFFECTED— 424-426  East  62nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  A.  Sheinart. 

P'or  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Holland  and  Eire  Chief  Kenlon .  4 

Negative :  Messrs.  Beatty  and  Connell  .  2 

Absent :  Mr.  Kerby  .  1 


8-24-A. 

APPELLANT— William  F.  Doyle,  for  Dr.  George 
Draper. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 186  East  64th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  11,  1924,  at 


10  a.  m.,  for  full  vote  of  board. 

OTE  TO  GRANT  ON  CONDITION— 
Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell  and  Holland  .  4 

Negative :  Messrs.  Beatty  and  Fire  Chief  Ken¬ 
lon  .  2 

Absent :  Mr.  Kerby  .  1 


1024-23-A. 

APPELLANT — Murray  Klein,  for  Empty  Package  Sup¬ 
ply  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  Boerum  and 
White  streets,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Murray  Klein. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Boulton  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Connell  and  Holland  .  4 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1024-23-A) 

Whereas,  Murray  Klein,  for  Empty  Package  Supply 
Co.,  lessee,  filed,  August  21,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  northeast  corner  Boerum  and  White  streets, 
Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  81856- 
LC,  dated  August  1,  1923,  reads : 

“You  are  ordered  to  reduce  the  quantity  of  Pack¬ 
ing  cases,  etc.,  stored  so  as  to  occupy  no  more  than 
2000  cu.  ft.” ; 
and 

Whereas,  the  building  is  frame  construction,  one  story 
in  height,  77  ft.  2  in.  by  98  ft.  in  area ;  OCCUPIED  for 
the  storage  of  empty  wooden  crates,  boxes,  baskets,  etc.; 

and 

Whereas,  appellant  requests  permission  to  use  premises 
until  expiration  of  lease  for  same,  May  1,  1924. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 

denied. 


1158-23-A. 

APPELLANT — Samuel  Rosenblum,  for  H.  W.  Howard, 
Jr.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AbFECTED — 537-547  West  53rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  o 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1158-23-A) 

Whereas,  Samuel  Rosenblum,  for  H.  W.  Howard,  Jr., 
lessee,  filed,  October  9,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  537-47  West  53rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  31,  1923,  reads: 

“1.  Provide  iron  or  kalamein  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  north  and  west  sides 
of  building  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  150  ft.  by  51  ft.  2  in.  in  area.  OCCUPIED: 
1st  story,  laundry  and  woodworking;  2nd  story,  laundry, 
7  persons;  3rd  story,  wood  turning,  8  persons;  4th  story, 
wood  stair  mfr.,  12  persons;  5th  story,  furniture  mfr.,  12 
persons ;  and 

Whereas,  there  are  three  windows  on  the  west  side  and 
about  seven  windows  on  the  north  side  of  the  building 
on  each  story  above  the  1st  story  within  50  ft.  of  sheds 
to  the  north  and  a  one-story  blacksmith  shop  to  the  west ; 
and 

Whereas,  appellant  contends  that  similar  orders  were 
issued  and  rescinded  by  the  fire  department  on  May  7, 
1920,  and  also  in  1916  and  in  1910;  and 

Whereas,  the  board  deemed  that  the  action  of  the  fire 
department  of  April  16,  1920,  should  be  approved. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  exterior  windows  on  course 
of  all  stairhalls  shall  be  made  fireproof  and  self-closing. 


1281-23-A. 

APPELLANT — Murray  Klein,  for  Art  Umbrella  Handle 
Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 149-151  Baxter  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Murray  Klein. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 
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THE  RESOLUTION : 

(1281-23-A) 

Whereas,  Murray  Klein,  for  Art  Umbrella  Handle  Co., 
Inc.,  lessee,  filed,  November  8,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  149-51  Baxter  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
October  23,  1923,  reads : 

“Order  No.  20616-LC: 

“1.  Remove  all  nitro-cellulose  products  from  prem¬ 
ises.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  49  ft.  10  in.  by  100  ft.  6  in.  in  area;  equipped 
with  sprinkler  and  fire  alarm  signals.  OCCUPIED  as 
follows:  1st  story,  manufacture  of  mantels,  6  persons; 
2nd  story,  manufacture  of  jewelry  boxes,  10  persons;  3rd 
story,  woodworking,  6  persons;  4th  story,  metal  spinners, 
5  persons;  5th  story,  occupied  by  appellant  for  the  manu¬ 
facture  of  umbrella  handles,  -6  persons ;  and 

Whereas,  appellant  proposes  to  store  49  pounds  of  cel¬ 
luloid  in  a  metal  cabinet,  conforming  with  all  fire  depart¬ 
ment  regulations ;  and 

Whereas,  the  board  deemed,  in  view  of  occupancy  under 
permit  for  four  years  and  fact  that  he  is  located  on  top 
floor,  with  adequate  means  of  egress,  that  the  appeal  should 
be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid  used 
incidental  to  the  operation  and  conduct  of-  business  be  con¬ 
fined  to  the  top  floor  and  shall  not  exceed  40  pounds,  main¬ 
tained  in  an  approved  metal  cabinet,  and  that  there  shall 
be  no  open  flame  on  this  floor. 


1413-23-A. 

APPELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Columbia  Storage  Warehouses, 
lessee. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 149-155  Columbus  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwitz. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  l 

THE  RESOLUTION: 


(1413-23-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Columbia  Storage  Warehouses,  lessee,  filed,  De¬ 
cember  3,  1923,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  149- 
155  Columbus  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  November  12,  1923,  in  acting  on  Alteration  Applica¬ 
tion  No.  1296-23,  reads : 

“1.  A  3500  gallon  gravity  tank  located  20  ft.  above 
the  roof  must  be  provided  as  per  Rule  No.  12. 

“3.  Two  inch  overflow  and  2  inch  feed  line  must 
be  provided,  Rule  No.  12. 

“4.  High  and  low  alarm  must  be  provided,  Rule 
No.  40-42. 

“5.  Gravity  tank  must  be  heated  as  per  Rule  No. 
15. 


“6.  Risers  not  within  a  stair  enclosure  must  be  pro¬ 
tected  against  fire  damage  by  2  in.  terra  cotta  or  1 
in.  asbestos  covering  or  expanded  metal  lath  and  in- 
P.  C.  plaster. 

“7.  Standpipe  tank  must  be  fed  by  a  pump  capable 
of  delivering  65  gallons  per  minute  at  tank. 

“8.  Equipment  and  devices  must  conform  to  Stand¬ 
pipe  Rules  and  Regulations  of  the  Fire  Department.”; 

and 

Whereas,  the  premises  consist  of  two  fireproof  build¬ 
ings,  separated  by  a  fore  and  aft  wall  with  openings  there¬ 
in  protected  by  fireproof  doors ;  the  northerly  portion  be¬ 
ing  nine  stories  in  height,  50  ft.  by  100  ft.  in  area,  and 
the  southerly  portion  being  eight  stories  in  height,  50 
ft.  by  97  ft.  in  area;  the  total  area  being  9,850  sq.  ft.; 
and 

Whereas,  the  proposed  standpipe  installation  has  an 
existing  water  supply  consisting  of  a  3,000  gallon  tank 
located  about  4  ft.  above  the  roof,  fed  by  a  1%  in.  feed 
line,  equipped  with  %  in.  overflow ;  this  tank  is  cross 
connected  to  a  1,130  gallon  tank  on  the  roof  of  the  south¬ 
erly  section;  this  tank  is  about  4  ft.  above  the  roof  and 
equipped  with  a  in-  overflow;  and 

Whereas,  appellant  contends  that  the  floors  are  sub¬ 
divided  into  small  rooms  with  terra  cotta  block  walls  with 
metal  covered  doors  at  openings  and  the  building  is  equipped 
with  fire  bucket  tanks  and  fire  extinguishers. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  four-inch  standpipe  line  be 
installed  in  each  section  of  building,  provided  with  100 
feet  of  hose  at  each  outlet,  so  located  as  to  protect  all 
areas  of  floor. 


1445-23-A. 

APPELLANT— Solidhed  Tack  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 37-39  Murray  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Minnie  Lord. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  5 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1445-23-A) 

Whereas,  Solidhed  Tack  Co.,  lessee,  filed,  December  7, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  37  and  39 
Murray  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
November  17,  1923,  reads: 

“1.  Remove  all  nitro-cellulose  products  from  prem¬ 
ises.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  50  ft.  by  65  ft.  in  area.  OCCUPIED:  1st,  2nd 
and  3rd  stories,  salesrooms,  16  persons ;  4th  story,  occu¬ 
pied  by  appellant  for  the  mfg.  of  thumb  tacks,  9  persons; 
5th  story,  stock  room  for  glassware,  1  person;  and 
Whereas,  appellant  contends  that  he  has  occupied  the 
premises  for  six  years;  no  heat  is  used  in  the  handling 
of  the  celluloid ;  that  only  25  pounds  are  on  hand  at  any 
time  and  it  is  kept  in  a  double  metal  cabinet,  the  scraps 
collected  and  placed  in  water,  and  that  water  and  sand 
buckets  are  available. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than'  25  pounds  of 
celluloid  shall  be  maintained  on  premises  at  any  one  time, 
stored  in  a  double  metal  cabinet ;  that  there  shall  be  no 
open  flame  on  this  floor,  used  in  the  conduct  of  the  work; 
and  granted  only  so  long  as  conditions  as  to  occupancy 
and  use  throughout  premises  otherwise  remain  unchanged. 


1527-23- A. 

APPELLANT— Cornell  Utilities  Co.,  for  Daughters  of 
Wisdom,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1219  103rd  street,  Ozone  Park, 
Queens. 

APPEARANCES— 

For  Appellant :  William  Porter. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  Ob'  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1527-23-A) 

Whereas,  Cornell  Utilities  Co.,  for  Daughters  of  Wis¬ 
dom,  owner,  filed,  December  26,  1923,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  1219  103rd  street,  Borough  of 
Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
App.  No.  131-23,  dated  August  24,  1923,  reads : 

“1.  The  use  of  Grade  B  Fuel  Oil  is  not  permitted 
in  this  type  of  occupancy,  under  the  rules  of  the 
Board  of  Standards  &  Appeals. 

“2.  Pumps  are  not  of  a  type  approved  by  the  Board 
of  Standards  &  Appeals. 

“3.  Burners  are  not  of  a  type  approved  by  the 
Board  of  Standards  &  Appeals. 

“4.  Location  of  tank  and  construction  of  enclo¬ 
sure  have  not  been  approved  by  the  Superintendent 
of  Buildings,  Brooklyn.” ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  125  ft.  by  150  ft.  in  area;  OCCUPIED  as  a  school; 
equipped  with  a  Nokol  Fuel  Oil  Burning  Installation 
consisting  of  two  (2)  Nokol  Oil  Burners,  two  500-gallon 
storage  tanks  and  one  55-gallon  auxiliary  tank;  the  por¬ 
tion  of  the  building  containing  the  oil  burning  installa¬ 
tion  being  separated  from  the  remainder  of  the  structure 
by  a  fireproof  partition  and  ceiling;  and 

Whereas,  appellant  requests  the  approval  of  this  instal¬ 
lation  and  contends  that  the  installation  is  made  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals,  except  that  the  burner  is  not  an  approved  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
to  Items  1,  2  and  3,  be  and  it  hereby  is  modified,  and  the 
appeal  as  to  these  items  be  and  it  hereby  is  granted  on 
condition  that  the  oil  burning  installation  shall  be  main¬ 
tained  within  fireproof  enclosure;  that  the  installation 
shall  comply  with  fuel  oil  rules  in  all  other  respects,  and 
that  the  operation  of  fuel  oil  equipment  shall  be  under  the 
supervision  of  a  qualified  operator ;  that  the  decision  of 
the  fire  commissioner  as  to  Item  4  be  and  it  hereby  is 
affirmed,  and  the  appeal  on  this  item  be  and  it  hereby  is 
disjuisscd. 


1555-23-A. 

APPELLANT — Charles  B.  Meyers,  for  Fort  Washington 
Automobile  Club,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 4360-4376  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Charles  B.  Meyers  and  John 
Marsa. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1555-23-A) 

Whereas,  Charles  B.  Meyers,  for  Fort  Washington  Auto¬ 
mobile  Club,  Inc.,  owner,  filed,  December  28,  1923,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  4360-76  Broadway, 
Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  14,  1923,  reads : 

“1.  Building  is  over  20,000  square  feet  in  area 
and  *a  4  in.  street  connection  is  not  permissible  as 
per  Rules  and  Regulations  of  the  Board  of  Stand¬ 
ards  and  Appeals.  A  3500  gallon  tank  on  roof  *  * 

and 

Whereas,  the  building  is  fireproof,  two  stories  (33  ft.) 
in  height,  229  ft.  3)4  in.  by  176  ft.  5  in.  (37,700  sq.  ft.)  in 
area;  OCCUPIED  as  a  public  garage  and  show  rooms;  and 

Whereas,  appellant  proposes  to  install  two  4  in.  street 
connections,  one  connecting  with  water  main  in  Broadway 
and  the  other  to  the  water  main  in  West  187th  street  and 
wishes  to  be  relieved  of  providing  tank  above  roof ;  and 
contends  that  the  4  in.  water  mains  within  the  building 
are  cross  connected  and  that  the  city  mains  in  Broadway 
and  West  187th  street  are  fed  two  ways  and  the  pressure 
exceeds  45  pounds  per  square  inch— data  on  pressure  filed 
with  plans  and  application  in  bureau  of  fire  prevention. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  (for  omission 
of  tank)  be  and  it  hereby  is  granted  on  condition  that 
standpipe  system  be  installed,  supplied  independently  from 
two  street  mains  with  four-inch  taps. 


1161-23-A. 

APPELLANT — I.  Paley  &  Sons,  lessees. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 400  East  198th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  George  Williamson  and  I.  Paley. 
For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  . .  6 

Negative  . . .  0 

Absent :  Mr.  Kerby  . . . .- . . .  1 

THE  RESOLUTION: 


(1161-23-A) 

Whereas,  I.  Paley  &  Sons,  lessee,  filed,  October  9,  1923, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  400  East  198th 
street,  Borough  of  The  §ronx;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  19962- 
LC,  dated  September  21,  1923,  reads : 

“1.  Discontinue  the  storage  or  sale  of  benzine  or 
other  volatile  inflammable  oil  not  authorized  by  the 
Code  of  Ordinances. 

Protect  both  doors  at  entrance  to  stairway 
with  fire  retarding  material  and  equip  same  with 
springs  or  other  mechanical  device  so  as  to  make 
doors  self-closing.”; 

and  .  .... 

Whereas,  the  building  is  frame,  three  stones  in  height, 
35  ft.  by  35  ft.;  OCCUPIED  as  paint  store  and  dwellings 
cifoovc  *  cind 

Whereas,  appellant  contends  only  four  gallons  of  ben¬ 
zine  kept  in  an  approved  safety  can  is  stored  in  a  metal 
covered  room;  on  the  premises,  and  that  there  is  only  one 
door  at  entrance  to  stairway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and/  the  appeal  as  to  Item  1  be  and 
it  hereby  is  granted  on  condition  that  not  more  than  four 
(4)  gallons  of  benzine  shall  be  maintained  on  the  premises 
in  an  approved  safety  can,  stored  in  a  metal-lined  room; 
and  that  the  appeal  as  to  Item  2  be  and  it  hereby  is  granted 
on  condition  that  the  doors  leading  to  stairhall  shall  be  made 
fireproof  and  self-closing,  or  sealed  up  and  covered  with 
sheet  metal. 


1432-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Standard  Rubber 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 157-159  East  128th  street,  Man¬ 
hattan.  i 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  Alexander 
Levy. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 


THE  RESOLUTION: 

(1432-23-A) 

Whereas,  Samuel  Rosenblum,  for  Standard  Rubber  Co., 
lessee,  filed,  December  5,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  157-9  East  128th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
November  27,  1923,  reads : 

“1.  Remove  all  nitro-cellulose  products  from  prem¬ 
ises.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  49  ft.  4  in.  by  88  ft.  in  area;  equipped  with  an 
interior  fire  alarm  system  and  an  automatic  100  per  cent 
sprinkler  system  supplied  from  a  10,000  gallon  gravity  and 
a  7,500  gallon  pressure  tank.  OCCUPIED :  1st  story,  cabi¬ 
net  and  partition  mfr.,  8  persons;  2nd  story,  tool  assembler 
and  dental  supply  mfr.,  10  persons;  3rd  story,  advertising 
tape  mfr.,  5  persons;  4th  story,  mfr.  celluloid  novelties,  15 
persons;  5th  and  6th  stories,  candy  mfr.,  25  persons;  and 
Whereas,  appellant  contends  that  he  has  occupied  the 
premises  for  15  years  and  that  the  main  celluloid  stock  (250 
pounds)  is  kept  in  a  metal  cabinet,  asbestos  lined,  supplied 
with  sprinkler  heads  and  that  the  cabinet  was  installed  pur¬ 
suant  with  the  requirements  of  and  approved  by  the  fire  de¬ 
partment. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  two-source  sprinkler 
system  shall  be  installed  on  these  premises;  that  any  open¬ 
ings  in  outer  walls  shall  be  equipped  with  self-closing,  fire¬ 
proof  windows ;  that  the  stairhall  shall  be  enclosed  in  fire 
retarded  material,  in  accordance  with  rules  of  the  board  of 
standards  and  appeals;  and  that  the  storage  of  celluloid 
on  premises  shall  not  exceed  200  pounds,  maintained  in  ap¬ 
proved  metal  cabinet,  equipped  with  sprinkler  heads. 


1080-23- A. 

APPELLANT — William  H.  Kehoe,  for  George  Ihnken, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 196  19th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  David  Mandell. 

ACTION  OF  BOARD — Appeal  granted. 

THE  VOTE  TO  GRANT  APPEAL  AND  REVOKE 
CERTIFICATE  OF  OCCUPANCY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Kerby  . 1 

THE  RESOLUTION: 


( 1080-23-A) 

Whereas,  Wm.  H.  Kehoe,  for  George  Ihnken,  owner, 
filed,  September  14,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  196  19th  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  August  18,  1923,  reads: 

‘‘Replying  to  your  letter  of  the  15th  instant,  with  ref¬ 
erence  to  certificate  of  occupancy  for  premises  196  19th 
Street,  Brooklyn,  you  are  advised  that  certificate  of  oc¬ 
cupancy  for  Community  Laundry  was  issued  under  Alt. 
perrnit  1188-21,  certificate  No.  3531.  The  permit  was 
issued  on  basis  of  affidavits  showing  occupancy  as  a 
public  stable  for  more  than  five  horses  prior  to  adoption 
of  Zoning  Resolutions.” ; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  25 
ft.  by  100  ft.  in  area,  on  the  front  of  which  is  a  two-story 
frajne  dwelling  and  on  the  rear  a  one-story  frame  building; 
OCCUPIED  as  a  wet  wash  laundry;  and 

Whereas,  appellant,  who  represents  adjoining  property 
owners,  contends  that  the  change  of  use  permitted  was  in 
violation  of  the  provisions  of  section  6  of  the  building  zone 
resolution;  and 

Whereas,  it  would  appear  that,  under  a  misapprehension, 
the  superintendent  of  buildings,  on  the  basis  of  incompetent 
affidavits,  has  granted  a  permit  and  a  certificate  of  occu¬ 
pancy  for  these  premises,  and  this  action  of  the  superintend¬ 
ent  of  buildings,  the  board  deems  should  be  overruled  in 
view  of  the  overwhelming  protests  of  the  adjoining  and 
neighboring  property  owners,  and  the  uncontroverted  docu¬ 
mentary  evidence  and  oral  testimony  submitted  at  public 
hearing,  denying  and  contradicting  the  existence  of  a  public 
stable  prior  to  the  issuance  of  permit  by  superintendent  of 
buildings,  the  basis  of  variation  on  which  the  building  bureau 
assumed  to  have  justified  the  issuance  of  permit. 

Resolved,  that  the  certificate  of  occupancy  issued  by  the 
superintendent  of  buildings  for  premises  No.  196  19th  street, 
Brooklyn,  and  permitting  the  occupancy  of  these  premises  as 
a  garage  for  more  than  five  motor  vehicles  be  and  it  hereby 
is  revoked. 


41-24-A. 

APPELLANT — B.  Roede,  Jr.,  for  B.  Roede  &  Sons,  les¬ 
sees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
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PREMISES  AFFECTED— 106-108  Fulton  street,  Manhat¬ 
tan. 

appearances— 

For  Appellant:  Robert  S.  Tipping. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  . 

Negative:  Fire  Chief  Kenlon  . 

Absent:  Mr.  Kerby  . 


3 

1 

1 


THE  RESOLUTION: 

(41-24-A) 

Whereas,  B.  Roede,  Jr.,  for  B.  Roede  &  Sons,  lessee,  filed, 
January  11,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
106-108  Fulton  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21982- 
LC,  dated  January  5,  1924,  reads:  . 

“1.  Have  each  operator  supervising  the  operation  of 
a  blowpipe  or  other  similar  device  or  apparatus  for  heat¬ 
ing,  melting  or  welding,  apply  for  and  secure  a  Cer¬ 
tificate  of  Fitness.”; 
and 

Whereas,  the  building  is  semi-fireproof  construction,  14 
stories  in  height,  50  ft.  by  102  ft.  8  in.  in  area;  OCCUPIED 
for  light  manufacturing,  mostly  jewelry,  30  persons  per 
story;  and 

Whereas,  appellant,  who  occupies  part  of  the  8th  story, 
contends  that  small  torches  are  used  for  soldering  and  that 
the  person  operating  the  large  torch  and  oxygen  tanks  has 
a  certificate  of  fitness. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  operator  of  the  main  tank  and 
large  torch  secure  a  certificate  of  fitness. 


APPELLANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Nathan  Simmons,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 13  University  place,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwitz. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative . ® 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(45-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Nathan  Simmons,  lessee,  filed,  January  12,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  13  University  place,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  21,  1923,  reads : 

“Order  No.  21850-LC: 

“1.  Discontinue  the  use  of  gas  stove  for  glue  pot 
and  all  other  fire  or  flame  in  room  or  compartment 
where  nitro-cellulose  products  are  stored  or  used  for 
the  manufacture  of  articles  therefrom  *  *  *. 

“4.  Elevate  all  steam  or  hot  water  radiators  at  least 
•  four  inches  above  floor.  *  *  *. 


"5.  Protect  all  steam  pipes  or  risers  that  are  within 
6  ft.  0  in.  of  floor  with  wire  guards  or  ijon-combustible 
pipe  covering  *  *  *. 

“6.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“NOTE:  Top  shall  be  sloping  so  as  to  prevent  same 
from  being  used  as  shelves. 

“7.  Bottom  of  guard  shall  be  aranged  so  as  to  lift 
up  for  cleaning  *  * 

and 

Whereas,  the  building  is  fireproof,,  six  stories  in  height, 
120  ft.  by  75  ft.  in  area.  OCCUPIED  as  follows :  1st  story, 
stores ;  2nd  story,  straw  hats,  80  persons ;  3rd  story,  yarns, 
20  persons ;  4th  story,  leather  goods  and  hats,  50  persons ; 
5th  story,  leather  goods  and  clothing,  50  persons  (occupied 
by  appellant);  6th  story,  picture  frames,  25  persons;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  sprinkler  and  a  standpipe  system ;  that  only  25  pounds 
of  celluloid  is  stored  in  a  metal  cabinet,  vented  to  the  open 
air,  and  that  on  the  same  floor,  75  ft.  away  from  the  cel¬ 
luloid,  there  is  an  embossing  machine  requiring  gas  heat, 
and  further  contends  that  he  has  occupied  the  premises  for 
five  (5)  years;  that  the  building  is  heated  by  means  of  steam 
pipes  which  run  around  the  walls  and  it  would  entail  very 
great  expense  to  elevate  and  protect  same  with  wire  guards 
or  other  pipe  covering. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  25  pounds  of  sheet 
celluloid  shall  be  maintained  on  premises,  stored  in  approved 
metal  cabinet;  and  that  any  open  flames  on  this  floor  shall 
be  discontinued. 


46-24-A. 

APPELLANT — Emil  Guterman,  for  International  Provision 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 33-43  Degraw  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Emil  Guterman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Kerby  .  1 


•  THE  RESOLUTION: 

(46-24-A) 

Whereas,  Emil  Guterman,  for  International  Provision 
Co.,  owner,  filed,  January  12,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  33-43  Degraw  street,  Borough  of  Brooklyn; 

Whereas,  the  order  of  the  fire  commissioner,  No.  51804-F, 
dated  December  31,  1923,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 

and 

Whereas,  the  premises  consist  of  three  buildings  (the 
northerly  one  is  fireproof  and  the  remainder  are  non-fire- 
proof),  four  stories  in  height,  134  ft.  8  in.  by  100  ft.  (13,467 
sq.  ft.)  in  total  area;  the  three  buildings  are  separated  into 
smaller  sections  by  fore  and  aft  brick  walls  with  horizontal 
openings  at  each  story,  with  self-closing  fire  doors  at  the 
horizontal  openings  in  the  northerly  building;  OCCUPIED 
for  cun*1''  ^nd  packing  meats,  52  persons ;  and 
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Whereas,  appellant  contends  the  northerly  building  could 
be  classed  as  a  separate  unit,  thereby  making  the  remaining 
portion  of  the  premises  less  than  10,000  sq.  ft.;  that  the 
center  building  is  used  for  soaking  and  brineing  by  wet 
process  and  that  the  brick  floors  of  this  building  are  con¬ 
stantly  covered  with  water;  and  agrees  to  provide  water 
barrels  on  each  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  business  conducted  on  prem¬ 
ises,  also  the  floor  area  as  now  sub-divided,  remains  sub¬ 
stantially  unchanged. 


1268-23-A. 

APPELLANT — Eugene  De  Rosa,  for  Jupiter  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — 51-59  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  A.  J.  McManus. 

ACTION  OF  BOARD — Appeal  reopened;  and  set  for  hear¬ 
ing  on  April  1,  1924. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  ...  3 


Negative  .  o 

Absent :  Messrs.  Holland  and  Kerby  .  2 


BUILDING  ZONE  CASES. 

1529-23-BZ. 

APPLICANT — James  Kearney,  for  Alphonse  Freund,  Fred¬ 
erick  A.  Freund  and  Henry  J.  Freund,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 121-131  West  83rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Leo  J.  Rosett,  Philip  Bernstein 
and  William  T.  Brown. 

ACTION  OF  BOARD — Chairman  read  applicant’s  written 
request  for  adjournment.  Laid  over  to  March  11, 
1924,  at  10  a.  m.,  on  written  request  of  applicant. 

1138-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Alice  Kambourian, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  • 
of  a  business  use  in  an  existing  residence  building. 

PREMISES  AFFECTED — 265  Lexington  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  John  P.  Fox  and  Chas.  Gacide. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  request  of  applicant. 

640-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Joseph  G.  Marsi- 
cano,  owner. 

SUBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage  of 
three  (3)  pleasure  and  two  (2)  commercial  motor 
vehicles. 

PREMISES  AFFECTED— 1029  41st  street,  Brooklyn 
APPEARANCES—  y 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  Gabriel  Rabino. 


ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.  (for  final  disposition),  on  request  of  ap¬ 
plicant  to  submit  consents. 


1489-23-BZ. 

APPLICANT — William  F.  Doyle,  for  John  Reinschmidt 
and  H.  H.  Snedeker,  owners. 

S  U  B  J  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — -East  side  Franklin  avenue, 
236.50  ft.  south  of  East  166th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Opposition:  Cyrus  C.  Miller,  Henry  Ernstein, 
William  C.  Baker,  F.  Mandala,  Bridget  Tor- 
mey  and  Jacob  S.  Mehlman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Holland  .  i 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  ...  3 
Absent :  Mr.  Kerby  .  i 

THE  RESOLUTION: 

(1489-23-BZ) 

Whereas,  William  F.  Doyle,  for  J.  Reinschmidt,  for  H. 
H.  Snedeker,  owner,  filed,  December  17,  1923,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises  east 
side  Franklin  avenue,  236  ft.  south  of  East  166th  street, 
Borough  of  the  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  4, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Franklin  avenue  is  a  business 
district  and  Third  avenue  is  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  4,  1923,  in  acting  on  N.  B.  Application 
No.  2868-23,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  81 
ft.  and  a  depth  of  201  ft.  11J4  in.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

.  Resolved,  that  the  decision  of  the  superintepdent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  business  district  and 
partly  in  residence  district  the  erection  and  main¬ 
tenance!  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3200  Villa  avenue,  The  Bronx 

APPEARANCES— 

For  Applicant:  Nathan  Langer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 
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THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Messrs.  Beatty  and  Boulton  .  2 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

Holland  and  Fire  Chief  Kenlon  .  4 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(1298-23-BZ) 

Whereas,  Nathan  Langer,  for  Vincenzo  Gargiulo,  owner, 
filed,  November  13,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles:  premises  3200  Villa  avenue,  Borough  of  the  Bronx; 

and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  4, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  resolution  show  that  Villa  avenue  and  Concourse  are 
residence  districts  and  Van  Cortland  avenue  is  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  7,  1923,  in  acting  on  N.  B.  Application 
No.  2558-23,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  and  residence  district 
is  contrary  to  provisions  of  Building  Zone  Resolution.5’ ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  71.57 
ft.  and  a  depth  of  120.44  ft.,  to  be  occupied  as  stores  and 
garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners.. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

1386-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Broadway  Marlboro 
Realty  Corp.,  owner. 

SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings')  to  permit  in  a  two-times  height  district 
the  erection  of  part  of  the  front  wall  of  a  building 
without  a  setback  to  a  height  exceeding  the  limit 
set  by  the  building  zone  resolution. 

PREMISES  AFFECTED— 1351-1365  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty. 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Kerby  . 1 

THE  RESOLUTION : 


(1386-23-BZ) 

Whereas,  William  F.  Doyle,  for  Broadway  Marlboro 
Realty  Co.,  owner,  filed,  November  27,  1923,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  two  times 
height  district  the  erection  of  part  of  the  front  wall  of 
a  building  to  exceed  the*  height  limit  set  by  the  building 
zone  resolution,  without  a  setback  ;  premises  1351-65  Broad¬ 
way.  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  4, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 


Whereas,  the  height  district  maps  accompanying  the 
build  zone  resolution  show  that  premises  is  located  in  a 
two  times  height  district ;  and  the  use  district  maps  show 
that  the  premises  is  located  in  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  21,  1923,  in  acting  on  N.  B.  Application 
No.  536-23,  reads: 

“11.  The  height  of  the  westerly  end  of  the  36th 
Street  front  is  excessive,  Building  Zone  Resolution.’’; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  20  stories  in  height,  with  a  frontage  of  167J4  ft. 
and  a  depth  of  159  ft.  4%  in.,  to  be  occupied  as  offices  and 
factory,  25  per  cent  factory  use ;  and 
Whereas,  the  board  deemed  that  as  the  proposed  variation 
affects  only  an  insignificant  triangular  section  above  the 
120  ft.  height  in  proportion  to  the  total  area  of  building, 
with  no  effect  or  consequence  as  to  normal  light  and 
ventilation  of  adjoining  property,  there  would  be  hardship 
in  compelling  applicant  to  carry  out  the  strict  letter  of  the 
law. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  require¬ 
ments  of  the  building  zone  resolution  be  complied  with  in 
all  other  respects,  and  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
from  the  date  of  this  action,  and  the  construction  work 
prosecuted  without  interruption  until  completion  of  the  build¬ 
ing. 

1389-23-BZ. 

APPLICANT— John  Morrison,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residential  use  “E”  area 
district  the  erection  and  maintenance  of  a  residence 
building  occupying  more  than  30  per  cent  of  in¬ 
terior  lots  above  a  horizontal  plane  18  ft.  above 
the  curb  level. 

PREMISES  AFFECTED— 4634-4646  Bay  Parkway, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  John  M.  Inf  anger. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative . .  0 

Absent :  Mr.  Kerby  .  1 


THE  RESOLUTION  : 

(1389-23-BZ) 

Whereas,  John  Morrison,  owner,  filed,  November  27, 

1923,  an  application,  under  the  building  zone  resolution, .  to 

permit  in  a  residential  use  “E”  area  district  the  erection 
and  maintenance  of  dwellings  occupying  more  than  30  per 
cent  of  the  area  of  the  lot  above  a  level  18  ft.  above  the 
curb;  premises  4634-4646  Bay  Parkway,  Borough  of  Brook¬ 
lyn;  and  ..... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  4. 

1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  and  area  district  maps  accompanying 
the  building  zone  resolution  show  that  the  premises  is  lo¬ 
cated  in  a  residence  use  and  “E”  area  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  5,  1923,  in  acting  on  Application  No.  17735- 
23,  reads : 
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“Location  Residential  E  District  Building  contains 
more  than  30  per  cent  of  the  area  of  the  Lot  18  ft.  up 
from  grade  which  is  contrary  to  Sec.  15  (c)  of  the  Zone 
Resolution.” 

No.  17735  reads: 

“Location  Residential  E  District  Building  contains 
more  than  30  per  cent  of  the  area  of  the  Lot  18  ft. 
up  from  Grade  which  is  contrary  to  Sect.  15  (c).”; 
and 

Whf.reas,  the  premists  consist  of  a  triangular  plot  of 
ground  76.6  ft.  by  112.4  ft.  (4,305  sq.  ft.  in  area)  on  which 
it  is  proposed  to  erect  two  residences,  the  area  of  the 
southerly  building  on  the  2nd  story  being  24  ft.  by  33  ft. 
(792  sq.  ft.)  and  the  area  of  portion  of  16  ft.  on  which 
this  house  is  erected  being  2,314  sq.  ft.,  30  per  cent  of 
which  is  694  sq.  ft.  on  corner  plot ;  area  of  building  is 
868  sq.  ft.  and  area  of  plot  2,189  sq.  ft.,  30  per  cent  of 
which  is  656.7  sq.  ft.;  and 

Whereas,  the  board  deemed  that  owing  to  the  shape  of 
the  plot,  a  triangular-shaped  piece  with  the  long  side  along 
the  street  and  the  small  size  of  the  room  in  2nd  story  which 
compliance  with  the  requirements  would  entail  and  that  there 
would  be  hardship  in  preventing  applicant  from  erecting 
building  as  proposed. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  and  area  district  reg¬ 
ulations  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  constructed  in  accordance  with  the  plans  on  file 
in  this  application,  and  the  plot  restricted  to  two  one-family 
dwellings,  not  to  exceed  the  areas  and  dimensions  described 
in  the  plans  of  record  in  this  case;  and  on  further  condi¬ 
tion  that  all  permits  necessary  for  the  prosecution  of  the 
work  shall  be  obtained  within  nine  months  and  the  build¬ 
ings  completed  within  eighteen  months  from  the  date  of 
this  action. 


511-23-BZ. 

APPLICANT — John  Ingwersen,  for  James  F.  Maloney, 
owner. 

SUBJECT — Application  (  re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
change  of  occupancy  of  first  story  from  residence 
to  business  use. 

PREMISES  AFFECTED — 411  68th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  Ingwersen. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call  March  18.  1924.  at  2  p  m 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  r 

Negative .  o 

Absent:  Mr.  Kerby  .  i 


1337-22-BZ. 

APPLICANT — William  iF.  Doyle,  for  A.  •  Margolin, 
owner. 

SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 325-333  McDougal  street/ 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  March  18,  1924,  at  2  p.  m. 


THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  r 

Negative  .  q 

Absent :  Mr.  Kerby  .  j 


927-22-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  The  915  Westches¬ 
ter  Realty  Corporation,  owner. 

SUBJECT — Application  for  extension  of  time  (re:  deci¬ 
sion  of  superintendent  of  buildings)  to  permit 
partly  in  a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  maintenance  of  a 
business  building. 

PREMISES  AFFECTED — North  side  of  Westchester  ave¬ 
nue,  97  ft.  11  in.  east  of  Stebbins  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Extension  of  time  granted 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  q 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ..  2 
THE  RESOLUTION: 

(927-22-BZ) 

Whereas,  Frederick  Johnson,  for  M.  E.  F.  Corporation, 
owner,  filed,  July  11,  1922,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  business  building ;  premises  north  side  West¬ 
chester!  avenue,  97  ft.  11  in.  east  of  Stebbins  avenue,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  October  20, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Westchester  avenue  is  a  busi¬ 
ness  district  and  Rogers  place  and  Stebins  avenue  are  resi¬ 
dence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  7,  1922,  in  acting  on  App.  N.  B.  No.  1967- 
22,  reads : 

“1.  Erection  of  a  business  building  in  a  residence 
district  in  whole  or  in  part  is  prohibited  by  the  re¬ 
strictions  of  the  Building  Zone  Resolution.  Art.  11-2.” : 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  97  ft.  11  in.  and  a  depth  of  340  ft.,  to  be  occupied  as  a 
bath  house  and  stores,  a  portion  of  the  building  approxi¬ 
mately  80  ft.  by  80  ft.,  irregular  in  area,  extending  into 
the  residence  district;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c  of  the  building  zone  resolution,  the  board  is  empowered 
to  act ;  and 

Whereas,  this  application  was  granted  by  the  board 
at  its  meeting  October  20,  1922,  on  certain  conditions, 
and  applicant  requested  a  modification  of  the  time  limit 
conditions  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  facade  of  the 
building  on  Rogers  place  shall  be  laid  up  in  face  brick, 
with  stone  or  architectural  terra  cotta  trimmings;  that 
any  windows  on  Rogers  place  shall  be  glazed  with  trans- 
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lucent  glass ;  that  there  shall  be  no  exit  nor  entrance  nor 
coal  chutes  within  the  residence  district  on  the  Rogers 
place  front; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  be  obtained  within  six  months 
and  the  building  erected  within  eighteen  months  from  the 
date  of  this  action. 


751-22-BZ. 

APPLICANT — Ingraham,  Page  &  Moran,  for  Brooklyn 
Edison  Co.,  Inc.,  owner. 

SUBJECT — Application  for  extension  of  time  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit 
in  a  business  district  the  erection  of  a  garage  and 
loft  building. 

PREMISES  AFFECTED — 323-341  4th  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Extension  of  time  granted. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  6 

Negative .  0 


Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(751-22-BZ) 

Whereas,  George  H.  Wolin,  for  Brooklyn  Edison  Co., 
Inc.,  owner,  filed,  May  27,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  storage  of 
more  than  five  motor  vehicles;  premises  323-341  Fourth 
avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  27, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fourth  avenue,  3rd  street 
and  4th  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  25,  1922,  in  acting  on  App.  9299-1922, 
reads : 

“Denied — Proposition  contrary  to  zone  resolution. 

Art.  2,  Sec.  4.”; 
and 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  six  stories  in  height,  with  a  frontage  of 
190  ft.  and  a  depth  of  297  ft.  10 in.,  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles  in  the  two 
lower  stories  and  for  the  storage  of  electrical  materials 
and  supplies  above;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  S4]/i  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected;  and 
.  Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  July  27,  1922,  on  certain  conditions,  and  ap¬ 
plicant  requested^  a  modification  of  the  time  limit  imposed, 
and  a  modification  of  the  time  limit  was  granted  May 
29,  1923,  and  applicant  requests  a  further  modification. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  any 
vehicular  entrance  shall  be  restricted  to  the  Fourth  ave¬ 
nue  front  of  the  building;  that  the  Fourth  avenue  and 
Third  street  elevations  of  this  proposed  building  shall  be 
finished  in  face  brick  and  stone  trimmings;  that  the  ga¬ 
rage  use  of  the  premises  shall  be  restricted  to  the  con¬ 
duct  of  the  business  of  the  owner  and  for  vehicles  in 
its  ownership ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date'  of  this  action. 


AREA  AMENDED. 

(88-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  amend  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  erection  and  maintenance  of  garage;  premises  40-48 
Hull  street,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Hull  street  from  Hopkinson  avenue 
to  a  point  400  ft.  west  of  proposed  garage. 


Adjourned  1  p.  m. 

William  J.  O’Gorman,  Secretary. 


 MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  4,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady,  Kleinert, 
Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals  held  on  Tuesday  afternoon,  Febru¬ 
ary  26,  1924,  were  approved  as  printed  in  the  Bulletin, 
No.  10,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

2483-17-S. 

PETITIONER — Pease  &  Elliman,  Inc.,  for  Charles  and 
Mary  Thompson,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 42-4  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 


For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  2  p.  m.,  to  submit  corrected  plan  of  proposed 
proposition. 


49-24-S. 

PETITIONER — R.  Hoe,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 84-94  Broome  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  W.  J.  Strain. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  2  p.  m.,  for  report  of  Inspector  Maher;  also 
to  permit  petitioner  to  file  a  block  diagram. 


33-24-S. 

PETITIONER— R.  Hoe  &  Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 
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PREMISES  AFFECTED— 22-32  Sheriff  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  W.  J.  Strain. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924, 
at  2  p.  m.,  for  report  of  Inspector  Maher;  also 
to  permit  petitioner  to  file  a  block  diagram. 


PETITIONER— John  J.  Dunnigan,  for  Joseph  Harmatz, 
lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 218-222  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at  2 
p.  m.,  at  request  of  petitioner. 


1505-23-S. 

PETITIONER— Halidon  Realty  Company,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 130  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES—  .  * 

For  Petitioner:  Benjamin  Leavin. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924, 
at  2  p.  m.,  for  report  from  Inspector  Maher  as 
to  fire  department  orders. 


1501-23-S. 

PETITIONER— Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Jacob  Abraham,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 12  West  19th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924, 
at  2  p.  m.,  to  arrange  for  exit. 


18-24-S. 

PETITIONER — Emery  Roth,  for  Greenwill  Construc¬ 
tion  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 14-16  East  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Julian  Roth. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924, 
at  2  p.  m.,  to  submit  plans  showing  the  wooden 
partitions. 


1270-23-S. 

PETITIONER — Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 361  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Julius  Eckman. 

ACTION  OF  BOARD — Laid  over  to  March  11,  1924, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland,  Superintendents 
Brady  and  McDermott  .  7 


Negative:  Fire  Chief  Kenlon,  Superintendents 


Kleinert  and  Moore  . . .  3 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville  .  3 


1952-23-S. 

PETITIONER— Thomas  B.  Leahy,  for  118  Madison  Ave¬ 
nue  Corp.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 118  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Thomas  B.  Leahy. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution,. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  . . .  0 

Absent :  Mr.  Kerby,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Reville  .  4 

THE  RESOLUTION: 

( 1552-23- S ) 


Whereas,  Thomas  B.  Leahy,  for  118  Madison  Avenue 
Corp.,  Inc.,  owner,  filed,  December  28,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  118  Mad¬ 
ison  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  26,  1923,  in  acting  on  Alteration 
Application  No.  2142-23,  reads : 

“2.  Factory  use  is  unlawful  as  building  (erected 
1919)  does  not  comply  with  Labor  Law. 

“3.  Fire  escapes  are  unlawful  on  any  factory 
building  erected  after  October  1,  1913.  Two  stairways 
are  required,  section  270  Labor  Law. 

“4.  As  building  exceeds  100  ft.  in  height  a  fire 
tower  must  be  provided,  conforming  to  section  266 
Labor  Law. 

“5.  Fire  escapes  are  unlawful  in  any  factory  build¬ 
ing  over  9  stories  or  over  90  ft.  in  height — Rule  1, 
Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
24  ft.  8J4  in.  by  95  ft.  in  area;  OCCUPIED  as  show 
rooms,  25  per  cent  of  floor  area  being  occupied  for  fac¬ 
tory  purposes ;  the  building  being  equipped  with  a  sprink¬ 
ler  system  and  a  fire  alarm  signal  system ;  the  means  of 
egress  consisting  of  an  interior  enclosed  fireproof  stair^ 
way,  extending  from  the  basement  to  the  roof  at  north¬ 
east  corner  of  building;  and 
Whereas,  petitioner  contends  that  owing  to  the  small 
area  of  the  building  and  the  amount  of  space  taken  up 
by  the  existing  stairs  and  the  passenger  and  freight  ele¬ 
vator,  the  provisions  of  another  interior  stairway  would 
render  the  building  useless,  and  proposes  in  lieu  of  this 
stair  to  provide  a  45  degree  screened  standard  fire  escape 
on  the  southerly  front  of  the  building,  with  counterbal¬ 
anced  stair  to  street  and  fireproof,  self-closing  doors  and 
windows  along  the  course  of  this  fire  escape,  and  con¬ 
tends  that  as  building  covers  entire  lot,  a  fire  tower  is 
not  feasible. 

Resofoed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  on  condition  that  the  following  condi¬ 
tions  as  affect  Items  3,  4  and  5  be  complied  with ;  as 
to  Items  No.  3  and  4,  granted  on  condition  that  a  stand¬ 
ard  fire  escape  complying  with  the  building  code  shall 
be  provided  on  the  street  front  with  a  counterbalanced 
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stairs  from  the  lowest  balcony  to  the  street;  and  granted 
as  to  Item  No.  5  on  condition  that  not  more  than  25  per 
cent  of  the  floor  area  of  the  entire  premises  shall  be  oc¬ 
cupied  for  factory  occupancy  and  that  any  factory  oc¬ 
cupancy  in  the  building  shall  be  restricted  to  light  manu¬ 
facturing  (needle  work  or  like  industry)  and  that  the 
floor  loads  approved  by  the  bureau  of  buildings  shall  be 
conspicuously  posted  and  that  the  live  loads  shall  not  ex¬ 
ceed  the  allowable  loads  thus  posted. 


1421-23-fb. 

PETITIONER — Walter  R.  Prosser,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 

of  fire  commissioner. 

PREMISES  AFFECTED— 151-157  33rd  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Frederick  N.  Van  Zandt,  Nor¬ 
man  Hubbard,  Jr. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  jConJnell;  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  . .  10 


Negative  .  0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville .  3 

THE  RESOLUTION: 

(1421-23-S) 


Whereas,  Walter  R.  Prosser,  owner,  filed,  December  4, 
1923,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting 
premiess  151-7  33rd  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
November  15,  1923,  in  acting  on  Order  No.  51512-LD, 
reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of 
building  and  the  openings  leading  thereto  *  *  *. 

HNOTE:  Among  the  defects  noted  on  this  fire 

escape  are  the  following:  No  60  degree  stairways 
connecting  balconies.  No  stairway  from  lowest  bal¬ 
cony  to  ground.  No  handrails.  No  passageway  from 
termination  of  fire  escape  to  street.  Does  not  extend 
to  roof.  Balconies,  etc.,  need  painting. 

“2.  Enclose  the  interior  stairway  at  south  side  of 
building  serving  as  a  required  means  of  exit  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories 
and  basement  in  height,  60  ft.  by  100  ft.  in  area;  equipped 
with  a  fire  alarm  signal  system.  OCCUPIED :  1st  story, 
manufacturing,  10  persons;  2nd  story,  manufacturing,  15 
persons;  3rd  story,  shoe  manufacture,  44  persons;  4th 
story,  window  shade  mfg.,  10  persons.  EXITS :  One 
wooden  stairway  extending  from  the  1st  story  to  the 
top  story  with  ladder  to  scuttle  in  roof,  enclosed  in  fire 
resisting  partitions,  with  fire  doors  at  the  openings ;  two 
fire  escapes,  one  on  the  easterly  and  one  on  the  westerly 
side  of  the  building;  the  westerly  fire  escape  has  a  goose¬ 
neck  ladder  to  roof,  and  extends  from  the  top  story  balcony 
to  a  balcony  3  ft.  above  the  west  court ;  windows  along 
the  course  of  the  fire  escape  are  fireproof;  EGRESS  from 
termination  of  fire  escape  is  afforded  through  two  gates 
to  street.  ROOFS:  There  are  none  adjoining;  and 
Whereas,  petitioner  contends  that  the  stairway  is  en¬ 
closed  in  a  metal  lath  and  in-  cement  plaster  parti¬ 
tion,  but  does  not  extend  above  roof,  as  there  is  no 
egress  from  roof,  and  when  fire  escape  was  erected  it  met 
the  requirements  of  the  department  then  having  jurisdic¬ 
tion. 

Resolved,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  as  to  Item  No.  1  be  and 
it  hereby  is  denied,  except  that  as  to  Item  No.  1  the  egress 
from  the  termination  of  the  fire  escapes  to  the  street  be  per¬ 
mitted  through  open  side  yard  in  the  same  ownership ;  and 
that  the  petition  as  to  Item!  No.  2  be  granted  on  condition 
that  the  stairs  are  enclosed  to  the  under  side  of  the  roof 
boards  in  accordance  with  the  requirements  of  the  law, 
and  that  the  occupancy  shall  not  exceed  sixty-four  (64) 
persons  above  the  1st  story. 


81-24-S. 

PETITIONER — Henry  I.  Oser,  for  Magoba  Construc¬ 
tion  Co.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 146-152  West  29th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Moore  and 


McDermott  .  9 

Negative :  Superintendent  Kleinert  .  1 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION: 

(81-24-S) 


Whereas,  Henry  I.  Oser,  consulting  engineer,  for  Ma¬ 
goba  (Construction  Company,  lessee,  filed,  January  18, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law  as 
cited  in  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  146-152  West  29th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Windows  should  comply  with  section  264  of  the  La¬ 
bor  Law  and  Rule  503  of  the  Industrial  Code.” ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
70  ft.  6  in.  by  98  ft.  9  in.  in  area  in  the  1st  story  and  70 

ft.  6  in.  by  89  ft.  3  in.  in  area  above.  OCCUPIED:  1st 

story,  stores;  2nd  to  12th  stories,  show  rooms,  25  per  cent 
manufacturing,  90  persons  per  story,  the  building  equipped 
with  a  sprinkler  system;  it  is  proposed  to  provide  windows 
with  clear  plate  glass  of  the  following  size:  1st  story,  8 
ft.  by  8  ft.  8  in.;  2nd,  3rd  and  4th  stories,  6  ft.  8  in.  by 

’7  ft.  10  in.  and  7  ft.  10  in.  by  5  ft.  10  in. ;  5th  to  12th 

stories,  3  ft.  8  in.  by\  3  ft.  4  in. ;  and 

Whereas,  petitioner  contends  that  the  windows  in  the 
1st,  2nd,  3rd  and  4th  stories  are  to  be  used  for  display  of 
merchandise  and  the  front  portion  of  each  story  froth  the 
5th  to  12th  stories  will  be  devoted  to  office  purposes  and 
show  rooms  and  that  all  other  windows  in  the  building 
will  comply  with  the  labor  law. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition,  and  only  so  far  as  it  affects  the  window  open¬ 
ings  on  the  street  front  for  the  lower  four  stories, 
that  the  building  shall  be  equipped  with  an  approved  two 
source  sprinkler  system,  with  sprinkler  heads  not  more 
than  42  inches  from  the  windows  of  the  1st  four  (4)  lower 
stories  of  the  building  on  the  front  elevation,  and  on  con¬ 
dition  that  the  windows  throughout  the  building  otherwise 
comply  with  the  labor  law. 


82-24-S. 

PETITIONER— Henry  I.  Oser,  for  26th  Street  Realty 
Corporation,  owner. 
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SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 209-211  West  26th  street,  Man¬ 
hattan. 

APPEARANCES—  ;  ,.! 

For  Petitioner :  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  . .  10 


Negative  . .  0 

Absent:  ]^lr.  Kerby,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION: 

(82-24-S) 


Whereas,  Henry  I.  Oser,  consulting  engineer,  for  26th 
Street  Realty  Corporation,  owner,  filed,  January  18,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited  in 
decision  of  superintendent  of  buildings ;  affecting  premises 
209-211  West  26th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“Windows  should  comply  with  section  264  of  the  la¬ 
bor  law  and  rule  503  of  the  Industrial  Code.” ; 
and 

Whereas,  the  building  is  fireproof,  nine  (9)  stories  in 
height,  49  ft.  3'  in.  by  98  ft.  9  in.  in  area  in  the  1st  story, 
and  49  ft.  3  in.  by  87  ft.  11  in.  in  area  above.  OCCU¬ 
PIED:  1st  story,  stores,  40  persons;  2nd  to  9th  stories,  show 
rooms  and  manufacturing,  45  persons  per  story;  it  is  pro¬ 
posed  to  install  in  the  front  windows  the  following  sizes 
of  clear  plate  glass :  1st  story,  5  ft.  4  in.  by  8  ft.  4  in. ;  2nd 
story,  4j  ft.  10  in.  by  7  ft.  4  in.  and  3  ft.  2  in.  by  7  ft.  4 
in.;  3rd  to  7th  stories  (inc.),  4  ft.  10  in.  by  7  ft.  and  2  ft. 
10  in.  by  3  ft.  5  in.;  8th  and  9th  stories,  3  ft.  4  in.  by  3 
ft.  5  in. ;  and 

Whereas,  petitioner  contends  that  all  other  windows  in 
the  building  will  comply  with  the  requirements  of  the  la¬ 
bor  law ;  that  the  building  is  supplied  with  a  100  per  cent 
sprinkler  system  and  that  the  windows  in  the  1st  and  2nd 
stories  are  used  for  display  of  merchandise  and  that  the 
front  portions  from  the  3rd  to  the  9th  stories  will  be  oc¬ 
cupied  for  office  purposes. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition*  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  show  windows  on  the  street  front 
of  the  two  lower  stories  of  the  building. 


57-24-S. 

PETITIONER — Sommerfeld  &  Steckler,  for  Dorcoe  Realty 
Co.,  owner. 

SUBj’ECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 222-224  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  C.  Sommerfeld. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady  and  McDermott.  8 
Negative:  Superintendents  Kleinert  and  Moore  .  2 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION : 

(57-24-S) 

Whereas,  Sommerfeld  and  Steckler,  for  Dorcoe  Realty 
Co.,  owner,  filed,  January  15,  1924,  a  petition,  with  the  board 


of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  222-224  West 
37th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
No.  N.  B.  App.  232-23,  reads: 

“13.  Windows  on  front  may  be  of  plate  glass  if  J4 
in.  thick  but  all  windows  must  be  divided  into  panes  not 
exceeding  720  square  inches  in  area — Section  264  Labor 
Law.”; 
and 

Whereas,  the  building  is  fireproof,  14  stories  and  pent 
house  in  height,  37  ft.  6  in.  by  98  ft.  9  in.  in  area;  equipped 
with  a  fire  alarm  signal  and  sprinkler  system;  OCCUPIED 
as  a  tenant  factory,  50  persons  on  each  story;  and 

Whereas,  the  windows  on  the  1st  story  are  8  ft.  6  in.  by 
10  ft.  in  area  and  the  .windows  on  the  2nd  and  3rd  stories 
are  9  ft.  8  in.  by  7  ft.,  4  ft.  2  in.  by  7  ft.  and  3  ft.  11 
in.  by  7  ft.  in  area,  all  glazed  with  *4  in-  plate  glass ;  and 
Whereas,  petitioner  contends  that  to  comply  with  the 
labor  law  in  re :  area  of  glass  would  destroy  the  archi¬ 
tectural  effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  windows  on  the  street  front  of.  the 
three  (3)  lower  stories  of  the  building. 


96-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Rebecca  Levy, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 31  West  125th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  9 

Negative :  Mr.  Connell  .  1 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION: 

(96-23-S) 


Whereas,  Samuel  Rosenblum,  for  Rebecca  Levy,  owner, 
filed,  January  25,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,'  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  31  West  125th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  section  79B-4  and 
79B-5  of  the  Labor  Law.- 

“AMONG  the  defects  noted  on  this  fire  escape  are 
the  following:  Windows  on  course  not  fireproof,  not 
self  closing;  no  stairway  from  top  balcony  to  roof; 
no  stairway  from  lowest  balcony  to  ground;  no  pas¬ 
sageway  from  termination  of  fire  escape  to  street; 
no  handrails  on  balcony  openings.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  99'  ft.  in  area  in  the  1st  story  and  20  ft. 
by  55  ft.  above.  OCCUPIED:  1st  story,  furniture  store; 
2nd  story,  furniture  store  and  credit  office,  2  persons;  3rd 
story,  electro  plating,  2  persons;  4th  story,  vacant;  5th 
story,  manufacturing  dresses,  16  persons;  the  means  of 
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egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  plaster  board  and 
plaster  partitions  wtih  wood  and  glass  doors  at  the  open¬ 
ings,  a  party  wall  fire  escape;  on  the  rear  of  the  building, 
with  stair  and  landing  to  roof  of  No.  29  and  landing  on  ex¬ 
tension  roof  with  stationary  stair  from  fire  escape  on  rear 
of  No.  29  to  yard,  egress  through  door  in  fence  to  ad¬ 
joining  yards,  fireproof  windows  along  the  course  of  the 
fire  escape;  and 

Whereas,  petitioner  requests  that  the  means  of  egress  be 
accepted  as  adequate;  and 

Whereas,  this  petition  was  granted  by  the  board  at  the 
meeting  held  on  April  17,  1923,  on  condition  that  a  stand¬ 
ard  party  wall  fire  escape  shall  be  maintained  on  the  rear 
of  the  building  with  a  45  degree  connecting  stairs,  and  a 
stairway  from  the  roof  of  extension  to  a  balcony  at  the 
2nd  story  level,  with  stationary  stairs  from  this  balcony  ter¬ 
minating  in  the  yard,  with  a  45  degree  stairway  to  the  yard 
of  adjoining  premises  to  the  west,  and  granted  so  long  as 
the  conditions  as  to  occupancy  and  use  remain  unchanged ; 
and 

Whereas,  at  the  time  this  modification  was  granted  one 
tenant  occupied  the  1st  and  2nd  floors  and  there  was  an 
interior  stairway  in  the  rear  connecting  these  stories ;  this 
stairway  has  been  removed  and  in  lieu  of  which,  petitioner 
proposes  to  erect  an  exterior  iron  stair  at  the  east  wall, 
cutting  an  opening  in  this  east  wall,  with  an  iron  stair  lead¬ 
ing  to  the  yard  of  adjoining  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  interior  stairs  shall  be  enclosed  in  fire 
retarding  partitions  on  the  loft  side,  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals,  and  that  any 
openings  in  the  stairhall  shall  be  provided  with  self-closing, 
fireproof  doors ;  that  the  interior  rear  stairs  between  the  1st 
and  2nd  stories  shall  be  removed  and  the  opening  sealed 
over;  opening  to  be  provided  in  easterly  wall  of  the  2nd 
story  of  the  extension  leading  to  a  balcony  and  45  degree 
iron  stair  leading  to  the  yard  of  adjoining  premises,  with 
egress  to  adjoining  yard  to  east  on  condition  that  the  condi¬ 
tions  of  the  original  resolution  shall  be  complied  with  in 
all  other  respects  and  that  the  occupancy  shall  not  exceed 
thirty-five  (35)  persons  above  the  2nd  story,  with  not  more 
than  ten  (10)  persons  on  the  2nd  story. 


74-21-S. 

PETITIONER — Patrick  J.  Murray,  for  S.  J.  Wyckoff 
Bent,  owner. 

SUBJECT — Application  for  modification  of  resolution — 
variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 203-205  Sixth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Patrick  J.  Murray. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  MODIFY  THE  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Fire  Chief  Ken- 


'  Ion,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott  .  10 

Negative  .  0 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION: 

(74-21-S) 


Whereas,  Patrick  J.  Murray,  for  Sarah  J.  Wyckoff  Bent, 
owner,  filed,  January  7,  1 921,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  of  the  requirements 


of  section  79-B  and  C,  labor  law,  as  cited  in  the  order 
of  the  fire  commissioner,  affecting  premises  203-205  Sixth 
avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16649- 
LD,  reads : 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  labor  law : 

“1.  Extend  the  interior  stairways  at  the  north  and 
south  sides  of  the  building  to  the  roof  as  per  Section 
79-B-l  and  79-C-l  of  the  labor  law.  , 

“Unless  the  violation  above  mentioned  is  removed 
within  60  days,  we  shall  be  obliged  to  begin  enforce¬ 
ment  proceedings.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  40  ft.  by  60  ft.  in  area  in  the  first  story  and 
40  feet  by  58  feet  above,  divided  into  two  sections  by  a 

12  inch  brick  wall  with  unprotected  opening  at  centre  in 
each  story,  occupied  in  the  first  story  as  stores  and  res¬ 
taurant;  second  story,  manufacturing  of  surgical  supplies, 

13  persons;  third  story,  manufacturing  of  phonographs,  6 
persons;  fourth  story,  manufacturing  of  lamp  shades  and 
laces;  10  persons;  the  means  of  egress  consisting  of  two 
interior  stairways,  one  in  north  section  and  one  in  the 
south  section,  extending  from  the  first  story  to  the  fourth 
story,  enclosed  in  wood  stud,  lath  and  plaster  partitions, 
with  wood  doors  at  the  openings;  the  roofs  of  the  building 
adjoining  being  level  with  the  rook  of  the  building  in  ques¬ 
tion;  and 

Whereas,  the  petitioner  proposes  to  extend  the  south' 
stairway  to  the  roof  and  to  provide  a  scuttle  and  iron 
ladder  leading  from  the  top  landing  of  the  north  stairway 
to  the  roof ;  and 

Whereas,  petitioner  appeared  before  the  board  at  its 
meeting  May  3,  1921,  and  requested  that  the  word  southerly 
stairway  in  the  resolutions  be  changed  to  northerly  stair¬ 
way,  in  view  of  the  fact  that  it  would  be  an  equal  com¬ 
pliance  with  the  resolution  and  would  afford  a  better  and 
quicker  means  of  exit,  and  again  appeared  before  the  board 
on  March  4,  1924,  and  requested  a  modification  as  to  the 
occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted  on 
co)idition  that  the  northerly  stairway  be  extended  to  the  roof 
and  that  a  scuttle  with  iron  ladder  leading  thereto  be  pro¬ 
vided  in  the  roof  over  the  top  landing  of  the  southerly 
stairway ; 

Resolved,  further,  that  the  variation  be  granted  only  so 
long  as  the  occupancy  does  not  exceed  25  persons  above 
the  2nd  story. 


243-23-S. 

PETITIONER — Stewart  &  Shearer,  for  United  States 
Trust  Company  of  New  York. 

SUBJECT — Application  for  reopening— petition  for  varia¬ 
tion  of  labor  law  as  cited  in  order  of  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 137-139  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  H.  Hoffnagle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  granted  on 
condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Kleinert, 


Moore  and  McDermott .  io 

Negative  .  o 
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MINUTES 


Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville  .  3 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Kleinert, 

Moore  and  McDermott  .  10 

Negative  .  0 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville  .  3 

THE  RESOLUTION: 

(243-23-S) 

Whereas,  The  United  States  Trust  Company  of  New 
York  filed,  February  26,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  137-139  Wooster  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  second  means  of  egress  from  cellar  and 
1st  story  remote  from  existing  exits.  Sec.  267  of  the 
Labor  Law. 

“2.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  the  northeast 
side  of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3  ft.  through¬ 
out,  leading  to  the  street,  adequately  lighted  at  all 
times  during  working  hours,  or  by  means  of  providing 
access  to  an  open  area  having  communication^with  the 
street,  as  per  section  273  of  the  Labor  Law.’; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  and 
basement  in  height,  50  ft.  by  95  ft.  in  area  in  the  1st  story 
and  50  ft.  by  90  ft.  in  area  above;  to  be  occupied  as  a 
tenant  factory,  64-  persons  per  story;  the  building  being 
equipped  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  basement  to  the  sixth  story,  with 
scuttle  and  ladder  to  roof,  enclosed  in  wood  stud,  lath  and 
cement  plaster  partitions,  with  fire  doors  at  the  openings, 
a  stairway  extending  from  the  cellar  to  the  1st  story, .  a 
party  wall  fire  escape  on  the  rear  of  the  building  with 
egress  from  termination  of  fire  escape  through  door  in  fence 
to  adjoining  yard  and  thence  through  hall  of  tenement  to 
street,  an  engineer’s  ladder  at  the  front  of  the  cellar  from 
vault  to  street;  and 

Whereas,  petitioner  proposes  to  install  a  doorway  in  lieu 
of  the  present  window  on  the  rear  of  the  cellar  connecting 
with  the  adjoining  yard  of  141  Wooster  street;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  17,  1923,  on  certain  conditions,  and  petitioner 
requested  a  modification  of  the  conditions  as  to  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  Nos.  1  and  2  on  condition  that  a  door  shall  be  pro¬ 
vided  in  the  northeast  corner  of  the  cellar  leading  direct 
to  adjoining  yard,  and  that  a  balcony  fire  escape  shall 
be  provided  embracing  two  (2)  windows  on  the  rear  north¬ 
erly  corner  of  the  building  in  the  1st  story  with  a  45  degree 
stairway  to  the  yard,  and  that  an  unobstructed  egress 
shall  be  maintained  to  the  adjoining  premises  to  the  rear 
and  to  the  yard  of  premises  to  west  through  door  in  fence; 
and  that  the  occupancy  shall  not  exceed  sixty-four  (64) 
persons  per  story ; 

Resolved,  further,  that  this  occupancy  shall  be  permitted 
only  on  condition  that  the  stairways  and  fire  escape,  the 
sprinkler  system  and  the  interior  fire  alarm  shall  be  main¬ 
tained  in  accordance  with  the  requirements  of  the  labor 
law,  and  fire  drills  conducted  in  accordance  with  rules  of 
the  board. 


PROPOSED  AMENDMENTS. 

280-22-S. 

SUBJECT — -Proposed  amendments  to  Arts.  25  and  28  of 
the  Code  of  Ordinances  affecting  motion  picture 
theatres  to  be  resubmitted  to  the  Board  of  Aider- 
men. 

APPEARANCES— None. 

ACTION  OF  BOARD — Amendments  adopted  for  resub¬ 
mission  to  the  Board  of  Aldermen. 

THE  VOTE  TO  RESUBMIT  PROPOSED  AMEND¬ 


MENT  TO  THE  BOARD  OF  ALDERMEN— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady  and  Kleinert  . .  8 

Negative  .  0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Moore  and 
McDermott  .  5 


THE  RESOLUTION: 

(280-22-S) 

Whereas,  the  fire  department,  February  28,  1922,  sub¬ 
mitted  proposed  draft  of  an  ordinance  for  changes  to  the 
code  of  ordinances  as  affecting  motion  picture  theatres ;  and 
public  hearings  were  held  thereon  by  the  board ;  and 

Whereas,  the  board  submitted,  April  18,  1922,  recom¬ 
mendations  to  the  board  of  aldermen  for  amendment  to  the 
code;  of  ordinances ;  and 

Whereas,  these  amendments  were  adopted  by  the  board 
of  aldermen  December  11,  1923,  and  forwarded  to  the  Act¬ 
ing  Mayor  for  consideration.  The  Acting  Mayor  withhold¬ 
ing  his  approval,  stated  that  he  believed  that  the  pro¬ 
visions  of  the  present  code  providing  sprinkler  protection 
of  the  stage,  section  524,  subdivision  2,  and  the  miscellane¬ 
ous  requirements  of  section  524,  subdivision  4,  had  been 
omitted  from  the  proposed  amendment ;  and 

Whereas,  the  board  of  standards  and  appeals  at  public 
hearing  has  redrafted  the  proposed  amendment  emphasiz¬ 
ing  and  clarifying  the  requirements  of  these  two  subdivi¬ 
sions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  adopt  the  following  matter,  as  its  recommendation 
for  amendment  to  the  code  of  ordinances,  to  be  resubmitted 
to  the  board  of  aldermen  for  said  board’s  consideration 
and  action : 

(280-22-S) 

Proposed  Amendments  to  Article  25,  Chapter  5,  Code  of 
Ordinances,  New  York. 

New  matter  in  italics.  Matter  to  be  omitted  in  brackets 

[  ]• 

524.  Fire-extinguishing  appliances.  [In  every  building 
described  in  Section  520  of  this  article  there  shall  be  pro¬ 
vided:]  Except  as  otherwise  provided  in  this  section,  in 
every  building  described  in  Section  520  of  this  article  and 
not  notv  equipped  with  a  standpipe  fire  extinguishing  equip¬ 
ment  approved  by  the  fire  commissioner,  there  shall  be  pro¬ 
vided  : 

[1.  HOSE.  A  proper  and  sufficient  quantity  of  two  and 
one-half  inch  hose  not  less  than  100  ft.  in  length,  fitted 
with  regular  couplings  of  the  Fire  Department,  and  with 
nozzles  attached  thereto,  and  with  hose  spanner  at  each 
outlet,  shall  always  be  kept  attached  to  each  hose  attach¬ 
ment  as'  the  Fire  Commissioner  may  direct.] 

1.  HOSE.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct,  a 
proper  and  sufficient  quantity  of  two  and  one-half  inch  hose, 
fitted  with  regulation  couplings  of  the  fire  department,  with 
nozzles  attached  thereto,  and  a  hose  spanner  at  each  outlet 

2.  SPRINKLER  SYSTEM.  A  separate  and  distinct 
system  of  automatic  sprinklers,  with  fusible  [plugs]  struts, 
approved  by  the  [Superintendent  of  Buildings]  Fire  Com¬ 
missioner  as  conforming  to  the  provisions  of  the  rules  of 
the  Board  of  Standards  and  Appeals  governing  sprinkler 
installations,  supplied  with  water  from  a  tank  located  on 
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the  roof  over  the  stage  and  not  connected  in  any  manner 
with  standpipes,  shall  be  placed  on  [each  side  of  the  pros¬ 
cenium  opening  and  onj  the  ceiling  or  roof  over  the  stage 
at  such  intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation,  and  an  additional 
line  of  sprinkler  heads  on  the  stage  side  of  the  proscenium 
opening.  Automatic  sprinklers  shall  also  be  placed,  wherever 
practicable,  in,  the  dressing  rooms,  under  the  stage  and  in 
the  carpenter  shop,  paint  rooms,  store-rooms  and  property 
rooms. 

3.  STANDPIPES.  Standpipes,  4  inches  in  diameter, 
with  hose  attachments,  shall  be  provided  on  every  floor 
and  gallery  as  follows,  namely :  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one 
on  each  side  of  the j  stage  in  each  tier,  one  in  each  tier  of 
dressing  roams,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop,  [if  same  be  contiguous  to 
the  building.]  All  such  standpipes  shall  be  kept  clear 
from  obstructions.  Said  standpipes  shall  be  separate  and 
distinct  receiving  their  supply  of  water  direct  from  a  sep¬ 
arate  gravity  tank  of  3,500  gallons  capacity  located  above 
the  roof  and  from  [the  power]  o  fire  pump  [or  pumps.] 
and  shall  be  fitted  with  regulation  couplings  of  the  Fire 
Department,  and  shall  be  kept  constantly  filled  with  water 
by  means  of  an  automatic  [power]  fire  pump  [or 
pumps,]  of  sufficient  capacity  [to  supply  all  the  lines  of  hose 
when  operated  simultaneously]  as  prescribed  in  the  Rules 
of  the  Board  of  Standards  and  Appeals,  [and]  Said  pump 
[or  pumps]  shall  be  supplied  from  the  street  main  and  be 
ready  for  immediate  use  at  all  times  [during  any  perfor¬ 
mance  in  said  building],  except  that  any  theatre  having  not 
more  than  one  balcony,  with  no  occupancy  above  the  audi¬ 
torium,  used  exclusively  for  the  exhibition  of  motion  pic¬ 
tures,  and  having  no  stage,  dressing  rooms,  nor  scenery, 
shall  not  bet  required  to  have  a  fire  pump,  unless  required 
to  fill  the  standpipe  supply  tank  as  prescribed  in  Rules  of 
the,  Board  of  Standards  and  Appeals.  In  addition  to  the 
requirements  contained  in  this  Section  the  standpipe  shall 
also  conform  to  the  requirements  contained  in  Section  581 
of  this  Chapter. 

4.  MISCELLANEOUS.  There  shall  also  be  kept  in 
readiness  for  immediate  use  on  the  stage,  at  least  4  casks 
full  of  water,  and  2  buckets  to  each  cask.  Such  casks  and 
buckets  shall  be  painted  red.  There  shall  also  be  provided 
hand  pumps  or  other  portable  fire  extinguishing  apparatus 
and  at;  least  4  axes  and  2  25-foot  hooks,  2  15-foot  hooks, 
and  2  10-foot  hooks  on  each  tier  or  floor  of  the  stage. 

EXEMPTIONS.  Buildings,  used  exclusively  for  the 
exhibition  of,  Moving  Pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area,  having 
access  to  two  streets,  with  no  other  business  on  premises, 
excepting  stores  occupying  not  more  than  10  per  cent  of  the 
area,  and  hairing  no  stage,  dressing-rooms,  nor  scenery,  shall 
not  be  required  to  provide  a  gravity  tank  supply  for  the 
standpipe  fire  lines,  nor  a  sprinkler  system,  when  there  is 
a  four  inch  direct  connected  standpipe  equipment  to  a  city 
water  main  fed  two  ways,  or  one  connection  on  each  of 
two  street  fronts,  each  main  so  fed  that  the  shutting  off  of 
the  supply  of  one  main  will  not  interfere  with  the  supply  of 
the  other  main,  and  having  sufficient  pressure  to  maintain 
a  minimum  of  thirty  (30)  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  ivater  main  pressure 
is  as  required.  The  sta}idpipe  equipment  shall  be  provided 
with  regulation  Fire  Department  3  inch  Siamese  connection. 

Buildings  as  described  in  this  exemption  ivill  be  required 
to  have  standpipes  so  placed  that  not  more  than  100  feet  of 
hose  shall  be  required  to  reach  all  parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one  story  build¬ 
ing,  on  condition  the  seats  are  so  arranged  that  they  shall  not 
at  the  floor  level  of  the  highest  row  be  more  than  15  feet 
above  the  lowest  floor  level  of  the  auditorium,  provided,  how¬ 
ever,  the  gradient  of  the  auditorium  floor  does  not  exceed 
one  foot  in  12  feet. 


52G.  LIGHTS.  1.  Adequacy.  Every  portion  of  the 
building  devoted  to  the  uses  or  accommodations  of  the  pub¬ 
lic,  also  all  [outlets]  means  of  egress  leading  to  the  streets 
and  including  the  open  courts  [or]  and  corridors,  shall  be 
well  and  properly  lighted  during  every  performance,  and 
the  same  shall  remain  lighted  until  the  entire  audience  has 
left  the  premises.  When  interior  gas  lights  are  not  lighted 
by  electricity,  other  suitable  appliances,  [to  be]  approved 
by  the  Superintendent  of  Buildings,  shall  be  provided. 

527.  MEANS  OF  EGRESS.  1.  Exits  to  streets.  Every 
theatre  accommodating  300  persons  shall  have  at  least  two 
exits ;  when  accommodating  500  persons,  at  least  three 
[3  such]  exits  shall  be  provided;  these  exits  not  referring 
to  nor  including  the  exits)  to  the  open  court  at  the  side  of 
the  theatre.  Every  such  building  shall  have  one  or  more 
fronts  on  the  streets,  and  in  such  fronts  there  shall  be 
suitable  means  of  entrance  and  exit  for  the  audience,  aggre¬ 
gating  not  less  than  25  ft.  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  [on  a  higher 
level  from]  more  than  one  foot  above  the  sidewalk  level 
1  than  four  steps]  unless  approved  by  the  Superintendent  of 
Buildings.  Each  exit  shall  be  at  least  five  feet  in  width 
in  the  clear  and  provided  with  doors  of  iron  or  wood;  if  of 
wood,  the  doors  shall  be  constructed  as  hereinbefore  pre¬ 
scribed  in  this  Chapter.  All  of  said  doors  shall  open  out¬ 
wardly,  and  shall  be  fastened  with  [movable]  panic  bolts 
or  other  approved  devices  which  will  open  when  one  or 
more  persons  press  against  inner  side  of  said  door. 

530.  ( b )  Satisfactory  proof  must  be  submitted  and  filed 

with  application  that  curtain  is  capable  of  withstanding  a 
temperature  of  not  less  than  1700  degrees  F.  for  a  period  of 
45  minutes. 


Proposed  Amendment  to  Article  28,  Section  581,  Code  of 
Ordinances,  New  York. 

581.  STANDPIPES.  1.  [When  required]  Standpipes, 
constructed  and  installed  as  hereinafter  required  and  as 
prescribed  in  Rules  of  the}  Board  of  Standards  and  Appeals 
shall  be  provided: 

a.  UNCHANGED. 

b.  UNCHANGED. 

c.  In  every  building  exceeding  ten  thousand  square  feet 
in  area,  except  in  buildings  specifically  exempted  in  Article 
25  of  this  Chapter  and  buildings  of  not  more  than  one  clere¬ 
story  in  height  not  exceeding  fifteen  thousand  square  feet 
in  area  and  occupied  solely  as  places  of  religious  ivorship ; 
and  except  in  fireproof  buildings  not  over  four  stories  or 
45  feet  in  height  when  such  buildings  are  equipped  with 
an  approved  tiuo  source  supply  automatic  sprinkler  system, 
and  are,  not  of  an  occupancy  deemed  unusually  hazardous 
by  the  Fire  Commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures  when 
deemed  necessary  by  the  Fire  Commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  industrial 
plants  of  an  area  in  excess  of  ten  thousand  square  feet. 

2.  UNCHANGED. 

3.  Number  and  Location.  The  number  of  standpipes  in 
any  building  shall  be  such  that  all  parts  of  each  story  are 
within  the  reach  of  at  least  one  stream  supplied  by  hose  not 
exceeding  one  hundred  feet  in  length. 

When  a  building  requiring  standpipes  faces  on  more  than 
one  street,  at  least  one  standpipe  shall  be  installed  for  each 
street  front,  provided  that  for  intersecting  street  fronts, 
one  standpipe  shall  be  sufficient  for  each  intersection,  when 
all  portions  of  each  area  may  be  reached  by  a  stream  from 
100  feet  of  hose.  So  far  as  practicable,  standpipes  shall  be 
placed  within  stair  enclosures,  otherwise  they  shall  be  as 
near  the  stair  as  possible.  All  standpipes  shall  extend  from 
the  lower  story  to  and  above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height .  am!  not 
over  20,000  sq.  ft.  in  area  gravity,  tank  may  be  omitted  pro¬ 
vided  the  standpipe  riser  is  supplied  by  not  less  than  4  inch 
connection  to  street  main  having  not  less  than  45  lb.  pres¬ 
sure. 
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4.  CONSTRUCTION.  All  standpipes  hereinafter  in¬ 
stalled  shall  be  constructed  as  prescribed  by  the  Rules  of  the 
[Fire  Commissioner |  Board  of  Standards  and  Appeals  and 
shall  be  provided  with  such  outlets  and  equipped  with  such 
appliances  as  required  by  said  rules.  All  standpipes  shall 
extend  to  the  street  and  shall  be  provided  [at  or  near  the 
sidewalk]  with  approved  Siamese  connections.  In  buildings' 
not  exceeding  45  feet  in  height,  Siamese  connections  will 


not  be  required.  When  there  is  more  than  one  standpipe 
in  any  building,  [all]  they  shall  be  cross-connected  in  an 
approved  manner  below  the  side-walk  level,  or,  if  there 
is  no  cellar,  they  shall  be  cross-connected  bclozv  the  ceiling 
of  the  basement  or  loivest  story. 


Adjourned  5.15  p.  m. 

•  William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals 
held  on  Tuesday  morning,  December  12,  1922,  as  they  ap¬ 
peared  in  Bulletin  No.  51,  Vol.  VII,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION: 

(1148-22-BZ) 

Whereas,  Lewis  Spencer  Morris,  owner,  filed,  Septem¬ 
ber  26,  1922,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  the  extension  from  an  unrestricted  district 
into  a  business  district,  of  a  proposed  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles,  premises  west  side 
Walton  avenue  and  east  side  Gerard  avenue,  80  ft.  south 
of  149th  street,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
12,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Walton  avenue  and  149tli 
street  are  business,  districts  and  Gerard  avenue  is  an  un¬ 
restricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

♦ Correction — Words  “within  100  ft.  of  Bast  149 th  street 
on  either  the  Walton  avenue  or  the  Gerard  avenue  fronts 
of  the  building ”  inserted  in  line  37  of  resolution. 


rendered  September  19,  1922,  in  acting  on  N.  B  No.  2812- 
21,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  extending  into  business 
district  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  1  story  in  height  with  a  frontage  of 
180  ft.  and  a  depth  of  120  ft.,  to  be;  occupied  as  a  garage 
for  more  than  5  motor  vehicles;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  87  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of.  the  use  district  regulations 
of  the  Building  Zone  Resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  northerly 
and  southerly  gable  walls  be  unpierced  throughout  their 
entire  length  and  height,  and  that  there  be  no  vehicular 
entrance  or  exit  within  the  business  district  within  100 
ft.  of  East  149th  street  on  either  the  Walton  avenue  or 
tire  Gerard  avenue  fronts  of  this  building,  and  that  the 
front  elevations  be  faced  with  front  brick  and  stone  or 
terra-cotta  trimmings. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


MINUTES 

BOARD  OF  APPEALS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Tuesday  morning,  February  19,  1923,  as  they  appeared  in 
Bulletin  No.  9,  Vol.  9,  are  hereby  corrected  to  read  as 
follows : 

(1324-23- A) 

Whereas,  Benjamin  G.  Hitchings,  for  Benjamin  G.  Hit- 
chings,  Inc.,  owner,  filed,  November  16,  1923,  an  appeal, 
with  the  board  of  appeals,  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  Avenue  H,  32nd  to  38th  streets, 
Brooklyn ;  and 

\\  hereas,  the  orders  of  the  fire  commissioner,  dated  Oc¬ 
tober  27,  1923,  read: 

‘‘Order  No.  50635-F: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  five  days  from  date  of  service  of  this 
order,  to : 

.“1.  Provide  a  cover  of  heavy  wire  netting  for  top 

*Co-rrection — "Nos.  50635 -F,  50637 -F  and  50639 -F”  added 
after  zuord  commissioner  in  line  56,  and  zuords  '“as  to  Or¬ 
der  No.  50635 -F”  deleted  in  lines  59  and  60. 


of  iron  cupola  chimney,  section  780,  Greater  New  York 
Charter.” 

“Order  No.  50637-F: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  twenty  days  from  date  of  the  service 
of  this  order,  to : 

“1.  Install  a  fire  hydrant  in  the  center  of  each  block 
of  premises  from  East  32nd  Street  to  East  38th  Street, 
(6  blocks,  6  hydrants).  Each  hydrant  to  be  provided 
with  100  ft.  of  approved  hose  and  nozzle.  Said  hose 
to  be  located  in  a  suitable  hose  house  or  other  enclo¬ 
sure  at  hydrants,  and  each  hydrant  to  be  connected  to 
the  street  main  on  Avenue  “H”.  Sec.  776  Greater 
New  York  Charter.” 

“Order  No.  50639-F: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  twenty  days  from  date  of  the  service 
of  this  order,  to : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  in  lumber  shed,  with  necessary  check 
valves  and  2l/2  inch  regulation  Fire  Department  outlets. 
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Each  outlet  to  be  provided  with  sufficient  feet  of  21/* 
inch  standard  hose  attached  thereto.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  along 
Avenue  H,  extending  from  East  32nd  street  to  East  38th 
street,  on  which  are  located  the  lumber  yard,  sheds  and 
planing  mill  of  B.  G.  Hitchings;  and 

Whereas,  appellant  contends  as  to  Order  No.  50635-F, 
that  the  arrangement  of  baffle  walls  in  the  furnace  is  such 
as  to  render  it  impossible  for  sparks  to  discharge  from 
the  chimney  and  that  the  placing  of  a  netting  over  the  top 
would  impair  the  draught;  that  the  chimney  is  125  ft. 
high,  8  ft.  in  diameter  at  base  and  4  ft.  in  diameter  at  top ; 
as  to  Order  No.  50637-F,  that  there  are  50  fifty-gallon  tanks, 
with  3  buckets  to  each  tank  in  the  yard  and  2  reels  of  250 
ft.  2l/t  in.  hose  and  that  there  are  16  fire  hydrants  abut¬ 


ting  premises  on  Avenue  H ;  that  as  to  Order  No.  50639-F, 
the  shed  referred  to  is  a  one-story  shed,  no  heating 
facilities,  a  standpipe  system  would  be  impractical  and 
that  the  shed  is  provided  with  six  fifty  gallon  tanks,  three 
buckets  to  each  tank. 

Resolved,  that  the  orders  of  the  fire'  commissioner,  Nos. 
50635-F,  50637-F  and  50639-F,  be  and  they  hereby  are 
modified,  and  the  appeal,  in  view  of  the  existing  sixteen 
(16)  fire  hydrants  on  the  public  highway  abutting  this 
property,  be  and  it  hereby  is  granted  on  condition  that  an 
open  runway  be  maintained  not  less  than  15  ft.  in  width 
extending  the  entire  length  of  the  premises,  with  open 
and  unobstructed  gangways  not  less  than  20  ft.  in  width 
at  the  continuation  of  intersecting  streets  from  the  south 
side  of  Avenue  H  to  the  railroad  cut;  granted  on  further 
condition  that  the  lumber  piles  do  not  exceed  an  average 
of  15  ft.  in  height  throughout  the  premises. 


RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Door»— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 
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COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


RULES 

FIRE  ESCAPE  RULES. 


Rule  1.  In  any  building  erected  prior  to  October  1, 
1913,  now  occupied  or  to  be  occupied  as  a  factory,  more 
than  five  stories  in  height  and  not  exceeding  nine  stories 
in  height,  nor  in  any  case  more  than  90  ft.  from  curb  level 
to  top  floor  level,  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  Labor  Law  may  con¬ 
sist  of  an  outside  fire  escape,  provided  that: 

(a)  Any  such  fire  escape  hereafter  erected  shall  com¬ 
ply  with  all  the  provisions  of  Section  273,  labor  law,  and 
in  addition  thereto : 

(1)  The  balconies  and  stairs  shall  be  protected  on 
the  outside  by  substantial  railings  to  a  height  of  at 
least  4  ft  6  in.,  measured  from  floor  of  balcony  or 
center  of  stair  tread,  constructed  of  bars  at  least  one- 
half  (J4)  inch  in  diameter,  spaced  not  more  than 
six  (6)  inches  on  centers,  or  of  substantial  grill 
work,  or  of  screening  not  less  than  No.  10  U.  S. 
gauge  wire  with  not  more  than  one  and  one-half  (1^) 
inch  mesh,  all  rigidly  braced; 

(2)  When  there  is  safe  egress  from  the  roof  of  the 
building  to  any  adjoining  structure,  the  fire  escape 
stairway  shall  continue  to  the  roof,  and  if  there  be 
no  safe  means  of  egress,  a  gooseneck  ladder  shall  be 
provided  from  the  top  story  balcony  to  the  roof; 


(b)  Any  such  fire  escape  erected  prior  to  October  1, 
1913,  shall  conform  in  every  respect  with  the  requirements 
of  paragraph  (a)  of  this  rule,  except  that  balconies  may 
be  not  less  than  3  feet  in  width;  the  connecting  stairs  not 
less  than  20  inches  in  width,  and  placed  at  an  angle  not 
exceeding  60  degrees  if  the  building  is  not  over  six  stories 
in  height,  otherwise  at  an  angle  of  45  degrees;  fire  win¬ 
dows  leading  to  balconies  may  be  at  window  sill  level  if 
fixed  steps  not  less  than  sixteen  (16)  inches  wide  are 
provided  on  the  inside  from  floor  level,  leading  thereto. 

(c)  Any  such  fire  escape  erected  subsequent  to  October 
1,  1913,  and  prior  to  these  rules  taking  effect,  unless 
previously  accepted  as  one  of  the  required  means  of  exit 
or  escape  by  the  administrative  official  having  jurisdiction, 
shall  conform  in  every  respect  to  paragraph  (a)  of  this 
rule. 

Rule  2.  A  fire  escape  shall  not  hereafter  be  accepted 
as  constituting  one  of  the  required  means  of  exit  or 
escape  under  Section  271-1  of  the  labor  law,  in  any  build¬ 
ing  erected  prior  to  October  1,  1913,  now  occupied  or  to  be 
occupied  as  a  factory,  exceeding  nine  stories  in  height 
or  more  than  90  feet  from  curb  level  to  top  floor  level. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 

cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 

cement. 

l-2l/2-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923: 


DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  apppli- 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . . 

Name  of  concern  . . 

Building  No . Story  . 


SQUAD  MONITORS 


Squad  No.  1 


2 

3 

4 


<< 

a 


5 

6 


Rule  2.  Duties  of  Foreman. 


The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent;  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 


He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 
of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 


Rule  3.  Duties  of  Watchmen. 


FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  on^ 
watchman  and  a  substitute  shall  be  designated.  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
the  last  squad  leaves. 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 

<4 
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Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 
box  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  art  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  not 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  by 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 

MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 

Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 

Rule  10.  Duties  of  Owner. 

It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE  BUILDING  or  his  authorized  agent  or 
their  representatives  to  personally  observe  that  the  “Fire 
Drill”  is  held  simultaneously  on  every  floor  of  the  build¬ 
ing  and  the  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 
do  not  participate  shall  not  be  considered  as  complying  with 
the  LAW,  except  as  otherwise  provided  in  these  rules. 

The  person  or  persons  representing  the  OWNER,  LES¬ 
SEE  OR  TENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  Fire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  by 
the  FIRE  COMMISSIONER. 

Rule  11.  Duties  of  Engineer. 

It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  rewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 

Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc.,  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  when  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 

It  shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
OF  BUILDING  to  sound  the  interior  alarm  system  at 
irregular  intervals,  but  not  less  than  once  each  calendar  ■ 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 

The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 

Rule  12.  Registration. 

The  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
pioperly  filled  out 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 

persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  1  he  control  handle  for  the  manual  closing  of  the 
\alve  shall  be  in  a  locked  metal  control  box  having  a  cast 

iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red.  1 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  oil  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
dii  ections,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  giade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

1G.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

1 8.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  he  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 


Conduit : 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  '/2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 


Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made,  from 
below  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 

not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 


Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

.(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The. entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  Valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris- 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  ifl 
their  respective  jurisdictions. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  ‘‘fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from,  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  oi 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Martens;  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot,  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onei-fourth  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartlu  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks;  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con- 
concrete  whpre  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  "Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less— Y  in.  shell,  J4  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  Yi  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks;  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  in.  thick,  54  in.  diameter  rivets  2J4  in.  pitch. 

In  shell  51-16  in.  thick,  54  in.  diameter  rivets  2)4  in. 
pitch.  .  . 

In  shell  Ys  in.  thick,  Y  in.  diameter  rivets  2J4  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2%  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty'- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  tin*, 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  J4  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1  Y  inch  flange. 

For  J4  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  )4  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  d^g.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  tor  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
act  sections  of  the  braces;  in  other  words,  the  brace  will 
areak  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (IJ/2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  fiat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1  l/i)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (l/t)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank,  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25-)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractot 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  eiiher  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip<- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
*o  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  (J^)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
( iy2 )  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  J4  in.  by  J4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank,  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (6)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 

stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited.  ' 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump ;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shal]  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly.in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
;  the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  -shall  be  at  all  times  contained  in  closed 

metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  ‘  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  . such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions ;  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

fe)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  ta.mped  in  place 
Tanks  shall  be  completely  encased  with  six  (6)  inches  of 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xj4-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  OR. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  one!-fourth  (Y)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  3.  Section  6 — (a),  (b),  (c).  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

fb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hof  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (*4)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitabl. 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  I; 
Permitted. 

Grade  B  Fuel  Oil,  within  tfie  meaning  of  these  rules 
shall  be  used  fo’-  domestic  heating  in  buildings  occupiec 
by  not  more  than  two  (2)  families.  If  used  in  building: 
occupied  by  more  than  two  families  or  in  commercia 
plants,  a  Certificate  of  Qualification  will  be  required  a: 
per  Rule  15.  And  for  buildings  occupied  by  more  than  tvvc 
families  or  in  commercial  plants  the  room  or  rooms  in  whicl 
the  oil  conveying  piping  and  equipment  is  installed  shall  b< 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 
such  rooms  shall  have  direct  entrance  from  the  streel 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(bl  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating-  gas  for  public  use. 

fc)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Penskv-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

('d'l  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A— 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
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1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103 -22- A — 1G85-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21 -S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S— Coen  Mechanical  Oil  Burning  System. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

1 115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1184-22-S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S— Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S— Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22-S— Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Btirnwel)  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — .Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S— Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-S A— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-33-SA — Surface  Combustion  low  pressure  fuel  oil 
burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 
•125-23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 


232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
343-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-S A — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA— Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-S A — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA— Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — -New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1 444-23-S A — T ate- J ones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-S  A— Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-lsA — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  eases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923 


627 


Cases  filed  up  to  and  including  March  6,  1924  ....  344 


Restored  to  calendar  .  is 

Miscellaneous  Applications. 

Requests  to  reopen  .  30 

Requests  to  amend  .  0 

Requests  for  modification  . ' .  io 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit .  4 

Requests  to  install  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  . 1048 

Disposed  of .  373 

Cases  pending  March  6,  1924  . 675 


DISPOSITION  OF  CASES. 

Withdrawn  .  40 

Dismissed  . 49 

Denied  . . . *  *  44 

Granted  . 

Granted  on  condition  .  170 

Appliances  approved  .  q 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  . g 

Rules  disapproved  or  rescinded  . 


Miscellaneous  Actions. 

Requests  to  reopen  granted .  27 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  9 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 


Administrative  requests  denied  or  withdrawn .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  1  | 


Total 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 


Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  for  subscription  for  one  year  to  THE  BULLETIN 
OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for. 


1924. 
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DATES  AND  HOURS  OF  MEETING. 

/) Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

'  meetings  as  listed  in  this  Calendar. 

Call  -of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 


BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairma Mff  ^a11  ot  Uerks  Calendar,  Tuesdaj 

T  „  “  ttiSlTi'  Board  of  Standards  and  Appeals, 

fred  J.  Boulton  James  P.  Holland  *  ^4ndtu\ 

All  heatings  are  held  in  Room  919,  Municipal  Building, 


as  listed  in  the  Cal- 


in  J.  Beatty 
in  E.  Kerby 


Henry  L.  Connell 
Fire  Chief  John  Kenlon 


Manhattan. 
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WILLIAM  E.  WALSH,  Chairman. 
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•Bert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

hn  W.  Moore .  Supt.  of  Buildings,  Queens 


illiam  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 
William  J.  O’G.orman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
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lephone — Worth  0184. 

•fice  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

12  noon. 

/  communications  should  he  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
ren — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  March  11 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  March  11,  1924. 

Corrections. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


CALL  OF  CLERK’S  CALENDAR. 

d  Tt^  CIeJfk>s  Calendar  consists  of  applications  under  the 
mulcting  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919.  on  Tuesday,  March  18,  1924 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  uesday,  March  25,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  AnZ  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap-' 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  ( either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
Points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  bv  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  March  13,  1924. 


Cal.  No. 

Department 

Premises  Affected 

382-24- A _ 

. F.D.  ... 

,.130-134  Washington  pi,  Man. 

L.  C.  23089. 

381-24-A. . . . 

. F.D.  ... 

..123  Marble  Hill  ave.,  Bx. 

F.  D.  Decision. 

380-24-BZ. . 

. B.B.Bx. 

.2386-2392  Ryer  ave.,  Bx. 

N.  B.  642-1924. 

379-24-SA. . 

. F.D.  ... 

..“Sure  Heat”  Automatic  Oil 
Burner.  Appliance. 

378-24-BZ. . 

. B.B.Bx. 

..1101-1109  Union  ave.,  Bx. 

N.  B.  19-1924. 

377-24- A. . . 

. B.B.M. 

..31  West  116th  st.,  Man. 

Exit  Order  119^1922. 

376-24-A . . . 

. B.B.M. 

..419  East  66th  st.,  Man. 

Exit  Order  152-1922. 

375-24-A . . . 

. B.B.M. 

..317  West  52nd  st.,  Man. 

Exit  Order  126-1922. 

374-24-A. . . 

. B.B.M. 

..37  West  111th  st.,  Man. 

Exit  Order  121-1922. 

373-24- A. . . 

. F.D.  .. 

..1600  Broadway,  Alan. 

L.  C.  22636. 

372-24- A. . . 

. F.D.  .. 

..1600  Broadway,  Man. 

C. 23099. 

371-24-A . . . 

. F.D.  .. 

..17  Bowery,  Man. 

F.  55083. 

370-24-A . . . 

. F.D.  .. 

..481  Van  Duzer  st.,  Rich. 

L.  C.  21350. 

369-24-A . . . 

. F.D.  .. 

..133-135  West  25th  st.,  Man.  . 

F.  54857. 

368-24-A. . . 

. F.D.  .. 

. .  142  Bowerv,  Man. 

L.  C  23086. 

367-24-BZ. . 

. F.D.  .. 

..225  Mott  st.,  Man. 

Alt.  69-1923. 

366-24-BZ .  . 

. B.B.Bx. 

,.W.  S.  Marion  Ave.,  78.42  ft.  S. 
of  194th  st.,  Bx.  N.B.  609-1924. 

365-24-SA. . 

. F.D.  .. 

..“Koaless”  Oil  Burner. 

Appliance. 

364-24-A . . . 

. F.D.  .. 

..184-210  13th  st.,  L.  I.  City,  Q. 

F.  49522. 

363-24-BZ. . 

. B.B.Bx. 

..2256-2272  Jerome  ave.,  Bx. 

N.  B.  512-1924. 

362-24-S .  . . 

. B.B.M. 

..27-37  West  60th  st.,  Alan. 

Alt.  127-1924. 

361-24-BZ .  . 

. B.B.Bx. 

..421-423  Southern  Blvd.,  Bx. 

N.  B.  342-1924. 

360-24-A. . . 

. F.D.  .. 

..110  East  17th  st.,  Alan. 

L.  C.  23078. 

359-24-A. . . 

. F.D.  .. 

..59-61  Reade  st.,  Man. 

L.  C.  20851. 

358-24-BZ. 

. F.D.  .. 

.  330-332  Freeman  st.,  Q. 

Alt.  159-1924. 

357-24- A. . . 

. F.D.  .. 

..79-81  Rutgers  slip,  Man. 

F.  53567. 

356-24-S . . . 

. H.D.  .. 

..7  Laurel  Hill  (Blvd.,  Winfield, 
Q.  Sanitary  Certificate. 

355-24-BZ . 

. B.B.B.  . 

...1604-1608  Bergen  st.,  Bklyn. 

N.  B.  2046-1924. 

354-24-BZ . 

. F.D.  .. 

...306  Broadway,  Rich. 

C.  22459. 


353-24-BZ . BJB.Bx.  ..E.  S.  181st  st.,  224.10  ft.  S. 

-  152nd  st.,  Bx.  N.  B.  354-1924. 

352-24-A . F.D . 219  East  ave.,  L.  I.  City,  Q. 

-  L.  C.  86437. 

351-24-BZ . T.H . S.  W.  C.  Buhre  ave.  &  Hobart 

- — -  .  ave.,  Bx.  N.  B.  303-1923. 

350-24-BZ . F.D . 1064  Ocean  Parkway,  iBklyn. 

- -  L.  C.  86400. 

349-24-BZ . B.B.B.  ...831-835  Madison  st.,  Bklyn. 

-  Applic.  2805-1924. 

348-24-BZ . B.B.B.  ...226-228  Tompkins  ave.,  Bklyn. 

-  Applic.  2603-2604-1924. 

347-24-BZ . B.B.B.  ...1925-1929  Union  st.,  Bklyn. 

-  Alt.  2684-1924. 

346-24-BZ . B.B.M.  ...173-177  West  89th  st.,  Man. 

-  Alt.  300-1924. 

345-24-BZ . IB.B.B.  ...18  Verandah  pi.,  Bklyn. 

Applic.  2698-1924. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q.  . . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 

/ 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  18,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1049-22-BZ. 

APPLICANT — Charles  Hlawatsch,  owner. 

PREMISES— 58  East  190th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not  residing  on 
the  premises. 

1426-23-BZ. 

APPLICANT— Hugo  E.  Magnuson,  for  Wm.  Boylehart, 
owner. 

PREMISES— 2001-2013  Neck  road,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  selling  station. 

1436-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Fred  Freidin,  owner. 

PREMISES— Southeast  corner  of  Jerome  avenue  and  East 
205th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1518-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Service  Realty  Co., 
owner. 

PREMISES— Southwest  corner  of  Davidson  avenue  and 
East  181st  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles. 
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6-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Duryea-Flatbush 
Stores  Co.,  Inc.,  owner. 

’REMISES — 119-147  East  22nd  street,  Brooklyn. 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

6-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Efficient  Building 
Corp.,  owner. 

’REMISES — Northeast  corner  of  Jerome  avenue  and  Clif¬ 
ford  place,  The  Bronx. 

'0  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

53-24-BZ. 

\PPLICANT — William  F.  Doyle,  for  Herman  H.  Lucke, 
owner. 

’REMISES — 902-922  60th  street,  Brooklyn. 

'0  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

63-24-BZ. 

vPPLICANT — Edward  P.  Doyle,  for  Keystone  Properties 
Corp.,  owner. 

PREMISES — 111-117  West  89th  street,  Manhattan. 

.'0  PERMIT  in  a  business  district  and  within  that  por¬ 
tion  of  the  street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit  and  entrance 
to  a  public  school,  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

44-23-BZ. 

APPLICANT — Michael  Stein,  for  Morris  Schiff,  owner. 

’REMISES — 2839-2847  West  37th  street,  Brooklyn. 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

11-23-BZ. 

\PPLICANT — John  Ingwersen,  for  James  F.  Maloney, 
owner. 

’REMISES — 411  68th  street,  Brooklyn. 

:0  PERMIT  in  a  residence  district  the  change  of  oc¬ 
cupancy  of  first  story  from  residence  to  a  business 

use. 

337-22-BZ. 

*iPPLICANT — William  F.  Doyle,  for  A.  Margolin,  owner. 

’REMISES — 325-333  McDougal  street,  Brooklyn. 

"0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  18,  1924,  at  10  a.  m. 

Appeals  prom  Administrative  Orders. 

059-23-A — 49-61  Clymer  street,  Brooklyn. 

136-23-A — 2164  Harlem  River  terrace,  The  Bronx. 
183-23-A — 520-528  West  27th  street,  Manhattan. 

406-23-A — 101  Fulton  street  and  153  William  street,  Man¬ 
hattan. 

441-23-A— 27-29  Pine  street,  Manhattan. 

474-23-A — 60  East  191st  street,  The  Bronx. 


382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 

7-24- A — 524-530  East  72nd  street  and  525-531  East 
71st  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

24-24-A — 841-851  9th  avenue,  Manhattan. 

174-24-A — 1421  5th  avenue,  Manhattan. 

1464-23-A — 52-54  East  78th  street,  Manhattan. 

1405-23-A — 35  6th  avenue,  Manhattan. 

143- 24-A — West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24- A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  18,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1211-23-BZ — Application,  October  23,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  ot 
James  F.  Meehan,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  St.  Nicho¬ 
las  avenue,  101  ft.  south  of  West  143th 
street,  Manhattan. 

cal.  no.  43-24-BZ — Application,  January  11,  1924,  under 
•  the  building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  So- 
p&ia  B.  Arfman,  owner,  to  permit  In 
a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a 
residence  to  a  business  use ;  premises  176 
Underhill  avenue,  northwest  corner  of 
Sterling  place,  Brooklyn. 

cal.  no.  1425-23-BZ — Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Harry 
A.  Yarish,  architect,  on  behalf  of 
James  Fennimore,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  546-550  East  New  York  ave¬ 
nue,  Brooklyn. 

cal.  no.  1460-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
•  Brooklyn  Realty  Corporation,  owner, 

to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 

cal.  no.  908-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes;  premises 
308  East  173rd  street,  The  Bronx. 
cal.  no.  1165-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  William 
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F.  Doyle,  applicant,  on  behalf  of  One 
Thirty- Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  1540-23-BZ— Application,  December  27,  1923,  under 
the  building  zone  resolution,  of 

Charles  P.  Cannella,  architect,  on  be¬ 
half  of  Jacob  Baum,  owner,  to  permit 
the  extension  into  a  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes 
on  first  story ;  premises  1249  Avenue 
U,  northwest  corner  of  East  13th 
street,  Brooklyn. 

€ 

cal.  no.  733-23-BZ— Application,  June  12,  1923,  under  th« 
building  zone  resolution,  of  Edward  R. 
Koch,  applicant,  on  behalf  of  Hugh  A. 
McGorry,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  mo¬ 
tor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises ; 
premises  3420  Olinville  avenue,  Th« 
Bronx. 

CAL.  NO.  1128-23-BZ— Application,  September  28,  1923, 

under  the  building  zone  resolution,  of 
William  F.  Doyle,  applicant,  on  behalf 
of  Pearl  Campbell  and  Maria  Cassino, 
owners,  to  permit  in  an  unrestricted 
district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363-, 
371  Prospect  place,  Brooklyn. 

cal.  ko.  1365-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent  of 
the  rear  yard  area;  premises  1210-1260 
Elder  avenue,  The  Bronx. 

cal.  no.  1366-23-BZ— Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Westnep  Construction  Corp.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per 
cent  of  the  rear  yard  area  ;«premises 
1231-1265  Elder  avenue,  The  Bronx. 

cal.  no.  1367-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
B.  R.  Construction  Co.,  owner,  to 
permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent 
of  the  rear  yard  area;  premises  1211- 
1263  Boynton  avenue,  The  Bronx. 

cal.  no.  558-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Jenlc* 
&  Rogers,  applicants,  on  behalf  of 
Realty  Associates,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 


permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  to  be  used  as  a  mo¬ 
tor  vehicle  repair  shop;  premises  63- 
100  Empire  boulevard,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  March  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

51-24-S — 240-248  West  40th  street,  Manhattan. 
C0-24-S— 262-268  West  38th  street,  Manhattan. 

70- 24-S— 242-244  West  38th  street,  Manhattan. 

7 1- 24- S — 226-228  West  37th  street,  Manhattan. 
106-24-S— 212-216  West  35th  street,  Manhattan. 

109-24- S — 171-173  6th  avenue,  Manhattan. 

1209-23-S  — 136  Boerum  street,  Brooklyn. 

1332-23-S— 719-721  6th  avenue,  Manhattan. 

234-24-S — 47  Canal  street,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

86-24- S— 265  West  30th  street,  Manhattan. 

118-24-S— 625-627  East  15th  street,  Manhattan. 

125-24-S — 308  Hopkins  avenue,  Queens. 

149-24-S— 20-30  Morton  street,  Brooklyn. 

1496-23-S— 568-574  Broadway,  Manhattan. 

1501-23-S — 12  West  19th  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

18-24-S— 14-16  East  38th  street,  Manhattan. 

33-24-S— 22-32  Sheriff  street,  Manhattan. 

49-24-S— 84-94  Broome  street,  Manhattan. 

2483- 17-S— 42-44  West  39th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

95-24- S A — Leiman  Oil  Pump,  approval  of. 

H1-24-SA— Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approral  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  25,  1924,  at  2  p.  tn. 

Building  Zone  Cases. 

191- 24-BZ.  _  , 

APPLICANT— John  De  Hart,  for  Thomas  A.  McCarthy 

and  Tolin  A.  Donavan,  owners. 

PREMISES— 618-628  73rd  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

192- 24-BZ. 

APPLICANT— John  De  Hart,  for  J.  J.  Theodore  Rieper 
Estate,  owner. 

PREMISES— 2359-2369  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

193- 24-BZ. 

APPLICANT— John  De  Hart,  for  Mary  Gilman,  owner. 

PREMISES— 748-754  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 
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213-24-BZ. 

APPLICANT— R.  Buchanan,  Jr.,  for  Cross-Bay  Theatre, 
Inc.,  owner. 

PREMISES— North  side  of  Rockaway  boulevard,  80  ft. 
east  of  Woodhaven  avenue,  Queens. 

TO  PERMIT  extending  into  a  residence  district  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  occupied  for  stores  and  motion 
picture  theatre. 

221-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  John  Sander, 
owner. 

PREMISES — 139-443  East  77th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1-24-BZ. 

APPLICANT— John  J.  Uunnigan,  for  Meyer  Goldstein  and 
Hyman  Gordon,  owners. 

PREMISES— 1477-1479  Wilkins  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  from  a  market  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles.1 

79-24-BZ. 

APPLICANT— John  De  Hart,  for  Bainbndge  Construc¬ 
tion  Co.,  Inc.,  owner. 

PREMISES— 280-284  West  Fordham  road,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

101-24-BZ. 

APPLICANT— James  Crooke  McLeer,  for  Georgana  G. 

.  Pengel,  owner. 

PREMISES— 586-594  Coney  Island  avenue  and  225-231 
East  9th  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

139-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Bergstein, 
owner. 

PREMISES— 688-696  Central  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

168-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

PREMISES— 1000  East  172nd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in  part  for 
business  purposes. 

272-24-BZ. 

APPLICANT— John  Sloan,  for  Parlex  Holding  Corp., 
owner. 

PREMISES— 489  4th  avenue,  120  East  33rd  street,  121 
East  32nd  street  and  210  Lexington  avenue,  Manhat¬ 
tan. 

TO  PERMIT  in  a  two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a  setback  to  a 
height  in  excess  of  that  set  by  the  building  zone 
resolution. 

282-24-BZ. 

APPLICANT — Harry  Lederer,  for  G.  'Norton,  owner. 

PREMISES — South  side  Mermaid  avenue,  115  ft.  east  of 
Beach  36th  street  and  north  side  Far  Rockaway 
boulevard,  67  ft.  4  in.  west  of  Beach  35th  street, 
Edgemere,  Queens. 

TO  PERMIT  in  a  business  district  extending  into  an  un¬ 
determined  district  the  change  of  occupancy  from 
an  automobile  salesroom  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

26-24-A — 392-398  Myrtle  avenue,  Brooklyn. 

35-24-A— 321-337  6th  avenue  and  101-111  West  20th  street, 
Manhattan. 

65-24-A — 611-621  5th  avenue,  Manhattan. 

96-24-A — Southeast  corner  of  Exterior  street  and  230th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

1112-23-A— 61  Grand  street,  Manhattan. 

1140-23-A — 161  Perry  street,  Manhattan. 

1162-23-A — 5-11  Cook  street,  rear,  and  9  Cook. street,  front, 
Brooklyn. 

861-23- A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

378-23-A — 47-65  West  42nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

(AL.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

CAL.  no.  23-24-BZ— Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wepbern 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  West  207th 
street,  100  ft.  west  of  9th  avenue,  Man¬ 
hattan. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1420-23-BZ— Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  Olof  B. 
Almgrcn,  applicant,  on  behalf  of  Carl 
Wilk,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
224-240  Clarkson  avenue,  Brooklyn. 

cal.  no.  152-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
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from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

cal.  NO.  1504-23-BZ — Application,  December  20,  1923,  under 
the  building  zone  resolution,  of  Henry 
Holder,  architect,  on  behalf  of  Gottlieb 
E.  Haussler,  owner,  to  permit  in  a 
business  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  from 
a  factory  use  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  156-160  North  Elliot 
place,  Brooklyn. 

cal.  no.  1561-23-BZ — Application,  December  31,  1923,  under 
the  building  zone  resolution,  of  Charles 
Schaefer,  Jr.,  architect,  on  behalf  of 
Samuel  Rubin,  owner,  to  permit  the 
extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  4421-4427  3rd  avenue, 
The  Bronx. 

<  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  distriot  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1731  Barnes 
avenue,  The  Bronx. 

cal.  no.  2-24-BZ— Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  Louis  All- 
mendinger,  architect,  on  behalf  of  John 
Stegeman,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1088-1092  Hancock  street, 
Brooklyn. 

cal.  no.  278-24-BZ — Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Otto 
Volkenning,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 


more  than  five  (5)  motor  vehicles; 
premises  441-451  West  167th  street, 
northwest  corner  of  Edgecombe  ave¬ 
nue,  northeast  corner  of  Jumel  place, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  March  25,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1468-23-A — 1449-1459  Broadway,  Brooklyn. 

40-24-A — 362-380  De  Kalb  avenue,  Brooklyn. 

1307-23- A— 38-44  West  40th  street,  Manhattan. 

1170-23-A — 28H  Avenue  N,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  March  25,  1924,  at  2 
o’clock,  in  Room  919,  Alunicigal  Building,  on  the  following 
matters : 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  .Lexing¬ 
ton  avenue,  Manhattan. 

cal.  no.  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 
cal.  no.  1507-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Spencer  Aldrich,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1101-1113  Prospect 
avenue,  southeast  corner  of  11th  avenue, 
Brooklyn. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)'  motor  vehicles; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1455-23-A — 35  6th  avenue,  Manhattan. 
1541-23-A — 1439-1459  Ocean  avenue,  Brooklyn. 
1549-23-A — 703  Bedford  avenue,  Brooklyn. 
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1562-23-A— 3601  14th  avenue,  Brooklyn. 

1466- 23-A— Southwest  corner  of  Woodside  avenue  and  Bar¬ 

nett  avenue,  Woodside,  L.  I.,  Queens. 

1467- 23-A — 521-531  West  57th  street  and  518-528  West 

58th  street,  Manhattan. 

78-24- A — 52-60  West  Jackson  avenue,  Corona,  Queens. 
150-24-A— Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 
156-24-A — 385-389  Harman  street,  Brooklyn. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

1560-23- A — 203-205  West  40th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

253-24- A — Southwest  corner  of  Riverdale  avenue  and  246th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  'Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  1,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  604-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Joseph 
J.  Furman,  architect,  on  behalf  of 
Franklin  R.  Bruns,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2320-2322  Morris 
avenue,  The  Bronx. 

cal.  no.  64-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution ;  premises  332-340  East 
84th  street,  Manhattan. 

cal.  no.  1272-23-BZ — Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  William 
C.  Cartwright,  applicant,  Louis  W. 
Campbell,  owner,  H.  Munson  Baer,  les- 
•  see,  to  permit  in  a  residence  district 

the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  the  front  wall  of  a  build¬ 
ing;  premises  112  East  75th  street, 
Manhattan. 

cal.  no.  1388-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Seelig 
and  Finkelstein,  architects,  on  behalf 
of  Solomon  Goldstein,  owner,  to  permit 
in  a  business  district  the  erection  and 


maintenance  of  structures  to  be  used 
for  stone  and  monumental  works; 
premises  northwest  corner  of  Sutter 
avenue  and  Pitkin  avenue,  Brooklyn. 

cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  tht 
building  zone  resolution,  of  William  F 
-  Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C.  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than^ 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

cal.  no.  104-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Estate  of  Charles  H.  Reed,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles  ;  premises  642-650  St.  Claire 
place,  southeast  corner  of  Riverside 
Drive,  Manhattan. 

cal.  no.  1379-23-BZ — Application,  November  26,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Franklin  A.  Higgins  and  John  H. 
Perry,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  Coney  Island  ave¬ 
nue,  100  ft.  north  of  Avenue  L,  Brook¬ 
lyn. 

cal.  no.  1284-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Rose 
Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an  alteration  and  exten¬ 
sion  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  8226  18th  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
99-24-S — 53  Walker  street,  Manhattan. 

130-24-S — 16  West  30th  street,  Manhattan. 

164-24-S— 340-342  East  27th  street,  Manhattan. 
167-24-S — 252-258  West  37th  street,  Manhattan. 

1 80-24- S — 59  East  9th  street,  Manhattan. 

1213-23-S — 231  Mercer  street,  Manhattan. 

1497-23-S — 162  Boerum  street,  Brooklyn. 

1512-23-S — 42  West  30th  street,  Manhattan. 
1522-23-S — 279  5th  avenue,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 
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BOARD  OF  APPEALS. 

Tuesday,  April  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1498-23-A — 32-4G  West  23rd  street,  Manhattan. 

1544-23-A — 154  East  70th  street,  Manhattan. 

80-24-A — 603  West  27th  street,  Manhattan. 

83-24-A — 187  Lafayette  street,  Manhattan. 

97-24-A — 141  East  25th  street,  Manhattan. 

105-24-A — 361  Avenue  A,  Manhattan. 

107-24-A — 16-50  Wooster  street,  Manhattan. 

114- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

115- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

132-24-A — 61-65  19th  street,  Brooklyn. 

166-24-A — 232-234  East  111th  street,  Manhattan. 

179-24-A — 398-400  Concord  avenue,  The  Bronx. 

183-24-A — 321  Pearl  street,  Manhattan. 

277-24-A — 558-570  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  8,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  21-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  John  Mc- 
Guinness,  applicant,  on  behalf  of  the 
Ambassador  Hotel  Corp.,  owner,  to 
permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric 
sign;  premises  341-351  Park  avenue, 
Manhattan. 

cal.  no.  22-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Third 
Avenue  Holding  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Webster 
avenue,  between  201st  street  and  Mo- 
solu  parkway,  south,  The  Bronx. 

cal.  no.  28-24-BZ — Application,  January  8,  1924,  under 
the  building  zone  resolution,  of  Thomas 
A.  Williams,  applicant,  on  behalf  of 
All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
an  existing  laundry  building;  premises 
46  West  98th  street,  Manhattan. 

cal.  no.  59-24-BZ — Application,  January  16,  1924,  under  the 
building  zone  resolution,  of  Joseph  Lus- 
tig,  applicant  and  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house;  premises 
176  Wilson  avenue,  Brooklyn. 

CAL.  NO.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 


C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  1533-23-BZ — Application,  December  28,  1923,  under 
the  building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  Jaace 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  .87-101  Crown  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  8,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1004-23-S — 42  West  99th  street,  Alanhattan. 

19-24-S — 9  East  42nd  street,  Alanhattan. 

1 88-24- S — 131  West  14th  stredfc,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

211-24-S — 15  West  50th  street,  Manhattan. 

220-24-S — 23  Washington  street,  Alanhattan. 

225-24-S — 49  West  28th  street,  Alanhattan. 

229- 24-S— 7  East  14th  street,  Manhattan. 

230- 24-S — 455-457  6th  avenue,  Alanhattan. 


BOARD  OF  APPEALS. 

Tuesday,  April  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

111-24-A — 97-103  East  Houston  street,  Manhattan. 

120-24- A — 307-311  Borden  avenue,  L.  I.  City,  Queens. 

122-24- A — 35  6th  avenue,  Alanhattan. 

134-24-A — 187-193  Lafayette  street,  Alanhattan. 

142-24-A — 75  Hudson  street,  Alanhattan. 

199-24-A — 332-344  West  44th  street,  Manhattan. 

222-24-A — 108-116  Clifton  place  and  360-372  Classon  ave¬ 
nue,  Brooklyn. 

238-24-A — 145  East  40th  street,  Alanhattan. 

241-24- A — West  side  of  Baldwin  street,  600  ft.  north  of 
242nd  street,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOl  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  morning,  April  15,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  matters: 

cal.  no.  1301-23-BZ— Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  SeDas- 
tian  Ochs,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
three  (3)  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  1634  Wood- 
haven  boulevard,  Woodhaven,  Queens. 
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cal.  no.  1362-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Ferdi¬ 
nand  Savignano,  architect,  on  behalf  of 
Estate  of  Harmon  W.  Cropsey,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2363-2385 
Cropsey  avenue,  Brooklyn. 


cal.  no.  94-24-BZ — Application,  January  22,  1924,  under  the 
building  zone  resolution,  of  S.  L.  Mal- 
kind,  applicant,  on  behalf  of  James  J. 
Fox  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and 
factory  building  to  a  garage  for  the 
storage  of  five  (5)  motor  vehicles; 
premises  20-22  Wyckoff  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  11,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  board  of  ap¬ 
peals,  held  on  Friday  morning,  February  29,  1924,  and  the 
minutes  of  the  board  of  appeals,  held  on  Tuesday  morning, 
February  4,  1924,  were  approved  as  printed  in  the  Bulletin, 
No.  11,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1560-23-A. 

APPELLANT — Ernest  Stern,  for  A.  J.  and  A.  Aaront, 
lessee. 

SUBJECT — 'Appeal  from  decision  of  fire  commissioner 

PREMISES  AFFECTED— 203-205  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Irving  Weiner. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1524-23-A. 

APPELLANT — Albert  E.  Kleinert,  superintendent  of  build¬ 
ings,  Brooklyn. 

SUBJECT — 'Revocation  of  Permit  No.  11314-22,  issued  to 
Joseph  F.  Suessle,  224  St.  Nicholas  avenue,  Brook¬ 
lyn. 

PREMISES  AFFECTED — 803-811  Avenue  P,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Henry  L.  Lath,  building  inspector, 
Brooklyn. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
10  a.  m.,  on  request  of  representative  of  superintend¬ 
ent  of  buildings,  Brooklyn. 


1307-23-A. 

APPELLANT — Raymond  M.  Hood,  for  Titusville  Build¬ 
ing  Corp.,  owner. 

SUBJECT-Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 38-44  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Luke  Flannagan. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
10  a.  m.,  on_request  of  appellant’s  representative. 


1170-23-A. 

APPELLANT — Joaquin  De  La  Roza,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2814  Avenue  N,  Brooklyn. 
APPEARANCES— 

For  Appellant :  T.  L.  White. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.  (for  final  disposition),  on  request  of  appel¬ 
lant’s  representative. 


1248-23- A. 

APPELLANT — T.  &  A.  Engineering  Corp.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1113-1127  Avenue  A,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  . ..••••  0 

Absent:  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION: 

(1248-23-A) 

Whereas,  T.  &  A.  Engineering  Corp.,  for  A.  A.  Ga¬ 
rage.  Inc.,  lessee,  filed,  October  31,  1923,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  1113-27  Avenue  A,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
May  9,  1923,  reads : 

“1.  Standpipe  (fire  line)  equipment  must  be  fed  by 
a  3500  gal.  gravity  tank  located  above  roof,  as  called 
for  in  approved  Sec.  No.  581,  Building  Code.”; 
and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
200  ft.  10  in.  by  112  ft.  2  in.  (22,500  sq.  ft.)  in  area;  OC¬ 
CUPIED  as  a  public  garage,  30  persons;  and 
Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  4  in.  standpipe  line  connected  to  the  street  main, 
which  has  a  maximum  pressure  of  55  pounds  per  square 
inch,  and  further  contends  that  there  are  Siamese  connec¬ 
tions  on  the  three  street  fronts. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  standpipe  equipment  comply 
with  Rule  8,  Subdivision  A  of  the  standpipe  rules,  in  all 
respects,  with  the  exception  of  the  floor  area;  and  that 
the  area  of  this  building  is  not  increased  in  excess  of  that 
now  stipulated  in  appellant’s  application  and  the  dimensions 
as  indicated  on  plans  filed,  in  this  appeal. 
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1481-23-A. 

APPELLANT — Sperry  Gyroscope  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 36-48  Flatbush  avenue  exten¬ 
sion,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Henry  Wineur. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  . .  . _  0 

Absent:  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION: 

(1481-23-A) 

Whereas,  Sperry  Gyroscope  Co.,  owner,  filed,  December 
15,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  36-48 
Flatbush  avenue  extension,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  26,  1923,  reads : 

“Order  No.  83839-LC  : 

“2.  Provide  jets  of  water  where  saws  or  cutting  tools 
are  used  on  10th  floor  which  are  likely  to  Jieat  the 
nitro-cellulose  product  to  the  firing  point  of  friction  or 
otherwise,  so  that  same  shall  continuously  play  upon 
the  point  of  contact.”; 

and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  100  ft.  10J4  in.  by  277  ft.  10  in.  in  area;  OCCUPIED 
as  offices  and  tenant  factory,  1,246  persons  in  the  entire  build¬ 
ing;  and 

Whereas,  appellant  contends  that  the  articles  manufac¬ 
tured  of  celluloid  are  “repeater  cards”  upon  which  very 
exact  graduations  are  made  and  if  water  were  to  fall  upon 
them,  the  celluloid  cards  would  warp  and  become  useless ; 
that  the  maximum  amount  of  celluloid  on  hand  does  not 
exceed  25  pounds;  the  sheets  are  kept  in  individual  paper 
envelopes  and  all  stored  in  a  metal  covered  cabinet. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  work  be  restricted  to  two 
operators ;  that  the  table  on  which  the  work  is  conducted 
be  provided  with  acid-gas  extinguisher  or  other  approved 
extinguisher;  that  the  premises  comply  with  the  rules  in  all 
other  respects,  other  than  the  gas  outlets  in  public  hall, 
separated  from  the  working  area  by  fireproof  partitions 
and  self-closing  doors;  and  that  the  quantity  of  celluloid 
on  premises  shall  not  exceed  25  pounds. 


85-24-A. 

APPELLANT — F.  P.  Keniston.  for  Abraham  Cohen,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 158-162  West  Jackson  avenue, 
Queens. 

APPEARANCES— 

For  Appellant :  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  . .  0 

Absent :  Messrs.  Holland  and  Kerbv . ! _  2 

THE  RESOLUTION  c 

(85-24-A) 


Whereas,  F.  P.  Keniston,  for  Abraham  Cohen,  owner, 
filed,  January  21,  1924,  an  appeal,  with  the  board  of  appeals, 


from  an  order  of  the  fire  commissioner,  affecting  premises 
158-162  West  Jackson  avenue,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  51693- 
F,  dated  December  28,  1923,  reads : 

“1.  Provide  fire  wall  at  least  18  feet  high  on  East 
&  North  sides  of  property  line,  Section  776,  Greater 
New  York  Chapter.”; 
and 

Whereas,  the  premises  consists  of  a  plot  of  ground 
facing  100  ft.  on  38th  street  and  80  ft.  on  Jackson  avenue; 
OCCUPIED  as  a  lumber  yard,  with  a  one  story  frame  shed, 
one  story  frame  dwelling,  and  a  one  story  frame  stable 
occupying  a  portion  of  the  plot,  the  remainder  of  the  plot 
being  used  for  the  storage  of  lumber;  the  exposure  being 
a  two  story  frame  building  to  the  east ;  and 

Whereas,  appellant  contends  that  he  maintains  a  10  ft. 
clearance  between  the  dwelling  and  any  lumber  pile,  and 
that  the  lumber  piles  are  low  piles,  and  to  provide  the  brick 
wall  required  would  practically  confiscate  his  property. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  20-ft.  runway  be  maintained  from 
Jackson  avenue  to  rear  of  appellant’s  property,  along  the 
easterly  lot  line  of  premises,  and  alsQ  two  (2)  10-ft.  run¬ 
ways,  clear  and  unobstructed,  from  38th‘  street  to  the  east¬ 
erly  lot  line  of  property;  that  no  lumber  shall  be  within 
10  ft.  of  east  property  line,  and  in  no  case  shall  any  lumber 
pile  exceed  a  height  of  15  ft. 


87-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Superior  Piece 
Dye  Works,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 363-367  Borden  avenue,  L.  I.  C., 
Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  Benjamin 
Gerry. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  .  o 

Absent :  Messrs.  Holland  and  Kerby . ! _  2 

THE  RESOLUTION: 


(87-24-A) 

Whereas,  Samuel  Rosenblum,  for  Superior  Piece  Dye 
Works,  Inc.,  owner,  filed,  January  21,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  363-67  Borden  avenue,  L.  I.  C., 
Borough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  20,  1923,  reads : 

“Order  No.  52565-F: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  *  * 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (26 
ft.)  in  height,  125  ft.  by  180  ft.  (21,500  sq.  ft.)  in  area; 
OCCUPIED  as  a  dyeing  establishment,  50  employees ;  and 

Whereas,  appellant  contends  that  there  are  no  combustible 
chemicals  used,  that  there  is  a  direct  connection  to  fire 
headquarters  through  the  National  District  Tel.  Co.,  and 
the  building  is  being  equipped  with  automatic  sprinkler  sys¬ 
tem  connected  to  a  12  in.  street  main  (45  pound  pressure) 
in  Borden  avenue. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  there  shall  be  installed  and  main¬ 
tained  an  approved  direct  telegraph  connection  to  fire  head¬ 
quarters  ;  that  building  shall  be  equipped  with  two-source 
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sprinkler  system ;  and  granted  so  long  as  conditions  as  to 
occupancy  and  use  remain  substantially  unchanged. 


1435-23-A. 

APPELLANT — Max  Miller,  for  Ex-Lax  Mfg.  Co.,  owner. 
SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 431-433  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Max  Miller. 

For  Administration:  Assistant  Engineer  Joseph 
Smithers  of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  0 

Absent :  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION : 

(1435-23-A) 


Whereas,  Max  Miller,  for  Ex-Lax  Mfg.  Co.,  owner, 
filed,  December  6,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  superintendent  of  buildings, 
affecting  premises  431-33  Atlantic  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  19,  1923,  in  acting  on  Amendment 
Application  No.  14868-23,  reads : 

“Amendment  denied. 

“Place  supporting  girder  centrally  under  wall. 

“Proposed  design  as  submitted  deemed  unsafe.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  156  ft.  by  90  ft.  in  area  in  the  1st  story  and  106 
ft.  by  54  ft.  in  area  above;  OCCUPIED  as  a  factory; 

and 

Whereas,  it  appears  that  an  alteration  application  was 
filed  in  the  bureau  of  buildings  to  alter  the  building  and 
support  one  of  the  bearing  walls  on  steel  construction; 
the  appellant  afterwards  amended  his  plans  and  submitted 
reinforced  concrete  girders  and  column  construction  for  the 
steel  construction  originally  shown ;  and 

Whereas,  appellant  contends  that  the  object  of  this  sub¬ 
stitution  was  to  eliminate  the  temporary  shoring  that  would 
have  been  necessary  to  carry  the  wall,  and  that  the  steel 
construction  consisted  of  q  girder  of  two  20-inch  65-pound 
beams  supported  on  three  steel  columns  resting  on  grillages 
on  the  existing  masonry  foundation,  the  span  being  17  ft. 
and  13  ft.  4  in.  between  columns ;  the  proposed  concrete 
construction  consists  of  two  girders,  one  on  each  side  of 
the  wall,  to  be  supported ;  each  8  in.  wide  and  40  in.  deep, 
reinforced  top  and  bottom  by  two  \l/\  in.  square  bars;  the 
girders  being  tied  together  at  intervals  of  3  ft.  by  concrete 
diaphragms  running  through  the  wall  for  the  full  depth  of 
the  girder,  12  in.  wide  at  bottom  and  8  in.  wide  at  the  top, 
reinforced  by  steel  diagonal  rods,  the  girder  further  rein¬ 
forced  with  stirrups  consisting  of  in*  square  bars,  hav¬ 
ing  four  legs  in  the  same  plane,  and  to  be  placed  at  inter¬ 
vals  of  about  6  in.  for  at  least  one-third  the  length  of  the 
span,  with  wider  spacing  in  the  middle  of  the  span;  the 
columns  are  16  in.  by  20  in.  outside  dimensions,  with  ver¬ 
tical  reinforcement  of  six  in-  square  bars  tied  together 

at  intervals  of  1  ft.  with  in.  round  hooping;  the  brick 

work  is  to  be  cut  through  for  the  concrete  diaphragms  and 
where  columns  are  to  be  located,  that  part  of  the  brick 
wall  on  each  side  against  which  the  new  concrete  girders 
will  rest  is  to  be  roughened,  so  that  a  complete  bond  will 
be  insured  between  the  concrete  and  the  brick  work ;  and 
appellant  further  contends  that  the  proposed  form  of  con¬ 
struction  is  adequate  to  carry  the  weight  of  the  loads  im¬ 
posed  thereon  and  that  the  proposed  reinforced  concrete 
construction  provides  the  full  equivalent  of  the  strength 
furnished  by  the  steel  construction;  and 


Whereas,  an  examination  of  the  plans  and  computations 
filed  indicates  that  the  reinforced  concrete  designed  pro¬ 
vides  the  full  equivalent  of  the  strength  of  steel  construc¬ 
tion  required  under  the  code  for  the  loads  imposed;  and 
Whereas,  the  board  deems  that  the  superintendent  of 
buildings  should  reconsider  the  application  on  the  basis  of 
the  accepted  principles  of  engineering  practice. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  recommending  the  reconsideration  and  ex¬ 
amination  of  the  design  of  the  proposed  construction,  in 
accordance  with  the  requirements  of  the  building  code. 


1483-23-A. 

APPELLANT — Louis  A.  Sheinart,  for  Lippman  Schnur- 
macher,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 424-426  East  62nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Boulton  and  Fire  Chief  Ken¬ 
lon  .  2 

Negative :  Chairman  Walsh,  Messrs.  Beatty  and 

Connell  .  3 

Absent :  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION: 

(1483-23-A) 

Whereas,  Louis  A.  Sheinart,  for  Lippman  Schnurmacher 
owner,  filed,  December  17,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  424-26  East  62nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
September  6,  1923,  reads : 

“Order  No.  19721-LC: 

“1.  Install  an  approved  oil  separator,  trap  or  other 
similar  apparatus.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  105  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  public 
garage ;  and 

Whereas,  appellant  contends  that  a  similar  order  was 
rescinded  by  the  bureau  of  fire  prevention  owing  to  the 
proximity  of  the  garage  to  the  outlet  of  the  sewer. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  ,-s 
denied. 


8-24- A. 

APPELLANT — William  F.  Doyle,  for  Dr.  George  Draper 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 186  East  64th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  18,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton 

and  Connell .  3 

Negative:  Mr.  Beatty  and  Fire  Chief  Kenlon..  2 
Absent :  Messrs.  Holland  and  Kerby .  2 


BUILDING  ZONE  CASES. 

1507-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Spencer  Aldrich, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings^  to  permit  in  a  business  district  the 
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erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1101-1113  Prospect  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Opposition:  James  H.  Tully,  Charles  C.  John¬ 
son,  Patrick  F.  Duffv  and  others. 

ACTION  OF  BOARD— Laid  fiver  to  March  25,  1924,  a! 

2  p.  m.,  for  inspection  and  report  by  a  committee 
of  board. 


36-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ida  Midonick,  owner. 

SUBJECT — Application  (re;  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 50-60  East  98th  street,  Brook¬ 
lyn. 

APPEARANCES—  t 

For  Appellant :  William  F.  Doyle. 

For  Opposition :  Abraham  Levitt. 

ACTION  OF  BOARD— Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  written  request  of  applicant. 


844-23-BZ. 

APPLICANT — John  J.  Kearney,  for  Harry  M.  Arm- 
sheimer,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  motor  vehicles, 
one  space  rented  to  persons  not  residing  on  the 
premises. 

PREMISES  AFFECTED— 2947  Bainbridge  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon. .  5 

Negative  .  0 

Absent :  Messrs.  Holland  and  Kerbv .  2 

THE  RESOLUTION  : 

(844-23-BZ) 

Whereas,  John  J.  Kearney,  for  Henry  M.  Armsheimer, 
owner,  filed,  July  2,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  two  (2)  ’.rotor 
vehicles,  one  (1)  space  rented  to  persons  not  re- i ding  cn 
the  premises ;  premises  2947  Bainbridge  avenue,  The  Bronx ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  11. 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bainbridge  avenue,  East  20 1st 
street  and  Bedford  Park  boulevard  are  residence  districts; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  18,  1923.  Order  No.  18556-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  as  an  accessory  use  on  these  prem¬ 
ises.”  ; 

and 

Whereas,  the  existing  building  is  of  fireproof  censtruc- 
struction,  one  story  in  height,  with  a  frontage  of  19  ft. 
and  a  depth  of  20  ft;  occupied  as  a  garage  for  two  motor 
vehicles,  one  space  rented  to  persons  not  residing  on  prem¬ 
ises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the!  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  automobile 
storage  capacity  of  the  garage  be  limited  to  two  automobiles 
of  the  pleasure-car  type,  space  for  one  of  which  may  be 
rented  to  persons  not  residing  on  the  premises ;  and  on  fur¬ 
ther  condition  that  no  gasoline  storage  system  be  maintained 
on  the  premises. 


1211-23-BZ. 

APPLICANT — William  F.  Doyle,  for  James  F.  Meehan, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicle: 

PREMISES  AFFECTED— West  side  St.  Nicholas  avenue, 
101  ft.  south  of  145th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  March  18,  1924,  at 
10  a.  m.,  for  a  full  vote  of  the  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton  and  Connell  .  .  4 

Negative :  Fire  Chief  Kenlon  .  ] 

Absent:  Messrs.  Holland  and  Kerby  .  2 


1529-23-BZ. 

APPLICANT — James  Kearney,  for  Alphonse  Freund,  1 
Frederick  A.  Freund  and  Henry  J.  Freund,  owners. 
SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  Ah FECTED— 121-131  West  83rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  Kearney,  John  Caldwell 
Meyer,  Frederick  L.  Kane. 

For  Opposition :  Leo  J.  Rosett,  Philip  Bernstein 
AC  TION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative  .  C 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  . .  5 

Absent :  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION :  | 

x  (1529-23-BZ) 

Whereas,  James  Kearney,  for  A.  Freund,  et  al.,  owner, 
filed,  December  26,  1923,  an  application,  under  the  buildinj, 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  121-131  West  S3rd 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application  j 
by  the  board  of  appeals,  at  its!  regular  meeting,  March  11, 
1924.  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
\\  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  83rd  street,  Columbus  avenue  and 
Amsterdam  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build* 
ings,  rendered  December  22,  1923,  in  acting  on  N.  B.  App 
No.  649-23,  reads : 

“1.  In  a  business  district  the  erection  of  a  public  ga¬ 
rage  for  more  than  five  cars  is  prohibited  by  section 
4,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction.  five  stories  in  height,  with  a  frontage  of  101  ft. 

4  in.  and  a  depth  of  92  ft.  2  in. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
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Whereas,  there  was  opposition  to  the  granting  of  this 
application  ojj  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1240-23-BZ. 

APPLICANT — John  De  Hart,  for  Edna  E.  Patterson  and 
Everett  M.  Corner,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1471-1477  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  0 

Absent :  Messrs.  Holland  and  Kerby  .  2 

THE  RESOLUTION  : 

(1240-23-BZ) 


Whereas,  John  De  Hart,  for  Everett  M.  Corner,  owner, 
filed,  October  30,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  1471-1477  Jerome  avenue,  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  March 
11,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Jerome  avenue,  Macombs  road 
and  West  172nd  street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  22,  1923,  in  acting  on  N.  B.  Appli¬ 
cation  No.  2266-23,  reads: 

“Erection  of  a  garage  for  more  than  five  cars  in  a 
business  district  is  contrary  to  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
be  limited  to  a  one-story  structure  with  roof  of  flat  de¬ 
sign  and  construction ;  that  the  rear  and  gable  walls  be 
unpierced  throughout  their  entire  height  and  length;  that 
the  front  elevations  shall  be  finished  of  front  brick  with 
architectural  terra  cotta  or  stone  trimmings ;  and  on  further 
condition  that  all  permits  necessary  for  the  prosecution  of 
the  work  shall  be  obtained  within  nine  months  and  the 
building  completed  within  eighteen  months  from  the  date 
of  this  action. 


1359-23-BZ. 

APPLICANT — William  F.  Doyle,  for  President  Franklin 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED — Southwest  corner  of  President 
street  and  Franklin  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle,  Philip  J.  Sinnott. 
For  Opposition :  Robert  E.  Tinsley,  Anna  T.  Byrnes, 
Peter  McGovern,  Chas.  Tilgner,  Mark  S.  Feiler, 
George  Goldberg,  John  "J.  Scully,  J.  Henry 
Small,  Charles  E.  Rickerson. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh  and  Mr.  Connell  .  2 

Negative:  Messrs.  Beatty,  Boulton  and  Fire 


Chief  Kenlon  .  4 

Absent :  Messrs.  Holland  and  Kerby  . . .  2 

THE  RESOLUTION: 

(1359-23-BZ)  • 


Whereas,  Wm.  F.  Doyle,  for  President  Franklin  Corp., 
owner,  filed,  November  23,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  busineess  district 
the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles;  premises  southwest 
corner  of  President  street  and  Franklin  avenue,  Brooklyn ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  March 
11,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Franklin  avenue  is  a  business 
district,  President  street  is  a  residence  district  and  Car- 
roll  street  is  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  12,  1923,  in  acting  on  N.  B.  App. 
No.  20832-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  110  ft.  and  a  depth  of  162  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  applicant  failed  to  convince  the  board  of  the  basis 
of  his  appeal  under  section  7,  subdivision  E,  and  section 
20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1433-23-BZ. 

APPLICANT— Uohn  De  Hart,  for  Stefan  Noskewicz, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used 
in  part  for  business  purposes. 

PREMISES  AFFECTED — Northwest  corner  of  Vernon 
avenue  and  Mauriac  avenue,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Messrs.  Beatty  and  Boulton  ....  2 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon  .  3 

Absent :  Messrs  .  Holland  and  Kerby .  2 

THE  RESOLUTION: 

(1433-23-BZ) 

Whereas,  John  De  Hart,  for1  Stefan  Noskewicz,  owner, 

filed,  December  3,  1923,  an  application,  under  the  build- 
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ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used  in  part 
for  business  purposes;  premises  northwest  corner  of  Ver¬ 
non  avenue  and  Mauriac  avenue,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  March 
11,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Vernon  avenue  and  Mauriac  ave¬ 
nue  are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  builds 
ings,  rendered  December  5,  1923,  in  acting  on  N.  B.  App. 
No.  8824-23,  reads: 

“1.  Erection  within  a  residence  district  of  a  building 
to  be  used  for  store  purposes  would  be  contrary  to  Art. 
2,  Sec.  3  of  the  Zoning  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction,  two  stories  and  attic  in  height,  with  a  frontage 
of  24  ft.  and  a  depth  of  40  ft.,  to  be  occupied  as  store  and 
tenement ;  and 

Whereas,  the  board  deemed  that  the  applicant  had  not 
established  the  basis  of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


939-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  George  F.  Lamb, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1943-1961  Pacific  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:.  Philip  J.  Sinnott. 

For  Opposition:  Mrs.  O’Connell,  Rosalie  F.  Jan- 
oer  and  others. 

ACTION  OF  BOARD — Report  of  committee  of  the  board 
approved.  Application  denied. 

THE  VOTE  TO  APPROVE  COMMITTEE’S  RE¬ 
PORT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Holland  and  Kerby .  2 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 
Absent :  Messrs .  Holland  and  Kerby .  2 

THE  RESOLUTION: 


(939-23-BZ) 

Whereas,  Philip  J.  Sinnott,  for  George  F.  Lamb, 
owner,  filed,  July  24,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles ;  premises  1943-1961 
Pacific  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  March 
11,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
ing  zone  resolution  show  that  Pacific  street  is  a  residence 
district,  Atlantic  avenue  is  an  unrestricted  district  and  Buf¬ 
falo  avenue  is  a  business  district;  and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  13,  1923,  in  acting  on  N.  B.  App.  No. 
12385-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  3.  A  public  garage  for  more  than  5  motor 
vehicles  in  a  residence  district ;  and 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  220 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports : 

REPORT  OF  COMMITTEE  OF  INSPECTION: 

March  7,  1924. 

On  March  6th,  a  committee  of  the  Board,  consisting 
of  Chairman  Walsh,  Chief  Kenlon,  Messrs.  Holland, 
Boulton,  Beatty  and  Connell,  personally  visited  these 
premises  and  made  a  general  survey  of  the  street  and 
the  site  under  appeal. 

The  dimensions  of  the  property  under  appeal  embrace 
a  plot  220  ft.  front  by  100  ft.  deep,  located  on  the 
north  side  of  Pacific  Street,  100  ft.  easterly  from  Buf¬ 
falo  Avenue.  Both  sides  of  Pacific  Street  from  Buf¬ 
falo  Avenue  to  Ralph  Avenue,  other  than  the  plot  under 
appeal,  are  entirely  improved  by  three-story,  modern 
brick  dwellings;  the  property  immediately  to  the  rear 
on  Atlantic  Avenue,  an  unrestricted  street,  is  occupied  by 
two-story  frame  dwellings  and  a  one-story  50  ft.  build¬ 
ing,  now  operated  as  a.n  auto  body  painting  and  repair 
shop. 

The  committee  has  this  observation  to  make:  Any 
invasion  by  a  non-conforming  use  on  this  street,  en¬ 
tirely  developed  as  it  is  with  three-story  tenements,  evi¬ 
dently  of  humble  and  modest  occupancy,  attractively 
and  orderly  maintained,  should  be  relentlessly  opposed 
by  this  Board.  The  variation,  permitting  the  erection 
of  the  proposed  public  garage,  would  be  an  unwarrant¬ 
able  and  unjustifiable  distortion  of  this  Board’s  discre¬ 
tionary  powers,  disregarding  the  rights  of  these  people, 
not  only  the  owners  but  the  tenants  of  these  tenements 

The  committee,  therefore,  unequivocally  and  without 
reservation  recommends  the  denial  of  this  appeal. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

JAMES  F.  HOLLAND, 

JOHN  J.  BEATTY, 

ALFRED  J.  BOULTON, 
HENRY  L.  CONNELL. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
ings  be  and  it  hereby  is  denied. 


1453-23-BZ. 

APPLICANT — Times  Triangle  Investors,  Inc.,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  ex¬ 
tending  into  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used  for  business 
purposes. 

PREMISES  AFFECTED — 852-858  Cypress  avenue, 
Queens. 

APPEARANCES— 

For  Applicant :  Martha  Klatschaen. 

For  Opposition:  Max  Ehrlich. 

ACTION  OF  BOARD — 'Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  o 

Absent :  Messrs.  Holland  and  Kerby .  2 
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THE  RESOLUTION: 

(1453-23-BZ) 

Whereas,  Jos.  Schmidt,  secretary,  for  Times  L  riangle 
Investors,  Inc.,  owner,  filed,  December  8,  1923,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  the 
extension  from  a  business  district  into  a  residence  district 
of  a  proposed  business  building;  premises  852-58  Cypress 
avenue,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  11, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cypress  avenue  is  a  busi¬ 
ness  district  and  Cornelia  street  and  Jeffersoif  avenue  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  19,  1923,  in  acting  on  Plan  No. 

15887-23,  reads :  .  . 

“1.  The  erection  of  a  building  partly  within  a 
residence  district  to  be  used  for  business  purposes 
would  be  contrary  to  Art.  2,  section  3  of  the  Zoning 
Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  three  stories  in  height,  with  a  frontage  of 
85  ft.  and,  a  depth  of  105  ft.,  to  be  occupied  for  business 
purposes,  a  portion  of  building  extending  5  ft.  into  the 
residence  use  district;  and  _ 

Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  main  busi¬ 
ness  entrance  of  this  building  shall  be  restricted  to  the 
Cypress  avenue  front  of  this  structure;  that  the  rear  and 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length;  and  that  there  shall  be  no  advertising  signs 
or  display  of  any  kind  permitted  within  or  on  the  walls  in 
the  residence  area ;  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


20-24-BZ. 

APPLICANT— Joseph  M.  Lonergan,  for  A.  A.  A.  Hold¬ 
ing  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
extending  from  an  unrestricted  district  the  change 
of  occupancy  from  a  storage  warehouse  to  a  dye¬ 
ing  plant. 

PREMISES  AFFECTED— 2217-2227  Neptune  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  H.  Kehoe. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent:  Messrs.  Holland  and  Kerby .  2 

THE  RESOLUTION : 

(20-24-BZ) 

Whereas,  Joseph  M.  Lonergan,  for  A.  A.  A.  Holding 
Co.,  owner,  filed,  Jan.  7,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  the  change  of  occupancy 


of  a  building  partly  in  an  unrestricted  and  partly  in  a  busi¬ 
ness  district,  from  a  storage  warehouse  to  a  dyeing  estab¬ 
lishment;  premises  2217-2227  Neptune  avenue,  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  11, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Neptune  avenue  is  a  business 
district  and  West  23rd  street  from  a  point  100  ft.  north 
of  Neptune  avenue  unrestricted;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  4,  1924,  in  acting  on  Report  No.  58-23, 
reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  dye  works  partly  in  a  business 
district  and  partly  in  an  unrestricted  district.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height  on  Neptune  avenue  and  one 
story  in  height  on  West  23rd  street,  with  a  frontage  of  142 
feet  and  a  depth  of  200  feet;  and 
Whereas,  the  building  was  erected  in  1919  and  a  cer¬ 
tificate  of  occupancy  issued  for  a  storage  warehouse  and 
later  an  amendment  to  the  plans  was  filed  and  a  certificate 
was  issued  by  the  building  department  as  a  yarn  dyeing 
establishment;  this  was  revoked  by  the  board  under  Cal. 
No.  869-23- A,  the  certificate  having  been  issued  in  error, 
and  the  applicant  now  contends  that  as  he  made  the  altera¬ 
tions  in  good  faith  therei  would  be  great  hardship  in  com¬ 
pelling  him  to  discontinue  his  business. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  oit\  condition  that  applicant  ob¬ 
tain  the  necessary  permits  for  the  erection  of  the  building 
in  accordance  with  the  requirements  of  the  building  code, 
and  that  the  building  zone  resolution  be  complied  with  in 
all  other  respects. 


1543-23-BZ. 

APPLICANT— Edward  L.  Larkin,  for  Rexburg  Realty 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  Webster  avenue,  772 
ft.  north  of  169th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Edward  L.  Larkin,  John  D.  Larkin. 
For  Opposition :  Samuel  Marion,  August  W.  Glatz- 
mayer,  Max  Weinberg,  Jacob  Austrian,  Herman 
Hausinan. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative  . .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon.  5 
Absent :  Messrs .  Holland  and  Kerby .  2 

THE  RESOLUTION:  , 

(1543-23-BZ) 

Whereas,  Edward  L.  Larkin,  for  Rexburg  Realty  Corp., 
owner,  filed,  December  27,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  west  side  of 
Webster  avenue,  772  ft.  north  of  169th  street,  The  Bronx; 
and 
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Whereas,  a  public  hearing  was  held  on  this  application, 
by  the  board  of  appeals  at  its  regular  meeting,  March 
11,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  and  East 
170th  street  are  business  districts  and  Clay  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  18,  1923,  in  acting  on  N.  B.  App.  No. 
2965-23,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


AREAS  FIXED. 

(232-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  Gardstein,  requesting  the  board  to  fix  an  area 
of  notification  deemed  affected  by  extension  and  alteration 
of  an  existing  poultry  slaughter  house;  premises  874-884 
41st  street,  Brooklyn. 

Th<4  following  area  was  approved  by  the  board: 

Both  sides  of  41st  street  from  8th  avenue  to  a  point 
200  ft.  east  of  9th  avenue.  Both  sides  of  9th  avenue 
from  40th  street  to  a  point  400  ft.  south  of  premises 
in  question;  also  the  north  side  of  42nd  street  from 
9th  avenue  to  a  point  150  ft.  west  of  9th  avenue. 


(191-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  De  Hart,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  618-28  73rd 
street,  Brooklyn. 

Thd  following  area  was  approved  by  the  board : 

Both  sides  of  73rd  street  from  6th  avenue  to  7th  ave¬ 
nue,  the  east  side  of  6th  avenue  from  74th  street  to 
73rd  street,  also  the  north  side  of  74th  street  from  6th 
avenue  to  a  point  50  ft.  east  of  the  premises  in  question. 


(1516-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Andrew  Katzenberger,  requesting  the!  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage;  premises  8009  95th  avenue, 
Woodhaven,  Queens. 

TIiq  following  area  was  approved  by  the  board: 

Both  sides  of  Chichester  avenue  (95th  avenue)  from 
a  point  100  ft.  west  of  Hudson  street  (80th  street) 
to  a  point  100  ft.  east  of  Halifax  street  (81st  street). 
Both  sides  of  Hudson  street  (80th  street)  from  a  point 
100  ft.  south  of  Chichester  avenue  (95th  avenue)  to  a 
point  100  ft.  south  of  Atlantic  avenue. 


( 157-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  P.  Keniston,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage;  premises  103  Newell  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Newell  street  from  Norman  avenue  to 
Nassau  avenue. 


Adjourned  4  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  11,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Superintendents  Brady,  Reville,  Kleinert  and  Mc¬ 
Dermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  March 
4,  1924,  were  approved  as  printed  in  the  Bulletin,  No.  11, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1213-23-S. 

PETITIONER— Gharles  B.  Meyers,  for  Moritz  Weil, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 231  Mercer  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Charles  B.  Meyers. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1004-23-S. 

PETITIONER— Samuel  Rosenblum,  for  Arnesto  Paint 
Co.,  lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 


PREMISES  AFFECTED — 42  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1497-23-S. 

PETITIONER — Croker  National  Fire  Prevention  Engin¬ 
eering  Co.,  for  Joseph  Bender,  owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 162  Boerum  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1512-23-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Broadway-Thirtieth  Street  Cor¬ 
poration,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  fire  commissioner. 
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PREMISES  AFFECTED— 42  West  30th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Npne. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1522-23-S. 

PETITIONER—  Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  279  Fifth  Avenue  Corporation, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 279  Fifth  avenue,  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1461-23-S. 

PETITIONER— Philip  Steigman,  for  21-25  West  20th 
Street  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 23  West  20th  street,  Manhat¬ 
tan.  i  ; 

APPEARANCES— 

For  Petitioner:  Philip  Steigman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m.,  subject  to  certificate  of  occupancy  from 
superintendent  of  buildings  and  to  file  new  plans. 


1357-23-S. 

PETITIONER— Oscar  Goldschlag,  for  Israel  Cummings, 
of  fire  commissioner, 
lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 35  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Oscar  Goldschlag. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


52-24-S. 

PETITIONER— Schwartz  &  Gross,  for  Jatison  Construc¬ 
tion  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 32-34  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville.  Kleinert  and  McDermott  .  8 

Negative  . .  •  9 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(52-24-S) 


Whereas,  Schwartz  &  Gross,  for  Jatison  Construction 
Co.,  Inc.,  owner,  filed,  January  14,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  stated  in  a  decision  of 


the  superintendent  of  buildings,  affecting  premises  32-34 
West  39th  street.  Borough  of  Manhattan  and 

W'hereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  N.  B.  App.  No.  483,  dated  January  8,  1924,  reads: 

“9.  Proposed  construction  of  show  windows  on  1st, 
2nd,  and  3rd  floors  consisting  of  plate  glass  lights  in 
excess  of  720  square  inches  and  movable  sashes  which 
are  not  automatic  closing  is  unlawful.”; 
and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
50  ft.  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system.  OCCUPIED:  1st  story,  stores;  2nd  and  3rd 
stories,  show  rooms;  4th  to  14th  stories,  offices  and  2; 
per  cent  manufacturing,  1,200  persons  in  building;  and 
Whereas,  there  are  windows  on  the  1st,  2nd  and  3rd 
stories,  glazed  with  l/j,  in.  plate  glass ;  the  area  of  the 
glass  at  the  1st  story  is  5  ft.  by  6  ft.  and  the  minimum 
areas  of  glass  at  the  2nd  and  3rd  stories  are  1  ft.  6  in. 

by  4  ft.  6  in.  (972  sq.  in.)  in  area;  and 

Whereas,  petitioner  contends  that  if  compelled  to  com¬ 
ply  with  the  labor  law  regarding  area  of  glass  in  windows, 
the  architectural  effect  of  the  building  and  the  intended 
use  of  these  floors  would  be  destroyed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  three  lower  stories  on  the  front 
of  the  building  on  condition  that  the  windows  shall  be 
constructed  of  metal  frames,  glazed  with  polished  plate 

glass  not  less  than  in.  in  thickness,  and  granted  on 

condition  that  the  labor  law  shall  be  complied  with  in  all 
other  respects. 


63-24-S. 

PETITIONER— Emil  Guterman,  for  James  Epstein, 
owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 1007-1009  Buchman  avenue, 
Ridgewood,  Queens. 

APPEARANCES— 

For  Petitioner :  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  S 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(63-24-S) 


Whereas,  Emil  Guterman,  for  James  Epstein,  owner, 
filed,  January  18,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  1007-9  Buchman  avenue,  Ridge¬ 
wood.  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  28,  1923,  reads : 

“Order  No.  53172-LD: 

“1.  Reduce  the  number  of  persons  above  the  1st 
story  to  120  as  allowed  by  resolution  of  the  Board  of 
Standards  and  Appeals,  Cal.  1722-17-S  or 
“Provide  an  interior  stairway  at  south  side  of  east¬ 
erly  end  of  building  *  * 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  50  ft.  by  150  ft.  in  area;  equipped  with  a  sprinkler 
and  fire  alarm  signal  system.  OCCUPIED  as  follows  • 
1st  story,  silk  spinning,  16  persons;  2nd  story,  mfg.  of 
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shirts,  47  persons ;  3rd  story,  silk  mfg.,  23  persons ;  4th 
story,  mfg.  of  shirts,  80  persons.  EXITS:  Two  fire 
escapes  and  two  exterior  iron  stairways,  the  northerly 
stairway  extends  from  roof  to  yard,  the  southerly  stair¬ 
way  extends  from  top  story  to  street;  EGRESS  from 
termination  of  stairways  by  means  of  an  8  ft.  passageway 
to  street ;  and 

Whereas,  these  exits  were  accepted  by  the  board  under 
Cal.  No.  1722-17-S  on  condition  that  not  more  than  120 
persons  would  occupy  the  building  above  the  1st  story ; 
and 

Whereas,  petitioner  contends  that  at  the  time  Cal.  No. 
1722-17-S  was  granted  there  was  a  celluloid  occupancy  in 
the  building  and  since  that  time  this  occupancy  has  va¬ 
cated  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


29-24-S. 

PETITIONER — -Schwartz  &  Gross,  for  Maxal  Realty 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 328-332  7th  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  denied,  reconsidered  and 
granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady. 

Reville  and  McDermott  .  7 

Negative:  Superintendent  Kleinert  .  . .  1 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  . 0 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 


THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . . • .  o 

Absent :  Messrs.  Holland.  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION : 


(29-24-S) 

Whereas,  Schwartz  &  Gross,  for  Maxal  Realty  Co., 
owner,  filed,  January  8,  1924,  a  petition,  with  the"  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  328-332  Sev¬ 
enth  avenue,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  4,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  106-23,  reads : 

“17.  All  windows  in  building  must  conform  with 
section  264  Labor  Law.” ; 

and 


\\  hereas,  the  building  is  fireproof,  20  stories  in  height, 
T4  ft.  6  in.  by  100  ft.  7  in.  in  area;  equipped  with  a 
sprinkler  system.  OCCUPIED:  Cellar,  boiler  room  and 
storage;  1st  story,  stores;  mezzanine,  offices;  2nd  and 
3rd  stories,  showrooms;  4th  to  20th  stories,  tenant  factory, 
177  persons  in  the  entire  building;  and 
Whereas,  there  are  windows  at  the  front  of  the  build¬ 
ing  at  the  1st,  2nd  and  3rd  stories,  glazed  with  in. 
plate  glass,  having  a  maximum  area  of  6  ft.  by  12  ft.  and 
a  minimum  area  of  1  ft.  6  in.  by  3  ft.  6  in. ;  and 
Whereas,  petitioner  contends  that  if  compelled  to  com¬ 
ply  with  the  labor  law  in  regard  to  area  of  glass  in  win¬ 
dows  the  architectural  effect  of  the  building  and  the  in¬ 
tended)  use  of  the  floors  (showrooms)  would  be  destroyed. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  front  of  building 
in  the  three  lower  stories  only  on  condition  that  center 
lights  in  the  large  show  window  in  each  bay  shall  be  fixed 
metal  sash,  glazed  with  polished  plate  glass,  and  granted 
on  condition  that  the  labor  law  shall  be  complied  with  in 
all  other  respects. 


74-24-S. 

PETITIONER — Tobias  Goldstone,  for  Louis  Berman, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
-  of  fire  commissioner. 

PREMISES  AFFECTED — 76  McKibben  street,  rear, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Tobias  Goldstone. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  8 

Negative  .  q 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(74-24-S) 

Whereas,  Tobias  Goldstone,  for  Louis  Berman,  owner, 
filed,  January  18,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  76  McKibben  street,  rear,  Brooklyn; 

and 

Wi-iereas,  the  order  of  the  fire  commissioner,  dated 
January  11,  1924,  reads: 

“Order  No.  48422-LD : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape,  etc. 

“2.  Arrange  the  fire  escape  on  the  north  side  of 
building,  etc.” ; 

and 

Whereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing,  situated  n  the  rear  of  the  lot,  three  stories  in  height, 
24  ft.  by  25  ft.  6  in.  in  area.  OCCUPIED  as  follows: 
1st  and  2nd  stories,  manufacture  of  robes,  10  persons; 
3rd  story,  purse  manufacturing,  3  persons.  EXITS: 
One  interior  wooden  stairway  extending  from  the  3rd  to 
the  2nd  story,  with  iron  ladder  to  scuttle  in  the  roof,  en¬ 
closed  in  wooden  partitions,  metal  covered  on  hall  side, 
with  fire  doors  at  the  openings,  and  an  outside  iron  stair¬ 
way  from  the  2nd  story  to  yard,  a  fire  escape  with  fire¬ 
proof  shutters  at  the  openings  along  the  course  thereof, 
on  front  of  the  building,  extending  from  top  story  to  yard, 
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with  gooseneck  ladder  to  roof ;  EGRESS  from  termination 
of  fire  escape  through  the  hall  of  building  at  the  front 
of  the  lot  and  also  by  a  door  in  fence  to  adjoining  yard; 

and 

Whereas,  petitioner  asks  that  the  existing  means  of 
egress  be  considered  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  an  exit  by  opening  in 
fence  to  the  adjoining  premises  shall  be  provided  and  main¬ 
tained  ;  and  that  free  and  unobstructed  passageway  shall 
be  provided  through  the  tenement  house  on  the  front  of 
the  property  and  maintained  available  at  all  hours,  and 
granted  as  to  Item  No.  2  on  condition  that  the  windows 
on  the  course  of  the  fire  escape  on  the  1st  and  2nd  stories 
shall  be  made  fireproof,  self-closing. 

_ 

77-24-S. 

PETITIONER — Charles  Sheres,  for  315  Seventh  Avenue 
Corporation,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED- — 311-313-315  Seventh  avenue, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Charles  Sheres,  Samuel  Kheel. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  8 

Negative  . .  . _  0 

Absent :  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(77-24-S) 

Whereas,  Charles  Sheres,  for  315  Seventh  Avenue 
Corp.,  owner,  filed,  January  18,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  311-313-315 
Seventh  avenue,  Borough  of  Manhattan ;  and 
Whereas,  the  decisions  of  the  superintendent  of  build¬ 
ings,  dated  December  14,  1923,  read : 

“Re  Certificate  of  Occupancy — Premises  311  Sev¬ 
enth  Avenue. 

“The  following  objections  will  have  to  be  removed 
before  a  Certificate  of  Occupancy  can  be  issued  on  the 
above  premises : 

“Windows  on  course  of  fire  escape  at  1st  floor  not 
fireproof ;  no  fireproof  passageway  from  foot  of  fire 
escape  to  street;  no  exit  signs  and  red  lights  on  2nd 
floor;  windows  at  rear  of  building  within  30  feet  of 
openings  in  adjoining  buildings  no  protection.” 

“Re:  Certificate  of  Occupancy — Premises  313  Sev¬ 
enth  Avenue. 

“Before  certificate  of  occupancy  can  be  issued  it  will 
be  necessary  to  remove  the  following  objections : 

“Windows  on  course  of  fire  escape  at  1st  floor  not 
fireproof ;  no  fireproof  passageway  from  foot  of  fire 
escape  to  street ;  windows  at  rear  of  building  within 
30  feet  of  openings  in  adjoining  buildings  not  pro¬ 
tected;  exit  signs  and  red  lights  not  placed.” 

“Re:  Certificate  of  Occupancy — Premises  315  Sev¬ 
enth  Avenue. 

“Before  this  Bureau  can  issue  certificate  it  will  be 
necessary  to  remove  the  following  objections: 


No  fireproof  passageway  from  foot  of  fire  escape  to 
street  ;  window  at  rear  of  building  within  30  ft.  of  open¬ 
ings  in  adjoining  building  and  within  50  feet  of  a 
neighboring  roof  not  protected ;  exit  signs  and  red 
lights  not  placed.”; 
and 

Whereas,  the  premises  consist  of  three  non-fireproof  five- 
story  buildings,  No.  315  is  24  ft.  9  in.  by  56  ft.  IV/2 
in.  in  area;  No.  313  is  24  ft.  8  in.  by  56  ft.  lP/2  in.  in 

area,  and  No.  311  is  28  ft.  8^  in.  by  56  ft.  lV/2  in.  in 

area.  OCCUPIED:  1st  story  are  stores  and  stories  above 
are  tenant  factories,  20  persons  in  each  building.  EXITS 
of  each  building  consist  of  a  wooden  stairway  extending 
from  1st  story  to  roof,  enclosed  in  wood  lath  and  plaster 

partitions  with  wooden  doors  at  openings ;  a  fire  escape 

on  the  rear  of  each  building  extending  from  roof  to  yard, 
with  fireproof  windows  along  the  course  of  same.  EGRESS 
from  yard  through  a  hallway  protected  with  fire  retarding 
partitions,  in  an  adjoining  building,  No.  309  Seventh  ave¬ 
nue  ;  and 

Whereas,  petitioner  asks  acceptance  of  existing  means 
of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  egress  from  the  termination  of 
the  fire  escape  on  condition  that  any  fence  in  rear  of 
premises  shall  be  removed  and  that  the  rear  yard  from 
No.  309  to  311  shall  be  maintained  as  one  single  open 
space,  with  egress  to  street  through  premises  No.  309,  311 
and  313;  that  a  metal  sign  shall  be  hung  on  the  outside 
of  the  doors  indicating  direction  of  exit  to  street,  and 
granted  on  the  further  condition  that  the  decision  of  the 
superintendent  of  buildings  be  complied  with  in  all  other 
respects. 


835-22-S. 

PETITIONER — Samuel  Rosenblum,  for  George  A.  Helme, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 58  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  8 

Negative  . .  # _  0 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 

and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(835-22-S) 

Whereas,  Samuel  Rosenblum,  consulting  engineer,  for 
George  A.  Helme,  owner,  filed,  June  16,  1922,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  deci¬ 
sion  of .  the  superintendent  of  buildings,  affecting  prem¬ 
ises  58  West  38th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  June  6,  1922,  reads: 

“In  case  the  premises  are  to  be  maintained  for  fac¬ 
tory  use  the  exit  from  rear  fire  escapes  must  conform 
to  section  273  (9)  which  requires  a  fireproof  pas¬ 
sageway  over  roof  of  extension  and  leading  to  street. 
Exit  from  rear  fire  escape  does  not  conform  to  sec¬ 
tion  273  and  it  is  considered  to  be  inadequate.”; 
and 
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Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  20  ft.  10  in.  by  94  ft.  9  in.  in  area, 
as  proposed  in  the  1st  story  and  20  ft.  10  in.  by  56  ft.  in 
area  above,  occupied  in  the  basement,  millinery  supplies, 
2  persons;  1st  story,  silk  salesroom,  5  persons;  2nd  story, 
manufacturing  of  feathers,  5  persons;  3rd  story,  manu¬ 
facturing  of  hats,  6  persons;  4th  story,  pleating,  2  per¬ 
sons;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed 
in  lath  and  plaster  partitions  with  metal  covered  doors 
at  the  openings,  a  fire  escape  on  the  rear  of  the  building, 
with  fireproof,  self-closing  windows  along  the  course  ot 

the  fire  escape;  and  , 

Whereas,  it  is  proposed  to  land  the  fire  escape  on  the 
proposed  extension  roof  with  stair  from  extension  roo 
to  yard  and  exit  from  yard  into  building  in  the  rear; 

Whereas,  petitioner  contends  in  view  of  the  light  oc¬ 
cupancy  the  means  of  egress  proposed  will  be  adequate; 

^Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  18,  1922,  on  condition  that  egress  from  the 
1st  story  extension  roof,  upon  which  the  fire  escape  ter¬ 
minates,  be  provided  by  fixed  iron  stairway  to  yard  imme¬ 
diately  to  the  rear  and  that  the  ceiling  of  the  extension 
shall  be  fire  retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  and  on  further  condition 
tht  any  sash  in  skylight  curb  be  stationary  and  glazed 
with  wire  glass;  and 

Whereas,  petitioner  requests  modification  ot  the  reso¬ 
lution  so  as  to  permit  the  increase  of  occupancy  from  13 
persons  above  the  1st  story,  as  shown  in  resolution  to 
55  persons  above  the  1st  story,  in  view  of  the  fact  that 
in  addition  to  complying  with  the  requirements  of  the 
resoluion  he  has  fire  retarded  the  existing  stairway  par¬ 
titions  and  provided  fireproof  doors  at  the  openings  there- 

m' Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  interior  stairs  enclosure  shall  be  fire 
retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals  and  that  the  requirements  of  the 
original  resolution  shall  be  complied  with  in  all  respects; 
on  further  condition  that  the  occupancy  shall  not  exceed 
20  persons  on  any  one  story  above  the  1st  story. 

1513-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Lonfro  Realty 

Corp.,  owner.  .  ,  . 

SUBJECT— Variation  of  the  labor  law  as  cited  m  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 103  West  27th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

'ppjg  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 
Reville,  Kleinert  and  McDermott  ........  8 

N  egative  .  . . ••.•••*  •  ® 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(1513-23-S) 

Whereas,  Samuel  Rosenblum,  for  Lonfro  Realty  Corp., 
owner,  filed,  December  22,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 


ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  103  West  27th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
ings,  rendered  December  3,  1923,  reads : 

“The  following  objections  will  have  to  be  removed 
before  we  can  issue  the  Certificate: 

“No  fireproof  passageway  from  foot  of  fire  escape 
to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  20  ft.  by  79  ft.  in  area  at  1st  story  and  20  ft.  by 
56  ft.  6  in.  in  area  above;  the  numerical  occupancy  as 
requested  for  in  the  certificate  of  occupancy  is:  1st  story, 
restaurant;  2nd  story,  mfg.  of  coats,  5  persons;  3rd  story, 
mfg.  of  furs,  3  persons;  4th  story,  mfg.  of  coats,  14  per¬ 
sons.  EXITS:  An  interior  wooden  stairway  extending 
from  1st  story  to  roof,  enclosed  in  fire  resisting  mate¬ 
rial  at  1st  story  and  wood  lath  and  plaster  partitions 
above,  with  fireproof  doors  at  openings;  a  fire  escape  on 
the  rear  of  the  building  extending  from  the  main  roof  to 
the  roof  of  the  1st  story  extension,  with  iron  ladder  to 
yard ;  windows  along  course  of  the  fire  escape  are  non- 
fireproof.  ROOFS:  To  east,  one  story  lower;  to  west, 
same  height ;  and 

Whereas,  petitioner  proposes  to  fireproof  openings  along 
course  of  the  fire  escape  and  to  connect  the  roof  of  the 
extension  to  balcony  of  the  fire  escape  to  west. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  roof  of  the  1st  story  extension 
shall  be  constructed  fireproof ;  that  any  skylights  shall 
be  glazed  with  wire  glass;  that  a  60  degree  fire  escape 
shall  be  erected  on  the  rear  of  the  building,  with  egress 
from  the  termination  on  the  1st  story  extension  roof  by 
connecting  balcony  to  fire  escape  on  premises  106  West 
28th  street,  with  egress  therefrom  through  105  West  27th 
street  and  106  West  28th  street ;  that  a  metal  sign  indi¬ 
cating  line  of  travel  to  means  of  egress  be  provided;  and 
granted  only  so  long  as  conditions  as  to  occupancy  and 
use  remain  substantially  unchanged. 


1270-23-S.  ,  _  .  . 

PETITIONER— Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 361  Seventh  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Thomas  A.  Williams. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  8 

N  egative  .  . . ® 

Absent:  Messrs.  Holland.  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(1270-23-S) 

Whereas,  Levi,  Gutman  &  Goldberg,  for  Bagdad 
Traders,  Inc.,  owner,  filed,  November  7,  1923,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  361  Seventh  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  1,  1923,  reads : 
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"In  connection  with  your  application  for  a  certifi¬ 
cate  of  occupancy  for  the  above  premises,  I  beg  to 
state  that  the  building  cannot  be  occupied  as  a  fac- 
story  for  more  than  six  persons,  as  it  does  nor  com¬ 
ply  with  the  provisions  of  the  Labor  Law.  Your  re¬ 
quest  for  a  certificate  permitting  ten  per  cent  of  the 
number  of  employees  to  be  engaged  in  manufacturing 
not  to  exceed  twenty-five  is  therefore  denied.’’ ; 

and 

Whereas,  the  building  is  noil-fireproof,  seven  stories 
and  cellar  in  height,  23  ft.  3  in.  by  73  ft.  in  area.  OC- 
CUP1ED:  Cellar,  boiler  room  and  storage;  2nd  to  5th 
stories,  inclusive,  offices,  20  persons  per  story;  6th  story, 
offices  and  mfg.,  14  persons  in  office,  6  persons  at  mfg. ; 
7th  story,  offices  and  mfg.,  14  persons  in  office,  8  persons 
at  mfg.  EXITS:  One  interior  fireproof  stairway  with 
fire  doors  at  openings,  at  rear  of  building,  extending  from 
1st  story  to  roof ;  and 

Whereas,  petitioner  contends  that  when  the  plans  for 
the  erection  of  the  building  were  approved  by  the  bureau 
of  buildings  in  1921,  it  was  stated  there  were  135  persons 
to  occupy  the  premises  and  the  bureau  permitted  10  per 
cent  of  this  number,  i.  e.,  14  persons  to  be  employed  at 
manufacturing;  basing  actions  upon  approval  granted  by 
the  bureau  of  buildings  in  1921  the  petitioner  leased  the 
entire  building  and  has  arranged  tenancy  so  there  is  a 
total  of  14  persons  on  6th  and  7th  stories  engaged  in 
manufacturing;  on  May  9,  1923,  a  temporary  certificate 
of  occupancy  was  issued  for  use  of  the  2nd  to  7th  stories 
inclusive,  permitting  20  persons  per  story,  with  10  per 
cent  of  the  employees  engaged  in  manufacturing;  a  per¬ 
manent  certificate  of  occupancy  for  this  condition  has  been 
denied  by  the  bureau  of  buildings  and  petitioner  further 
contends  all  work  was  done  according  to  law  and  permits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  an  interior  fireproof  stairs  shall  be  main¬ 
tained  at  the  rear  of  the  building,  with  direct  egress  to 
the  street,  and  that  an  exterior  standard  fire  escape  shall 
be  provide^  from  the  top  story  to  the  roof  of  the  adjoin¬ 
ing  four  (4)  story  building  to  the  north,  egress  there¬ 
from  by  means  of  stairs  which  extend  from  this  roof 
to  street  level  with  signs  indicating  the  line  of  travel;  on 
further  condition  that  the  factory  occupancy  shall  be  va¬ 
cated  on  or  before  December  31,  1925,  and  granted  only 
so  long  as  the  conditions  as  to  occupancy  and  use,  in  the 
meantime,  remain  otherwise  unchanged. 


1448-23-S. 

PETITIONER — John  T.  Prout,  owner. 

SUBJECT — ’Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 137-139  Grand  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Phineas  Lewinson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . . % . . .  •  0 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  6 

THE  RESOLUTION: 

(1448-23-S) 


Whereas,  Phineas  Lewinson,  for  John  T.  Prout,  owner, 
filed,  December  7,  1923,  a  petition,  with  the  board  of  stand¬ 


ards  and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  137-139  Grand  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
26,  1923,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  build¬ 
ing,  by  constructing  a  fireproof  passageway  with  an  un¬ 
obstructed  width  of  at  least  3  feet  throughout,  leading 
to  the  street,  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  35  ft.  11  in.  by  73  ft.  11  in.  in  area;  equipped  with 
an  interior  fire  alarm  signal  system.  OCCUPIED:  1st 
story,  store  salesroom,  11  persons;  2nd  story,  printer,  11 
persons ;  3rd  story,  printer,  10  persons ;  4th  story,  printer, 
3  persons;  5th  story,  hats,  16  persons;  6th  story,  lithograph¬ 
ers,  12  persons;  ;7th  story,  machinist,  6  persons.  EXITS: 
One  interior  fireproof  stairway  extending  from  1st  story 
(o  roof,  enclosed  in  fireproof  partitions  with  metal  covered 
wooden  doors  at  openings,  a  fire  escape  on  the  rear  of  build¬ 
ing,  extending  from  roof  to  1st  story  balcony,  with  ladder 
to  yard  of  premises  to  rear ;  openings  along  course  of  fire 
escape  are  protected  with  fireproof  windows  and  doors. 
ROOFS:  To  east,  33  ft.  lower;  to  west,  3  ft.  higher;  and 
Whereas,  petitioner  contends  that  in  view  of  the  light 
occupancy  the  existing  means  of  exit  are  sufficient. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  tfiat  the  petition  be  and  it  hereby  is  granted 
on  condition  that  egress  from  the  termination  of  the  fire 
escape  shall  be  provided  and  maintained  to  adjoining  rear 
yard  to  east,  egress  from  which  shall  be  through  passage¬ 
way  and  to  two  adjoining  fire  escapes;  granted  only  so  long 
as  said  egress  from  termination  is  maintained  available. 


1159-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Samuel  Glaser, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 806  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . . - .  o 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore  .  5 

THE  RESOLUTION: 

(1159-23-S) 


Whereas,  Samuel  Rosenblum,  for  Samuel  Glaser,  lessee, 
filed,  October  9,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  806  6th  avenue,  Manhattan; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  4,  1923,  reads : 

“Before  a  certificate  of  occupancy  can  be  issued  on 
the  above  premises  for  store,  factory  and  dwelling  it 
will  be  necessary  to  remove  the  following  objections: 

“Interior  stairs  must  be  extended  to  roof  and  rear 
fire  escape  must  be  re-arranged  to  meet  the  require¬ 
ments  of  the  Labor  Law  (Section  274).”; 

and 
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Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  18  ft.  lJ  in.  by  75  ft.  in  area  at  1st  story  and  18 
ft.  9  in.  by  50  ft.  in  area  above.  OCCUPANCY  proposed: 
1st  story,  paint  store  and  stationery  store;  2nd  story,  sign 
painter,  5  persons;  3rd  story,  shoe  top  mfr.,  15  persons; 
4th  story,  dwelling.  EXITS:  One  interior  wooden  stairway 
extending  from  1st  to  top  story,  with  iron  ladder  (in  hall 
closet)  leading  to  roof,  enclosed  in  fire  resisting  partitions 
on  the  1st  story  and  lath  and  plaster  partitions  above ; 
wooden  doors  at  openings;  a  fire  escape  with  vertical  con¬ 
necting  ladders,  on  rear  of  building  extending  from  roof  of 
1st  story  extension  to  top  story  with  gooseneck  ladder  to 
roof;  windows  along  course  of  fire  escape  are  unprotected; 
EGRESS  from  termination  of  fire  escape  across  roof  of 
extension  to  adjoining  extension,  thence  through  building  to 
street;  ROOFS  of  adjoining  premises  are  at  same  level; 
and 

Whereas,  petitioner  proposes  to  provide  60  degree  con¬ 
necting  stairways  on  lire  escape,  a  gooseneck  ladder  to  roof 
and  fireproof  windws  along  course  of  fire  escape  except  at 
dwelling  story,  and  contends  that  iron  ladder  being  available 
will  obviate  the  necessity  of  extending  stairs  to  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  ceiling  of  the  1st  story  extension  shall 
be  fire  retarded  and  the  skylight  glazed  with  wire  glass ;  that 
60  degree  stairs  shall  be  provided  connecting  rear  balconies 
with  a  gooseneck  ladder  to  roof,  and  with  stair  and  landing 
to  extension  roof  with  egress  therefrom  to  the  extension 
roof  of  adjoining  premises,  and  that  a  fixed  double  rung 
iron  ladder  shall  be  provided  in  the  top  story  hall  to  scuttle 
in  roof;  that  the  windows  on  the  course  of  the  fire  escape, 
with  the  exception  of  the  top  story,  shall  be  made  fireproof ; 
granted  only  so  long  as  conditions  as  to  occupancy  and  use 
remain  substantially  unchanged. 


1477-23-S. 

PETITIONER — Patrick  J.  Murray,  for  Canebrake  Realty 
Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 521  Broome  street  and  22  Watts 
street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Patrick  J.  Murray. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . .  o 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(1477-23-S) 

Whereas,  Patrick  J.  Murray,  for  Federal  Sweets  & 


Wafer  Company,  lessee,  filed,  January  15,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  521 
Broome  street  and  22  Watts  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  7,  1923,  reads : 

"Windows  on  course  of  fire  escape  not  fireproof,  self¬ 
closing;  no  counterbalanced  iron  stairs  from  lower  bal¬ 
cony  to  street  and  in  addition  petitioner  requests  to  be 
relieved  from  extending  stairs  to  roof.”; 

and 


Whereas,  the  building  is  fireproof,  seven  stories  in  height, 
40  ft.  by  60  ft.  in  area;  OCCUPIED  as  a  factory  with 
a  total  occupancy  of  63  persons  in  the  building  at  the  pres¬ 
ent  time;  the  4th  to  7th  stories  inclusive  being  vacant  at 
the  present  time;  the  means  of  egress  consisting1  of  an  in¬ 
terior  stairway,  extending  from  the  1st  story  to  the  top 
story,  unenclosed ;  a  fire  escape  on  the  Broome  street  front, 
with  non-fireproof  windws  along  the  course  of  the  fire 
escape,  with  drop  ladder  from  the  lowest  balcony  to  street; 
and 

Whereas,  petitioner  contends  that  the  property  is  located 
within  the  condemned  area  for  the  approach  of  the  new 
Hudson  River  Tunnel  and  that  there  are  only  25  persons 
above  the  1st  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  shall  not  exceed  twenty-five 
(25)  persons  above  the  2nd  story;  that  no  persons  shall  be 
employed  above  the  4th  story;  that  a,  fire  escape  shall  be 
erected  on  the  front  of  the  building  with  60  degree  con¬ 
necting  stairs  and  counterbalanced  drop  ladder  in  guides 
from  the  lowest  balcony  to  the  street,  and  on  further  con¬ 
dition  that  the  existing  cardboard  partitions  in  lofts  shall 
be  removed,  and  that  a  fixed)  iron  ladder  shall  be  provided 
from  the  top  story  to  scuttle  in  roof;  this  variation  and 
use  to  be  granted  for  a  period  not  to  extend  beyond  October 
1,  1924. 


1325-23-S. 

PETITIONER — John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED — 181  William  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  M.  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


t  /  *  J  i 

Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . .  o 


Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(1325-23-S) 

Whereas,  John  M.  Lewis,  for  Thomas  Garner  Co.,  Inc., 
owner,  filed,  November  17,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  181  William  street,"  Manhatan; 
and 

Whereas,  the  orders  of  the  fire  commissioner  read  as  fol¬ 
lows  : 

No.  27128-LD,  dated  September  30,  1921: 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof  *  * 

No.  27129-LD,  dated  September  30,  1921 : 

"1.  Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed, 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way  *  * 

No.  27763-LD,  dated  October  17,  1921: 

“1.  Arrange  the  fire  escape  on  the  west  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
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opening  on  the  course  thereof,  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Sections  373  and  274  of 
the  Labor  Law  *  *  *. 

“MOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“Windows  on  course  not  fireproof,  not  self-closing.  No 
GO  degree  connecting  stairways  between  balconies.  No 
stairway  from  top  balcony  to  roof.”; 

and 

Whereas,  the  building  is  noil-fireproof,  five  stories  in 
height,  25  ft.  by  47  ft.  in  area.  EXITS :  One  interior 
wooden  stairway  extending  from  1st  to  top  story  with  iron 
ladder  to  scuttle  in  roof,  enclosed  in  wooden  partitions  with 
wooden  doors  at  openings ;  a  party  wall  balcony  fire  escape 
with  vertical  ladder  connecting  balconies  on  the  rear  of  the 
building  extending  from  5th  story  to  roof  of  a  one-story 
extension ;  an  iron  ladder  connects  5th  story  balcony  with 
roof  of  adjacent  building  under  same  ownership;  windows 
along  course  of  fire  escape  are  fireproof,  self-closing; 
ROOFS  of  adjoining  buildings  are  at  same  level.  OCCU¬ 
PIED  as  follows:  1st  floor,  leather  goods  store,  6  persons; 
2nd  floor,  storeroom ;  3rd  floor,  printer,  5  persons ;  4th  floor, 
printer  supply,  3  persons;  5th  floor,  window  shade  mfr., 
3  persons;  total,  17  persons;  and 

Whereas,  petitioner  contends  that  owing  to  small  occu¬ 
pancy,  the  existing  means  of  exit  are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape,  with  GO  degree  connecting 
stairs  shall  be  provided  on  the  William  street  front  of  the 
building  and  that  a  fire  escape  balcony  shall  be  provided 
in  each  story  connecting  to  fire  escape  on  adjoining  prem¬ 
ises  to  the  east  on  the  Spruce  street  front  of  the  prop¬ 
erty  ;  that  a  double  rung  iron  ladder  be  provided  in  the 
top  story  hall  to  scuttle  in  roof ;  and  granted  so  long  as 
conditions  as  to  occupancy  and  use  remain  substantially  un¬ 
changed. 


1326-23-S. 

PETITIONER — John  M.  Lewis,  for  Thomas  Garner  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 22  Spruce  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  John  M.  Lewis. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Superintendents  Brady, 


Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . .  0 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore .  5 


THE  RESOLUTION: 

(1326-23-S) 

Whereas,  John  M.  Lewis,  for  Thomas  Garner  Co.,  Inc., 
owner,  filed,  November  17,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  22  Spruce  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  30,  1921,  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof,  *  *  *. 


“2.  Arrange  the  fire  escape  on  the  east  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  60  degree  connecting  stairways  between  balconies. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  stairway  from  top  balcony  to  roof.”; 

and 

Whereas,  the  building  is  lion-fireproof,  five  stories  in 
height,  20  ft.  by  50  ft.  in  area.  OCCUPIED :  1st  story, 
leather  goods,  1  person;  2nd  story,  printer,  2  persons;  3rd 
story,  printer,  2  persons ;  4th  story,  lamps,  3  persons ;  5th 
story,  metal  spinners,  4  persons.  EXITS :  One  interior 
wooden  stairway,  extending  from  1st  to  top  story  iron 
ladder  to  scuttle  in  roof,  enclosed  in  wooden  partitions,  with 
wooden  doors  at  openings ;  a  party  wall  balcony  fire  escape, 
with  vertical  ladder  connecting  balconies  on  east  side  of 
building,  extending  from  main  roof  to  roof  of  1st  story 
extension;  windows  along  course  of  fire  escape,  fireproof, 
self-closing.  ROOFS:  To  east,  7  ft.  higher,  connected  with 
iron  ladder;  to  west,  same  level. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  firq  escape,  with  60  degree  connecting 
stairs  shall  be  provided  on  the  William  street  front  of  the 
building  and  that  a  fire  escape  balcony  shall  be  provided 
in  each  story  connecting  to  fire  escape  on  adjoining  prem¬ 
ises  to  the  east  on  the  Spruce  street  front  of  the  property ; 
that  a  double  rung  iron  ladder  be  provided  in  the  top  story 
hall  to  scuttle  in  roof ;  and  granted  so  long  as  conditions  as 
to  occupancy  and  use  remain  substantially  unchanged. 


1396-22-S. 

PETITIONER — Samuel  Rosenblum,  for  The  Reid  Ice 
Cream  Co.,  owner. 

SUBJECT — 'Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 127-129  West  125th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Superintendents  Brady, 

Reville,  Kleinert  and  McDermott  .  8 

Negative  .  . .  0 

Absent:  Messrs.  Holland,  Kerby,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Moore .  5 

THE  RESOLUTION : 

(1396-22-S) 


Whereas,  H.  L.  Brandt,  for  The  Reid  Ice  Cream  Co., 
owner,  filed,  November  17,  1922,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  127  and  129  West  125th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Extend  the  interior  stairway  at  the  centre  of 
building  to  the  roof,  as  per  section  271  of  the  Labor 
Law. 

“2.  Provide  an  outside  iron  balcony  fire  escape 
on  the  front  of  building  to  cover  both  sides  of  party 
wall  *  *  *  constructed  as  per  section  273  of  the  Labor 
Law  and  the  rules  of  the  Board  of  Standards  and 
Appeals.” ; 
and 
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Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  38  ft.  9  in.  by  96  ft.  11  in.  in  area  in  the  1st  story 
and  38  ft.  9  in.  by  48  ft.  and  53  ft.  in  area  above;  divided 
into  two  sections  by  a  fore  and  aft  brick  wall.  OCCU¬ 
PIED:  Basement,  electrical  supplies,  9  persons;  1st  story, 
furniture  store,  3  persons ;  2nd  story,  clothing  store  and 
printer,  4  persons ;  3rd  story,  Electric  Protective  Service,  2 
persons;  4th  story,  dresses,  5  persons;  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  wood  stud  partitions,  covered 
with  match  boarding  and  No.  26  gauge  sheet  iron,  with  fire 
doors  at  the  openings  ;  a  fire  escape  on  the  rear  of  build¬ 
ing,  westerly  side,  with  landing  in  yard  and  egress  to  street 
through  fireproof  passage  in  basement ;  openings  in  the  divi¬ 
sion  wall  in  each  story  protected  by  fire  doors ;  a  vertical 
ladder  leading  from  roof  of  extension  in  4th  story  to  roof 
of  extension  in  the  3rd  story ;  and 

Whereas,  petitioner  proposes  to  place  wire  glass  in  sky¬ 
light  on  the  roof  over  the  2nd  floor  west  and  to  make  the 
three  windows  in  the  2nd  floor  rear  east  fireproof ;  and 
Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  January  30,  1923,  and  reopened  by  vote  of  the 
board  on  February  26,  1924  ;  and 
Whereas,  petitioner  proposes  to  extend  the  interior  stair¬ 
way  to  the  roof  and  to  provide  a  regulation  fire  resisting 
enclosure  about  same,  and  in  lieu  of  providing  a  fire  escape 
on  the  front  of  the  building  proposes  to  bring  the  fire 
escape  on  the  rear  of  the  building  up  to  standard;  to  pro¬ 
vide)  a  new  stair  and  landing  on  the  roof  of  the  3rd  story 
extension  at  the  west  (replacing  a  gooseneck  ladder)  ;  to 
provide  connecting  balconies  and  stairs  at  the  easterly  build¬ 
ing;  to  provide  an  additional  means  of  exit  from  the  cellar, 
which  is  the  means  of  egress  from  termination  of  fire  escape 
and  to  provide  a  fixed  ladder  from  2nd  story  balcony  to 
adjoining  yard. 


Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  present  window  at  east  end  leading  from 
3rd  story  of  east  section  be  replaced  with  a  fireproof  door 
opening  out  to  roof  of  extension,  and  that  a  fire  escape 
balcony  be  provided  at  2nd  story  of  east  section  connected 
to  fire  escape  on  west  section,  with  60  degree  stairways  from 
this  balcony  to  roof  of  east  extension,  and  from  2nd  story 
balcony  to  roof  of  west  extension,  and  that  a  fire  escape 
platform  be  provided  from  one  of  the  windows  from  3rd 
story  of  west  section  to  roof  of  extension,  any  skylight  in 
roof  of  west  extension  to  be  of  metal  and  wire  glass;  that 
a  drop  ladder  in  guides  be  provided  from  1st  story  balcony 
into  yard  to  west ;  and  further  that  the  interior  stairway 
be  extended  to  roof,  and  stairway  enclosed  in  fire  resisting 
material ;  granted  further  on  condition  that  occupancy  shall 
not  exceed  36  persons  above  2nd  story;  that  the  balcony 
fire  escape  on  the  level  of  the  1st  story  shall  be  provided 
with  a  railing  not  less  than  3  ft.  6  in.  in  height;  that 
exit  signs  shall  be  provided  in  the  lowest  balcony  fire  escape 
directing  the  line  of  travel. 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
68-24-SA. 

PETITIONER— May  Burner,  Inc. 

SUBJECT— Approval  of  the  May  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals 
held  September  18,  1923,  as  they  appeared  in  Bulletin  No. 
39,  Vol.  VIII,  are  hereby  corrected  to  read  as  follows: 

THE  RESOLUTION: 

(696-23-A) 

Whereas,  S.  Langford  &  Co.,  Inc.,  lessee,  filed,  July  5, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  72-78  Spring 
street,  Manhattan  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  4,  1923,  reads: 

“12.  Discontinue  use  of  any  table  used  for  the  dis¬ 
play  of  finished  products,  which  table  is  over  4  ft.  0  in. 
in  width  or  10  ft.  0  in.  in  length,  *  *  *. 

“13.  Place  all  tables  used  for  display  of  finished 
products  at  least  5  ft.  0  in.  apart  *  *  *. 

“19.  Protect  all  steam  pipes  or  risers  that  are  with¬ 
in  6  ft.  0  in.  of  floor  with  wire  guards  or  non-com¬ 
bustible  pipe  covering. 

“20.  Provide  suitable  guards  around  radiators  to  pre¬ 
vent  combustible  material  from  coming  in  contact  there¬ 
with.  *  *  * 

“21.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning  *  *  *. 

“22.  Separate  all  rooms  used  for  inspection,  sorting, 
wrapping,  packing,  storage  and  stockrooms  from  each 


*Correction — Word  “not”  omitted  in  line  83. 


other  and  from  all  rooms  used  for  other  manufactur¬ 
ing,  or  storage  purposes  by  fireproof  partitions  con¬ 
structed  as  prescribed  by  Sec.  235-2,  *  *  *. 

“23.  Arrange  all  tables  or  work  benches  in  work¬ 
rooms  at  least  four  inches  from  any  wall,  steam  or  hot 
water  pipes  *  *  *. 

“26.  Reduce  area  of  finished  stock  storeroom  to 
5,000  square  feet  or  less  *  *  *. 

“27.  Discontinue  the  use  of  any  finished  stock  store¬ 
room  the  walls  or  partitions  of  which  are  not  con¬ 
structed  as  required  by  Sec.  235-2,  Chapter  10,  Code  of 
Ordinances.  *  *  *. 

“28.  Keep  all  finished  stock  except  that  in  final  ship¬ 
ping  boxes  on  slatted  shelves  in  finished  stock  store¬ 
room  *  *  *. 

“29.  Construct  racks  and  divisions  in  finished  stock 
storeroom  of  incombustible  material,  or  of  at  least 
%  in.  tongue  and  grooved  boards  or  its  equivalent  in 
resistance  to  he&t  and  gases  *  *  *. 

“30.  Provide  that  slatted  shelves  in  finished  stock 
storeroom  shall  not  exceed  three  feet  in  depth  *  *  *. 

“31.  Provide  vertical  divisions  at  least  every  4  ft.  0  . 
in.  on  slatted  shelves  in  finished  store  stock  room  *  *  * 

“32.  Provide  that  none  of  the  slats  shall  be  over  4 
in.  wide  nor  spaced  less  than  1  in.  apart  *  *  *. 

“33.  Provide  aisle  space  between  racks  at  least  3  ft. 
wide  *  *  *. 

“34.  Arrange  sprinkler  heads  with  properly  installed 
bafifles  so  that  there  will  be  one  such  head  in  center  of 
aisle  opposite  each  section  of  storage  racks  *  *  *. 
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“36.  Adequately  protect  all  windows  or  other  wall 
openings  in  storerooms  within  50  feet  of  other  buildings 
or  structure,  or  windows  and  other  wall  openings,  lo¬ 
cated  above  other  openings  in  the  same  building  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  100  ft.  by  100  ft.  in  area,  showrooms,  offices  and 
manufacturing,  with  a  total  of  447  persons  in  the  entire 
building,  celluloid  mfg.  qu  6th,  8th,  and  9th  stories;  and 

Whereas,  appellant  contends  that  display  rooms  are  used 
for  no  other  purpose,  that  as  to  items  Nos.  19,  20,  21,  this 
is  being  done  on  the  6th,  8th  and  9th  stories  and  requests 
that  this  requirement  be  waived  as  to  other  stories,  that 
as  to  item  No.  22  inspection  is  part  of  the  manufacturing 
process,  as  to  item  No.  23  that  it  is  safer  to  have  work 
benches  close  against  wall;  as  to  item  No.  26  and  No.  27 
that  this  was  intended  for  places  where  stockrooms  and 
manufacturing  were  on  one  floor;  as  to  items  Nos.  28,  29, 
30,  31,  32  and  33  an  extension  of  time  is  requested  until 
December  15,  1923,  when  work  will  be  done. 

Resolved,  that  the  order  of  the  fire  commissioner  as  to 
Items  12,  13,  19,  20,  21,  22,  23,  26,  27,  34  and  36,  bd  and  it 
hereby  is  modified,  and  the  appeal  as  to  these  items  be  and 
it  hereby  is  granted  on  the  following  conditions: 

As  to  Item  12,  on  condition  that  the  existing  aisle 
spaces  and  areas  shall  not  be  reduced ; 

As  to  Item  13,  on  condition  that  the  present  arrange¬ 
ment  of  tables,  where  meeting  back  to  back,  be  provided 
with  curbing  not  less  than  six  inches  high ; 

As  to  Items  19,  20  and  21,  on  condition  that  it  affects 


only  such  floors  in  building  on  which  celluloid  manu¬ 
facturing  is  conducted ; 

As  to  Item  22,  on  condition  that  all  partitions  separat¬ 
ing  hallways  and  exits  be  of  unpierced,  fireproof  ma¬ 
terial,  ancl  that  any  openings  therein  shall  be  protected 
with  self-closing,  fireproof  doors ; 

As  to  Item  23,  on  condition  that  the  regulations  shall 
prevail  on  all  floors  and  in  all  rooms  where  manufac¬ 
turing  takes  place,  and  that  any  radiators  throughout 
the  building,  where  finished  celluloid  articles  are  stored, 
shall  be  provided  with  sloping,  wire-metal  tops ; 

As  to  Item  26,  on  condition  that  no  manufacturing  be 
conducted  on  these  stories,  and  that  the  display  room  or 
rooms  be  separated  from  all  exits,  hallways  or  passage¬ 
ways  by  an  unpierced,  fireproof  wall,  all  openings  there¬ 
in  to  be  protected  with  fireproof,  self-closing  doors; 

As  to  Item  27,  on  condition  that  the  enclosing  walls 
in  said  stock  room  shall  be  of  approved,  fireproof  ma¬ 
terial  ; 

As,  to  Item  34,  granted  as  to  installation  of  baffle 
heads,  and  on  condition  that  sprinkler  distribution  shall 
comply  with  regulations; 

As  to  Item  36,  on  condition  that  sprinkler  equipment 
as  noted  on  plans  on  file  in  this  case  shall  be  maintained 
distant  not  more  than  three  feet  on  the  Spring  street 
front  and  not  more  than  four  feet  on  the  Crosby  street 
front  from  window  openings ; 

and  that  the  order  of  the  fire  commissioner,  as  to  Items  28, 
29,  30,  31,  32  and  33,  be  and  it'  hereby  is  affirmed,  and  the 
appeal  as  to  these  items  be  and  it  hereby  is  denied. 


MINUTES 

BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 

January  29,  1924,  as  they  appeared  in  Bulletin  No.  6,  Vol. 

IX,  are  hereby  corrected  to  read  as  follows: 

1410-23-BZ. 

APPLICANT— George  M.  McCabe,  for  Wendell  &  Evans 
Company,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings),  to  permit  in  an  unrestricted  district 
extending  into  a  business  district  the  alteration 
and  conversion  of  an  existing  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

*Correction — Lines  12  and  13  omitted  and  “Rev.  Fr. 

Hickey”  placed  among  those  in  opposition. 


PREMISES  AFFECTED— 160-168  West  10th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant :  George  M.  McCabe,  Mr.  Moody. 
For  Opposition:  Rev.  Fr.  Hickey,  David  M.  Jones, 
William  A.  Hoey,  Irving  Walsh,  J.  J.  Smith, 
Mrs.  Emma  Cooper  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  . .  0 

Absent :  Mr.  Beatty  .  1 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  afternoon,  June  12,  1923,  as  they 
appeared  in  Bulletin  No.  25,  Vol.  8,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION : 

(471-23-S) 

Whereas,  Max  Muller,  for  Ralph  Moody,  owner,  filed, 
April  18,  1923,  a  petition,  with  the  board  of  standards  and 

* Correction — Words  ‘‘party  wall'’  omitted  in  line  33  and 
words  “with  party  balcony  in  2nd  story  to  connect  with  fire 
escape  on  149  Canal  street”  added  in  line  36. 


appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  151  Canal  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  on  the 
course  thereof  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following : 

“Windows  on  course  not  fireproof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  stairway  from  top  balcony  to  roof. 
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“No  passageway  from  termination  of  fire  escape  to 
street. 

“No  steps  to  sills  of  openings  to  balconies.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  100  ft.  irregular  in  area  in  the  1st  story 
and  25  ft.  by  80  ft.  in  area  above.  OCCUPIED:  1st  story, 
store  and  restaurant ;  2nd  story,  salersoom,  2  persons ;  3rd 
story,  billiards,  2  persons;  4th  story,  knitting  mill,  8  per¬ 
sons;  5th  story,  tool  makers.  EXITS:  One  stairway  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  terra  cotta  par¬ 
titions  with  fire  doors  at  openings ;  a  fire  escape  on  rear 
of  building  with  gooseneck  ladder  to  roof,  and  sliding 


ladder  to  adjoining  yard;  non-fireproof  windows  along 
course  of  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from,  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fire  escape  shall  be  provided  on  the  rear 
of  building  with  not  less  than  a  60  degree  connecting  iron 
stairs  from  roof  of  1st  story  extension  to  main  roof,  with 
party  balcony  in  2nd  story  to  connect  with  fire  escape  on 
149  Canal  street,  and  that  a  self-closing,  fireproof  window 
shall  be  provided  in  the  southerly  gable  wall  of  the  extension 
on  the  1st  story  and  that  the  order  shall  be  complied  with 
in  all  other  respects,  and  granted  so  long  as  the  conditions 
as  to  use  and  occupancy  shall  remain  substantially  un¬ 
changed. 


RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  -edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited,  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  tke  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 

forated  metal  case,  conspicuously  exposed, '  painted  red 
protected  by  standard  lock  acceptable  to  the  Fire  Preven-’ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner.  * 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 


.  ,  ,,  ,  . - . - -  iimwudl  Closing  01  tile 

valve  shall  be  in  a  locked  metal  control  box  having  a  cast 

red”  COVCr  conspicuousI>r  labeled  with  raised  letters,  painted 


14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control' box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 


Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 


Conduit : 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  _  or  other  stand- 
and  approved  conduit  not  less  than  54  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sacking.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 

except  as  outlined  for  offsets. 

20.  When  connections  to  control  boxes  are  made,  from 
below  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  a™°unt  of  o(Js  « 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset,  for 
example  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 

not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 


Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of' the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 

from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  I  he  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
"by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  "iuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
trom  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (,13a)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  or 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  iuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 
tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  ail  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  tlie  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  nomfireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (,50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buritd  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oner-fourth  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Wfiere  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  concrete 
where  soil  conditions  require. 


399 


RULES  ADOPTED 


Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  "Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new.  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks.  _ 

Tanks  30  in.  in  diameter  and  less — J4  in-  shell,  J4  ln- 
heads. 

Tanks  37  to  72  in.  in  diameter — %  in.  shell,  5-16  in. 

heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  54  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu- 
IclT  tanks 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 

as  follows:  ..  .  .  .  , 

In  shell  K  in.  thick,  54  in.  diameter  rivets  2J4  in.  pitch. 

In  shell  9-16  in.  thick,  54  in-  diameter  rivets  2)4  in. 

pitch.  ,  .  . 

In  shell  )4  in.  thick,  54  in-  diameter  rivets  2J4  in. 

pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2)4  niches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  -members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty'- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  tlu 
sides  of  the  tank  must  in  all  cases  be  such  that  it  wll 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  J4  inch  and  the  minimum  thickness  of  roof 
plates  y&  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  — : - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 

bU\Vhen  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  ot  tun 

45  degree  fillet.  , 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein- 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  154  inch  flange. 

For  J4  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  54  inch  heads,  2/14  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1 1/2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1J4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5*000)  gallons  inside  of  buildings  and  ten  thou¬ 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ($4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Belaw  , 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 

test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 

struck  2  to  3  inches  apart  and  within  2  tq  3  inches  of, 

and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 

as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  of  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ()4)  inch  inside  diameter  shall  be 
permitted 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

( c )  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  ot  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds, -after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(1/2)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  otf  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  in.  by  y2  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  .as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
•n  place. 

Section  6.  Vent  Pipes. 

(a)  A11  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sutflcient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (0)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (i)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  ihe  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump ;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil.. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  hBavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top.  connec¬ 
tions.  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or. oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 

metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonrv. 

(h)  Tanks  shall  be  buried  with  top  of  tanks  not  ess 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  be  con¬ 
nected.  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  mav  be  buried  under  12  inches  of  earth  and  a 
rover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  hevond  the  horizonta 
outline  of  tank  in  all  directions:  concrete  slab  to  be  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  nlnce 
Tanks  shall  be  completely  encased  with  six  (6)  inches  ot 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xp6-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kep* 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
1  exiles 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  ond-fourth  (JA)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

'c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8.  Section  5— (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8.  Section  6— (a),  (b),  (c).  (d)  and  fe). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil- 
iarv  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

fb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot"  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion.  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  Q4)  of  an  inch  of  Portland  cement  plan¬ 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of#an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fo*-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  anv  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(hi  These  Rules  shall  not  applv  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

fc)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  125  degrees 
Fahrenheit,  when  tested  in  a  Tagliabne  or  Penskv-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  :  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

fd)  These  Rules  shall  take  effect  immediately. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  Fast  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and’  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

5 02 -21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
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1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — iBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103 -22- A— 1685-1695  78th  street,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway.  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1 372-2 1  - S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
U15-22-S— Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S— Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22- S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22- S — Burn  well  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulvte  Oil  Burner,  approval  of. 

1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

J203-22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391 - 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — 'Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— ' Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-S A — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-off  Valve. 


345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23-SA— Ray  Rotary  Fuel  Oil  Burner,  approval  of 

525-23-S A — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

760-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 

628-23- S A — Powerlight  oil  heat  burner,  approval  of. 

888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-S A— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23- S A — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1 1 63-23-S A — Todd  Turbine  fuel  oil  burner,  approval  of 

1180-23-SA— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 

1346-23-SA _ New  York  Combustion  Co.  Oil  Burner,  ap¬ 

proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1 43 1-23- S A — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-S A— Tate- Jones  No  6  Oil  Burner,  approval  of. 

1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 

1493-23-S A— Newport  Rotary  Oil  Burner,  approval  of. 

1364-23-S A— Staples  Sc  Pfeiffer  oil  burner,  approval  of. 

1487-23-SA — Schulse  home  oil  burner,  approval  of. 

1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 

1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 

1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 

1 51 5-23- S A — Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24-SA— Induslo  Fuel  Oil  Burner  1-27,  approval  of. 

68-24-SA— May  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports, 'of  this  board,  court  or  departmental  actions, 
and  Toil!  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  If  hereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923 


Cases  filed  up  to  and  including  March  13,  1924  ....  382 

Restored  to  calendar  .  18 

Miscellaneous  Applications. 

Requests  to  reopen  .  30 

Requests  to  amend  .  0 

Requests  for  modification  .  10 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit .  4 

Requests  to  install  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total . 1086 

Disposed  of  .  402 

I  _ 

Cases  pending  March  13,  1924  .  684 


DISPOSITION  OF  CASES. 

627  Withdrawn  . .  40 

Dismissed  .  49 

Denied  .  51 

Granted  .  4 

Granted  on  condition  .  192 

Appliances  approved  .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  e 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  27 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  9 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  1 

Total  .  402 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  he  Boartd  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  wwritten  notice  of  the 
date  for  he  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  March  18, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  March  18,  1924. 

Correction. 

Notices  of  Public  Hearings. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

1924oard  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919',  on  Tuesday,  March  25,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  1,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petitiori  shall  he  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner")  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  he  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman, 
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DOCKET. 

New  Cases  Filed  Week  Ending  March  20,  1924. 


Cal.  No.  Department  Premises  Affected 


410-24-SR . F.D. 


409-24-A . F.D. 


408-24- A . F.D. 


407-24-BZ . F.D. 


. ...  Re  Enclosure  of  Stairways  in 
Factory  Buildings. 

_ 13  Gold  st.,  Manhattan. 

L.  C.  23268. 
....222  South  st.,  Man. 

F.  54086,  54087-54088. 

_ 268  Theodore  st.,  Q. 

L.  C.  86635. 


406-24 -IB Z . B.B.Bx.  .2631-2641  E.  Tremont  ave.,  Bx. 

_ _  N.  B.  452-1924. 

405-24-BZ . B.B.R.  . . .  W.  S.  Jewett  ave.,  11.5  ft.  S.  of 

Waters  avenue,  West  New 
Brighton,  Rich. 

_  N.  B.  475-1924. 


404-24-A . F.D . 205-207  So.  Oxford  st.,  Bklyn. 

_  L.  ~C.  86642. 


403-24-S . B.B.M.  ..247  West  34th  st.,  Man. 

_ _  Alt.  290-1924. 

402-24-BZ . T.H . 449  West  46th  st.,  Man. 

_ .  Decision. 


401-24-S . B.B.M.  ..70  West  3rd  st.,  Man. 

.  Alt.  2467-1923. 

400-24-S . F.D .  252  West  14th  st.,  Man. 

_  Variation  of  Labor  Law. 

399-24-BZ . B.B.Bx.  ..2334-2342  Ierome  ave.,  Bx. 

_  N.  B.  2363-1923. 

398-24-BZ . B.B.B.  ...7905-7911  7th  ave.,  Bklyn. 

_  N.  B.  491-1924. 

397-24-A . F.D . 1600  Broadway,  Man. 

_ .  C-23100. 

39G-o4_A . F.D . 564-568  Fifth  ave.,  Man. 

_ _  L.  C.  23117. 

395-24-IBZ . B.B.Bx.  ..2251  Jerome  ave.,  IBx. 

_ .  N.  B.  359-1924. 

394-24-BZ . B.B.Bx.  ..1051  Lafayette  ave.,  Bx. 

_  N.  B.  386-1924. 

393-24-A . F.D . 22-24  Columbus  pi.,  Bklyn. 

_ _  L.  C.  86543. 

392-24-BZ . ,F.D . 1763  Broadway,  Man. 

_  C.  22344. 


391-24-S . F.D . 2-12  Sheriff  st.,  Man. 

_  L.  D.  50-228. 

390-24-A . F.D . 120  Garretson  ave.,  Dongan 

Hills,  Staten  Island,  Rich. 

-  Alt.  247-1924. 


389-24-S . F.D . 43-51  West  4th  st.,  Man. 

- -  L.  D.  55353. 

388-24-S . B.B.M.  ..230-238  West  38th  st.,  Man. 

-  N.  B.  343-1923. 

387-24-A . F.D . 2478  Second  ave.,  Man. 

-  N.  B.  788-1923. 

386-24-A . F.D . 312-316  East  23rd  st.,  Man. 

-  L.  C.  23035. 

385-24-S . H.D . 2268  Second  ave.,  Man. 

-  Sanitary  Certificate. 

3S4-24-A . F.D . 108-112  Junius  st.,  Bklyn. 

-  F.  51714. 


383-24-A . F.D . Ft.  30th  st.  &  North  River, 

-  Man.  L.  C.  23077. 

Restored  to  Calendar. 

626- 22-S . F.D . 106-108  Fulton  st.,  Man. 

-  L.  D.  30198. 

627- 22-S . F.D . 106-108  Fulton  st.,  Man. 

- •  L.  D.  30195-30196. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  March  25,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

191- 24-BZ. 

APPLICANT — John  De  Hart,  for  Thomas  A.  McCarthy 
and  John  A.  Donavan,  owners. 

PREMISES — 618-628  73rd  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

192- 24-BZ. 

APPLICANT— John  De  Hart,  for  J.  J.  Theodore  Rieper 
Estate,  owner. 

PREMISES — 2359-2369  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

193- 24-BZ.  ' 

APPLICANT — John  De  Hart,  for  Mary  Gilman,  owner. 

PREMISES — 748-754  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

213-24-BZ. 

APPLICANT — R.  Buchanan,  Jr.,  for  Cross-Bay  Theatre, 
Inc.,  owner. 

PREMISES — North  side  of  Rockaway  boulevard,  80  ft. 
east  of  Woodhaven  avenue,  Queens. 

TO  PERMIT  extending  into  a  residence  district  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  occupied  for  stores  and  motion 
picture  theatre. 

221-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  John  Sander, 
owner. 

PREMISES — 439-443  East  77th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Meyer  Goldstein  and 
Hyman  Gordon,  owners. 

PREMISES — 1477-1479  Wilkins  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  from  a  market  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
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79-24-BZ.  x 

APPLICANT — John  De  Hart,  for  Bainbridge  Construc¬ 
tion  Co.,  Inc.,  owner. 

PREMISES — 280-284  West  Fordham  road,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

101-24-BZ. 

APPLICANT — James  Crooke  McLeer,  for  Georgana  G. 
Pengel,  owner. 

PREMISES — 586-594  Coney  Island  avenue  and  225-231 
East  9th  street,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

139-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Bergstein, 
owner. 

PREMISES — 688-696  Central  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

168-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

PREMISES — 1000  East  172nd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in  part  for 
business  purposes. 

272-24-BZ. 

APPLICANT — John  Sloan,  for  Parlex  Holding  Corp., 
owner. 

PREMISES — 489  4th  avenue,  120  East  33rd  street,  121 
East  32nd  street  and  210  Lexington  avenue,  Manhat¬ 
tan. 

TO  PERMIT  in  a  two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a  setback  to  a 
height  in  excess  of  that  set  by  the  building  zone 
resolution. 

282-24-BZ. 

APPLICANT — Harry  Lederer,  for  G.  Norton,  owner. 

PREMISES — South  side  Mermaid  avenue,  115  ft.  east  of 
Beach  36th  street  and  north  side  Far  Rockaway 
boulevard,  67  ft.  4  in.  west  of  Beach  35th  street, 
Edgemere,  Queens. 

TO  PERMIT  in  a  business  district  extending  into  an  un¬ 
determined  district  the  change  of  occupancy  from 
an  automobile  salesroom  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  March  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

26-24-A — 392-398  Myrtle  avenue,  Brooklyn. 

35-24-A— 321-337  6th  avenue  and  101-111  West  20th  street, 
Manhattan. 

65-24-A — 611-621  5th  avenue,  Manhattan. 

96-24-A — Southeast  corner  of  Exterior  street  and  230th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

1112-23-A — 61  Grand  street,  Manhattan. 

1140-23-A — 161  Perry  street,  Manhattan. 

1162-23-A — 5-11  Cook  street,  rear,  and  9  Cook  street,  front, 
Brooklyn. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 


378-23-A — 47-65  West  42nd  street,  Manhattan. 

8-24- A — 186  East  G4th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  March  25,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

(  al.  no.  1349-23-BZ — Application,  November  22,  1925,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  23-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Wepbern 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  south  side  of  West  207th 
street,  100  ft.  west  of  9th  avenue,  Man¬ 
hattan. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1420-23-BZ — Application,  December  3,  1923,  under 
the  building  zone  resolution,  of  Olof  B. 
Almgren,  applicant,  on  behalf  of  Carl 
Wilk,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
224-240  Clarkson  avenue,  Brooklyn. 
cal.  no.  152-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

cal.  no.  1504-23-BZ — Application,  December  20,  1923,  under 
the  building  zone  resolution,  of  Henry 
Holder,  architect,  on  behalf  of  Gottlieb 
E.  Haussler,  owner,  to  permit  in  a 
business  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  from 
a  factory  use  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  156-160  North  Elliot 
place,  Brooklyn. 

cal.  no.  1561-23-BZ — Application,  December  31,  1923,  under 
the  building  zone  resolution,  of  Charles 
Schaefer,  Jr.,  architect,  on  behalf  of 
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Samuel  Rubin,  owner,  to  permit  the 
extension  into  a  business  district  from 
an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  4421-4427  3rd  avenue, 
The  Bronx. 

(  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
•  J.  Dunnigan,  applicant,  on  behalf  of 

Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

CAL.  NO.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1731  Barnes 
avenue,  The  Bronx. 

cal.  no.  2-24-BZ— Application,  January  2,  1924,  under  the 
building  zone  resolution, ~of  Louis  All- 
mendinger,  architect,  on  behalf  of  John 
Stegeman,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1088-1092  Hancock  street, 
Brooklyn. 

cal.  no.  278-24-BZ — Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Otto 
Volkenning,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  441-451  West  167th  street, 
northwest  corner  of  Edgecombe  ave¬ 
nue,  northeast  corner  of  Jumel  place, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  March  25,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
1468-23-A — 1449-1459  Broadway,  Brooklyn. 

40-24-A — 362-380  De  Kalb  avenue,  Brooklyn. 
1307-23-A — 38-44  West  40th  street,  Manhattan. 
1170-23-A — 2814  Avenue  N,  Brooklyn. 

11S3-23-A — 520-528  West  27th  street,  Manhattan. 


1474-23-A — 60  East  191st  street,  The  Bronx. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A— 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

14Q5-23-A — 35  6th  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  March  25,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

cal.  no.  43-24-BZ— Application,  January  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  So¬ 
phia  B.  Arfman,  owner,  to  p«r»»t  In 
a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a 
residence  to  a  business  use;  premises  176 
Underhill  avenue,  northwest  corner  of 
Sterling  place,  Brooklyn. 

cal.  no  640-23-BZ — Application,  May  23,  1923,  under  the 
building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 

cal.  no.  1507-23-BZ — Application,  December  21,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Spencer  Aldrich,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1101-1113  Prospeci 
avenue,  southeast  corner  of  11th  avenue, 
Brooklyn. 

cal.  no.  36-24-BZ — Application,  January  10,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Ida 
Midonick,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  50-60  East  98th  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 
— 

CALL  OF  CLERK  S  CALENDAR. 

Tuesday,  April  1,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

864-23-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  Inc.,  owner. 

PREMISES— West  side  9th  avenue,  300.01  ft.  south  of 
Ditmars  avenue,  Queens. 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of'  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

865-23-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  Inc.,  owner. 

PREMISES — West  side  of  9th  avenue,  100  ft.  south  of  Dit¬ 
mars  avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1285-23-BZ. 

APPLICANT — Anna  L.  Herz,  owner. 

PREMISES — 10928  116th  street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  pleasure  motor  ve¬ 
hicles,  one  space  rented  to  persons  not  residing  on 
the  premises. 

1299- 23-BZ. 

APPLICANT — Bernard  D.  Barnett,  for  Oscar  Schnipelsky, 
owner. 

PREMISES — 963  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not  residing  on 
the  premises. 

I  ■t'  * 

1300- 23-BZ. 

APPLICANT — Bernard  D.  Barnett,  for  Samuel  Heyman, 
owner. 

PREMISES — 965  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not 
residing  on  the  premises. 

84-24-BZ. 

APPLICANT — John  Ingwersen,  for  Sarah  F.  Keidanz, 
owner. 

PREMISES — 601  West  135th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  to  be  used  on  first 
story  for  business  purposes. 

246-24-BZ. 

APPLICANT — Joseph  H.  Freedlander,  for  The  French  In¬ 
stitute  in  the  U.  S.,  Inc.,  owner. 

PREMISES — 20-22  East  60th  street,  Manhattan. 

TO  PERMIT  in  a  1^2  times  height  district  the  erection 
of  the  street  wall  of  a  building  without  a  set  back 
to  a  height  exceeding  the  limit  required  by  the 
zone  resolution. 

267-24-BZ. 

APPLICANT — Simeon  B.  Eisendrath,  for  54  West  39th 
Street,  Inc.,  owner. 

PREMISES — 54  West  39th  street,  Manhattan. 

.  TO  PERMIT  in  a  “B”  area  business  district  the  erection 
of  a  building  without  increasing  the  depth  of  yard 
by  set  backs  as  required  under  section  12  of  the 
zone  resolution. 

281-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Goldvine  Construc¬ 
tion  Co.,  Inc.,  owner. 

PREMISES — 5908-5924  13th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

346-24-BZ. 

APPLICANT — William  F.  Doyle,  for  G.  A.  Boyd,  owner. 

PREMISES — 173-177  West  89th  street,  Manhattan. 


10  PERMIT  in  a  business  district,  also  in  a  street  be¬ 
tween  two  intersecting  streets,  in  which  portion 
there  exists  an  exit  and  entrance  to  a  public  school, 
the  alteration  and  change  of  occupancy  from  an 
existing  public  stable  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

744-23-BZ. 

APPLICANT — Michael  Stein,  for  Morris  Schiff,  owner. 

PREMISES — 2839-2847  West  37th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  1,  1924,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

1455-23-A — 35  6th  avenue,  Manhattan. 

1541-23-A — 1439-1459  Ocean  avenue,  Brooklyn. 

1549-23-A — 703  Bedford  avenue,  Brooklyn. 

1562-23-A — 3601  14th  avenue,  Brooklyn. 

1466- 23-A — Southwest  corner  of  Woodside  avenue  and  Bar¬ 

nett  avenue,  Woodside,  L.  I.,  Queens. 

1467- 23-A — 521-531  West  57th  street  and  518-528  West 

58th  street,  Manhattan. 

78-24-A — 52-60  West  Jackson  avenue,  Corona,  Queens. 

150-24- A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

156-24-A — 385-389  Harman  street,  Brooklyn. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

1560-23-A — 203-205  West  40th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

253-24-A — Southwest  corner  of  Riverdale  avenue  and  246th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  1,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  604-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Joseph 
J.  Furman,  architect,  on  behalf  of 
•  Franklin  R.  Bruns,  owner,  previously 

dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  2320-2322  Morris 
avenue,  The  Bronx. 

cal.  no.  64-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
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garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution;  premise?  332-340  East 
84th  street,  Manhattan. 

cal.  no.  1272-23-BZ— Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  William 
C.  Cartwright,  applicant,  Louis  W. 
Campbell,  owner,  H.  Munson  Baer,  les¬ 
see,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  the  front  wall  of  a  build¬ 
ing;  premises  112  East  75th  street, 
Manhattan. 

CAL.  no.  1388-23-BZ— Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Seelig 
and  Finkelstein,  architects,  on  behalf 
of  Solomon  Goldstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  structures  to  be  used 
for  stone  and  monumental  works; 
premises  northwest  corner  of  Sutter 
avenue  and  Pitkin  avenue,  Brooklyn. 

cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C.  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

cal.  no.  104-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Estate  of  Charles  H.  Reed,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  642-650  St.  Claire 
place,  southeast  corner  of  Riverside 
Drive,  Manhattan.  • 

cal.  no.  1379-23-BZ— Application,  November  26,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Franklin  A.  Higgins  and  John  H. 
Perry,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  Coney  Island  ave¬ 
nue,  100  ft.  north  of  Avenue  L,  Brook¬ 
lyn. 

cal.  no.  1284-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Rose 
Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an  alteration  and  exten¬ 
sion  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  8226  18th  avenue, 
Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
99-24-S — 53  Walker  street,  Manhattan. 

130-24- S — 16  West  30th  street,  Manhattan. 

164-24-S— 340-342  East  27th  street,  Manhattan. 


167-24-S— 252-258  W'est  37th  street,  Manhattan. 
180-24-S — 59  East  9th  street,  Manhattan. 
1213-23-S — 231  Mercer  street,  Manhattan. 
1497-23-S — 162  Boerum  street,  Brooklyn. 
1512-23-S — 42  West  30th  street,  Manhattan. 
1522-23-S — 279  5th  avenue,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 
1357-23-S — 35  West  25th  street,  Manhattan. 
1505-23-S — 130  Madison  avenue,  Manhattan. 

61- 24-S — 26  East  55th  street,  Manhattan. 
149-24-S — 20-30  Morton  street,  Brooklyn. 
100-24-S— 171-173  6th  avenue,  Manhattan. 

33-24-S — 22-32  Sheriff  street,  Manhattan. 
49-24-S — 84-94  Broome  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22- S — 106-108  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

62- 24-SA — Kleen-Heet  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1498-23-A— 32-46  West  23rd  street,  Manhattan. 

1544-23- A — 154  East  70th  street,  Manhattan. 

80-24- A— 603  West  27th  street,  Manhattan. 

83-24-A— 187  Lafayette  street,  Manhattan. 

97-24- A — 141  East  25th  street,  Manhattan. 

105-24- A — 361  Avenue  A,  Manhattan. 

107-24-A — 46-50  Wooster  street,  Manhattan. 

114- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

115- 24-A— 130  Osborn  street,  rear,  Brooklyn. 

132-24-A — 61-65  19th  street,  Brooklyn. 

166-24-A— 232-234  East  111th  street,  Manhattan. 

179-24-A— 398-400  Concord  avenue,  The  Bronx. 

183-24-A— 321  Pearl  street,  Manhattan. 

277-24- A — 558-570  West  34th  street,  Manhattan. 
1059-23-A— 49-61  Clymer  street,  Brooklyn. 

.16-24- A — 1342  Park  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  8,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters :  „ 

cal.  no.  21-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  John  Mc- 
Guinness,  applicant,  on  behalf  of  the 
Ambassador  Hotel  Corp.,  owner,  to 
permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric 
sign;  premises  341-351  Park  avenue, 
Manhattan. 

cal.  no.  22-24-BZ— Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Third 
Avenue  Holding  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo- 


CALENDAR 


tor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Webster 
avenue,  between  201st  street  and  Afo- 
solu  parkway,  south,  The  Bronx. 

cal.  no.  28-24-BZ — Application,  January  8,  1924,  under 
the  building  zone  resolution,  of  Thomas 
A.  Williams,  applicant,  on  behalf  of 
All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
an  existing  laundry  building;  premises 
46  West  98th  street,  Manhattan. 

cal.  no.  1460-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 

cal.  no.  1165-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue.  Brooklyn. 

cal.  no.  59-24-BZ — Application,  January  16,  1924,  under  the 
building  zone  resolution,  of  Joseph  Lus- 
tig,  applicant  and  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house;  premises 
176  Wilson  avenue,  Brooklyn. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  1533-23-BZ — Application,  December  28,  1923,  under 
the  building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  Jaace 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  87-101  Crown  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 
Tuesday,  Afmil  8,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1004-23-S — 42  West  99th  street,  Manhattan. 

19-24-S — 9  East  42nd  street,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

211-24-S — 15  West  50th  street,  Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 


229- 24-S — 7  East  14th  street,  Manhattan. 

230- 24-S — 455-457  6th  avenue,  Manhattan. 

1506-23-S — 45  East  20th  street,  Manhattan. 

155-24-S — 251-259  West  36th  street,  Manhattan. 

160-24-S — 70-74  Lafayette  street,  Manhattan. 

265- 24-S — 96-98  Prince  street,  Manhattan. 

266- 24-S — 246-250  Canal  street,  Manhattan. 

264-24-S — 54  East  11th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


BOARD  OF  APPEALS. 

Tuesday,  April  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

111-24-A — 97-103  East  Houston  street,  Manhattan. 

12Q-24-A — 307-311  Borden  avenue,  L.  I.  City,  Queens. 

122-24-A — 35  6th  avenue,  Manhattan. 

134-24-A — 187-193  Lafayette  street,  Manhattan. 

142- 24-A — 75  Hudson  street,  Manhattan. 

199-24-A — 332-344  West  44th  street,  Manhattan. 

222-24-A — 108-116  Clifton  place  and  360-372  Classon  ave¬ 
nue,  Brooklyn. 

238-24-A — 145  East  40th  street,  Manhattan. 

241-24-A — West  side  of  Baldwin  street,  600  ft.  north  of 
242nd  street,  The  Bronx. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — '1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

143- 24-A — West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24-A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  morning,  April  15,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  matters : 

cal.  no.  1301-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Sebas¬ 
tian  Ochs,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
three  (3)  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  1634  Wood- 
haven  boulevard,  Woodhaven,  Queens. 

cal.  no.  1337-22-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  325-333  McDougal  street, 
Brooklyn. 
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cal.  no.  1436-23-BZ — Application,  December  6,  1923,  under 
the  building  zone  resolution,  of  \Vm.  F. 
Doyle,  applicant,  on  behalf  of  Fred 
Freidin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Jerome  avenue 
and  East  205th  street,  The  Bronx. 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  56-24-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Dur- 
yea-Flatbush  Stores  Co.,  Inc.,  owner 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  119-147  East 
22nd  street,  Brooklyn. 

cal.  no.  1362-23-BZ— Application,  November  23,  1923,  undet 
the  building  zone  resolution,  of  Ferdi¬ 
nand  Savignano,  architect,  on  behalf  of 
Estate  of  Harmon  W.  Cropsey,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2363-2385 
Cropsey  avenue,  Brooklyn. 

cal.  no.  94-24-BZ — Application,  January  22,  1924,  under  the 
building  zone  resolution,  of  S.  L.  Mal- 
kind,  applicant,  on  behalf  of  James  J. 
Fox  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and 
factory  building  to  a  garage  for  the 
storage  of  five  (5)  motor  vehicles; 
premises  20-22  Wyckoff  street,  Brook¬ 
lyn. 

CAL.  no.  908-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes;  premises 
308  East  173rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1336-23-A — 1957  Pitkin  avenue,  Brooklyn. 

1352-23- A — 1589-1607  Ocean  avenue,  Brooklyn. 

1355-23-A — 114  Barrow  street,  Manhattan. 

1434-23-A — 10-24  Dwight  street,  5-21  Delevan  street  and 
14-28  Verona  street,  Brooklyn. 

1519- 23-A — 29-55  Middleton  street,  Brooklyn. 

1520- 23-A — 516-524  Broadway,  Brooklyn. 

1558-23- A — South  side  Jamaica  avenue,  between  185th  street 
and  Farmers  avenue,  Queens. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast -corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  153-24-BZ — Application,  January  30,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Herman 
.  H.  Lucke,  owner,  to  permit  in  a  busi¬ 

ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  902-22  60th  street,  southeast 
corner  of  9th  avenue,  Brooklyn. 
cal.  no.  1426-23-BZ — Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Hugo  E. 
Magnuson,  architect,  on  behalf  of  Wil¬ 
liam  Boylehart,  owner,  to  permit  in 
a  residence1  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  sell¬ 
ing  station;  premises  2001-2013  Neck 
'  road,  northeast  corner  of  Ocean  ave¬ 

nue,  Brooklyn. 

cal.  no.  511-23-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F..  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

\\  illiam  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

154-24- A — East  side  of  2nd  avenue,  between  41st  street 
and  42nd  street,  Brooklyn. 

283-24-A — 18-22  East  38th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1049-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner ;  How¬ 
ard  P.  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  58  East  190th  street,  The 
Bronx. 

William  E.  Walsh,  Chairman. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  18,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  March  11,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  12,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1059-23-A. 

APPELLANT — The  G.  H.  Harris  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 49-61  Clymer  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  None, 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1924,  at 
10  a.  m.,  on  written  request. 


1183-23-A. 

APPELLANT — George  P.  Schinzel  &  Sons,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 520-528  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  March  25,  1924,  at 
2  p.  m. 


1474-23-A. 

APPELLANT — Jack  G.  Leo,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 60  East  191st  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m. 


382-23-A. 

APPELLANT — Philip  J.  Sinnott,  for  James  McElroy, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 320-322  East  28th  street  and  323 
East  27th  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  written  request  of  appellant. 


170-24-A. 

APPELLANT — Charles  Brady,  superintendent  of  buildings, 
Borough  of  Manhattan. 

SUBJECT — Revocation  of  Certificate  of  Occupancy  No. 
5990. 

PREMISES  AFFECTED— 200-6  West  51st  street,  1648-50 
Broadway  and  778-80  7th  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  written  request. 


933-23-A. 

APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 


PREMISES  AFFECTED — 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


926-23-A. 

APPELLANT — Brandon  Amusement  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


16-24-A. 

APPELLANT — David  M.  Jones,  for  Philip  Wald  and  S. 
Ruchman,  owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 1342  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


1464-23-A.  ! 

APPELLANT — Ashmead  E.  Scott,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 52-54  East  78th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herbert  Peterson  and  Benjamin 
Kouser. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
10  a.  m.  (for  final  disposition),  on  request  of  ap¬ 
pellant’s  representatives. 


1405- 23-A. 

APPELLANT— Trifari  &  Krussman,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  on  written  request  of  appellant’s  represen¬ 
tative. 


143-24-A. 

APPELLANT— Willard  P.  Redfield. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — West  side  Cromwell  avenue, 
165.05  ft.  north  of  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  William  F.  Doyle  and  P.  A.  Mul- 
doon. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


144-24-A. 

APPELLANT— Willard  P.  Redfield. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — East  side  Boscobel  avenue, 
187.26  ft.  north  of  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  William  F.  Doyle  and  P.  A.  Mul- 
doon. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
10  a.  m.,  on  request  of  appellants  representative. 
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613-23-A. 

APPELLANT— Petroleum  Heat  and  Power  Company. 
SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— Washington  avenue,  between 
6th  and  7th  avenues,  Queens. 

APPEARANCES— 

For  Appellant:  George  Knight. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  March  25,  1924,  at 
2  p.  m.,  to  submit  further  data. 


1136-23-A. 

APPELLANT — Samuel  Rosenblum,  for  Buick  Motor  Co., 
lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2164  Harlem  River  terrace,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Boulton  and  Kerby  ....  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty  and 

Connell  .  3 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION : 

(1136-23-A) 

Whereas,  Samuel  Rosenblum,  for  Buick  Motor  Co.,  les¬ 
see,  filed,  September  29,  1923,  an  appeal,  with  the  board  ot 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  2164  Harlem  River  terrace,  Borough  of  The 
Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  9428-C, 
dated  September  28,  1923,  reads :  _  1 

“Discontinue  motor  vehicle  repair  shop.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in  height, 
100  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  garage  and 
service  station,  10  employees ;  and 

Whereas,  it  appears  that  power  driven  machinery  is  used 
on  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1406-23-A. 

APPELLANT— Devoe  &  Raynolds  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 101  Fulton  street  and  153  Wil¬ 
liam  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  Edward  C.  Phillips. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1406-23-A) 

Whereas,  Devoe  &  Raynolds  Co.,  Inc.,  owner,  filed,  De¬ 
cember  1,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  101 
Fulton  street  and  153  William  street,  Borough  of  Manhat¬ 
tan;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  20193- 
LC,  dated  November  23,  1923,  reads : 

“You  are,  therefore,  ordered  to: 

“1.  Forthwith  remove  all  nitro-cellulose  products.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
cellar  in  height,  45  ft.  by  60  ft.  in  area;  equipped  with  a 
sprinkler  system.  OCCUPIED:  Cellar  and  1st  story,  stor¬ 
age  and  salesroom  for  paints  and  varnish,  27  persons ;  2nd, 
3rd  and  4th  stories,  offices,  114  persons;  5th  story,  station¬ 
ery,  5  persons ;  and 

Whereas,  appellant  contends  all  the  paint  and  varnish 
in  the  building  is  in  sealed  cans ;  that  the  100  pounds  of 
sheet  celluloid  on  the  premises  is  for  resale  only,  and  is  kept 
in  a  fireproof  metal  cabinet. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  storage  of  not  more  than  25  pounds 
of  sheet  celluloid  for  sale,  and  not  under  manufacture,  con¬ 
version  or  further  work  on  the  premises,  on  condition  that 
the  celluloid  be  maintained  in  a  covered  galvanized  iron 
box,  stored  in  brick  vault  under  sidewalk,  any  opening 
in  said  vault  to  be  equipped  with  self-closing,  fireproof 
door,  and,  vault  to  be  equipped  with  at  least  one  approved 
sprinkler  head. 


1441-23-A. 

APPELLANT — Harold  S.  Ford,  for  Chibankind  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 27-29  Pine  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Luke  Flanagan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 


THE  RESOLUTION: 


(1441-23-A) 

Whereas,  Harold  S.  Ford,  for  Chibankind  Corp.,  owner, 
filed,  December  7,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
27-29  Pine  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  50489- 
F,  dated  October  23,  1923,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 

above  a  neighboring  roof  at  west  side  of  building 
*  *  * 


and 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
50i  ft.  by  94  ft.  in  area  at  1st  story  and  50  ft.  by  85  ft.  in 
area  above;  OCCUPIED  as  office  building;  and 

Whereas,  there  are  seven  (7)  windows  in  each  story 
above  the  1st  story,  which  are  within  30  ft.  of  openings  in 
ad j  oining  buildings ;  and 

Whereas,  appellant  contends  the  exposure  to  the  east  is 
a  fireproof  bank  building  and  the  building  to  the  rear  is  the 
U.  S.  Assay  Office,  wherein  the  openings  are  protected  with 
fireproof  windows  and  iron  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  window  opening  on  course  of 
stairway  and  the  window  adjoining  the  stair  enclosure  to 
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the  west,  on  all  floors,  be  made  fireproof, -and  granted  so 
long  as  the  exposures  of  the  adjoining  buildings  remain  pro¬ 
tected  as  at  present  and  the  occupancy  and  use  remain  un¬ 
changed. 

7-24-A. 

APPELLANT — Wm.  H.  Gompert,  for  Storm  Holding  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 524-530  East  72nd  street,  525- 
531  East  71st  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Stanley  Phiilip. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Ken- 


Ion  .  C 

Negative  . 0 

Absent :  Mr.  Holland .  1 

THE  RESOLUTION: 


(7-24-A) 

Whereas,  Wm.  H.  Gompert,  for  The  Automobile  Club 
of  America,  lessee,  filed,  January  3,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fife  commis¬ 
sioner,  affecting  premises  524-530  East  72nd  street  and  525- 
531  East  71st  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  1999U- 
LC,  dated  September  22,  1923,  reads : 

“1.  Install  standpipe  4  in.  in  diameter  tested  to  with¬ 
stand  a  pressure  of  300  lbs.  per  square  inch,  extending 
from  cellar  to  roof  *  * 
and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
125  ft.  by  204  ft.  (25,500  sq.  ft.)  in  area;  OCCUPIED  as 
a  storage  garage;  and 

Whereas,  appellant  contends  the  building  is  equipped  with 
a  100  per  cent  sprinkler  system ;  that  the  sprinkler  system 
is  connected  with  siamese  connections  at  both  street  fronts 
and  is  supplied  from  four  (4)  9,000  gallon  tanks  which 
are  filled  by  an  automatically  controlled  electric  pump  deliv¬ 
ering  65  gallons  of  water  per  minute. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  existing  occupancy  remains  un¬ 
changed  ;  that  the  sprinkler  system  be  maintained ;  and  that 
all  exits  be  enclosed  in  walls  of  approved  fireproof  mate¬ 
rial,  any  openings  therein  to  be  protected  with  self-closing, 
fireproof  doors. 


24-24-A. 

APPELLANT — William  F.  Doyle,  for  Ninth  Avenue 
Amusement  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 841-851  9th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Ken- 

Ion  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Ken- 
Ion  . : .  6 


Negative  .  o 

Absent :  Mr.  Holland .  l 


THE  RESOLUTION: 

(24-24-A) 

Whereas,  William  F.  Doyle,  for  Ninth  Avenue  Amuse¬ 
ment  Co.,  lessee,  filed,  January  7,  1924,  an  appeal  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  841-851  Ninth  avenue,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  No.  168, 
dated  July  9,  1923,  reads : 

“1 — Provide  a  sprinkler  system  for  stage,  as  required 
by  law. 

“2 — Provide  asbestos  curtain  for  proscenium  opening. 

“3' — Provide  skylights  over  stage.”  ; 

and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
84  ft.  6  in.  by  150  ft.  in  area;  OCCUPIED  as  stores,  the¬ 
atre  (orchestra  seating  867  persons  and  balcony  seating  701 
persons)  and  offices,  12  persons;  and 
Whereas,  appellant  contends  in  order  to  comply  with 
items  1  and*  3  it  would  be  necessary  to  provide  sprinkler 
heads  and  skylights  on  the  auditorium  side  as  well  as  the 
stage  side  of  the  proscenium  wall  as  this  wall  is  directly 
in  the  center  of  the  stage ;  appellant  proposes  to  separate 
the  dressing  rooms  from  the  stage  proper,  and  further  con¬ 
tends  that  a  standpipe  system  with  siamese  connection  avail¬ 
able  on  two  streets  is  installed  and  that  a  certificate  of 
occupancy  has  been  issued  by  the  superintendent  of  buildings 
for  stores,  theatre  and  offices. 

REPORT  OF  COMMITTEE  OF  INSPECTION : 

A  committee  of  the  Board,  consisting  of  Chairman 
Walsh,  Chief  Kenlon,  Messrs.  Holland  and  Connell, 
made  a  personal  inspection  of  the  premises  on  March 
6th. 

The  appeal  is  from  a  decision  of  the  Fire  Commis¬ 
sioner,  ordering  the  installation  of  a  sprinkler  system 
for  stage,  asbestos  curtain  and  skylights  over  stage,  af¬ 
fecting  premises  on  the  northwest  corner  of  Ninth 
Avenue  and  55th  Street,  which  consists  of  a  theatre, 
now  operated  as  moving  picture  house,  with  stores  and 
the  main  lobby  on  the  Ninth  Avenue  front. 

To  either  side  of  the  stage  or  platform  there  exists 
a  room,  opening  directly  on  the  platform,  with  a  short 
flight  of  iron  stairs  therefrom  to  said  rooms.  The  plat¬ 
form  or  stage,  from  the  rear  wall  to  the  extreme 
outside  curve  of  the  stage,  measures  16  ft.  From  the 
rear  wall  to  a  draw  curtain,  which  is  on  a  line  with 
the  proscenium,  opening  measures  but  8  ft. 

These  dimensions  would  not  permit  of  the  arrange¬ 
ment  or  set-up  of  scenic  effects  or  theatrical  setting 
and,  therefore,  impractical  and  unlikely  for  use  for  the 
presentation  of  drama  or  play,  though  for  the  effects 
of  concert  presentation  they  do  maintain  a  draw  cur¬ 
tain. 

Therefore,  the  unlikelihood  of  a  stage  setting  would 
seem  to  justify  the  waiver  of  order,  requiring  a  sprinkler 
system  or  asbestos  curtain  on  the  stage ;  as  there  is 
nothing  to  ventilate  in  extreme  conflagration  on  this 
platform,  there  does  not  seem  any  necessity,  to  say 
nothing  of  the  impracticability  of  installing  a  skylight 
over  the  only  space  left  for  it — an  8  ft.  depth. 

The  Board  recommends  that  the  appeal  be  granted 
and  that  the  rooms  on  either  side  of  the  stage  be  cut 
off  from  same  by  the  erection  of  a  fireproof  wall  of 
four-inch  terra  cotta  blocks,  with  a  fireproof,  self-clos¬ 
ing  door  at  the  foot  of  stairs  from  the  stage  at  the 
northerly  side,  and  on  the  stage  level  of  room  to  the 
southerly  side;  these  rooms  to  be  reserved  for  the  use 
and  accommodation  of  employees  of  the  theatre,  acces¬ 
sory  to  the  operation  of  the  moving  picture  and  con¬ 
cert  entertainment,  authorized  by  permit  and  certificate 
of  occupancy  now  in  force. 
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This  appeal  is  L>  be  granted  on  the  specific  stipula¬ 
tion  that  there  shall  be  no  scenery  or  theatrical  settings 
stored,  maintained  or  displayed  on  the  stage,  or  the 
premises,  and  so  long  as  this  building  is  maintained  and 
operated  as  a  moving  picture  theatre. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

JAMES  P.  HOLLAND, 
HENRY  L.  CONNELL. 

March  7,  1924. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  one  room  on  either  side  of 
stage  be  cut  off  from  same  by  the  erection  of  a  fireproof 
wall  of  four-inch  terra  cotta  blocks,  with  a  fireproof,  self¬ 
closing  door  at  the  foot  of  stairs  from  the  stage  at  the 
northerly  side,  and  on  the  stage  level  of  room  to  the  south¬ 
erly  side,  with  direct  egress  to  courts  or  other  open  space 
from  said  rooms ;  these  rooms  to  be  reserved  for  the  use 
and  accommodation  of  employees  of  the  theatre,  accessory 
to  the  operation  of  the  moving  picture  and  concert  enter¬ 
tainment,  subject  to  the  permits  and  certificate  of  occu¬ 
pancy  now  in  force;  that  there  shall  be  no  scenery  or  the¬ 
atrical  settings  stored,  maintained  or  displayed  on  the 
stage  or  on  the  premises ;  and  granted  only  so  long  as  this 
building  is  maintained  and  operated  as  a  moving  picture 
theatre. 


174-24- A. 


BUILDING  ZONE  CASES. 

43-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Sophia  B.  Arfman, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  in  part  from  a 
residence  use  to  a  business  use. 

PREMISES  AFFECTED — 176  Underhill  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  William  H.  Goode,  Mrs.  Fred  Wil¬ 
liams,  Mrs.  Jos.  P.  Moran  and  others. 

ACTION  OF  BOARD— Laid  over  to  March  25,  1924,  at 
2  p.  m. 


1460-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Brooklyn  Realty 
Corp.,  owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1239-1249  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 


Jt-or  Applicant:  William  F.  Doyle. 

For  Opposition:  Aaron  William  Levy  and  others. 
ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at 
10  a.  m.,  on  request  of  objectors’  representative, 


APPELLANT — William  F.  Doyle,  for  Herman  Langsam, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 1421  5th  avenue,  Manhattan. 


APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Ken- 

Ion  .  6 

Absent:  Mr.  Holland  . '. .  1 


THE  RESOLUTION: 

(174-24- A) 

Whereas,  William  F.  Doyle,  for  Herman  Langsam, 
owner,  filed,  February  4,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  1421  5th  avenue,  Borough  of  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  January  22,  1924,  reads : 

“Business  is  not  permitted  in  the  same  building  used 
for  theatrical  or  other  public  purposes.” ; 

and 

Whereas,  the  building  is  fireproof,  cellar,  auditorium,  bal¬ 
cony  and  gallery  in  height,  100  ft.  by  110  ft.  in  area.  OC¬ 
CUPIED :  1st  story  as  a  theatre  and  proposed  occupancy 
of  cabaret  and  dance  hall  in  cellar ;  and 

Whereas,  appellant  contends  there  are  no  openings  be¬ 
tween  proposed  dance  hall  and  the  theatre  proper ;  that 
the  means  of  egress  from  cellar  are  ample;  that  the  the¬ 
atre  conforms  to  all  provisions  of  the  code  and  that  the 
proposed  dance  hall  occupancy  is  not  an  especially  haz¬ 
ardous  business  in  view  of  its  conjunction  with  the  the¬ 
atre  use. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  approved,  and  the  appeal  be  and 
it  hereby  is  denied. 


908-23-BZ. 

APPLICANT— Benjamin  Antin,  for  Dora  Ebenstein, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  one-story  extension 
to  an  existing  residence  building  and  to  be  used  for 
business  purposes. 

PREMISES  AFFECTED— 308  East  173rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Hyman  B.  Jackson. 

For  Opposition:  M.  H.  Benedict. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


1165-23-BZ. 

APPLICANT— William  F.  Doyle,  for  One  Thirty-six 
Pulaski,  Inc.,  owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-91  Vernon  avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Edward  I.  Garver  and  others. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at  10 
a.  m.,  on  consent  of  both  sides. 


1211-23-BZ. 

APPLICANT — William  F.  Doyle,  for  James  F.  Meehan, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  St.  Nicholas  ave¬ 
nue,  101  ft,  3^5  in.  south  of  West  145th  street, 
Manhattan. 
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APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  David  M.  Jones. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  ] 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1211-23-BZ) 

Whereas,  William  F.  Doyle,  for  James  F.  Meehan, 
owner,  filed,  October  23,  llJ23,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (a)  motor  vehicles;  premises  west 
side  of  St.  Nicholas  avenue,  101  ft.  3J4  in.  south  of  West 
145th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
the  Board  of  Standards  and  Appeals ;  and 

W  hereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  St.  Nicholas  avenue  is  a  resi¬ 
dence  district  and  West  145th  street  is  a  business  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  1,  1923,  in  acting  on  N.  B.  App.  No. 
350-23,  reads: 

“1.  Public  garages  in  residence  districts  are  unlaw¬ 
ful.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  228.15 
ft.  and  a  depth  of  94  ft.;  it  is  proposed  to  extend  the  build¬ 
ing,  the  extension  to  be  non-fireproof,  two  stories  in  height, 
101  ft.  4  in.  by  158  ft.  7J4  in.  in  area,  the  entire  struc¬ 
ture  to  be  occupied  as  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  owing  to  surrounding  conditions  there  would 
be  hardship  in  preventing  applicant  from  erecting  the  build¬ 
ing  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
of  fireproof  construction,  not  exceeding  two  stories  in 
height;  that  the  rear  wall  be  unpierced  throughout  its 
entire  height  and  length,  with  the  exception  of  one  open¬ 
ing  in  the  lower  story  to  the  rear,  not  exceeding  3  ft.  8 
in.  in  width,  for  the  purpose  of  cleaning  and  maintaining  the 
rear  yard  of  these  premises ;  that  there  shall  be  no  means 
of  egress  or  connection  of  any  form  or  description  to  or 
from  Hamilton  terrace  or  144th  street  to  these  premises  at 
any  time;  that  the  front  elevation  shall  be  finished  in  light 
colored  face  brick  with  architectural  terra  cotta  or  stone 
trimmings;  that  the  restrictions  of  the  building  zone  reso¬ 
lution  as  to  rear  yard  and  area  requirements  shall  be  com¬ 
plied  with  in  all  other  respects;  that  any  skylights  installed 
shall  be  not  less  than  30  ft.  from  the  gable  walls;  that  any 
gasoline  storage  equipment  installed  on  these  premises  shall 
be  located  at  the  front  of  the  building,  at  the  extreme 
southerly  end  of  the  proposed  structure ; 

Resolved,  further,  that  the  architect  shall  make  a  re¬ 
turn  to  this  board  for  its  endorsement  of  the  final,  complete 
drawings,  in  conformance  with  the  resolution  of  this  board, 
before  submitting  same  for  examination  and  approval  by 
the  bureau  of  buildings;  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action 


1425-23-BZ. 

APPLICANT — Harry  A.  Yarish,  for  James  Fcnnimore, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  poultry  slaughter  house. 
PREMISES  AFFECTED — 546-550  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr.,  and  Harry 
A.  Yarisih. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby  and  Fire  Chief  Kenlon .  5 

Negative:  Mr.  Connell .  l 

Absent :  Mr.  Holland  .  l 


THE  RESOLUTION: 

(1425-23-BZ) 

Whereas,  Harry  A.  Yarish,  for  James  Fennimore,  owner, 
filed,  December  4,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  poultry  slaughter  house;  premises 
546-50  East  New  York  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after-  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue  and 
Brooklyn  avenue  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  30;  1923,  in  acting  on  N.  B.  Application 
No.  21201-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Section  4.  A  poultry  slaughter  house  in 
a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  70  ft. ;  to  be  occupied  as  a  poultry  slaughter 
house;  and 

Whereas,  there  was  no  objection  to  the  erection  of  this 
building  on  the  part  of  neighboring  property  owners,  and 
the  board  deemed  that  owing  to  conditions  of  surrounding 
property  there  would  be  undue  hardship  in  preventing  appli¬ 
cant  from  erecting  the  proposed  structure,  and  in  view  of 
the  consents  of  adjoining  and  contiguous  owners  and  a  ma¬ 
jority  of  the  owners  directly  opposite,  that  the  application 
should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  subject  to  the  issuance  of  neces¬ 
sary  permit  by  the  board  of  health,  on  condition,  so  far  as 
construction  of  the  building  and  the  variation  of  the  zoning 
resolution  is  affected,  that  applicant  obtain  the  necessary 
structural  permits  within  nine  months  and  complete  the 
building  within  eighteen  months  from  the  date  of  this  action, 
and  that  the  side  walls  shall  be  unpierced  throughout  their 
entire  height  and  length,  unless  opening  on  plot  in  the  same 
ownership,  and.  only  so  long  as  such  ownership  remains  un¬ 
changed. 


1540-23-BZ. 

APPLICANT — Charles  P.  Cannella,  for  Jacob  Baum, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension  into  a  residence 
district,  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes  on  first  story. 
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PREMISES  AFFECTED — 1249  Avenue  U,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Charles  P.  Cannella,  Martin  Levine, 
Jacob  Baum,  Joseph  S.  Byrne. 

For  Opposition :  Lamont  McLaughlin. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Mr.  Connell  and 


Fire  Chief  Kenlon  .  3 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION: 

(1540-23-BZ) 

Whereas,  Charles  P.  Cannella,  for  Jacob  Baum,  owner, 
filed,  December  27,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  the  maintenance  of  an  extension 
from  a  business  district  into  a  residence  district,  of  a  build¬ 
ing  to  be  used  for  business  purposes  on  the  1st  story ;  prem¬ 
ises  1249  Avenue  U,  Brooklyn ;  and 

Whereas,  a  public  hearing  was,  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  13th  street  is  a  residence 
district  100  ft.  north  of  Avenue  U;  and  Avenue  U  is  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  27,  1923,  in  acting  on  Application  Nc. 
24093-23,  reads: 

“Proposition  contrary  to  the  Building  Zone  Resolu¬ 
tion  Use  District,  Article  No.  2,  Sect.  3.” ;  « 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  105  ft.,  with  a  one-story  extension  extend¬ 
ing  5  ft.  into  the  residence  district,  the  building  to  be  oc¬ 
cupied  as  stores  in  the  1st  story  and  dwelling  above ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


733-23-BZ. 

APPLICANT— Edward  R.  Koch,  for  Hugh  A.  McGorry, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  maintenance  of  a  garage 
for  the  storage  of  three  (3)  motor  vehicles,  three 
spaces  rented  to  persons  not  residing  on  the  prem- 
ises. 

PREMISES  AFFECTED — 3420  Olinville  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Edward  R.  Koch. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief  Ken¬ 


lon  . 6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(733-23-BZ) 

Whereas,  Edward  R.  Koch,  for  Hugh  A.  McGorry, 
owner,  filed,  June  12,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  residence  and 
partly  in  a  business  district  the  maintenance  of  a  garage 


for  the  storage  of  three  (3)  motor  vehicles,  spaces  rented 
to  persons  not  residing  on  the  premises ;  premises  3420 
Olinville  avenue,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Olinville  avenue  is  a  residence 
district  and  White  Plains  avenue  is  a  business  district ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1923,  Order  No.  15802-C,  reads: 

“l.  Discontinue  the  maintenance  of  a  garage  which 
is  not  an  accessory  to  residence  on  same  lot.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  27  ft. 
and  a  depth  of  18  ft. ;  occupied  as  a  garage  for  three  mo¬ 
tor  vehicles,  space  for  two  of  which  is  rented  to  persons 
not  residing  on  premises ;  and 

Whereas,  under  the.  provisions  of  section  7,  subdivision 
F,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the1  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  Ts  granted,  conditionally,  for  a  period  of 
two  years  from  the  date  of  this  action,  on  condition  that 
the  capacity  of  the  garage  be  limited  to  three  (3)  automo¬ 
biles  of  the  pleasure-car  type,  space  for  two  of  which  may 
be  rented  to  persons  not  residing  on  the  premises,  and  on 
further  condition  that  there  be  no  gasoline  storage  system 
maintained  on  the  premises. 


1128-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  ex¬ 
tending  into  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 363-371  Prospect  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant^  William  F.  Doyle,  Frank  J.  Lyons. 
For  Opposition:  A.  J.  Halprin,  Benj.  F.  Doody 
and  Abraham  Glickman. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 


Connell,  Kerby  and  Fire  Chief  Kenlon .  5 

Negative:  Mr.  Beatty .  l 

Absent :  Mr.  Holland  .  1 


THE  RESOLUTION : 

(1128-23-BZ) 

Whereas,  William  F.  Doyle,  for  Pearl  Campbell  and 
Maria  Cassino,  owners,  filed,  September  28,  1923,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  the 
extension,  from  an  unrestricted  district  into  a  residence  dis¬ 
trict,  of  a  proposed  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  363-371  Prospect  place, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was.  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  place  is  a  residence 
district,  St.  Marks  avenue  is  an  unrestricted  district  and 
Washington  avenue  is  a  business  district ;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  19,  1923,  in  acting  on  App.  No.  17179- 
23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.  A  public  garage  in  a  residential 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75  ft. 
and  a  depth  of  176  ft.  4  in.|  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

W hereas,  a  committee  of  the  board  reports : 

TO  THE  BOARD  OF  APPEALS : 

On  February  15,  1924,  a  Committee  of  this  Board, 
consisting  of  Chairman  Walsh,  Chief  Kenlon,  Messrs. 
Beatty,  Boulton,  Connell  and  Holland,  visited  and  per¬ 
sonally  inspected  the  above  mentioned  premises. 

The  property  is  located  on  the  Northerly  side  of 
Prospect  Place,  approximating  150  ft.  Westerly  from 
Washington  Avenue,  has  a  frontage  of  75  feet  and  a 
depth  of  176  feet,  irregular  at  the  rear  and  extending 
in  triangular  shape. 

Prospect  Place  is  a  residence  use  district ;  St.  Marks 
Avenue,  the  street  to  the  North,  is  unrestricted,  with 
no  outlet  from  the  said  property  to  St.  Marks  Ave¬ 
nue. 

The  premises  is  at  present  occupied  to  the  front  and 
on  the  Westerly  side  by  a  one  story  brick  structure 
used  as  a  stable,  with  eight  standing  stalls  and  a  one 
story  open  shed.  To  the  extreme  rear  of  the  property 
is  one  three-story  brick  dwelling,  one  three-story  frame 
dwelling,  and  one  two-story  frame  dwelling.  The  entire 
plot,  with  its  stable  and  wagon  shed,  presents  an  un¬ 
orderly,  unkempt  condition,  and  it  cannot  be  denied  that 
almost  any  new  building  would  be  an  improvement  to 
this  street. 

To  the  rear  of  these  premises,  opening  on  St.  Marks 
Avenue,  there  is  at  present  a  vacant  plot.  Prospect 
Place,  from  Underhill  Avenue  to  Washington  Avenue, 
is  occupied,  almost  in  its  entirety,  with  dwellings  and 
tenement  houses,  with  the  exception  of  the  pumping  sta¬ 
tion  at  the  corner,  facing  on  Underhill  Avenue. 

There  is  in  course  of  erection  on  this  street  a  very 
attractive  and  modern  apartment  or  tenement  house ; 
and  almost  directly  opposite  the  properties  are  developed 
with  rather  modern,  attractive  apartments. 

The  Committee  is  not  disposed  to  recommend  the 
erection  of  a  permanent,  modern  structure  for  garage 
use  opening  on  Prospect  Place.  The  applicant,  for  at 
least  a  portion  of  the  plot,  has  a  non-conforming  use 
in  the  nature  of  a  stable  for  five  horses,  but  the  basis 
of  hardship  should  be  indisputably  established  at  the 
hearing  on  this  case,  before  the  Board  reaches  a  final 
determination ;  and  under  no  circumstances  does  the 
Committee  recommend  granting  a  vehicular  use  or  open¬ 
ing  on  the  Prospect  Place  front. 

(Signed)  WILLIAM  E.  WALSH, 
ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND, 

JNO.  J.  BEATTY  (dissenting), 
HENRY  L.  CONNELL. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  height  of 
structure  shall  not  exceed  two  stories  above  grade;  that 
the  gable  walls  shall  be  unpierced  throughout  their  entire 
height  and  length,  unless  opening  on  property  in  the  same 
ownership  as  these  premises;  that  the  Prospect  Place  front 
shall  be  restricted  Jrom  any  vehicular  opening,  and  that 
any  openings  on  the  Prospect  Place  front  shall  be  restricted 


to  one  doorway  not  exceeding  3)  ft.  8  in.  in  width,  and  to 
windows  of  the  double-hung,  self-closing,  fireproof  type, 
glazed  with  translucent  glass ;  that  the  elevation  shall 
be  finished  with  face  brick  of  light  buff  color,  with  a 
stone  water  table  of  not  less  than  12  in.  in  height,  stone 
sills  to  all  window  openings,  and  stone  coping  and  trim¬ 
ming  ;  that  the  applicant  shall  make  a  return  to  this  board 
for  approval,  before  submitting  drawings  to  the  superin¬ 
tendent  of  buildings  of  the  elevation  on  Prospect  Place 
front ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1365-23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner. 

SUBJECT- — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  building  oc¬ 
cupying  more,  than  40  per  cent  of  the  rear  yard 
area. 

PREMISES  AFFECTED— 1210-1260  Elder  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Peter  Millman  and  Nathan  Marcus 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Connell .  4 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  ?. 

THE  RESOLUTION: 

(1365-23-BZ) 

Whereas,  S.  Millman  &  Son,  for  Westnep  Construc¬ 
tion  Corp.,  owner,  filed,  November  23,  1923,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
“D”  area  residence  use  district  the  erection  and  maintenance 
of  a  building  extending;  to  the  rear  lot  line  and  occupying 
more  than  40  per  cent  of  the  rear  yard ;  premises  1210-60 
Elder  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Elder  avenue  and  Boynton 
avenue  are  residence  districts  and  Westchester  avenue  is 
a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  16,  1923,  in  acting  on  N.  B.  App.  No. 
2401-23,  reads: 

“Rear  yards  must  be  provided  behind  garages  to 
comply  with  the  requirements  of  Building  Zone  Resolu¬ 
tion  in  residence  district.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  18  ft. 
and  a  depth  of  17  ft.,  erected  on  rear  lot  line;  to  be  occupied 
as  a  garage;  and 

Whereas,  the  board  deemed  that  applicant  had  not  sub¬ 
stantiated  the  basis  of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1366-23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  Westnep  Construc¬ 
tion  Co.,  owner. 
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SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  building  oc¬ 
cupying  more  than  40  per  cent  of  the  rear  yard 
area. 

PREMISES  AFFECTED— 1231-1265  Elder  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Peter  Millman. 

F"or  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative :  Mr.  Kerby  .  i 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton  and  Connell  .  4 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1366-23-BZ) 

Whereas,  S.  Millman  &  Son,  for  Westnep  Construction 
Corp.,  owner,  filed,  November  23,  1923,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  “B”  area  resi¬ 
dence  district  the  erection  and  maintenance  of  a  building 
extending  to  the  rear  lot  line  and  occupying  more  than 
40  per  cent  of  the  rear  yard;  premises  1231-65  Elder  ave¬ 
nue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Elder  avenue  and  Wheeler 
avenue  are  residence  districts  and  Westchester  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  16,  1923,  in  acting  on  N.  B.  App.  No. 
2403-23,  reads : 

“1.  Rear  yards  must  be  provided  behind  garages  to 
comply  with  requirements  of  Building  Zone  Resolution 
in  residence  district.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  18  ft.  and 
a  depth  of  17  ft.,  located  on  rear  lot  line;  to  be  occupied 
as  a  garage;  and 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
to  substantiate  the  basis  of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


building  zone  resolution,  to  permit  in  a  “B”  area  residence 
district  the  erection  and  maintenance  of  a  building  extending 
to  the  rear  lot  line  and  occupying  more  than  40  per  cent 
of  the  rear  yard;  premises  1211-1263  Boynton  avenue,  Bor¬ 
ough  of  the  Bronx;  and 

Whereas,  a  public  hearing  was.  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Boynton  avenue  and  Elder 
avenue  are  residence  districts  and  Westchester  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  16,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2402-23,  reads : 

1.  Rear  yards  must  be  provided  behind  garages  to 
comply  with  requirements  of  Building  Zone  Resolution 
in  residence  district.” ; 

and 

Whereas,  the  building  is  to  be  of  non-fireproof  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  18  ft.  and  a 
depth  of  17  ft.;  to  be  occupied  as  a  garage/  and 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
to  substantiate  the  basis  of  his  application  under  section  20. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


558-23-BZ. 

AFPLICAN1  Jenks  &  Rogers,  for  Realty  Associates, 

SUBJECT— Application  f°r  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ,  also  to  be  used  as  a  motor  vehicle  repair 
shop. 

PREMISES  AFFECTED— 62-100  Empire  boulevard, 
Brooklyn. 

APPEARANCES— 


For  Applicant:  John  H.  McCooey,  Jr. 
For  Opposition :  None. 


ALliOA  uUAKU- 


rnxTnTTTn.ir  ,  -application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Kerby  . ’  5 

Negative  . .  0 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  .’ .' .’  2 


THE  RESOLUTION: 


1367-23-BZ. 

APPLICANT — S.  Millman  &  Son,  for  B.  R.  Construc¬ 
tion  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “B”  area  residence  district 
the  erection  and  maintenance  of  a  building  occupy¬ 
ing  more  than  40  per  cent  of  the  rear  yard  area. 
PREMISES  AFFECTED— 1211-1263  Boynton  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Peter  Millman,  Nathan  Marcus. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Kerby  and  Mr.  Boulton .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty 

and  Connell  .  3 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon' . ! !  2 

THE  RESOLUTION: 


(1367-23-BZ) 

Whereas,  S.  Millman  &  Son.  for  B.  R.  Construction  Co 
owner,  filed,  November  23,  1923,  an  application,  under  the 


(558-23-BZ) 

Whereas,  Jenks  &  Rogers,  for  Realty  Associates,  owner, 
filed,  May  /,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles  and  as  a  motor  vehicle  repair  shop; 
premises  62-100  Empire  boulevard,  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard,  Frank- 
lm  avenue  and  Bedford  road  are  business  districts  and 
Sterling  street  is  a  residence  district;  and 
.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  16,  1923,  in  acting  on  Application  No 
6748-23,  reads: 

“Denied— Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  and  repair  shop 
in  a  business  district.”; 
and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  340  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  niotor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property  front¬ 
age  deemed  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
limited  to  a  one-story  building  above  grade,  divided  sub¬ 
stantially  into  three  (3)  parts  as  indicated  on  plans  on  file 
in  this  appeal ;  that  the  rear  and  gable  walls  shall  be  of 
brick  construction  and  shall  be  unpierced  throughout  their 
entire  height  and  length;  that  any  openings  ip  the  subdivid¬ 
ing  walls  of  the  structure  shall  be  protected  with  self-clos¬ 
ing  fire  doors ;  that  the  front  of  the  building  shall  be 
finished  substantially  in  accordance  with  the  design  of  the 
facade  filed  in  this  application,  any  exposed  masonry  work  of 
front  elevation  to  be  of  face  brick  and  ornamental  trim¬ 
mings  of  architectural  terra  cotta  or  stone ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


352-23-BZ. 

APPLICANT — Charles  D.  Cords,  for  Frankington  Realty 
Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  also  a  stable  for 
the  accommodation  of  more  than  five  horses. 

PREMISES  AFFECTED — 181-499  Flatbush  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  D.  Cords. 

For  Opposition:  None. 

ACTION  OF  BOARD — Resolution,  granting  extension  of 
time  to  secure  permit,  corrected  as  shown  on  page 


THE  RESOLUTION: 

(1089-23-BZ) 

Whereas,  Charles  Infanger,  for  Frank  Mitchell,  owner, 
filed,  September  17,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  four  commercial 
motor  vehicles,  owned  by  person  residing  on  the  premises ; 
premises  163  McDougal  street,  Brooklyn;  and 

Whereas,  the  applicant  has  failed  to  complete  his  papers, 
though  duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


AREAS  FIXED. 

(162-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mrs.  Babetta  Schulze,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  garage;  premises  southwest  corner  of 
16th  avenue  and  27th  street,  Beechhurst,  Borough  of 
Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Hoogland  street  (160th  street)  from 
Cryders  lane  to  a  point  200  ft.  north  of  Gower  avenue 
(14th  avenue).  Both  sides  of  Gower  avenue  (14th 
avenue)  from  Beechwood  terrace  to  a  point  100  ft. 
east  of  Hoogland  street  (160th  street),  also  the  east 
side  of  Beechwood  terrace  from  Gower  avenue  (14th 
avenue)  to  a  point  150  ft.  south  of  Gower  avenue  (14th 
avenue). 


(231-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  garage ;  premises  745-57 
Ralph  avenue,  Brooklyn. 

The  following  area  was  approved  bythe  board: 

Both  sides  of  Ralph  avenue  from  98th  street  to  a 
point  400  ft.  north  of  proposed  garage.  Both  sides  of 
98th  street  from  Winthrop  street  to  Sutter  avenue,  also 
the  properties  at  rear  and  for  a  distance  of  50  ft.  on 
either  side  of  the  side  lot  lines  of  the  premises  in  ques¬ 
tion. 


432. 

THE  VOTE  TO  CORRECT  PRINTED  RESOLU¬ 
TION— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Kerby . 

Negative  .  . . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ... 


1089-23-BZ. 

APPLICANT — Charles  Infanger,  for  Frank  Mitchell, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  (4)  commer¬ 
cial  motor  vehicles,  owned  by  the  person  residing 
on  the  premises. 

PREMISES  AFFECTED — 163  McDougal  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby .  5 

Negative  .  . .  0 


-  Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 


(208-24-BZ) 

The  diairman  presented  and  read  a  communication  from 
Jenks  &  Rogers,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  garage;  premises  1533-43 
Bushwick  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Bushwick  avenue  from  Furman  street 
to  a  point  400  ft.  east  of  proposed  garage.  Both  sides 
of  Aberdeen  street  from  Evergreen  Cemetery  to  a  point 
200  ft.  south  of  Bushwick  avenue,  also  the  west  side 
of  De  Sales  place  from  Bushwick  avenue  to  a  point 
150  ft.  north  of  Bushwick  avenue. 


(244-24-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Millman  &  Son,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  garage;  premises  1761-5 
Bushwick  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Bushwick  avenue  from  Jamaica  avenue 
to  a  point  400  ft.  west  of  proposed  garage;  the  west 
side  of  Pellington  place  from  Bushwick  avenue  to  a 
point  205  ft.  north  of  Bushwick  avenue;  the  east  side 
of  Fanchon  place  from  Bushwick  avenue  to  a  point 
75  ft.  north  of  Bushwick  avenue. 


0 
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(233-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Oscar  Goldschlag,  requesting  the  board  to  fix  an  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  garage;  premises  southwest 
corner  of  Roosevelt  street  and  Lee  avenue,  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Roosevelt  avenue  from  a  point  100  ft. 
west  of  Rowan  avenue  to  a  point  400  ft.  east  of  pro¬ 
posed  garage.  Both  sides  of  Lee  avenue  from  a  point 


200  ft.  north  of  Roosevelt  avenue  to  a  point  400  ft. 
south  of  proposed  garage.  Both  sides  of  Stryker  ave¬ 
nue  from  Roosevelt  avenue  to  a  point  100  ft.  east  of 
Rowan  avenue;  also  the  east  side  of  Burrough  place 
from  Roosevelt  avenue  to  a  point  150  ft.  south  of 
Roosevelt  avenue. 


Adjourned  1.30  p.  m. 

WrLUAM  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MARCH  18,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Kerby,  Connell,  Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Kleinert,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Tuesday  afternoon,  March  11, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  12, 
Vol  IX. 


PETITIONS  FOR  VARIATIONS. 

33-24-S. 

PETITIONER— R.  Hoe,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 22-32  Sheriff  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  W.  C.  Stram. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m. 


49-24-S. 

PETITIONER— R.  Hoe,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 84-94  Broome  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  W.  C.  Stram. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m, 


109-24-S. 

PETITIONER — Edward  P.  Doyle,  for  Rhinelander  Real 
Estate  Corp.,  owner. 

SUBJECT- — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 171-173  6th  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m. 


149-24-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Brooklyn  Factory  &  Power  Co., 
Ltd.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 20-30  Morton  street,  Brooklyn. 


APPEARANCES— 

For  Petitioner :  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  1,  1924,  at 
2  p.  m. 


61-24-S. 

PETITIONER— William  F.  Doyle,  for  Douglas  Elliman 
&  Co.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 26  East  55th  street,  Manhattan.  1 
APPEARANCES— 

For  Petitioner :  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Fire  Chief  Kenlon,  Superintendents 


Brady,  Moore  and  McDermott .  7 

Negative:  Messrs.  Beatty,  Connell,  Superintend¬ 
ents  Reville  and  Kleinert  . 4 

Absent :  Mr.  Holland  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  2 

: 


1505-23-S. 

PETITIONER — Halidon  Realty  Company,  owner. 

SUBJECT — Variation  of  the  labor  law'  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 130  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Benjamin  Leavin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Superintendents  Brady  and  McDer¬ 
mott  .  5 

Negative :  Messrs.  Beatty,  Connell  and  Superin¬ 
tendent  Reville .  3 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Kleinert  and  Moore  .  5 


51-24-S. 

PETITIONER — Schwartz  &  Gross,  for  Lanbacr  Construc¬ 
tion  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 
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Negative  .  q 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 


PREMISES  AFFECTED — 240-248  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fife  Chief  Kenlon,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  .  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(51-24-S) 

Whereas,  Schwartz  &  Gross,  for  Lanbaer  Construction 
Corp.,  owner,  filed,  January  14,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  240-48  West 
40th  street;  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  8,  1924,  reads: 

“14.  All  windows  must  comply  with  section  2G4-7  La¬ 
bor  Law.  Proposed  arrangement  is  unlawful.’’ ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
118  ft.  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system.  OCCUPIED  as  follows :  1st  story  and  mezzanine, 
•stores  and  offices,  100  persons ;  2nd  and  3rd  stories,  show¬ 
rooms  and  printing,  180  persons  per  story;  4th  to  12th 
stories,  tenant  factory,  180  persons  per  story.  EXITS: 
One  interior  fireproof  stairway  and  one  fire  tower  extend¬ 
ing  from  the  1st  story  to  the  roof,  with  fire  doors  at  all 
openings;  and 

Whereas,  there  are  openings  at  the  1st,  2nd  and  3rd 
stories  in  the  front  of  the  building,  glazed  with  54  in.  plate 
glass;  the  area  of  the  glass  on  the  1st  story  is  9  ft.  by 
14  ft.  and  011  the  2nd  and  3rd  stories  the  maximum  area 
of  the  glass  is  6  ft.  6  in.  by  7  ft. ;  and 

Whereas,  petitioner  proposes  to  arrange  these  windows  so 
as  to  partially  pivot  and  partially  be  stationary,  and  con¬ 
tends  to  comply  with  the  provisions  of  the  labor  law  as  to 
area  of  glass  would  materially  affect  the  architectural  treat¬ 
ment  of  the  building  and  also  the  use  intended  for  the 
lowest  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  (3)  lower 
stories  on  the  street  front  of  the  building  on  condition  that 
the  frames  and  sash  shall  be  constructed  of  metal  and 
glazed  with  polished  plate  glass  not  less  than  54  in-  in 
thickness,  and  granted  on  condition  that  the  labor  law  shall 
be  complied  with  in  all  other  respects. 


60-24-S. 

PETITIONER — Schwartz  &  Gross,  for  48  Vesey  Street 
Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 262-268  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 
and  McDermott  .  10 


THE  RESOLUTION: 

(60-24-S) 

Whereas,  Schwartz  &  Gross,  for  48  Vesey  Street  Corp., 
owner,  filed,  January  16,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  262-68  West  38th 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  14,  1924,  reads: 

“1.  Exterior  openings  at  front  at  1st,  2nd  and  3rd 
floors  should  comply  with  section  264  Labor  Law  and 
Rule  503  of  Industrial  Code.” ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
66  ft.  8  in.  by  98  ft.  9  in.  in  area,  equipped  with  a  sprinkler 
system.  OCCUPIED  as  follows:  1st  story  and  mezzanine, 
stores  and  offices,  40  persons;  2nd  and  3rd  stories,  show¬ 
rooms,  95  persons  per  story;  4th  to  16th  stories,  tenant 
factories,  95.  persons  per  story.  EXITS:  One  interior  fire¬ 
proof  stairway  and  one  fire  tower,  extending  from  the  1st 
story  to  the  roof,  with  fire  doors  at  all  openings ;  and 

Whereas,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st,  2nd  and  3rd  stories,  glazed  with  54  in.  plate 
glass;  the  area  of  the  -glass  on  the  1st  story  is  8  ft, 
6  in.  by  15  ft.  6  in.  and  on  the  2nd  and  3rd  stories  the 
maximum  area  of  the  glass  is  5  ft.  6  in.  by  5  ft.  6  in  • 
and 

Whereas,  petitioner  proposes  to  arrange  these  windows 
so  as  to  partially  pivot  and  partially  be  stationary,  and 
contends,  to  comply  with  the  provisions  of  the  labor  law 
as  to  the  area  of  the  glass  would  materially  affect  the 
architectural  treatment  of  the  building  and  also  the  use 
intended  for  the  lowest  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  (3)  lower 
stories  on  the  street  front  of  the  building  on  condition 
that  the  frames  and  sash  shall  be  constructed  of  metal  and 
glazed  with  polished  plate  glass  not  less  than  54  in.  in 
thickness;  that  the  center  glass  panel  of  the  windows  on 
the  2nd  and  3rd  stories  shall  be  made  stationary  and  this 
front  portion  of  building  maintained  for  show  room  pur¬ 
poses  only;  and  granted  on  condition  that  the  labor  law 
shall  be  complied  with  in  all  other  respects. 


70-24-S.  | 

PETITIONER — Schwartz  &  Gross,  for  Bricken  Construc¬ 
tion  &  Improvement  Corp.,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 242-244  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  .  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 
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THE  RESOLUTION: 

(70-24-S) 

Whereas,  Schwartz  &  Gross,  for  Bricken  Const.  &  Im¬ 
provement  Corp.,  owner,  filed,  January  17,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  242- 
44  West  38th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  8,  1924,  reads: 

“6.  Proposed  construction  of  show  windows  is  un¬ 
lawful.  Section  264,  subdivision  7,  Labor  Law,  and 
rule  503,  Industrial  Code.”; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
35  ft.  7  in.  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system.  OCCUPIED  as  follows :  1st  story  and  mezzanine, 
stores  and  offices,  45  persons;  2nd  and  3rd  stories,  show¬ 
rooms,  85  persons  per  story;  4th  to  14th  story,  tenant  fac¬ 
tory,  85  persons  per  story ;  and 

Whereas.,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st,  2nd  and  3rd  stories,  glazed  with  J4  in.  plate 
glass;  the  area  of  the  glass  on  the  1st  story  is  8  ft.  by 
11  ft.  and  on  the  2nd  and  3rd  stories  the  maximum  area 
of  the  glass  is  5  ft.  6  in.  by  6  ft. ;  and 

Whereas,  petitioner  proposes  to  arrange  these  windows 
so  as  to  partially  pivot  and  partially  remain  stationary,  and 
contends,  to  comply  with  the  provisions  of  the  labor  law 
as  to  the  area  of  the  glass  would  materially  affect  the 
architectural  treatment  of  the  building  and  also  the  use 
intended  for  the  lowest  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  lower  stories 
on  the  street  front  of  the  building,  on  condition  that  the 
frames  and  sash  shall  be  constructed  of  metal  and  glazed 
with  polished  plate  glass  not  less  than  J4  in.  in  thickness 
and  that  the  center  panels  of  the  center  windows  on  the  2nd 
and  3rd  stories  shall  be  fixed  sash  and  that  the  windows 
shall  be  glazed  with  polished  plate  glass  not  less  than  %  in. 
in  thickness  and  this  front  portion  of  building  maintained 
for  show  room  purposes  only;  and  granted  on  condition  that 
the  labor  law  shall  be  complied  with  in  all  other  respects. 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  3,  1924,  reads: 

“10.  All  windows  must  conform  to  section  264  of 
Labor  Law.”; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
56  ft.  3  in.  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system.  OCCUPIED  as  follows:  1st  story  and  mezza¬ 
nine,  stores  and  offices,  40  persons ;  2nd  and  3rd  stories, 
showrooms,  90  persons  per  story ;  4th  to  16th  stories,  ten¬ 
ant  factories,  90  persons  per  story;  and 

Whereas,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st,  2nd  and  3rd  stories,  glazed  with  %  in.  plate 
glass ;  the  area  of  the  glass  on  the  1st  story  is  8  ft.  by 
14  ft.  and  on  the  2nd  and  3rd  stories  the  maximum  area 
is  3  ft.  by  4  ft.  6  in.;  and 

Whereas,  petitioner  proposes  to  arrange  these  windows 
so  as  to  partially  pivot  and  partially  be  stationary,  and 
contends,  to  comply  with  the  provisions  of  the  labor  law 
as  to  the  area  of  the  glass  would  materially  affect  the 
architectural  treatment  of  the  building  and  also  the  use 
intended  for  the  lowest  three  stonies. 

Resolved,  that'  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  lower  stories 
on  the  front  of  the  building,  on  condition  that  the 
center  panels  of  the  windows  on  the  2nd  and  3rd  stories 
shall  be  made  stationary;  that  the  window  frames  shall 
be  of  metal,  glazed!  with  polished  plate  glass  not  less  than 
l/A  in.  in  thickness;  and  granted  on  condition  that  the  la¬ 
bor  law  shall  be  complied  with  in  all  other  respects. 


71-24-S. 

PETITIONER — Schwartz  &  Gross,  for  Bricken  Construc¬ 
tion  &  Improvement  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 226-228  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle. 

ACTION  OF  BOARD — ■Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  .  . .  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(71-24-S) 

Whereas,  Schwartz  &  Gross,  for  Bricken  Const.  &  Im¬ 
provement  Corp.,  owner,  filed,  January  17,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  226- 
228  West  37th  street,  Manhattan;  and 


106-24-S. 

PETITIONER — Charles  B.  Meyers,  for  David  Kay  Cor¬ 
poration,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 212-216  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  . .  , _  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(106-24-S) 

Whereas,  Charles  B.  Meyers,  for  David  Kay  Corp., 
owner,  filed,  January  24,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  212-216  West 
35th  street,  Borough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  App.  No.  331-1923,  dated  January  14,  1924,  reads: 
“8.  Light  in  windows  should  not  exceed  720  square 
inches  in  area — Section  264-7  Labor  Law  and  Rule  503 
Industrial  Code.” ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
56  ft.  3  in.  by  98  ft.  9  in.  in  area;  equipped  with  a  sprinkler 
system;  OCCUPIED  as  stores,  showrooms  and  tenant 
factories,  30  persons  on  1st  story  and  75  persons  on  each 
story  above ;  and 

Whereas,  it  is  proposed  to  construct  the  show  windows 
on  the  1st,  2nd  and  3rd  stories  of  metal  frames,  glazed  with 
plate  glass,  and  the  size  of  the  lights  exceed  the  requirements 
of  the  Labor  Law;  and 
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Whereas,  petitioner  contends  to  construct  the  show  win¬ 
dows  as  required  by  the  labor  law  would  detract  from  tjic 
architectural  appearance  of  the  building,  and  would  make 
it  impracticable  to  use  these  stories  for  stores  and  show- 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  street  front  on  the 
three  lower  stories,  on  condition  that  the  frames  shall  be 
constructed  of  metal,  glazed  with  polished  plate  glass  not 
less  than  lA  in.  in  thickness,  and  granted  on  condition  that 
the  labor  law  shall  be  complied  with  in  all  other  respects. 

- - - 


1209-23-S. 

PETITIONER— Frederick  J.  Dassau,  for  B.  B.  and  I’. 
Realty  Corp.,  owner.  ...... 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  department  of  health. 

PREMISES  AFFECTED— 13t>  Boerum  street,  Brooklyn. 

APPEARANCES—  ,  _  ^  T  . 

For  Petitioner:  Philip  D.  Meagher,  Ernest  J.  Mul- 

ler. 

For  Administraiton :  Inspector  John  S.  McCauley 


of  fire  department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


yOTE _  ■  • 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  . . . 

Negative:  Superintendent  Brady  . •  y  • 

Absent:  Messrs.  Holland,  Kerby  and  Deputy  hire 
Commissioner  Hannon . 


9 

1 

3 


THE  RESOLUTION : 

(1209-23-S) 

Whereas,  Frederick  J.  Dassau,  for  B.  B.  and  F.  Realty 
Corp.,  owner,  filed,  October  23,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
department  of  health,  affecting  premises  136  Boerum  street, 

Brooklyn;  and  .  ,  ...  ,  .  , 

Whereas,  the  decision  of  the  department  of  health,  dated 

September  18,  1923,  reads:  ,  ,  TT  i  v  c  a  tv  * 

"At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  The  City  of  New  York,  held  Sept. 
18  1923,  your  application  for  a  Sanitary  Certificate  for 
a  cellar  bakery  at  136  Boerum  St.  in  the  borough  of 
Brooklyn  was  denied.  By  order  of  the  Board  of 
Health.” ; 

Whereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing,  six  stories  in  height,  50  ft.  by  88  ft.  in  ^separated 
into  two  sections  by  an  unpierced  brick  wall.  OCCUi  lkL) ' . 
Cellar,  bakery;  1st  story,  stores  and  dwellings,  and  dwell¬ 
ings  above;  the  height  of  the  bakery  from  floor  to  ceding 
being  8  ft.  9  in.;  the  ceiling  is  3  in.  below  the  curb  level 
and  the  floor  is  20^4  in.  below  the  yard  level;  the  means 
of  ventilation  consisting  of  three  windows  on  the  side  court 
respectively,  3  ft.  7  in.  by  5  ft.  6  in.,  2  ft.  7  in.  by  5  t. 
6  in.,  2  ft.  by  3  ft.  in  area,  and  the  two  windows  opening 
on  the  rear  yard  each  7l  ft.  7  in.  by  1  ft.  8)4  in.  in  aiea, 

Whereas,  petitioner  filed  letter  from  tenement  house  de¬ 
partment  stating  that  a  certificate  of  occupancy  as  a  cellar 
bakery  was  issued  on  June  23,  1906,  and  that  a  bakery  ex- 
isted  in  the  premises  on  November  19,  1917. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  existing  ventilating  windows  and  open¬ 


ings  shall  not  be  reduced  in  size  or  area  and  that  the  bakery 
portion  shall  be  separated  from  the  tenement  house  portion 
of  cellar  by  an  unpierced  brick  wall  and  so  maintained 
separated. 


1332-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Gruber  Lunch 
Corp.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 719-721  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Fire  Chief  Kenlon,  Super¬ 
intendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  10 

Negative  .  0 

Absent:  Messrs.  Holland,  Kerby  and  Deputy 
Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1332-23-S) 

Whereas,  Samuel  Rosenblum,  for  Gruber  Lunch  Corp., 
lessee,  filed,  November  19,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  decisions  of  the  super¬ 
intendent  of  buildings,  affecting  premises  719-21  Sixth  ave¬ 
nue,  Manhattan ;  and 

Whereas,  the  decisions  of  the  superintendent  of  buildings 
read : 

“Certificate  of  Occupancy,  rendered  Oct.  4,  1923, 
reads : 

“3.  All  windows  leading  to  fire  escape  should  be 
fireproof  and  self-closing.” 

“Certificate  of  Occupancy  rendered  Nov.  5,  1923, 
reads : 

“Provide  a  counterbalanced  stairway  from  lowest  bal¬ 
cony  to  street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  divided  into  three 
sections  by  cross  walls  with  openings  at  all  stories,  four 
stories  in  height,  43  ft.  8)4  in.  by  100  ft.  in  area;  equipped 
with  a  fire  alarm  signal  system.  OCCUPIED  as  follows : 
1st  story,  stores;  2nd  story,  offices  and  light  mfg.,  30  em¬ 
ployees;  3rd  story,  offices  and  light  mfg.  and  dwellings, 
30  employees;  4th  story,  dwellings.  EXITS:  An  interior 
wooden  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fire  resisting  partitions  with  wooden  doors  at 
the  openings;  a  fire  escape,  with  fireproof  windows  on  the 
course  thereof  on  the  rear  of  the  building,  extending  from 
the  main  roof  to  a  concrete  roof  of  one-story  extension, 
with  egress  across  roof  to  stairs  leading  to  41st  street;  also 
a  60  degree  fire  escape  with  non-fireproof  windows  on  the 
course  thereof,  on  the  front  of  the  building  extending  from 
the  top  story  to  the  1st  story,  with  drop  ladder  to  street; 
ROOFS  to  north,  10  ft.  higher;  to  west,  same  level;  and 
Whereas,  petitioner  requests  in  view  of  the  light  occu¬ 
pancy  and  other  means  of  exit,  acceptance  of  fire  escape  on 
front  of  the  building  on  condition  a  drop  ladder  in  guides  is 
provided. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  interior  stairs  shall  be  enclosed  in  fire 
retarding  partitions  and  that  all  openings  shall  be  protected 
with  self-closing,  fireproof  doors  and  that  the  fire  escape 
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on  the  front  of  the  building  shall  be  extended  south  to 
include  at  least  one  window  in  the  southerly  section  of  the 
structure  and  that  the  windows  on  the  course  of  the  fire 
escape,  with  the  exception  of  the  top  story,  shall  be  fire¬ 
proof,  and  that  a  counterbalanced  drop  ladder  in  guides  shall 
be  provided  from  the  lowest  balcony  to  the  street  and  that 
the  rear  fire  escape  as  now  installed  shall  be  maintained; 
(/ranted  on  further  condition  that  the  manufacturing  oc¬ 
cupancy  shall  not  extend  beyond  the  3rd  story  and  that 
the  occupancy  shall  not  exceed  ten  (10)  persons  per  story 
above  the  2nd  story. 


234-24-S. 


I  E  TIT  IONER — Samuel  Rosenblum,  for  Harry  Dundees, 

lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 47  Canal  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Reville,  Klein- 

ert,  Moore  and  McDermott .  n 

Negative  .  0 

Absent :  Mr.  Holland  and  Deputy  Fire  Commis¬ 
sioner  Hannon  .  2 


THE  RESOLUTION: 


(234-24-S) 

Whereas,  Samuel  Rosenblum,  for  Harry  Dundees,  les¬ 
see,  filed,  February  14,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  47  Canal  street,  Manhattan;  and 

V  hereas,  the  order  of  the  fire  commissioner,  dated  April 
29,  1922,  reads: 

“1-  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Stairs  are  not  45  degrees. 

“No  counterbalanced  stairway  to  street.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height 
24  ft.  3J4  in.  by  5.0  ft.  in  area.  OCCUPIED:  1st  story] 
stores ;  upper  stories,  tenant  factory  with  a  total  of  52  per¬ 
sons  above  the  1st  story;  the  building  being  equipped  with 
a  fire  alarm  signal  system;  means  of  EGRESS  consisting 
of  an  interior  stairway,  extending  from  the  1st  story  to  the 
7th  story,  with  scuttle  and  ladder  to  roof,  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  the  openings,  except  in 
the  1st  story,  where  the  partitions  are  fire  resisting;  a  fire 
escape  on  the  front  of  the  building  with  balconies  connected 
by  60  degree  stairs  and  drop  ladder  in  guides  from  lowest 
balcony  to  street ;  and 

Whereas,  petitioner  contends  that  the  occupancy  is  light 
and  that  to  change  the  connecting  balconies  from  60  to  45 
degrees  would  be  a  great  hardship;  the  capacity  of  the  ex¬ 
its  based  on  the  interior  stairway  alone  is  34  persons  per 
story,  and  proposes  to  screen  the  fire  escape  to  regulation 
height  and  to  provide  a  gooseneck  ladder  to  roof  and  to 
counterbalance  drop  ladder  and  to  provide  an  additional 
counterbalanced  drop  ladder  in  guides. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  lavv  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  connecting  stairs  not  less  than  60  degrees 
shall  be  provided  between  balconies  and  that  the  balcony 


rails  shall  be  screened  to  a  height  of  not  less  than  4»  ft.  6 
in.  and  that  a  counterbalanced  drop  ladder  shall  be  provided 
on  the  westerly  end  of  the  lowest  balcony  with  counter 
weights  slung  from  the  wall,  and  that  the  fire  escapes  shall 
comply  with  the  fire  escape  rules  in  all  other  respects;  and 
granted  only  so  long  as  the  occupancy  .and  use  shall  remain 
unchanged. 


86-24-S. 

PETITIONER— Jacob  Fisher,  for  Henry  B.  Golobe,  owner. 
SUBJECT  Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 265  West  30th  street,  Manhat¬ 
tan. 

APPEARANCES— 


For  Petitioner:  Jacob  Fisher. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ALilUA  or 


_  -  -  -ireunon  granted  on  condition. 

CONDITIONS — As  specified  in  resolution 
THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Reville,  IClein- 

ert,  Moore  and  McDermott  . 

Negative  . 

Absent .  Air.  Holland  and  Deputy  Fire  Commis¬ 
sioner  Hannon . 


THE  RESOLUTION: 


(86-24-S) 

V  hereas,  Jacob  Fisher,  for  Henry  B.  Golobe  owner 
filed,  January  21,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  265  West  30th  street  Bor¬ 
ough  of  Manhattan ;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  January  8,  1924,  reads: 

Before  this  bureau  can  accept  the  fire  escape  as 
meeting  the  requirements  of  the  Labor  Law  it  will  be 
necessary  to  replace  drop  ladder  from  2nd  floor  bal¬ 
cony  to  street  with  a  counterbalanced  stair  and  to  pro¬ 
vide  a  hand  rail  on  inside  of  stairs  connecting  balconies 
and  around  stair  well  holes.” ; 

and 


Whereas  the  building  is  non-fireproof,  three  stories  in 
leight,  2 1  ft.  by  25  ft.  in  area.  Proposed  occupancy:  1st 
story ,  store,  5  persons ;  2nd  and  3rd  stories,  tenant  factory  • 
.'  persons  2nd  story,  5  persons  on  3rd  story.  EXITS  •  One 
interior  wooden  stairway  extending  from  1st  story  to 'roof 
enclosed  in  wooden  lath  and  plaster  partitions,  fire  retarded 
olJ,,lst,  story.’  ]vlth  wooden  doors  at  openings;  a  fire  escape 
with  fire  windows  on  the  course  thereof  on  the  front  of 
building  extending  from  top  to  2nd  story,  with  drop  ladder 
to  street;  ROOF  to  east  is  20  ft.  higher;  and 

Whereas,  petitioner  contends  there  will  be  only  ten  per- 
sons  above  the  1st  story,  and  proposes  to  provide  a  drop 
ladder  in  guides.  y 

Resolved  that  the  board  of  standards  and  appeals  does 
Hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  standard  reconstructed  fire  escape  shall 
be  provided  on  the  front  of  the  building  with  counterbal¬ 
anced  drop  ladder  m  guides  from  the  lowest  balcony  to 
street ;  and  granted  on  further  condition  that  the  occupancy 
on  the  3rd  story  shall  not  exceed  five  (5)  persons;  and 
the  occupancy  on  the  2nd  story  shall  not  exceed  seven  (7) 
persons. 


PETITIONER— Samuel  Rosenblum,  for  Thorner  Bros 
Siegel,  owners. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  decisit 
of  superintendent  of  buildings. 
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PREMISES  AFFECTED— 625-627  East  15th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF'  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Reville,  Klein- 


ert,  Moore  and  McDermott .  11 

Negative  .  0 

Absent:  Mr.  Holland  and  Deputy  Fire  Commis¬ 
sioner  Hannon .  2 

THE  RESOLUTION: 

(118-24-S) 


Whereas,  Samuel  Rosenblum,  for  Thorner  Bros.  &  Seigel, 
owner,  filed,  January  25,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  625-7  East  15th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  January  16,  1924,  reads: 

“With  reference  to  application  for  certificate  of  oc¬ 
cupancy,  before  certificate  can  be  issued  it  will  be  nec¬ 
essary  to  do  the  items : 

“East  stairway  is  not  constructed  of  incombustible 
material  and  is  not  enclosed  with  fireproof  material.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
•height,  50  ft.  by  103  ft.  3  in.  in  area  at  the  1st  story  and 
50  ft.  by  95  ft.  3  in.  in  area  above.  OCCUPIED  for  the 
manufacture  and  storage  of  cardboard  boxes ;  1st  story, 
20  persons ;  2nd  and  3rd  stories,  10  persons  on  each  story. 
EXITS:  Two  interior  stairways,  the  west  stairway  is  fire¬ 
proof,  enclosed  in  brick  walls  with  fire  doors  at  openings 
and  extends  from  1st  story  to  roof ;  the  east  stairway  ex¬ 
tends  from  1st  to  top  story,  is  wooden,  enclosed  in  fire  re¬ 
sisting  partitions  with  fire  doors  at  openings.  ROOFS: 
To  east,  two  stories  higher,  and  to  west,  one  story  higher; 
and 

Whereas,  petitioner  asks  acceptance  of  the  present  means 
of  exit. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  westerly  interior  stairway  at  the  front 
of  the  building  shall  be  enclosed  in  partition  of  fireproof 
material,  and  that  the  stairway  on  the  center  east  side  of 
the  building  shall  be  enclosed  in  partitions  of  fire  resisting 
material  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals  and  that  any  openings  to  stairways  shall 
be  protected  with  self-closing,  fireproof  doors. 


125-24-S. 

PETITIONER — Raymond  Irrera,  for  Frank  Suglia,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED — 308  Hopkins  avenue,  Queens. 
APPEARANCES— 

For  Petitioner:  Raymond  Irrera. 

For  Administraiton :  Inspector  John  S.  McCauley 


of  health  department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby,  Su¬ 
perintendents  Moore  and  McDermott  .  5 

Negative:  Chairman  Walsh,  Mr.  Connell,  Fire 
Chief  Kenlon,  Superintendents  Brady,  Re¬ 
ville  and  Kleinert  .  6 

Absent:  Mr.  Holland  and  Deputy  Fire  Commis¬ 
sioner  Hannon .  2 


THE  RESOLUTION: 

(125-24-S) 

Whereas,  Raymond  Irrera,  for  F'rank  Suglia,  owner,  filed, 
January  28,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  health  department, 
affecting  premises  308  Hopkins  avenue,  Borough  of  Queens; 
and 

Whereas,  the  decision  of  the  health  department,  dated 
December  27,  1923,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  held  December  27,  1923,  the  fol¬ 
lowing  resolution  was  adopted : 

“RESOLVED,  That  the  plans  and  specifications  for 
a  cellar  bakery  to  be  located  at  308  Hopkins  Avenue, 
Astoria,  Long  Island,  Borough  of  Queens,  submitted 
by  Frank  Suglia,  be  and  the  same  are  hereby  disap¬ 
proved.”  ; 
and 

Whereas,  the  building  is  frame,  one  (1)  story  in  height, 
25  ft.  by  52  ft.  in  area.  OCCUPIED  as  a  cellar  bakery; 
1st  story,  dwelling.  The  height  of  the  bakery  from  floor 
to  ceiling  is  9!  ft.  6  in.,  the  ceiling  being  6  in.  above  curb 
level,  and  the  floor  is  3  ft.  6  in.  below  yard  level ;  the  means 
of  ventilation  consisting  of  three  (3)  windows  2  ft.  by  3 
ft.  6  in.  in  area,  opening  to  yard;  and 

Whereas,  petitioner  contends  if  rear  yard  is  excavated  to 
6  in.  below  floor  of  bakery,  ground  water  would  be  reached 
and  also  yard  could  not  be  drained  on  account  of  the 
high  elevation  of  street  sewer. 

Resolved,  that  the  decision  of  the  department  of  health 
be  and  it  hereby  is  affirmed,  and  the  petition  be  and  it  here¬ 
by  is  denied. 


1496-23-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Estate  of  H.  O.  Havemeyer, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 568-574  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Ken¬ 
lon,  Superintendents  Brady,  Reville  and  Mc¬ 


Dermott  .  9 

Negative  .  o 

Absent :  Mr.  Holland,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and 
Moore .  4 

THE  RESOLUTION: 


(1496-23-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  H.  O.  Havemeyer,  owner,  filed,  December 
18,  1923,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  568-574  Broadway,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  52197- 
LD,  dated  November  28,  1923,  reads : 

“1.  Provide  approved  self-closing  fire  doors  at  open¬ 
ings  leading  to  the  stairway  enclosures  at  east  and  west 
sides  of  building  on  all  stories,  opening  outwardly  so 
as  not  to  obstruct  the  stairway  *  * 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
190  ft.  by  75  ft.  (irregular)  in  area;  equipped  with  a 
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sprinkler  and  fire  alarm  signal  system.  OCCUPIED  as  a 
tenant  factory,  446  persons  above  1st  story.  EXITS :  Two 
fireproof  stairways  extending  from  1st  story  to  roof,  en¬ 
closed  in  fireproof  partitions,  with  fireproof,  self-closing 
doors  at  openings;  a  fire  escape  on  the  front  of  building 
extending  from  roof  to  street;  ROOF  to  north  is  at  same 
level ;  and 

Whereas,  petitioner  contends  there  are  wire  glass  panels 
in  the  doors  leading  to  stairway  enclosure ;  that  they  do 
not  obstruct  the  stairway,  and  that  these  doors  have  been 
previously  accepted  by  the  fire  department  and  the  board 
of  review;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  May  27,  1919,  should  be 
ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  of  the  fire  department  of  May  27, 
1919,  shall  be  complied  with. 


1501-23-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Jacob  Abraham,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFb ECTED- — 12  West  19th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwitz. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Fire  Chief  Ken- 
Ion,  Superintendents  Brady,  Reville  and  Mc¬ 
Dermott  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Kleinert  and 
Moore .  4 

THE  RESOLUTION: 

(1501-23-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Jacob  Abraham,  owner,  filed,  December  19,  1923, 
a  petition,  with  the  board  of  standards  and  appeals,  for 

variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises  12 
West  19th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  21984- 
LD,  dated  November  12,  1923,  reads: 

“1.  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof. 

“2.  Arrange  the  fire  escape  at  the  north  side  of 
•  building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof. 

“NOTE:  Among  the  defects  on  the  fire  escape  are 
the  following: 

“Windows  on  the  course  not  fireproof,  not  self¬ 
closing. 

“No  counterbalanced  stairway  to  street. 

“Fire  escape  needs  painting.”; 

and 

V  hereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  64  ft.  in  area  at  1st  and  2nd  story  and 
25  ft.  by  57  ft.  in  area  above.  OCCUPIED:  1st  story, 
restaurant,  4  employees  and  guests;  2nd  story,  plaiting  and 
tucking,  5  persons ;  3rd  story,  restaurant,  seating  40  per- 
sons;  4th  story,  leather  goods  manufacturing,  14  persons. 
EXITS:  One  interior  wooden  stairway  extending  from 
1st  to  top  story,  enclosed  in  wood  lath  and  plaster  par¬ 


titions  with  wooden  doors  at  openings;  a  fire  escape  on 
the  front  of  building  extending  from  top  story  to  roof 
of  2nd  story  extension  and  vertical  ladder  to  a  platform 
on  sidewalk ;  windows  along  course  of  the  fire  escape  are 
non-fireproof.  ROOFS  to  west,  same  level ;  to  east,  eight 
stories  higher;  and 

Whereas,  petitioner  proposes  to  install  an  iron  ladder  to 
scuttle  in  roof,  to  fireproof  the  openings  on  the  3rd  and 
4th  stories  on  the  course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  1  on  condition  that  the  stairs  shall  be  enclosed 
in  fire  retarding  partitions  in  accordance  with  the  rules  of 
the  board  of  standards  and  appeals,  and  that  any  openings 
shall  be  provided  with  self-closing,  fireproof  doors;  that 
the  partitions  be  extended  to  the  underside  of  the  roof 
boards  and  that  a  fixed  double  rung  iron  ladder  be  pro¬ 
vided  to  scuttle  in  roof ;  and  granted  as  to  Item  2  on  condi¬ 
tion  that  a  standard  fire  escape  shall  be  erected  on  the  rear 
of  the  building  with  egress  from  the  termination  through 
the  yard  of  the  adjoining  premises  to  the  west,  and  that 
the  yard  between  this  and  the  adjoining  building  to  the  west 
shall  be  maintained  open  and  unobstructed. 

— 

18-24-S. 

PETITIONER — Emery  Roth,  for  Greenwill  Construction 
Co.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 14-16  East  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Emery  Roth. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Superintendents 

Brady,  Reville  and  McDermott .  8 

Negative  .  o 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore  .  5 

THE  RESOLUTION: 

'  (18-24-S) 

Whereas,  Emery  Roth,  for  Greenwill  Construction  Co., 
owner,  filed,  January  7,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  14-16  East  38th 
street,  Borough  of  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  January  3,  1924,  reads: 

L_  J  he  area  of  glass  in  fireproof  windows  in  front 
wall  is  in  excess  of  720.  sq.  inches  per  pane  and  more 
than  48  inches  in  one  dimension. 

3.  Partitions  of  non-fireproof  material  have  been 
erected  on  several  floors,  contrary  to  Section  264,  La¬ 
bor  Law.”; 
and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
50  ft.  by  98  ft.  9  in.  in  area ;  equipped  with  a  fire  alarm 
signal  and  sprinkler  system.  OCCUPIED :  1st  story,  stores, 
10  persons;  upper  stories,  show  rooms  and  25  per  cent 
factory,  i5  persons  per  story.  EXITS:  Two  fireproof  stair¬ 
ways  extending  from  1st  story  to  roof,  enclosed  in  fireproof 
partitions  with  fire  doors  at  openings;  and 
Whereas,  the  windows  on  the  front  of  the  building  are 
double  hung,  glazed  with  glass  *4  in.  thick,  about  3  ft.  8 
in.  by  7  ft.  2  in.  (3,780  sq.  in.  in  area,  and  the  windows 
in  the  center  portion  from  the  2nd  to  11th  stories  Ere 
lA  in-  thick  and  approximately  5  ft.  by  5  ft.  (3,600  sq.  in.) 
in  area ;  and 
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Whereas,  petitioner  contends  to  comply  with  the  labor 
law  in  re:  size  of  glass  in  windows  would  destroy  th« 
architectural  effect  of  the  building,  and  that  the  partitions 
subdividing  the  loft  are  of  only  a  temporary  nature  and 
do  not  obstruct  the  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  doe* 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  so  far  as  it  affects  the  three  lower  stories 
on  the  street  front,  on  condition  that  the  center  panels  of 
the  mezzanine,  2nd  and  3rd  story  windows  shall  be  made 
stationary,  and  that  the  sash  and  frame  shall  be  of  metal, 
glazed  with  plate  glass,  not  less  than  yf  'n-  >n  thickness, 
on  condition  that  the  windows  throughout  the  building 
otherwise  shall  comply  with  the  requirements  of  the  labor 
law;  and  that  the  decision  of  the  superintendent  of  build¬ 
ings  as  to  Item  No.  3  be  affirmed,  and  the  petition  as  to  this 
item  be  denied. 


2483-17-S. 

PETITIONER — Pease  &  Elliman,  Inc.,  for  Charles  and 
Mary  Thompson,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 42-4  West  39th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Superintendents 


Brady,  Reville  and  McDermott .  S 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore .  5 

THE  RESOLUTION : 

(2483-17-S) 


Whereas,  Harry  C.  Beaven,  for  Charles  and  Mary 
Thompson,  owner,  filed,  December  19,  1917',  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  of 
section  79-b,  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  42-44  West  39th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of  the 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof,  so  that  same 
are  in  compliance  with  the  provisions  of  section  79-B-4 
and  79-B-5  of  the  labor  law.  *  *  *  Among  the 
defects  noted,  are  automatic  self-closing  fireproof  win¬ 
dows,  which  permit  of  an  unobstructed  opening  of  at 
least  3  ft.  by  3  ft.,  have  not  been  provided,  and  there 
is  no  stairway  from  the  top  balcony  to  the  roof.” ; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  40  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED  as  a 
factory  in  the  first  story,  20  persons  employed;  as  a  studio 
and  offices  above;  the  means  of  egress  consist  of: 

(a)  An  interior  stairway  at  the  front,  extending 
from  cellar  to  roof,  enclosed  in  wood  stud,  lath  and 
plaster  partitions  with  wood  doors  at  the  openings,  except 
in  the  cellar  and  at  the  roof  level,  where  fire  doors  are 
provided ; 

(b)  A  60-degree  fire  escape  at  the  westerly  side  near  the 
rear,  with  45-degree  stairs  to  yard,  gooseneck  ladder  to 
roof,  with  non-fireproof  windows  along  course  of  same, 
and  exit  through  gate  in  fence  to  yard  adjoining;  and 


Whereas,  this  petition  was  granted  by  the  board,  at  it? 
meeting,  October  31,  1918,  on  condition  that  free  and  unob¬ 
structed  access  be  provided  to  fire  escape  at  all  times  in 
second,  third  and  fourth  stories;  that  doorway  to  large 
room  in  fifth  story  giving  access  to  fire  escape  be  glazed 
with  plain  glass ;  that  exit  signs  be  placed  over  same,  and 
an  axe  be  fastened  to  the  wall  outside  the  doorway ;  and 

Whereas,  petitioner  requests  a  modification  of  and  con¬ 
tends  that  an  alteration  has  been  made  to  the  adjoining 
property  to  the  west,  an  extension  having  been  built  cut¬ 
ting  off  egress  in  that  direction,  the  fire  escape  now  ter¬ 
minates  in  the  yard,  and  that  there  is  a  door  in  the  yard 
to  the  premises  direct;  it  is  proposed  to  provide  from  the 
second  story  balcony  fire  escape  an  extension  to  the  fire 
escape  on  adjoining  building  to  the  rear,  there  are  five 
people  now  engaged  in  factory  occupancy  above  ground 
floor,  two  in  a  dental  laboratory  on  the  fifth  floor  and 
three  in  a  tailor  shop  on  the  third  floor. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  egress  from  the  termination  of  the  fire 
escape  on  condition  that  the  fire  escape  shall  be  continued 
to  the  2nd  story  and  carried  around  the  wing,  with  egress 
through  public  corridor  at  2nd  story  directly  to  connecting 
balcony,  with  egress  from  rear  fire  escape  on  the  2nd  story 
to  fire  escape  on  premises  39-41  West  38th  street;  and 
granted  on  condition  that  the  occupancy  of  the  3rd  story 
shall  be  discontinued  on  or  before  September  30,  1924,  and 
that  the  occupancy  of  the  5th  story  shall  be  discontinued 
on  or  before  September  30,  1925. 


626-22-S. 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Application  for  reopening — petition  for  varia¬ 
tion  of  the  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  W.  M.  Smith. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  1,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Kerby,  Superintendents 

Brady,  Reville  and  McDermott .  8 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore .  5 


627-22-S. 

PETITIONER— Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Application  for  reopening — petition  for  varia¬ 
tion  of  the  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  W.  M.  Smith. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  1,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsht  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Superintendents 


Brady,  Reville  and  McDermott .  8 

Negative  .  o 


Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore . 
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CASES  DISMISSED. 

Variations  of  the  Labor  Law. 

I  he  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for 
filing,  but  where,  despite  notices  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 

(1338-23-S) 

Filed  Nov.  20,  1923 — Premises  17  Hanover  place,  Brooklyn. 

Decision  of  the  fire  commissioner,  labor 
law.  Petitioners,  William  Wise  &  Son. 
Dismissed  for  lack  of  prosecution. 

( 1407-23- S) 

Filed  Dec.  1,  1923 — Premises  356-358  West  50th  street, 
Manhattan.  Order  of  the  fire  commis¬ 
sioner,  labor  law.  Petitioner,  New  York 
Wheel  Co.  Dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby,  Superintendents 

Brady,  Reville  and  McDermott .  8 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Kleinert  and  Moore .  5 


THE  RESOLUTION  : 

Whereas,  the  foregoing  petitioners  have  filed,  with  the 
board  of  standards  and  appeals,  petitions  from  orders  af¬ 
fecting  the  premises  in  question ;  and 

Whereas,  the  petitioners  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petitions  be  and  they  here¬ 
by  are  dismissed  for  lack  of  prosecution. 


APPLIANCES  SUBMITTED  FOR  APPROVAL 

95-24-SA. 

PETITIONER— Leiman  Bros. 

SUBJECT — Approval  of  the  Leiman  Oil  Pump 

APPEARANCES— 

For  Petitioner :  John  Young. 

ACTION  Oh  BOARD — Petition  placed  on  reserve  cal¬ 
endar  pending  report  of  committee  of  inspection. 

141-24-SA. 

PET  1 1 IONER — Edwards  &  Company,  Inc. 

SUBJECT— Approval  of  Edwards  A.  C.  Control  Panel 
for  interior  alarm  systems 

APPEARANCES— 

For  Petitioner :  Robert  Edwards. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar  pending  test  and  report  of  fire  department. 

Adjourned  5.30  p.  m. 

William  J.  O  Gorman,  Secretary. 
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^CORRECTION. 


BOARD  OF  APPEALS 


The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Friday  morning,  February  29,  1924,  as  they  appeared  in 
Bulletin  No.  11,  Vol.  IX,  are  hereby  corrected  to  read  as 
follows : 

THE  RESOLUTION: 

(352-23-BZ) 

Whereas,  Charles  D.  Cords,  for  Frankington  Realty  Co., 
owner,  filed,  March  22,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  also  a  stable  for 
the  accommodation  of  more  than  five  (5)  horses;  prem¬ 
ises  481-499  Flatbush  avenue,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  its  regular  meeting,  May  29, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Flatbush  avenue,  Washington 
avenue  and  Empire  boulevard  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  3,  1923,  in  acting  on  N.  B.  App.  No. 
3644-1923,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  garage  for  more  than  five 


and 


motor  cars  and  a  stable  for  more  than  five  horses  in  a 
business  district.”; 


*Corrcction — Words  “60  days”  omitted  in  lines  41  and  42 
and  words  “nine  months”  substituted. 


Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  frontage 
°f .212  ft.  7%  in.  and  a  depth  of  254  ft.  4  in.  and  163  ft. 
2  in. ;  a  portion  of  the  structure  to  be  occupied  as  stable 
and  a  portion  as  a  garage,  the  remainder  to  be  occupied  as 
a  bakery ;  and 

\\  hereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  May  29,  1923,  on  certain  condiitons,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  conditions 
imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained 
within  60  days  and  the  building  completed  within  nine 
months  from  the  date  of  this  action;  that  the  structure 
be  erected,  as  to  elevations,  substantially  in  accordance 
with  the  design  on  file  in  this  application,  as  to  ma¬ 
terial,  of  face  brick,  architectural  terra  cotta  or  stone 
trimmings;  that  the  garage  and  stable  use  be  restricted 
to  the  conduct  of  the  business  maintained  and  operated 
on  these  premises ;  and  that  the  portion  of  the  building  de¬ 
voted  to  garage  and  stable  use  be  made  fireproof,  separated 
from  the  rest  of  the  structure  by  unpierced  fireproof  walls. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 


ELECTRICAL  CODE  ON  SALE 

_.  ...  „  -  —  — -  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 

Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office  125  Worth 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c 
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PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RULES  RELATING  TO  SUBSTANDARD 

EXITS. 


(Cal.  No.  414-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings ;  Rule 
8  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  191S,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79-f ;  adopted 
and  effective  July  30,  1914 

Rule  380. — When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
fire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
the  Commissioner  of  Labor,  to  prevent  their  use  as  means 
of  egress,  and  provided  that  such  fire  escapes  are  maintained 
in  good  repair. 

Note. — The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
not  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
be  placed  a  sign,  with  letters  eight  inches  high,  reading 
“THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
be  permitted  at  these  opening  .] 

j.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rides  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  utuler 
the  follozving  conditions. 

(a)  Fire  Escapes — All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  the  La¬ 
bor  Lazv,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  in  guides  from  the  lowest  balcony  to  ground 
may  be  provided.  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 
When  such  substandard  fire  escapes  are  located  in  any 
court  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  proznded,  either  to  open  adjoin¬ 
ing  yards,  or  the  lozvest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
znded  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passagezvays,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subdivision  a. 

( d )  Horizontal  Bridges — Horizontal  bridges  betzveen 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  properly  painted,  and  access  thereto  and  all  passagezvays 
thereof  shall  be  maintained  unobstructed. 

( c )  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 
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PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omitted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Lazv,  §  79-6;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  rcadopled  February  10, 
1916,  effective  Mcuxh  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  lloor,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number 

Contents 

Contents  non- 

Contents 

Contents  non- 

of 

combustible, 

combustible. 

combustible, 

combustible 

stories 

no  sprinkler 

no  sprinkler 

and  sprinkler 

and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
ouilding,  such  partitions  shall  extend  to  three  teet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti- 
teriak  n  which  case  the  partitions  may  stop  at  the 

;;n  1  r  s  de  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
j  such  openings  are  in  the  exterior  wall  of 

the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 

td  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Lazv,  §79-a  to  ’79-f ;  adopted 
August  28,  1913 ;  effective  October  1,  1913. 

Rule  3. — In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building” — For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established : 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class  : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class : 


Bags  (cloth,  burlap  and 
paper) 

Bakeriei 

Bamboo  and  rattan 

Baskets 

Belting  (including  canvas) 

Boots  and  shoes 

Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 

Horn  and  combs  (not 
celluloid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 

Metals  (with  enameling  or 
japanning) 

Packing  houses 

Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 

Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 

Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


.High  nazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 

Straw  goods 
Varnish 

Woodworking  (with  dipping 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required. — Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stones 


434 


PUBLIC  HEARING 


and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table : 


1 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

- - - 

3 

Contents  of  low  hazard 

O IU1  iCS 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Five 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 

in  every  stairway.  ,  . 

All  door  openings  in  such  enclosure  shall  be  protected 
with  fire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor.  Exterior  windows 
within  thirty  (30)  feet  of  non-fireproof  structures  shall 
be  fireproof  windows.  Skylights,  unless  provided  with 
wired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
substantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma¬ 
terial  at  least  four  (4)  inches  thick,  unless  the  partition 
extends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required.— Except  _  in 
buildings  in  which  the  contents  are  classified  as  of  high 
hazard,  the  stairways  shall  not  be  required  to  be  enclosed 
where  a  horizontal  exit,  as  defined  in  section  26-  of  the 
Labor  Law,  is  provided  on  all  floors  and  the  stairway  s 
serving  as  required  exits  on  each  side  of  the  horizontal 
exit  are  remote  from  the  horizontal  exit,  provided  that 
either  an  approved  fire  alarm  signal  system  conforming 
to  rules  of  the  board  is  installed  in  the  building  and  fire 
drills  substantially  conforming  to  rules  of  the  board  are 
held,  or  an  approved  sprinkler  system  conforming  to  rules 
of  the  board  is  installed. 

Rule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story .  factory 

building  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  S  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — 'In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  -of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3. — Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  he  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or ‘other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment.  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 
A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi-  1 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


•  ■  '  I  B| 

CONCRETE  RULES 

USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3 

cement. 

Mix,  4  pounds 

of 

hydrated 

lime 

per 

bag 

1-2-4 

cement. 

Mix,  5  pounds 

of 

hydrated 

lime 

per 

bag 

l-2^-5 

Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  th  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle 
Additional  non-combustible  brackets  or  hangers  must  he 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

,13-  1  he  control  handle  for  the  manual  closing  of  the 

valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
moil  cover  conspicuously  labeled  with  raised  letters,  painted 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  I  he  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  pi  acticable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side- 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
f i  ames,  or  directly  above  basement  windows  or  other  open- 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxeS  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles -secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle.  • 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  Yz  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  'the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 


nff  t-n  fin\  a  ■  ’  e  capable  ot  shutting 

off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side 

to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

,Valve  bodies  shall  be  strong  enough  to  withstand 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed  In  this  test 
n/Li  -re  va  v!i  .mcIudinS  the  stuffing  box,  shall  be  com- 

h  1  yKiT mer-d  m,water’  50  that  ^akage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut- 
°f  tyaI7  v>bration  or  concussion.  The  construction 

of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 


u\  \  ThfLentlre  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
1  oard  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 


(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
hire  Commissioner  or  the  Tenement  House  Commissioner 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
)_v  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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amendments  to  fuel  oil  rules,  construction  and  installation  of  oil 

BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  ST  ANDARDS  AND  APPEALS,  JAN.  18,  1924. 

• 


Rule  1.  Definition. 

The  term  “tuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
irum  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-hve  (.135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  dassihed  as  either  Grade  A  Fuel  Oil  oi 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  Fifty  (.150)  degrees  Fahrenheit  when  tested 
in  a  lagliabue  or  Penskyi-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 
tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onei-fourth  ( 1 %)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1^)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  earth,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  concrete 
where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  “Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — )4  in.  shell,  lA  in. 
heads. 

Tanks  37  to  72  in.  in  diameter — )4  in.  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  )4  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  )4  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  J4  in-  thick,  %  in.  diameter  rivets  2)4  in.  pitch. 
In  shell  5(-16  in.  thick,  §4  in.  diameter  rivets  2)4  in. 
pitch. 

In  shell  )4  in.  thick,  )4  in.  diameter  rivets  2)4  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  §4  of  an  inch  in  diameter 
and  spaced  not  more  than  2)4  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  w  11 
develop  the  full  net  sections  of  the  bars;  in  other  wordi 
the  bar  will  break  before  the  connection  will  let  go.  * 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates  l 
shall  be  )4  inch  and  the  minimum  thickness  of  roof 
plates  J4  inch. 

i  he  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

I  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 

oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted.  1 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 
butted. 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein-  j 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1)4  inch  flange. 

For  )4  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  )4  inch  heads,  2)4  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less- and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Kust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1)4)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1)4)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thoul- 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  ()4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  ()4)  inch  inside  diameter  shall  be 
permit^ 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150.)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(1)4)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall .  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  y2  in.  by  y2  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  lischarge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
locat.ed  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 

1  he  main  vent  pipe  and  header  shall  (>e  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
V  ents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (0)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing ‘  against  the  valve  stem  and  so  ar 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ad- 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top.  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall,  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
charge  of  a  person  holding  a  certificate,  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly,  in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 

Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b)  Tanks  shall  be  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  may  be  con¬ 
nected,  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  .thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions;  concrete  slab  to  he  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  place 
Tanks  shall.be  completely  encased  with  six  («)  inches  of 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at -least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame, 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xF6~inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kep* 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onef-fourth  (%)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pines. 

See  Rule  8.  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8,  Section  6 — (a),  (b),  (c).  (d)  and  fe). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  largef 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

^b)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hof  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (34)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards. 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules 
shall  be  used  fo>-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  Tf  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
fens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

Id)  These  Rules  shall  take  effect  immediately. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

-946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

-2180  Third  avenue,  Manhattan.  . 

-447-463  Pierce  avenue,  L.  I.  C.,  Queens. 


355-21-A — S 


982-21-A- 

502-21-A- 
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1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

I058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21 -S— Dahl  Oil  Burner. 

341-21-S— Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S— Coen  Mechanical  Oil  Burning  System. 

1372-2 1  -S — Ford  Fire  Line  Reducing  Valve,  approval  of. 

1 1 1 5-22- S — Schulte-Koerting  Oil  Burner,  approval  of. 

11 73-22- S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 

11 05-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

14 1 3- 22- S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1 493- 22- S — Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwel!  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S  — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1 026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1 1 04-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

(203-22-S—  Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391 - 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S— Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-S A — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-off  Valve. 


345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 

525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 

628-23- S A — Powerlight  oil  heat  burner,  approval  of. 

888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1 146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 

1 34 6-23- S A— New  York  Combustion  .Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 

1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 

1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 

1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 

1 487-23-S A — Schulse  home  oil  burner,  approval  of. 

1 547-23- S A — Aetna  automatic  oil  burner,  approval  of. 

1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-S A— Ballard  Domestic  Oil  Burner,  approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 

1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

1515-23-SA— Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24- S A — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

1 41-24- S A — Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approval  of. 


Coses  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  March  20,  1924  .  410 

Restored  to  calendar  .  20 


Miscellaneous  Applications. 


Requests  to  reopen  .  32 

Requests  to  amend  .  0 

Requests  for  modification  .  10 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit .  4 

Requests  to  install  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  .  1118 

Disposed  of  . 437 

Cases  pending  March  20,  1924  .  681 


DISPOSITION  OF  CASES.  * 

Withdrawn  .  40 

Dismissed  .  52 

Denied  .  58 

Granted  . 4 

Granted  on  condition  .  215 

Appliances  approved  .  0 

Appliances  dismissed,  disapproved  or  withdrawn .  0 

Rules  approved  .  <5 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  29 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  . .  0 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  9 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  4 

Request  for  extension  of  permit  denied  .  0 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  q 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  1 


Total 


WARNING. 

Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  ;et  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  The  Record  and  Guide  and  in  various  news¬ 
papers. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 
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•  The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  March  25, 
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Carrection.  -  -  - 
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Progress  Report. 


Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  Ttnd  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  1,  1924, 
at  2  o’clock.  At  this"  ckll  e^ch  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  8,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

WrLLiAM  E.  Walsh,  Chairman. 


j 
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DOCKET. 

Neiv  Cases  Filed,  Week  Ending  March  27,  1924. 

Cal.  No.  Department  Premises  Affected 

440-24- A . F.D . 49-55  W.  27th  st.,  Man. 

- -  F-54315. 

439-24-A . F.D . 1000  Broadway,  Man. 

- —  C-23170. 

438-24-BZ . B.B.B.  . .  N.  S.  66th  st.,  158  ft.  9J4  in.  E. 

of  8th  ave.,  Bklyn. 

-  Applic.  4529-1924. 

437-24-S . B.B.M.  ..37-39  W.  57th  st.,  Man. 

- -  Variation  of  Labor  Law. 

436-24-A . F.D .  1600  Broadway,  Man. 

-  C-23167. 

435-24-A . F.D .  1600  Broadway,  Man. 

- C-23192. 

434-24-S . F.D .  129-133  W.  27th  st.,  Man. 

-  L.  D.  5527. 

433-24-S . F.D . 21  E.  57th  st.,  Man. 

- -  Variation  of  Labor  Law. 


432-24-A . F.D .  509-517  West  st.,  Man. 

-  C-22926. 

431-24-BZ . B.B.M.  ..4353-4363  Broadway,  Man. 

-  N.  B.  160-1924. 


430-24- A . F.D .  322  E.  24th  st.,  Man. 

-  L.  C.  21704. 

429-24-A . F.D . 137  E.  19th  st.,  Man. 

- -  L.  C.  22581. 

428-24-BZ . B.B.B.  . .  264-284  Furman  st.,  Bklyn. 

-  N.  B.  3821-1924. 

427-24- A.  . F.D .  160-166  7th  st.,  Bklyn. 

-  Decision  of  Fire  Dept. 

426-24-BZ . B.B.B.  ..1030-1044  Fulton  st.,  Bklyn. 

-  N.  B.  3910-1924. 

425-24-BZ . B.B.M.  ..42-48  Hamilton  st.,  Man. 

-  Alt.  564-1924. 

424-24-A . F.D . 1600  Broadway,  Man. 

-  C-23048 

423-24-A . F.D .  547  Willoughby  ave.,  Bklyn. 

-  .  L.  C.  86563. 

•F.D . 10139  118th  st.,  Rich.  Hill,  Q. 

L.  C.  86767 


422-24-BZ. . 


421-24-S . B.B.M.  ..51  W.  19th  st.,  Alan. 

Alt.  243-1924. 
.B.B.B.  ..550-558  Morgan  ave.,  Bklyn. 

N.  B.  3547-1924. 

..B.B.M.  ..1020  Lexington  ave.,  Man. 

Viol.  312-1923. 
•F.D .  1389  Rockaway  pkway.,  Bklyn. 

F-51720. 

•F.D . 931  Courtlandt  ave.,  Bx. 

C-22475. 

.B.B.Q.  . .  W.  S.  Linden  ave.,  147  ft.  N.  of 
Bway.  (Northern  blvd.),  Q. 

N.  B.  6102-1924. 
•  B.B.M.  ..225-229  St.  Nicholas  ave.,  Man. 

~  Alt.  103-1924. 

414-24-SR . F.D . Fire  Escape  Rules. 


420-24-BZ. . 


419-24-A. . 


418-24-A. 


417-24- A... 


416-24-BZ. . 


415-24-BZ.. 


413-24-S . B.B.M.  ..262-278  11th  ave.,  Man. 

-  Alt.  518-1924. 

412-24-A . F.D .  448  Jackson  ave.,  L.  I.  City,  Q. 

-  Alt.  413-1923. 

4H-24-A . F.D . 2101-2105  Bway.  (Hotel  An- 

sonia),  Man.  Alt.  91-1924. 

Restored  to  Calendar. 

1028-23-A . F.D . 78-80  Beach  st.,  Man. 

~  L.  C.  18936. 

9 1 1  -23-A . F.D . Opp.  Henderson’s  Boardwalk, 

1,000  ft.  off  shore,  Coney  Isl., 
~  Bklyn.  L.  C.  81905. 

896-19-BZ . B.B.Bx.  .  S.  E.  cor.  230th  &  Exterior  sts., 

Bx.  N.  B.  537-1919.’ 


F.D.  .. 
H.D.  .. 
B.B.B. 
B.B.Bx 
B.B.M. 
B.B.Q. 
B.B.R. 
T.H.  .. 


CODE. 

. Fire  Department 

. Health  Department 

. Bureau  of  Buildings,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

..-.Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. Bureau  of  Buildings,  Richmond 

. Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  1,  1924,  at  3  p.  m. 

Building  Zone  Cases. 

&64-23-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  Inc.,  owner. 

PREMISES— West  side  9th  avenue,  300.01  ft.  south  of 
Ditmars  avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

865-23-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  Inc.,  owner. 

PREMISES— West  side  of  9th  avenue,  100  ft.  south  of  Dit¬ 
mars  avenue.  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1285-23-BZ. 

APPLICANT — Anna  L.  Iierz,  owner. 

PREMISES— 10928  116th  street,  Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  pleasure  motor  ve¬ 
hicles,  one  space  rented  to  persons  not  residing  on 
the  premises. 

1299-23-BZ. 

APPLICANT— Bernard  D.  Barnett,  for  Oscar  Schnipelsky 
owner. 

PREMISES — 963  Putnam  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  motor  vehicles 
two  (2)  spaces  rented  to  persons  not  residing  on 
the  premises. 


1300-23-BZ. 

APPLICANT— Bernard  D.  Barnett,  for  Samuel  Heyman 
owner. 

PREMISES — 965  Putnam  avenue,  Brooklyn. 
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TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not 
residing  on  the  premises. 

M-24-BZ. 

APPLICANT — John  Ingvversen,  for  Sarah  F.  Keidanz, 
owner. 

PREMISES— 601  West  135th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  to  be  used  on  first 
story  for  business  purposes. 

246-24-BZ.  t 

APPLICANT — Joseph  H.  Freedlander,  for  The  French  In¬ 
stitute  in  the  U.  S.,  Inc.,  owner. 

PREMISES— 20-22  East  60th  street,  Manhattan. 

TO  PERMIT  in  a  V/2  times  height  district  the  erection 
of  the  street  wall  of  a  building  without  a  set  back 
to  a  height  exceeding  the  limit  required  by  the 
zone  resolution. 

867-24-BZ. 

APPLICANT— Simeon  B.  Eisendrath,  for  54  West  89th 
Street,  Inc.,  owner. 

PREMISES— 54  West  39th  street,  Manhattan. 

TO  PERMIT  in  a  “B”  area  business  district  the  erection 
of  a  building  without  increasing  the  depth  of  yard 
by  set  backs  as  required  under  section  12  of  the 
zone  resolution. 

381-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Goldvine  Construc¬ 
tion  Co.,  Inc.,  owner. 

PREMISES— 5908-5924  13th  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

346-24-BZ. 

APPLICANT— William  F.  Doyle,  for  G.  A.  Boyd,  owner. 

PREMISES— 173-177  West  89th  street,  Manhattan. 

TO  PERMIT  in  a  business  district,  also  in  a  street  be¬ 
tween  two  intersecting  streets,  in  which  portion 
there  exists  an  exit  and  entrance  to  a  public  school, 
the  alteration  and  change  of  occupancy  from  an 
existing  public  stable  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

T44-23-BZ. 

APPLICANT— Michael  Stein,  for  Morris  Schiff,  owner. 

PREMISES— 2839-2847  West  37th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS, 

Tuesday,  April  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1435-23-A — 35  6th  avenue,  Manhattan. 

1541-23-A — 1439-1459  Ocean  avenue,  Brooklyn. 

1549-23-A — 703  Bedford  avenue,  Brooklyn. 

1562-23- A — 3601  14th  avenue,  Brooklyn. 

1466- 23-A — Southwest  corner  of  Woodside  avenue  and  Bar¬ 

nett  avenue,  Woodside,  L.  I.,  Queens. 

1467- 23-A— 521-531  West  57th  street  and  518-528  West 

58th  street,  Manhattan. 

78-24-A — 52-60  West  Jackson  avenue,  Corona,  Queens. 
150-34- A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I-.  Richmond. 


156-24-A — 385-389  Harman  street,  Brooklyn. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

1860-23-A — 203-205  West  40th  street,  Manhattan. 

1524-23-A — 803-811  Avenue  P,  Brooklyn. 

378-23-A — 47-65  West  42nd  street,  Manhattan. 

1028-23-A— 78-80  Beach  street,  Manhattan. 

253-24-A — Southwest  corner  of  Riverdale  avenue  and  246th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  1,  1924,  at  10 
•’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  640-23- BZ — Application,  May  23,  1923,  wilder  tha 

building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Joseph  G.  Marsicano,  owner,  to  permit 
in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  tha 
storage  of  three  (3)  pleasure  and  two 
(2)  commercial  motor  vehicles;  prem¬ 
ises  1029  41st  street,  Brooklyn. 
cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  604-23-BZ — Application,  February  5,  1924,  under 
the  building  zone  resolution,  of  Joseph 
J.  Furman,  architect,  on  behalf  of 
Franklin  R.  Bruns,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  2320-2322  Morris 
avenue,  The  Bronx. 

cal.  no.  64-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  “B”  area  dis- 
*  trict  the  erection  and  maintenance  of  a 

garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution;  premise?  332-340  East 
84th  street,  Manhattan. 

cal.  no.  1372-33-BZ — Application,  November  7,  1925,  undar 
the  building  zone  resolution,  of  William 
C.  Cartwright,  applicant,  Louis  W. 
Campbell,  owner,  H.  Munson  Baer,  les¬ 
see,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  an  elec¬ 
tric  sign  on  the  front  wall  of  a  build¬ 
ing;  premises  112  East  75th  street, 
Manhattan. 

cal.  no.  13I8-23-BZ — Application,  November  27,  1923,  under 
the  building  zone  resolution,  of  Seelig 
and  Finkelstein,  architects,  on  behalf 
of  Solomon  Goldstein,  owner,  to  permit 
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in  a  business  district  the  erection  and 
maintenance  of  structures  to  be  used 
for  stone  and  monumental  works; 
premises  northwest  corner  of  Sutter 
avenue  and  Pitkin  avenue,  Brooklyn. 


cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  tht 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C.  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 


cal.  no.  1379-23-BZ — Application,  November  26,  1923,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
'  Franklin  A.  Higgins  and  John  H. 

Perry,  owners,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  Coney  Island  ave¬ 
nue,  100  ft.  north  of  Avenue  L,  Brook¬ 
lyn. 


cal.  no.  1284-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Rose 
Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an.  alteration  and  exten¬ 
sion  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  82.96  18th  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

44-24-S— 218-222  West  34th  street,  Manhattan. 
99-24-S — 53  Walker  street,  Manhattan. 

130-24-S — 16  West  30th  street,  Manhattan. 

164-24-S— 340-342  East  27th  street,  Manhattan. 
167-24-S — 252-258  West  37th  street,  Manhattan. 
180-24-S — 59  East  9th  street,  Manhattan. 

1213-23-S — 231  Mercer  street,  Manhattan. 

1497-23-S — 162  Boerutn  street,  Brooklyn. 

1512-23-S  42  West  30th  street,  Manhattan. 

1522-23-S — 279  5th  avenue,  Manhattan. 

1461-23-S  23  West  20th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1505-23-S  130  Madison  avenue,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

149-24-S  20-30  Morton  street,  Brooklyn. 

109-24- S— 171-173  6th  avenue,  Manhattan. 


33-24-S — 22-32  Sheriff  street,  Manhattan. 
49-24-S — 84-94  Broome  street,  Manhattan. 

626- 22- S — 106-108  Fulton  street,  Manhattan. 

627- 22- S — 106-108  Fulton  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
62-24-SA — Kken-Heet  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  8,  1924,  at  2  p.  m. 


cal.  no.  104-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Estate  of  Charles  H.  Reed,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  642-650  St.  Claire 
place,  southeast  corner  of  Riverside 
Drive,  Manhattan. 


Building  Zone  Cases. 

842-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Jorgine  Puschel 
owner. 

PREMISES — 4318  Verio  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  three  (3)  motor  ve 
hides,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 


1408-23-BZ. 

APPLICANT — Merton  L.  Cushman,  owner. 

PREMISES — 316-320  West  118th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  s- 
residence  district  the  erection  and  maintenance  o 
a  garage  for  the  storage  of  more  than  five  (5)  mo 
tor  vehicles. 


1516-23-BZ. 

APPLICANT — Andrew  Katzenberger,  owner. 

PREMISES — 8009  95th  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  oi 
a  garage  for  the  storage  of  one  (1)  pleasure  motoi 
vehicle,  one  space  rented  to  persons  not  residing  or 
the  premises.  j 


53-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

PREMISES — Northwest  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles. 


69-24-BZ. 

APPLICANT — Glendale  Grove  Garage,  Inc.,  lessee. 
PREMISES— 4654  Proctor  street,  Glendale,  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  of 
motor  vehicle  repair  shop. 


137-24-BZ. 

APPLICANT — James  C.  McLeer,  for  Henry  L.  Walker 
owner. 

PREMISES — 1787-1795  Coney  Island  avenue,  Brooklyn. 
TO  PERMIT  in  a  business  district  the  erection  and  mai: 
tenance  of  a  garage  for  the  storage  of  more  t 
five  (5)  motor  vehicles. 


151-24-BZ. 

APPLICANT — John  Josinsky,  owner. 

PREMISES — 10  Woodhull  avenue,  Bayside,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  story  of  an  existing 
building. 


186-24-BZ. 

APPLICANT — Joseph  J.  Moore,  owner. 

PREMISES — 532-538  65th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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231-24-BZ. 

APPLICANT — Edward  P.  Doyle, 


for  Samuel  Himmelstein, 


owner. 

PREMISES— 745-757  Ralph  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


256-24-BZ. 

APPLICANT— Warren  &  Wetmore,  for  New  York  Central 
Railroad  Co.,  owner. 

PREMISES — 51-53  East  42nd  street  and  2-16  Vanderbilt 
avenue,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
af  a  street  wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required  by  the 
zone  resolution. 


261-24-BZ. 

APPLICANT— John  De  Hart,  for  Breslauer  Construction 
Co.,  Inc.,  owner. 

PREMISES— 1973-1979  Honeywell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

275- 24-BZ. 

APPLICANT— William  F.  Doyle,  for  Albert  Kenning  and 
Joseph  D.  Bliss,  owners. 

PREMISES— 84-92  Maspeth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

276- 24-BZ.  .. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 

Corp.,  owner. 

PREMISES— 1146-1158  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

284-24-BZ. 

APPLICANT— Walter  B.  Wills,  for  Ellman  and  Rosen, 
owners. 

PREMISES— 162-164  Union  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

319-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  455  Seventh  Avenue 
Co.,  Inc.,  owner. 

PREMISES— 459-499  7th  avenue,  163-167  West  34th  street 
and  160-166  West  35th  street,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
of  the  street  wall  of  a  building  without  a  setback  to 
a  height  exceeding  the  limit  required  by  the  zone 
resolution. 

330-24-BZ. 

APPLICANT— Denis  P.  Healy,  executor  for  the  Estate 
of  Denis  P.  Healy,  owner.  v 

PREMISES— 725-727  Lincoln  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

260-24-BZ. 

APPLICANT— John  De  Hart,  for  Sobel  Brothers,  lessees. 

PREMISES— 315-319  West  133rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gas  selling  station,  also  for  a 
parking  space  for  more  than  five  (5)  motor  ve¬ 
hicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  8,  1924,  at  10  a.  m. 

Appeals  Jrom  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  L,  Queens. 

1498-23-A— 32-46  West  23rd  street,  Manhattan. 

1544-23-A — 154  East  70th  street,  Manhattan. 

80-24- A— 603  West  27th  street,  Manhattan. 

83-24-A — 187  Lafayette  street,  Manhattan. 

97-24- A — 141  East  25th  street,  Manhattan. 

105-24- A — 361  Avenue  A,  Manhattan. 

107-24-A — 16-50  Wooster  street,  Manhattan. 

114- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

115- 24-A— 130  Osborn  street,  rear,  Brooklyn. 

132-24- A — 61-65  19th  street,  Brooklyn. 

166-24-A— 232-234  East  111th  street,  Manhattan. 
179-24-A— 398-400  Concord  avenue,  The  Bronx. 

183-24-A— 321  Pearl  street,  Manhattan. 

277-24- A — 558-570  West  34th  street,  Manhattan. 

1059-23-A — 49-61  Clymer  street,  Brooklyn. 

,16-24-A — '1342  Park  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  8,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

CAL.  no.  21-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  John  Mc- 
Guinness,  applicant,  on  behalf  of  the 
Ambassador  Hotel  Corp.,  owner,  to 
permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric 
sign;  premises  341-351  Park  avenue, 
Manhattan. 

cal.  no.  22-24-BZ— Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Third 
Avenue  Holding  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Webster 
avenue,  between  201st  street  and  Mo- 
solu  parkway,  south,  The  Bronx. 

cal.  no.  28-24-BZ — Application,  January  8,  1924,  under 
the  building  zone  resolution,  of  Thomas 
A.  Williams,  applicant,  on  behalf  oi 
All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
an  existing  laundry  building;  premises 
46  West  98th  street,  Manhattan. 

cal.  no.  1460-23-BZ— Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
of  Avenue  I,  Brooklyn. 
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cal.  no.  1165-23-BZ — Application,  October  10,  ,192a,  under 
the  building  zone  resolution,  ol  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Tulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (.5)  motor 
vehicles;  premises  83-91  Vernon  ave¬ 
nue,  Brooklyn. 

cal.  no.  59-24-BZ — Application,  January  16,  1924,  under  the 
building  zone  resolution,  of  Joseph  Lus- 
tig,  applicant  and  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house;  premises 
176  Wilson  avenue,  Brooklyn. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  hve  (5J  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

CAL.  NO.  1533-23-BZ— Application,  December  28,  1923,  under 
the  building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  Jaace 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  af  a  garage  for  the  storage  of 
more  than  five  ^5)  motor  vehicles; 
premises  87-101  Crown  street,  Brook¬ 
lyn. 

CAL.  NO.  221-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  John 
Sander,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
439-443  East  77th  street,  Manhattan. 

cal.  no.  896-19-BZ — Application,  March  25,  1924,  under  the 
building  zone  resolution,  of  S.  J.  Kess¬ 
ler,  on  behalf  of  Michael  J.  Martin  & 
Son,  Inc.,  owner,  reopened  for  a  modi¬ 
fication  of  structural  requirements ; 
premises  southeast  corner  of  230th 
street  and  Exterior  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  8,  1924,  at  2  p.  m. 

Petitions  f or  Variations. 

1004-23-S — 42  West  99th  street,  Manhattan. 

19-24-S — 9  East  42nd  street,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

211-24-S — 15  West  50th  street,  Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 

229- 24-S — 7  East  14th  street,  Manhattan. 

230- 24-S — 455-457  6th  avenue,  Manhattan. 

1506-23-S — 45  East  20th  street,  Manhattan. 

155-24-S — 251-259  West  36th  street,  Afanhattan. 


160-24-S — 70-74  Lafayette  street,  Manhattan. 

265- 24-S — 96-98  Prince  street,  Manhattan. 

266- 24-S — 246-250  Canal  street,  Manhattan. 

264-24-S — 54  East  11th  street,  Alanhattan. 

Appliance  Submitted  for  Approval. 

820-23-SA — Alorse  Fuel  Oil  Burning  System,  approval  of. 

RULES. 

410-24-SR  Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


BOARD  OF  APPEALS. 

Tuesday,  April  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

111-24-A — 97-103  East  Houston  street,  Manhattan. 

120-24-A— 307-311  Borden  avenue,  L.  I.  City,  Queens. 

122-24- A — 35  6th  avenue,  Manhattan. 

134-24- A — 187-193  Lafayette  street,  Manhattan. 

142- 24- A — 75  Hudson  street,  Afanhattan. 

199-24-A  332-344  W  est  44th  street,  Afanhattan. 

222-24- A— 108-116  Clifton  place  and  360-372  Classon  ave¬ 
nue,  Brooklyn. 

238-24-A — 145  East  40th  street,  Afanhattan. 

241-24-A— West  side  of  Baldwin  street,  600  ft.  north  of 
242nd  street,  The  Bronx. 

933-23-A — 54  Main  street,  Flushing,  Qiifcens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

143- 24-A— West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24-A— East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  morning,  April  15,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  matters: 
cal.  no.  1301-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  SeDas- 
tian  Ochs,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
three  (3)  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  1634  Wood- 
haven  boulevard,  Woodhaven,  Queens. 

cal.  no.  1337-22-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  325-333  McDougal  street 
Brooklyn. 

cal.  no.  1436-23-BZ — Application,  December  6,  1923,  under 
the  building  zone  resolution,  of  Wm.  F. 
Doyle,  applicant,  on  behalf  of  Fred 
Freidin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
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than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Jerome  avenue 
and  East  205th  street,  The  Bronx. 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  56-24-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Dur- 
yea-Flatbush  Stores  Co.,  Inc.,  owner 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  119-147  East 
22nd  street,  Brooklyn. 

cal.  no.  1-24-BZ — Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 
owners,  to  permit  in  a  business  district 
the  change  of  occupancy  from  a  mar¬ 
ket  to  a  garage  for  the  storage  of 
more  than  five  (5)  metor  vehicles; 
premises  1477-1479  Wilkins  avenue, 
The  Bronx. 

cal.  no.  1362-23-BZ — Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Ferdi¬ 
nand  Savignano,  architect,  on  behalf  of 
Estate  of  Harmon  W.  Cropsey,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2363-2385 
Cropsey  avenue,  Brooklyn. 

cal.  no.  94-24-BZ — Application,  January  22,  1924,  under  the 
building  zone  resolution,  of  S.  L.  Mal- 
kind,  applicant,  on  behalf  of  James  J. 
Fox  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and 
factory  building  to  a  garage  for  the 
storage  of  five  (5)  motor  vehicles; 
premises  20-22  Wyckoff  street,  Brook¬ 
lyn. 

cal.  no.  908-23-BZ — Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes;  premises 
308  East  173rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  April  15,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

861-23-A— 60-62  West  116th  street,  Manhattan. 


867-2J-A — 2715  Webster  avenue,  The  Bronx. 

382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

977-23-A — Henderson’s  Walk,  1,000  ft.  off  shore,  Coney 
Island,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  April  15,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

<  al.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923  ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  152-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

<  al.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1731  Barnes 
avenue,  The  Bronx. 

CAL.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
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conversion  of  occupancy  from  residence 
to  a  business  use;  premises  865  East 
175th  street,  northeast  corner  of  Mo* 
hegan  avenue,  The  Bronx. 

cal.  no.  1138-23-BZ— Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1336-23-A — 1957  Pitkin  avenue,  Brooklyn. 

1352-23-A — 1589-1607  Ocean  avenue,  Brooklyn. 

1355-23-A — 114  Barrow  street,  Manhattan. 

1434-23-A — 10-24  Dwight  street,  5-21  Delevan  street  and 
14-28  Verona  street,  Brooklyn. 

1519- 23-A — 29-55  Middleton  street,  Brooklyn. 

1520- 23-A — 516-524  Broadway,  Brooklyn. 

1558-23-A — South  side  Jamaica  avenue,  between  185th  street 
and  Farmers  avenue,  Queens. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

1183-23-A — 520-528  West  27th  street,  Manhattan. 
1181-23-A — 38  Walker  street,  Manhattan. 

1317-23-A— Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1454-23- A — 65  West  Houston  street,  Manhattan. 

1476-23-A — Classon  Point,  500  ft.  east  of  Sound  View 
avenue,  entrance  to  Westchester  Creek, 
The  Bronx. 

300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOIICE  IS  HEREB\  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters ; 

cal.  no.  76-24-BZ— Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  153-24-BZ— Application,  January  30,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Herman 
H.  Lucke,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles* 
premises  902-22  60th  street,  southeast 
corner  of  9th  avenue,  Brooklyn. 

CAL.  NO.  1426-23-BZ— Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Hugo  E. 
Magnusen,  architect,  on  behalf  of  Wil¬ 


liam  Boylehart,  owner,  to  permit  in 
a  residence  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  sell¬ 
ing  station;  premises  2001-2013  Neck 
road,  northeast  corner  of  Ocean  ave¬ 
nue,  Brooklyn. 

cal.  no.  51 1-23-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
lngwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

cal.  no.  272-24-BZ— Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  168-24-BZ — Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

cal.  no.  191-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  213-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  ’  of  R. 
Buchanan,  Jr.,  applicant,  on  behalf  of 
Cross-Bay  Theatre,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
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occupied  for  stores  and  motion  picture 
theatre ;  premises  north  side  of  Rocka- 
way  boulevard,  80  ft.  east  of  Wood- 
haven  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


board  of  standards  and  appeals. 

Tuesday,  April  22,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

U8-23-S— 16  West  57th  street,  Manhattan. 

55- 24-S — 2067  Broadway,  Manhattan. 

)2-24-S— 452-456  10th  avenue,  Manhattan. 

)0-24-S — 109-113  West  57th  street  and  106-116  West  58th 
street,  Manhattan. 

M-24-S — 47  Great  Jones  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
i9-24-1SA — ‘Universe  Oil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

54-24-A— East  side  of  2nd  avenue,  between  41st  street 
and  42nd  street,  Brooklyn. 

83-24-A— 18-22  East  38th  street,  Manhattan. 

'21-23-A — 792  Liberty  avenue,  Brooklyn. 

25-23-A — 18  Morton  street,  Manhattan. 

53- 23-A — 3290  Atlantic  avenue,  Brooklyn. 

54- 23-A — 30-36  Union  avenue  and  11-13  Montrose  ave¬ 

nue,  Brooklyn. 

56- 23-A — 545-565  Flushing  avenue,  Brooklyn. 

34-24-A — 421-425  Livonia  avenue  and  432-442  Tunius 
street,  Brooklyn. 

92-24-A— 79  William  street,  L.  I.  City,  Queens. 

10-24-A — 42-52  Nassau  street  and  28-60  Maiden  lane, 
Manhattan. 

47- 24-A — 1490-1496  Herkimer  street.  Brooklyn. 

48- 24-A — 20-30  Morton  street,  Brooklyn. 

75.24-A— 71-79  Otsego  street,  Brooklyn. 

81-24-A — West  side  of  Cropsey  lane.  250  ft.  south  of 
Cropsey  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
f  a  public  hearing  under  the  provisions  of  the  building 
me  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
g  matters: 

u..  no.  1049-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner ;  How¬ 
ard  P.  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  58  East  190th  street,  The 
Bronx. 


cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

cal.  n.0.  101-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 
Crooke  McLeer,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
avenue  and  225-231  East  9th  street, 
Brooklyn. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  »115  ft^ 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

245-24- A — 26  Corlears  street,  Manhattan. 

247-24-A— 324-326  East  24th  street,  Manhattan. 

251-24-A— 163  Mercer  street,  Manhattan. 

271-24-A — 35-39  Maiden  lane,  Manhattan. 

285-24- A — 136  Beach  127th  street.  Belle  Harbor,  L.  I„ 
Queens. 

293-24-A — 2-20  Keap  street.  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A— 880-890  East  136th  street,  The  Bronx. 

302-24-A — 1077  Intervale  avenue,  The  Bronx. 

146-24-A — 4497  3rd  avenue,  The  Bronx. 

195-24-A — 40  West  25th  street,  Manhattan. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Lode  are  now  oil  sale  at  t  e 
istributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  l-o  Worth 
reet.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MARCH  25,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby  and  Eire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  March  18,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  13,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
108-24- A. 

APPELLANT— B.  Herbert  Smith. 

SLTBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 13-15  College  place,  Brooklyn 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  laid  over  to  April  1,  1924, 
at  2  p.  m.,  for  final  disposition. 


861-23-A. 

APPELLANT — Regum  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Appeal  laid  over  to  April  15,  1924, 
at  2  p.  m.,  on  request  of  representative  of  attorney 
for  appellant. 

867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

m  For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Appeal  laid  over  to  April  15,  1924, 
at  2  p.  m.,  on  request  of  representative  of  attorney 
for  appellant. 

378-23-A 

APPELLANT — E.  P.  Doyle,  for  Apex  Leasing  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  Ah  FECTED — 47-65  West  ' 42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  laid  over  to  April  1,  1924, 
at  10  a.  m.,  on  written  request  of  appellant. 

26-24-A.  * 

APPELLANT — William  G.  Jughardt,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 392-398  Myrtle  avenue,  Brook¬ 
lyn.  * 

APPEARANCES— 

For  Appellant:  W.  W.  Butcher. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  1  ION  Oh  BOARD — Appeal  denied 

THE  VOTE  TO  GRANT— 

Affirmative  .  n 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . .  7 

Absent  . 0 
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THE  RESOLUTION : 

(26-24-A) 

W  hereas,  William  G.  Jughardt,  owner,  filed,  January  8, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  392-6  and  8 
Myrtle  avenue,  Brooklyn;  and 

\V  here  as,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  21,  1923,  reads: 

“1.  Provide  an  enclosure  consisting  of  walls  of  brick 
8  inches  thick  or  other  fireproof  construction  approved 
by  the  Superintendent  of  Buildings,  openings  in  said 
walls  to  be  provided  with  self-closing,  fireproof  doors, 
about  dumbwaiter  shaft  at  center,  Building  No.  394 
in  cellar.  Sec.  373,  Sub.  Div..  8,  Art.  18,  Ch.  5,  Code 
of  Ordinances.” ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  60  ft.  by  46  ft.  in  area;  OCCUPIED  as  a  laundry, 
with  a  total  of  46  persons  in  the  entire  building;  and 

W  hereas,  appellant  contends  that  the  ceiling  of  the  cellar 
is  too  low  to  permit  of  the  construction  required  and 
that  if  this  construction  is  put  in,  it  will  be  impossible 
to  operate  the  dumbwaiter. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


35-24-A. 

APPELLANT— Nicholas  Marty,  for  Partos  Realty  Corp., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 321-337  6th  avenue,  101-111 
West  20th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Nicholas  Marty. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACT  ION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  q 

Absent  .  q 

THE  RESOLUTION: 

(35-24-A) 

Whereas,  Nicholas  Marty,  for  Partos  Realty  Corp., 
lessee,  filed,  January  10,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  321-337  Sixth  avenue  and  101-111  West 
20th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

March  19,  1923,  Order  No.  43884-F,  reads: 

1.  Install  two  standpipes  4  in.  in  diameter  one  each 
on  the  east  and  west  stairway  enclosures  tested  to  with¬ 
stand  a  pressure  of  300  lbs.  per  sq.  inch,  extending 
from  cellar  to  roof  *  * 

and 

Vr hereas,  the  building  is  non-fireproof,  five  stories  (85 

ft.)  in  height,  equipped  with  a  sprinkler  system;  “L”  shape, 
160  ft.  on  West  20th  street  and  190  ft.  on  Sixth  avenue 
(19,350  sq.  ft.)  ;  OCCUPIED  as  a  tenant  factory,  80  per¬ 
sons  per  story;  and 

Whereas,  appellant  contends  that  the  existing  standpipes 
are  adequate,  in  view  of  the  accessibility  and  low  height 
of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 


MINUTES 


granted  on  condition  that  an  independent  3,500  gallon  stand¬ 
pipe  tank  be  provided,  at  a  height  not  less  than  16  feet  above 
the  outlet  of  the  top  story;  and  granted  only  so  long  as 
conditions  as  to  occupancy  and  use  otherwise  remain  sub¬ 
stantially  unchanged,  and  that  the  existing  fire  protection 
is  maintained  in  perfect  condition  and  working  order. 


65-24-A. 

APPELLANT — Starrett  &  Van  Vleck,  for  Saks  &  Com¬ 
pany,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 611-621  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  G.  W.  Grove  and  A.  E.  Fraser. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(65-24-A) 

Whereas,  Starrett  &  Van  Vleck,  for  Saks  &  Company, 
owner,  filed,  January  17,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  611-21  Fifth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  26,  1923,  in  acting  on  N.  B.  Application  No.  1443- 
22,  reads : 

“1.  Burners  used  must  be  of  a  type  approved  by 
the  Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
158  ft.  10  in.  by  208  ft.  in  area;  OCCUPIED  as  a  depart¬ 
ment  store,  with  a  total  estimated  occupancy  of  12,896  per¬ 
sons  in  the  building  at  any  one  time;  it  is  proposed  to  in¬ 
stall  a  Bethlehem  Dahl  Fuel  Oil  Burning  Equipment,  the 
installation  to  be  made  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  except  that  the  burner  has 
not  been  approved;  and 

Whereas,  appellant  requests  approval  of  the  installation 
and  a  temporary  permit  to  operate  same,  pending  inspection 
and  approval  of  the  burner  by  the  board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  operation  of  the  fuel  oil  burner  for 
a  temporary  period  of  ninety  (90)  days,  at  the  owner’s 
risk,  on  condition  that  the  fuel  oil  equipment  shall  be  in¬ 
stalled  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals  and  in  all  other  respects  approved  by  the 
fire  and  building  departments,  subject  to  action  by  the  board 
of  standards  and  appeals  on  the  petition  pending  for  in¬ 
spection  and  approval  of  said  burner. 


96-24-A. 

APPELLANT — S.  J.  Kessler,  for  M.  J.  Martin  &  Son, 
owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southeast  corner  Exterior 
street  and  230th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant :  George  V.  Martin. 

For  Administration :  Inspector  Carroll  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

*  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


1112-23-A. 

APPELLANT— T.  Kaplan,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 61  Grand  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  M.  Kaplan. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


1140-23-A. 

APPELLANT — Joseph  Hurewitz,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 161  Perry  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Joseph  Hurewitz. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE-— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  . . .  0 

Negative  .  0 

Absent:  Mr.  Kerby  . - .  1 

THE  RESOLUTION : 


(1140-23-A) 

Whereas,  Joseph  Hurewitz,  lessee,  filed,  October  1,  1923, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  161  Perry  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  11,  1923,  reads: 

“Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  which  is  not  equipped  with  an  approved  two- 
source  system  of  automatic  sprinklers. 

“You  are,  therefore,  ordered  to: 

“1.  Forthwith  remove  all  nitro-cellulose  products 
from  above  premises.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
66  ft.  by  100  ft.  in  area ;  OCCUPIED  as  a  tenant  factory, 
100  persons  above  the  1st  story;  the  top  story  occupied  by 
the  appellant  for  the  storage  of  celluloid  novelties ;  and 

Whereas,  the  appellant  contends  that  he  has  occupied 
the  premises  for  five  years,  and  had  a  permit  for  99  pounds 
of  celluloid ;  that  the  celluloid  is  kept  in  an  approved  metal 
cabinet  vented  to  the  open  air;  all  scraps  are  submerged  in 
water;  and  the  premises  are  supplied  with  pails  of  sand 
and  water. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  celluloid  maintained  on  prem¬ 
ises  shall  not  exceed  99  pounds,  stored  in  metal  cabinet, 
vented  to  outer  air;  that  any  dividing  partitions  between 
this  and  adjoining  tenant  premises  shall  be  covered  on  the 
celluloid  occupancy  side  by  approved  plaster  boards ;  that 
any  existing  skylight  in  the  premises  under  appeal  shall 
be  glazed  with  plain  glass ;  and  that  appellant  comply  with 
order  if  celluloid  occupancy  is  not  vacated  on  or  about 
February  1,  1925. 


1162-23-A.  .  i 

APPELLANT — John  Fraas,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 5-7-11  Cook  street,  rear,  and 
9  Cook  street,  front,  Brooklyn. 


MINUTE 


APPEARANCES— 

For  Appellant:  John  Fraas  and  F.  W.  Mayes. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1162-23-A) 


Whereas,  John  Fraas,  owner,  filed,  October  9,  1923,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  9  Cook  street,  front,  and 
5-7  and  11  Cook  street,  rear,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  31,  1923,  Order  No.  49700-F,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply  *  *  ; 

and 

Whereas,  the  premises  consist  of  four  three-story  build¬ 
ings,  No.  5  is  frame,  25  ft.  by  48  ft.  in  area;  No.  7  is 
brick,  25  ft.  by  50  ft.  in  area;  No.  9  is  frame,  25  ft.  by 
80  ft.  in  area,  and  No.  11  is  frame,  25  ft.  by  50  ft.  in  area; 
a  one-'story  shed  in  the  rear  of  No.  11  about  30  ft.  by 
60  ft.  in  area,  and  also  a  three-story  frame  building  at  rear 
of  lot  30  ft.  by  75  ft.  in  area  (a  combined  area  of  about 
10,000  sq.  ft.)  ;  OCCUPIED  for  the  storage  of  furniture; 
and 

Whereas,  appellant  contends  that  there  is  but  slight  rev¬ 
enue  received  from  premises  and  the  cost  of  a  sprinkler 
system  makes  installation  prohibitive. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


8-24-A. 

APPELLANT — William  F.  Doyle,  for  Dr.  George  Draper, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 186  East  64th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton,  t 

,  Connell,  Holland  and  Kerby .  5 

Negative:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

Absent  .  0 

THE  RESOLUTION: 

(8-24-A) 

Whereas,  W  illiam  F.  Doyle,  for  Dr.  George  Draper, 
owner,  filed,  January  3,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  186  East  64th  street,  Borough  of  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21530- 
LC,  dated  December  5,  1923,  reads: 

"2— Discontinue  use  of  4th  story  for  dwelling  pur¬ 
poses.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  100  ft.  in  area.  OCCUPIED:  1st  story, 
dwelling  and  garage  for  1  pleasure  automobile;  2nd,  3rd 
and  4th  stories,  dwelling;  and 


Whereas,  appellant  contends  the  garage  and  driveway 
portion  of  premises  is  separated  from  the  rest  of  the  prem¬ 
ises  by  a  4  in.  hollow  tile  wall,  the  ceiling  being  protected 
with  metal  lath  and  cement  plaster,  and  proposes  to  replace 
with  a  fireproof  door  the  wooden  door  at  opening  between 
hallway  and  garage  and  also  to  provide  additional  auxiliary 
apparatus  for  escape  from  the  3rd  and  4th  stories. 

Sesolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  one~  (1)  automobile 
of  the  pleasure-car.  type,  the  property  of  the  owner  or  oc¬ 
cupant  of  the  premises,  shall  be  maintained  on  the  premises ; 
the  ceiling  of  the  garage  to  be  fire  retarded  with  cement 
mortar  on  metal  lath  and  asbestos  fibre  beam  fill,  any 
opening  between  garage  and  dwelling  shall  be  equipped 
with  self-closing,  fireproof  doors;  that  there  shall  be  no 
gasoline  storage  system  maintained  on  the  premises;  that 
a  fixed  iron  ladder  shall  be  maintained  to  scuttle  in  the 
roof  from  the  top  story,  and  that  the  windows  on  the 
top  story,  front  and  rear,  shall  be  equipped  with  an  ap¬ 
proved  auxiliary  emergency  fire  escape. 


1295-23-A. 

APPELLANT — 'Baldwin  and  May,  for  Mary  C.  DeTer- 
rouenne,  owner. 

SUBJECT  Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

^PPE^R^UV CES^CTE^- 359-363  9th  avenue,  Manhattan. 

For  Appellant:  Joseph  Maas. 

^  — Request  to  reopen  withdrawn. 

THE  VOTE  TO  WITHDRAW  REQUEST  TO  RF- 
OPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  _  6 

Negative  . '  « 

Absent :  Fire  Chief  Kenlon  .  1 

977-23-A. 

APPELLANT — Pain’s  Fireworks,  Inc.,  owner. 

.  L  EJECT— -Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED — Opposite  Henderson’s  Walk 
APPEARANCES— None^  ^  ^ 

ACTION  OF  BOARD — Appeal  restored  to  calendar  and 
set  for  hearing  April  15,  1924,  at  2  p.  m 
THE  VOTE  TO  RESTORE  TO  CALENDAR- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  “  Q 

Absent:  Fire  Chief  Kenlon  .  j 

147-21-A. 

APPELLANT— James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT— Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

APPEARANCES-CTED_1301'1311  AvenueJ'  Brooklyn. 

For  Appellant:  George  F.  Walker. 

.  CTION  OF  BOARD — Request  to  reopen  appeal  laid  over 
to  April  15,  1924,  at  2  p.  m. 


BUILDING  ZONE  CASES 

1349-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Greater  New  York 

QTTPTT7r-Garage  ComPany-  Inc->  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 

to  permit  in  a  business  district  extending  into  a 
residence  district  the  connection  and  maintenance 
of  two  existing  garages  for  more  than  five  motor 
vehicles,  the  temporary  permit  for  each  garage  ex¬ 
piring  on  December  9,  1923. 
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PREMISES  AFFECTED— 4342  Broadway,  643-47  West 
18oth  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  applicant,  to  obtain  additional 
consents. 


1280-23-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Charles  Rudolph, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy  from  resi¬ 
dence  to  a  business  use. 

PREMISES  AFFECTED'- 865  East  175th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Charles  B.  Meyers. 

For  Opposition:  C.  C.  Keenan,  S.  W.  Finkelstein 
and  others. 

ACTION  OF  BOARD— Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  applicant  (for  final  disposi¬ 
tion). 


152-24-BZ. 

APPLICANT — William  F.  Doyle,  for  William  N.  Crox- 
ton,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  extending  into  a  business  dis¬ 
trict  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 16  Convent  avenue  and  430 
West  128th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Beatrice  Hyams,  Emil  Hornucher, 
Clara  Weiner,  Jos.  Isear  and  Josephine  Erlivew. 

ACTION  OF  BOARD — Laid  over  to  April  J5,  1924,  at 
2  p.  m.,  pending  inspection  by  committee  of  the 
board. 


1297-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Joseph  Lagana, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  an  unrestricted  district 
running  into  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 44  Convent  aventfe,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  written  request  of 
applicant  for  adjournment.  Laid  over  to  April  15, 
1924,  at  2  p.  m. 


1005-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 505-507  Evergreen  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  written  request  of 
applicant  for  adjournment.  Laid  over  to  April  15, 
1924,  at  2  p.  m. 


921-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Louis  Weymuth, 

owner. 


SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  pleasure  motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  written  request  of 
applicant  for  adjournment.  Laid  over  to  April  15, 
1924,  at  2  p.  m. 


724-23-BZ. 

APPLICANT — James  J.  Walker,  for  Florence  J.  Woolf, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED — 2-14  West  172nd  street,  south¬ 
west  corner  of  Jerome  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  George  F.  Walker. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
April  15,  1924,  at  2  p.  m.,  on  request  of  applicant’s 
representative. 


23-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Weprin  Realty  Corp., 
owner. 

SUBJECT1— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— South  side  of  West  207th  street, 
100  ft.  west  of  9th  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  William  F.  Doyle  and  Harry 
Weprin. 

For  Opposition :  Daniel  J.  Connolly. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . _ .  7 

Absent  . '  0 

THE  RESOLUTION : 

(23-24-BZ) 

Whereas,  Wm.  F.  Doyle,  for  Weprin  Realty  Corp.,  owner, 
filed,  January  7,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  premises  south  side  of  West  207th  street, 
100  ft.  west  of  9th  avenue,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  207th  street  is  a  busi¬ 
ness  district  and  West  20Gth  street  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  7,  1923,  in  acting  on  N.  B.  Application 
No.  548-23,  reads: 

“No.  2.  A  garage  for  more  than  5  cars  may  not  be 
erected  in  a  business  district — Zone  Resolution — Sec¬ 
tion  4.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  150 
ft.  and  a  depth  of  99  ft.  11  in.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
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Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
a  similar  application  under  Cal.  No.  200-21-BZ  was  denied  by 
the  board. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1420-23-BZ. 

APPLICANT — Olof  B.  Almgren,  for  Carl  Wilk,  owner. 
SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISE'S  AFFECTED — 224-240  Clarkson  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  Leahy  and  Edwin  Iba. 

For  Opposition:  Clinton  O.  Thompson  and  A.  H. 
Gunther. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby .  5 

Negative:  Mr.  Connell  .  i 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION : 

(1420-23-BZ) 


Whereas,  Olaf  B.  Almgren,  for  Carl  Wilk,  owner,  filed, 
December  3,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  224-240  Clarkson  avenue, 
Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Clarkson  avenue,  Rogers 
avenue  and  Nostrand  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  13,  1923,  in  acting  on  Application  No. 
21303-23,  reads : 

“Denied— Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Section  4.  A  public  garage  for  more 
than  5  cars  in  a  business  district.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  150 
ft.  and  a  depth  of  160  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
limited  to  one  story  in  height  above  grade;  that  the  front 
wall  shall  be  set  back  40  ft.  from  the  building  line  of 
Clarkson  avenue,  and  that  the  intervening  space  be¬ 
tween  the  front  wall  and  the  street  be  maintained  as 
grass  plots  except  for  the  necessary  roadways  for  egress 
and  entrance;  that  the  entire  structure  shall  be  built  of 
brick;  that  the  front  elevation  be  finished  in  face  brick 
of  buff  color  with  architectural  terra  cotta  or  stone  trim¬ 
mings ;  that  the  rear  and  gable  walls  be  unpierced  through¬ 
out  their  entire  length  and  height,  that  there  be  no  sky¬ 
lights  within  30  feet  of  the  rear  wall;  that  all  skylights  be 
glazed  with  plain  glass  protected  with  wire  guards  above 
and  below ;  that  not  more  than  three  vehicular  openings  be 
permitted ;  6 

Resolved,  further,  that  all  permits  necessary  for  the 


prosecution  of  the  work  shall,  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1504-23-BZ. 

APPLICANT — Henry  Holder,  for  Gottlieb  E.  Haussler, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion,  extension  and  conversion  of  occupancy  from 
a  factory  use  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 156-160  North  Elliott  place, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Henry  Holder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(1504-23-BZ) 

V  hereas,  Henry  Holder,  for  Gottlieb  E.  Haussler,  owner, 
filed,  December  20,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district,  the  altera¬ 
tion  and  extension  of  an  existing  factory  building  and  the 
conversion  of  its  occupancy  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  156-60 
North  Elliott  place,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  North  Elliott  place,  Myrtle 
avenue  and  St.  Edwards  place  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  27,  1923,  in  acting  on  Application  No 
22151-23,  reads: 

“1.  Proposition  contrary  to  Zone  Resolution,  Art. 
II,  Sec.  6.  Conversion  and  extension  of  an  existing  fac¬ 
tory  into  a  public  garage  in  a  business  district— and 
is  hereby  denied.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  60  ft.;  it  is  proposed  to  enlarge  the  build¬ 
ing,  the  extension  to  be  non-fireproof,  one  story  in  height, 
56  ft.  3 %  in.  by  100  ft.,  irregular,  the  entire  structure  to 
be  occupied  as  a  garage  for  more  than  five  motor  vehicles- 
and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
not  exceed  one  story  in  height  and  shall  be  of  fireproof 
construction ,  that  the  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  any  openings  in  the 
rear  wall  shall  be  restricted  to  windows  as  indicated  in 
the  plans  on  file  in  this  case  and  one  door,  not  exceeding 
3  ft.  8  in.  in  width,  and  these  openings  shall  be  permitted 
only  so  long  as  the  property  in  the  rear  and  the  premises 
under  appeal  remain  in  one  and  the  same  ownership;  that 
the  front  elevation  shall  be  finished  in  face  brick,’ with 
architectural  terra  cotta  or  stone  trimmings,  and  shall  be 
restricted  to  one  vehicular  entrance;  that  this  variation 
shall  not  be  the  basis  of  request  for  extension  of  the  pro- 


» 


MINUTES 


posed  building  to  St.  Edwards  street  at  any  time;  that 
any  skylights  installed  shall  be  glazed  with  plain  glass, 
protected  above  and  below  with  wire  guards ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


APPLICANT— Charles  Schaefer,  Jr.,  for  Samuel  Rubin, 
owner. 

SUBJECT1— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension  into  a  business 
district  from  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 4421-4427  3rd  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  Charles  Schaefer,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1561-23-BZ) 

Whereas,  Charles  Schaefer,  Jr.,  for  Samuel  Rubin,  owner, 
filed,  December  31,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles;  premises 
4421-27  Third  avenue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  an  unrestricted 
district  and  Bathgate  avenue  is  a  business  district;  and 
-  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  19,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2242-23,  reads: 

“Omission  of  partition  would  cause  extension  of  ga¬ 
rage  in  more  restricted  district  and  therefore  contrary 
to  Zoning  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  127  ft.  11  in.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles,  a  portion  8  ft.  8  in.  by 
50  ft.  extending  into  the  business  district ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained  with¬ 
in  two  months  and  the  work  completed  within  six  months 
from  the  date  of  this  action;  and  that  the  rear  wall  of  the 
proposed  extension  shall  be  unpierced  throughout  its  entire 
height  and  length. 


2-24-BZ. 

APPLICANT — Louis  Allmendinger,  for  John  Stegeman, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED— 1088-1092  Hancock  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  Allmendinger. 

For  Opposition:  Stephen  A.  Rudd,  John  Fish,  E. 
Semmig,  M.  Gormen,  P.  Barnett,  E.  Warrhbold, 
D.  Halst,  H.  G.  Ellis,  George  Keiser  and  John 


Hochreiter. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Air.  Beatty  .  1 

Negative:  Chairman  Walsh,  Alessrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  5 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(2-24-BZ) 


Whereas,  Louis  Allmendinger,  for  John  Stegeman,  owner, 
filed,  January  2,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  1088-92  Hancock 
street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Evergreen  avenue  is  a  busi¬ 
ness  district,  Hancock  street  is  a  residence  district  to 
within  100  ft.  of  Evergreen  avenue  and  Weirfield  street  is 
a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  17,  1923,  in  acting  on  Application 
No.  23233-23,  reads: 

“Proposed  one-story  public  garage  in  the  business 
section  is  contrary  to  Art.  II,  Sec.  IV  of  the  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  60  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

W  here  as,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


278-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Otto  Volkenning, 
owner. 

SUBJECT’ — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 441-451  West  167th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott  and  Otto  Volken¬ 
ning. 

For  Opposition:  John  De  Hart. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  (I 

Absent :  Fire  Chief  Kenlon  .  ] 

THE  RESOLUTION : 

(278-24-BZ) 


Whereas,  Philip  J.  Sinnott,  for  Otto  Volkenning,  owner, 
filed,  February  21,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  partly  in  a  residence  district  and 
partly  in  a  business  district,  the  erection  and  maintenance 


MINUTES 


of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles;  premises  441-451  West  167th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
W  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  167th  street  is  a  busi¬ 
ness  district,  Edgecombe  avenue  is  a  residence  district  and 
Jumel  place  is  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  20,  1924,  in  acting  on  N.  B.  Application 
No.  25-24,  reads: 

“1.  Public  garage  in  a  restricted  district  is  unlaw¬ 
ful.  Zone  Resolution,  section  4.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
164  ft.  9  in.  on  West  167th  street  and  118  ft.  on  Edge¬ 
combe  avenue,  irregular  in  area,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
Whereas,  there  would  be  hardship  in  preventing  appli- 
cant  from  using  the  property  as  proposed,  owing  to  the 
condition  of  surrounding  property,  the  building  fronting  on 
Jumel  place,  an  unrestricted  district,  and  on  167th  street, 
a  business  district,  the  property  being  the  only  unimproved 
property  from  167th  to  170th  streets  on  Jumel  place  and 
the  northerly  side  of  167th  street,  the  property  being  oc¬ 
cupied  with  garages  and  two  ice  plants. 

Resolved,  that  the  board  of  appeals  docs  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  vehicular  en¬ 
trances  be  restricted  to  Jumel  place;  that  there  be  no  door 
opening  on  Edgecombe  avenue ;  any  windows  on  Edgecombe 
avenue  front  shall  have  sills  at  least  6  ft.  above,  side¬ 
walk  level,  and  shall  be  equipped  with  fixed  sash,  glazed 
with  translucent  glass,  with  one  ventilator  to  each  sash; 
that  alf  windows  on  167th  street  shall  be  glazed  with 
translucent  glass ;  that  no  entrance,  other  than  emergency 
openings  not  exceeding  8  ft.  8  in.  in  width  be  permitted 
on  167th  street;  that  the  fronts  of  street  elevations  shall 
be  finished  with  face  brick  of  light  buff  color,  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  that  the  front 
elevations  of  the  building  shall  be  of  attractive  architectural 
design;  the  architect  to  make  a  return  to  this  board  for 
approval  as  to  design  of  the  elevation  before  submitting 
working  drawings  to  the  bureau  of  buildings; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


896-19-BZ. 


APPLICANT— S.  J.  Kessler,  for  Michael  J.  Martin  &  Son, 
Inc.,  owner. 


SUBJECT— Application  for  extension  of  permit  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit 
partly  in  a  business  district  and  partly  in  an  unre¬ 
stricted  district  the  erection  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  230th  street 
and  Exterior  street,  The  Bronx. 
APPEARANCES— None. 


ACTION  OF  BOARD — Chairman  read  correspondence 
Application  reopened  for  a  modification  of  struc¬ 
tural  requirements  and  set  for  consideration  on 
April  8,  1924,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . .  6 

Negative  .  '  ”  Q 

Absent :  Fire  Chief  Kenlon  ..!.!!.* .  i 


AREAS  FIXED. 

(270-24-BZ) 

file  chairman  presented  and  read  a  communication  f] 
Edward  P.  Doyle,  requesting  the  board'  to  fix  the  ' 
deemed  affected  and  within  which  to  obtain  consents  for 
erection  and  maintenance  of  garage;  premises  17-23  I 
croft  place,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Bancroft  place  from  Herkimer  st: 
to  a  point  100  ft.  north  of  Atlantic  avenue;  both  s 
of  Herkimer  street  from  Howard  avenue  to  a  p 
175  ft.  west  of  Bancroft  place;  also  the  property 
rear  and  for  a  distance  of  50  ft.  north  of  the  north, 
side  lot  line  of  the  premises  in  question. 


(235-24-BZ) 

1  he  chairman  presented  and  read  a  communication  fr 
Messrs.  Euell  &  Euell,  requesting  the  board  to  fix  the  a 
deemed  affected  and  within  which  to  obtain  consents 
the  erection  and  maintenance  of  garage;  premises  south. ; 
corner  169th  street  and  Inwood  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Cromwell  avenue  from  a  point  100 
north  of  West  169th  street  to  a  point  400  ft.  so 
of  proposed  garage.  Both  sides  of  Inwood  ave 
from  West  169th  street  to  a  point  100  ft.  north  of  W 
169th  street.  Both  sides  of  West  169th  street  fr 
Jerome  avenue  to  Boscobel  avenue,  also  the  west  si 
of  Jerome  avenue  from  West  169th  street  to  a  pc 
145  ft.  south  of  West  169th  street. 


(176-24-BZ) 

The  chairman  presented  and  read  a  communication  fr 
Michael  A.  Cardo,  Esq.,  requesting  the  board  to  fix  an  a 
of  _  notification  deemed  by  alteration  and  extension  of  . 
isting  building,  used  in  part  for  business;  premises  11 
East  203rd  street,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  203rd  street  from  Grand  0 
course  and  Boulevard  to  a  point  200  ft.  east  of  V 
entine  avenue.  Both  sides  of  Valentine  avenue  fr. 
a  point  100  ft.  north  of  East  203rd  street  to  a  po: 
400  ft.  south  of  the  premises  in  question. 


(201-24-cBZ) 

The  chairman  presented  and  read  a  communication  fr.i 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  ai, 
deemed  affected  and  within  which  to  obtain  consents  for  fi 
erection  and  maintenance  of  garage;  premises  1392-li1 
Stebbins  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Stebbins  avenue  from  a  point  200 
north  of  East  170th  street  to  a  point  400  ft.  sot 
of  proposed  garage;  the  south  side  ,of  East  170th  str. 
from  Stebbins  avenue  to  Wilkins  avenue;  also  t 
west  side  of  Wilkins  avenue  from  East  170th  stn 
to  a  point  160  ft.  south  of  East  170th  street. 


(276-24-BZ) 

The  chairman  presented  and  read  a  communication  fre 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  ar 
deemed  affected  and  within  which  to  obtain  consents  for  tl 
erection  and  maintenance  of  garage;  premises  1146-58  Ea 
New  York  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  98th  street  from  East  New  Yoi 
avenue  to  a  point  400  ft.  south  of  East  New  Yoi 
avenue,  also  both  sides  of  East  New  York  aveni 
from  Rockaway  parkway  to  Ralph  avenue. 


(200-24-BZ) 

The  chairman  presented  and  read  a  communication  fro 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  ar. 
deemed  effected  and  within  which  to  obtain  consents  for  tl 
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erection  and  maintenance  of  garage;  premises  east  side  Je¬ 
rome  avenue,  161.86  ft.  south  of  East  204th  street,  The 
Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Jerome  avenue  from  a  point  100  ft. 
north  of  East  204th  street  to  a  point  400  ft.  south  of 
proposed  garage.  Both  sides  of  Villa  avenue  from  a 
point  200  ft.  north  of  204th  street  to  a  point  400  ft. 
south  of  proposed  garage;  the  south  side  of  204th  street 
from  Jerome  avenue  to  Villa  avenue. 


(259-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Ainsworth  Const.  Corp.,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  erection  and  maintenance  of  garage;  premises  261- 
71  Sen&tor  street,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Senator  street  from  Third  avenue  to 
Second  avenue,  also  the  properties  at  rear  and  for 


a  distance  of  50  ft.  on  either  side  of  the  side  lot 
lines  of  the  premises  in  question. 


(239-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  De  Hart,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  garage;  premises  1465-69  Jerome 
avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Jerome  avenue  from  a  point  100  ft. 
south  of  Macombs  road  to  a  point  100  ft.  north  of  East 
172nd  street.  Both  sides  of  Macombs  road  from  West 
172nd  street  to  Jerome  avenue.  Both  sides  of  East 
171st  street  from  Jerome  avenue  to  a  point  200  ft. 
east  of  Jerome  avenue. 


Adjourned  2.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  MARCH  25,  1924. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1170-23-A. 

APPELLANT— Joaquin  de  la  Roza,  owner. 

SUBJECT— Appeal  from  decision  of  fire  department. 
PREMISES  AFFECTED— 2814  Avenue  N,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Andrew  Arbuckle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
10  a.  m.,  pending  examination  of  plans  submitted 
to  fire  department. 


1183-23- A. 

APPELLANT— George  P.  Schinzel  &  Sons,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 520-528  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  John  F.  Farrell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
10  a.  m.,  for  final  disposition. 


1474-23- A 

APPELLANT — Jack  G.  Leo,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 60  East  191st  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
10  a.  m.,  on  request. 


382-23- A 

APPELLANT— Philip  J.  Sinnott,  for  James  McElroy, 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1— 320-322  East  28th  street  and 
323  East  27th  street,  Manhattan. 


APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request. 


170-24- A. 

APPELLANT — Charles  Brady,  superintendent  of  buildings, 
Borough  of  Manhattan. 

SUBJECT— Revocation  of  Certificate  of  Occupancy  No. 
5990. 

PREMISES  AFFECTED— 200-6  West  51st  street,  1648-50 
Broadway  and  778-80  7th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Opposition:  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  opposition. 


1028-23-A. 

APPELLANT— Rossville  Co.  of  N.  Y.,  Inc.,  lessee. 

SUBJECT— Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 78-80  Beach  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  April  1,  1924,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


1307-23-A. 

APPELLANT— Raymond  M.  Hood,  for  Titusville  Build¬ 
ing  Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 38-44  West  40th  street,  Man¬ 
hattan. 
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APPEARANCES— 

For  Appellant :  Luke  Flanagan. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn;  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


1334-23-A. 

APPELLANT — Samuel  Rosenbum,  for  Rockwood  &  Co., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 265-267  Park  avenue,  Bldg. 

No.  3  and  82-88  Washington  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW1— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


47-24- A. 

APPELLANT — Emil  Guterman,  for  Patrick  Gallagher, 
owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  ATFECTED — 2565-2575  Ocean  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  0 

Negative  .  q 

Absent :  Fire  Chief  Kenlon  .  ] 


25-24-A. 

APPELLANT— William  F.  Doyle,  for  William  Hagedorn, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  ATFECTED — 258-262  Maujer  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  g 

Absent :  Fire  Chief  Kenlon  . . .  1 


1500-23-A. 


APPELLANT — Samuel  Rosenblum,  for  B.  Weinstein, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 20  West  56th  street,  Manhat¬ 
tan. 


APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITH DRAW1— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  q 

Absent :  Fire  Chief  Kenlon  . . . . .  .  1 


1468-23-A. 

cnnn^rT  ^7  Ludwig  Baumann  &  Company,  lessee. 
oUtslhLl  Appeal  from  orders  of  fire  commissioner. 
PREMISES  APT ECTED — 1449  Broadway,  1091-95  Put¬ 


nam  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant :  L.  S.  Greenbaum  and  Lorenzo 
Voigt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent .  n 

THE  RESOLUTION : 

(1468-23-A) 

Whereas,  C.  Ludwig  Baumann  &  Company,  lessee,  filed, 
December  12,  1923,  an  appeal,  with  the  board  of  appeals 
from  orders  of  the  fire  commissioner,  affecting  premises 
1449-59  Broadway  and  1091-95  Putnam  avenue,  Brooklyn; 
and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
November  16,  1923,  read: 

“50941-F.  1.  Provide  a  separate  and  distinct  system 
of  Automatic  Sprinklers  throughout  building  having  af 
least;  one  source  of  water  supply.  *  * 

“50942-F.  1.  Install  a  standpipe  system  with  riser? 
4  inches  in  diameter  tested  to  withstand  a  pressure  of 
300  lbs.  per  square  inch,  extending  from  cellar  to 
roof,  *  * 

and 

Whereas,  the  building  is  non-fireproof,  divided  into  two 
sections  by  a  fore  and  aft  brick  partition  wall  with  open¬ 
ings  therein  protected  with  fireproof,  self-closing  doors, 
the  easterly  portion  being  three  stories  in  height,  the  west¬ 
erly  portion  four  stories  in  height;  total  area  is  103  ft  9  ia 
by  120  ft.  (12,460  sq.  ft.)  in  area;  OCCUPIED  as  a  fur¬ 
niture  store,  with  a  total  of  29  persons  in  the  entire  build¬ 
ing;  and 

Whereas,  appellant,  as  to  Order  No.  50942-F,  contends 
that  property  faces  on  two  streets  and  is  divided  into  four 
separate  sections  by  fire  walls  and  standard  fire  doors,  and 
as  to  Order  No.  50941-F,  contends  that  the  use  of  the  rear 
building  for  furniture  and  storage  purposes  will  cease  May 
1,  1924. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


40-24-A. 

AT  PELLANT  S.  A.  Swenson,  for  Julius  Grossman,  Inc., 
owner. 


SUBJECT  Appeal  from  orders  of  fire  commissioner 
PREMISES  AFFECTED— 362-380  De  Kalb  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  S.  A.  Swenson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

®F  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon .  7 

Negative  .  0 

Absent .  ’  n 

THE  RESOLUTION:  . 


(40-24-A) 

Whereas,  S.  A.  -Swenson,  for  Julius  Grossman,  Inc 
lessee,  filed,  January  11,  1924,  an  appeal,  with  the  board  of 
appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  362-80  Dc  Kalb  avenue,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
December  21,  1923,  read: 

“Order  No,  52361-F: 
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“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  *. 
"'Order  No.  52363-F : 

“1.  Provide  automatic  valve  alarm  for  sprinkler 
system  *  *  ; 

and  ...  .  . 

Whereas,  the  building  is  non-fireproof,  five  stones  and 
basement  in  height,  200  ft.  by  77  ft.  in  area,  divided  into 
two  sections  of  7,500  sq.  ft.  in  area  by  a  brick  partition 
wall  with  openings  protected  with  fire  doors  at  each  story 
excepting  the  1st  story  and  basement;  OCCUPIED  as  a  shoe 
factory,  227  persons;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  two-source  sprinkler  system  supplied  from  a  20,000 
gallon  gravity  tank  on  roof,  with  an  auxiliary  supply  con¬ 
sisting  of  a  500  gallon  P.  M.  steam  pump  suctioning  from 
city  mains ;  a  watchman  service  and  a  local  fire  alarm  signal 
system.  .  IP 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  as  to  Order  No. 
52361-F,  Item  1,  be  and  it  hereby  is  granted  on  condition 
that  the  present  floor  area  remains  subdivided  as  now  ar¬ 
ranged  with  fireproof  walls ;  that  one  side  of  all  horizontal 
exits  shall  be  equipped  with  approved  automatic  fire  doors ; 
that  the  existing  two-source  sprinkler  system  shall  be  main¬ 
tained  in  perfect  working  order;  and  that  the  appeal  as  to 
Order  No.  52363-F,  Item  1,  is  granted  on  condition  that 
watchman  service  and  local  fire  alarm  signal  system  are 
maintained;  and  granted  only  so  long  as  conditions  as  to 
occupancy  and  use  otherwise  remain  substantially  unchanged. 


1405-23-A. 

APPELLANT — Trifari  &  Krussman,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 35  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Philip  J.  Sinnott,  L.  F.  Krussman. 
For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condiiton. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  - 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boutlon,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION : 


(1405-23-A) 

Whereas,  Trifari  &  Krussman,  Inc.,  lessees,  filed,  Novem¬ 
ber  30,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  35  6th 
avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  23,  1923,  reads : 

“Order  No.  19550-LC : 

“1.  Provide  an  approved  double-walled  metal  cabinet 
in  which  to  keep  all  nitro-cellulose  products  intended 
for  further  manufacture  *  *  *. 

“3.  Arrange  partitions  so  as  not  to  obstruct  the  safe 
means  of  egress  *  *  *. 

“4.  Discontinue  using  any  form  of  heat  other  than 
steam  (not  to  exceed  5  pounds  pressure)  or  hot  water 
or  indirect  hot  air,  for  heating  dry  rooms  or  dry 
boxes  *  *  *. 

“15.  Provide  a  special  finished  stock  storeroom  for 
the  storage  of  finished  stock  packed  in  cartons  or  paste 
board  boxes,  separated  from  the  remainder  of  the  floor 
by  walls  or  partitions  erected  according  to  the  provisions 
of  section  355  of  Article  17  of  Chapter  5  of  the  Code 
of  Ordinances,  which  partitions  shall  be  continuous  from 
floor  to  ceiling  and  securely  anchored  to  walls,  floor 


and  ceiling.  The  ceiling  if  not  of  fireproof  construc¬ 
tion  shall  be  protected  with  fire  retarding  material  in 
accordance  with  the  rules  of  the  Board  of  Standards 
and  Appeals.  The  area  of  said  finished  stock  storeroom 
shall  not  exceed  2,000  sq.  ft.  except  that  where  no  manu¬ 
facturing  is  done  on  the  premises  floor  in  which  the 
finished  stock  is  stored,  said  storeroom  may  be  not  more 
than  5,000  sq.  ft.  in  area  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
triangular  shaped  in  plan,  105  ft.  by  81  ft.  by  115  ft. 
in.  in  area,  equipped  with  a  sprinkler  system;  OCCUPIED 
as  a  tenant  factory,  the  8th  and  11th  stories  occupied  by 
appellant  for  the  manufacture  of  celluloid  combs  and  nov¬ 
elties,  58  persons ;  and 

Whereas,  appellant  contends  in  re:  order  No.  19550-LC, 
Item  1,  that  a  cabinet  has  been  provided  and  is  vented  to 
and  through  window  to  open  air ;  in  re :  Item  3,  contends 
that  exit  from  factory  has  been  vestibuled  to  prevent  free 
access  to  factory;  in  re:  Item  4,  contends,  in  conjunction 
with  the  drying  box  a  4  in.  electric  stove  separated  from 
the  drying  box  by  two  mesh  wire  trays,  is  used,  and  in  re : 
Item  15,  contends  that  partition  forming  the  finished  stock 
room  consists  of  a  wooden  frame  lined  both  sides  with 
14  in.  asbestos  board. 

Resolved,  that  the  order  of  the  fire  commissioner,  as  it 
relates  to  Items  1  and  3,  be  and  it  hereby  is  affirmed,  and 
the  appeal  as  to  these  items  be  and  it  hereby  is  denied;  that 
the  order  as  it  relates  to  Item  4  be  and  it  hereby  is  modi¬ 
fied,  and  the  appeal  be  and  it  hereby  is  granted  on  condition 
that  the  heating  equipment  used  in  the  process  of  manu¬ 
facturing  shall  be  restricted  to  an  oven  of  meta!  construc¬ 
tion,  not  exceeding  30  in.  by  34  in.  by  16 in.,  equipped 
with  sprinkler  head,  connected  to  .  house  supply ; 

Resolved,  further,  that  this  action  is  in  effect  as  concern¬ 
ing  the  8th  story  only ;  the  order  as  it  relates  to  Item  15  be 
and  it  hereby  is  affirmed,  and  the  appeal  as  to  this  item  be 
and  it  hereby  is  denied. 


910-23-A. 

APPELLANT — Leopold  Philipp,  for  Luxenberg  &  Haskell, 
lessees. 

SUBJECT— Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 132-136  Greene  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Leopold  Philipp. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 
condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN—  • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  .  I 

THE  VOTE  TO  GRANT  MODIFICATION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(910-23-A) 

Whereas,  Leopold  Philipp,  for  Luxenberg  &  Haskell,  les¬ 
sees,  filed,  July  17,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  132-136  Greene  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
3,  1923,  reads: 

“Section  232-2,  chapter  10,  code  of  ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
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building  inside  the  fire  limits  that  is  not  of  fireproof 
construction  of  more  than  three  stories  in  height. 

“You  are,  therefore,  ordered  to 

“1.  Forthwith  remove  all  nitro-cellulose  products.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  76  ft.  by  100  ft.  in  area  in  the  1st  story  and  76 
ft.  by  84  ft.  in  area  above;  OCCU1PIED,  tenant  factory, 
with  116  persons  above  the  1st  story;  the  building  being 
equipped  with  a  sprinkler  system;  the  6th  story  being  oc¬ 
cupied  by  the  appellant  for  the  manufacture  of  umbrella 
handles,  walking  sticks,  etc.,  there  being  an  approved  vault 
for  the  storage  of  nitro-cellulose ;  and 

Whereas,  appellant  contends  that  they  have  a  long  lease. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  total  quantity  of  material 
stored  on  the  premises  shall  not  exceed  4,000  lbs.,  stored 
in  a  fireproof  vault  equipped  with  a  standard  ventilator, 
in  the  southeast  corner  of  the  top  story  of  the  building, 
opening  to  be  protected  with  a  self-closing,  fireproof  door; 
and  that  not  more  than  5  lbs.  of  material  per  operator 
shall  be  exposed  in  working,  and  that  skylights  shall  be 
glazed  with  plain  glass,  and  that  the  building  shall  be 
equipped  with  an  approved  sprinkler  system. 


613-23-A. 

APPELLANT — Petroleum  Heat  and  Power  Company. 
SUBJECT— Application  for  reopening  for  modification — • 
appeal  from  decision  of  fire  commissioner. 
PREMTSES  AFFECTED — Washington  avenue,  between 
6th  and  7th  avenues,  Queens. 

APPEARANCES— 

For  Appellant :  George  Knight. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Application  for  reopening  denied. 


THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Absent:  Fire  Chief  Kenlon  .  l 


749-22- A. 

APPELLANT — William  F.  Doyle,  for  Williamsburg  Ice 
Co.,  owner. 

SUBJECT— Request  to  reopen — appeal  from  orders  of  fire 
commissioner. 

PREMISES  AFFECTED — 258-262  Maujer  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at  10 
a.  m. 


BUILDING  ZONE  CASES. 

1138-23-BZ. 

APPLICANT — ^Samuel  Rosenblum,  for  Alice  Kambourian, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  business  use  in  an  existing  residence  building. 

PREMISES  AFFECTED — 265  Lexington  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  None. 

For  Opposition:  Charles  Gar  side. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924  at 
2  p.  m. 


640-23-BZ. 

APPLICANT— Samuel  Rosenblum,  for  Joseph  C.  Maris- 
cano,  owner. 


SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  alteration  and 
erection  of  an  existing  garage  for  the  storage  of 
three  (3)  pleasure  and  two  commercial  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 1029  41st  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  Gabriel  Rubano,  Antony  Marinella, 
John  Tronolle,  John  B.  Cappiello  and  Miss 
Silver. 

ACTION  OF  BOARD — Laid  over  to  April  1,  1924,  at  10 
a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Connell  ..  2 

Absent:  Fire  Chief  Kenlon  .  ] 


43-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Sophia  B.  Arfman, 
owner. 

SUBJECT — Application  (re:  tenement  house  commissioner) 
to  permit  in  a  residence  district  the  alteration  and 
change  of  occupancy  in  part  from  a  residence  use 
to  a  business  use. 

PREMISES  AFbBCTED — 176  Underhill  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  William  H.  Goode,  A.  J.  Hoschek, 
Mrs.  Eastman,  William  L.  Taylor,  M.  Kellogg, 
Dr.  Massey,  Mrs.  Joseph  P.  Moran,  M.  Prout 
and  others. 

AC1ION  OF  BOARD — Application  granted  on  condition 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  . . 0 

Absent .  0 

THE  RESOLUTION : 


(43-24-BZ) 

Whereas,  William  F.  Doyle,  for  Sophia  B.  Arfman, 
owner,  filed,  January  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  change  of  occupancy  in  part  of  a  build¬ 
ing  from  residence  use  to  business  use ;  premises  176  Under¬ 
hill  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Underhill  avenue  and  Ster¬ 
ling  place  are  residence  districts ;  and 
Whereas,  the  decision  of  the  tenement  house  commis¬ 
sioner,  rendered  December  28,  1923,  reads : 

“4.  Proposed  alterations  contrary  to  Building  Zone 
Regulations.  (Store  in  residence  district).”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  100  ft,  occupied  as  a  tenement;  it  is  pro¬ 
posed  to  alter  the  building  in  the  1st  story  and  change 
the  occupancy  of  this  story  to  business  use  (stores)  ;  and 
Whereas,  there  would  be  undue  hardship  in  preventing 
applicant  from  maintaining  stores  on  the  Avenue  H  front, 
the  entire  front  on  Underhill  avenue  with  the  exception  of 
this  building  being  occupied  by  stores  and  commercial 
shops. 
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Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
and  that  the  application  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  store  use  shall  be  restricted  to  the  1st  story 
(the  Underhill  avenue  apartment),  separated  from  the  apart¬ 
ment  house  and  hall  entrance  stair  hall  by  an  unpierced 
fireproof  partition;  that  the  store  front  show  window  of 
the  proposed  store  shall  be  confined  to  the  Underhill  avenue 
front  of  the  1st  story  with  brick  return  not  less  than  16 
inches  from  Sterling  place  corner;  that  the  Sterling  place 
front  of  building  shall  not  be  disturbed  in  any  form,  shape 
or  manner  other  than  building  up  the  1st  story  windows 
with  face  brick  of  the  same  color  and  texture,  arranged 
with  4  inch  reveals  to  each  blind  window;  business  use, 
conduct  and  operation  to  be  restricted  to  the  Underhill  ave¬ 
nue  front,  1st  story;  that  there  shall  be  no  sign  or  adver¬ 
tising  hung,  displayed  or  exposed  on  the  Sterling  place 
side  of  the  building  and  that  any  advertising  or  business 
sign  on  Underhill  avenue  front  shall  be  restricted  to  letter¬ 
ing  confined  to  glass  show  windows; 

Resolved,  further  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  three  (3) 
months  and  the  building  completed  within  six  (6)  months 
from  the  date  of  this  action. 


1507-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Spencer  Aldrich, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1101-1113  Prospect  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  James  H.  Tully,  Charles  C.  Johns¬ 
ton,  F.  Herbert  Wadsworth,  M.  J.  Smith. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted ;  application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  5 

Negative:  Mr.  Beatty  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1507-23-BZ) 


Whereas,  Wm.  F.  Doyle,  for  Spencer  Aldrich,  owner, 
filed,  December  21,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  1101-1113  Prospect  avenue, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Prospect  avenue  and  Eleventh 
avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent ‘of  buildings, 
rendered  November  23,  1923,  in  acting  on  N.  B.  Application 
No.  22106-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.”; 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  130 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports : 

TO  THE  BOARD  OF  APPEALS: 

A  Committee  of  Inspection,  composed  of  Chairman 
Walsh,  Chief  Kenlon,  Messrs.  Holland,  Beatty,  Boulton 
and  Connell,  visited  and  inspected  these  premises  and 
generally  surveyed  the  site  and  its  environs. 

This  application  is  for  variation  of  the  Building  Zone 
Resolution,  under  section  7-e,  seeking  permission  to  erect 
a  public  garage  on  the  northeast  corner,  formed  by 
the  intersection  of  11th  and  Prospect  Avenues,  100  ft. 
deep  on  11th  Avenue  and  120  ft.  frontage  on  Prospect 
Avenue.  Both  these  highways  are  now  designated  on 
the  zone  maps  as  business  streets. 

Directly  opposite  on  Prospect  Avenue,  the  entire  street 
front,  in  fact,  the  entire  square  block,  with  the  ex¬ 
ception  of  a  plot  of  ground  60  ft.  by  100  ft.,  is  oc¬ 
cupied  by  a  wet  wash  laundry,  with  all  its  attendant 
uses. 

Immediately  adjoining  the  premises  under  appeal,  on 
the  northerly  side  of  Prospect  Avenue  and  running 
from  Terrace  Place,  a  residence  street,  there  exists  a 
public  garage  of  200  ft.  frontage,  returning  on  Ter¬ 
race  Place  224  ft.,  permission  to  erect  which  was 
granted  by  this  Board  under  applications  385-20-BZ 
and  751-20-BZ,  section  7-e  being  the  basis  of  appeal. 
The  granting  of  this  application,  therefore,  filling  out 
the  Prospect  Avenue  front  contiguous  to  the  existing 
garage,  would,  in  the  opinion  of  the  Committee,  be 
an  equitable  adjustment  of  the  zoning  regulations. 

Examination  of  applications  made  affecting  this  street 
frontage  show  it  was  the  opinion  of  the  Board,  regard¬ 
ing  the  establishment  of  the  basis  of  appeal,  that  there 
seemed  substantial  community  requirement  for  automo¬ 
bile  storage  and  accommodation,  and  that  the  commu¬ 
nity  interest  would  best  be  served  and  the  integrity 
of  the  zoning  resolution  maintained  by  permitting  the 
now  existing  garage  to  be  erected  directly  opposite 
the  steam  laundry  plant,  which  plant,  from  the  view¬ 
point  of  design,  material,  general  construction,  utility 
and  operation,  is  not  conducive  to  residential  develop¬ 
ment,  and  the  Board  therefore  permitted  the  garage 
on  Prospect  Avenue. 

The  basis  of  appeal  having  been  established  in  two 
former  cases  on  this  street  frontage,  the  Committee 
of  Inspection,  with  the  idea  of  garage  segregation  in 
mind,  is  of  the  opinion  that  this  application  should  be 
granted,  with  such  restrictive  provisions  as  will  safe¬ 
guard  the  properties  to  the  north  on  Sherman  Street, 
and  prohibiting  garage  encroachment  in  the  residence 
area  of  Sherman  Street. 

(Signed)  WILLIAM  E.  WALSH, 
ALFRED  J.  BOULTON, 

JOHN  KENLON  (dissenting), 
JAMES  P.  HOLLAND, 

JOHN  J.  BEATTY  (dissenting), 
HENRY  L.  CONNELL. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure 
shall  not  exceed  one  story  in  height,  and  shall  be  built 
of  brick;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  there  shall 
be  no  vehicular  opening  on  11th  Avenue;  that  any  emer¬ 
gency  exit  installed  on  the  11th  avenue  front  shall  not  ex¬ 
ceed  3  ft.  8  in.  in  width;  that  the  sills  of  any  windows 
opening  on  11th  avenue  shall  be  at  least  6  ft.  above 
grade;  that  any  vehicular  opening  on  the  Prospect  avenue 
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front  shall  be  at  least  25  ft.  distant  from  the  corner 
formed  by  the  intersection  of  11th  avenue  and  Prospect 
avenue;  that  the  front  elevations  shall  be  faced  with 
buff  colored  brick  and  architectural  terra  cotta  or  stone 
trimmings;  that  there  shall  be  no  sign  nor  advertising 
display  of  any  nature  or  description  on  the  11th  avenue 
front  of  the  building,  and  there  shall  be  no  roof  sign 
erected  on  the  building;  that  the  owner  shall  file  with 
this  board  a  sworn  stipulation  and  agreement,  to  run 
with  the  land,  that  any  property  other  than  the  plot  in¬ 
volved  in  this  appeal  that  he  owns  within  the  confines 
of  the  square  block  on  which  this  premises  is  located, 
that  is,  property  within  the  square  block  bounded  by  Pros¬ 
pect  avenue,  Terrace  place,  Sherman  street  and  11th  ave¬ 
nue,  shall  be  restricted  by  covenant  to  conforming  uses ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


36-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Ida  Midonick, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 50-60  East  98th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick,  Alfred  Norek. 

For  Opposition:  Abraham  Levitt,  Sophie  Abolsky, 
Sarah  Weissberg,  Yetta  Futterman,  Sophie 
Kummelblatt,  Palma  Deriso,  Stanley  S.  Smith, 
Quinbo  J.  Porcella. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(36-24-BZ) 

Whereas,  Henry  J.  Nurick,  for  Ida  Midonick,  owner, 
filed,  January  10,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  premises  50-60  East  98th  street,  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  March  25, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  98th  street  is  a  busi¬ 
ness  district  and  Rockaway  parkway  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  28,  1923,  in  acting  on  Application  No. 
23793-23,  reads: 

“1.  Proposition  denied— Erection  of  public  garage 
for  more  than  five  cars  in  business  district  contrary 
to  Art.  2,  Section  3  of  the  Zoning  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  aff  irmed,  and  the  application  be  and 
it  hereby  is  denied. 


190-24-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  William  F.  Till, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  erection  of  a  public  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 2513-2519  Tilden  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACl  ION  OF  BOARD — Application  withdrawn 

THE  VOTE  T9  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  q 

Absent:  Fire  Chief  Kenlon  . ......  .. .’ ’  ’  i 


163-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Keystone  Properties 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  and 
within  that  portion  of  the  street  between  two  in¬ 
tersecting  streets,  in  which  portion  there  exists 
and  exit  and  entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 111-117  West  89th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . . . .'  6 

Negative  . . .  g 

Absent :  Fire  Chief  Kenlon . . . .' ...... .  ] 


1399-23-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Adelaide  Kopf, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1630-1634  Bergen  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . . . .’  6 

Negative  .  g 

Absent:  Fire  Chief  Kenlon  . .  I 


1439-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  J.  O.  Pederson 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
change  of  occupancy  from  a  private  five  (5)  car 
garage  to  a  motor  vehicle  repair  shop 
PREMISES  AFFECTED — 341  East  184th  street  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . . . .’  6 

Negative  .  g 

Absent:  Fire  Chief  Kenlon . .  j 
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1254-23-BZ. 

APPLICANT — Luke  Flanagan,  for  Louis  Morgenstein 
lessee. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  alteration  of  an  existing  building  and 
change  of  occupancy  from  stable  to  garage  for 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 14  Second  avenue,  Manhattan 

APPEARANCES— 

For  Applicant:  Luke  Flanagan. 

ACTION  OF  BOARD— Application  for  reopening  with¬ 
drawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1060-23-A) 

Filed  September  6,  1923 — Premises  394-398  Myrtle  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  W.  G.  Jughardt.  Dismissed  for 
lack  of  prosecution. 

(1255-23-A) 

Filed  November  3,  1923 — Premises  49  Ann  street,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellants,  Shea  Bros.  Dismissed  for  lack 
of  prosecution. 

(1286-23-A) 

Filed  November  10,  1923 — Premises  30  Irving  place  and 
124  East  16th  street,  Manhattan.  Order  of 
the  fire  commissioner.  Appellant,  The 
Golden  Company.  Dismissed  for  lack  of 
prosecution. 

(1329-23-A) 

Filed  November  17,  1923 — Premises  1185  Castleton  ave¬ 
nue,  Richmond.  Order  of  the  fire  commis¬ 
sioner.  Appellant,  George  Rossbach.  Dis¬ 
missed  for  lack  of  prosecution. 

(1343-23-A) 

Filed  November  21,  1923 — Premises  1291  Amsterdam  ave¬ 
nue,  Manhattan.  Order  of  the  fire  com¬ 
missioner.  Appellant,  Harlem  Painters 
Syndicate.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1354-23-A) 

Filed  November  22,  1923 — Premises  282  Nassau  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  I.  Appelman.  Dismissed  for  lack 
of  prosecution. 

(1396-23-A) 

Filed  November  28,  1923 — Premises  75-77  Grand  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  I.  Crystal  &  Co.  Dismissed  for 
lack  of  prosecution. 

(1416-23-A) 

Filed  December  3,  1923 — Premises  102  East  126th  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  William  F.  Evans.  Dismissed 
for  lack  of  prosecution. 


(1438-23-A) 

Filed  December  6,  1923 — Premises  1013  Kent  avenue,  Brook¬ 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  David  J.  Stewart.  Dismissed  for 
lack  of  prosecution. 

(1440-23-A) 

Filed  December  6,  1923— Premises  1920  West  Farms  road, 
The  Bronx.  Order  of  the  fire  commissioner. 
Appellant,  Bronx  Auto  Body  Co.,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

(1503-23-A) 

Filed  December  20,  1923— Premises  223  East  72nd  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  Mabel  Blumenthal.  Dismissed 
for  lack  of  prosecution. 

(1528-23-A) 

Filed  December  26,  1923— Premises  1884  Pitkin  avenue, 
Brooklyn.  Order  of  the  fire  commissioner, 
Appellant,  Leon  Baron.  Dismissed  for  lack 
of  prosecution. 

(1537-23-A) 

Filed  December  27,  1923— Premises  62-68  Hope  street, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Goldberg  &  Barken,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed  with  the 
board  of  appeals,  appeals  affecting  the  premises  in  question; 
and 

Whereas,  the  appellant  has  failed  to  complete  his  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  appeals  be  and  they  hereby  are  dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  _  6 


Negative  .  q 

Absent:  Fire  Chief  Kenlon  .  i 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

Tlie  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(1290-23-BZ) 

Filed  November  12,  1923 — Premises  102-11  92nd  avenue, 
Richmond  Hill,  Queens.  Order  of  the  fire 
commissioner.  Applicant,  David  C.  Scott 
Dismissed  for  lack  of  prosecution. 

(1373-23-BZ) 

Filed  November  30,  1923 — Premises  160  Fordham  road,  The 
Bronx.  Order  of  the  fire  commissioner, 
Applicant,  James  P.  Whiskeman.  Dismissed 
for  lack  of  prosecution. 

(1446-23-BZ) 

Filed  December  7,  1923 — Premises  131  East  110th  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Applicant,  Sidney  Stokes.  Dismissed  for 
lack  of  prosecution. 

(1557-23-BZ) 

Filed  December  29,  1923 — Premises  725-727  Lincoln  place, 
Brooklyn.  Decision  of  the  superintendent  of 
buildings.  Applicant,  Denis  P.  Healy.  Dis¬ 
missed  for  lack  of  prosecution. 
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THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION— 


Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals,  applications  under  the  building  zone 


resolution,  affecting  the  premises  in  question;  and 
Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


Adjourned  6.05  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals,  held  Wednesday  afternoon,  Jan.  2,  1924,  as  they 
appeared  in  Bulletin  No.  2,  Vol.  IX,  are  hereby  corrected  to 
read  as  follows : 

THE  RESOLUTION: 

(571-23-S) 

Whereas,  Robert  T.  Lyons,  for  132  West  36th  Street 
Corporation,  owner,  filed,  May  10,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  132- 
4-6-8  West  36th  street  and  139-41-3-5  West  35th  street, 
Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buddings 
reads : 

“Your  request  for  a  certificate  of  occupancy  for  this 
building  providing  for  its  use  in  part  as  a  factory 
building  will  be  denied  for  the  following  reasons: 

“1.  Not  more  than  25  per  cent  of  the  floor  area 
may  be  used  for  factory  occupancy. 

“3.  All  windows  must  be  of  an  approved  type  of 
fire  windows  (Section  264  Labor  Law). 

“4.  Elevator  shafts  and  stairways  must  be  enclosed 
with  fire  partitions  to  conform  with  the  requirements 
of  section  263  of  the  Labor  Law. 

“5.  Structural  steel  must  be  protected  with  a  two- 
inch  thickness  of  fireproofing  material.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
75  ft.  by  197  ft.  6  in.  in  area,  irregular ;  with  interior 
fire  alarm  signal  and  sprinkler  system;  the  building'  is 
located  in  a  business  district  under  the  building  zone  reso¬ 
lution.  EXITS:  Two  interior  wrought  iron  stairways  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  fireproof  par- 

*Bulletin  number  and  volume  number  corrected  in  3rd 
line  of  notice. 


titions,  with  kalameined  doors  at  openings.  ROOFS :  To 
east  and  west,  6  stories  lower.  OCCUPIED  AS  FOL¬ 
LOWS  :  1st  story,  furniture,  18  persons ;  2nd  story,  dresses, 
21  persons;  3rd  story,  coats,  23  persons;  4th  story,  coats 
and  suits,  5  persons ;  5th  story,  woolens,  62  persons ;  6th 
story,  dresses,  23  persons;  7th  story,  feathers,  62  persons; 
8th  story,  coats  and  suits,  21  persons;  9th  story,  show 
rooms,  5  persons;  10th  story,  millinery,  67  persons;  11th 
story,  coats  and  suits,  30  persons;  12th  story,  coats  and 
suits,  35  persons;  and 

Whereas,  petitioner  contends  that  only  12  per  cent  of 
the  floor  area  is  occupied  for  factory  purposes,  that  fire 
windows  will  be  installed  on  5th,  7th,  10th,  11th  and  12th 
stories,  those  used  for  factory,  and  further  contends 
that  stairways  and  elevator  shafts  are  properly  enclosed 
and  structural  steel  is  properly  covered ;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  July  17,  1923,  and  petitioner  requested  a  modifica¬ 
tion  of  the  resolution. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  not  more  than  25  per 
cent  of  the  floor  area  be  occupied  for  factory  purposes, 
and  granted  as  to  Item  No.  3  on  condition  that  the  factory 
occupancy  shall  be  restricted  to  the  5th,  7th,  10th,  11th  and 
12th  stories  and  that  all  windows  on  the  front  of  the  build¬ 
ing  on  these  stories  shall  be  equipped  with  frames-  and 
sash  in  accordance  with  the  requirements  of  the  labor 
law,  except  as  to  the  glazing,  which  may  be  polished  plate 
glass  not  less  than  inch  in  thickness  and  that  all  other 
openings  on  these  floors  shall  comply  with  the  require¬ 
ments  of  the  labor  law ;  granted  as  to  Item  Nos.  4  and  5 
on  condition  that  the  requirements  of  the  New  York  Build¬ 
ing  Code  affecting  elevator  and  stairway  enclosures  and 
the  covering  of  structural  steel  shall  be  complied  with, 
and  granted  so  long  as  conditions  otherwise  remain  sub¬ 
stantially  unchanged. 


COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 
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FIRE  DRILL  RULES,  ADOPTED  OCTOBER  5,  1923. 


The  following  Rules,  governing  Fire  Drills,  were  adopted 
by  the  Board  of  Standards  and  Appeals  at  the  special  meet¬ 
ing  held  on  Friday,  October  5,  1923 : 

DEFINITION  OF  “FIRE  DRILL.” 

The  method  and  practice  of  the  systematic  and  orderly 
vacating  of  a  building  by  its  occupants  in  case  of  emer¬ 
gency,  panic  or  fire  in  the  least  possible  time — by  the 
nearest  safe  means  of  exit — and  the  use  of  fire  apppli- 
ances  which  shall  be  provided  for  the  extinguishing  or 
retarding  of  fire  and  the  safeguarding  of  human  life. 

Rule  1. 

In.  all  buildings  as  defined  in  Article  1,  Section  10 
of  the  Labor  Law  in  which  fire  drills  are  required  pursuant 
to  Section  279  and  in  any  other  building  in  which  the 
Fire  Commissioner  may  be  directed  pursuant  to  the  power 
conferred  in  section  775-B  of  the  Greater  New  York  Char¬ 
ter,  it  shall  be  the  duty  of  the  owners,  lessees  or  tenants 
to  conduct  fire  drills  monthly  and  at  such  other  times  as 
the  Fire  Commissioner  may  direct. 

For  the  purpose  of  conducting  such  fire  drills  the  owner 
or  tenant  shall  appoint  from  among  their  employees  such 
responsible  and  dependable  persons,  male  or  female,  who 
shall  efficiently  perform  the  duties  of  the  various  posi¬ 
tions  of  the  fire  drill  organization,  as  specified  on  the 
accompanying  chart. 

It  shall  be  the  duty  of  the  owner  or  tenant  to  enter 
in  the  blank  spaces  provided  for  that  purpose  in  said 
chart  the  names  of  persons  so  selected  and  post  said 
chart  and  copies  of  the  rules  in  a  conspicuous  place. 

FIRE  DRILL  ORGANIZATION. 

Premises  . 

Name  of  concern  . •• . 

Building  No . Story  . 

FOREMAN  OR  PERSON  IN  CHARGE 
Regular  Substitute 


WATCHMAN 


MALE  SEARCHER 


FEMALE  SEARCHER 


STREET  ALARM  BOX  RUNNER 


FIRE  BRIGADE 


EXIT  GUARDS 
Exit . 


SQUAD  MONITORS 

. Squad  No.  1 . 

.  “  “  2 . 

44  44  n 


a  a 


44  44 


44  44 


Rule  2.  Duties  of  Foreman. 

The  Foreman  or  Person  in  Charge  shall  direct,  en¬ 
force  and  have  full  charge  of  the  “Fire  Drill”  in  every  fac¬ 
tory  on  each  floor.  Each  day  before  work  is  begun  he 
shall  see  that  extinguishers,  fire  hose,  fire  buckets,  etc., 
are  in  readiness  for  use,  exit  doors  are  unlocked,  aisles 
are  free  from  obstruction,  that  stairways,  halls,  etc.,  are 
properly  lighted,  and  shall  remedy  any  dangeious  con¬ 
dition  found  to  exist.  Immediately  after  work  is  com¬ 
menced  he  shall  check  up  the  Fire  Drill  Organization 
list  and  note  if  the  regularly  assigned  persons  are  pres¬ 
ent;  if  any  are  found  to  be  absent,  he  shall  assign  other 
employees  (if  practicable)  to  perform  their  duties. 

He  shall  immediately  notify  new  employees  of  the  ex¬ 
istence  of  the  Fire  Drill  Organization  and  give  them  the 
necessary  instructions  as  to  the  duties  they  are  to  per¬ 
form,  etc. 

He  shall  be  familiar  with  the  operation  and  location 

of  the  interior  alarm  signal  box  on  his  floor. 

He  shall  listen  for  the  test  signal  each  morning  at  the 
appointed  hour  and  in  the  event  of  the  test  signal  not 
being  heard  he  shall  communicate  with  the  superintendent 
or  other  person  in  charge  of  the  building  and  advise  him 
of  the  fact.  The  (Floor  Captains)  Foreman’s  orders  are 
final  as  to  the  carrying  out  of  the  fire  drill  on  his  par¬ 
ticular  floor. 

Rule  3.  Duties  of  Watchmen. 

The  WATCHMEN  shall  see  that  all  doors  and  windows 
are  closed  so  as  to  prevent  the  spread  of  fire.  The 
WATCHMEN  shall  be  the  only  persons  permitted  to  re¬ 
main  on  the  floor  during  the  progress  of  a  fire  drill  and 
do  so  at  their  own  risk.  For  ordinary  purposes  only  one 
watchman  and  a  substitute  shall  be  designated.  _  In  spe¬ 
cial  cases,  however,  extra  watchmen  may  be  assigned  by 
consent  in  writing  from  Fire  Commissioner. 

Rule  4.  Duties  of  Searchers. 

The  MALE  and  FEMALE  SEARCHERS  shall  search 
all  toilets,  dressing  rooms  and  emergency  rooms  used  and 
frequented  by  their  sex  and  all  other  portions  of  the  floor 
and  order  all  persons,  except  those  authorized  to  remain, 
to  leave  the  premises.  They  are  to  take  care  of  and  assist 
all  persons  who  may  faint  or  be  disabled. 

SEARCHERS  shall  leave  the  floor  immediately  after 
che  last  squad  leaves. 

Rule  5.  Duties  of  Street  Alarm  Box  Runner. 

The  STREET  ALARM  BOX  RUNNER  shall  be  fa¬ 
miliar  with  the  location  of  the  nearest  city  fire  alarm  box 
and  know  how  it  is  operated. 

In  ordinary  practice  fire  drills  the  STREET-ALARM- 
BOX-RUNNER  shall  report  to  the  Foreman  for  orders, 
and  if  his  services  are  not  required  he  shall  promptly  file 
out  of  the  premises  with  the  other  occupants. 

Only  when  a  fire  actually  occurs  on  his  floor,  or  when 
ordered  to  do  so  by  the  Foreman,  shall  the  STREET- 
ALARM-BOX-RUNNER  proceed  to  the  street  alarm 

box,  and  send  in  the  fire  alarm. 
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Rule  6.  Duties  of  Fire  Brigade. 

The  fire  brigade  shall  have  full  charge  of  the  operation 
of  all  auxiliary  fire  fighting  apparatus  and  shall  endeavor 
to  extinguish,  or  at  least  hold  in  check  until  the  ar¬ 
rival  of  the  fire  department,  any  fire  that  may  occur. 
When  it  is  necessary  for  the  fire  brigade  to  respond 
to  different  floors  in  the  building  they  shall  not  use 
the  stairways  or  fire  escapes  while  the  occupants  are 
escaping  from  the  premises. 


Rule  7.  Duties  of  Exit  Guards. 

The  EXIT  GUARDS  shall  station  themselves  at  all  exit 
doors  leading  to  fire  escapes,  stairways  and  other  means 
of  escape  immediately  upon  the  sounding  of  the  alarm. 
There  shall  be  two  guards  for  each  exit,  if  practicable; 
one  to  stand  in  the  hallway  holding  back  the  door  and 
the  other  directly  inside  on  the  floor.  They  are  to  keep 
the  exit  doors  open  and  direct  the  movements  of  the 
persons  using  these  exits  and  prevent  congestion. 

EXIT  GUARDS  shall  remain  at  their  stations  until  all 
of  the  occupants  of  the  building  have  passed  their  sta¬ 
tion.  Then  close  their  doors  and  pass  out  of  the  build¬ 
ing.  Upon  signal  for  the  occupants  to  return,  EXIT 
GUARDS  shall  take  their  designated  stations  and  re¬ 
main  there  until  all  persons  have  returned  to  their  re¬ 
spective  floors. 

Rule  8.  Duties  of  Squad  Monitors. 

The  SQUAD  MONITORS,  as  soon  as  the  alarm  is 
sounded,  shall  see  that  the  employees  under  their  charge 
quickly  form  into  line,  two  abreast,  and  numbering  no.t 
more  than  thirty  to  each  squad.  They  shall  see  that 
all  aisles  and  passageways  are  cleared  of  obstructions. 

Note:  Chairs,  stools,  baskets,  etc.,  should  be  pushed 
under  or  placed  on  top  of  work  benches. 

MONITORS  shall  proceed  at  the  head  of  their  re¬ 
spective  squads  to  the  exit  assigned,  and  then  march 
up  or  down  the  stairs  or  to  other  exits  as  directed  bv 
the  EXIT  GUARDS. 

On  reaching  the  sidewalk  MONITORS  shall  keep  their 
squads  in  order  and  lead  them  a  reasonable  distance  from 
the  building,  so  as  not  to  cause  congestion  and  interference 
with  fire  apparatus.  .  When  the  proper  signal  is  given  they 
shall  return  to  their  respective  floors  at  head  of  their 
squads. 


rules  of  the  Board  of  Standards  and  Appeals,  the  fire  drill 
conducted  each  month  shall  include  all  of  the  persons  on 
the  premises  engaged  at  work  for  a  factory,  and  drills  shall 
be  conducted  at  least  twice  each  year  in  which  all  of  the 
persons  on  the  premises  shall  participate  simultaneously 


XVIA1C  AV. 


uucs  oi  uwner. 


It  shall  be  the  duty  of  the  OWNER,  LESSEE  OR  TEN¬ 
ANT  OF  THE.  BUILDING  or  his  authorized  agent  or 
Se-\Lr?pr,es??tatives  t0  Personally  observe  that  the  “Fire 
.rill  is  held  simultaneously  on  every  floor  of  the  build- 
!n?t ^le  participation  therein  of  every  occupant  of  such 
building.  Any  FIRE  DRILL  in  which  all  of  the  occupants 

*1°  nx  *  A?jrtlClpate  S*13^  not  be  considered  as  complying  with 
the  LAW  ,  except  as  otherwise  provided  in  these  rules. 

C1!be  Person  or  persons  representing  the  OWNER,  LES- 
SLL  UK  IENANT  who  supervises  the  FIRE  DRILL  at 
the  building  shall  submit  to  an  examination  by  the  Bureau 
of  hire  Prevention  as  to  their  experience  and  general  fit* 
ness  for  such  duties,  and  shall  be  so  certified  in  writing  bv 
the  FIRE  COMMISSIONER.  y 


It  shall  be  the  duty  of  the  ENGINEER,  SUPERIN¬ 
TENDENT  or  other  PERSON  IN  CHARGE  of  a  build¬ 
ing  haying  an  interior  fire  alarm  system  to  test  such  system 
daily  immediately  after  the  beginning  of  business,  and  to 
see  that  all  apparatus  operated  by  springs  requiring  winding 
are  lewound  after  each  alarm  and  kept  in  normal  condition 
for  operation. 


Whenever  it  is  necessary  to  test  the  fire  alarm  system 
at  any  other  time  of  the  day,  owing  to  repairs,  etc  being 
made,  the  PERSON  IN  CHARGE  OF  BUILDING 
will  first  notify  all.  Foremen  of  the  several  floors  of  the 
intended  test  and  likewise  notify  them  v,  hen  the  repairs, 
etc.,  are  completed.  This  precaution  is  taken  to  prevent 
confusion  and  excitement,  also  misunderstanding  of  the 
alarm  signals. 


shall  also  be  the  duty  of  the  PERSON  IN  CHARGE 
Oh  BUILDING  to  sound  the  interior  alarm  system  at 
inegular  intervals,  but  not  less  than  once  each  calendar 
month,  for  the  purpose  of  holding  practice  fire  drills. 
He  shall  keep  on  the  premises  a  record  of  such  drills 
showing  the  date  when  held  and  the  required  time  for 
all  occupants  to  reach  the  street  or  a  point  of  safety 
outside  the  building. 


MONITORS  will  at  all  times  see  that  those  under  their 
charge  conduct  themselves  in  a  respectable  and  orderly 
manner. 


The  PERSON  IN  CHARGE  OF  BUILDING  must 
immediately  acquaint  new  tenants  of  the  existence  of 
the  “Fire  Drill”  Organization  and  its  purport. 


Rule  9.  Holding  of  Drills. 

FIRE  DRILLS  shall  be  held  at  least  once  each  month 
at  varied  hours  of  the  day,  and  all  of  the  occupants  shall 
participate  therein  simultaneously.  Such  drills  shall  conduct 
all  occupants  to  a  place  of  safety. 

Where  dual  operation  interior  fire  alarm  systems  are  in¬ 
stalled  as  permitted  under  Rule  11  of  the  interior  fire  alarm 


Rule  12.  Registration. 

1  he  name  and  address  of  every  person,  corporation 
or  co-partnership,  that  will,  under  professional  service, 
carry  on  the  trade,  business  or  calling  of  establishing, 
maintaining  or  supervising  the  “Fire  Drill”  shall  be 
registered  in  the  Fire  Department,  which  Department 
shall,  upon  evidence  of  fitness,  grant  a  certificate  to  that 
effect. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  form  13 A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


I  f  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROPOSED  AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RULES  RELATING  TO  SUBSTANDARD 

EXITS. 


(Cal.  No.  414-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  tire  escapes  on  factory  buildings ;  Rule 
3  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79-f ;  adopted 
and  effective  July  30,  1914 

Rule  380. — When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
fire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
the  Commissioner  of  Labor,  to  prevent  their  use  as  means 
of  egress,  and  provided  that  such  fire  escapes  are  maintained 
in  good  repair. 

Note. — The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
not  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
be  placed  a  sign,  with  letters  eight  inches  high,  reading 
“THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
be  permitted  at  these  opening  .] 

j.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Lazo  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
the  follozving  conditions. 

(a)  Fire  Escapes — All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  th'e  La¬ 
bor  Law,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  in  guides  from  the  lowest  balcony  to  ground 
may  be  provided.  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 
When  such  substandard  fire  escapes  are  located  in  any 
court  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin¬ 
ing  yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

( b )  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stainuays — Exterior  screened 
stainvays  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage- 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subdivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  between 
buildings  shall  be  removed  or  maintained  structurally  safe  • 
and  properly  painted,  and  access  thereto  and  all  passagezvays 
thereof  shall  be  maintained  unobstructed. 

( e )  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omitted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Law,  §  79 -b;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  floor,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents 
of  combustible, 

stories  no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
ouilding,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
'except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  '79-f ;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3. — In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building” — For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  siz 
Ivory 

Leather  (excluding  japan 
or  enameling) 

Metals  (excluding  japai 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  j; 
ning  or  enameling) 


Moderate  Hazard 


2.  Occupancies  involving  the  storage  or  use  of 
terials  which  are  liable  to  burn  with  moderate  rap 
and  to  give  off  considerable  volume  of  smoke,  but  i 
which  neither  poisonous  fumes  nor  explosions  are  t< 
apprehended  in  the  event  of  fire.  The  following  list 
eludes  and  indicates  the  types  of  occupancy  coming  w 
this  class : 


Bags  (cloth,  burlafl  and 
paper) 

Bakeries 

Bamboo  and  rattan 

Baskets 

Belting  (including  canvas) 

Boots  and  shoes 

Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 

Horn  and  combs  (not 
celluloid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling 


japanning) 

Packing  houses 

Paper  mills 

Printing,  lithographing,  b 
binding 
Silk 

Sugar  refineries  (inclu 
beet  and  glucose  work 

Tanneries  (with  japannin 
enameling) 

Textile  mills  (including 
ton  cloth,  bagging,  bui 
carpets,  rugs,  canvas) 

Tobacco,  cigars,  cigar 

and  snuff 

Woodworking  (excluding 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of 
terialss  which  are  liable  to  burn  with  extreme  rapiditj 
from  which  poisonous  fumes  or  explosions  are  to  be’ 
prehended  in  the  event  of  fire.  The  following  list  inch 
and  indicates  the  types  of  occupancy  coming  within 
class : 

Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

*Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 


Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  m 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including 
ton) 

Shoddy  mills 
Starch  and  sugar  mills 
eluding  pulverizing) 
Straw  goods  , 

Varnish 

Woodworking  (with  dipf 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  t 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees 
hazard,  the  building  shall  be  classified  according  to 
higher  hazard,  unless  special  modification  is  made  by 
Board  in  cases  where  the  higher  hazard  is  incidental 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required. — Except  as  he' 
in  provided,  in  all  factory  buildings  more  than  two  stor 
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t  less  than  six  stories  in  height,  erected  prior  to  Oc- 
::r  1,  1913,  in  which  there  are  more  than  five  persons 
ployed  at  manufacturing,  all  interior  stairways  serving 
required  means  of  exit  and  the  landings,  platforms  and 
page  ways  connected  therewith  shall  be  enclosed  on  all 
i  s  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

Contents 

3 

of  low  hazard 

|:ories 

1 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

■ 

be 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

4r 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

: 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

■■ 

he  stairway  enclosure  shall  be  independently  ceiled  over 

i  fire-resisting  material.  .  ,  ,  , 

xception:  Buildings  having  fireproof  roof  slab  where 
osure  terminates  at  underside  of  such  slab. 

Hiere  the  stair  wav  is  required  to  extend  to  the  root, 
enclosure  shall  be  so  built  as  to  form  a  pent  house, 
here  shall  be  not  less  than  seven  (7)  feet  head  room 


icvery  Mdll  w  cxy.  _ ,  1 

Vll  door  openings  in  such  enclosure  shall  be  protected 
vh  fire  doors  opening  into  the  stairway  enclosure,  equipped 
\h  self-closing  devices.  Grade  exit  doors  shall  open 
iwardlv  to  grade  and  need  not  be  fire  doors.  # 

'he  enclosure  shall  be  ventilated  by  a  skylight  in  the 
■„f  with  louvres  or  ventilators,  or  exterior  windows  with 
ntilating  sections  at  the  top  floor.  Exterior  windows 
*hin  thirtv  (30')  feet  of  non-fireproof  structures  shall 
)  fireproof  windows.  Skylights,  unless  provided  with 
red  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
nstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
:>ial  at  least  four  (4)  inches  thick,  unless  the  partition 
;  ends  to  the  cellar  bottom. 


Subdivision  2.  Enclosures  Not  Required.— Except  in 
:  ldings  in  which  the  contents  are  classified  as  of  high 
iiard,  the  stairways  shall  not  be  required  to  be  enclosed 
»  ere  a  horizontal  exit,  as  defined  in  section  267  of  the 
Lbor  Law,  is  provided .  on  all  floors  and  the  stairways 
5  ving  as  required  exits  on  each  side  of  the  horizontal 
;it  are  remote  from  the  horizontal  exit,  provided  that 
tier  an  approved  fire  alarm  signal  system  conforming 
t  rules  of  the  board  is  installed  in  the  building  and  fire 
"11s  substantially  conforming  to  rules  of  the  board  are 
Id.  or  an  approved  sprinkler  system  conforming  to  rules 
:  the  board  is  installed. 


hie  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

I.  Required  Exits. — In  every  two-story .  factory 
hiding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  fmt  floor  by  partit’ons 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passaee  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3. — Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 

A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 

feet.  v  j 

i  I 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  sules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The.  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement 


l-lJ^-3 

cement. 

Mix, 

4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix, 

5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2H-5 

Mix, 

6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

cement. 


For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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RULES  ADOPTED 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid, 
and  secure  to  withstand  the  pull  from  the  control  handle 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  ariunged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 


vaT  •  uuu  •  , Iia,naie  ior  tne  manual  closing  of  th« 

valve  shall  be  in  a  locked  metal  control  box  having  a  cas 

mon  cover  conspicuously  labeled  with  raised  letters,  painte< 


a.  Un  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  andl  extra  turns,  and  at  a  height  above  the  side- 

\V,f'k  °r  g™d,6’  °f  lC?S  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
.ames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 


1  j'  ?T°rVtro^  b°xes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/ 16  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  walk  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 


Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  mast  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  thari  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made,  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 


(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
oft  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 


w.'rhniit  looi  .  ue  strong  enough  to  withstand, 

without  leakage  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve  including  the  stuffing  box,  shall  be  com- 

K'“d  water-  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut- 

°?Ia  r  -^0U,?h,  Vlbratl0n  or  concussion.  The  construction 
of  he  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 


t  it  Th<r.entlre  Process  of  manufacture  of  the  valves 
shcill  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
hire  Commissioner  or  the  Tenement  House  Commissioner 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 


(h)  Valves  and  operating  mechanism  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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RULES  ADOPTED 


AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE¬ 
WITH.  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

The  term  "fuel  oil"  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  beiow  a  temperature  of  one  hundred 
and  thirty-flve  (135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  oi 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Penskyi-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  tor  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  oi  Soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man¬ 
ner  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  onef-fourth  (1)4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  W'here  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
uot  less  than  one  and  one-quarter  (1)4)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1)4)  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartl^  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  concrete 
where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  OiL 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  "Tank  Steel.”  Same  shall  be  free 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  Flanges  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks. 

Tanks  36  in.  in  diameter  and  less — 54  in.  shell,  54 
heads. 

Tanks  37  to  72  in.  in  diameter — 54  in-  shell,  5-16  in. 
heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  54  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  54  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu¬ 
lar  tanks. 

(e)  Diameter  and  Spacing  of  Rivets. 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 
as  follows: 

In  shell  54  in.  thick,  54  in.  diameter  rivets  254  in.  pitch. 

In  shell  9-16  in.  thick,  54  in.  diameter  rivets  2)4  in. 
pitch. 

In  shell  )4  in.  thick,  54  in.  diameter  rivets  2 54  in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  54  of  an  inch  in  diameter 
and  spaced  not  more  than  2%  inches  center  to  center. 

(d)  All  flat’  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  centei 
to  center  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 
taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  the 
sides  of  the  tank  must  in  all  cases  be  such  that  it  will 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  54  inch  and  the  minimum  thickness  of  roof 
plates  %  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals  - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission). 

(c)  Roof  plates  shall  have  single  riveted  water  tight 
scams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates. 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 
oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted. 

Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  for  the 
entire  tank,  the  tank  shall  be  fabricated  as  required  under 
Rule  5. 

(b)  All  welded  seams  of  plates  shall  be  lapped  or 

butted.  ...  .  .  , 

When  the  joint  is  a  lapped  joint,  the  sheet  shall  be 
lapped  not  less  than  two  inches  and  welded  both  inside 
and  outside.  The  plates  shall  be  pulled  up  tight  metal 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 
45  degree  fillet. 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-half 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  1)4  inch  flange. 

For  54  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  54  inch  heads,  2)4  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  If  of 
1,100  gallon  capacity  or  less  and  not  over  48  inches  in 
diameter,  welding  on  the  outside  only  will  be  sufficient. 

Where  the  heads  are  butt  welded  to  the  shell,  the  head 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  single 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  of 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  the 
90  deg.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
for  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
the  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
by  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  ( l]/2 )  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
fourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
dikes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  from  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  fiat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1 1/2)  to  one  (1)  on  both  sides.  Con¬ 
crete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
carry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter¬ 
fere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  .capacity  of  over  five  tliou- 
hand  (5,000)  gallons  inside  of  buildings  and  ten  thoui- 
sand  two  hundred  (10,200)  gallons  outside  of  buildings 
shall  be  equipped  with  a  system  of  steam  pipes,  blanket¬ 
ing  gas  or  other  approved  system  for  use  in  case  of 
fire,  so  arranged  and  installed  as  to  adequately  protect 
the  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
not  be  less  than  one-half  (J4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex¬ 
tinguisher  lines  shall  be  controlled  by  easily  accessible 
valves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
shall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
ground  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 
tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractoi 
shall  furnish  all  the  equipment  necessary  for  conduct¬ 
ing  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pipp¬ 
ing  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  (J4)  inch  inside  diameter  shall  be 
permitted 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(100)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-half 
(V/2)  times  the  maximum  working  pressure.  The  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  )4  in.  by  )4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
locat.ed  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  A11  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 


(c)  Vent  openings  shall  be  screened  by  40  mesh  non- 
corrodible  wire  screen,  and  shall  be  of  sufficient  area  to 
adequately  vent  the  tank  during  the  filling  operation. 
Vents  shall  be  not  less  than  two  (2)  inches  in  diameter 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  less 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proof 
hoods  and  terminate  outside  the  building  above  the  street 
surface,  not  less  than  six  (0)  feet  nor  more  than  twelve 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  not 
be  located  within  three  (3)  feet  in  any  direction  of  a 
window  or  other  opening,  or  an  exterior  stairway,  or  fire 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  or 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  It  compelled,  because  of  structural  conditions, 
to  carry  the  vent  outlet  higher  than  twelve  (12)  feet 
above  the  fill  box,  and  if  the  fill  lines  are  connected  to 
tank  trucks  by  tight  connections  and  filled  by  pressure, 
a  one  (1)  inch  line  shall  be  connected  to  tank  and 
shall  parallel  the  fill  line  and  terminate  in  the  fill  box 
with  unthreaded  end.  A  check  valve  shall  be  installed  in 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flow 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas¬ 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  be 
not  less  than  the  diameter  of  the  supply  line  to  the 
burner.  Return  lines  shall  be  run  as  direct  as  possible, 
and  shall  be  connected  into  the  suction  line  near  the 
pump  or  into  the  storage  tank.  No  oil  shall  be  re¬ 
turned  to  the  storage  tank  at  a  temperature  higher  than 
one  hundred  and  forty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oils 
in  storage  tanks  in  any  building  shall  be  only  by  means 
of  hot  water  coils  thermostatically  controlled  and  the 
oil  shall  not  be  heated  above  one  hundred  and  forty 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grade 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sub¬ 
stantial  type,  provided  with  a  stuffing  box  of  liberal  size 
containing  a  removable  cupped  gland  designed  to  com¬ 
press  the  packing  against  the  valve  stem  and  so  ar¬ 
ranged  as  to  facilitate  removal.  Valves  shall  be  de¬ 
signed  to  close  against  the  supply  and  to  prevent  with¬ 
drawal  of  the  stems  by  continued  operation  of  the 
hand-wheel.  The  use  of  packing  which  may  be  affected 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  and 
suction  lines  near  each  pump;  in  discharge  line  from  each 
tank  as  near  the  tank  as  practicable,  and  in  branch  lines 
near  each  burner. 

Rule  10.  Oil  Level  Indicating  Device  for  Grade 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  so 
designed  as  to  prevent  the  escape  of  oil  or  vapor  within 
the  building  at  any  time.  The  top  of  the  well  when  lo¬ 
cated  outside  of  a  building  shal)  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechan¬ 
ical  construction  approved  by  the  Board  of  Standards 
and  Appeals. 

(b)  Pumps  shall  be  installed  in  duplicate  where  fire 
protection  equipment  is  dependent  on  the  use  of  fuel 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burners 
are  installed  shall  be  provided  with  a  remote  control. 

(d)  Pumps  used  in  connection  with  outside  above 
ground  storage  tanks  shall  be  located  outside  embank¬ 
ment  walls,  and  at  such  a  point  that  they  will  be  ac¬ 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  res¬ 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor¬ 
age  tank  or  tanks  where  heavy  oil  is  used  having  a 
gravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
and  where  the  top  of  the  tank  or  tanks  is  not  more  than 
ten  (10)  feet  above  the  pump  or  pumps. 

Rule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
-  approved  by  the  Board  of  Standards  and  Appeals. 

Rule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
of  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
placed  in  thermometer  walls  with  screwed  top.  connec¬ 
tions,  shall  be  installed  at  convenient  and  prominent  po¬ 
sitions  in  the  oil  supply  pipe  lines  between  the  service 
tank  and  the  pumps,  and  also  between  the  pumps  and 
the  burner,  to  indicate  the  temperature  of  the  oil. 

Rule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall,  be  permanently 
fixed  near  the  apparatus  and  maintained  in  readable 
condition. 

Rule  15.  Operation  of  Plant  Using  Grade  A  Fuel 

Oil. 

No  fuel  oil  burning  plant  shall  be  operated  tinless,  in 
charge  of  a  person  holding  a  certificate  of  qualification 
from  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directlv.in 
charge  of  the  operation  of  the  plant  during  each  shift. 
Rule  16.  Installation. 

No  fuel  oil  svstem  shall  be  operated  or  oil  placed  in 
the  svstem  until  after  a  permit  has  been  issued  by  the 
Fire  Commissioner.  Plans  for  each  fuel  oil  system 
shall  be  submitted  to  the  Fire  Commissioner,  together 
with  a  Certificate  of  the  Superintendent  of  Buildings 
indicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
the  requirements  of  the  Building  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro¬ 
hibited. 

GRADE  B  FUEL  OIL, 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 

on. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 
metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

(a)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  tbe  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  be  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
of  approved  masonry. 

(b'l  Tank*  shall  be  buried  with  top  of  tanks  not  ess 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  he  con¬ 
nected.  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  may  be  buried  under  12  inches  of  earth  and  a 
cover  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
outline  of  tank  in  all  directions:  concrete  slab  to  he  set 
on  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped  in  nlaee 
Tanks  shall  be  completely  encased  with  six  (6)  inches  ot 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  .except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a)  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2x)4-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kept 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onef-fourth  (Vi)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

rc)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  tbe  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8.  Section  5— (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8.  Section  6— (a),  (b),  (c).  (d)  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

fb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot”  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (34)  of  an  inch  of  Portland  cement  plasi- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 

Rule  31.  Instruction  Cards, 

See  Rule  14. 

Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fo>-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  If  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ana 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 

Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 

Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

(c)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabtie  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  com¬ 
monly  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited  ;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance'with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
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1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-2 1  -A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — tBlock  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway.  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21  -S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1 372-2 1  -S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
11 15-22-S —  Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1 184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

141 3- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493- 22- S—  Ballard  Low  Pressure  mechanical  oil  burner, 

approval  of. 

1494- 22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 

approval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

T274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burn  well  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kcnnell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 

1 1 04 -22- S — Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-S A— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  \  alve. 


345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23'SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 

525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-S  A— Buckley  Automatic  F!ectr:c  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 

628-23-SA — Powerlight  oil  heat  burner,  approval  of. 

888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 

1346-23-SA — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 

1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 

1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 

1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 

1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 

1487-23-SA — Schulse  home  oil  burner,  approval  of. 

1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 

1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-S A — Ballard  Domestic  Oil  Burner,  approval  of. 

1 429-23- S A — Kerrihard  Oil  Burner,  approval  of. 

1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 

1515-23- S A — Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

141-2 4-S A — Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  ivill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  March  27,  1924  .  440 

Restored  to  calendar  .  23 


Miscellaneous  Applications. 

Requests  to  reopen  .  38 

Requests  to  amend  .  0 

Requests  for  modification  . 11 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  per. ..it .  4 

Requests  to  install  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  . 1158 

Disposed  of  .  490 

Cases  pending  March  27,  1924  .  668 


DISPOSITION  OF  CASES. 

Withdrawn  .  5 

Dismissed  .  6 

Denied  .  6 

Granted  . 

Granted  on  condition  .  22 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn . 

Rules  approved  .  ■: 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  3 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  .  1 

Requests  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted . 

Request  for  extension  of  permit  denied  . 

Requests  to  install  granted . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . 

Dequests  withdrawn  or  dismissed  . 

Total  .  49 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First ,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th 
ofifices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  c 
failure  to  receive  such  notice  is  no  excuse  for  neglect  1 
appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  o 
all  cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrativ 
official  in  enforcing  his  order;  therefore,'  no  appeal  0 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for. 


1924. 
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I  * 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
;iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases.* 

Minutes  of  Meeting,  Board  of  Appeals,  April  1, 

1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  April  1,  1924. 

Notices  of  Public  Hearings. 

First  Quarterly  Report. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  arm’  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  8,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  15,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  anj*'  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  tbe 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative. official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  April  3,  1924. 

Cal.  No.  Department  Premises  Affected 

475-24-BZ . B.B.Bx.  ..N.  E.  C.  Jerome  &  Morris  aves., 

_  Bx.  N.  B.  508-1924. 

474-24-A . F.D . 254  South  st.,  Man. 

_  L.  C.  18697. 

473-24- A . F.D .  328  E.  150th  st.,  Bronx. 

_  Alt.  574-1923. 

472-24-S . B.B.M.  ..256-260  W.  38th  st.,  Man. 

_  N.  B.  499-1923. 

471-24- A . B.B.B.  ...1084-1108  Wash,  ave.,  Bklyn. 

_  N.  B.  5968-1924. 


470-24- A . F.D .  52-62  Ellery  st.,  Bklyn. 

_  F-41910. 

..F.D . 150-152  Maiden  lane,  Man. 

L.  D.  55981,  55982. 

..H.D . 426  E.  17th  st.,  Man. 

Sanitary  Certificate. 

..F.D . 13  E.  16th  st.,  Man. 

L.  D.  48848. 

..F.D . 110  W.  17th  st.,  Man. 

L.  D.  52629. 

..B.B.M.  ..107  W.  48th  st.,  Man. 

Variation  of  Labor  Law. 

..H.D . 981  Third  ave.,  Man. 

Sanitary  Certificate. 
..B.B.M.  ..47-61  Arden  st.,  Man. 

N.  B.  121-1924. 

.  .B.B.M.  . .  30  W.  58th  st.,  Man. 

Alt.  633-924. 

..F.D . 165  Pine  st.,  Bklyn. 

L.  C.  86724. 

...F.D . 165  Pine  st.,  Bklyn. 

L.  C.  86724. 

...B.B.Q.  ...N.  S.  Warburton  ave.,  bet.  4th 
&  5th  sts.,  Bayside,  Q. 

N.  B.  6896-1924. 

...F.D . N.  W.  C.  2d  st.  &  Polk  st., 

Woodside,  Q.  L.  C.  87112. 
..185-187  E.  Broadway,  Man. 

F-55327. 

. .  102-104  'Greenwich  st.,  Man. 

L.  D.  55010. 
. .  120  Broadway,  Man. 

F-40495. 

.B.B.M.  ...4402-4416  Broadway,  Man. 

N.  B.  87-1924. 

•  F.D .  3486  Bedford  ave.,  Bklyn. 

-  L.  C.  86814. 

452-24-BZ . F.D . 58  Norwood  ave.,  Bklyn. 

L.  C.  85203. 


469-24-S . 


468-24-S . 


467-24-S. 


466-24-S . 


465-24-S . 


464-24-S . 


463-24-BZ. 


462-24-S . 


461-24-BZ. . 


460-24-A . 


459-24-A . 


458-24- A. 


457-24- A. 


436-24-S. 


455-24-A . 


454-24-BZ. . . 


453-24-A .  . 


.F.D. 

.F.D. 

.F.D. 


451-24-A . F.D . 9005  2 ! Sth  pi.,  Queens  Village, 

-  Q.  L.  C.  87090. 

450-24-S . F.D .  79-83  Washington  st.,  Bklyn. 

-  L.  D.  50899-50901. 

449-24-A . F.D . 600  Kent  ave.,  Bklyn. 

-  L.  C.  87363. 

4 4 8-24- A . F.D . 603  E.  16th  st.,  Man. 

L.  C.  23205. 


447-24-A . F.D .  65-67  W.  45th  st.,  Man. 

-  F- 55 6 11. 

446-24-BZ . B.B.Bx.  .2335-2341  Southern  blvd.,  Bx. 

- N.  B.  358-1924. 

445-24-BZ . B.B.B.  ...769-781  Chauncey  st.,  Bklyn. 

-  N.  B.  631-1924. 

444-24-BZ . B.B.M.  ..229-235  E.  85th  st.,  Man. 

-  N.  B.  163-1924. 

443-24-A . F.D . 1  Gerry  st.,  Bklyn. 

- -  Alt.  93-1924. 

442-24-BZ . B.B.M.  ..104-106  Sherman  ave.,  Man. 

- -  Alt.  Applic.  406-1924. 

441 -24- A . F.D . 411  Hart  st.,  Bklyn. 

- ■  L.  F.  55936. 

Restored  to  Calendar. 

1258-23-S . F.D .  336  Lafayette  st.,  Man. 

- -  L.  D.  50717,  50718,  50719. 

1047-23-BZ . B.B.B.  ...92-94  Furman  ave.,  Bklyn. 

-  N.  B.  13636-1923. 

134-23-S . F.D . 171  1st  ave.,  Man. 

L.  D.  23568. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B.  ..• . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H .  Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  8,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

842-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Jorgine  Puschel, 
owner. 

PREMISES — 4318  Verio  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage*  for  the  storage  of  three  (3)  motor  ve¬ 
hicles,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 

1408-23-BZ. 

APPLICANT — Merton  L.  Cushman,  owner. 

PREMISES — 316-320  West  118th  street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

151 6-23-BZ. 

APPLICANT — Andrew  Katzenberger,  owner. 

PREMISES— 8009 ■  95th  avenue,  Woodhaven,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1)  pleasure  motor 
vehicle,  one  space  rented  to  persons  not  residing  on 
the  premises. 


53-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

PREMISES — Northwest  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
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tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

69-24-BZ. 

APPLICANT — Glendale  Grove  Garage,  Inc.,  lessee. 

PREMISES— 4654  Proctor  street,  Glendale,  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

137-24-BZ. 

APPLICANT — James  C.  McLeer,  for  Henry  L.  Walker, 
owner. 

PREMISES — 1787-1795  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

151-24-BZ. 

APPLICANT — John  Josinsky,  owner. 

PREMISES — 10  Woodhull  avenue,  Bayside,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  story  of  an  existing 
building. 

186-24-BZ. 

APPLICANT — Joseph  J.  Moore,  owner. 

PREMISES — 532-538  65th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

231-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Samuel  Himmelstein, 
owner. 

PREMISES — 745-757  Ralph  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

256-24-BZ. 

APPLICANT — Warren  &  Wetmore,  for  New  York  Central 
Railroad  Co.,  owner. 

PREMISES — 51-53  East  42nd  street  and  2-16  Vanderbilt 
avenue,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
of  a  street  wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required  by  the 
zone  resolution. 

261-24-BZ. 

APPLICANT — John  De  Hart,  for  Breslauer  Construction 
Co.,  Inc.,  owner. 

PREMISES — 1973-1979  Honeywell  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

275- 24-BZ. 

APPLICANT— William  F.  Doyle,  for  Albert  Kenning  and 
Joseph  D.  Bliss,  owners. 

PREMISES— 84-92  Maspeth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

276- 24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

PREMISES— 1146-1158  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

284-24-BZ. 

APPLICANT — Walter  B.  Wills,  for  Ellman  and  Rosen, 
owners. 

PREMISES — 162-164  Union  avenue,  Brooklyn. 


TO  PERMI1  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

319-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  455  Seventh  Avenue 
Co.,  Inc.,  owner. 

PREMISES — 459-499  7th  avenue,  163-167  West  34th  street 
and  160-166  West  35th  street,  Manhattan. 

TO  PERMIT  in  a  two-times  height  district  the  erection 
of  the  street  wall  of  a  building  without  a  setback  to 
a  height  exceeding  the  limit  required  by  the  zone 
resolution. 

330-24-BZ. 

APPLICANT — Denis  P.  Healv,  executor  for  the  Estate 
of  Denis  P.  Healy,  owner. 

PREMISES— 725-727  Lincoln  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

260-24-BZ. 

APPLICANT — John  De  Hart,  for  Sobel  Brothers,  lessees. 

PREMISES — 315-319  West  133rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gas  selling  station,  also  for  a 
parking  space  for  more  than  five  (5)  motor  ve¬ 
hicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-23-A — 2nd  to  3rd  avenue,  from  8th  street  to  9th  street, 
College  Point,  L.  I.,  Queens. 

1498-23-A — 32-46  West  23rd  street,  Manhattan. 

1544-23- A — 154  East  70th  street,  Manhattan. 

80-24-A — 603  West  27th  street,  Manhattan. 

83-24-A — 187  Lafayette  street,  Manhattan. 

97-24-A — 141  East  25th  street,  Manhattan. 

105-24-A — 361  Avenue  A,  Manhattan. 

107-24-A — 46-50  Wooster  street,  Manhattan. 

114- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

11 5- 24- A — 130  Osborn  street,  rear,  Brooklyn. 

132-24-A — 61-65  19th  street,  Brooklyn. 

166-24-A — 232-234  East  111th  street,  Manhattan. 
179-24-A — 398-400  Concord  avenue,  The  Bronx. 

183-24-A — 321  Pearl  street,  Manhattan. 

277-24-A — 558-570  West  34th  street,  Manhattan. 

1059-23-A — 49-61  Clymer  street,  Brooklyn. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490- 23- A — 406  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal* 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  8,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  21-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  John  Mc- 
Guinness,  applicant,  on  behalf  of  the 
Ambassador  Hotel  Corp.,  owner,  to 
permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric 
sign;  premises  341-351  Park  avenue, 
Manhattan. 
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CAL.  NO.  22-24-BZ — Application,  January  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Third 
Avenue  Holding  Co.,  Inc.,  owner,  to 
permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Webster 
avenue,  between  201st  street  and  Mo- 
solu  parkway,  south,  The  Bronx. 

cal.  no.  28-24-BZ — Application,  January  8,  1924,  under 
the  building  zone  resolution,  of  Thomas 
A.  Williams,  applicant,  on  behalf  of 
All  White  Wet  Wash  Laundry  Co., 
Inc.,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  of 
an  existing  laundry  building ;  premises 
46  West  98th  street,  Manhattan. 

cal.  no.  1460-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Brooklyn  Realty  Corporation,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1239-1249 
Coney  Island  avenue,  northeast  corner 
.  of  Avenue  I,  Brooklyn. 

cal.  no.  11G5-23-BZ — Application,  October  10,  1923,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  One 
Thirty-Six  Pulaski,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  83-91  Vernon  ave¬ 
nue.  Brooklyn. 

cal.  no.  59-24-BZ — Application,  January  16,  1924,  under  the 
building  zone  resolution,  of  Joseph  Lus- 
tig,  applicant  and  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house ;  premises 
176  Wilson  avenue,  Brooklyn. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  1533-23-BZ — Application,  December  28,  1923,  under 
the  building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  Jaace 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  87-101  Crown  street,  Brook¬ 
lyn. 

cat,,  no.  221-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart.  architect,  on  behalf  of  John 
Sander,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
439-443  East  77th  street,  Manhattan. 


CAL.  NO.  896-19-BZ— Application,  March  25,  1924,  under  the 
building  zone  resolution,  of  S.  J.  Kess¬ 
ler,  on  behalf  of  Michael  J.  Martin  & 
Son,  Inc.,  owner,  reopened  for  a  modi¬ 
fication  of  structural  requirements; 
premises  southeast  corner  of  230th 
street  and  Exterior  street,  The  Bronx. 

William  E.  Walsh,  Chairtnan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  8,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1004-23-S — 42  West  99th  street,  Manhattan. 

19-24-S — 9  East  42nd  street,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

211-24-S — 15  West  50th  street,  Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 

229- 24-S— 7  East  14th  street,  Manhattan. 

230- 24-S — 455-457  6th  avenue,  Manhattan. 

1506-23-S — 45  East  20th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1505-2>3-S — 130  Madison  avenue,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

155-24-S — 251-259  West  36th  street,  Manhattan. 

160-24-S — 70-74  Lafayette  street,  Manhattan. 

265- 24-S — 96-98  Prince  street,  Manhattan. 

266- 24-S — 246-250  Canal  street,  Manhattan. 

264-24-S — 54  East  11th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


CALL  OF  CLERK  S  CALENDAR. 

Tuesday,  April  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

113-24-BZ. 

APPLICANT— Bernhard  A.  Schaeffel,  for  Rose  B.  Schaef- 
fel,  owner. 

PREMISES — 17  Richmond  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

116-24-BZ. 

APPLICANT— The  New  York  Edison  Company,  owner. 

PREMISES— 27  West  47th  street  and  32-34  West  48th 
street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  for  use  as  an  electric 
transforming  station. 

119-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  central  telephone  exchange 
building. 
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123-24-BZ. 

APPLICANT — Joseph  Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners. 

PREMISES— 29-31  13th  street,  College  Point,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 

127-24-BZ. 

APPLICANT — George  F.  Spelman,  for  Fordham  K.  of  C. 
Association,  Inc.,  owner. 

PREMISES — 2605  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  extension 
of  an  existing  club  building  to  the  rear  lot  line, 
entirely  omitting  the  rear  yard  as  required  by  Sec¬ 
tions  12  and  16-b  of  the  zone  resolution. 

140-24-BZ. 

APPLICANT— Levy  and  Berger,  for  Goldinger  Realty  Co., 
owner. 

PREMISES — 617-627  Herkimer  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

176-24-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Giuseppa  Daniele, 
owner. 

PREMISES — 237  East  203rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  in  part  for  business  pur¬ 
poses. 

200-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Subway  Realty  Corp., 
owner. 

PREMISES/— East  side  Jerome  avenue,  161.86  ft.  south  of 
East  204th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

218-24 -iBZ. 

APPLICANT — William  F.  Doyle,  for  Atlas  Sydam  Co., 
Inc.,  owner. 

PREMISES — 109-111  Montgomery  street,  Brooklyn. 

TO  PERMIT  extending  into  a  residence  district  from  an 
unrestricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

239-24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Henrietta  H. 
Woolf,  owner. 

PREMISES — 1465-1469  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

249-24-BZ. 

APPLICANT — William  F.  Doyle,  for  28th  Street  Building 
Corp.,  owner. 

PREMISES — 1260-1268  3rd  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

291-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Michael  Fox,  owner. 

PREMISES — 925-931  Franklin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


301-24-BZ. 

APPLICANT — John  De  Hart,  for  Josephine  J.  Schnur- 
macher,  owner. 

PREMISES— 304-310  East  95th  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  in  a  street  beween 
two  intersecting  streets,  in  which  portion  there  ex¬ 
ists  an  exit  and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

303- 24-BZ. 

APPLICANT — Philip  Steigman,  for  29th  Street  Market, 
Inc.,  owner. 

PREMISES — 206-208  East  29th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
in  part  of  an  existing  public  market  to  a  chicken 
slaughter  house. 

304- 24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Isaac  Wiener,  owner. 

PREMISES— 104-112  Montgomery  street,  Brooklyn. 

TO  PERMIT  extending  into  a  business  district  from  an 
unrestricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

312- 24-BZ. 

APPLICANT— John  De  Hart,  for  Isidore  Berg,  owner. 

PREMISES — 1310-1320  East  loth  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

313- 24-BZ. 

APPLICANT — William  F.  Doyle,  for  James  S.  Lawson  and 
Ellis  Weisker,  owners. 

PREMISES — Northeast  corner  of  Jerome  avenue  and  East 
198th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

335-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Brecher  Building 
Corp.,  owner. 

PREMISES — Southwest  corner  of  5th  avenue  and  Wash¬ 
ington  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  factory  and  office  building 
to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

337-24-BZ. 

APPLICANT — L.  B.  Mapes,  for  Dean-Murray^  Garage  Co., 
owner. 

PREMISES — 619-621  West  152nd  street  and  620-622  West 
153rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1047-23-BZ. 

APPLICANT — William  C.  Winters,  for  Blake  Construc¬ 
tion  Company,  owner. 

PREMISES — 92-94  Furman  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

353-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

PREMISES — East  side  of  East  181st  street,  224.10  ft. 
south  of  East  182nd  street,  The  Bronx. 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

366-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Alfonso  Celentano 
and  Terrace  Realty  Corp.,  owners. 

PREMISES — East  side  Bainbridge  avenue,  10  ft.  south  of 
East  194th  street  and  west  side  Marion  avenue,  7S.42 
ft.  south  of  East  194th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

111-24-A — 97-103  East  Houston  street,  Manhattan. 

120-24-A — 307-311  Borden  avenue,  L.  I.  City,  Queens. 

122-24-A — 35  6th  avenue,  Manhattan. 

134-24-A — 187-193  Lafayette  street,  Manhattan. 

142- 24-A — 75  Hudson  street,  Manhattan. 

199-24-A — 332-344  West  44th  street,  Manhattan. 

222-24- A — 108-116  Clifton  place  and  360-372  Classon  ave¬ 
nue,  Brooklyn. 

238-24-A — 145  East  40th  street,  Manhattan. 

241-24-A — W'est  side  of  Baldwin  street,  600  ft.  north  of 
242nd  street,  The  Bronx. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A— 1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

143- 24-A — West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24-A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  morning,  April  15,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  matters : 
cal.  no.  1301-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Sebas¬ 
tian  Ochs,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
three  (3)  motor  vehicles,  two  (2) 
spaces  rented  tc T  persons  not  residing 
on  the  premises;  premises  1634  Wood- 
haven  boulevard,  Woodhaven,  Queens. 
cal.  no.  1337-22-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles ; 
premises  325-333  McDougal  street, 
Brooklyn. 

cal.  no.  1436-23-BZ — Application,  December  6,  1923,  under 
the  building  zone  resolution,  of  Wm.  F. 
Doyle,  applicant,  on  behalf  of  Fred 
Freidin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Jerome  avenue 
and  East  205th  street,  The  Bronx. 


cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  -building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  56-24-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Dur- 
yea-Flatbush  Stores  Co.,  Inc.,  owner 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  119-147  East 
22nd  street,  Brooklyn. 

cal.  no.  1-24-BZ — Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 
owners,  to  permit  in  a  business  district 
the  change  of  occupancy  from  a  mar¬ 
ket  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1477-1479  Wilkins  avenue, 
The  Bronx 

cal.  no.  1362-23-BZ— Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Ferdi¬ 
nand  Savignano,  architect,  on  behalf  of 
Estate  of  Harmon  W.  Cropsey,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2363-2385 
Cropsey  avenue,  Brooklyn. 

cal.  no.  94-24-BZ — Application,  January  22,  1924,  under  the 
building  zone  resolution,  of  S.  L.  Mal- 
kind,  applicant,  on  behalf  of  James  J. 
Fox  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and 
factory  building  to  a  garage  for  the 
storage  of  five  (5)  motor  vehicles; 
premises  20-22  Wyckoff  street,  Brook¬ 
lyn. 

cal.  no.  908-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes ;  premises 
308  East  173rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  April  15,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
861-23-A— 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

382-23-A — 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 
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977-23-A— Henderson’s  Walk,  1,000  ft.  off  shore,  Coney 
Island,  Brooklyn. 

150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

1560- 23- A— 203-205  West  40th  street,  Manhattan. 

3 78-23- A — 17-65  West  42nd  street,  Manhattan. 

253-24- A — Southwest  corner  of  Riverdale  avenue  and  246th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  April  15,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  152-24-BZ— Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  th« 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1731  Barnes 
avenue,  The  Bronx. 

cal.  no.  64-24-BZ — Application,  January  17,  1924,  under  th« 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 


East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution;  premise?  332-340  East 
84th  street,  Manhattan. 

cal.  no.  1284-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Rose 
Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an  alteration  and  exten¬ 
sion  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  8226  18th  avenue, 
Brooklyn. 

cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C.  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

cal.  no.  1121-23-BZ — Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  April  22,  1924,  at  10  a.  tn. 

Appeals  frotn  Administrative  Orders. 
1336-23-A— 1957  Pitkin  avenue,  Brooklyn. 

1352-23-A — 1589-1607  Ocean  avenue,  Brooklyn. 

1355-23-A — 114  Barrow  street,  Manhattan. 

1434-23-A — 10-24  Dwight  street,  5-21  Delevan  street  and 
14-28  Verona  street,  Brooklyn. 

1519- 23-A — 29-55  Middleton  street,  Brooklyn. 

1520- 23-A — 516-524  Broadway,  Brooklyn. 

1558-23- A — South  side  Jamaica  avenue,  between  185th  street 
and  Farmers  avenue,  Queens. 

1474-23-A — 60  East  191st  street,  The  Bronx. 
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1170-23-A — 2814  Avenue  N,  Brooklyn. 

1183-23-A — 520-528  West  27th  street,  Manhattan. 
1181-23-A — 38  Walker  street,  Manhattan. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1454-23-A — 65  West  Houston  street,  Manhattan. 
1476-23-A— Classon  Point,  500  ft.  east  of  Sound  View 
avenue,  entrance  to  Westchester  Creek, 
The  Bronx. 

300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  153-24-BZ — Application,  January  30,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Herman 
H.  Lucke,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  ‘and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  902-22  60th  street,  southeast 
corner  of  9th  avenue,  Brooklyn. 
cal.  no.  1426-23-BZ— Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Hugo  E. 
Magnuson,  architect,  on  behalf  of  Wil¬ 
liam  Boylehart,  owner,  to  permit  in 
a  residence'  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  sell¬ 
ing  station;  premises  2001-2013  Neck 
road,  northeast  corner  of  Ocean  ave¬ 
nue,  Brooklyn. 

cal.  no.  511-23-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

CAL.  NO.  346-24-BZ— Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  G.  A. 
Boyd,  owner,  to  permit  in  a  business 
district,  also  in  a  street  between  two 
intersecting  streets  in  which  portion 
there  exists  an  exit  and  entrance  to 
a  public  school,  the  alteration  and 
change  of  occupancy  from  an  existing 
public  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  173-177  West  89th 
street,  Manhattan. 

cal.  no.  272-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 


Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  168-24-BZ — Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

cal.  no.  191-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  213-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  R. 
Buchanan,  Jr.,  applicant,  on  behalf  of 
Cross-Bay  Iheatre,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
occupied  for  stores  and  motion  picture 
theatre;  premises  north  side  of  Rocka- 
way  boulevard,  80  ft.  east  of  Wood- 
haven  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  22,  1924,  at  2  p.  in. 

Petitions  for  Variations. 

1548-23-S — 16  West  57th  street,  Manhattan. 

135-24-S — 2067  Broadway,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

290-24-S — 109-113  West  57th  street  and  106-116  West  58th 
street,  Manhattan. 

294-24-S — 47  Great  Jones  street,  Manhattan. 

44-24-S — 218-222  West  34th  street,  Manhattan. 
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130-24-S — 16  West  30th  street,  Manhattan. 
1213-23-S — 231  Mercer  street,  Manhattan. 
1461-23-S — 23  West  20th  street,  Manhattan. 
149-24-S — 20-30  Morton  street,  Brooklyn. 
109-24-S — 171-173  6th  avenue,  Manhattan. 
33-24-S — 22-32  Sheriff  street,  Manhattan. 
49-24-S — 84-94  Broome  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S — 106-108  Fulton  street,  Manhattan. 
134-23-S — 171  First  avenue,  Manhattan. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
269-24-SA — Universe  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

154-24- A — East  side  of  2nd  avenue,  between  41st  street 
and  42nd  street,  Brooklyn. 

883-24-A — 18-22  East  38th  street,  Manhattan. 

1521-23-A — 792  Liberty  avenue,  Brooklyn. 

1525-23-A — 18  Morton  street,  Manhattan. 

1553- 23-A — 3290  Atlantic  avenue,  Brooklyn. 

1554- 23-A — 30-36  Union  avenue  and  11-13  Montrose  ave¬ 

nue,  Brooklyn. 

1556-23-A — 545-565  Flushing  avenue,  Brooklyn. 

34-24-A — 421-425  Livonia  avenue  and  432-442  Junius 
street,  Brooklyn. 

92-24-A— 79  William  street,  L.  I.  City,  Queens. 

110-24-A — 42-52  Nassau  street  and  28-60  Maiden  lane, 
Manhattan. 

147- 24-A — 1490-1496  Herkimer  street,  Brooklyn. 

148- 24-A — 20-30  Morton  street,  Brooklyn. 

175-24-A — 71-79  Otsego  street,  Brooklyn. 

181-24-A — West  side  of  Cropsey  lane,  250  ft.  south  of 
Cropsey  avenue,  Brooklyn. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

387-24-A — 2478  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1049-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner;  How¬ 
ard  P.  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  58  East  190th  street,  The 
Bronx. 

cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,'  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 


motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

Cal.  no.  101-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 
Crooke  McLeer,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
avenue  and  225-231  East  9th  street, 
Brooklyn. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  29,  1924,  aft  2  p.  m. 

Petitions  for  Variations. 

1371-24-S — 148-150  West  46th  street,  Manhattan. 
196-24-S — 21-23  Maiden  lane,  Manhattan. 

258-24-S — 428-430  West  19th  street,  Manhattan. 

2 80-24- S — 102-104  West  38th  street,  Manhattan. 
310-24-S— 22-26  East  14th  street,  Manhattan. 
290-24-S — 183-185  Lexington  avenue,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

245-24-A — 26  Corlears  street,  Manhattan. 

247-24-A — 324-326  East  24th  street,  Manhattan. 
251-24-A— 163  Mercer  street,  Manhattan. 

271-24-A — 35-39  Maiden  lane,  Manhattan. 

285-24-A — 136  Beach  127th  street.  Belle  Harbor,  L.  I., 
Queens. 

293-24-A — 2-20  Keap  street,  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A — 880-890  East  136th  street,  The  Bronx. 
302-24-A — 1077  Intervale  avenue,  The  Bronx. 

146-24-A — 4497  3rd  avenue,  The  Bronx. 

195-24-A — 40  West  25th  street,  Manhattan. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  6,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  no.  281-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  -  Sheinart,  architect,  on  behalf  of 
Goldvine  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  5908-5924 
13th  avenue,  Brooklyn. 

cal.  no.  246-24-BZ — Application,  February  16,  1924,  under 
the  building  zone  resolution,  of  Joseph 
H.  Freedlander,  architect,  on  behalf  of 
The  French  Institute  in  the  United 
States,  owner,  to  permit  in  a  1J4  times 
height  district  the  erection  of  the  street 
wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required 
by  the  zone  resolution;  premises  20-22 
East  60th  street,  Manhattan. 

CAL.  NO.  865-23-1BZ— Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1302-23-A— 445-459  Gerard  avenue,  The  Bronx. 

1376-23- A — 121  Fulton  street,  Manhattan. 

1465-23- A — 401-405  East  91st  street,  Manhattan. 

37-24-A — 558-564  Flushing  avenue,  Brooklyn. 

73-24- A — 118-122  Montauk  avenue,  Brooklyn. 

131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

158- 24-A — 422  Claremont  parkway,  The  Bronx. 

159- 24-A — 132-140  West  125th  street,  Manhattan. 
161-24-A — 70-74  Lafayette  street,  Manhattan. 

178-24-A— 532  East  137th  street,  The  Bronx. 

206-24-A — 405-421  Hudson  street,  Manhattan. 

212-24-A — 729-737  7th  avenue,  Manhattan. 

262-24-A — 128-132  West  46th  street,  Manhattan. 

308- 24-A — 527-531  West  34th  street,  Manhattan. 

309- 24-A' —  22-26  East  14th  street  and  19-23  East  13th 

street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  13,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  744-23-BZ — Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Michael 
Stein,  applicant,  on  behalf  of  Morris 
Schiff,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2839-2847  West  37th  street, 
Brooklyn. 

cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Eisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”  area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 
as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39th 
street,  Manhattan. 

cal.  no.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10928  116th 
street,  Richmond  Hill,  Queens.  i  , 

cal.  no.  1299-23-BZ — Application,  November  13,  1923;  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises ; 
premises  963  Putnam  avenue,  Brooklyn. 
cal.  no.  1300-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  965  Putnam  avenue, 
Brooklyn. 

cal.  no.  84-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing- 
wersen,  architect,  on  behalf  of  Sarah 
F.  Keidanz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  an  existing  building  to  be  used 
on  first  story  for  business  purposes; 
premises  601  West  135th  street,  Man¬ 
hattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
31 1-24- A — 28-30  West  39th  street,  Manhattan. 
3 14-24- A — 1074  Franklin  avenue,  The  Bronx. 
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331-24-A — 508-534  West  212th  street,  Manhattan. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 


397-24-A — 1600  Broadway,  Manhattan. 
424-24-A — 1600  Broadway,  Manhattan. 

338- 24-A — 667  Madison  avenue,  Manhattan. 

339- 24-A — 58-60  William  street,  Manhattan. 
343-24- A — 72  Beekman  street,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  1,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  March  25,  1924,  and 
the  minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  March  25,  1924,  were  approved 
as  printed  in  the  Bulletin,  No.  14,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

150-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Staten  Island  Shipbuilding  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — North  side  Richmond  terrace, 
opposite  Andros  avenue,  Mariners  Harbor,  S.  I., 
Richmond. 

APPEARANCES— 

For  Appellant:  H.  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  April  15,  1924,  at 
2  p.  m.,  pending  inspection  by  fire  department. 


1490-23-A. 

APPELLANT — Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 406  Second  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at 
10  a.  m.,  on  written  request. 


1268-23-A. 

APPELLANT — Eugene  De  Rosa,  for  Jupiter  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — 51-59  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Alexander  J.  McManus. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — ’Laid  over  to  April  29,  1924,  at  10 
a.  m.,  subject  to  action  by  board  of  aldermen. 


1560-23-A. 

APPELLANT — Ernest  Stern,  for  A.  J.  &  A.  Aaront,  les¬ 
see. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 203-205  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Ernest  Stern. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative, 
on  condition  that  no  film  shall  be  stored  in  the 
premises  in  the  meantime. 


3  78i-23- A. 

APPELLANT — E.  P.  Doyle,  for  Apex  Leasing  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 47-t»5  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


253-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Benjamin  'C.  Riley, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — Southwest  corner  of  Riverdale 
avenue  and  West  246th  street,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

ACTION  OF  BOARD — 'Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


108-24-A. 

APPELLANT— B.  Herbert  Smith. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 13-15  College  place,  Brooklyn 
APPEARANCES— 

For  Appellant:  G.  Russell. 

ACTION  OF  BOARD — 'Laid  over  to  April  15,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


1455-23-A. 

APPELLANT — Mark  Ginsberg  Co.,  Inc.,  for  Tuscany 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  6th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Joseph  Hamerman. 

For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent .  0 


1524-23- A. 

APPELLANT— Albert  E.  Kleinert,  superintendent  of  build¬ 

ings,  Brooklyn. 
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SUBJECT— Revocation  of  Permit  No.  11314/22  issued  to 
Joseph  F.  Suessle,  224  St.  Nicholas  avenue,  Brook¬ 
lyn. 

PREMISES  AFFECTED— 803-811  Avenue  P,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— 'Chairman  read  correspondence. 
Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent . ® 


1541-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  J.  G.  Con¬ 
struction  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1439-1459  Ocean  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  George  fcetzoff. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

THE  RESOLUTION : 


(1541-23-A) 

Whereas,  Simplex  Oil  Heating  Corporation,  for  J.  G. 
Construction  Company,  owner,  filed,  December  27,  1923 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  fire  commissioner,  affecting  premises  1439-59  Ocean  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
December  26,  1923,  in  acting  on  Alteration  Application  No. 
1236-23,  reads: 

“3.  Pumps  must  be  of  a  design  approved  by  the 
Board  of  Standards  and  Appeals. 

“7.  Burners  must  be  of  a  design  approved  by  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  192  ft.  7J4  in.  by  93  ft.  4  in.  in  area;  it  is  proposed 
to  provide  a  fuel  oil  burning  installation  to  conform  to  the 
requirements  of  the  fuel  oil  rules,  except  that  the  pumps 
and  burners  are  not  of  a  type  approved  by  the  board,  and 
requests  permission  to  operate  this  installation  for  ninety 
(90)  days,  pending  approval  of  pumps  and  burners. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  (/ranted  for  a  period  of  ninety  (90)  days,  permitting  oper¬ 
ation  of  plant  at  owner’s  risk,  subject  to  consideration  of 
petition  pending  before  this  board  for  approval  of  pumps 
and  burners,  on  condition  that  the  fuel  oil  installation  com¬ 
plies  with  the  fuel  oil  rules  of  the  board  of  standards  and 
appeals  in  all  other  respects. 


1549-23-A. 

APPELLANT — New  York  &  Brooklyn  Casket  Co.,  owner 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 703  Bedford  avenue,  Brooklyn 
APPEARANCES— 

For  Appellant:  Charles  H.  Richters  and  James  A 
Martenhoff. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION : 


(1549-23-A) 

Whereas,  New  York  &  Brooklyn  Casket  Co.,  owner, 
filed,  December  28,  1923,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  703  Bedford  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  8,  1923,  reads: 

“Order  No.  51850-F : 

“1.  Provide  a  brick  wall  not  less  than  18  feet  in 
height  from  Lynch  to  Middleton  Streets,  Sec.  776, 
Greater  New  York  Charter.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  at 
the  east  side  of  Bedford  avenue,  extending  from  Lynch  to 
Middleton  streets,  on  which  is  located  the  plant  of  the 
Brooklyn  Casket  Company,  consisting  of  two  four-story 
non-fireproof  buildings  at  the  front  of  the  lot  and  a  three- 
story  warehouse  at  the  rear,  a  machine  shop,  boiler  room 
and  dry  kilns  structure  at  the  rear  of  the  machine  shop, 
and  two  lumber  piles  and  sheds  at  the  rear;  the  premises 
being  supplied  by  an  auxiliary  tank  containing  75,000  gallons 
of  water ;  and 

Whereas,  appellant  contends  that  all  windows  facing  the 
yard  are  of  steel  frames  and  wire  glass,  except  in  the  brick 
extension ;  that  the  buildings  are  provided  with  sprinkler 
system  and  with  three  6  in.  standpipes  connected  to  two 
15,000  gallon  gravity  tanks,  with  a  fire  pump  and  that  there 
are  two  watchmen  stationed  in  the  yards  with  time  clocks 
and  that  they  have  an  underwriters’  fire  pump  installed  in 
the  engine  room ;  that  there  is  a  fire  hydrant  located  in 
the  yard  on  the  Middleton  street  front  and  that  the  city 
has  a  fire  hydrant  within  15  ft.  of  this  gate  and  that  there 
is  a  city  hydrant  on  Lynch  street  and  that  the  lumber  is 
compactly  stacked  for  their  private  use  solely  and  that 
the  provision  of  the  brick  wall  would  be  a  great  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  fire-fighting  equipment, 
watchman  service,  etc.,  be  maintained ;  that  the  pump  house 
shall  be  painted  red  and  indicated  by  a  metal  sign  in  letters 
not  less  than  eight  inches  in  height,  with  the  words  “FIRE 
PUMP”  securely  fastened  thereon  ;  that  the  door  to  pump 
house  shall  be  kept  unlocked  at  all  times ;  that  no  lum¬ 
ber  pile  shall  exceed  25  ft.  in  height,  closely  stacked, 
and  reserved  to  the  operation  and  conduct  of  the  business 
on  the  premises  exclusively. 


1562-23 -A. 

APPELLANT— National  Seal  Company,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 3601  14th  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Charles  Barrett  and  John  N.  Regan. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative .  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 


Absent:  Mr.  Kerbv  .  1 

THE  RESOLUTION : 

(1562-23-A) 

Whereas,  Charles  R.  Barrett,  for  National  Seal  Co.,  Inc., 
lessee,  filed,  December  21,  1923,  an  appeal,  with  the  board 
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of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  3601  14th  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  52894- 
LF,  dated  December  11,  1923,  reads: 

“1.  Remove  all  obstructions  to  all  sprinkler  heads 
so  as  to  permit  proper  distribution  of  water  in  case  of 
fire  *  *  *.” ; 

and 

Whereas,  the  building  is  fireproof,  six  stories  and  base¬ 
ment  in  height,  200  ft.  by  500  ft.  (irregular)  in  area.  OC¬ 
CUPIED  :  Appellant  occupies  the  basement,  1st  and  2nd 
stories  for  the  manufacture  of  metal  seals,  200  persons ; 

and 

Whereas,  appellant  contends  the  sprinkler  heads  in  ques¬ 
tion  are  24  on  the  1st  story  located  over  conveyors  (2J4  ft. 
in  width)  with  a  clearance  of  three  (3)  ft.,  and  on  the  2nd 
story  there  is  a  3 1/>  ft.  wood  and  glass  passageway  (contain¬ 
ing  no  sprinkler  heads)  obstructing  the  protection  afforded 
by  sprinkler  heads  in  the  office  adjoining  the  passageway. 
Appellant  further  contends  the  conveyors  are  constructed 
mainly  of  leather  belting  which  would  readily  ignite  in 
case  of  fire  and  in  re:  the  partitions  contends  in  the  event 
of  fire  the  glass  would  break  and  the  source  of  obstruc¬ 
tion  would  disappear. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  only  so  far  as  it  affects  that  portion  of  the  premises 
occupied  by  appellant  and  on  condition  that  the1  conduct  of 
business  of  these  tenant  premises  remains(  unchanged. 


1466-23-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Latham  Litho  &  Printing  Co.,  lessee. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southwest  corner  of  Woodside 
avenue  and  Barnett  avenue,  Woodside,  Queens. 
APPEARANCES— 

For  Appellant :  H.  E.  Horwood. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  'Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


(1466-23-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Latham  Litho  &  Printing*  Co.,  filed,  December  11, 
1923,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  southeast 
corner  Woodside  avenue  and  Barnett  avenue,  Woodside, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B.  No. 
99(2-23,  dated  November  22,  1923,  reads : 

“1.  4  in.  standpipe  system  must  be  installed.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  162  ft.  by  264  ft.  (42,768  sq.  ft.)  in  area.  PRO¬ 
POSED  OCCUPANCY :  Lithographing  and  printing,  125 
employees ;  and 

Whereas,  appellant  contends  the  building  is  subdivided 
into  sections  by  terra  cotta  partitions  with  fire  doors  at 
openings ;  it  is  equipped  with  a  sprinkler  system  and  will 
be  under  the  supervision  of  a  watchman. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  any  openings  in  the  westerly 
cross  wall  of  shipping  room  shall  be  provided  with  double 
fireproof  doors,  and  granted  only  so  long  as  the  present  oc¬ 
cupancy  and  use  remain  substantially  unchanged. 


1467-23-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer- 
Co.,  for  Willys-Overland,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 621-531  West  57th  street  and 
518-528  West  58th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  H.  E.  Horwood. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
■CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative .  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION : 


(1467'-23-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Willys-Overland,  Inc.,  filed  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  521-31  West  57th  street  and  518-28  West  58th 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21053- 
C,  dated  November  22,  1923,  reads: 

“1.  Discontinue  the  maintenance  of  a  storage  garage 
on,  these  premises.” ; 
and 

Whereas,  the  fire  department  contends  the  building  in  part 
is  used  for  the  manufacture  of  dry  goods  or  the  sale  of 
dry  goods  in  violation  of  the  code  of  ordinances;  and 

Whereas,  the  building  is  fireproof,  equipped  with  sprinkler 
and  standpipe  systems,  ten  stories  in  height,  150  ft.  by 
200  ft.  in  area.  OCCUPIED  as  follows:  1st  floor,  receiv¬ 
ing  room  and  service,  15  persons;  2nd  fioor,  parts  depart¬ 
ment  and  repair  shop,  40  persons ;  3rd  floor,  storage,  25 
persons;  4th  floor,  dead  storage;  5th  floor,  New  Auto  Paint 
Co.,  25  persons;  6th  floor,  'Gimbel  Bros,  carpet  and  tapestry 
shop,  60  persons;  7th  floor,  Interstate  Mechanical  Labora¬ 
tories,  40  persons ;  8th  floor,  Schweitzer,  importers,  125 
persons;  9th  floor,  clothing  manufacturer,  80  persons;  10th 
floor,  N.  C.  Talking  Machine  Co.  storage  and  office,  60  per¬ 
sons  ;  and 

Whereas,  appellant  contends  there  are  five  stories  inter¬ 
vening  between  the  gasoline  storage  and  any  dry  goods. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  gasoline  storage  sys¬ 
tem  be  maintained,  not  exceeding  a  capacity  of  2,000  gallons, 
and  that  the  use  and  occupancy  of  building  otherwise  remain 
substantially  unchanged. 


78-24-A. 

APPELLANT — Emil  Guterman,  for  Isaac  Bloom,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 52-60  Jackson  avenue,  West, 
Corona,  Queens. 

APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent:  Mi.  Kerby  .  i 

THE  RESOLUTION : 


(78-24-A) 

Whereas,  Emil  Guterman,  for  Isaac  Bloom,  owner,  filed, 
January  18,  1923,  an  appeal,  with  the  board  of  appeals,  from 
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orders  of  the  fire  commissioner,  affecting  premises  512-60 
Jackson  avenue,  West,  Corona,  Borough  of  Queens;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  22,  1923,  read: 

“Order  No.  51680-F: 

“1.  Provide  a  watchman  and  install  an  approved  sys¬ 
tem  of  watchman  time  detectors.  Section  776,  Greater 
New  York  Charter.” 

“Order  No.  51683-F: 

“1.  Provide  a  brick  wall  18  ft.  in  height  on  east 
and  north  side  of  property  line.  Section  776,  Greater 
New  York  Charter.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
Chicago  avenue  and  43rd  street,  Borough  of  Queens,  on 
which  is  located  the  lumber  yard  of  the  owner,  consisting 
of  a  two-story  frame  building,  occupied  as  offices  and  liv¬ 
ing  apartments,  a  cement  storage  shed,  a  one-story  frame 
shed  and  a  two-story  frame  office  and  storage  building  and 
several  lumber  piles,  there  being  an  open  driveway  12  ft. 
wide  extending  through  yard;  and 

Whereas,  appellant  contends  that  the  yard  is  provided 
with  four  40  gallon  water  casks,  that  there  is  no  lumber 
stored  within  20  ft.  of  the  windows  in  the  wall  of  the 
two-story  brick  dwelling  to  the  north  and  that  these  win¬ 
dows  are  on  his  property  line,  taking  light  and  air  from 
his  property,  and  that  to  provide  a  brick  wall  would 
be  a  great  hardship  and  would  practically  confiscate  his 
property  and  that,  as  the  owner  lives  on  the  premises,  the 
watchman  would  be  of  no  advantage. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  two  (2)  12  ft.  driveways  shall 
be  maintained  open  and  unobstructed  from  Jackson  ave¬ 
nue,  with  a  cross  connecting  driveway  not  more  than  20 
ft.  from  rear  lot  line  of  property,  and  an  additional  open 
driveway  from  43rd  street  not  less  than  12  ft,  wide  along 
rear  property  line,  extending  at  least  15  ft.  beyond  the 
rear  of  adjoining  brick  structure;  that  the  lumber  shall 
be  closely  stacked,  no  loose  timber  or  lumber  permitted; 
and  that  the  lumber  stacks  shall  not  exceed  15  ft.  in 
height. 


156-24- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dannenhoffer  Glass  Works,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 385-389  Harman  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  H.  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE1 — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION : 


(156-24-A) 

Whereas,  The  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Dannenhoffer  Glass  Works,  owner,  filed,  Janu¬ 
ary  31,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  385-9 
Harman  street,  Borough  of  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  53148- 
F,  dated  January  11,  1924,  reads: 

1.  Install  a  standpipe  system  in  one  story  building 
385-9  Harman  Street  through  to  Himrod  Street  with 
risers  4  inches  in  diameter  *  * 
and 


Whereas,  the  building  is  frame,  .one  story  in  height,  100 
ft.  by  200  ft.  (15,000  sq.  ft.),  irregular  in  area;  OCCU¬ 
PIED  for  the  manufacture  of  glass,  12  persons;  also  a 
stable  on  premises ;  and 

Whereas,  appellant  contends  that  the  building  is  only  one 
story  in  height,  and  faces  three  streets ;  that  the  only  hazard 
is  a  furnace  heated,  with  fuel  oil  and  that  the  quantities 
of  sand  present  is  more  suitable  to  fighting  a  fire  from 
this  cause  than  water  from  the  proposed  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  storage  of  hay  on  these  prem¬ 
ises  shall  not  exceed  five  (5)  tons,  maintained  in  a  brick 
structure,  located  at  the  front  of  the  building  on  Himrod 
street;  and  that  the  premises  shall  be  restricted  to  the 
conduct  of  the  business  now  in  operation. 


1028-23-A. 

APPELLANT — Rossville  Co.  of  N.  Y.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 78-80  Beach  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenbffim. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative .  0 

Absent  .  0 

THE  RESOLUTION : 


(1028-23-A) 

Whereas,  Rossville  Co.  of  N.  Y.,  Inc.,  lessee,  filed,  Au¬ 
gust  13,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  78-80 
Beach  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
21,  1923,  reads: 

“Order  No.  18936-LC: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917,  as  amended  May  2,  1918,  and  January  21, 
1919,  effective  February  17,  1919.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  43  ft.  2  in.  by  75  ft.  2  in.  in  area  in  the  1st  story 
and  43  ft.  'by  40  ft.  in  area  above ;  OCCUPIED  for  the 
storage  of  alcohol,  10  persons  in  the  entire  building;  and 

Whereas,  appellant  contends  that  there  is  no  manufactur¬ 
ing  process  of  any  kind  transacted  in  the  building;  that 
the  alcohol  is  stored  in  metal  containers  and  that  there  is 
no  heater,  except  a  gas  heater  in  the  office,  and  further 
contends  that  the  present  occupant  has  been  in  the  building 
for  three  years  and  that  a  permit  was  issued  by  the  fire 
department  for  250  barrels  of  denatured  alcohol  and  200 
barrels  of  grain  alcohol. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
18936,  Item  1,  be  and  it  hereby  is  modified,  and  the  appeal 
be  and  it  hereby  is  granted  on  condition  that  the  office  shall 
be  maintained  on  1st  floor,  enclosed  in  fire-retarding  par¬ 
titions  and  ceiling;  that  the  gas  meter  shall  be  installed 
within  the  office  enclosure  at  the  front  of  'building;  that 
there  shall  be  no  open  flame  in  building  other  than  the 
use  of  the  gas  for  light  and  heat  in  the  office;  and  that 
any  heating  plant  in  cellar  shall  be  dismantled  and  re¬ 
moved. 
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1469-23-A. 

APPELLANT — 'Combustion  Engineering  Corp.,  for  Kings 
County  Lighting  Co.,  owner. 

SUBJECT— Application  for  renewal  of  temporary  permit- 
appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 980-884  65th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  George  B.  Elfast. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Granted  renewal  of  temporary 
permit  for  ninety  days  from  date  of  this  action. 
THE  VOTE  TO  GRANT  RENEWAL  OF  TEMPO¬ 
RARY  PERMIT— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 


THE  RESOLUTION : 

(1469-23-A) 

Whereas,  Combustion  Engineering  Corp.,  for  Kings 
County  Lighting  Co.,  owner,  filed,  December  12,  1923,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  880-884  65th  street, 
Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
November  3,  1923,  in  acting  on  Application  No.  1032-23, 
reads : 

“3.  Pumps  must  have  approval  of  Board  of  Stand¬ 
ards  and  Appeals. 

“4.  Burners  must  have  approval  of  Board  of  Stand¬ 
ards  and  Appeals.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Kings  County  Lighting 
Company;  it  is  proposed  to  install  in  the  boiler  house, 
which  is  a  one-story  building,  87  ft.  5J4  in.  by  56  ft.  5J4 
in.  in  area,  two  boilers  and  a  fuel  oil  burning  installation  ; 
the  installation  to  be  made  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals,  except  that  the 

pumps,  which  are  known  as  the  “McGowan  Pumps,”  and 

the  burners,  which  are  known  as  the  “Quinn  Oil  Burners,” 
have  not  been  approved  by  the  board  of  standards  and 
appeals ;  and 

Whereas,  appellant  requests  a  temporary  permit  for 
the  operation  of  the  plant  for  a  temporary  period  of  ninety 
(90)  days,  pending  the  approval  of  the  pumps  and  burners 
by  the  board  of  standards  and  appeals;  and 

Whereas,  the  request  for  temporary  permit  was  granted 
by  the  board  at  its  meeting,  January  8,  1924,  for  a  tem¬ 
porary  period  of  ninety  (90)  days  and  appellant  requested 

a  reopening  of  the  case  and  an  extension  of  this  permit, 
which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  to  permit  the  operation  of  the  plant  for  a  tem¬ 
porary  period  of  ninety  (90)  days,  at  the  owner’s  risk, 
subject  to  inspection  of  burner  and  pump. 


BUILDING  ZONE  CASES. 

1121-23-BZ. 

APPLICANT — John  Jos.  Carroll,  for  Edward  Amato, 
owner. 

SUBJECT^— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 810-816  Classon  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Agnes  M.  Stack. 


ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84th 
Street  Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  “B”  area  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles,  also 
the  omission  of  a  rear  yard  as  required  by  the 
zone  resolution. 

PREMISES  AFFECTED— 332-340  East  84th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Walter  R.  Wise,  Godfrey  M. 

Lahm. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at  2 
p.  m.,  on  written  request  of  applicant. 


89-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Estate  of  Simeon  E. 
Bradley  and  James  F.  McGarry,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Webster  avenue, 
120.18  ft.  south  of  182nd  street,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition:  Alfred  E.  Herz. 

ACTION  OF  BOARD — Laid  over  to  April  15,  1924,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


1284-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Rose  Morizio, 
owner. 

SUBJECT*— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  an  altera¬ 
tion  and  extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 8226  18th  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid. over  to  April  15,  1924,  at  2 
p.  m.,  commissioner  of  parks  to  be  notified  of  date 
of  adjournment. 


640-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Joseph  G.  Marsi- 
cano,  owner. 

SUBJECT— Application  (re:  order  of  firj  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  pleasure  and 
two  commercial  motor  vehicles. 

PREMISES  AFFECTED— 1029  41st  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mesrs.  Beatty,  Boulton,  Kerby  and 


Holland  .  4 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon .  3 

Absent  .  0 

THE  RESOLUTION : 

(640-23-BZ) 


Whereas,  Samuel  Rosenblum,  for  Joseph  C.  Marsicano, 
owner,  filed,  May  23,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
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maintenance  of  a  garage  for  the  storage  of  three  pleasure 
and  two  commercial  motor  vehicles ;  premises  1029  41st 
street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  41st  street  and  40th  street  are 
residence  districts  and  Tenth  avenue  is  a  business  district; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
15,  1923,  Order  No.  78578-C,  reads: 

“1.  Surrender  to  the  bearer  permit  No.  75729  issued 
to  you  on  July  20,  1922,  to  expire  on  July  2,  1923,  au¬ 
thorizing  the  storage  of  5  cars  in  the  garage  conducted 
by  you  on  the  above  premises,  as  it  is  revoked  for  the 
following  reasons : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  6  of  art.  2  of  the  Building  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
New  York  adopted  July  25,  1916,  inasmuch  as  no  exist¬ 
ing  building  designed,  arranged,  intended  or  devoted  to 
a  use  not  permitted  by  this  article  in  the  district  in 
which  such  use  is  located  shall  be  enlarged,  extended, 
reconstructed  or  structurally  altered  unless  such  use  >s 
changed  to  a  use  permitted  in  the  district  in  which  such 
building  is  located.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  22  ft.  5l/2  in.;  occupied  as  a  garage  for  five 
motor  vehicles,  two  of  which  are  commercial  vehicles  used 
in  the  conduct  of  the  owner’s  business;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
and  hereby  is  affirmed,  and  the  application  be  and  it  hereby 
is  denied.  • 


604-23-BZ. 

APPLICANT — Franklin  R.  Bruns,  owner. 

SUBJECT— Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of 
five  (5)  motor  vehicles,  four  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 2320  and  2322  Morris  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  H.  E.  Horwood. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 

(604-23-BZ) 


Whereas,  Jos.  J.  Furman,  for  Franklin  R.  Bruns, 
owner,  filed,  May  16,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  five  (5)  motor 
vehicles,  four  spaces  rented  to  persons  not  residing  on  the 
premises;  premises  2320-2322  Morris  avenue,  Borough  of 
The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Morris  avenue  is  a  residence  dis¬ 
trict  and  East  183rd  street  is  a  business  district;  and 


Whereas,  the  order  of  the  fire  commissioner,  dated  April 
25,  1923,  Order  No.  17550-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  as  an  accessory  use  on  these  prem¬ 
ises.”  ; 

and 

Whereas,  the  existing  buildings  are  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  26 J4  ft. 
and  a  depth  of  31  ft.;  occupied  as  a  garage  for  three  cars 
and  a  framel  building  23  ft.  6  in.  by  17  ft.  occupied  as  a 
garage  for  two  cars,  space  rented  to  persons  not  residing 
on  the  premises ;  and 

Whereas,  the  board  deemed  that,  in  view  of  the  consents 
of  contiguous  and  adjacent  property  owners,  a  temporary 
permit  should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  permitting  the  maintenance 
and  storage  of  five  automobiles  of  the  pleasure  car  type, 
space  for  three  of  which  may  be  rented  to  persons  not 
residing  on  the  premises,  for  a  temporary  period  of  two 
years  from  the  date  of  this  action,  the  garage  to  be  re¬ 
stricted  to  lots  number  11  and  12  of  block  3172. 


1272-23-BZ. 

APPLICANT — William  C.  Cartwright,  for  Louis  W. 
Campbell,  owner. 

SUBJECTS— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  an  electric  sign  on  the 
front  wall  of  a  building. 

PREMISES  AFFECTED — 112  East  75th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  William  C.  Cartwright. 

For  Opposition:  M.  E.  Greenwald  and  Arthur  B. 


Walsh. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  _  6 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION : 

(1272-23-BZ) 


Whereas,  Wm.  C.  Cartwright,  for  Louis  W.  Campbell, 
owner,  filed,  January  21,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  sign  on  the  front  wall 
of  a  building;  premises  112  East  75th  street,  Manhattan; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  75th  street  and  Park  ave¬ 
nue  are  residence  districts  and  Lexington  avenue  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  15,  1923,  in  acting  on 
reads : 

“The  Electric  Sign  application  3244  of  1923,  for  the 
erection  of  an  electric  sign  at  above  location,  cannot 
be  approved  by  this  bureau,  as  -the  building  is  situated 
within  a  residence  district.” ; 
and 

W hereas,  it  is  proposed  to  erect  an  additional  electric 
sign  on  the  front  of  the  existing  garage  building;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied- 
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1388-23-BZ. 

APPLICANT — Seelig  &  Finkelstein,  for  Solomon  Gold¬ 
stein,  owner. 

SUBJECT— Application  fre:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  structures  to  be  used 
for  stone  and  monumental  works. 

PREMISES  AFFECTED — Northwest  corner  of  Sutter 
avenue  and  Pitkin  avenue,  Woodhaven,  Borough  of 
Queens. 

APPEARANCES— 

For  Applicant:  Irving  Seelig. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1388-23-BZ) 


Whereas,  Seelig  &  Finkelstein,  for  Solomon  Goldstein, 
owner,  filed,  November  27,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  structures  <to  be  used  as 
a  stone  or  monumental  works ;  premises  northwest  corner 
Pitkin  and  Sutter  avenues,  Woodhaven,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Pitkin  avenue  and  Sutter  ave¬ 
nue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  10,  1923,  in  acting  on  N.  B.  17029-23, 
reads : 

“1.  Erection  of  bldg,  or  structure  for  stone  or  monu¬ 
mental  works  is  prohibited  in  business  district.” ; 

and 

Whereas,  it  is  proposed  to  occupy  the  premises  as  a  stone 
yard  with  necessary  structures ;  and 
Whereas,  applicant  failed  to  substantiate  the  'basis  of  his 
application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


104-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Estate  of  Charles 
H.  Reed,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 642-650  St.  Claire  place,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition :  Charles  Segal. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(104^24-BZ) 


Whereas,  Louis  A.  Sheinart,  for  Estate  of  Charles  H. 
Reed,  owner,  filed,  January  23,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension,  from 
an  unrestricted  district  into  a  residence  district,  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  motor  ve¬ 


hicles;  premises  642-650  St.  Claire  place,  Manhattan;  and 

Whereas,  a  public  hearing  tVas  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1. 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Riverside  drive  and  Tiemann  place 
are  residence  districts  and  St.  Claire  place  is  an  unrestricted 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  12,  1924,  in  acting  on  N.  B.  Application 

,  reads: 

“1.  The  construction  of  a  public  garage  in  a  resi¬ 
dence  district  is  prohibited  by  the  Building  Zone  Reso¬ 
lution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  four  stories  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  174  ft.  3  in.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles,  a  portion  extending  into 
the  residence  district ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1379-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Franklin  A.  Higgins 
and  John  H.  Perry,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 'West  side  Coney  Island  avenue, 
100  ft.  north  of  Avenue  L,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott  and  Louis  A. 


Sheinart. 

For  Opposition :  Aaron  William  Levy. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Holland  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Connell  .  4 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1379-23-BZ) 


Whereas,  Louis  A.  Sheinart,  for  Franklin  A.  Higgins 
and  John  H.  Perry,  owners,  filed,  November  26,  1923,  an 
application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles , 
premises  west  side  of  Coney  Island  avenue,  100  ft.  north 
of  Avenue  L,  Borough  of  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Coney  Island  avenue  is  a  business 
district  and  Avenue  L  and  East  10th  street  are  residence 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  8,  1923,  in  acting  on  N.  B.  No.  20531- 
23,  reads : 

“Denied — ‘Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  200 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
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Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1047-23-BZ. 

APPLICANT — Wm.  C.  Winters,  for  Blake  Construction 
Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 92-94  Furman  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Newton  G.  Abrutis. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  April  15,  1924,  at  2  p.  m. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  apd  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 


136-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT — Request  to  accept  application  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  of  a  garage  for  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 809  Union  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  written  request  for 
acceptance  of  subject  application  in  lieu  of  reopen¬ 


ing  of  Cal.  No.  762-20-BZ,  previously  denied  by 
the  board.  Application  accepted. 

THE  VOTE  TO  ACCEPT  NEW  APPLICATION— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative .  0 

Absent :  Fire  Chief  Kenlon .  1 


CASE  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case,  where 
notice  of  intention  to  appeal  was  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  offi¬ 
cial  in  the  performance  of  his  duty: 

(1368-23-A) 

Filed  November  24,  1923 — Premises  35  6th  avenue,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Alpha  Novelty  &  Button  Works, 
Inc.  Dismissed  for  lack  of  prosecution. 
THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1368-23-A) 


Whereas,  the  foregoing  appellant  has  filed  with  the  board 
of  appeals  an  appeal  affecting  the  premises  in  question; 
and 

Whereas,  the  appellant  has  failed  to  complete  his  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


Adjourned  1.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  1,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Reville,  Kleinert, 
McDermott  and  Chief  Inspector  Bastress. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  March  18, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  13, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

130-24-S. 

PETITIONER — Irving  Kudroff,  for  16  West  30th  Street 
Co.,  Inc.,  lessee. 

SUBJECT — Varation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 16  West  30th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m. 


44-24-S. 

PETITIONER — John  J.  Dunnigan,  for  Joseph  Harmatz, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
of  superintendent  of  buildings. 


PREMISES  AFFECTED— 218-222  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1213-23-S 

PETITIONER — Charles  B.  Meyers,  for  Moritz  Weil, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 231  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  George  L.  Wills. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1461-23-S. 

PETITIONER — Philip  Steigman,  for  21-25  West  20th 
Street  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 23  West  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Philip  Steigman. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m.,  for  final  disposition. 
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149-24-S. 

PETITlONER^Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Brooklyn  Factory  and  Power  Co.,  Ltd., 
owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 20-30  Morton  street,  Brooklyn. 

appearances— 

For  Petitioner :  H.  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1024,  at 
2  p.  m.,  to  consider  plans  submitted. 


109-24-S. 

PETITIONER — Edward  P.  Doyle,  for  Rhinelander  Real 
Estate  Corp.,  owner.  x 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 171-173  Sixth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


33-24-S. 

PETITIONER— R.  Hoe  &  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 22-32  Sheriff  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m. 


49-24-tS. 

PETITIONER— R.  Hoe  &  'Co.,  owner. 

SUBJECT — ’Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 84-94  Broome  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m. 


626-22-S. 

PETITIONER— Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  William  M.  Smith. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m.,  to  permit  an  examination  of  the  plans  sub¬ 
mitted. 


627-22-S. 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 


PREMISES  AFFECTED— 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  William  M.  Smith. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m.,  to  permit  an  examination  of  the  plans  sub¬ 
mitted. 


1113-22-S. 

PETITIONER — John  J.  Riordan,  for  Vincenzo  Catalano, 
owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  health  commissioner. 

PREMISES  AFFECTED — 1104  Liberty  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  John  J.  Riordan. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1383-23-S. 

PETITIONER — Ferdinand  Savignano,  for  Gioachino 

Acierno,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  health  commissioner. 

PREMISES  AFFECTED — 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

For  Administration:  Inspector  John  S.  McCauley 
‘of  health  department. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1357-23-S. 

PETITIONER — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 35  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Oscar  Goldschlag. 

For  Administration:  Inspector  McPhee  of  bureau 
of  buildings,  Inspector  Maher  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD— Laid  over  to  April  8,  1924,  at  2 


p.  m.,  for  full  vote  of  board. 

OTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Chief 

Inspector  Bastress . . .  7 

Negative:  Air.  Connell  and  Superintendent 

Kleinert  . .  •  •  2 

Absent:  Air.  Kerby,  Superintendents  Reville, 
Moore  and  McDermott .  4 


1505-23-S. 

PETITIONER — Halidon  Realty  Company,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREA1ISES  AFFECTED — 130  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Benjamin  Leavitt. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at  2 


p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Chief  Inspector  Bas¬ 
tress  .  5 

Negative:  Messrs.  Beatty,  Connell,  Holland,  Su¬ 
perintendents  Reville  and  Kleinert  .  5 
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Absent:  Mr.  Kerby,  Superintendents  Moore  and 
McDermott  .  3 


61-24-S. 

PETITIONER — William  F.  Doyle,  for  Douglas  Elliman 
&  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 26  East  55th  street,  Manhattan. 

AP  PE  A  R  AN  CE  S — N  one. 

ACTION  OF  BOARD — Laid  over  to  April  8,  1924,  at  2 
p.  m.,  for  full  vote  of  board, 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Fire  Chief  Kenlon  and  Chief  In¬ 
spector  Bastress . 5 

Negative:  Messrs.  Beatty,  Connell,  Superintend¬ 
ents  Reville  and  Kleinert  _. .  4 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  McDer¬ 
mott  .  4 


1258-23-S 

PETITIONER — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 336  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  22,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken¬ 
lon,  Superintendents  Reville,  Kleinert  and 

Chief  Inspector  Bastress .  9 

Negative  .  0 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  McDer¬ 
mott  .  4 


99-24-S. 

PETITIONER — Richard  Berger,  for  Estate  of  Wm.  R. 
Walker,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 53  Walker  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Richard  Berger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Superintendents 
Reville,  Kleinert,  McDermott  and  Chief  In¬ 
spector  Bastress .  9 

Negative  .  0 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  Moore  .  4 

THE  RESOLUTION: 

(99-24-S) 

Whereas,  Richard  Berger,  for  Estate  of  Wm.  R.  Walker, 
owner,  filed,  January  23,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  require¬ 

ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  53  Walker  street,  Manhattan; 
and 


Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  11,  1924,  in  acting  on  Order  No.  53452-LD,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  cellar  to  3 
feet  above  the  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 
25  ft.  by  92  ft.  in  area  at  the  1st  story  and  25  ft.  by  88  ft. 
in  area  above.  OCCUPIED:  1st  story,  dry  goods  store; 
2nd  story,  leather  storage;  3rd  story,  mfr.  of  dresses,  10 
persons;  4th  story,  mfr.  of  leather  bags,  5  persons;  5th 
story,  mfr.  of  leather  bags,  5  persons.  EXITS :  One  in¬ 
terior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  wooden  partitions  (top  story  fireproof  parti¬ 
tions)  with  wooden  doors  at  the  openings;  a  fire  escape 
on  the  front  of  the  building,  extending  from  the  roof  to 
the  2nd  story,  with  counterbalanced  stair  to  street  and  fire¬ 
proof  windows  along  the  course  thereof ;  ROOFS  of  ad¬ 
joining  buildings  are  at  same  level;  and 

Whereas,  petitioner  contends  that  the  exits  are  ample 
for  the  small  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  any  occupancy  deemed  as  highly  hazardous 
under  the  classification  adopted  in  Bulletin  No.  2  of  the 
Industrial  Code  and  the  proposed  rules  for  stairway  enclo¬ 
sures  now  pending  adoption  by  the  board  of  standards  and 
appeals  shall  be  discontinued  on  or  before  May  1,  1924. 

164-24-S. 

PETITIONER — Samuel  Lessin,  for  Sev  Realty  Corpora¬ 
tion,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 340-342  East  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Lessin,  Moe  Bloom. 
ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Reville,  Kleinert,  McDermott  and 

Chief  Inspector  Bastress .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Moore  3 

THE  RESOLUTION: 

(164-24-S) 

Whereas,  Samuel  Lessin,  for  Sev  Realty  Corp.,  owner, 
filed,  February  1,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  340-42  East  27th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  10,  1924,  in  acting  on  request  for  certificate 
of  occupancy,  reads: 

“3.  Stairs  does  not  extend  to  roof. 

“8.  Passageway  through  building  at  the  rear  and 
facing  26th  Street  intended  for  egress  from  exterior 
stairs  is  not  fireproof  as  required  by  law.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  50  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED :  1st 
story,  garage,  15  persons ;  2nd  story,  baker’s  store  room,  25 
persons ;  3rd  story,  vacant  at  present.  EXITS  :  An  interior 
wooden  stairway  extending  from  the  1st  story  to  the  top 
story,  enclosed  in  wooden  stud,  wire  lath  and  cement  plaster 
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partitions,  with  fire  doors  at  the  openings ;  a  fire  escape, 
witli  fireproof  windows  on  the  course  thereof,  on  the  rear 
of  building,  extending  from  the  roof  to  the  yard,  with 
egress  from  termination  of  the  fire  escape  through  open 
court  and  a  passageway  to  •  street  in  building  under  same 
ownership  to  rear;  ROOFiS  to  east  10  ft.  lower,  to  west 
at  same  level ;  and 

Whereas,  petitioner  contends,  respecting  fireproof  pas¬ 
sageway,  that  it  is  entirely  fireproof,  excepting  the  ceiling, 
which  is  of  heavy  construction  supported  by  iron  beams, 
and  it  would  be  an  unnecessary  hardship  to  fireproof  this 
ceiling ;  respecting  extending  exterior  stairs  to  roof,  contends 
that  the  occupancy  above  the  1st  story  is  light. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  objection  No.  3  on  condition  that  a  double  rung  iron 
ladder  shall  be  provided  from  the  top  story  hall  to  a  scuttle 
in  roof ;  granted  as  to  item  No.  8  on  condition  that  the  open 
court  at  the  termination  of  the  fire  escape  at  yard  level 
shall  be  maintained  clear  and  unobstructed  to  the  open  yard 
at  rear  of  331-3  E.  26th  street  with  egress  therefrom  to 
26th  street  through  unobstructed  passageway;  and  granted 
only  so  long  as  conditions  as  to  occupancy  and  use  otherwise 
remain  unchanged. 


167-24-S. 

PETITIONER — Shampan  &  Shampan,  for  Schuyler  De¬ 
velopment  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 252-258  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Frederick  J.  Faulhaber. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Reville,  Kleinert,  McDermott  and 


Chief  Inspector  Bastress .  10 

Negative  .  0 


Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Moore  3 

THE  RESOLUTION: 

(167-24-S) 

Whereas,  Shampan  &  Shampan,  for  Schuyler  Develop¬ 
ment  Co.,  Inc.,  owner,  filed,  February  2,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  252- 
258  West  37th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  22,  1924,  reads : 

“12.  All  windows  including  the  show  windows  on 
1st,  2nd  and  3rd  floors  should  have  panes  not  greater 
than  720  square  inches  and  should  comply  with  Section 
264  Labor  Law  and  Rule  503  Industrial  Code.” ; 
and 

Whereas,  the  building  is  fireproof,  17  stories  and  mez- 
nine  in  height,  93  ft.  9  in.  by  98  ft.  9  in.  in  area  at  1st 
story  and  93  ft.  9  in.  by  88  ft.  9  in.  in  area  above.  OCCU¬ 
PIED:  1st  story,  stores;  2nd  to  17th  stories,  showrooms 
and  tenant  factory,  100  persons  per  story;  the  building 
being  equipped  with  a  sprinkler  system ;  it  is  proposed  to  in¬ 
stall  in  the  front  windows  of  the  1st,  2nd  and  3rd  stories 
the  following  sizes  of  in.  clear  plate  glass :  1st  story, 
7  ft.  by  9  ft.;  2nd  story  varies  from  3  ft.  8  in.  by  6  ft. 
to  6  ft.  by  10  ft.,  and  the  3rd  story  varies  from  3  ft.  8 
in.  by  6  ft.  to  6  ft.  by'  10  ft.;  and 

Whereas,  petitioner  contends  that  all  other  windows  in 
the  building  will  comply  with  the  requirements  of  the  la¬ 
bor  law;  that  the  windows  on  the  1st,  2nd  and  3rd  stories 


are  used  for  the  display  of  merchandise,  and  to  divide  them 
into  smaller  panes  would  destroy  their  purpose  and  the 
architectural  effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  the  windows  on  the  street  front 
of  the  three  (3)  lower  stories,  on  condition  that  the  sash 
shall  be  glazed  with  plate  glass  not  less  than  J4  in.  in  thick¬ 
ness  and  that  the  frames  shall  be  of  metal;  that  the  center 
sash  in  each  opening  shall  be  made  stationary  and  that  the 
large  sash  of  the  four  (4)  windows  over  the  two  entrances 
shall  be  made  stationary. 


1 80-24- S. 

PETITIONER — Helmle  &  Corbett,  for  Trustees  of  the 
Sailors  Snug  Harbor,  o.wner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 59  East  9th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  F.  Garlichs. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken¬ 
lon,  Superintendents  Reville,  Kleinert,  Mc¬ 
Dermott  and  Chief  Inspector  Bastress .  10 

Absent:  Mr.  Kerby,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Moore..  3 
THE  RESOLUTION: 

(180-24-S) 


Whereas,  Helmle  &  Corbett,  for  Trustees  Sailors  Snug 
Harbor,  owner,  filed,  February  4,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor;  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  59  East  9th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  13,  1923,  reads : 

“Order  No.  51417-LD : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  north  side  of 
building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout, 
leading  to  the  street  *  * 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  26  ft.  by  82  ft.  in  area.  OCCUPIED: 
Basement,  printer,  5  persons ;  1st  story,  carpenter,  2  per¬ 
sons ;  2nd  story,  tailor  shop,  10  persons;  3rd  story,  tailor 
shop,  17  persons;  4th  story,  tailor  shop,  17  persons.  EX¬ 
ITS  :  One  interior  wooden  stairway,  extending  from  the 
1st  story  to  the  roof,  enclosed  in  metal  lath  and  cement 
plaster  partitions,  with  metal  covered  doors  at  the  open¬ 
ings  ;  a  fire  escape  with  fireproof  windows  along  the  course 
thereof,  on  the  rear  of  the  building,  extending  from  roof 
to  yard,  with  egress  from  termination  of  fire  escape,  by 
means  of  an  iron  stairway  to  building  in  rear  and  through 
building  to  street;  ROOF  to  west  same  level,  to  east  18 
ft.  higher;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  from  termination  of  fire  escape  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


1497-23-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Joseph  Bender,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 
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PREMISES  AFFECTED— 162  Boerum  street  (rear), 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  H.  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  'Chief  Ken- 
Ion,  Superintendents  Reville,  Kleinert,  Mc¬ 
Dermott  and  Chief  Inspector  Bastress  ....  10 

Negative  . ;  •  •  0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Moore..  3 

THE  RESOLUTION:  • 

(1497-23-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Joseph  Bender,  owner,  filed,  December  18,  1923, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
162  Boerum  street  (rear),  Brooklyn. 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  9,  1923,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 

lower  termination  of  the  fire  escape  at  the  north  side 

of  building  by  constructing  a  fireproof  passageway 

*  *  *  >» . 

•  > 

and  . 

Whereas,  the  building,  situated  at  the  rear  of  the  lot,  is 
frame,  four  stories  in  height,  25  ft.  by  43  ft.  in  area;  OC¬ 
CUPIED  as  a  tenant  factory,  19  persons  above  2nd  story. 
EXITS:  An  interior  wooden  stairway  extending  from  1st 
to  top  story,  enclosed  in  metal  cohered  wooden  partitions, 
with  fire  doors  at  openings;  a  fire  escape  on  front  of  the 
building  extending  from  top  story  to  yard,  with  fireproof 
windows  along  the  course  thereof,  with  EGRESS  from 
termination  through  door  in  fence  to  adjoining  yard  and 
also  through  hallway  of  front  building;  and 

Whereas,  petitioner  contends  that  existing  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  60  degree  fire  escape  shall  be  maintained 
on  the  front  of  the  rear  building  with  open,  unobstructed 
egress  from  the  termination  through  the  building  on  front 
of  premises  and  through  the  adjoining  yard  to  the  east, 
and  granted  on  the  further  condition  that  the  occupancy  shall 
be  restricted  to  10  persons  on  the  1st  story,  3  persons  on 
the  2nd  story,  12  persons  on  the  3rd  story  and  4  persons 
on  the  top  story. 


1612-23-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Broadway-Thirtieth  Street  Corporation, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
fire  commissioner. 

PREMISES  AFFECTED— 42  West  30th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  H.  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken- 
Ion,  Superintendents  Reville,  Kleinert,  Mc¬ 
Dermott  and  Chief  Inspector  Bastress  ....  10 
Negative  .  0 


Absent:  Mr.  Kerby,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Moore..  3 
THE  RESOLUTION: 

(1512-23-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Broadway-Thirtieth  Street  Corporation,  lessee,  filed, 
December  21,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  a  decision  of  the  fire  commissioner, 
affecting  premises  42  West  30th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  8,  1923,  reads : 

“An  inspection  has  been  made  which  indicates  that 
item  1,  requiring  exit  signs  and  lights  have  not  been 
complied  with.  Relative  to  item  2  the  report  indicates 
further  that  three  windows  on  2nd  story  are  non-fire- 
proof;  8  sections  of  two  large  windows  opening  on  bal¬ 
cony  of  fire  escape  on  3rd  story  are  not  fireproof  and 
one  window  on  3rd  story  underneath  balcony  of  4th 
story  has  not  been  made  fireproof.” ; 

and 

Whereas,  the  building  is  fireproof,  four  stories  in  height, 
65  ft.  by  15  ft.  in  area  (irregular).  OCCUPIED:  1st 
story,  store,  8  persons ;  2nd  story,  ladies’  clothing  sales¬ 
room,  7  persons  (no  factory)  ;  3rd  story,  embroidery,  17 
persons;  4th  story,  embroidery,  6  pers'ons.  EXITS:  An 
interior  fireproof  stairway,  extending  from  1st  story  to 
roof,  with  fire  doors  at  openings ;  a  fire  escape  at  the  front 
of  the  building  with  a  balcony  on  top  story  and  connect¬ 
ing  stairways  to  party  wall  balconies  at  the  2nd  and  3rd 
stories  and  counterbalanced  stair  to  street;  and 
Whereas,  petitioner  contends  that  the  windows  along 
the  course  of  the  fire  escape  are  fireproof,  excepting  one 
on  the  2nd  story,  and  further  contends  that  these  windows 
are  show  windows  and  to  subdivide  them  into  smaller  sec¬ 
tions  would  be  a  detriment  to  the  appearance  of  the  build¬ 
ing. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  fireproofing  of  the  windows  on  the 
course  of  the  fire  escape  only,  on  condition  that  the  win¬ 
dows  on  the  top  story  balcony  shall  be  made  fireproof  with 
sash  glazed  with  plate  or  wire  glass  and  that  a  flame  plate 
shall  be  provided  under  the  top  story  balcony;  and  that 
the  windows  on  the  west  end  of  the  2nd  and  3rd  story 
balconies  shall  be  glazed  with  wire  glass  and  made  self¬ 
closing,  and  granted  as  to  the  show  windows  on  the  east 
and  west  ends  of  the  2nd  story  on  condition  that  they  shall 
be  equipped  with  fixed  sash  glazed  with  plate  glass,  except 
the  centre  panel  on  the  east  end,  which  shall  be  made  self¬ 
closing  ;  that  a  flame  plate  shall  be  provided  under  the 
3rd  story  balcony  extending  at  least  1  ft.  beyond  win¬ 
dow  opening  at  each  end ;  and*  that  the  order  of  the  fire 
commissioner  on  which  the  decision  was  based  shall  be 
complied  with  in  all  other  respects. 


1522-23-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  279  Fifth  Avenue  Corporation,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 279  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  H.  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Superintendents 
Reville,  Kleinert  and  Chief  Inspector  Bas¬ 
tress  .  8 
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Negative:  Fire  Chief  Kenlon  .  1 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 

THE  RESOLUTION: 

(1522-23-S) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  279  Fifth  Avenue  Corporation,  owner,  filed,  De¬ 
cember  23,  1923,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  279  Fifth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  30,  1923,  reads : 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  *  *  *. 

“2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  *  *  *. 

“Note : — Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  balcony  at  2nd  story. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  safe  pasageway  to  street  from  termination  of 
fire  escape. 

“No.  45  degree  stairways  connecting  balconies.”; 

and 

Whereas,  the  building  is  non^fireproof,  five  stories  in 
height,  25  ft.  by  100  ft.  in  area  at  1st  story  and  25  ft.  by 
65  ft.  in  area  above.  OCCUPIED:  1st  story,  store,  2  per¬ 
sons;  2nd  story,  violins,  7  persons;  3rd  story,  umbrglla 
mfr.,  11  persons;  4th  story,  showroom,  3  persons;  5th  story, 
embroidery,  3  persons.  EXITS :  An  interior  wooden  stair¬ 
way  extending  from  1st  to  top  story  with  iron  ladder  to 
scuttle  in  roof,  enclosed  in  fireproof  partitions  with  fire  doors 
at  openings ;  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  main  roof  to  roof  of  2nd  story  extension  and 
a  gooseneck  ladder  from  roof  of  2nd  story  extension  to 
roof  of  1st  story  extension ;  with  EGRESS  from  roof  of 
this  extension  by  stair  to  balcony  of  fire  escape  on  adjoin¬ 
ing  premises;  ROOFS  of  adjoining  buildings  are  one  story 
higher;  and 

Whereas,  petitioner  proposes  to  provide  steps  from  roof 
of  2nd  story  extension  to  connect  with  balcony  of  fire 
escape  on  adjoining  premises  and  contends  there  is  an  iron 
ladder  to  scuttle  in  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  on  condition  that  a  45  degree  fire  escape 
shall  be  provided  and  maintained  on  the  rear  of  the  build¬ 
ing  extending  from  the  roof  to  the  2nd  story  extension  with 
a  60  degree  stairs  from  the  roof  of  the  2nd  story  extension 
to  the  roof  of  the  1st  story  extension  and  with  connecting 
steps  from  the  roof  of  the  2nd  story  extension  to  the  roof 
of  extension  adjoining,  and  from  roof  of  1st  story  extension 
to  roof  of  extension  of  adjoining  premises  to  the  south; 
that  a  doorway  on  the  course  of  this  and  the  adjoining 
fire  escapes  shall  be  maintained  unlocked,  accessible  and 
unencumbered  during  working  hours,  and  granted  so  long  as 
conditions  as  to  occupancy  and  use  otherwise  remain  un¬ 
changed. 


1134-23-S. 

PETITIONER — Rudolph  P.  Miller,  for  Earlington  Realty 

Corp.,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED— 49-55  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Rudolph  P.  Miller. 


ACTION  OF  BOARD — Petition  reopened  and  resolution 


amended. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland.  Fire  Chief  Ken¬ 
lon,  Superintendents  Reville.  Kleinert  and 

Chief  Inspector  Bastress  . .  9 

Negative  . o 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 


THE  VOTE  TO  AMEND  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken¬ 
lon,  Superintendents  Reville.  Kleinert  and 


Chief  Inspector  Bastress  .  9 

Negative  .  o 

Absent :  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 

THE  RESOLUTION: 

(ll'34-23*-S) 


Whereas,  Rudolph  P.  Miller,  for  Earlington  Realty 
Corporation,  owner,  filed,  September  28,  1923,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision 
of  the  superintendent  of  buildings,  affecting  premises  49- 
55  West  27th  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  21,  1923,  reads: 

“4.  Stairs  must  be  properly  enclosed  and  extend  to 
street. 

“6.  The  two  means  of  exit  provided  for  each 
floor  are  not  remote  from  each  other.” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
100  ft.  by  86  ft.  in  area.  OCCUPIED:  Basement,  stores, 
50  persons ;  1st  story  to  10th  story,  offices,  sample  rooms 
and  mfg.,  55  persons  per  story ;  the  means  of  egress 
consisting  of  an  interior  stairway,  extending  from  the 
1st  story  to)  the  roof,  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings ;  an  exterior  stairway  at 
the  center  of  the  building,  extending  from  the  1st  story 
to  the  10th  story  in  the  court  immediately  adjoining  the 
interior  stairs,  with  egress  from  the  foot  of  this  stair¬ 
way  through  ground  floor  corridor  to  street;  two  fire 
escapes  on  the  rear  of  the  building,  one  on  each  side,  with 
egress  from  the  foot  of  the  fire  escape  through  the  cellar 
to  the  street,  the  doors  to  the  exterior  stairway  in  the 
1st  story  opening  into  the  corridor,  the  doors  to  various 
offices  open  in ;  there  being  automatic  sliding  doors  in  each 
story  above  the  1st  story  at  the  openings  to  the  interior 
stair  enclosure ;  there  is  also  in  the  corridor  1st  story  large 
plain  glass  show  windows  of  stores  east  and  west  sides ; 
these  show  windows  have  wooden  frames ;  and 

Whereas,  petitioner  proposes  to  provide  F.  P.  S.  C. 
doors  at  openings  to  interior  stairway  and  contends  that 
the  means  of  egress  from  the  foot  of  the  exterior  stair¬ 
way  is  adequate  and  that  there  are  two  means  of  escape, 
one  through  main  corridor  and  one  through  side  passage¬ 
way;  that  to  alter  the  present  arrangement  of  show  win¬ 
dows  opening  on  the  main  corridor  would  be  a  hardship 
on  the  owner ;  and  that  the  present  exterior  stairs  was 
installed  in  1920  to  provide  additional  means  of  exit ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported : 

REPORT  OF  COMMITTEE  OF  INSPECTION— 

On  December  28,  1923,  a  committee  of  the  Board, 
consisting  of  Chairman  Walsh,  Chief  Kenlon,  Messrs. 
Holland,  Kerby,  Connell,  Boulton,  Superintendent  Re¬ 
ville  and  Chief  Inspector  Heatley  of  the  Bronx  Build¬ 
ing  Bureau  and  Assistant  Engineer  Huber  of  the  Board 
visited  these  premises,  which  are  under  petition  for 
variation  of  the  Labor  Law  requirements. 
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The  petition  was  brought  on  six  objections  from  the 
Superintendent  of  Buildings,  from  1  to  6  inclusive. 
The  petitioner  now  proposes  and  seeks  a  variation  only 
on  Objections  4  and  6. 

Objection  4  requires  stairs  to  be  properly  enclosed 
and  extended  to  the  street.  The  stairs  embracing  the 
passenger  elevator  well  is  enclosed  in  brick  walls  with 
two  openings  to  adjoining  corridors.  The  petitioner 
proposes  to  install  self-closing,  fireproof  doors  at  these 
openings,  thereby  practically  segregating  main  stairs. 
These  main  stairs  terminate  at  street  level  and  in  this 
main  entrance  corridor  the  partition  walls  on  either 
side  now  have  several  large  window  openings,  con¬ 
structed  of  wood  frames,  glazed  with  plain  plate  glass, 
to  stores  in  the  basement  and  1st  story  level.  There 
is  also  in  this  corridor  a  fair  size  cigar  stand. 

On  this,  the  Board  believes  that  if  the  main  entrance 
corridor  is  maintained  unencumbered  and  a  steel  sash 
substituted  for  the  wooden  sash  and  glazed  with  wire 
glass,  a  proper  and  reasonably  safe  condition  will  pre¬ 
vail  and  the  main  stair  condition  can  be  accepted. 

As  to  Item  6,  to  the  rear  of  the  main  stairs  there 
is  an  exterior  iron  stairway,  extending  from  the  top 
story  to  the  basement,  exit  to  which  there  is  provided 
at  each  story  a  passageway  enclosed  with  fireproof 
partition  on  either  side  of  the  interior  stairway,  per¬ 
mitting  separate  egress  by  means  of  this  fire-escape 
distinct  from  the  main  stairway  exit. 

The  Board  believes  that  if  egress  is  provided  by 
means  of  passageway  at  basement  level,  leading  through 
a  runway,  a  reasonable  and  safe  secondary  means  of 
egress  is  provided. 

On  compliance  with  the  foregoing  recommendations, 
the  Committee  recommends  the  granting  of  this  peti¬ 
tion. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  ICENLON, 

HENRY  L.  CONNELL, 
ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND, 

JOHN  C.  KERBY, 

P.  J.  REVILLE. 

December  31,  1923. 

Whereas,  this  petition  was  granted  by  the  board  on  cer¬ 
tain  conditions,  and  petitioner  requested  a  modification  of 
these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  recommendations  set  forth  in  the  report  of 
the  committee  of  inspection  shall  be  complied  with,  and 
granted  as  to  Item  No.  4  on  condition  that  the  cigar  stand 
or  any  other  encumbrance  in  the  main  entrance  hall  shall 
be  removed  and  that  a  steel  or  kalamein  sash  and  frame 
of  similar  dimensions  to  existing  wooden  sash  and  glazed 
with  wire  glass  shall  be  substituted  for  the  present  wooden 
sash  in  the  partition  walls  of  the  entrance  corridor,  and 
granted  as  to  Item  No.  6  on  condition  that  the  rear  exterior 
iron  stairway  shall  be  maintained  from  the  top  story  to  the 
basement,  egress  from  which  shall  be  through  _  freight  en¬ 
trance  independent  of  the  main  entrance  and  said  basement 
passageway  to  be  cut  off  from  the  main  corridor  by  self¬ 
closing  fireproof  doors  and  that  the  window  at  the  basement 
story  level  in  the  rear  stair  enclosure  shall  be  built  up 
with  masonry,  and  that  the  openings  to  interior  stairway 
on  each  story  shall  be  equipped  with  self-closing  fireproof 
doors  separating  said  corridors  from  the  main  stair  well ; 
and  granted  on  further  condition  that  the  factory  occupancy 
shall  not  exceed  25  per  cent  of  the  floor  area  in  accordance 
with  the  requirements  of  the  building  zone  resolution. 


134-23-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  A.  Reder,  lessee. 

SUBJECT — Application  for  reopening — variation  of  labof 
law  as  cited  in  order  of  fire  commissioner. 


PREMISES  AFFECTED— 171  1st  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  H.  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  April  22,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Connell,  Boulton,  Holland,  Fire  Chief  Ken- 
Ion,  Superintendent  Reville  and  Chief  .In¬ 


spector  Bastress  .  8 

Negative:  Superintendent  Kleinert  .  1 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1390-22-SA. 

PETITIONER— G.  S.  MacFarland. 

SUBJECT — Approval  of  Oliver  Oil-Gas  Burner. 
APPEARANCES— 

For  Petitioner :  Leslie  F.  Smith. 

ACTION  OF  BOARD — Petition  restored  and  placed  on  re¬ 
serve  calendar,  pending  report  of  committee  of  in¬ 


spection. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken- 
Ion,  Superintendents  Reville,  Kleinert  and 

Chief  Inspector  Bastress  .  9 

Negative  . 0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 


62-24- S  A. 

PETITIONER— William  F.  Doyle. 

SUBJECT — Approval  of  The  Kleen-Heet  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  M.  Ort. 

ACTION  OF  BOARD— Petition  placed  on  reserve  calen¬ 
dar,  pending  report  of  committee  of  inspection. 

CASE  DISMISSED. 

Variation  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  case, 
where  notice  of  intention  to  petition  was  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers  have 
not  been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

( 1523-23- S ) 

Filed  December  23,  1923— 'Premises  98  East  Broadway,  Man¬ 
hattan.  Order  of  the  fire  commissioner, 
labor  law.  Petitioner,  Morris  Wisoff.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  RESOLUTION: 

(1523-23-S) 

Whereas,  the  foregoing  petitioner  has  filed  with  the 
board  of  standards  and  appeals,  petition  affecting  the  prem¬ 
ises  in  question;  and 

Whereas,  the  petitioner  has  failed  to  complete  his  papers, 
though  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 

THE  VOTE—  _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Fire  Chief  Ken- 
Ion,  Superintendents  Reville,  Kleinert  and 

Chief  Inspector  Bastress .  9 

Negative .  0 

Absent:  Mr.  Kerby,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  4 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 
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PROPOSED  AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES-RULES  RELATING  TO  SUBSTANDARD 


(Cal.  No.  414-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings ;  Rule 
3  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79- f ;  adopted 
and  effective  July  30,  1914 

Rule  380. — When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
fire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
the  Commissioner  of  Labor,  to  prevent  their  use  as  means 
of  egress,  and  provided  that  such  fire  escapes  are  maintained 
in  good  repair. 

Note. — The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
not  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
be  placed  a  sign,  with  letters  eight  inches  high,  reading 
“THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
be  permitted  at  these  opening  .] 

3-  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

((I)  Fire  Escapes  All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  the  La¬ 
bor  Law,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  in  guides  from  the  loivcst  balcony  to  ground 
may  be,  provided Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 
When  such  substandard  fire  escapes  are  located  in  any 
court  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin¬ 
ing  yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining^  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairways— All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Boaid  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed’  halls 
are  ptoperly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

if)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subdivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  between 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  properly  painted,  and  access  thereto  and  all  passageways 
thereof  shall  be  maintained  unobstructed. 

.  (e)  N°  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 
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PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  8,  1924,  at  2  p.  m.,  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below;  [J  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Law,  §  79 -b ;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  floor,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule:  . 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
ouilding,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  _  . 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  .nches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  _  _  . 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Lazo,  §79-a  to  79-f;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3, — ,jn  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 


Rule  2.— Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,,  and  shall  be  determined  as  follows : 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class : 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


or 


Linoleum  works 
Metals  (with  enameling 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  di 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class :  I  i 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 
The  Board  shall  rule 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  '.in¬ 
cluding  pulverizing) 

Straw  goods 
Varnish 
Woodworking  (with  dipping 
or  varnishing) 

upon  new  occupancies  as  they 


arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required. — Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stories 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 

sides  by  partitions  of  fire-resisting  material  extending  con- 
• 

tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 

Stories  - 

i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

Contents 

3 

of  low  hazard 

I 

No  sprinkler 

Sprinkler 

|  No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Five 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
in  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
with  fire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor.  Exterior  windows 
within  thirty  (30)  feet  of  non-fireproof  structures  shall 
be  fireproof  windows.  Skylights,  unless  provided  with 
wired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
substantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma¬ 
terial  at  least  four  (4)  inches  thick,  unless  the  partition 
extends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
buildings  in  which  the  contents  are  classified  as  of  high 
hazard,  the  stairways  shall  not  be  required  to  be  enclosed 
where  a  horizontal  exit,  as  defined  in  section  267  of  the 
Labor  Law,  is  provided  on  all  floors  and  the  stairways 
serving  as  required  exits  on  each  side  of  the  horizontal 
exit  are  remote  from  the  horizontal  exit,  provided  that 
either  an  approved  fire  alarm  signal  system  conforming 
to  rules  of  the  board,  is  installed  in  the  building  and  fire 
drills  substantially  conforming  to  rules  of  the  board  are 
held,  or  an  approved  sprinkler  system  conforming  to  rules 
of  the  board  is  installed. 

Rule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory 

building  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways’’  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3. — Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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FIRST  QUARTERLY  REPORT 

City  of  New  York 
Board  of  Standards  and  Appeals 

WILLIAM  E.  WALSH.  CHAIRMAN 
MUNICIPAL  BUILDING 

April  8,  1924. 

Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 

Sir:— I  have  the  honor  to  submit  for  your  information  the  first  quarterly  report  of  the  Board  of  Appeals 
and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  March  31,  1924,  which  is  set  forth  as 

follows : 

CASES  FILED  AND  PENDING,  1924. 


FIRST  QUARTER. 


Appeals  from  Administrative  Orders  - ; . . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . # . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . . . 

Reopened  and  Restored  to  Calendar  . 

Miscellaneous  Docket  . . . 

Total  1924  Cases  . 

Cases  pending  December  31,  1923  . 

Total  Cases  filed  and  pending  during  First  Quarter 


SUMMARY. 


200 

154 

94 

13 

3 

23 

68 

555 

627 

1182 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  March  31,  1924 
Restored  to  calendar  . 


Miscellaneous  Applications. 

Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  . 

Administrative  requests . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  March  31.  1924  . 


38 

0 

11 

1 

9 

4 

2 

1 

2 

1182 

490 


DISPOSITION  OF  CASES. 


Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  or  rescinded  . . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . . . . 

Requests  to  amend  denied . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  - ; . 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . . . . . . . 

Requests  withdrawn  or  dismissed  . 

Total  . 


51 

69 

64 

4 

227 

0 

0 

6 

1 


33 

3 
0 
C 

10 

1 

1 

0 

8 

1 

4 
0 
2 
0 
0 
1 
2 
2 

49( 
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FIRST  QUARTERLY  REPORT 


MEETINGS  OF  THE  BOARDS. 


Board  of  Appeals  .  18 

Inspections  . .  9 


Board  of  Standards  and  Appeals  .  12 

Inspections  .  o 


Combined  Total  of  Meetings  . . .  30 

Combined  Total  of  Inspections  .  9 


DISPOSITION  OF  CASES. 

Pending  from  1923. 


Cases 

Pending 

A 

BZ 

s 

SA 

SR 

Reserve 

Calendar 

Total 

Both  Boards 

December  31,  1923  . 

208 

167 

92 

26 

5 

129 

627 

Disposed  of  1st  Quarter  . . . 

157 

123 

68 

*17 

5 

000 

370 

Balance  Pending  . 

51 

44 

24 

9 

0 

129 

257 

* Placed  on  1924  Reserve  Calendar. 

Code:  A — Appeals  from  Administrative  Orders.  BZ — Applications  under  Building  Zone  Resolution.  S — Petitions  for  Variations  of 
Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules. 


BOARD  OF  APPEALS. 

Disposition  of  1924  Cases. 


Docket 

A 

BZ 

Miscellaneous 

Docket 

Total 

Both  Boards 

Cases  Filed  and  Restored  1st  Quarter  . 

.  206 

161 

49 

416 

Disposed  of  . 

12 

49 

90 

Cases  Pending  March  31,  1924  . 

149 

00 

326 

BOARD  OF  STANDARDS  AND  APPEALS. 

Disposition  of  1924  Cases. 


Docket 

s 

SA 

CD  Miscellaneous 
Docket 

Total 

Both  Boards 

Cases  Filed  and  Restored  1st  Quarter  . 

.  102 

14 

4  19 

139 

Disposed  of  . 

.  26 

00 

2  19 

47 

Cases  Pending  March  31,  1924  . 

14 

2  00 

92 

RECAPITULATION. 


Total  1924  Cases  Filed,  Restored,  Etc.,  1st  Quarter  .  555 

Total  1924  Cases  Disposed  of  by  Both  Boards  .  137 

Total  1924  Cases  Pending  March  31,  1924  .  418 

Balance  Pending  from  1923  .  257 

1923  Cases  Placed  on  1924  Reserve  Calendar  .  17 


Grand  Total  Pending,  beginning  2nd  Quarter  .  692 


MONEYS  RECEIVED. 


Slihsrrintirmc  tn  Rnllptin  . 

Tritsl  fPoirl  tr*  T'tn  '1  mhprl  in  ^  1  Oiiartpr  .  . 

*  A  ^  . .  .  'T'-' 

ir*’  ’ 

Respectfully  submitted, 

WILLIAM  J.  O’GORMAN,  Secretary.  •  WILLIAM  E.  WALSH,  Chairman. 


RULES  ADOPTED 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Labora¬ 
tories,  Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mu¬ 
tual  Laboratories  of  Boston,  or  other  recognized  standard 
laboratory ;  and  all  valves  shall  be  approved  and  meet  the 
test  prescribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firms  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 

bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securely  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  addrss  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  I  he  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 

trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  .  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer.  jf 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc-  1 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

16.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
by  not  less  than  two  3/ 1 6  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  may  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

18.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  in  a  similar  place  where  the  control  box  is  subject  to 
injury  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  by  heavy  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  they  may  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  cable  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand- 
and  approved  conduit  not  less  than  Yi  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanent  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard  forms 
may  be  employed  for  this  purpose.  In  every  case  supports 
must  be  provided  at  points  sufficiently  numerous  to  prevent 
sagging.  Pipe  straps  (if  used)  must  be  of  metal  of  sufficient 
thickness  to  insure  a  permanent  fastening  and  must  be  thor¬ 
oughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made_  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests: 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (1)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 


L  /.A  ’  7  •  s  test’  sha11  be  caPable  of  shutting 

oft  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
snail  be  as  indicated  in  the  preceding  test. 

•  Valve  bodies  shall  be  strong  enough  to  withstand 

'from  fkage’  onebundred  (100)  pounds  pressure  applied 
f  om  either  end  with  the  other  end  closed.  In  this  test 
ic  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water.  indicated 

\lie  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut 

of  the  fus*h10Ur1lVibrati0-  °r  c°ncussion-  The  construction 
of  he  fusible  link  connections  shall  be  so  designed  and  made 

tiat  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

ci  ^iPu  The  entire  process  of  manufacture  of  the  valves 
!hlu  P  subJcct  to  inspection  and  review  and  each  valve 
all  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
ot  their  ability  and  facilities  to  properly  carry  out  said 
tests. 


•  1  j  VaIves  and  operating  mechanism  shall  be  so  de¬ 

signed  and  constructed  that  they  will  withstand  deteri¬ 
orating  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 


Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris¬ 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  poinf  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 

A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  .doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 

otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors,  | 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door. 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


CONCRETE  RULES 

USE  OF  FIYDRATED  LIME  IN  CONCRETE. 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-154-3 

cement. 

Mix,  4  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2-4 

cement. 

Mix,  5  pounds 

of 

hydrated 

lime 

per 

bag 

of 

1-2J4-5 

cement. 

Mix,  6  pounds 

of 

hydrated 

lime 

per 

bag 

of 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port 
land  cement  shall  be  well  mixed  while  dry. 


Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 
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AMENDMENTS  TO  FUEL  OIL  RULES.  CONSTRUCTION  AND  INSTALLATION  OF  OIL 
BURNING  EQUIPMENT  AND  STORAGE  AND  USE  OF  OIL  IN  CONNECTION  THERE- 
WITH.  ADOPTED  BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JAN.  18,  1924. 


Rule  1.  Definition. 

1  he  term  "fuel  oil”  under  these  rules  includes  any 
liquid  or  mobile  mixture,  substance  or  compound  derived 
from  or  including  petroleum,  which  does  not  emit  an 
inflammable  vapor  below  a  temperature  of  one  hundred 
and  thirty-five  (.135)  degrees  Fahrenheit,  when  tested  in 
a  Tagliabue  or  Pensky-Martens  closed  cup  tester;  and 
such  oil  shall  be  classified  as  either  Grade  A  Fuel  Oil  oi 
Grade  B  Fuel  Oil. 

(a)  Grade  A  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flashpoint  of  not  less  than  one 
hundred  and  fifty  (150)  degrees  Fahrenheit  when  tested 
in  a  Tagliabue  or  Penskyi-Martens  closed  cup  tester. 

(b)  Grade  B  Fuel  Oil  Shall  Include: 

All  oil  used  for  fuel  purposes  under  these  rules  which 
shall  show  a  minimum  flash  point  of  not  less  than  one 
hundred  and  thirty-five  (135)  degrees  Fahrenheit  when 
tested  in  a  Tagliabue  or  Pensky-Martens  closed  cup  tester. 

GRADE  A  FUEL  OIL. 

Rule  2.  Manner  of  Storage  for  Grade  A  Fuel 
Oil. 

Fuel  oil,  to  be  used  for  commercial,  heating  and  power 
purposes,  shall  be  at  all  times  contained  in  metal  tanks 
with  all  openings  or  connections  through  the  tops  of  the 

tanks. 

Rule  3.  General  Location  of  Tanks  for  Grade  A 
Fuel  Oil. 

(a)  In  all  buildings  fuel  oil  storage  tanks  shall  be 
buried  below  the  floor  of  the  lowest  story  or,  if  in  the 
judgment  of  the  Superintendent  of  Buildings  the  burial 
of  tanks  is  not  practicable  by  reason  of  soil,  foundation 
or  structural  conditions,  the  tanks  may  be  placed  in  the 
lowest  story,  subject  to  the  requirements  hereinafter 
set  forth. 

(b)  Along  the  line  of  subways  no  tank  shall  be  placed 
within  twenty  (20)  feet  of  wall  separating  building  from 
subway  and,  if  practical,  tanks  shall  be  placed  in  a  lower 
position  than  the  roadbed  of  subway. 

Rule  4.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  Above  Ground. 

(a)  Where  tanks  cannot  be  buried  and  are  located  in 
the  lowest  story  of  any  building,  they  shall  be  placed  in 
an  enclosure,  the  walls,  floor  and  roof  of  which  shall  be 
constructed  of  reinforced  concrete  not  less  than  eight  (8) 
inches  in  thickness,  or  of  twelve  (12)  inches  of  masonry 
and  of  dimensions  six  (6)  inches  greater  on  all  sides  than 
the  outside  dimensions  of  the  tank. 

(b)  The  walls  of  the  enclosure  shall  be  carried  up  to 
a  height  not  less  than  one  (1)  foot  above  the  tank  and 
roofed  over  with  reinforced  concrete  or  similar  fireproof 
construction  capable  of  sustaining  a  load  of  three  hun¬ 
dred  (300)  pounds  per  square  foot. 

(c)  The  roof  of  every  enclosure  shall  contain  a  man¬ 
hole  with  fireproof  cover  properly  weighted,  but  not 
fastened,  placed  immediately  above  the  manhole  in  the 
top  of  the  tank. 

(d)  A  space  of  at  least  two  (2)  feet  shall  be  main¬ 
tained  between  the  top  of  the  roof  of  the  enclosure  and 
the  ceiling  immediately  above. 

(e)  The  space  surrounding  the  tank  formed  by  the  en¬ 
closure  walls  and  roof  shall  be  completely  filled  with  dry 
upland  sand  or  earth  well  tamped. 

(f)  ^Not  more  than  one  tank  shall  be  placed  in  an  en¬ 
closure. 

(g)  In  non-fireproof  or  frame  buildings  the  total 
storage  capacity  of  tanks  shall  not  exceed  five  thousand 
(5,000)  gallons,  except  as  stated  in  subdivision  “h.” 


(h)  In  any  building,  if  tanks  properly  enclosed  or 
covered  as  above  required  are  located  in  a  fireproof  or 
detached  room  which  is  cut  off  from  the  rest  of  the 
building  vertically  and  horizontally  in  an  approved  man- 
nei  and  if  such  room  is  adequately  ventilated  to  the  out¬ 
side  air,  the  total  storage  capacity  shall  not  exceed  fifty 
thousand  (50,000)  gallons,  with  an  individual  tank  ca¬ 
pacity  of  not  exceeding  twenty  thousand  (20,000) 
gallons. 

Section  2.  Inside  Buildings  Below  Ground. 

(a)  When  a  tank  is  buried  below  a  building  its  ca¬ 
pacity  may  be  increased  one  hundred  (100)  per  cent 
above  that  allowed  for  an  inside  tank  as  established  in 
connection  with  buildings  of  such  construction  as  specified 
in  Rule  4,  Section  1  (g)  and  (h). 

(b)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected, 
with  the  tops  of  the  tanks  not  less  than  two  (2)  feet 
below  the  surface  of  the  ground;  or,  in  lieu  of  the  two 
(2)  foot  cover  of  earth,  tanks  may  be  buried  under  twelve 
(12)  inches  of  earth,  well  tamped,  covered  by  at  least 
six  (6)  inches  of  concrete  which  shall  extend  at  least 
one  foot  beyond  the  horizontal  outline  of  tanks  in  all 
directions.  Where  necessary  to  prevent  floating,  tanks 
shall  be  securely  anchored. 

(c)  tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  'Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  con¬ 
crete  where  soil  conditions  require. 

Section  3.  Outside  of  Buildings  Above  Ground. 

(a)  Where  vertical  tanks  of  one  hundred  and  fifty 
thousand  (150,000)  gallons  capacity  or  less  are  located 
outside  of  buildings  and  placed  above  ground,  the  tanks 
shall  be  not  less  than  one  and  oner-fourth  (1J4)  tank 
diameters,  and  in  no  case  less  than  ten  (10)  feet,  from 
the  line  of  adjoining  property,  or  the  nearest  building 
or  adjacent  tank. 

(b)  Where  horizontal  tanks  are  located  outside  of 
buildings  and  placed  above  grounds,  the  tanks  shall  be 
not  less  than  one  and  one-quarter  (1  %)  tank  diameters 
measured  from  the  end  of  the  tanks  and  not  less  than 
two  (2)  tank  diameters  measured  from  the  side  of  the 
tanks,  and  in  no  case  less  than  ten  (10)  feet  from  the  line 
of  adjoining  property,  or  the  nearest  building  or  adjacent 
tank. 

(c)  Where  existing  outside  above  ground  storage 
tanks  have  been  placed  closer  together  than  one  and  one- 
quarter  (1  tank  diameters,  a  fire  wall  shall  be  built 
to  a  height  of  at  least  two  (2)  feet  above  the  height  of 
the  highest  tank  completely  separating  the  tanks  for  their 
full  diameters  or  lengths. 

(d)  Tanks  placed  above  ground  shall  be  set  on  firm 
foundations  and,  if  elevated,  their  supports  shall  be  con¬ 
structed  of  fireproof  materials.  All  tanks  shall  be  elec¬ 
trically  grounded. 

Section  4.  Outside  of  Buildings  Below  Ground. 

(a)  Tanks  shall  be  buried  underground  below  the 
level  of  any  piping  to  which  they  may  be  connected,  with 
the  tops  of  the  tanks  not  less  than  two  (2)  feet  below 
the  surface  of  the  ground;  or,  in  lieu  of  the  two  (2)  foot 
cover  of  eartk,  tanks  may  be  buried  under  twelve  (12) 
inches  of  earth,  well  tamped,  covered  by  at  least  six  (6) 
inches  of  concrete,  which  shall  extend  at  least  one  foot 
beyond  the  horizontal  outline  of  tanks  in  all  directions. 
Where  necessary  to  prevent  floating,  tanks  shall  be  se¬ 
curely  anchored. 

(b)  Tanks  shall  be  set  on  concrete  or  metal  cradles 
which  shall  be  placed  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  tamped.  Tanks 
shall  be  completely  encased  with  six  (6)  inches  of  concrete 
where  soil  conditions  require. 
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Rule  5.  Material  and  Construction  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  OiL 

Section  1.  Cylindrical  Tanks  (except  vertical  tanks 
located  outside  of  Buildings  above  Ground). 

(a)  All  tanks  for  the  storage  of  fuel  oil  shall  be  built 
of  steel  plates  made  by  the  Open  Hearth  Process  and 
known  to  the  trade  as  "lank  Steel.  Same  shall  be  tree 
from  physical  imperfections,  such  as,  laminations,  cracks, 
etc.  All  steel  must  be  new,  in  good  condition  and  free 
from  rust.  The  thickness  of  steel  required  and  the  size 
and  spacing  of  rivets  shall  be  as  stated  in  the  table  given 
below. 

(b)  All  tanks  must  be  welded,  riveted  and  caulked, 
or  riveted  and  welded.  I'langes  or  other  pipe  connections 
may  be  welded.  All  caulking  shall  be  done  with  round 
nose  tools  and  without  injury  to  the  plates. 

(c)  Thickness  of  cylindrical  tanks.  _ 

Tanks  36  in.  in  diameter  and  less — J4  in.  shell,  1Q. 
heads. 

Tanks  37  to  72  in.  in  diameter — J4  in.  shell,  5-16  in. 

heads. 

Tanks  73  to  120  in.  in  diameter — 5/16  in.  shell,  in. 
heads. 

Tanks  over  120  inches  in  diameter  to  be  of  in.  steel 
and  to  be  stiffened  by  angle  rings  or  equivalent  members 
so  as  to  retain  their  cylindrical  form. 

(d)  All  cylindrical  tanks  shall  preferably  be  built 
with  dished  heads.  Should  the  owner  desire  to  use  flat 
heads,  these  flat  heads  must  be  braced  in  the  same  man¬ 
ner  as  described  for  the  bracing  of  flat  sides  of  rectangu- 

Icir  tciiiks. 

(e)  Diameter  and  Spacing  of  Rivets.  . 

Riveting  in  single  lap  seams  shall  not  exceed  a  pitch 

as  follows:  ..  .  .  .  ..  , 

In  shell  %  in.  thick,  s/s  in.  diameter  rivets  2 %  in.  pitch. 

In  shell  51-16  in.  thick,  %  in.  diameter  rivets  2Ms  in. 

pitch-  ....  .  .  • 

In  shell  Vi  in.  thick,  &  in.  diameter  rivets  2 in. 
pitch. 

Section  2.  Rectangular  Tanks. 

(a)  All  rectangular  tanks  shall  be  built  of  steel  plates 
of  the  quality  before  mentioned  for  cylindrical  tanks,  and 
of  a  thickness  of  not  less  than  5-16  of  an  inch. 

(b)  Corners  may  be  made  up  by  bending  the  plates 
or  by  the  use  of  angles  at  the  builder’s  option. 

(c)  Rivets  in  seams  shall  be  Ms  of  an  inch  in  diameter 
and  spaced  not  more  than  2J^  inches  center  to  center. 

(d)  All  flat  surfaces  of  rectangular  tanks  are  to  be 
braced.  Bracing  shall  be  done  either  by  using  structural 
members,  which  will  act  as  girders  and  which  will  safely 
carry  the  load  with  a  factor  of  safety  of  five  (5),  or  by 
using  bars  from  side  to  side,  end  to  end  and  top  to  bot¬ 
tom  of  the  tank,  as  the  case  may  be. 

(e)  When  structural  members  are  used,  such  as 
angles,  channels  or  beams,  etc.,  the  distance  from  center 
to  °cen'ter  of  the  rivet  lines  on  these  members  must  not 
be  in  excess  of  twenty-four  inches,  and  the  rivet  spacing 
must  be  such  that  it  will  develop  the  full  strength  of  the 
member.  In  no  case  shall  the  rivets  be  in  excess  of  six 
(6)  inches  center  to  center  on  these  members. 

(f)  When  structural  reinforcing  members  are  tied 
together  with  braces,  in  order  to  reduce  the  effective 
length,  the  braces  shall  not  be  stressed  higher  than  nine 
thousand  (9,000)  pounds  per  square  inch  taken  on  the 
minimum  net  section. 

(g)  If  structural  members  are  omitted  and  the  sides 
of  the  tank  are  braced  entirely  by  means  of  rods  or  bars, 
these  members  should  not  be  spaced  greater  than  twenty- 
four  (24)  inches  center  to  center  in  all  directions.  The 
unit  stress  permitted  in  these  members  shall  not  be  in 
excess  of  nine  thousand  (9,000)  pounds  per  square  inch 

taken  in  the  minimum  net  section. 


(h)  The  fastening  between  these  members  and  tli< 
sides  of  the  tank  must  in  all  cases  be  such  that  it  w  11 
develop  the  full  net  sections  of  the  bars;  in  other  words, 
the  bar  will  break  before  the  connection  will  let  go. 

Section  3.  Vertical  Storage  Tanks  Located  Outside 
of  Buildings  Above  Ground. 

(a)  Vertical  tanks  located  outside  of  buildings  above 
ground  shall  be  built  of  steel  plates  of  the  quality  before 
mentioned  for  cylindrical  tanks. 

(b)  The  minimum  thickness  of  shell  or  bottom  plates 
shall  be  y  inch  and  the  minimum  thickness  of  roof 
plates  inch. 

The  thickness  of  shell  plates  shall  be  figured  in  ac¬ 
cordance  with  the  following  formula: 

P  x  r  x  F 

t  equals - - - 

T  x  E 

P  equals  head  pressure  at  bottom  of  ring  under  con¬ 
sideration. 

r  equals  radius  of  shell  in  inches. 

F  equals  factor  of  safety  (taken  as  5). 

T  equals  tensile  strength  of  plate  in  pounds  per  square 
inch  (55,000  pounds  per  square  inch). 

E  equals  efficiency  of  vertical  joint  in  ring  under  con¬ 
sideration  (calculations  to  be  based  on  formulas  as  given 
in  Bulletin  No.  14  of  the  New  York  State  Industrial 
Commission).  , 

(c)  Roof  plates  shall  have  single  riveted  water  tight 

seams  and  the  roof  shall  be  built  to  shed  water.  Bottom 
plates  shall  have  single  lap  riveted  seams.  Shell  plate 
seams  shall  be  designed,  with  proper  efficiency  to  meet 
requirements  in  above  formula  for  shell  plates.  ( 

(d)  In  all  cases,  steel  tanks  for  the  storage  of  fuel 

oil  must  be  built  metal  to  metal.  No  filler  of  any  kind 
will  be  permitted.  1 


Section  4.  Welding. 

(a)  Where  welding  is  to  be  used  for  a  part  or  ^fo^the 


i  a }  vvnere  wauiug  is 

entire  tank,  the  tank  shall  be  fabricated  as  required  under 

RU(b)5  All  welded  seams  of  plates  shall  be  lapped  or 

bU\Vhen  the  joint  is  a  lapped  joint,  the  sheet  shall  .be 
lapped  not  less  than  two  inches  and  welded  both  insiae 
and  outside.  The  plates  shall  be  pulled  up  tight  meta 
to  metal  before  welding  and  kept  tight  together  during 
welding.  Both  inside  and  outside  welds  shall  be  of  full 

45  degree  fillet.  , 

Where  a  butt  joint  is  used,  it  shall  be  of  the  90  deg. 
double  V  type  welded  both  inside  and  outside  and  rein¬ 
forced  to  a  total  thickness  of  at  least  one  and  one-na  r 
times  the  plate  thickness. 

(c)  All  heads  shall  be  flanged,  the  straight  part  of  the 
flange  being  not  less  than  as  follows: 

For  3/16  inch  heads,  lH  inch  flange. 

For  J4  inch  heads,  2  inch  flange. 

For  5/16  inch  heads,  2  inch  flange. 

For  Mi  inch  heads,  2%  inch  flange. 

For  heads  over  120  inches  diameter  the  flange  shall  be 
increased  in  length  by  one-half  inch  for  each  increase  in 
diameter  of  2  feet. 

Where  heads  are  set  into  the  shell,  they  shall  be 
a  driving  fit  and  the  shell  shall  fit  the  head  closely  all 
around.  If  of  over  1,100  gallon  capacity  they  shall  be 
welded  inside  and  outside  with  full  fillet  welds.  It  oi 
1,100  gallon  capacity  or  less  and  not  over  48  inches  i 
diameter,  welding  on  the  outside  only  'Vl11  ,be.,  s^cie"(i 
Where  the  heads  are  butt  welded  to  the  shell,  the  neaa 
welds  for  tanks  of  1,100  gallon  capacity  or  less  and  not 
over  48  inches  in  diameter,  shall  be  of  the  90  deg.  sing 
V  type  welded  entirely  through  and  reinforced  not  more 
than  one-quarter  of  the  shell  thickness.  For  tanks  o 
over  1,100  gallon  capacity  the  head  welds  shall  be  of  tn 
90  deg.  double  V  type  welded  inside  and  out  and  rein- 
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forced  to  a  total  thickness  of  not  less  than  one  and  one- 
half  times  the  shell  thickness. 

(d)  Where  tanks  are  made  up  of  two  or  more  rings 
the  welded  longitudinal  joints  of  adjacent  sections  shall 
break  joints.  At  no  point  of  a  butt  girth  joint  shall  the 
sheet  on  one  side  be  offset  with  the  sheet  on  the  other 
side  in  excess  of  one-half  of  the  thickness  of  the  plate. 
All  butt  girth  joints  shall  be  welded  inside  and  out  and 
reinforced  to  at  least  one  and  one-half  times  the  plate 
thickness,  except  that  for  tanks  of  1,100  gallon  capacity 
or  less  and  not  over  48  inches  diameter,  in  which  they 
may  be  of  the  same  construction  as  the  head  seams. 

(e)  Where  braces  are  welded  to  the  plates  the  weld¬ 
ing  shall  be  done  in  such  a  manner  as  to  develop  the  full 
net  sections  of  the  braces;  in  other  words,  the  brace  will 
break  before  the  connection  will  let  go. 

Braces  made  in  more  than  one  piece  shall  not  be  joined 
together  by  any  method  of  welding. 

Section  5.  Rust  Proofing. 

All  tanks  shall  be  thoroughly  coated  on  the  outside 
with  tar  asphaltum  or  other  suitable  rust  resisting  mate¬ 
rial.  Where  soil  contains  corrosive  substances,  special 
protection  may  be  required.  Tanks  shall  not  be  coated 
until  after  the  necessary  tests  have  been  made. 

Section  6.  Venting  of  Tanks. 

All  tanks  shall  be  vented.  (See  Rule  8,  Section  6, 
tor  installation  of  vent  pipes.) 

Section  7.  Manhole  Covers. 

Manhole  covers  shall  be  of  cast  iron,  cast  steel  or  of 
he  same  material  as  used  in  the  construction  of  the 
tanks.  On  tanks  placed  inside  buildings,  the  manhole 
shall  be  bolted  or  otherwise  secured  to  the  tank  and 
made  gas  tight.  All  tanks  over  1100  gallons  capacity  shall 
be  provided  with  a  manhole  of  at  least  11  in.  by  16  in. 

Rule  6.  Enclosure  and  Protection  of  Tanks  for 
the  Storage  of  Grade  A  Fuel  Oil. 

Section  1.  Embankments  and  Dikes. 

(a)  Above  ground  storage  tanks  shall  be  protected 
oy  an  embankment  or  a  dike.  Such  protection  shall  have 
a  capacity  of  not  less  than  one  and  one-half  (1  y2)  times 
the  capacity  of  the  tank  so  surrounded,  and  shall  be  at 
least  four  (4)  feet  high,  but  in  no  case  higher  than  one- 
tourth  (J4)  the  height  of  the  tank  when  the  height  of 
the  tank  exceeds  sixteen  (16)  feet.  Embankments  or 
likes  shall  be  made  of  earth-work  with  clay  core;  ma¬ 
sonry  or  impervious  reinforced  concrete.  Earthwork 
embankments  shall  be  firmly  and  compactly  built  of 
good  earth  front  which  stones,  vegetable  matter,  etc., 
have  been  removed,  and  shall  have  a  flat  section  at  top 
of  not  less  than  three  (3)  feet  and  a  slope  of  at  least 
one  and  one-half  (1 1/2)  to  one  (1)  on  both  sides.  Con- 
:rete  or  masonry  dikes  shall  be  so  designed  as  to  safely 
:arry  the  entire  volume  of  the  oil  in  the  tank  so  sur¬ 
rounded. 

(b)  Embankments  or  dikes  shall  be  continuous  and 
unpierced.  Piping  shall  be  carried  either  over  or  under 
embankments  or  dikes  in  such  a  manner  as  not  to  inter- 
;ere  with  the  efficiency  of  the  enclosure. 

Section  2.  Fire  Extinguishing  Equipment. 

(a)  Every  tank  with  a  capacity  of  over  five  thou¬ 
sand  (5,000)  gallons  inside  of  buildings  and  ten  thoui- 
land  two  hundred  (10,200)  gallons  outside  of  buildings 
mall  be  equipped  with  a  system  of  steam  pipes,  blanket- 
ng  gas  or  other  approved  system  for  use  in  case  of 
ire,  so  arranged  and  installed  as  to  adequately  protect 
:he  buildings  or  surrounding  property. 

(b)  When  steam  is  used,  the  steam  supply  pipe  shall 
lot  be  less  than  one-half  (J4)  inch  in  size.  The  boilers 
shall  be  conveniently  located,  and  the  steam  to  the  ex- 
mguisher  lines  shall  be  controlled  by  easily  accessible 
calves. 

(c)  Near  each  boiler  of  fuel  oil  burning  unit,  there 
mall  be  kept  ready  for  use,  a  hand  fire  extinguisher  of 


not  less  than  two  (2)  quarts  capacity  suitable  for  extin¬ 
guishing  oil  fires. 

Rule  7.  Tests  of  Tanks  for  the  Storage  of  Grade 
A  Fuel  Oil. 

Section  1.  Inside  of  Buildings  or  Outside  Below 
Ground. 

(a)  All  tanks  located  inside  of  buildings,  either  on  or 
below  the  lowest  floor  level,  and  outside  buried  tanks, 
shall  withstand  after  being  set  in  place,  a  hydrostatic  test 
for  at  least  thirty  (30)  minutes  and  shall  show  no  leaks. 

(b)  The  hydrostatic  pressure  on  a  tank  shall  be  de¬ 
termined  by  measuring  in  feet  the  height  from  the  lowest 
point  in  the  tank  to  the  highest  oil  reservoir  from  which 
the  tank  may  be  filled.  This  distance  divided  by  2.3  will 
give  the  equivalent  pressure  in  pounds  per  square  inch 
at  the  bottom  of  the  tank.  The  hydrostatic  test  pressure 
shall  be  not  less  than  thirty  (30)  pounds  per  square  inch 
for  welded  tanks,  nor  less  than  twenty-five  (25)  pounds 
per  square  inch  for  riveted  tanks. 

Section  2.  Horizontal  Tanks  Outside  Above  Ground. 

Horizontal  tanks  outside  of  buildings  and  above 
giound  shall  stand,  without  leaking,  a  hydrostatic  test 
of  twenty-five  (25)  pounds  per  square  inch  for  at  least 
thirty  (30)  minutes  and  shall  show  no  leaks. 

Section  3.  Vertical  Tanks  Outside  of  Buildings  Above 
Ground. 

Vertical  tanks  designed  for  outside  above  ground 
storage,  having  a  cover  of  lighter  material  than  that 
of  the  sides  of  the  tank,  shall  withstand  without  leak¬ 
ing  a  head  of  water  equal  to  that  of  the  depth  of  the 

tank. 

Section  4.  Test  for  Tanks. 

(a)  Tests  shall  be  conducted  in  the  presence  of  a  repre¬ 
sentative  of  the  Fire  Commissioner.  The  contractor 
shall  furnish  all  the  equipment  necessary  for  conduct- 
mg  the  tests.  Access  to  the  inside  and  outside  of  tanks 
shall  be  maintained  until  the  necessary  tests  are  com¬ 
pleted. 

(b)  Welded  tanks  shall,  while  under  the  hydrostatic 
test  as  hereinbefore  specified,  be  subjected  to  a  thorough 
hammer  or  impact  test.  The  test  shall  consist  of  striking 
the  sheet  on  both  sides  of  the  welded  seam  a  sharp,  vi¬ 
bratory  blow  with  a  2  to  6  lb.  hammer,  the  blows  to  be 
struck  2  to-  3  inches  apart  and  within  2  to  3  inches  of, 
and  on  each  side  of,  the  seam,  the  blows  to  be  as  rapid 
as  a  man  can  conveniently  strike  a  sharp,  swinging  blow, 
and  as  hard  as  can  be  struck  without  indenting  or  distort¬ 
ing  the  metal  of  the  sheet. 

Rule  8.  Piping  for  Grade  A  Fuel  Oil. 

Section  1.  Installation  of  Piping. 

(a)  Piping  shall  be  run  as  directly  as  possible,  with¬ 
out  sags,  and,  except  as  provided  in  Rule  11-e,  shall 
be  laid  so  that  where  practicable  pipes  shall  pitch  to¬ 
ward  the  supply  tank  without  traps;  provision  shall  be 
made  for  expansion,  contraction,  jarring  and  vibration. 

(b)  Cross  connections  permitting  gravity  flow  from 
one  tank  to  another  shall  be  prohibited. 

(c)  Pipes  conveying  oil,  if  laid  inside  of  a  building, 
shall  be  either  buried  or  exposed  to  view.  Where  pip¬ 
ing  is  exposed,  it  shall  be  easily  accessible  for  inspection 
at  all  times  and  protected  against  injury.  Exposed  pip*- 
ing  shall  be  hung  or  supported  on  fireproof  materials 
to  prevent  falling  in  case  of  fire. 

(d)  Pipes  laid  below  ground  or  subject  to  corrosion 
shall  be  protected. 

Section  2.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
wrought  iron  or  steel  for  working  pressures  less  than 
one  hundred  (100)  pounds;  for  working  pressures  in  ex¬ 
cess  of  one  hundred  (100)  pounds,  extra  heavy  seamless 
drawn  tubing  and*  drop  forged  fittings  shall  be  used.  No 
pipe  less  than  one-half  {y2)  inch  inside  diameter  shall  be 
permitted. 
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(b)  All  connections  shall  be  tight  and  shall  have  well- 
fitted  joints. 

(c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  resisting  mate¬ 
rials.  Hose  shall  be  no  longer  than  necessary. 

Section  3.  Tests  for  Piping. 

Piping  for  systems  with  working  pressures  under  one 
hundred  (100)  pounds,  after  installation,  shall  be  tested 
and  proven  tight  at  a  hydrostatic  pressure  of  not  less 
than  one  hundred  and  fifty  (150)  pounds  per  square 
inch;  where  working  pressure  exceeds  one  hundred 
(loo)  pounds,  piping  shall  be  tested  and  proven  tight  at 
a  hydrostatic  pressure  of  not  less  than  one  and  one-halt 
(1J4)  times  the  maximum  working  pressure,  lhe  max¬ 
imum  working  pressure  shall  be  noted  on  the  plans. 
Tests  shall  continue  for  thirty  (30)  minutes. 

Section  4.  Relief  Valves. 

(a)  All  piping  or  heaters  which  can  be  separated 
from  the  source  of  supply  and  in  which  a  dangerous 
pressure  can  be  generated  either  by  the  action  of  the 
pump  or  by  steam,  shall  be  protected  by  an  automatic 
pressure  relief  valve.  Such  automatic  pressure  relief 
valve  shall  discharge  into  the  storage  tank,  or  into  the 
suction  line  provided  there  are  no  shut  off  valves  in  the 
suction  line  between  the  pressure  relief  valve  discharge 
connection  and  the  storage  tank.  No  valves  shall  be 
installed  in  the  safety  valve  lines.  Automatic  pressure 
relief  valves  shall  be  not  less  than  y3  in.  by  J4  in.,  of 
the  spring  type  with  working  parts  of  non-corrosive 
construction  and  shall  be  set  to  discharge  at  not  more 
than  fifty  (50)  per  cent  above  the  maximum  working 
pressure. 

(b)  An  automatic  by-pass  valve  of  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut-off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump,  or  into  the  storage  tank  as  described 
in  the  preceding  paragraph.  The  automatic  by-pass 
valve  shall  be  constructed  as  described  in  the  preceding 
paragraph  with  the  exception  that  the  setting  mechan¬ 
ism  shall  be  so  designed  as  to  prevent  the  complete 
closing  of  the  valve. 

Section  5.  Fill  Pipes. 

(a)  Each  fuel  oil  tank  shall  be  provided  with  a  sepa¬ 
rate  fill  pipe.  Fill  pipes  when  installed  near  any  build¬ 
ing  opening  shal  be  as  remote  therefrom  as  practicabe 
so  as  to  prevent  liability  of  flow  of  oil  or  vapor  through 
building  opening. 

(b)  The  receiver  terminal  of  each  fill  pipe  shall  be 
located  in  a  tight  metal  box  or  casing  provided  with 
means  for  locking.  The  delivery  terminal  shall  be  con¬ 
nected  through  the  top  of  the  tank. 

(c)  Fill  pipe  shall  be  provided  with  a  trap  or  seal  or 
carried  within  four  (4)  inches  of  the  lowest  point  in  the 
tank. 

(d)  Fill  pipes  shall  be  made  up  with  screwed  or 
flanged  fittings  and  shall  be  oil  tight  and  securely  held 
in  place. 

Section  6.  Vent  Pipes. 

(a)  An  open,  galvanized  iron  vent  pipe  without  trap 
and  draining  to  the  tank  shall  be  provided  for  each  tank. 
The  lower  end  of  the  vent  pipe  shall  not  extend  through 
the  top  of  the  tank  more  than  one  inch. 

(b)  Where  a  battery  of  tanks  designed  to  hold  the 
same  class  of  liquids  is  installed,  vent  pipes  may  be  run 
into  a  main  header.  Connections  to  the  header  shall 
not  be  less  than  one  foot  above  the  level  of  the  top  of 
the  highest  reservoir  from  which  the  tanks  may  be  filled. 
The  main  vent  pipe  from  the  header  shall  be  screened. 
The  main  vent  pipe  and  header  shall  be  of  an  area  equal 
to  the  aggregate  area  of  vent  pipes  connected  thereto. 
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(c)  Vent  openings  shall  be  screened  by  40  mesh  non 
corrodible  wire  screen,  and  shall  be  of  suflicient  area  t 
adequately  vent  the  tank  during  the  filling  operatioi: 
Vents  shall  be  not  less  than  two  (2)  inches  in  diamete 
for  tanks  over  1100  gallons  capacity,  and  in  no  case  les 
than  one  and  one-quarter  (1)4)  inches  in  diameter. 

(d)  Vent  pipes  shall  be  provided  with  weather  proo 
hoods  and  terminate  outside  the  building  above  the  stree 
surlace,  not  less  than  six  (0)  feet  nor  more  than  twelv 
(12)  feet  above  the  fill  pipe.  Such  vent  outlet  shall  no 
be  located  within  three  (3)  feet  in  any  direction  of 
window  or  other  opening,  or  an  exterior  stairway,  or  fir 
escape,  nor  shall  vent  pipes  be  placed  in  elevator  o 
dumb-waiter  shafts,  or  in  an  enclosed  court. 

(e)  If  compelled,  because  of  structural  conditions," 
to  carry  the  vent  outlet  higher  than  twelve  (12)  fee 
above  the  fill  box,  and  if  the  fill  lines  are  connected  t 
tank  trucks  by  tight  connections  and  filled  by  pressurt 
a  one  (1)  inch  line  shall  be  connected  to  tank  an 
shall  parallel  the  fill  line  and  terminate  in  the  fill  bo 
with  unthreaded  end.  A  check  valve  shall  be  installed  i 
the  line  so  as  to  permit  excess  oil  in  the  tank  to  flo\ 
to  the  fill  box  and  shall  be  so  set  as  to  prevent  the  pas 
sage  of  vapor  to  the  street. 

Section  7.  Return  Pipes  from  Burners. 

Return  lines  from  burners,  where  necessary  shall  b 
not  less  than  the  diameter  of  the  supply  line  to  th 
burner.  Return  lines  shall  be  run  as  direct  as  possiblt 
and  shall  be  connected  into  the  suction  line  near  th 
pump  or  into  the  storage  tank.  No  oil  shall  be  re 
turned  to  the  storage  tank  at  a  temperature  higher  tha 
one  hundred  and  lorty  (140)  degrees  Fahrenheit. 

Section  8.  Heating  Coils  in  Tanks. 

All  heating  to  reduce  viscosity  of  Grade  A  fuel  oil 
in  storage  tanks  in  any  building  shall  be  only  by  mean 
of  hot  water  coils  thermostatically  controlled  and  th 
oil  shall  not  be  heated  above  one  hundred  and  fort 
(140)  degrees  Fahrenheit. 

Rule  9.  Valves  and  Control  of  Flow  for  Grad 
A  Fuel  Oil. 

(a)  Control  valves  at  the  burners  shall  be  of  a  sul 
stantial  type,  provided  with  a  stuffing  box  of  liberal  siz 
containing  a  removable  cupped  gland  designed  to  con 
press  the  packing  against  the  valve  stem  and  so  ai 
ranged  as  to  facilitate  removal.  Valves  shall  be  d< 
signed  to  close  against  the  supply  and  to  prevent  wit! 
drawal  of  the  stems  by  continued  operation  of  th 
hand-wheel.  The  use  of  packing  which  may  be  affecte 
by  oil  or  heat  is  prohibited. 

(b)  A  shut-off  valve  shall  be  provided  in  discharge  an 

suction  lines  near  each  pump ;  in  discharge  line  from  eac 
tank  as  near  the  tank  as  practicable,  and  in  branch  lint 
near  each  burner.  * 

Rule  10.  Oil  Level  Indicating  Device  for  Grad 
A  Fuel  Oil. 

A  test  well  or  gauging  device  shall  be  installed  and  s 
designed  as  to  prevent  the  escape  of  oil  or  vapor  withi 
the  building  at  any  time.  The  top  of  the  well  when  lc 
cated  outside  of  a  building  shall  be  sealed  and  kej 
locked  when  not  in  use. 

Rule  11.  Pumps  for  Grade  A  Fuel  Oil. 

(a)  Pumps  shall  be  of  a  recognized  standard  mechat 

ical  construction  approved  by  the  Board  of  Standarc 
and  Appeals.  . 

(b)  Pumps  shall  be  installed  in  duplicate  where  hi 
protection  equipment  is  dependent  on  the  use  of  fu 
oil  for  heating  or  steam. 

(c)  Pumps  located  in  the  same  room  where  burnei 
are  installed  shall  be  provided  with  a  remote  contrc 

(d)  Pumps  used  in  connection  with  outside  abo\ 
ground  storage  tanks  shall  be  located  outside  embanl 
ment  walls,  and  at  such  a  point  that  they  will  be  ai 
cessible  at  all  times,  even  if  the  oil  in  the  tank  or  rei] 
ervoir  should  be  on  fire. 
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(e)  Pumps  may  be  located  below  the  top  of  the  oil  stor- 
ge  tank  or  tanks  where  heavy  oil  is  used  having  a 
ravity  of  not  more  than  eighteen  (18)  degrees  Beaume 
nd  where  the  top  of  the  tank  or  tanks  is  not  more  than 
cn  (10)  feet  above  the  pump  or  pumps. 

lule  12.  Burners  for  Grade  A  Fuel  Oil. 

The  burner  mechanism  shall  be  of  a  recognized  type 
pproved  by  the  Board  of  Standards  and  Appeals. 

lule  13.  General  Devices  for  Grade  A  Fuel  Oil. 

(a)  Devices  which  are  subject  to  breakage  and  escape 
>f  oil  shall  be  prohibited. 

(b)  Thermometers  with  large  clear  reading  scales, 
ilaced  in  thermometer  walls  with  screwed  top.  connec- 
ions,  shall  be  installed  at  convenient  and  prominent  po¬ 
rtions  in  the  oil  supply  pipe  lines  between  the  service 
ank  and  the  pumps,  and  also  between  the  pumps  and 
he  burner,  to  indicate  the  temperature  of  the  oil. 
lule  14.  Instruction  Cards. 

Cards  giving  complete  instructions  for  the  care  and 
operation  of  the  fuel  oil  system  shall  be  permanently 
Sxed  near  the  apparatus  and  maintained  in  readable 
•ondition. 

lule  15.  Operation  of  Plant  Using  Grade  A  Fuel 
Oil. 

No  fuel  oil  burning  plant  shall  be  operated  unless,  in 
barge  of  a  person  holding  a  certificate  of  qualification 
rom  the  Police  Commissioner.  A  certificate  of  qualifi¬ 
cation  will  be  required  of  each  person  who  is  directly  in 
-harge  of  the  operation  of  the  plant  during  each  shift. 
*ule  16.  Installation. 

No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
he  system  until  after  a  permit  has  been  issued  by  the 
fire  Commissioner.  Plans  for  each  fuel  oil  system 
-,hall  be  submitted  to  the  Fire  Commissioner,  together 
With  a  Certificate  of  the  Superintendent  of  Buildings 
ndicating  that  the  proposed  construction  of  the  enclo¬ 
sure  and  the  location  of  the  tanks  is  in  accordance  with 
he  requirements  of  the  Buildincr  Code  and  these  Rules. 

Rule  17.  Systems  Prohibited  Where  Grade  A. 
Fuel  Oil  Is  Used. 

Systems  fed  by  gravity  or  force  systems  are  pro- 

libited. 

GRADE  B  FUEL  OIL. 

Rule  18.  Manner  of  Storage  for  Grade  B  Fuel 
Oil. 

Fuel  oil  to  be  used  for  domestic  heating  purposes 
where  stored,  shall  be  at  all  times  contained  in  closed 

'metal  tanks. 

Rule  19.  Location  and  Capacity  of  Tanks  for  the 
Storage  of  Grade  B  Fuel  Oil. 

1.  Location. 

fa)  Storage  tanks  shall  preferably  be  buried  either 
outside  of  a  building  or  below  the  lowest  floor  level. 
When  located  inside  of  a  building  and  on  the  lowest 
floor  level,  the  aggregate  capacity  of  such  storage  tanks 
■shall  not  exceed  200  gallons.  Such  inside  storage  tank 
shall  he  enclosed  in  4  inches  of  terra  cotta  or  8  inches 
if  annroved  masonry. 

(hi  Tanks  shall  he  buried  with  top  of  tanks  not  less 
than  2  feet  below  the  surface  of  the  ground  and  below 
the  level  of  any  piping  to  which  the  tanks  mav  he  con¬ 
nected.  except  that,  in  lieu  of  the  2-foot  earth  cover, 
tanks  mav  he  buried  under  12  inches  of  earth  and  a 
'over  of  re-inforced  concrete  at  least  6  inches  in  thick¬ 
ness  extending  at  least  one  foot  beyond  the  horizontal 
nitline  of  tank  in  all  directions:  concrete  slab  to  he  set 
an  a  firm,  well-tamped  earth  foundation. 

(c)  Tanks  shall  be  set  on  a  firm  foundation  and  sur¬ 
rounded  with  soft  earth  or  sand  well  ta.mped  in  place 
Tanks  shall  be  completely  encased  with  six  (61  inches  of 
concrete,  where  soil  conditions  require. 


2.  Capacity. 

The  total  storage  capacity  shall  not  exceed  1,100  gal¬ 
lons. 

Rule  20.  Material  and  Construction  of  Tanks  for 
Grade  B  Fuel  Oil. 

(a)  Tanks  shall  be  constructed  in  accordance  with  the 
requirements  of  Rule  5,  except  that  tanks  of  a  capacity 
of  over  60  gallons  and  not  more  than  550  gallons  may 
be  constructed  of  steel  not  less  than  3/16  inches  in  thick¬ 
ness. 

(b)  Auxiliary  supply  tanks  of  60  gallons  or  less  ca¬ 
pacity  may  be  constructed  of  brass,  copper, 
steel  or  wrought  iron  of  not  less  than  No.  14  U.  S.  Gauge, 

Rule  21.  Tests  of  Tanks  for  the  Storage  of 
Grade  B  Fuel  Oil. 

All  storage  tanks  located  inside  of  buildings,  either 
on  or  below  the  lowest  floor  level,  or  outside  buried 
tanks,  shall  withstand  a  hydrostatic  test  for  at  least  30 
minutes,  of  not  less  than  twenty-five  (25)  pounds  per 
square  inch  and  shall  show  no  leaks. 

Rule  22.  Auxiliary  Tanks  for  Grade  B  Fuel  Oil. 

(a) .  Auxiliary  supply  tanks  may  be  of  the  gravity 
type  if  suitable  automatic  safeguards  to  prevent  abnormal 
discharge  of  oil  at  the  burner  are  provided.  The  total  ca¬ 
pacity  of  such  tank  or  tanks  in  any  building  shall  not  ex¬ 
ceed  60  gallons. 

(b)  Auxiliary  supply  tanks,  or  storage  tanks  shall 
not  be  located  within  ten  (10)  feet  of  any  fire  or  flame 
and  where  practicable  shall  be  placed  at  an  interior  angle 
of  the  cellar,  formed  by  the  walls  of  the  building. 

(c)  Auxiliary  supply  tanks  shall  be  substantially  and 
rigidly  supported  on  metal  frame  or  cradle  and  secured 
by  2xF£-inch  straps  riveted  or  bolted  to  frame  and  securely 
fastened  to  wall  of  building  by  rigid  metal  braces. 

Rule  23.  Oil  Level  Indicating  Device  for  Grade 
B  Fuel  Oil. 

Gauging  devices  or  test  wells,  the  breakage  of  which 
would  permit  the  escape  of  oil  or  vapor  within  the 
building,  shall  be  prohibited.  The  top  of  the  well  when 
located  outside  of  a  building  shall  be  sealed  and  kep* 
locked  when  not  in  use. 

Rule  24.  Pumps  for  Grade  B  Fuel  Oil. 

(a)  Oil  pumps  used  for  supplying  oil  to  the  burners 
shall  be  rigidly  fastened  in  place  and  secure  against 
leaks. 

(b)  Pumps  shall  be  of  approved  design  as  described 
in  Rule  11  (a). 

Rule  25.  Piping  for  Grade  B  Fuel  Oil. 

Section  1.  Type  and  Material. 

(a)  All  piping  shall  be  of  standard  full  weight  brass, 
Wrought  iron  or  steel.  Supply  pipe  shall  be  not  less 
than  onebfourth  (%)  inch  in  diameter,  iron  pipe  size. 

All  piping  shall  be  buried  so  far  as  it  is  practicable. 

(b)  All  connections  shall  be  tight  and  shall  have 
well-fitted  joints. 

<c)  Hose  and  couplings,  where  used  in  connection 
with  mechanical  burners,  shall  be  capable  of  withstand¬ 
ing  a  pressure  equal  to  the  piping  to  which  it  is  con¬ 
nected  and  shall  be  constructed  of  fire  retarding  mate¬ 
rials.  Hose  shall  he  no  longer  than  necessary. 

Section  2.  Tests. 

All  piping  after  installation  shall  be  tested  and  proven 
tight  at  a  hydrostatic  pressure  of  one  hundred  (100) 
pounds  per  square  inch. 

Section  3.  Fill  Pipes. 

See  Rule  8,  Section  5 — (a),  (b),  (c)  and  (d). 

Section  4.  Vent  Pipes. 

See  Rule  8.  Section  6 — (a),  (b),  (c).  (dl  and  (e). 

Section  5.  Overflow  Pipes  from  Burners  and  Auxil¬ 
iary  Tanks. 

Overflow  pipes  shall  be  not  less  than  one  size  larger 
than  supply  pipe. 
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Rule  26.  Valves  and  Control  of  Flow  for  Grade 
B  Fuel  Oil. 

(a)  Readily  accessible  valves  shall  be  provided  near 
each  burner  and  in  the  discharge  line  from  each  storage 
tank. 

fb)  See  Rule  9  (a)  for  construction  of  valves. 

(c)  A  remote  control  for  shutting  off  the  supply  of 
oil  to  the  burners  shall  be  provided. 

(d)  An  automatic  by-pass  valve  of  a  size  equivalent 
to  that  of  the  discharge  line  shall  be  installed  between 
each  pump  and  the  first  discharge  shut  off  valve.  The 
automatic  by-pass  valve  shall  discharge  into  the  suction 
line  near  the  pump  or  into  the  storage  tank.  The  auto¬ 
matic  by-pass  valve  shall  be  constructed  of  non-corrosive 
materials  and  so  designed  as  to  prevent  the  complete 
closing  of  the  valve.  Automatic  by-pass  valves  shall  be 
set  at  not  more  than  fifty  (50)  per  cent  above  the  maxi¬ 
mum  working  pressure. 

Rule  27.  Burners  for  Grade  B  Fuel  Oil. 

Burners  shall  be  of  a  recognized  standard  type  approved 
by  the  Board  of  Standards  and  Appeals  and  shall  be 
equipped  with  an  overflow  attachment  so  arranged  as  to 
shut  off  the  flow  of  oil  to  prevent  flooding. 

Rule  28.  Pilot  Light. 

Automatic  systems  shall  be  so  designed  that  the  flame 
cannot  be  extinguished  by  operation  of  the  automatic 
control  valve.  A  pilot  light  of  adequate  intensity  shall 
be  provided  in  each  combustion  chamber,  so  arranged  as 
not  be  easily  extinguished. 

Rule  29.  Furnaces  and  Ranges. 

(a)  Stoves,  ranges,  hot'  air  furnaces  or  other  devices, 
originally  designed  for  use  of  fuel  other  than  oil,  shall 
not  be  used  in  connection  with  oil  burners  unless  spaces 
in  which  vapors  might  collect  are  adequately  vented, 
and  if  used  shall  be  of  such  construction  as  to  withstand 
the  maximum  temperature  of  which  the  oil  burning  de¬ 
vice  to  be  installed  is  capable. 

(b)  No  damper  for  closing  of  more  than  eighty  (80) 
per  cent  of  the  effective  area  of  the  flue  shall  be  permitted 
in  a  smoke  pipe  or  flue. 

Rule  30.  Fire  Protection. 

(a)  No  combustible  material  shall  be  stored  within 
ten  (10)  feet  of  a  furnace  door. 

(b)  Any  woodwork,  wooden  lath  and  plaster  parti¬ 
tion,  or  other  combustible  material  within  four  (4)  feet 
of  the  sides  or  back  or  eight  (8)  feet  from  the  front  of 
the  furnace  shall  be  covered  with  approved  plaster  board 
or  other  approved  incombustible  material.  Above  the 
furnace  there  shall  be  constructed  a  ceiling  consisting  of 
plaster  board  covered  with  26  U.  S.  gauge  sheet  metal, 
or  three-fourths  (J4)  of  an  inch  of  Portland  cement  plasl- 
ter  on  metal  lath;  said  ceiling  shall  extend  four  (4)  feet 
beyond  the  sides  and  back  and  eight  (8)  feet  from  the 
front. 

(c)  Near  the  furnace,  and  so  located  as  to  be  con¬ 
venient  for  use  in  emergency,  there  shall  be  provided 


a  hand  fire  extinguisher  of  an  approved  type  suitable 
for  use  on  oil  fires. 


Rule  31.  Instruction  Cards. 

See  Rule  14. 


Rule  32.  Installation. 

See  Rule  16. 

Rule  33.  Where  the  Use  of  Grade  B  Fuel  Oil  Is 
Permitted. 

Grade  B  Fuel  Oil,  within  the  meaning  of  these  rules, 
shall  be  used  fo>-  domestic  heating  in  buildings  occupied 
by  not  more  than  two  (2)  families.  Tf  used  in  buildings 
occupied  by  more  than  two  families  or  in  commercial 
plants,  a  Certificate  of  Qualification  will  be  required  as 
per  Rule  15.  And  for  buildings  occupied  by  more  than  two 
families  or  in  commercial  plants  the  room  or  rooms  in  which 
the  oil  conveying  piping  and  equipment  is  installed  shall  be 
cut  off  from  the  rest  of  the  building  by  fireproof  partitions, 
ceilings  and  floors  constructed  of  not  less  than  eight  (8) 
inches  for  brick,  not  less  than  six  (6)  inches  for  stone  or 
cinder  concrete,  or  hollow  blocks  of  terra-cotta,  concrete 
cr  gypsum,  and  not  less  than  four  (4)  inches  for  stone 
or  cinder  concrete  if  properly  reinforced  with  steel  ano 
such  rooms  shall  have  direct  entrance  from  the  street 
only,  and  shall  be  adequately  ventilated  direct  to  the 
outer  air. 


Rule  34.  Systems  Prohibited  Where  Grade  B 
Fuel  Oil  Is  Used. 

The  use  of  auxiliary  tanks  between  pumn  and  burner 
of  the  pressure  type  are  prohibited  Systems,  fed 
by  gravity  between  the  storage  tank  and  the  pump,  or  force 
systems,  are  prohibited. 


Rule  35.  Use  of  Grade  A  or  Grade  B  Fuel  Oil. 

(a)  No  person,  firm,  company  or  corporation  shall 
within  the  limits  of  the  City  of  New  York  use  any  de¬ 
vice  or  apparatus  for  burning  Grade  B  fuel  oil  within 
the  meaning  of  these  rules  unless  such  device  or  ap¬ 
paratus  shall  have  been  approved  by  the  Board  of  Stand¬ 
ards  and  Appeals. 

(b)  These  Rules  shall  not  apply  to  gas  companies  in 
the  storage  or  use  of  fuel  oil  in  the  manufacture  of  illu¬ 
minating  gas  for  public  use. 

fc)  Oils  derived  from  or  including  petroleum  that 
have  a  flash-point  below  a  temperature  of  135  degrees 
Fahrenheit,  when  tested  in  a  Tagliabue  or  Pensky-Mar- 
tens  closed  cup  tester,  shall  not  be  used  as  a  fuel  to  pro¬ 
duce  heat  or  light. 

The  use  of  oil  stoves,  oil  heaters  or  oil  lamps  corn- 
monlv  used  for  household  purposes  which  employ  a  wick 
to  absorb  such  oil  in  its  combustion  shall  not  be  pro¬ 
hibited;  or  shall  the  use  of  such  oil  be  prohibited  when 
used  in  a  plumber’s  torch  or  similar  apparatus. 

(d)  These  Rules  shall  take  effect  immediately. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
)n  a  proposed  revision  of  the  ordinance  with  regard  to  mo- 
ion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  Fast  Fordham  road,  The  Bronx. 

270- 21- A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 


273-21- A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

11 87-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
.  142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502- 21 -A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
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15S5-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A — (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22- A — 1685-1695  78th  street,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85  th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
Ill 5-22-S —  Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

141 3- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

,  1493-22- S — Ballard  Low  Pressure  mechanical  oil  burner, 
approval  of. 

1494-22-S— Staples  &  Pfeiffer  steam  driven  duplex  pump, 
approval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22- S — Rodriguez  Oil  Burner,  approval  of. 

957-22 -S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S — Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S — Anthony  Nebulyte  Oil  Burner,  approval  of. 

1 1 04-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

J 203 -22-S — Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391 - 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

.1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23- S A — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of.  ' 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 


345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billgw”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 

525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA  — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-S A — Hydro  Carbon  Oil  Burner,  approval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-S A — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23- S A — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — New  York  Combustion  Co.  Oil  Burner,  ap¬ 
proval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

6-24-SA — Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-S A — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

141-24-SA — Edwards  A.  C.  Control  Panel  for  interior 
alarm  system,  approval  of. 

68-24- SA — Kleen-Heet  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  toil l  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  April  3,  1924 
Restored  to  calendar  . 

Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  . 

Administrative  requests  . 

Requests  for  interpretation  . 


627 

475 

26 


43 

1 

11 

1 

9 

5 

2 

1 

2 


DISPOSITION  OF  CASES. 

Withdrawn  . 

Dismissed  . . . 

Denied  . .* . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  . 

Requests  for  extension  of  permit  granted  . 

Request  for  extension  of  permit  denied  . 

Requests  to  install  granted . 

Requests  to  install  denied  . 

Administrative  requests  granted  . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . : . 

Requests  withdrawn  or  dismissed  . 


53 

71 

70 

4 

242 

0 

0 

6 

1 


38 

3 

1 

0  l 
10  i 
1 
1 


1 

5 

0 

2 

0 

0 

1 

2 

2 


Total  . 1203 

Disposed  of  .  522 


Total 
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Cases  pending  April  3,  1924  .  681 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building-, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . . . 

My  subscription  to  begin  with  the  issue  for .  1924. 
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WILLIAM  E.  WALSH,  Chairman. 

Alfred  J.  Boulton  James  P.  Holland 

ohn  J.  Beatty  Henry  L.  Connell 

ohn  E.  Kerby  Fire  Chief  John  Kenlon 

Thomas  J.  Drennan  .  Fire  Commissioner 

Charles  Brady  . Snpt.  of  Buildings ,  Manhattan 

P.  J.  Reville .  Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

Iohn  W.  Moore  .  Supt.  of  Buildings,  Queens 

William  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
Willtam  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.;  Saturdays,  9  a.  m.  to 

12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


.DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

I 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  sfcek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  15,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  22,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 


CONTENTS 


Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
bv  the  rules  of  this  Board. 


This  issue  of  the  Bulletin  contains,  in  the  order 

given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  April  8, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and 

Appeals,  April  8,  1924. 

Notices  of  Public  Hearings. 

First  Quarterly  Report. 

Progress  Report. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal.  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  ( either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  April  10,  1924. 

Cal.  No.  Department  Premises  Affected 

510-24-S . B.B.M.  ..210-212  W.  65th  st.,  Man. 

_  N.  B.  592-1923. 

509-24-BZ . F.D . 2219  White  Plains  rd.,  Bx. 

_  Alt.  368-1924. 

508-24- A . F.D . 25-31  S.  William  st.,  Man. 

_ _  L.  F.  42907. 

507-24-A . F.D . 139-147  Emerson  pi.,  Bklyn. 

_  F-52096. 

506-24-A . F.D .  464  58th  st.,  Bklyn. 

_  L.  C.  87111. 

505-24- A . F.D . 73-81  Dobbin  st.,  Bklyn. 

_  L.  C.  83348. 

504-24-S . B.B.M.  ..14-16  West  End  ave.,  Man. 

_  N.  B.  38-1923. 

503-24-SA . F.D . Kinney  Rotating  Plunger  Pump. 

-  Appliance. 

502-24-A . F.D . 163  Crosby  st.,  Man. 

_  L.  C.  21392. 

501-24-SA . F.D . Hagan  Swivel  Type  Burner  for 

-  Fuel  Oil.  Appliance. 


500-24-S . F.D . 26-28  W.  35th  st.,  Man. 

-  L.  D.  56246. 


499-24-A . B.B.B.  ...2-18  Anthony  st.,  Bklyn. 

-  Applic.  6076-1924. 


498-24-BZ . B.B.B.  ...Gates  ave.,  50  ft.  E.  of  Throop 

-  ^ve.,  Bklyn.  N.  B.  7031-1924. 


497-24-BZ . B.B.Q.  ...912  2nd  ave.,  L.  I.  City,  Q. 

- -  N.  B.  2570-1924. 


496-24-BZ . B.B.Bx.  .  N.  E.  cor.  Jerome  ave.  &  E. 

-  198th  st.,  Bx.  N.  B.  507-1924. 


495-24-A . F.D . 769  1st  ave.,  Man. 

-  L.  C.  16576. 

494-24-BZ . B.B.M.  ..106  W.  81st  st.,  Man. 

- -  Alt.  514-1924. 

493-24-SA . F.D . Faultless  Oil  Burner. 

-  Appliance. 

492-24-SA . F.D . Holtzer-Cabot  Type  “C”  Fire 

-  Alarm  Box.  Appliance. 

491-24-A . F.D . 730  5th  ave.,  Man. 

-  Alt.  493-1924. 

490-24-S . F.D . 2138  3rd  ave.,  Man. 

-  L.  D.  48183. 


489-24-S . F.D . 416-418  W.  26th  st.,  Man. 

-  L.  D.  56250. 

.B.B.M.  ..290-300  Gold  st.,  Bklyn. 

N.  B.  5785-1924. 


488-24-BZ. . 


487-24-A . F.D .  2849-2855  Fulton  st.,  Bklyn. 

-  L.  C.  87248. 

486-24-A . F.D . 12  E.  18th  st.,  Man. 

-  L.  C.  23308. 

485-24-A . F.D .  1850-1851  Gr.  Concourse,  Bx. 

-  L.  C.  23330. 

484-24-BZ . B.B.Bx.  ..2059-2129  Jerome  ave.,  Bx. 

N.  B.  811-1924. 


483-24-BZ . F.D . .157  Richmond  st.,  Bklyn. 

-  L.  C.  87341. 


482-24-S . F.D .  265  W.  Broadway,  Man. 

- -  L.  D.  20666 

481-24-S . F.D .  362-380  De  Kalb  ave.,  Bklyn. 

-  L.  D.  5236-1 

480-24-BZ . B.B.M.  ..1927-1941  Broadway,  Bklyn. 

- -  Applic.  4669-1924 

479-24-BZ . F.D . 46  Lewis  ave.,  Corona,  Q. 

- -  L.  C.  86942 

478-24-A . F.D .  1600  Broadway,  Man. 

- -  F.  D.  Decision 

477-24-BZ . B.B.Bx.  .  2116  Quarry  rd.,  Bx. 

-  N.  B.  1 73-1910 

476-24-S . B.B.M.  ..  457  6th  ave.,  Man. 

-  Alt.  2175-1922 

Restored  to  Calendar. 

444-23-S . B.B.M.  ..  12  Waverly  pi.,  Man. 

- -  Alt.  445-1922 

757-22-S . F.D . 64  Grand  st.,  Man. 

L.  D.  17014 


CODE. 

F.D . Fire  Departmen 

H.D . Health  Departmen 

B.B.B . Bureau  of  Buildings,  Brooklyt 

B.B.Bx . Bureau  of  Buildings,  Brom 

B.B.M . Bureau  of  Buildings,  Manhattai 

B.B.Q . Bureau  of  Buildings,  Queen: 

B.B.R . Bureau  of  Buildings,  Richmonc 

T.H .  Tenement  House  Department 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  April  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

113-24-BZ. 

APPLICANT— Bernhard  A.  Schaeffel,  for  Rose  B.  Schaef 
fel,  owner. 

PREMISES — 17  Richmond  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  i 
garage  for  the  storage  of  three  (3)  pleasure  motoi 
vehicles,  three  (3)  spaces  rented  to  persons  not  re 
siding  on  the  premises. 

i  HI 

116-24-BZ. 

APPLICANT — The  New  York  Edison  Company,  owner. 

PREMISES — 27  West  47th  street  and  32-34  West  48th 
street.  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  for  use  as  an  electric 
transforming  station. 

119-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  central  telephone  exchange 
building. 

123-24-BZ. 

APPLICANT — Joseph  Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners. 

PREMISES — 29-31  13th  street,  College  Point,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  motor  vehicle  repair  shop. 
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127-24-BZ. 

APPLICANT — George  F.  Spelman,  for  Fordham  K.  of  C. 
Association,  Inc.,  owner. 

PREMISES — 2605  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  residence  district  the  extension 
of  an  existing  club  building  to  the  rear  lot  line, 
entirely  omitting  the  rear  yard  as  required  by  Sec¬ 
tions  12  and  16-b  of  the  zone  resolution. 

330-24-BZ. 

APPLICANT — Denis  P.  Healy,  executor  for  the  Estate 
of  Denis  P.  Healy,  owner. 

PREMISES — 725-727  Lincoln  place,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

140-24-BZ. 

APPLICANT — 'Levy  and  Berger,  for  Goldinger  Realty  Co., 
owner. 

PREMISES — 617-627  Herkimer  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

176-24-BZ. 

APPLICANT — Michael  A.  Cardo,  for  Giuseppa  Daniele, 
owner. 

PREMISES — 237  East  203rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  in  part  for  business  pur¬ 
poses. 

200-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Subway  Realty  Corp., 
owner. 

PREMISES— East  side  Jerome  avenue,  161.86  ft.  south  of 
East  204th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

218-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Atlas  Sydam  Co., 

Inc.,  owner. 

PREMISES — 109-111  Montgomery  street,  Brooklyn. 

TO  PERMIT  extending  into  a  residence  district  from  an 
unrestricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

239-24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Henrietta  H. 
Woolf,  owner. 

PREMISES — 1465-1469  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

249-24-BZ. 

APPLICANT — William  F.  Doyle,  for  28th  Street  Building 
Corp.,  owner. 

PREMISES — 1260-1268  3rd  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

291-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Michael  Fox,  owner. 

PREMISES — 925-931  Franklin  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


301-24-BZ. 

APPLICANT — John  Dc  Hart,  for  Josephine  J.  Schnur- 
macher,  owner. 

PREMISES — ■304-310  East  95th  street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  district  in  a  street  bewcen 
two  intersecting  streets,  in  which  portion  there  ex¬ 
ists  an  exit  and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

303- 24-BZ. 

APPLICANT — Philip  Steigman,  for  29th  Street  Market, 
Inc.,  owner. 

PREMISES— 206-208  East  29th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  change  of  occupancy 
in  part  of  an  existing  public  market  to  a  chicken 
slaughter  house. 

304- 24-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Isaac  Wiener,  owner. 

PREMISES — 104-112  Montgomery  street,  Brooklyn. 

TO  PERMIT  extending  into  a  business  district  from  an 
unrestricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

312- 24-BZ. 

APPLICANT— John  De  Hart,  for  Isidore  Berg,  owner 

PREMISES— 1310-1320  East  15th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

313- 24-BZ. 

APPLICANT — William  F.  Doyle,  for  James  S.  Lawson  and 
Ellis  Weisker,  owners. 

PREMISES— Northeast  corner  of  Jerome  avenue  and  East 
198th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

335-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Brecher  Building 
Corp.,  owner. 

PREMISES— Southwest  corner  of  5th  avenue  and  Wash¬ 
ington  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  factory  and  office  building 
to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

3  3  7-24- BZ. 

APPLICANT — L.  B.  Mapes,  for  Dcan-Murray  Garage  Co., 
owner. 

PREMISES — 619-621  West  152nd  street  and  620-622  West 
153rd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1047-23-BZ. 

APPLICANT — William  C.  Winters,  for  Blake  Construc¬ 
tion  Company,  owner. 

PREMISES — 92-94  Eurman  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

353-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

PREMISES — East  side  of  East  181st  street,  224.10  ft. 
south  of  East  182nd  street,  The  Bronx. 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

366-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Alfonso  Celentano 
and  Terrace  Realty  Corp.,  owners. 

PREMISES — East  side  Bainbridge  avenue,  40  ft.  south  of 
East  194th  street  and  west  side  Marion  avenue,  73.42 
ft.  south  of  East  194th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  1%,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

11 1-24-A — 97-103  East  Houston  street,  Manhattan. 

120-24-A — 307-311  Borden  avenue,  L.  I.  City,  Queens. 

122-24-A — 35  6th  avenue,  Manhattan. 

134-24-A — 187-193  Lafayette  street,  Manhattan. 

142- 24-A — 75  Hudson  street,  Manhattan. 

199-24- A — 332-344  West  44th  street,  Manhattan. 

222-24- A — 108-116  Clifton  place  and  360-372  Classon  ave¬ 
nue,  Brooklyn. 

238-24-A — 145  East  40th  street,  Manhattan. 

241-24-A — West  side  of  Baldwin  street,  600  ft.  north  of 
242nd  street,  The  Bronx. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

143- 24-A — West  side  Cromwell  avenue,  165.05  ft.  north  of 

Jerome  avenue,  The  Bronx. 

144- 24-A — East  side  Boscobel  avenue,  187.26  ft.  north  of 

Jerome  avenue,  The  Bronx. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea's 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  morning,  April  15,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  matters: 

cal.  no.  1301-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Sebas¬ 
tian  Ochs,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
three  (3)  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  1634  Wood- 
haven  boulevard,  Woodhaven,  Queens. 

cal.  no.  1337-22-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  325-333  McDougal  street, 
Brooklyn. 

cal.  no.  1436-23-BZ — Application,  December  6,  1923,  under 
die  building  zone  resolution,  of  Wm.  F. 
Doyle,  applicant,  on  behalf  of  Fred 
hreidin,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the.  storage  of  more 


than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Jerome  avenue 
and  East  205th  street,  The  Bronx. 

cal.  no.  151S-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main-i 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  56-24-BZ — Application,  January  15,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Dur- 
yea-Flatbush  Stores  Co.,  Inc.,  owner 
to  permit,  partly  in  a  business  district 
and  partly  in  a  residence  district,  the 
erection  and  maintenance  of  a  garage  I 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  119-147  East 
22nd  street,  Brooklyn. 

cal.  no.  1-24-BZ — Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 
owners,  to  permit  in  a  business  district 
the  change  of  occupancy  from  a  mar¬ 
ket  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1477-1479  Wilkins  avenue, 
The  Bronx 

cal.  no.  1362-23-BZ —  Application,  November  23,  1923,  under 
the  building  zone  resolution,  of  Ferdi¬ 
nand  Savignano,  architect,  on  behalf  of 
Estate  of  Harmon  W.  Cropsey,  owner, 
to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2363-2385 
Cropsey  avenue,  Brooklyn. 

cal.  no.  94-24-BZ — Application,  January  22,  1924,  under  the 
building  zone  resolution,  of  S.  L.  Mal- 
kind,  applicant,  on  behalf  of  James  J. 
Fox  Realty  Co.,  owner,  to  permit  in 
a  business  district  the  alteration,  ex¬ 
tension  and  conversion  of  a  stable  and 
factory  building  to  a  garage  for  the 
storage  of  five  (5)  motor  vehicles; 
premises  20-22  Wyckoff  street,  Brook¬ 
lyn. 

cal.  no.  908-23-BZ— Application,  July  16,  1923,  under  the 
building  zone  resolution,  of  Benjamin 
Antin,  applicant,  on  behalf  of  Dora 
Ebenstein,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  mani- 
tenance  of  a  one-story  extension  to  an 
existing  residence  building  and  to  be 
used  for  business  purposes ;  premises 
308  East  173rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  April  15,  1924,  at  2  />.  in. 

Appeals  from  Administrative  Orders. 
801-23-A — 60-62  West  116th  street,  Manhattan. 
867-23-A — 2715  Webster  avenue,  The  Bronx. 
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382-23-A— 320-322  East  28th  street  and  323  East  27th 
street,  Manhattan. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

977-23-A — Henderson’s  Walk,  1,000  ft.  off  shore,  Coney 
Island,  Brooklyn. 

150-24- A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 
1560-23 -A — 203-205  West  40th  street,  Manhattan. 

3 78-23- A — 17-65  West  42nd  street,  Manhattan. 

253-24- A — Southwest  corner  of  Riverdale  avenue  and  246th 
street,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  April  15,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  NO.  1349-23-BZ — Application,  November  22,  1923,  under 
'  the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  152-24-BZ— Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
William  N.  Croxton,  owner,  to  permit 
the  extension  into  a  business  district 
from  an  unrestricted  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  16  Convent  ave¬ 
nue  and  430  West  128th  street,  Manhat¬ 
tan. 

cal.  no.  1297-23-BZ— Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,.  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  921-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-17^1  Barnes 
avenue,  The  Bronx. 


cal.  no.  64-24-BZ — Application,  January  17,  1921,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
to  permit  in  a  business  "B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the 
zone  resolution ;  premise?  332-340  East 
84th  street,  Manhattan. 

cal.  no.  1284-23-BZ— -Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Rose 
Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an  alteration  and  exten¬ 
sion  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  8226  J 8th  avenue, 
Brooklyn. 

cal.  no.  89-24-BZ — Application,  January  21,  1924,  under  tht 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Estate  of 
Simeon  C .  Bradley  and  James  F.  Mc- 
Garry,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  west 
side  Webster  avenue,  120.18  ft.  south 
of  182nd  street,  The  Bronx. 

cal.  no.  1121-23-BZ— Application,  September  28,  1923,  under 
the  building  zone  resolution,  of  John 
Jose  Carroll,  architect,  on  behalf  of 
Edward  Amato,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  810-816  Classon  avenue, 
Brooklyn. 

cal.  no.  1280-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of 
Charles  Rudolph,  owner,  to  permit  in 
a  residence  district  the  alteration  and  * 
conversion  of  occupancy  from  residence 
to  a  business  use ;  premises  865  East 
175th  street,  northeast  corner  of  Mo- 
hegan  avenue,  The  Bronx. 

cal.  no.  1138-23-BZ — Application,  October  1,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Alice  Kambourian,  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  resi¬ 
dence  building;  premises  265  Lexing¬ 
ton  avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  22,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

204-24-d3Z. 

APPLICANT — Alvah  W.  Burlingame,  Jr.,  for  Robert  B. 
Martin,  owner. 

PREMISES — 465-475  Hemlock  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  from  dead  storage  of 
motor  vehicles  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

255-24-BZ. 

APPLICANT— William  C.  Winters,  for  Kalman  Pincus, 
owner. 
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PREMISES — 499-501  Grant  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  one-story  extension  to  be  used  for  busi¬ 
ness  purposes. 

334-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Daniel  Meehan, 
owner. 

PREMISES — Southeast  corner  172nd  street  and  Plimpton 
avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

88-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Franklin  Quincy, 
Inc.,  owner. 

PREMISES — 40-48  Hull  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

237-24-BZ. 

APPLICANT — Morris  J.  Werner,  owner. 

PREMISES — 2364  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

380-24-BZ. 

APPLICANT — John  De  Hart,  for  M.  Lichtenstein,  owner. 

PREMISES — 2386-2392  Ryer  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1336-23-A — 1957  Pitkin  avenue,  Brooklyn. 

1352-23- A — 1589-1607  Ocean  avenue,  Brooklyn. 

1355-23-A — 114  Barrow  street,  Manhattan. 

1434-23-A — 10-24  Dwight  street,  5-21  Delevan  street  and 
14-28  Verona  street,  Brooklyn. 

1519- 23-A — 29-55  Middleton  street,  Brooklyn. 

1520- 23-A — 516-524  Broadway,  Brooklyn. 

1558-23-A — South  side  Jamaica  avenue,  between  185th  street 
and  Farmers  avenue,  Queens. 

1474-23-A — 60  East  191st  street,  The  Bronx. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

1183-23-A — 520-528  West  27th  street,  Manhattan. 
1181-23-A — 38  Walker  street,  Manhattan. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1454-23-A — 65  West  Houston  street,  Manhattan. 

1476-23-A — Classon  Point,  500  ft.  east  of  Sound  View 
avenue,  entrance  to  Westchester  Creek, 
The  Bronx. 

300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
rone  resolution,  Tuesday  morning,  April  22,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  153-24-BZ— Application,  January  30,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Herman 
H.  Lucke,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  902-22  60th  street,  southeast 
corner  of  9th  avenue,  Brooklyn. 

cal.  no.  1426-23-BZ— Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Hugo  E. 
Magnuson,  architect,  on  behalf  of  Wil¬ 
liam  Boylehart,  owner,  to  permit  in 
a  residence1  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  sell¬ 
ing  station;  premises  2001-2013  Neck 
road,  northeast  corner  of  Ocean  ave¬ 
nue,  Brooklyn. 

cal.  no.  51 1-23-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

cal.  no.  346-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  G.  A. 
Boyd,  owner,  to  permit  in  a  business 
district,  also  in  a  street  between  two 
intersecting  streets  in  which  portion 
there  exists  an  exit  and  entrance  to 
a  public  school,  the  alteration  and 
change  of  occupancy  from  an  existing 
public  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  173-177  West  89th 
street,  Manhattan. 

cal.  no.  272-24-BZ— Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of’  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
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premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  168-24-BZ — Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

cal.  no.  191-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 

•  De  Hart,  applicant,  on  behalf  of  Mary 

Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  213-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  R. 
Buchanan,  Jr.,  applicant,  on  behalf  of 
Cross-Bay  Theatre,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  b£ 
occupied  for  stores  and  motion  picture 
theatre ;  premises  north  side  of  Rocka- 
way  boulevard,  80  ft.  east  of  Wood- 
haven  avenue,  Queens. 

cal.  no.  319-24-BZ — Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  455 
Seventh  Avenue  Co.,  Inc.,  owner,  to 
permit  in  a  two-times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  without  a  setback  to  a  height  ex¬ 
ceeding  the  limit  required  by  the  zone 
resolution ;  premises  459-499  Seventh 
avenue,  163-167  West  34th  street  and 
160-166  West  35th  street,  Manhattan. 

cal.  no.  53-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  ‘Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  22,  1924,  at  2  p.  w. 

Petitions  for  Variations. 

1548-23-S — 16  West  57th  street,  Manhattan. 

135-24-S — 2067  Broadway,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

290-24-S— 109-113  West  57th  street  and  106-116  West  58th 
street,  Manhattan. 

294-24-S — 47  Great  Jones  street,  Manhattan. 

44-24-S — 218-222  West  34th  street,  Manhattan. 

130-24-S — 16  West  30th  street,  Manhattan. 

1213-23-S — 231  Mercer  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

109-24-S— 171-173  6th  avenue,  Manhattan. 

33-24-S— 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

626- 22-S — 106-108  Fulton  street,  Manhattan. 

627- 22-S — 106-108  Fulton  street,  Manhattan. 

134-23-S — 171  First  avenue,  Manhattan. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

1371-23-S— 148-150  West  46th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

269-24-SA — ‘Universe  Oil  Burner,  approval  of. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factorj 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

154-24-A — East  side  of  2nd  avenue,  between  41st  street 
and  42nd  street,  Brooklyn. 

283-24-A — 18-22  East  38th  street,  Manhattan. 

1521-23-A — 792  Liberty  avenue,  Brooklyn. 

1525-23-A — 18  Morton  street,  Manhattan. 

1553- 23-A — 3290  Atlantic  avenue,  Brooklyn. 

1554- 23-A — 30-36  Union  avenue  and  11-13  Montrose  ave¬ 

nue,  Brooklyn. 

105-24- A — 361  Avenue  A,  Manhattan. 

1556-23-A — 545-565  Flushing  avenue,  Brooklyn. 

34-24-A — 421-425  Livonia  avenue  and  432-442  Junius 
street,  Brooklyn. 

92-24-A— 79  William  street,  L.  I.  City,  Queens. 

110-24-A — 42-52  Nassau  street  and  28-60  Maiden  lane, 
Manhattan. 

147- 24-A — 1490-1496  Herkimer  street,  Brooklyn. 

148- 24-A — 20-30  Morton  street,  Brooklyn. 

175-24-A — 71-79  Otsego  street,  Brooklyn. 

181-24- A — West  side  of  Cropsey  lane,  250  ft.  south  of 
Cropsey  avenue,  Brooklyn. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

387-24-A — 2478  2nd  avenue,  Manhattan. 

331-24-A — 508-534  West  212th  street,  Manhattan. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1049-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner ;  How¬ 
ard  P.  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  58  East  190th  street,  The 
Bronx. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of- 
Cedar  avenue,  The  Bronx. 

cal.  no.  101-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 
Crooke  McLecr,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
avenue  and  225-231  East  9th  street, 
Brooklyn. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  29,  1924,  at1  2  />.  m. 

Petitions  for  Variations. 

196-24-S — 21-23  Maiden  lane,  Manhattan. 

258-24-S — 428-430  West  19th  street,  Manhattan. 
2S0-24-S — 102-104  West  38th  street,  Manhattan. 
310-24-S— 22-26  East  14th  street,  Manhattan. 

299-24-S — 183-185  Lexington  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 

1 506-23-S — 45  East  20th  street,  Manhattan. 

2G4-24-S — -54  East  11th  street.  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

245-24-A — 26  Corlears  street,  Manhattan. 

247-24-A — 324-326  East  24th  street,  Manhattan. 

251-24-A— 163  Mercer  street,  Manhattan. 

271-24-A — 35-39  Maiden  lane,  Manhattan. 

285-24-A— 136  Beach  127th  street,  Belle  Harbor,  L.  I., 
Queens. 

293-24-A— 2-20  Keap  street,  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A— 880-890  East  136th  street,  The  Bronx. 

302-24-A — 1077  Intervale  avenue,  The  Bronx. 

14G-24-A — 4497  3rd  avenue,  The  Bronx. 

195-24-A — 40  West  25th  street,  Manhattan. 

16-24- A — 1342  Park  avenue,  Manhattan. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  6,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the ’follow¬ 
ing  matters: 

cal.  no.  275-24-BZ — Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Albert  Kenning  and  Joseph  D.  Bliss, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  84-92 
Maspeth  avenue,  Brooklyn. 

cal.  no.  281-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Goldvine  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  5908-5924 
13th  avenue,  Brooklyn. 

cal.  no.  246-24-BZ — Application,  February  16,  1924,  under 
the  building  zone  resolution,  of  Joseph 
H.  Freedlander,  architect,  on  behalf  of 
The  French  Institute  in  the  United 
States,  owner,  to  permit  in  a  \l/2  times 
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height  district  the  erection  of  the  street 
wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required 
by  the  zone  resolution;  premises  20-22 
East  60th  street,  Manhattan. 

ca!«  no.  865-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue.  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

CAL.  NO.  864-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

cal.  no.  256-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
•  district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

,cal.  no.  260-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  Bruce  Holding 
Corp.,  owner,  Sobel  Brothers,  lessee, 
to  permit  in  a  residence  district  the 
installation  and  maintenance  of  a  gas 
selling  station,  also  for  a  parking  space 
for  more  than  five  (5)  motor  ve¬ 
hicles;  premises  315-319  West  133rd 
street,  Manhattan. 

C.AL.  NO.  261-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bres- 
lauer  Construction  'Co.,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1973-1979 
Honeywell  avenue.  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  6,  1924,  at  2  p.  m. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  May  6,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


cal.  no.  231-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Samuel  Himmelstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises'  745-747  Ralph  avenue, 
Brooklyn. 

cal.  no.  276-24-BZ— Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Harjac  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1146-1158  East  New 
York  avenue,  Brooklyn. 

cal.  no.  842-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Jor- 
gine  Puschel,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  4318  Verio  avenue,  The 
Bronx. 

cal.  no.  69-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  Glendale 
Grove  Garage,  Inc.,  applicant  and  les¬ 
see,  Marie  Zschoschke,  owner,  to  per¬ 
mit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  4654  Proctor  street,  Glendale, 
Queens. 

cal.  no.  137-24-BZ— Application,  January  29,  1924,  under  the 
building  zone  resolution,  of  James  C. 
McLeer,  applicant,  on  behalf  of  Henry 
L.  Walker,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1787-1795  Coney  Island  ave¬ 
nue,  Brooklyn. 

cal.  no.  1408-23-BZ — Application,  December  1,  1923,  under 
the  building  zone  resolution,  of  Merton 
L.  Cushman,  applicant  and  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  316-320  West 
118th  street,  Manhattan. 

cal.  no.  1516-23-BZ — Application.  December  22,  1923,  under 
the  building  zone  resolution,  of  An¬ 
drew  Katzenberger,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  motor  ve¬ 
hicle.  one  space  rented  to  persons  not 
residing  on  the  premises ;  premises  8009 
95th  avenue,  Woodhaven,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  a.  m. 

Appeals  front  Administrative  Orders. 
1302-23-A — 445-459  Gerard  aver.ue,  The  Bronx. 
1376-23-A — 121  Fulton  street,  Manhattan. 
1465-23-A— 401-405  East  91st  street,  Manhattan. 
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37-24-A- 
73-24-A- 
131-24-A- 
]  58-24-A- 
159-24-A- 
161-24-A- 
178-24-A- 
206-24-A- 
212-24-A- 
262-24-A- 

308- 24-A- 

309- 24- A 


-558-564  Flushing  avenue,  Brooklyn. 

-118-122  Montauk  avenue,  Brooklyn. 

-571-575  Liberty  avenue,  Brooklyn. 

-422  Claremont  parkway,  The  Bronx. 

-132-140  West  125th  street,  Manhattan. 

-70-74  Lafayette  street,  Manhattan. 

-532  East  137th  street,  The  Bronx. 

-405-421  Hudson  street,  Manhattan. 

-729-737  7th  avenue,  Manhattan. 

-128-132  West  46th  street,  Manhattan. 

-527-531  West  34th  street,  Manhattan. 

-22-26  East  14th  street  and  19-23  East  13th 
street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  13,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  744-23-BZ — Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Michael 
Stein,  applicant,  on  behalf  of  Morris 
Schiff,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2839-2847  West  37th  street 
Brooklyn. 


cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Eisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”  area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 
as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39th 
street,  Manhattan. 


cal.  no.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10928  116th 
street,  Richmond  Hill,  Queens. 


cal.  no.  1299-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises; 
premises  963  Putnam  avenue,  Brooklyn. 


cal.  no.  84-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing 
wersen,  architect,  on  behalf  of  Sara! 
F.  Keidanz,  owner,  to  permit  in  a  resi 
dence  district  the  alteration  and  exten 
sion  of  an  existing  building  to  be  usee 
on  first  story  for  business  purposes 
premises  601  West  135th  street,  Man 
hattan. 


cal.  no.  1300-23-BZ — Application,  November  13,"  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  965  Putnam  avenue, 
Brooklyn. 


cal.  no.  186-24-BZ — Application,  February  7,  1924,  under  thi 
building  zone  resolution,  of  Joseph  J 
Moore,  applicant  and  owner,  to  permi 
in  a  business  district  the  erection  ant 
maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides ;  premises  532-538  65th  street 
Brooklyn. 


William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

102-24-S — .415-421  5th  avenue,  Manhattan. 

194-24-S— 59-61  East  4th  street,  Manhattan. 

210-24-S — 73  Warren  street,  Manhattan. 


-24-S — 60  University  place,  Manhattan. 


273-24-S — 1075-1081  Willoughby  avenue,  Brooklyn. 
356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
302-24-S — 27-37  West  60th  street,  Manhattan. 


Appliance  Submitted  for  Approval. 
254-24-S A — Sherman  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 
l — 28-30  West  39th  street,  Manhattan, 
k — 1074  Franklin  avenue,  The  Bronx, 
i — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k — 1600  Broadway,  Manhattan, 
k— 1600  Broadway,  Manhattan, 
k — -1600  Broadway,  Manhattan, 
k  — 1600  Broadway,  Manhattan, 
k — 667  Madison  avenue,  Manhattan, 
k— 58-60  William  street,  Manhattan, 
k — 72  Beekman  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildin 
zone  resolution,  Tuesday  morning,  May  20,  1924,  at  1 
o’clock,  in  Room  919,  Municipal  Building,  on  the  followin 
matters : 
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CALENDAR 


CAi..  no.  284-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  151-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  John 
Josinsky,  applicant  and  owner,  Leo  N. 
Boczek,  lessee,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  story 


of  an  existing  building;  premises  10 
Woodhull  avenue,  Bayside,  Queens. 
William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24- A — 17  Bowery,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 

205-24- A — 635-641  West  49th  street,  Manhattan. 

219-24- A— 523-537  Lexington  avenue,  Manhattan. 

300-24- A — 110  East  17th  street,  Manhattan. 

31 7-24- A — 91-93  Thompson  street,  Manhattan. 

364-24-A — 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  'City,  Queens. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING.  APRIL  8,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 

Connell,  Hollandl  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  April  1,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  15,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS, 
1490-23-A. 

APPELLANT — Patrick  J.  Cuskley,  trustee  of  Estate-  of 
Henry  Hunt,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 406  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Louis  C.  Haggerty. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


16-24-A. 

APPELLANT— David  M.  Jones,  for  Philip  Wald  and 
S.  Ruchman,  owners. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 1342  Park  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


105-24- A. 

APPELLANT— Auto  Truck  Garage  Co.,  Inc.,  lessee. 

SUB  TEC  T — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 361  Avenue  A,  Manhattan. 
APPEARANCES— 

For  Appellant :  Cyril  Donohue. 

ACTION  OF  BOARD— Laid  over  to  April  29,  1924,  at 
10  a.  m„  on  request  of  appellant’s  representative,  for 
final  disposition. 

1000-23-A. 

APPELLANT — Morris  U.  Ely  and  Jos.  Diehl  Fackenthal, 
receiver  for  the  Central  Metal  Products  Corp., 

owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Second  avenue  and  9th  street. 

College  Point,  Queens. 
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APPEARANCES- 

For  Appellant:  Robert  S.  Trainor  and  James  H. 
Cumiskey. 

For  Administration:  Inspector  Lcnihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  o 


THE  RESOLUTION: 

(1000-23-A) 

Whereas,  Morris  U.  Ely  and  Jos.  Diehl  Fackenthal,  re¬ 
ceivers  for  the  Central  Metal  Products  Corp.,  owner,  filed, 
August  11,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  Sec¬ 
ond  avenue  and  9th  street,  College  Point,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  16,  1923,  No.  47816-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  *  * 

and 

Whereas,  the  building  is  a  one-story  frame  structure,  sep¬ 
arated  into  two  portions,  59  ft.  9  in.  by  197  ft.  (11,780  sq. 
ft.)  in  area  and  137  ft.  3  in.  by  197  ft.  (27.000  sq.  ft.)  in 
area,  by  an  8  in.  fire  wall  with  approved  doors  at  open¬ 
ings ;  OCCUPIED  for  the  manufacture  of  steel  products, 
110  employees;  and 

Whereas,  appellant  contends  that  the  only  combustible 
material  used  in  the  premises  are  paints  and  carbides  which 
are  kept  in  the  small  section  of  the  building,  and  that  fire 
extinguishers  and  pails  of  sand  and  water  are  located 
throughout  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  fire  extinguishing  equip¬ 
ment  be  maintained  and  the  occupancy  and  use  remain  other¬ 
wise  unchanged. 


1498-23- A. 

APPELLANT — Croker  National  Fire  Prev.  Engineering 
Co.,  for  Rapid  Addressing  Machine -Co.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 


MINUTES 


PREMISES  AFFECTED— 32-46  West  23rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  ~ 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

( 1498-23-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Rapid  Addressing  Machine  Co.,  lessee,  filed,  Decem¬ 
ber  18,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  32-46 

West  23rd  street,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21388- 
LC,  dated  November  24,  1923,  reads  as  follows: 

“2.  Reduce  stock  of  nitro-cellulose  to  less  than  forty 
(40)  pounds  *  *  *. 

“7.  Protect  all  steam  pipes  or  risers  that  are  within 
6  ft.  0  in.  of  floor  with  wire  guards  or  non-combustible 
pipe  covering. 

“8.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“9.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning.”; 

•and  ...  . 

Whereas,  the  building  is  fireproof,  equipped  with  a 
sprinkler  and  standpipe  system,  six  stories  in  height,  174  ft. 
914  in.  by.  197  ft.  6  in.  in  area.  OCCUPIED:  1st  floor, 
stores,  60  persons;  2nd  floor,  dry  goods  jobbing,  20  per¬ 
sons;  3rd  floor,  Rapid  Addressing  Co.  (appellant),  250  per¬ 
sons;  4th  floor,  clothing  mfrs.  and  Rapid  Addressing  (ap¬ 
pellant),  95  persons;  5th  floor,  Tiffany  Studios,  40  per¬ 
sons;  6th  floor,  mfg.  upholstery,  40  persons;  roof  penthouse, 
mfg.  upholstery,  10  persons;  and 

Whereas,  appellant  proposes  to  install  an  approved 
sprinklered  cabinet,  vented  to  outer  air,  for  storage  of  cel¬ 
luloid,  and  contends  it  would  be  a  hardship  to  cover  the 
pipes  and  radiators. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
(fronted  on  condition  that  the  nitro-cellulose  stock  be  lim¬ 
ited  to  not  more  than  40  pounds  of  sheet  celluloid,  subject 
to  further  working ;  maintained  and  stored  in  approved  metal 
cabinet,  vented  to  outer  air  and  equipped  with  sprinkler 
head;  and  that  this  occupancy  be  limited  to  4th  floor  for 
the  process  of  operation  described  in  application. 


1544-23-A. 

APPELLANT— Samuel  Rosenblum,  for  Maitland  F. 
Griggs,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 154  East  70th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  H.  M. 
Zucco. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1544-23-A) 

Whereas,  Samuel  Rosenblum,  for  Maitland  F.  Griggs, 
owner,  filed,  December  27,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  154  East  70th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  7,  1923,  in  acting  on  Order  No.  21603-LC,  reads: 

‘T.  The  use  of  the  third  story  above  the  garage  for 
dwelling  purposes  must  be  discontinued  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  40  ft.  by  85  ft.  in  area.  OCCUPIED:  1st  story, 
private  garage,  2  cars,  and  dwelling  of  owner  above;  and 

Whereas,  appellant  contends  that  the  garage  is  separated 
from  the  rest  of  the  building  by  fireproof  construction,  with 
self-closing  doors  at  the  openings,  kalameined  at  the  garage 
side,  and  also  that  there  is  no  gasoline  storage  system  on  the 
premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
(j ranted  on  condition  that  the  garage  capacity  be  limited  to 
two  (2)  automobiles  of  the  pleasure  car  type,  the  property 
of  the  owner,  living  on  the  premises ;,  that  the  garage  por¬ 
tion  shall  be  entirely  enclosed  in  fireproof  walls,  ceiling  and 
floors,  any  openings  therein  to  be  equipped  with  self-clos¬ 
ing,  fireproof  doors;  that  there  shall  be  no  gasoline  stor¬ 
age  equipment  maintained  on  the  premises ;  that  a  self¬ 
closing,  fireproof  door  shall  be  provided  in  the  southerly 
partition  of  the  room  marked  ‘‘Chauffeur’s  Room”  on  plan, 
located  on  1st  story,  providing  two  means  of  egress  there¬ 
from. 


80-24-A. 

APPELLANT — H.  L.  Martin,  for  Sheffield  Farms  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 603  West  27th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  H.  L.  Martin. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(80-24-A) 

Whereas,  H.  L.  Martin,  for  Sheffield  Farms  Co.,  Inc., 
lessee,  filed,  January  18,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  603  West  27th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  20757-  j 
LC,  dated  October  26,  1923,  reads : 

‘‘The  Code  of  ordinances  provides  that  no  permit 
shall  be  issued  for  the  storage  or  sale  of  matches  with¬ 
in  the  City  in  quantities  aggregating  more  than  60 
matchman’s  gross  for  any  building  where  paints,  oils, 
varnishes,  lacquers,  rosin,  etc.,  are  manufactured,  stored 
or  kept  for  sale. 

“You  are,  therefore,  ordered  to 
“1.  Reduce  the  quantity  of  matches  to  60  match- 
man’s  gross.” ; 

and 

Whereas,  the  building  is  fireproof,  nine  stories  and  base¬ 
ment  in  height,  75  ft.  by  100  ft.  in  area;  OCCUPIED  as  a 
storage  warehouse  for  grocery  supplies,  80  persons  in  build¬ 
ing  ;  and 

Whereas,  appellant  contends  the  paints  and  varnishes  are 
used  in  painting  appellant’s  wagons,  and  this  work  is  con- 
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MINUTES 


fined  to  the  9th  story;  and  further  contends  that  the  stor¬ 
age  of  matches  (1,300  matchman’s  gross)  will  be  in  an  en¬ 
closure  of  4  in.  terra  cotta  blocks,  equipped  with  sprinkler 
heads,  and  located  on  the  1st  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  matches  shall  be  stored  and 
maintained  in  the  northwest  corner  of  1st  story,  confined 
to  a  fireproof  vault,  constructed  of  4  in.  terra  cotta  blocks 
or  8  in.  brick  wall  with  one  door  opening,  equipped  with 
self-closing,  fireproof  door,  and  that  this  vault  shall  be 
provided  with  at  least  one  sprinkler  head. 


83-24-A. 

APPELLANT— Benjamin  Ascher,  for  Thrift  Button 
Works,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 187  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Benjamin  Ascher  and  Matthew  Don¬ 
ohue. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  and  Fire  Chief 


Kenlon  .  G 

Negative .  0 

Absent:  Mr.  Kerby . l 

THE  RESOLUTION: 


(83-24-A) 

Whereas,  Benjamin  Ascher,  for  Thrift  Button  Works, 
lessee,  filed,  January  21,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  187  Lafayette  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  4,  1923,  in  acting  on  Order  No.  19597-LC,  reads: 

“1.  Enclose  with  fireproof  material  the  interior  stair¬ 
way  leading  to  3rd  and  4th  story. 

“7.  Protect  all  steam  pipes  or  risers  that  are  within 
6  ft.  0  in.  of  floor  *  *  *. 

“8.  Provide  suitable  guards  around  radiators  and 
steam  pipes  *  *  *. 

“9.  Bottom  of  guards  shall  be  arranged  so  as  to  lift 
up  for  cleaning.  *  *  *. 

“14.  Discontinue  the  storage  of  finished  stock  any¬ 
where  on  your  premises,  except  in  approved  vaults  or 
cabinets  or  in  a  special  finished  stock  storeroom.’’ ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
30  ft.  by  120  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
130  persons  above  the  2nd  story,  appellant  occupying  the 
3rd  and  4th  stories  of  the  premises  for  the  manufacture  of 

buttons ;  and 

Whereas,  appellant  contends  that  the  celluloid  (1,000 
pounds)  is  stored  in  an  approved  vault,  and  proposes  to 
vacate  the  ..premises  February  21,  1925. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  service  of  the  interior  stairs 
be  limited  to  3rd  and  4th  stories,  stairs  to  be  enclosed  in 
fire  retarding  partitions  with  self-closing,  fireproof  doors  a* 
3rd  story  and  equipped  with  self-closing,  fireproof  trap  doors 
at  level  of  4th  story ;  that  all  work  benches  shall  be  equipped 
with  back  and  side  boards ;  that  the  quantity  of  cellulose 
material  maintained  on  these  premises  shall  be  limited  to 
1,000  pounds,  stored  and  maintained  in  a  fireproof  vault, 
vented  to  outer  air  and  equipped  with  sprinkler  head ;  and 
further  on  condition  that  the  celluloid  occupancy  of  these 
two  floors  shall  be  vacated  on  or  before  I'tbruary  21, 
1925. 


97-24- A. 

APPELLANT — Croker  National  Fire  Prev.  Engineering 
Co.,  for  Walker  Engraving  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 141  East  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Kerby .  i 

THE  RESOLUTION: 


(97-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Walker  Engraving  Co.,  lessee,  filed,  January  22, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  141  East  25th 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  21,  1923,  in  acting  on  Order  No.  21817-LC, 
reads : 

“2.  Have  Superintendent  or  Manager  apply  for  and 
secure  a  Certificate  of  Fitness.  *  *  *. 

“4.  Discontinue  the  use  of  gas  stove  or  other  fire  or 
flame  in  room  or  compartment  where  nitro-cellulose 
products  are  stored  or  used  for  the  manufacture  of 
articles  therefrom  on  8th  story.  *  *  *. 

“6.  Provide  at  least  one  fire  pail  to  every  two  per¬ 
sons  employed  on  8th  story,  all  such  pails  ot  be  kept 
continuously  full  of  water. 

“7.  Elevate  all  steam  or  hot  water  radiators  at  least 
four  inches  above  floor.  *  *  *. 

“8.  Protect  all  steam  pipes  or  risers  that  are  within 
G  ft.  0  in.  of  floor  with  wire  guards  or  non-combustible- 
pipe  covering.  *  *  *. 

“9.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith.  *  *  *. 

“10.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning.  *  *  *. 

“11.  Arrange  tables  and  work  benches  at  least  four 
inches  from  any  wall,  steam  or  hot  water  pipes.  *  *  *. 

“12.  Provide  a  sufficient  number  of  tote  boxes  of 
approved  construction  in  which  must  be  kept  materials 
and  articles  in  process  of  manufacture,  except  such  as 
are  kept  in  vaults  or  cabinets.  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  equipped  with  sprin¬ 
kler,  fire  alarm  and  standpipe  systems,  seven  stories  and 
pent  house  in  height;  185  ft.  by  197  ft.  6  in.  in  area.  OC¬ 
CUPIED:  1st  story,  electric  auto  garage;  upper  stories, 
printing  and  lithographing,  720  persons  above  the  1st  story ; 
the  appellant  occupying  the  pent  house  for  engraving,  100 
employees ;  and 

Whereas,  appellant  proposes  to  provide  a  substantial 
metal  box  in  which  to  store  the  required  five  (5)  pounds 
of  celluloid. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  cellulose  material  on  these 
premises  shall  be  confined  to  pent  house  story,  the  quantity 
limited  to  five  (5)  pounds,  stored  in  approved  metal  box; 
and  granted  only  so  long  as  use,  work  and  operation  on  same 
is  restricted  and  incidental  to  the  lithographing  business 
now  conducted  on  premises. 
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107-24-A. 

APPELLANT — Samuel  Gumeiner,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 16-50  Wooster  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Gumeiner. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  and  Fire  Chief 


Kenlon . .  6 

Negative .  0 

Absent :  Mr.  Kerby .  1 

THE  RESOLUTION: 


(107-24-A) 

Whereas,  Samuel  Gumeiner,  lessee,  filed,  January  24, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  46-50  Wooster 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
lanuary  3,  1924,  in  acting  on  Order  No.  21926-LC,  reads: 

“1.  All  vertical  openings  including  elevator  shafts, 
stairways,  dumbwaiter  shafts,  air  shafts,  light  shafts, 
etc.,  throughout  entire  building  must  be  enclosed.  *  *  *. 

“3.  Protect  all  steam  pipes  or  risers  that  are  within 
6  ft.  0  in.  of  floor  with  wire  guards  or  non-combustible 
pipe  covering  *  *  *. 

“4.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  equipped  with  a 
100  per  cent  sprinkler  system,  six  stories  in  height,  75  ft 
by  90  ft.  in  area;  OGCUPIED  as  a  tenant  factory,  15 
persons  per  story ;  appellant  occupying,  for  the  last  two 
years,  part  of  3rd  story  for  the  manufacture  of  leather 
novelties ;  and 

Whereas,  appellant  contends  that  the  celluloid  used  (26 
pounds)  is  stored  in  a  metal  receptacle,  that  the  work  done 
is  incidental  to  the  assembly  of  leather  novelties,  and  that 
this  work  is  done  40  ft.  from  any  wall,  steam  pipe  or  radi¬ 
ator  ;  and 

Whereas,  the  board  deemed  that  this  appeal  should  be 
dismissed  on  condition  that  the  resolution  of  the  board  of 
appeals  in  connection  with  Cal.  No.  761-22-A,  affecting  the 
same  premises,  shall  be  complied  with. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


114-24- A. 

APPELLANT — Alexander  Engel,  for  Max  Engel  &  Son, 
owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 130  Osborn  street,  tear,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Alexander  Engel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby .  1 

THE  RESOLUTION: 


(114-24- A) 

Whereas,  Alexander  Engel,  owner,  filed,  January  25, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 


of  the  fire  commissioner,  affecting  premises  130  Osborn 
street,  rear,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  53481- 
F,  dated  December  24,  1923,  reads : . 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917.”; 

and 

Whereas,  the  building,  situated  on  the  rear  of  the  lot,  is 
frame,  two  stories  in  height,  25  ft.  by  50  ft.  in  area;  OC¬ 
CUPIED  for  the  manufacture  of  window  sashes,  9  per¬ 
sons;  and  ■ 

Whereas,  appellant  contends  great  hardship  would  ensue 
if  this  order  were  enforced,  as  the  revenue  from  the  prem¬ 
ises  is  small  and  it  is  proposed  within  a  year  or  so  to  re¬ 
move  the  building  and  replace  it  with  a  modern  structure. 

Resolved,  that  "the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  less  than  one  (1)  40-gallon 
cask,  with  six  (6)  buckets  to  each  cask,  shall  be  provided 
on  each  floor  of  this  structure;  that  an  open,  unobstructed 
runway  shall  be  maintained  from  front  to  rear  of  prem¬ 
ises;  and  granted  so  long  as  occupancy  and  use  remain  un¬ 
changed. 


11 5-24- A. 

APPELLANT — Emil  Guterman,  for  Max  Engel  &  Sons, 
owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 130  Osborn  street,  rear,  Brook- 
lyn.  ] 

APPEARANCES— 

For  Appellant:  Emil  Guterman.  S 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  and  Fire  Chief 

Kenlon  .  6 

Negative .  0 

Absent :  Mr.  Kerby .  1 

THE  RESOLUTION: 

(115-24-A) 

Whereas,  Emil  Guterman,  for  Osborn  Sash  and  Door 
Co.,  lessee,  filed,  January  25,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  130  Osborn  street,  rear,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
December  24,  1923,  in  acting  on  Order  No.  52434-F,  reads: 
“1.  Provide  a  brick  wall  18  ft.  in  height  at  west  and 
sides  of  yard.  Sec.  776,  Greater  New  York  Charter.”; 

and 

Whereas,  the  building  is  frame,  two  stories  in  height,  50 
ft.  by  25  ft.  in  area;  OCCUPIED  for  sash  manufacturing, 
with  a  total  of  9  persons,  the  building  being  located  on  the 
rear  of  a  plot  on  the  front  of  which  are  two  2-story  frame 
stores  and  dwellings,  there  being  an  open  yard  between  the 
building  in  question  and  the  dwelling;  there  are  two  lum¬ 
ber  piles,  5  ft.  high  and  5  ft.  away  from  any  building;  and 
Whereas,  appellant  contends  that  this  business  has  been 
conducted  for  the  past  ten  years  and  that  it  is  not  a  lum¬ 
ber  yard,  the  lumber  being  used  in  his  business,  and  that 
the  output  is  comparatively  small  and  that  to  provide  the 
brick  wall  would  be  a  great  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  one  lumber  pile, 
not  exceeding  10  ft.  wide  and  5  ft.  high,  running  fore  and 
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aft,  is  maintained  in  the  open  runway  from  Osborn  street, 
and  but  one  additional  lumber  pile,  tightly  stacked,  not  ex¬ 
ceeding  5  ft.  in  height,  with  a  5  ft.  passageway  around 
same  in  the  rear  yard,  and  that  an  open  driveway  not  less 
than  12  ft.  wide  shall  also  be  maintained  from  Osborn 
street  to  rear  yard,  and  that  conditions  otherwise  remain  un¬ 
changed. 


132-24- A. 

APPELLANT — Croker  National  P'ire  Prev.  Engineering 
Co.,  for  R.  H.  Comey  Brooklyn  Co.,  owner. 
SUBJECT — Appeal  from  order  of  tire  commissioner. 
PREMISES  AFFECTED — 61-65  10th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

*  Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(132-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  R.  H.  Comey  Brooklyn  Co.,  Inc.,  owner,  filed, 
January  28,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  61-5 
19th  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  8,  1924,  in  acting  on  Order  No.  53111-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  ; 

and  .  .  . 

Whereas,  the  building  is  fireproof,  three  stones  in  height, 
120  ft.  by!  100  ft.  (12,000  sq.  ft.)  in  area  at  the  1st  story 
and  120  ft.  by  71.7  ft.  in  area  above;  OCCUPIED  as 
dyers  and  bleachers  of  straw  braid,  12  persons;  and 
Whereas,  appellant  contends  that  the  fumes  from  the 
bleaching  chemicals  would  quickly  corrode  the  standpipes 
and  that  the  building  is  over  10,000  sq.  ft.  on  the  1st  story 

only.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  horizontal  exits  in  this  build¬ 
ing  shall  be  provided  with  approved  fire  doors ;  and  that 
all  other  openings  shall  be  legally  protected  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals  and 
the  provisions  of  the  building  code. 


THE  RESOLUTION: 

(106-24- A) 

Whereas,  H.  Sussman,  Inc.,  lessee,  filed,  February  2, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  232-34  East 
lllth  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
January  8,  1924,  in  acting  on  Order  No.  22031-LC,  reads: 

“1.  Reduce  the  stock  of  combustible  fibres  to  one 
ton.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  and 
basement  in  height,  40  ft.  by  90  ft.  7  in.  in  area;  OCCU¬ 
PIED  for  the  manufacture  of  mattresses  and  springs,  19 
employees;  and 

Whereas,  the  fire  department  contends  the  premises  arc 
within  50  ft.  of  a  church;  and 

Whereas,  appellant  contends  that  the  premises  are  equip¬ 
ped  with  a  100  per  cent  sprinkler  system,  and  were  occupied 
for  the  present  use  prior  to  the  erection  of  the  adjoining 
church ;  and 

Whereas,  the  board  deemed  that,  in  view  of  the  state¬ 
ment  of  the  inspector  of  fire  department  that  their  first  rec¬ 
ord  of  the  existence  of  a  church  at  that  location  was  in 
1920,  and  that  their  records  of  the  issuance  of  permits  to 
the  business  under  appeal  wTas  previous  to  that  time,  the  ap¬ 
peal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  reversed,  and  the  appeal  be  and  it  hereby  is 
i/ ran  ted. 


166-24-A. 

APPELLANT — H.  Sussman,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 232-234  East  lllth  street,  Man¬ 
hattan. 

APPEARANCES—  r  , 

For  Appellant:  Morris  Wagner  and  B.  E.  Kopel- 

man. 

For  Administration:  Inspector  Lemhan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted. 

THE  VOTE— 

Affirmative :  Chairman  W  alsh,  Messrs.  Beatt\ , 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  ‘ 

Negative  .  ® 

Absent  . 
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1 79-24-A. 

API  ELLANT— Freitag  &  Sons,  Inc.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 398-400  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

F"or  Appellant :  Curt  Hengsbach. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  W alsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(179-24-A) 

Whereas,  Freitag  &  Sons,  Inc.,  lessee,  filed,  I  ebruary  4, 
1924,  an  appeal,  with  the  board  ol  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  398  to  400  Con¬ 
cord  avenue,  Borough  of  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  2,  1924,  in  acting  on  Alteration  Application  No. 
1629-23,  reads:  I 

“1.  Rules  of  the  Board  of  Standards  and  Appeals 
require  sprinkler  equipments  in  buildings  having  cellu¬ 
loid  occupancies  to  he  supplied  by  an  approved  gravity 
tank  supply  and  an  approved  pressure  tank  supply.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stones  m 
height,  48  ft.  by  96  ft.  in  area.  OCCUPIED:  1st  story, 
storage  of  celluloid  buttons,  20  persons;  2nd  story,  manu¬ 
facture  of  celluloid  articles,  30  persons;  and 

Whereas,  appellant  contends  that  the  celluloid  (425 
pounds)  will  be  stored  in  two  approved  cabinets;  that  the 
building  is  equipped  with  a  sprinkler  system,  supplied  from 
a  10,000  gallon  gravity  tank,  and  proposes  to  install  another 
source  of  supply,  consisting  of  a  6  in.  connection  to  the 
city  water  main. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  he  and  it  hereby  is 
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granted  on  condition  that  a  second  source  of  supply,  con¬ 
sisting  of  a  direct  6  in.  connection  to  street  main,  be  in¬ 
stalled  ;  and  that  the  premises  comply  in  all  other  respects 
with  the  requirements  of  chapter  10  of  the  code  of  ordi¬ 
nances  as  to  celluloid  storage. 


183-24-A. 

APPELLANT — -Corning  Oil  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 321  Pearl  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— -Chairman  read  correspondence. 

Appeal  withdrawn ;  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


-Chief  Kenlon  .  7 

iNegative  .  0 

Absent  .  ° 


277-24-A. 

APPELLANT — George  M.  McCabe,  for  H.  S.  &  W.  S. 
Coffin,  owners. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFE-CT ED- — 558-570  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  George  M.  McCabe. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

'N egative  . . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(2-77-24-- A) 

Whereas,  George  M.  McCabe,  for  H.  S.  &  W.  S.  Cof¬ 
fin,  owners,  filed,  February  21,  1923,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  558-570  West  34th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  5,  1923,  in  acting  on  Alteration  Application  No. 
1831-23,  reads: 

“10.  A  4  in.  regulation  standpipe  line  as  per  Section 
58,  Chapter  5,  Code  of  Ordinances,  and  as  per  Rules 
and  Regulations  of  the  Board  of  Standards  and  Appeals, 
with  a  3500  gallon  tank  on  roof  and  with  a  65  gallon 
per  minute  pump  for  filling  same  must  be  installed. 

*  *  *  ”  . 

•  f 

and 

Whereas,  the  building  is  fireproof,  three  stories  (45  ft) 
in  height  at  front,  and  two  stories  (34  ft.)  in  height  at 
rear,  98  ft.  9  in.  by  188  ft.  (18,500  sq.  ft.)(  in  area.  OC¬ 
CUPIED  :  1st  and  2nd  stories,  garage,  8  persons ;  3rd  story, 
assorting  room  for  redelivery  of  sealed  packages,  15  per¬ 
sons  ;  and 

Whereas,  appellant  proposes  to  connect  the  standpipe 
with  street  main. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  as  to  the  gravity  tank 
is  granted  on  condition  that  a  standpipe  system  shall  be 
installed  in  accordance  with  the  rules  in  all  other  respects. 


1059-23- A. 

APPELLANT— The  G.  H.  Harris  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 49-61  Clymer  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  G.  H.  Harris. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  ^ 

Negative  .  o 

Absent  .  o 


THE  RESOLUTION: 

(1059-23-A) 

Whereas,  The  G.  H.  Harris  Co.,  lessee,  filed,  September 
5,  1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  49-61  Clymer 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  82129- 
LC,  dated  August  15,  1923,  reads : 

“2.  Enclose  all  stairways  *  *  *. 

“4.  Provide  an  approved  double-walled  metal  cabinet 
on  3rd  story  *  *  *. 

“5.  Discontinue  use  of  portable  lights  *  *  *. 

“7.  Provide  at  least  3  in.  clearance  between  all  electnc 
or  steam  heaters,  dies  or  tables,  and  all  wpod-work  or 
combustible  material. 

“8.  Arrange  all  heaters,  dies,  steam  tables  or  pipes 
so  that  no  stock  except  that  being  worked  on  will  come 
in  contact  with  same. 

“10.  Protect  all  steam  pipes  or  risers  on  3rd  story 
that  are  within  6  ft.  of  floor.  *  *  *. 

“12.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning. 

“14.  Provide  a  sufficient  number  of  tote  boxes  of 
approved  construction  in  which  must  be  kept  materials 
and  articles  in  process  of  manufacture  except  such  as 
are  kept  in  vaults  or  cabinets.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
basement  in  height,  125  ft.  by  100  ft.  in  area;  OCCUPIED 
as  a  tenant  factory,  equipped  with  a  100  per  cent  sprinkler 
system ;  and 

Whereas,  appellant  who  occupies  part  of  the  3rd  story  of 
the  premises,  contends  no  celluloid  is  cut,  sawed  or  heated, 
only  inlaid  in  a  mineral  composition,  and  that  all  celluloid 
on  the  premises,  not  in  work  and  never  exceeding  25  pounds 
is  stored  in  a  fireproof  safe. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  requirements  set  forth  in  reso¬ 
lution  adopted  by  the  board  of  standards  and  appeals  in  con¬ 
nection  with  Cal.  714-18-S,  be  complied  with;  that  the  quan¬ 
tity  of  celluloid  shall  be  limited  to  25  pounds,  maintained  in 
metal  cabinet ;  that  the  'necessary  tote  boxes  shall  be  pro¬ 
vided ;  that  the  conduct  of  the  business  on  these  premises 
(the  3rd  story)  shall  be  restricted  to  the  present  operation 
and  process  now  conducted  thereon  and  remains  substan¬ 
tially  unchanged  ;  and  that  there  shall  be  no  open  flame 
maintained. 


BUILDING  ZONE  CASES. 

1531-23-BZ.  '  1 

APPLICANT — John  J.  Dunnigan,  for  Nellie  C.  Kirby, 
owner.  1 1  I 

SUBJECT — ‘Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1125-1137  Union  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  David  M.  Jones  and  others. 

ACTION  OF  BOARD — -Chairman  read  applicant’s  tele¬ 
gram  requesting  adjournment.  Laid  over  to  April 
29,  1924,  at  10  a.  m. 
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1 165-23-BZ. 

APPLICANT— William  F.  Doyle,  for  One  Thirty-six  Pul¬ 
aski,  Inc.,  owner. 

SUBJECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 83-91  Vernon  avenue,  Brook¬ 
lyn.  ' 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Celia  Bookshin  and  others. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative .  0 

Absent  . * .  0 


1  21-24-BZ. 

APPLICANT — John  McGuinness,  for  Ambassador  Hotel 
•  Corp.,  owner. 

1  SUBJECT — (Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  con¬ 
struction  and  maintenance  of  an  electric  sign. 

1  PREMISES  AFFECTED — 341-351  Park  avenue,  Manhat¬ 
tan. 

,  APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  C.  H.  Robinson,  T.  Firt,  Jr. 
ACTION  OF  BOARD1 — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon .  7 

Absent  .  0 


THE  RESOLUTION: 

(21-24-BZ) 

Whereas,  John  McGuinness,  for  Ambassador  Hotel 
Corp.,  owner,  filed,  February  4,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  district 
the  construction  and  maintenance  of  an  electric  sign ;  prem¬ 
ises  341-351  Park  avenue,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Park  avenue  is  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  19,  1923,  in  acting  on  App.  No.  2841-23, 

reads : 

“The  construction  of  an  electric  sign  in  a  residence 
district  is  prohibited  by  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc- 
’  tion,  17  stories  in  height,  with  a  frontage  of  200  ft.  and 
a  depth  of  179  ft. ;  occupied  as  a  hotel ;  it  is  proposed  to 
erect  a  sign  on  the  front  advertising  a  grill  room;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


22-24-BZ. 

APPLICANT— Third  Avenue  Holding  Co.,  Inc.,  owner. 
SUBJECT— 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  and  also  jn  a  “B” 


area  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles,  also  the  omission  of  a  rear  yard  as  required 
by  the  zone  resolution. 

PREMISES  AFFECTED — West  side  of  Webster  avenue, 
between  201st  street  and  Mosholu  parkway,  South, 
The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Martin  Golobier,  William  Allen, 


James  T.  Judge  and  William  Horn. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Absent:  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 

(22-24-BZ) 


Whereas,  Third  Avenue  Holding  Co.,  Inc.,  owner,  filed, 
January  7,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  “B”  area  district  and  also  partly  in 
a  business  and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles,  also  the  omission  of  a  rear  yard  as  required 
by  the  zone  resolution;  premises  west  side  of  Webster  ave¬ 
nue,  between  201st  street  and  Mosholu  parkway,  South, 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  is  a  business 
district  and  Mosholu  parkway,  South,  and  East  201st  street 
are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  18,  1923,  in  acting  on  N.  B.  Application 
No.  2929-23,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  dis¬ 
tricts  is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion. 

“2.  Rear  yard  must  be  provided  as  required  by  Build¬ 
ing  Zone  Resolution  in  residence  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  95 
ft.  and  a  depth  of  151  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


28-24-BZ. 

APPLICANT— Thomas  A.  Williams,  for  All  White  Wet 
Wash  Laundry  Co.,  Inc.,  owner. 

SUBJECT — (Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  laundry 
building. 

PREMISES  AFFECTED— 46  West  98th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Robert  Tiechman. 

For  Opposition:  Mark  E.  O’Connell. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon -  2 
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THE  RESOLUTION: 

(28-24-BZ) 

Whereas,  Thomas  Williams,  lor  All  White  Wet  Wash 
Laundry  Co.,  Inc.,  owner,  filed,  January  8,  1924,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  alteration  and  extension  of  an  ex¬ 
isting  laundry  building;  premises  46  West  98th  street,  Man¬ 
hattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  97th  street  and  West 
98th  street  are  residence  districts  and  Columbus  avenue  is  a 
business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  12,  1923,  in  acting  on  Alt.  Application 
No.  505-1923,  reads: 

“1.  Proposed  work  violates  the  provisions  of  Section 
6,  Building  Zone  Resolution.  *  * 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft. 
and  depth  of  100  ft.  11  in.  in  the  1st  story  and  a  depth  of 
30  ft.  above;  it  is  proposed  to  erect  an  additional  story 
on  part  of  present  extension,  making  it  two  stories  in  height; 
and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 

14C0-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Brooklyn  Realty 
Corporation,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1239-1249  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Aaron  William  Levy. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  i 


THE  RESOLUTION: 

( 1460-23 JBZ) 

Whereas,  William  F.  Doyle,  for  Brooklyn  Realty  Corp., 
owner,  filed,  December  10,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  1239-49  Coney  Isl¬ 
and  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  'Coney  Island  avenue  is  a 
business  district  and  Avenue  I  and  East  12th  street  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  12,  1923,  in  acting  on  Application  No. 
20905-23,  reads : 

‘‘Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Article  II,  Sec.  4. 


“A  public  garage  for  more  than  five  motor  vehicles  in 
a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  140  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  restricted  in  height  to  a  one-story  structure 
above  grade ;  that  the  rear  and  northerly  gable  walls  be 
unpierced  throughout  their  entire  height  and  length ;  that 
the  street  wall  on  Avenue  I  be  set  back  15  ft.  from 
the  building  line;  that  any  openings  on  Avenue  I  shall 

be  restricted  to  one  doorway  not  exceeding  3  ft.  8  in. 
in  width,  and  to  windows  the  sills  of  which  shall  be 

at  least  6  ft.  above  sidewalk  level;  that  there  shall  be  no 
return  of  the  show  window  on  Avenue  I ;  that  the 
front  elevations  oil  Avenue  I  and  on  Coney  Island  ave¬ 
nue,  other  than  the  show  windows,  shall  be  finished  in 
front  brick,  with  architectural  terra  cotta  or  stone  trim¬ 
mings  ;  that  the  front  of  the  premises  for  a  depth  of 
at  least  20  ft.,  other  than  the  vehicular  entrance,  shall 

be  maintained  as  shop  or  show  room,  separated  from 

garage  area  by  terra  cotta  walls ;  these  premises  shall  be 
restricted  from  the  conduct  of  a  motor  vehicle  repair 
shop,  other  than  necessary  repairs  incidental  to  the  con¬ 
duct  of  a  garage,  and  prohibiting  use  of  motor  driven 
machinery ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


59-24-BZ. 

APPLICANT — Joseph  Lustig,  owner. 

SUBJECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  structure  to  be  used 
as  a  poultry  slaughter  house. 

PREMISES  AFFECTED — 176  Wilson  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  H.  S.  Bachrach. 

For  Opposition:  Francis  X.  Giaccone  and  others. 


ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Absent :  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

(59-24-BZ) 


Whereas,  Joseph  Lustig,  owner,  filed,  January  16,  1924, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  erection  and  maintenance  of  a 
structure  to  be  used  as  a  poultry  slaughter  house ;  premises 
176  Wilson  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Wilson  avenue,  De  Kalb  ave¬ 
nue  and  Hart  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  3,  1924,  in  acting  on  N.  B.  Application  No. 
24354-23,  reads: 

“1.  Proposition  contrary  to  Art.  II,  Sec.  4  of  Bldg. 
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Zone  Resolution;  Chicken  Slaughter  House  in  a  busi¬ 
ness  district.”; 


and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
22  ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  poultry 

slaughter  house;  and 

Whereas,  applicant  failed  to  substantiate  the  basis  of  his 
application  under  section  20,  and  there  was  opposition 
to  the  granting  of  this  application  on  the  part  of  neighbor¬ 
ing  property  owners. 


Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


/  - 

1533-23-BZ. 

APPLICANT — Jenks  &  Rogers,  for  Jaace  Realty  Co.,  Inc., 

owner* 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 87-101  Crown  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  J.  McCooey,  Jr. 

For  Opposition:  John  F.  Middlemiss  and  James 
Middlemiss. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Connell, 


Holland  and  Kerby .  5 

Negative:  Chairman  Walsh .  1 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 


(1533-23-BZ) 

Whereas,  Jenks  &  Rogers,  for  Jaace  Realty  Co.,  Inc., 
owner,  filed,  December  28,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  87-101  Crown 
street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Crown  street  is  a  residence 
district  and  Bedford  avenue  and  Franklin  avenue  are  busi¬ 
ness  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  6,  1923,  in  acting  on  Application  No. 

22884-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  180 
ft.  and  a  depth  of  131  ft.,  irregular;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  be  restricted  to  one  story  in  height ;  that  the  rear  and 
gable  walls  be  unpierced  throughout  their  entire  height 
and  length ;  that  there  be  no  skylight  permitted  within  25 
ft.  of  the  rear  wall  of  the  main  portion  of  the  garage; 
that  any  skylight  installed  shall  be  equipped  with  plain  glass, 
protected  above  and  below  with  wire  guards;  that  the  front 
wall  on  Crown  street  shall  be  finished  with  front  brick  and 
architectural  terra  cotta  or  stone  trimmings ;  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 


obtained  within  nine  months  and  the  building  complettd 
within  eighteen  months  from  the  date  of  this  action. 


221-24-BZ. 

APPLICANT. — Louis  A.  Sheinart,  for  John  Sander,  owner. 
SIJBJ  ECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AIT'  ECTED — 439-443  East  77th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  Abraham  Binder  and  Albert  Cun¬ 
ningham. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  fl 


Negative  .  o 

Absent :  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 


(221-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  John  Sander,  owner, 
filed,  February  13,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  439-443  East  77th  street, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  77th  street,  Avenue  A 
and  First  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  13,  1924,  in  acting  on  N.  B.  Application 
No.  76-1924,  reads: 

“1.  The  construction  of  a  public  garage  for  more 
than  five  cars  in  a  business  district  is  prohibited.  Sec¬ 
tion  4  of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  70 
ft.  10  in.  and  a  depth  of  1Q2  ft.  2'  in. ;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  shall  be  erected  fireproof,  restricted  to  two  stories  in 
height  above  grade ;  that  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  any  open¬ 
ings  in  the  rear  wall  shall  be  restricted  to  window  openings, 
equipped  with  steel  frame,  fixed  sash,  glazed  with  translucent 
glass  and  having  not  more  than  one  ventilator  to  each  sash ; 
that  the  front  elevation  shall  be  finished  in  front  brick,  with 
architectural  terra  cotta  or  stone  trimmings;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


576-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Mymaud  Construc¬ 
tion  Company,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  an 
unrestricted  district  and  partly  in  a  business  district 
the  erection  aind  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED— Northeast  corner  of  Central 
avenue  and  Kossuth  place,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

ACTION  OF  BOARD — Application  reopened  and  modi¬ 
fication  granted  as  to  entrances. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Negative  . . .  0 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION: 

(576-23-BZ) 

Whereas,  Morris  Perlstein,  architect,  for  Mymaud 
Const.  Co.,  owner,  filed,  May  11,  1923,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension  from 
an  unrestricted  district  into  a  business  district  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  northeast  corner  of  Central  avenue  and  Kossuth 
place,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
27,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Otto  street  is  an  unrestricted 
district  and  Central  avenue  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  7,  1923,  in  acting  on  N.  B.  App.  8253-23, 
reads: 

“Erection  of  this  garage  in  a  business  district  is  pro¬ 
hibited  by  the  Zoning  Law.”; 

and  . 

Whereas,  the  proposed  building  is  to  be  of  non- tire- 
proof  construction,  one  story  in  height,  with  a  frontage  ot 
270.17  ft.  and  a  depth  of  202.56  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles,  a  portion  of  struc¬ 
ture  extending  into  the  business  district;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  November  27,  1923,  on  certain  conditions,  and  appli¬ 
cant  requested  a  modification  of  these  conditions  as  to  exit. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  shall  not  exceed  one  story  in  height,  that  any  ve¬ 
hicular  entrances  shall  be  placed  as  shown  on  plan  filed  with 
the  board  March  26,  1924,  and  that  the  front  elevations  shall 
be  finished  in  face  brick,  with  architectural  terra  cotta  or 
stone  trimmings,  that  the  roof  shall  be  of  fiat  design  and 
construction,  and  that  any  skylights  in  the  roof  shall  be 
glazed  with  plain  glass,  protected  with  wire  guards  above 
and  below ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros= 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


278-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Otto  Volkennmg, 
owner. 

SUBJECT— 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 441-451  West  167th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD— Approval  of  drawings  returned 
to  the  board,  for  examination,  in  compliance  with 


requirements  of  the  resolution  adopted  in  connection 
with  this  application. 

THE  VOTE  TO  APPROVE  RETURN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland  .  5 

Negative  .  0 


Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ....  2 


896-19-BZ. 

APPLICANT — S.  J.  Kessler,  for  Michael  J.  Martin  & 
Son,  Inc.,  owner. 

SUBJECT — 'Application  to  amend  resolution  (re:  decision 
of  superintendent  of  buildings)  to  permit  the  re¬ 
duction  in  height  of  a  proposed  garage,  permission 
to  erect  which,  partly  in  a  business  district  and  part¬ 
ly  in  an  unrestricted  district,  was  previously  granted 
by  the  board.  _ _ _ •, 

PREMISES  AFFECTED — Southeast  corner  of  West  230th 
and  Exterior  streets,  The  Bronx. 

APPEARANCES— 

For  Applicant :  'George  V.  Martin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  GRANT  MODIFICATION  OF  PRE¬ 
VIOUS  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  _  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 


(896-19-BZ) 

Whereas,  Moore  &  Landsiedel,  architects,  on  behalf  of 
Michael  J.  Martin  &  Son,  Inc.,  owner,  filed,  November  28, 
1919,  with  the  board  of  appeals,  an  application  under  the 
building  zone  resolution,  to  permit  partly  in  a  business 
district  and  partly  in  an  unrestricted  district  the  erection 
of  a  garage  for  storage  of  more  than  five  motor  vehicles; 
premises  southeast  corner  West  230th  street  and  Exterior 
street,  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December  18, 
1919,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Exterior  street  is  located 
in  an  unrestricted  district  and  that  230th  street  and  Broad¬ 
way  are  both  located  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  November  13,  1919,  reads: 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  unrestricted  district  ex¬ 
tending  into  a  business  district  is  contrary  to  provi¬ 
sions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  was  to  be  of  fireproof 
construction,  five  stories  in  height,  with  a  frontage  of  133.62 
ft.  and  a  depth  of  106.98  ft.,  the  building  extending  ap¬ 
proximately  6  ft.  6  in.  into  the  business  district  to  the  east, 
to  be  occupied  as  a  garage  for  more  than  five  motor  ve¬ 
hicles,  the  maps  accompanying  the  building  zone  resolution 
specifically  placing  the  corner  on  which  the  proposed  garage 
is  to  be  located  in  an  unrestricted  district ;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting,  December  18,  1919,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  imposed, 
and  on  April  8,  1924,  applicant  requested  a  modification  of 
the  resolution  to  permit  the  reduction  of  the  height  of  the 
building  from  five  to  two'  stories  and  the  change  of  type 
of  construction  from  fireproof  to  fireproof  except  the  roof, 
which  is  to  be  of  non-fireproof  construction. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli- 
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cation  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing;  be  restricted  to  two  stories  in  height  above  grade,  con¬ 
structed  fireproof,  other  than  the  roof  of  the  building,  which 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  and  the  building  to  be 
equipped  with  2l/2  in.  standpipe;  that  the  rear  and  side 
walls  be  unpierced  throughout  their  entire  height  and  length; 
that  the  front  of  the  building  shall  be  of  face  brick,  with 
architectural  terra  cotta  or  stone  trimmings ;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  ninety  days  and  the  building  completed 
within  six  months  from  the  date  of  this  action. 


AREAS  FIXED. 

(353-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  east 
side  of  East  181st  street,  224.10  ft.  south  of  East  182nd 
street,  The  Bronx. 


1  he  following  area  was  approved  by  the  board : 

Both  sides  of  East  181st  (Folin)  street  from  Webster 
avenue  to  a  point  200  ft.  south  of  proposed  garage. 
Both  sides  of  East  182nd  street  from  Tiebout  avenue 
to  East  181st  (folin)  street,  also  the  properties  at  rear 
and  for  a  distance  of  50  ft.  on  either  side  of  the  side 
lot  lines  of  the  premises  in  question. 


( 1456-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  Rosenblum,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage;  premises  189  Sumpter  street, 
Brooklyn, 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Sumpter  street  from  a  point  100  ft. 
east  of  Howard  avenue  to  a  point  100  ft.  west  of 
Saratoga  avenue,  also  the  properties  at  rear  and  for  a 
distance  of  50  ft.  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  8,  1924. 

Present:  'Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Connell,  Kerby,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector  Wilkinson. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Tuesday  afternoon,  April  1,  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  15,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

225-21-S. 

PETITIONER — Peerless  Roofing  &  Construction  Co.,  Inc., 
for  United  Chain  Buildings,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
fire  commissioner. 

PREMISES  AFFECTED— 49  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 

2  p.  m. 


188-24-S. 

PETITIONER — Morbengold  Realty  Corp.,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED-131  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


198-24-S. 

PETITIONER — Kranich  &  Bach,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 235-243  East  23rd  street  and 
409  Second  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Louis  H.  Maier. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 
2  p.  m..  for  inspection  and  report  by  a  committee 

of  board. 


220-24-S. 

PETITIONER  Luke  flanagan,  for  I'aris  Building  Com¬ 
pany,  Inc.,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 23  Washington  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Luke  Flanagan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 
at  2  p.  m.,  for  report  from  bureau  of  buildings. 


1506-23-S. 

PETITIONER — Henry  Matier  &  Co.,  Ltd.,  lessee. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 45  East  20th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


264-24-S. 

PETITIONER— Samuel  Rosenblum,  for  A.  T.  D.  Pilgrim, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 54  East  11th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Laid  over  to  April  29,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


61-24-S. 

PETITIONER — William  F.  Dovle,  for  Douglas  Elliman 
&  Co. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED. — 26  East  55th  street.  Manhattan 
APPEARANCES— None. 
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ACTION  OF  BOARD— Laid  over  to  April  22,  1024,  at 
2  p.  in.,  for  full  vote  of  board. 


1505-23-S. 

PETITIONER — Halidon  Realty  Company,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 130  Madison  avenue,  Manhat¬ 
tan. 

ACTION  OF  BOARD— 'Laid  over  to  April  22,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 


1 357-23-S. 

PETITIONER  — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 35  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Oscar  Goldschlag. 

ACTION  OF  BOARD— ‘Laid  over  to  April  22,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 


1004-23-S. 

PETITIONER— Samuel  Rosenblum,  for  Arnesto  Paint  Co., 
lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 42  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  Mr.  Arnstein. 
For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell.  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Reville,  Mc¬ 
Dermott  and  Inspector  Wilkinson .  11 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Moore  .  2 

THE  RESOLUTION: 

(1004-23-S) 

Whereas,  Samuel  Rosenblum,  for  Arnesto  Paint  Co., 

lessee,  filed,  August  13,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  iij  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  42  West  99th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  20,  1923,  reads : 

“18.  Provide  safe  means  of  escape  from  front  roof 
of  5th  story. 

“20.  Provide  direct  means  of  escape  from  front  part 
of  cellar  to  sidewalk. 

“30.  Show  compliance  with  Fire  Department  orders 
regarding  Labor  Law  requirements.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
cellar  at  front  and  six  stories  and  cellar  at  rear  in  height, 
25  ft.  by  96  ft.  in  area.  OCCUPIED  as  follows:  1st 
story,  office  and  glazing  sashes,  4  persons;  2nd  story,  of¬ 
fices,  stock  room  and  shipping,  5  persons;  3rd  story,  filling 
room,  1  person;  4th  story,  grinding  paints,  3  persons;  5th 
story,  mixing.  1  person;  6th  story,  mixing  (rear  part),  .1 
person.  EXITS:  One  interior  wooden  stairway  at  front 
of  building,  extending  from  1st  to  3rd  story,  enclosed  in 
lath  and  plaster  partitions  with  wooden  doors  at  openings ; 
one  interior  wooden  stairway  at  rear  of  building  ex¬ 
tending  from  cellar  to  6th  story  with  iron  ladder  to  scuttle 
in  roof,  enclosed  in  metal  covered  jib  partitions  in  1st  to 
3rd  stories  and  unenclosed  above;  one  stairway  extending 


from  cellar  to  sidewalk;  a  fire  escape  on  the  rear  of  the 
building  from  roof  of  1st  story  extension  to  5th  story, 
with  gooseneck  ladder  to  roof ;  windows  along  course  of 
fire  escape  unprotected;  ROOFS  to  east  and  west  are  at 
same  level ;  and 

Whereas,  petitioner  contends,  relative  to  Item  No.  18, 
it  is  proposed  to  cut  an  opening  in  an  iron  fence  between 
this  and  adjoining  roof;  relative  to  Item  No.  20,  that  there 
is  an  existing  stairway  leading  to  street;  relative  to  Item 
No.  30,  these  orders  were  rescinded  by  fire  department  in 
view  of  fact  there  were  less  than  5  persons  engaged  in  manu¬ 
facturing,  and  that  there  are  now  less  than  five  persons 
engaged  in  manufacturing,  providing  employees  on  1st  story 
glazing  sashes  are  not  considered  as  engaged  in  manufacture. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


19-24-S. 

PETITIONER — Schwartz  &  Gross,  for  Moses  H.  Harris, 
lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 9  East  42nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Alfred  A.  Tearle,  R.  S.  Samplier. 
ACTION  OF  BOARD — Petition  granted  on  condition.  ' 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Holland,  Kerby,  Fire  Chief 
Kenlon,  Superintendents  Brady,  McDermott 


and  Inspector  Wilkinson .  9 

Negative:  Superintendent  Reville .  l 


Absent :  Chairman  Walsh,  Deputy  Fire  Commis¬ 
sioner  Hannon  and  Superintendent  Moore..  3 

THE  RESOLUTION :  X 

(19-24-S) 

Whereas,  Schwartz  &  Gross,  for  Moses  H.  Harris,  les¬ 
see,  filed,  January  7,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  9  East  42nd  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings,  • 
rendered  December  18,  1923,  reads : 

“8.  A  fireproof  passage  should  be  provided  leading  ■ 
from  the  lowest  landing  of  the  fire  escape  to  the  street 
to  conform  with  the  requirements  of  Section  274,  La¬ 
bor  Law.” ; 

and  _  ,  I 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  22  ft.  by  100  ft.  5  in.  in  area  at  1st  story, _  22  ft.  ’ 
by  90  ft.  5  in.  at  2nd  story  and  22  ft.  by  72  ft.  in  area 
above.  PROPOSED  OCCUPANCY:  Store  in  1st  story,  . 
manufacturing  of  lenses  on  the  3rd  story  and  the  remainder 
of  the  building  to  be  used  as  offices.  EXITS:  One  in¬ 
terior  wooden  stairway  extending  from  1st  story  to  roof, 
enclosed  in  fire  resisting  partitions  with  kalameined  doors 
at  openings ;  a  fire  escape  on  the  rear  of  the  premises 
extending  from  top  story  (with  gooseneck  ladder  to  roof) 
to  landing  on  roof  of  three-story  extension,  with  platform 
across  roof  to  a  stair  leading  to  roof  of  two-story  balcony, 
with  EGRESS  from  termination  of  fire  escape  at  2nd  story 
by  means  of  a  gooseneck  ladder  to  extension  roof  of  ad¬ 
joining  premises;  windows  along  the  course  of  fire  escape 
are  fireproof,  self-closing;  ROOFS  to  east  14  ft.  lower, 
to  west  4  stories  higher;  and  a  J 

Whereas,  petitioner  contends,  in  view  of  the  small  area 
of  manufacturing  use,  that  the  existing  exits  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  tlqe  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
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condition  that  a  connecting  balcony  shall  he  provided  on 
the  3rd  story  connecting  with  roof  of  extension  of  adjoin¬ 
ing  building  on  the  east;  and  that  a  gooseneck  ladder  shall 
be  provided  from. the  roof  of  the  2nd  story  extension  to 
roof  of  extension  to  the  east;  and  further  granted  so  long 
as  the  conditions  as  to  use  and  occupancy  otherwise  remain 
unchanged. 


21 1-24-S. 

PETIT  IONER — Adam  Ciccarone,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AM-ECTED — 15  West  50th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Benjamin  Ascher,  Matthew  Dono¬ 
hue. 

AC  HON  OF  BOARD — ^Petition  granted  on  condition. 


(  ONDI  1  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Rcville,  McDermott 

and  Inspector  Wilkinson  .  9 

Negative  .  0 

Absent:  Chairman  Walsh,  Mr.  Holland,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Moore .  4 


THE  RESOLUTION: 

(211-24-S) 

i  Whereas,  Benj.  Ascher,  for  Adam  Ciccarone,  owner, 
filed,  February  11,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  15  West  50th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  22,  1922,  reads : 

“6.  A  fireproof  passage  3  ft.  wide  in  clear  should 
be  provided  from  termination  of  fire  escape  to  the 

street  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  18  ft.  by  90  ft.  in  area  at  the  1st  and  2nd  stories 
and  18  ft.  by  80  ft.  in  area  above ;  OCCUPIED  as  show¬ 
rooms  and  tenant  factory  (manufacturing  occupancy  25  per 
cent  of  floor  area),  24  persons  above  1st  story.  EXITS: 
An  interior  iron  stairway  extending  from  1st  story  to  roof, 
enclosed  in  fire  resisting  material,  with  fire  doors  at  open¬ 
ings;  ROOFS  to  west  1  ft.  lower,  to  east  4  ft.  lower; 
and 

W  hereas,  petitioner  proposes  to  erect  a  fire  escape  on 
the  rear  of  the  building,  with  EGRESS  from  the  termina¬ 
tion  on  roof  of  two-story  extension  to  roof  of  extension 

of  building  in  rear. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fire  escape  shall  be  erected  on  the  rear 
of  the  building  to  comply  with  the  requirements  of  the  labor 
law  in  all  respects,  except  that  the  egress  from  the  termina¬ 
tion  may  be  to  roof  of  extension  at  the  rear,  written  con¬ 
sent  of  the  adjoining  property  owner  to  be  filed  with  the 
superintendent  of  buildings;  and  that  the  occupancy  above 
the  1st  story  shall  be  limited  to  twenty-four  (24)  persons. 


229-24-S. 

PETITIONER — Adolf  Rosenbaum,  for  Nathan  Frender, 

owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  firs 

commissioner. 

PREMISES  AFFECTED— 7  East  14th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Adolf  Rosenbaum. 


A'CriON  OF  (BOARD— .Petition  granted  on  condition. 
CONDI  1  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  yice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  g 

Negative  . () 

Absent:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Deputy  hire  Commissioner 
Hannon  and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(229-24-S) 

W  HEREAS,  Adolf  Rosenbaum,  for  Nathan  Frender,  owner 
hled  February  13,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
ot  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  7  East  14th  street,  Manhattan- 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  19,  1924,  reads: 

“1.  Extend  the  interior  stairway  at  the  west  side 
of  building  to  roof,  *  *  *. 

“2.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  opening  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Section  273  and  274  of  the  Labor 
Law  *  *  * 

“NOTE:  Among  the  defects  noted  on  this  fire 

escape  are  the  following: 

“Fire  escape  does  not  extend  to  ground. 

“No  fireproof  passageway  to  street.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  91  ft.  in  area  at  1st  and  2nd  stories  and 
25  ft.  by  60  ft.  in  area  above;  equipped  with  a  fire  alarm 
signal  system.  OCCUPIED:  1st  story,  store  and  repair 
of  metal  goods,  3  persons ;  2nd  story,  office  and  show  rooms, 
5  persons;  3rd  story,  printing,  3  persons,  and  storage  of 
raincoats,  1  person ;  4th  story,  embroidery,  6  persons  and 
dwelling ;  5th  story,  tailor,  8  persons  and  dwelling.  EXITS  : 
An  interior  wooden  stairway  extending  from  1st  to  top 
story,  with  iron  ladder  to  scuttle  in  roof,  enclosed  in  wood 
stud,  lath  and  plaster  partitions,  with  wooden  doors-  at 
openings;  a  fire  escape  on  the  front  of  the  building,  ex¬ 
tending  from  top  to  1st  story;  with  gooseneck  ladder  to  roof 
and  drop  ladder  to  street;  a  fire  escape  with  fireproof,  self¬ 
closing  doors  along  the  course  thereof,  on  the  rear  of  the 
building,  extending  from  main  roof  to  roof  of  two-story 
extension,  with  EGRESS  across  roof  to  adjoining  exten¬ 
sion  ;  and 

Whereas,  petitioner  contends  that -a  similar  order  was 
issued  by  the  fire  department  in  19J9  and  modified  by  the 
board  of  review  of  the  fire  department  in  1920;  that  the 
work  was  done  and  the  order  dismissed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  double  rung  iron  ladder  shall  be  pro¬ 
vided  from  the  hall  in  the  top  story  to  a  counter-weighted 
scuttle  in  the  roof ;  that  a  platform  2  ft.  6  in.  wide  be 
provided  from  termination  of  rear  fire  escape  on  roof  of 
extension  on  2nd  story  and  connecting  with  adjoining  ex¬ 
tension  roofs  to  east  and  west,  with  diamond  plate  floor; 

Resolved,  further,  that  this  petition,  be  granted  only  so 
long  as  the  use  and  occupancy  remains  substantially  un¬ 
changed. 


230-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Lion  Lunch  Co., 
owner  of  No.  457  Sixth  avenue,  and  Betty  Raff, 
owner  of  No.  455  Sixth  avenue. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 
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PREMISES  AFFECTED— 455-457  Sixth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  ® 

Negative  . ;•••••  •  y  •  0 

Absent:  Chairman  Walsh,  Mr.  Holland,  1'ire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore .  5 


155-24-S.  ,  .  ,  , 

PETITIONER— Sugarman,  Hess  &  Berger,  for  Almond 
Realty  Corp.,  owner.  .  . 

SUBJECT—' Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 251-259  West  36th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Arthur  P.  Hess. 

ACTION  OF  BOARD— -Petition  granted  on  conditicm'. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  .  , 

Affirmative :  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  ® 

Negative  . .  .•  •  ® 

Absent:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(155-24-S) 

Whereas,  Sugarman,  Hess  &  Berger,  for  Almond  Realty 
Corp.,  owner,  filed,  January  31,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  ot 
the  superintendent  of  buildings,  affecting  premises  251-259 
West  3Gth  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  24,  1924,  reads: 

“12.  All  windows,  including  show  windows  at  first, 
second  and  third  floors,  should  comply  with  Section 
264  Labor  Law,  and  Rule  503,  Industrial  Code.”; 

and  ,  .  .  ,  .  ,  , 

Whereas,  the  building  is  fireproof,  14  stones  in  height, 
84  ft  7  in.  by  98  ft.  9  in.  in  area ;  equipped  with  a  sprinkler 
system.  OCCUPIED  :  Cellar,  storage  and  boiler  rooms,  55 
persons  ;  1st  story,  stores  and  offices,  50  persons ;  mezzanine, 
offices,  20  persons;  upper  stories,  offices,  120  persons  per 
story.  EXITS:  One  interior  fireproof  stairway  and  one 
fire  tower  extending  from  1st  story  to  roof ;  and 

Whereas,  there  are  windows  on  the  front  of  the  build¬ 
ing  on  the  1st,  2nd  and  3rd  stories  glazed  with  %  in. 
plate  glass;  the  area  of  the  glass  on  the  1st  story  is  <  ft. 
by  13  ft.  9  in.  and  on  the  2nd  and  3rd  stories  the  maximum 
area  of  the  glass  is  7  ft.  by  3  ft.  9  in. ;  and. 

Whereas,  petitioner  contends  all  other  windows  conform 
with  the  reciuirements  of  the  labor  law. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  z'ariation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  in  so  far  as  it  affects  the 
windows  in  the  three  lowest  stories  at  the  front  of  the 
building  be  and  it  hereby  is  granted  on  condition  that  the 
building  shall  comply  with  the  labor  law  in  all  other 
respects. 


160-24-S. 

PETITIONER — Ahrens  Realty  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 


: 


PREMISES  AFFECTED— 70-74  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Martin  L.  Ahrgn. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  8 

Negative  . .  •  0 

Absent:  Chairman  Walsh,  Mr.  Holland,  hire 
Chief  Kenlon,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(160-24-S) 

Whereas,  Ahrens  Realty  Corporation,  owner,  filed,  Janu¬ 
ary  31,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  70-74  Lafayette  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
October  18,  1923,  Order  No.  50784-LD,  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  of 
buildings  and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Stairs  are  not  45  degrees.  No  steps 
to  sill  of  openings  to  balconies.” ; 


and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  80  ft.  by  25  ft.  in  area;  equipped  with  a  fire  alarm 
signal  system;  OCCUPIED  as  offices  and  manufacturing 
jewelers,  4  persons  per  story.  EXITS:  An  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  in 
fire  resisting  partitions,  with  kalameined  doors  at  the  open¬ 
ings ;  a  60  degree  fire  escape  on  the  fropt  of  the  building 
extending  from  top  story  to  1st  story,  with  counterbal¬ 
anced  stair  to  street,  with  fireproof,  self-closing  doors  and 
windows  at  openings  along  the  course  thereof ;  ROOFS  to 
adjoining  buildings  are  90  ft.  higher;  and 

Whereas,  petitioner  contends  that  the  distance  from  the 
floor  to  sills  of  door  is  only  30  inches,  the  occupancy  is  non- 
hazardous  and  that  a  similar  order  has  been  modified  by 
the  board  of  review  of  the  fire  department,  conditioned 
on  certain  changes  in  exits,  which  have  been  made. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  moke  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
ratifying  the  action  of  the  board  of  review  of  March  2, 
1920,  on  condition  that  fixed  iron  steps  shall  be  provided 
leading  from  the  floor  to  sills  of  doors  to  fire  escape. 

265-24-S. 

PETITIONER — Samuel  Rosenblum,  for  'Emerald  Realty 
Co.,  owner. 

— Variation  of  labor  law  as  cited  in  order  of  fire 


commissioner. 

PREMISES  AFFECTED— 96-98  Prince  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  ■  1 

ACTION  OF  BOARD— 'Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  .  „  , 

Affirmative :  Vice  Chairman  Boulton,  Messrs. 
Beattv,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  . 

Negative  . •  y  • 

Absent:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore . 
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MINUTES 


THE  RESOLUTION: 

(265-24-S) 

Whereas,  Samuel  Rosenblum,  for  Emerald  Realty  Co., 
owner,  tiled,  February  10,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  96-98  Prince  street,  Man¬ 
hattan  ;  and 

'  "  W  hereas,  the  order  of  the  fire  commissioner,  dated 
January  19,  1924,  reads: 

."!•  .  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  said  extension  and  the  landings 
and  passageways  connecting  therewith  to  be  enclosed  on 
all  sides  with  partitions  of  lire  resisting  material  ex¬ 
tending  at  least  3  ft.  above  the  roof,  *  *  * 
and 

,  \\  hereas,  the  building  is  non-fireproof,  live  stories  in 

height,  45,  ft.  11  in.  by  71  ft.  in  area  at  the  1st  story  and 
45  ft.  11  in.  by  63  ft.  in  area  above;  OCCUPIED  as  a 
tenant  factory,  44  persons  above  the  2nd  story.  EXITS: 
One  interior  wooden  stairway,  extending  from  1st  to  top 
story,  with  iron  ladder  to  scuttle  in  roof,  enclosed  in  fire 
resisting  partitions  with  metal  covered  wooden  doors,  glazed 
with  wire  glass  at  openings;  ROOF  of  building  to  west  is 
at  same  level,  to  east  is  one  story  lower;  and 
i  Whereas,  petitioner  contends  that  there  are  horizontal 
openings  on  each  story  and  that  the  existing  exits  are 
ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  scuttle  in  the  roof  shall*  be  counter- 

weighted. 


sons  above  2nd  story.  EXITS:  An  interior  wooden  stair- 

rV?L^i  d,ng  f/om  Ist  to  toP  storA  with  two  ladders 
to  scuttle  m  roof;  enclosed  in  metal  covered  plaster  board 
partitions,  with  metal  covered  wooden  doors  at  openings’ 
a  lire  escape  on  front  of  building,  with  fireproof  windows 
along  the  course  thereof,  extending  from  top  to  1st  story 
with  counterbalanced  stair  to  street;  a  sub-standard  fire 
escape  on  the  rear  of  the  building;  ROOF  to  east  is  at 
same  level,  to  west  4  stories  lower;  and 

Whereas,  petitioner  proposes  to  install  “tell-tale”  chains 
on  the  hoistway. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  tell-tale  chains  shall  be  installed  in  ac¬ 
cordance  with  the  recommendation  of  the  board  of  stand¬ 
ards  and.  appeals  in  addition  to  any  existing  movable  bulk¬ 
head. 


444-23-S. 

PETITIONER— Louis  H.  Friedland,  for  the  Estate  of 
Charles  Perceval,  owner. 

SUBJECT— Application  for  reopening— variation  of  labor 
law  as  cited  in  decision  of  superintendent  of  build¬ 
ings. 

APPEARANCES— CTED~ 12  Waverly  place’  Manhattan. 
For  Petitioner :  Louis  H.  Friedland. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  hear¬ 
ing  April  29,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 


266-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Lafayette  Build¬ 
ing  Co.,  owner. 

SUBJEC 1  Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 246-250  Canal  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDI  llONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  g 

Negative  . .  0 

Absent:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 

Hannon  and  Superintendent  Moore .  5 

THE  RESOLUTION: 

(266-24-S) 

Whereas,  Samuel  Rosenblum,  for  Lafayette  Building  Co., 
owner,  filed,  February  19,  1924,  a  petition,  with  the  board 
)f  standards  and  appeals,  for  variation  from  the  require- 
nents.  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
:ommissioncr,  affecting  premises  246-250  Canal  street,  Man- 
lattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

anuary  19,  1924,  reads : 

‘T.  Provide  an  unobstructed  passageway  around 

hoistway  leading  from  the  foot  of  the  stairway  at 
centre  of  building  to  the  street,  said  passageway  to  have 
a  width  of  not  less  than  the  width  of  the  stairway 

.nd 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
‘f'Sht,  46  ft.  7  in.  by  65  ft.  (irregular)  in  area.  OCCU- 
ANCY  (proposed)  :  Tenant  factory,  not  to  exceed  35  per- 


Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  . 

Negative  . 

Absent  :  Chairman  Walsh,  Mr.  Holland, '  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Aloore . 


757-22-S. 

PETITIONER— Oscar  D.  and.  Herbert  V.  Dike,  for 
Francis  D.  Bailey,  owner. 

SUBJECT— Application  for  reopening— variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFBECTED — 64  Grand  street,  Manhattan 
APPEARANCES— 

For  Petitioner :  F.  H.  Dike. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  hear¬ 
ing  April  29,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Vice  Chairman  Boulton,  Messrs. 
Beatty,  Connell,  Kerby,  Superintendents 
Brady,  Reville,  McDermott  and  Inspector 

Wilkinson  .  g 

Negative  .  0 

Absent:  Chairman  Walsh,  Mr.  Holland,  Fire 
Chief  Kenlon,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Moore .  5 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
820-23-SA. 

PETITIONER — Morse  Dry  Dock  &  Repair  Co. 
SUBJECT— Approval  of  the  Morse  Fuel  Oil  Burning  Sys¬ 
tem. 

APPEARANCES— 

For  Petitioner:  D.  J.  Irish. 

AC  1  ION  OF  BOARD — Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 
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MINUTES 


RULES. 

410-24-SR. 

TITLE— Rules. 

SUBJECT — Rules  for  stairway  enclosures  in  factory  build¬ 
ings,  etc. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  April  22,  1924,  at 
2  p.  m. 


414-24-SR. 

TITLE— Rules. 

SUBJECT — Fire  Escape  Rules. 

APPEARANCES — None. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924, 
2  p.  m. 


at 


Adjourned  4.20  p.  m. 


William  J.  O’Gorman,  Secretary. 


NOTICE 


governing  sprinkler  and  standpipe  equipment  in  one  story  garage  build. 

RULES  COV^KWiiNU  srivi  mGS  RESCINDED  JANUARY  29,  1924. 


Notice  is  hereby  given  that  the  following  resolution 
adopted  by i  the  Board  of  Standards  and  APPeals>  Apr!  19: 
1920  Under  Cal.  No.  179-20-Y,  was  rescinded  by  the  board 
on  January  29,  1924,  as  shozvn  in  the  minutes  published  m 

Bulletin  No.  6,  Vol.  IX :  , 

Under  the  powers  conferred  upon  it  by  Section  718a  ot 
the  Charter,  the  Board  of  Standards  and  Appeals  does 
hereby  make  rules  and  regulations  for  the  carrying  into 
effect  of  the  provisions  of  Section  72,  subdivision  L,  and 
Section  581  of  Chapter  5  of  the  Code  of  Ordinances  as 

^Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
of  Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
to  buildings  not  exceeding  one  story  in  height,  the  purpose 
of  Which  is  occupancy  as  a  garage,  motor  vehicle  repair 
shop,  or  oil  selling  station,  which  buildings  do  not  exceed 
an  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 


when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 
on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2l/2  in. 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2}4  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  no  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 


RULES 


COMMUNITY  LAUNDRIES 

Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


IN  BUSINESS  DISTRICTS. 

under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


CONCRETE  RULES 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  wei8^ts 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


USE  OF  HYDRATED  LIME  IN  CONCRETE. 

l-lJ^-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 


Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


(Cal.  No.  414-24-SR) 

NO  1  ICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  22,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
lode,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings;  Rule 
3  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-1S-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

natter  to  be  omitted. 


EXISTING  FIRE  ESCAPES  OF  FACTORIES 


[Supplementary  to  Labor  Law,  §§  79-a  to  79-f;  adopted 
and  effective  July  30,  1914 

Rule  380.— When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
ire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
■ire  escapes  may  be  retained  without  being  changed  to  con¬ 
orm  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
lie  Commissioner  of  Labor,  to  prevent  their  use  as  means 
)t  egress,  and  provided  that  such  fire  escapes  are  maintained 
n  good  repair. 


Note.— The  Commissioner  of  Labor  has  ruled  that  such 
ire  escapes  must  be  structurally  safe  and  that  they  shall 
iot  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
>e  placed  a  sign,  with  letters  eight  inches  high,  reading 
THIS  IS  NOT  AN  EXIT.”  No  barrier  or  giard  will 
>e  permitted  at  these  opening  .] 


j.  II  hen  in  add ition  to  the  required  exits  from  any  fac- 
ory  or  factory  building,  there  exist  other  means  of  egress 
vlnch  are  not  entirely  in  accordance  with  the  requirements 
"f  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  j'irt \  Escapes  All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  the  La¬ 
in  Law,  except  that  in  lieu  of  a  counterbalanced  stair  a 

drop  ladder  in  guides  from  the  lowest  balcony  to  ground 
may  be  provided.  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 

hen  such  substandard  fire  escapes  are  located  in  any 
court  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin- 
ing  yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining.  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairways— All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed’  halls 
are  properly  lighted,  and  all  landings,  passageways  etc. 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop- 
cry  painted,  exits  thereto  and  all  platforms  and  passaqe- 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  m  subdivision  a. 

(d)  Horizontal  Bridges— Horizontal  bridges  between 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  properly  painted,  and  access  thereto  and  all  passagczoays 
thereof  shall  be  maintained  unobstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearin 
/ill  be  held  by  the  Board  of  Standards  and  Appeals  o 
uesdaj ,  April  22,  1924,  at  2  p.  m.,  Room  919,  Municip/ 
-uilding,  on  proposed  amendments  of  Rules  2  and  3,  In 
ustrial  Code,  and  the  adoption  of  the  amended  rules  a 
ules  of  the  Board  of  Standards  and  Appeals  affecting  th 
.nclosure  of  Factory  Stairways,  and  the  storage  of  combus 
ble  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omittec 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

upplemcntary  to  Labor  Law,  §  79 -b;  originally  adopter 
August  28,  1913,  and  effective  October  1,  1913;  amcndci 
November  18,  1915;  revised  and  readopted  February  10 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factor) 
Hidings  five  stories  or  less  in  height,  erected  prior  tc 
ctober  1,  1913,  in  which  there  are  more  than  twenty 
e  persons  employed  above  the  second  floor,  all  interim 
airways,  serving  as  required  means  of  exit,  and  the 

iiiriLS’  P^at^0rms  and  passageways  connected  therewith 
all  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
’ting  material  extending  continuously  from  the  lowesl 
>int  of  the  stairway  in  accordance  with  the  following 

hedule : 


Number  Contents 
of  combustible, 
stories  no  sprinkler 


Contents  non-  Contents  Contents  non¬ 
combustible,  combustible,  combustible 
no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 

oa-iu-ua,  =uen  partitions  shall  extend  to  three  teet  aDove 
the  root,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  ,  . ,  ,  •  .«, 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  niches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom.  .  ,  , 

buch  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  . 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 

this  rule. 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Laiv,  §?9-a  to  TJ-ij  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3. — In  all  factory  buildings  no  articles  or  ware^ 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  ot  or 
covered  with  incombustible  material.] 

Rule  2.— Definitions.  ,  ,  .£ 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  ot 
the  building.  A  fraction  of  _a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  ot  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 

between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class: 


2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume-  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches  I 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 

Straw  goods  ‘  t 

Varnish 

Woodworking  (with  dipping 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  ol 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.— Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than 'two  stones 
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and  less  than  six  stories  in  height,  .erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


Stories 

|  1 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

1  3 

Contents  of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

- 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Five 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

•  The  stairway  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
in  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
with  fire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor.  Exterior  windows 
within  thirty  (30)  feet  of  non-fireproof  structures  shall 
be  fireproof  windows.  Skylights,  unless  provided  with 
wired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
substantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma¬ 
terial  at  least  four  (4)  inches  thick,  unless  the  partition 
extends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
buildings  in  which  the  contents  are  classified  as  of  high 
.hazard,  the  stairways  shall  not  be  required  to  be  enclosed 
where  a  horizontal  exit,  as  defined  in  section  267  of  the 
'Labor  Law,  is  provided  on  all  floors  and  the  stairways 
serving  as  required  exits  on  each  side  of  the  horizontal 
exit  are  remote  from  the  horizontal  exit,  provided  that 
either  an  approved  fire  alarm  signal  system  conforming 
to  rules  of  the  board  is  installed  in  the  building  and  fire 
’drills  substantially  conforming  to  rules  of  the  board  are 
ield.  or  an  approved  sprinkler  system  conforming  to  rules 
!")f  the  board  is  installed. 

Rule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

L  Required  Exits. — In  every  two-story  factory 

building  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shali 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-storv  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3. — Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible^  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
Stairway  unless  such  stairwav  and  any  partitions  or  doors 
thereunder  arc  constructed  of  or  covered  with  incombustible 
material. 


555 


FIRST  QUARTERLY  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 

WILLIAM  E.  WALSH,  CHAIRMAN 
MUNICIPAL  BUILDING 


April  8,  1924. 


Hon.  John  F.  Hylan, 
Mayor,  New  York  City. 


Sir: _ I  have  the  honor  to  submit  for  your  information  the  first  quarterly  report  of  the  FSfcJJflM  Appeals 

and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  March  31,  1924,  which  is  set  forth  as 
follows : 


CASES  FILED  AND  PENDING,  1924. 


FIRST  QUARTER. 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . 

Reopened  and  Restored  to  Calendar  . 

Miscellaneous  Docket  . 


200 

154 

94 

13 

3 

23 

68 


Total  1924  Cases  .  555 

Cases  pending  December  31,  1923  .  627 

Total  Cases  filed  and  pending  during  First  Quarter .  1182 


SUMMARY. 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  March  31,  1924  .  464 

Restored  to  calendar  .  23 


Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 


Requests  for  mechanical  installations  .  2 

Administrative  requests . . .  1 

Requests  for  interpretation  .  2 

Total  . 1182 

Disposed  of  .  490 

Cases  pending  March  31.  1924  .  692 


DISPOSITION  OF  CASES. 


Withdrawn  .  51 

Dismissed  .  OJ 

Denied  .  64 

Granted  .  4 

Granted  on  condition .  221 

Appliances  approved  .  C. 

Appliances  dismissed,  disapproved  or  withdrawn  .  C 

Rules  approved  .  ( 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  32 

Requests  to  reopen  denied  .  2 

Requests  to  amend  granted  .  I 

Requests  to  amend  denied .  I 

Requests  for  modification  granted  .  1( 

Requests  for  modification  denied  .  1] 

Requests  to  rescind  granted  .  1] 

Requests  to  rescind  denied  .  4 

Requests  for  extension  of  time  granted  .  f 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  .  4 

Requests  for  extension  of  permit  denied .  ®,  ( 

Requests  to  install  granted  .  4  1 

Requests  to  install  denied  .  ( 

Administrative  requests  granted  .  < 

Administrative  requests  denied  or  withdrawn  .  3 

Interpretations  .  < 

Requests  withdrawn  or  dismissed  .  ' 

Total  .  49( 


FIRST  QUARTERLY  REPORT 

MEETINGS  OF  THE  BOARDS. 


Board  of  Appeals  .  18  i  Board  of  Standards  and  Appeals  .  12 

Inspections  .  9  |  inspections  . ... . o 

Combined  Total  of  Meetings  . 

Combined  Total  of  Inspections .  .  ^0 


DISPOSITION  OF  CASES. 

Pending  from  1923. 


Cases 

Pending 

December  31,  1923  . 

Disposed  of  1st  Quarter 

Balance  Pending  . . . 


BZ 


SA 


SR 


208 

157 


61 


44 


24 


0 


Reserve 

Calendar 

129 

000 

129 


Total 

Both  Boards 
627 
370 

257 


*PIaced  on  1924  Reserve  Calendar. 


Code :  A— .Appeals  from  Administrative  Orders.  BZ— Applications  under  Building  Zone  Resolution.  S— Petitions  for  Variations  of 
Labor  Law.  SA — Petitions  for  Approval  of  Appliances.  SR — Petitions  for  Adoption  of  Rules.  V  1  0  *  of 


BOARD  OF  APPEALS. 

Disposition  of  1924  Cases. 


Docket 

Cases  Filed  and  Restored  1st  Quarter 
Disposed  of  . 

Cases  Pending  March  31,  1924  . . 


A 

206 

29 

BZ 

161 

12 

Miscellaneous 

Docket 

49 

49 

Grand 

Total 

416 

90 

i  /j 

177 

149 

00 

326 

BOARD  OF  STANDARDS  AND  APPEALS. 

Disposition  of  1924  Cases. 


Docket  g 

Cases  Filed  and  Restored  1st  Quarter  .  102 

Disposed  of  .  26 


Cases  Pending  March  31,  1924 


76 


SA 

SR 

Miscellaneous 

Grand 

Docket 

Total 

14 

4 

19 

139 

00 

2 

19 

47 

14 

2 

00 

92 

RECAPITULATION. 


Total  1924  Cases  Filed,  Restored,  Etc.,  1st  Quarter 
Total  1924  Cases  Disposed  of  by  Both  Boards  .... 


Total  1924  Cases  Pending  March  31,  1924  _ 

Balance  Pending  from  1923  . 

1923  Cases  Placed  on  1924  Reserve  Calendar  . . . . 

Grand  Total  Pending,  beginning  2nd  Quarter 


I 


692 


n 


MONEYS  RECEIVED. 


Subscriptions  to  Bulletin  . 

Cash  Sales  of  Bulletin  . 

Total  (Paid  to  Chamberlain),  1st  Quarter 


WILLIAM  J.  O'GORMAN,  Secretary. 


$322.50 

26.72 


$349.22 


Respectfully  submitted, 

WILLIAM  E.  WALSH,  Chairman. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  April  10,  1924  .  510 

Restored  to  calendar  .  28 


DISPOSITION  OF  CASES. 
. .  A.'.  . . 


Withdrawn  . 

Dismissed  . 

Denied  . . . 

Granted  . . . ••••■ 

Granted  on  condition  . . . . 

Appliances  approved  . . . . 

Appliances  dismissed,  disapproved  or  withdrawn 
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WARNING. 


hereby  given  to  all  petitioners,  appellants 
anu  its  for  relief  at  the  hands  of  the  Board  of 

Standard  md  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees’ in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  r  ,  ,  ,  . 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 


appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building-, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for. 


1924. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
?iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  April  15, 
1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
April  15,  1924. 

Notices  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

13  T}*e.  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ne1  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  April  22,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  April  29,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion,  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

v  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  April  17,  1924. 


Cal.  No. 

Department 

Premises  Affected 

547-24- A. . 

. F.D.  .. 

. .  129-135  Degraw  st.,  Bklyn. 

F-47689-52923. 

546-24-A. . 

. F.D.  .. 

..416-418  W.  26th  st.,  Alan. 

F-56252. 

545-24-BZ. 

. F.D.  .. 

..380  Etna  st.,  Bklyn. 

L.  C.  86956. 

544-24- A. . 

. F.D.  .. 

..139-141  W.  19th  st.,  Man. 

L.  C.  23533. 

643-24-A. . 

. F.D.  .. 

.  ,W.  S.  Anable  ave.,  40  ft.  S. 
Aleadow  st.,  L.  I.  C.,  Q. 

L.  C.  87676. 

542-24-BZ. . 

. B.B.Bx. 

..2460-2464  Belmont  ave.,  Bx. 

Decision. 

541-24-BZ. . 

. B.B.B.  . 

..33-41  Park  ave.,  Bklyn. 

Applic.  5964-1924. 

540-24-BZ. . 

. B.B.B.  . 

..243-249  Hopkins  st.,  Bklyn. 

Applic.  6578-1924. 

539-24-BZ. . 

. B.B.M. 

..310-312  E.  11th  st.,  Man. 

Alt.  731-1924. 

538-24-S . . . 

. F.D.  .. 

.  .19-21  W.  36th  st.,  Man. 

L.  D.  53794. 

537-24-BZ. . 

. b.b.q.  . 

.  .N.  W.  C.  Griffith  ave.  &  Steuben 
st.,  Afiddle  Village,  Q. 

Alt.  1986-1923. 

536-24-SA. 

. F.D.  .. 

..Climax  Oil  Burner. 

Appliance. 

535-24- A. . 

. F.D.  .. 

.  .539-557  E.  118th  st.,  Man. 

Alt.  213-1924. 

534-24-BZ. . 

. B.B.B.  . 

..484-490  Sterling  pi.,  Bklyn. 

N.  B.  5235-1924. 

533-24-BZ. . 

. B.B.B.  . 

..1421-1437  Ocean  ave.,  Bklyn. 

Alt.  2948-1924. 

532-24-BZ. . 

. F.D.  .. 

. .  1075  Summitt  ave.,  Bx. 

C-21157. 

531-24-BZ. 

. F.D.  .. 

..728  E.  224th  st.,  Bx. 

C-22471. 

530-24-S . . . 

. F.D.  .. 

. .  311  Fulton  st.,  Bklyn. 

L.  D.  41376. 

529-24-S. . 

. F.D.  .. 

. .  28  W.  22nd  st.,  Alan. 

L.  D.  55070-55072. 

528-24-S . . 

. F.D.  .. 

..507-525  W.  22nd  st.,  Man. 

L.  D.  57357,  57358,  57360, 
57362,  57363,  57365,  57366. 

527-24-S . . 

. F.D.  .. 

..237  Division  st.,  Man. 

L.  D.  55460. 

526-24- A. . 

. F.D.  .. 

..615-621  W.  56th  st,  Man. 

L.  C.  21131. 

525-24-BZ. 

. B.b.q.  . 

..28-34  Newtown  ave.,  Astoria, 
Q.  N.  B.  3455-1924. 

524-24-S . . , 

. B.B.AL 

.  .202-204  W.  36th  st.,  Afan. 

N.  B.  571-1923. 

523-24-BZ. 

. B.B.M. 

. .  135-139  W.  36th  st.,  Man. 

N.  B.  183-1924. 

522-24-BZ. 

. B.B.Af. 

. .  55-75  E.  28th  st.,  Bklyn. 

N.  B.  517-1924. 

521-24-S . . 

. F.D.  .. 

..71-77  Park  pi.,  Man. 

L.  D.  56783. 

520-24-A . F.D . 787-807  10th  ave.,  Man. 

-  F-49652. 

519-24-BZ . B.B.Bx.  .2459-2467  University  ave.,  Bx. 

-  N.  B.  1582-1924. 

518-24-A . F.D . 2912-2914  Park  ave.,  Bx. 

-  L.  C  23502. 

517-24-BZ . F.D . 1709  Centre  st.,  Ridgewood,  Q. 

-  L.  C.  84041. 

516-24-A . B.B.M.  ..444  W.  26th  st.,  Man. 

-  L.  C.  23198. 

515-24-BZ . B.B.B.  ...823-829  Classon  ave.,  Bklyn. 

-  Applic.  13282-1923. 

514-24-BZ . B.B.M.  ..303-315  W.  96th  st.,  Man. 

-  Alt.  596-1924. 

513-24-A . F.D . 79  5th  ave.,  Man. 

-  L.  C.  22349. 

512-24-A . B.B.M.  ..525-551  Surf  ave.,  Bklyn. 

-  Applic.  13162-1923. 

511-24-A . F.D . 17-25  N.  Moore  st.,  Man. 

-  N.  B.  186-1924. 

Restored  to  Calendar. 

724-23-BZ . B.B.Bx.  .2-14  W.  172nd  st,  Bx  . 

-  N.  B.  1558-1923. 

714-23-A . F.D.  ....203  W.  62nd  st.,  Man. 

-  C-17742. 

33-22- A . F.D . 141  Wooster  st.,  Afan. 

-  F-27724. 

224-21-A . B.B.Af.  ..307-311  E.  115th  st.,  Man. 

Decision. 


CODE. 


F.D . 

H.D . 

B.B.B . 

. 

. Bureau  of  Buildings,  Brooklyn 

B.B.Bx.  . . 

B.B.M.  ... 

. 

. Bureau  of  Buildings,  Manhattan 

B.B.Q.  ... 

B.B.R.  ... 

T.H . 

5 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  22,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

204-24-BZ. 

APPLICANT — Alvah  W.  Burlingame,  Jr.,  for  Robert  B. 
Martin,  owner. 

PREMISES — 465-475  Hemlock  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  change  of  occu¬ 
pancy  of  an  existing  building  from  dead  storage  of 
motor  vehicles  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

255-24-BZ. 

APPLICANT— William  C.  Winters,  for  Kalman  Pincus, 
owner. 

PREMISES — 499-501  Grant  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  one-story  extension  to  be  used  for  busi¬ 
ness  purposes. 
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334-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Daniel  Meehan, 
owner. 

PREMISES— Southeast  corner  172nd  street  and  Plimpton 
avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a'  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

88-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Franklin  Quincy, 
Inc.,  owner. 

PREMISES — 40-48  Hull  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

237-24-BZ. 

APPLICANT — Morris  J.  Werner,  owner. 

PREMISES — 2364  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

* 

380-24-BZ. 

APPLICANT — John  De  Hart,  for  M.  Lichtenstein,  owner. 

PREMISES — 2386-2392  Ryer  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  22,  1924,  at  10  a.  m. 

Appeals  -from  Administrative  Orders. 

1336-23-A — 1957  Pitkin  avenue,  Brooklyn. 

1352-23-A — 1589-1607  Ocean  avenue,  Brooklyn. 

1355-23-A — 114  Barrow  street,  Manhattan. 

1434-23-A — 10-24  Dwight  street,  5-21  Delevan  street  and 
14-28  Verona  street,  Brooklyn. 

1519- 23-A — 29-55  Middleton  street,  Brooklyn. 

1520- 23-A — 516-524  Broadway,  Brooklyn. 

1558-23-A — South  side  Jamaica  avenue,  between  185th  street 
and  Farmers  avenue,  Queens. 

1474-23- A — 60  East  191st  street,  The  Bronx. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

1183-23-A — 520-528  West  27th  street,  Manhattan. 

1181-23-A — 38  Walker  street,  Manhattan. 

1317-23-A— Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1454-23-A — 65  West  Houston  street,  Manhattan. 

1476-23-A — Classon  Point,  500  ft.  east  of  Sound  View 
avenue,  entrance  to  Westchester  Creek, 
The  Bronx. 

300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of.  a  public  hearing  under  the  provisidns  of  the  building 
zone  resolution,  Tuesday  morning,  April  22,  1924,  at  10 
a  clock,  in  Room  919,  Municipal  Building,  on  the  following 

(natters : 

:al-  no.  1284-23-BZ — Application,  November  8,  1923,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of  Roso 


Morizio,  owner,  to  permit  in  a  busi¬ 
ness  district  an  alteration  and  exten¬ 
sion  of  an  existing  garage  for  tin 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  8226  18th  avenue, 
Brooklyn. 

cal.  no.  76-24-BZ— Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  153-24-BZ— Application,  January  30,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Herman 
H.  Lucke,  owner,  to  permit  in  a  busi- 
.  ness  district  extending  from  an  unre¬ 

stricted  district  the  erection  and  main- 
,  tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  902-22  60th  street,  southeast 
corner  of  9th  avenue,  Brooklyn. 

cal.  no.  1426-23-BZ — Application,  December  4,  1923,  under 
the  building  zone  resolution,  of  Hugo  E. 
Magnuson,  architect,  on  behalf  of  Wil¬ 
liam  .  Boylehart,  owner,  to  permit  in 
a  residence1  district  the  installation  and 
maintenance  of  a  gasoline  and  oil  sell¬ 
ing  station;  premises  2001-2013  Neck 
road,  northeast  corner  of  Ocean  ave¬ 
nue,  Brooklyn. 

cal.  no.  51 1-23-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

cal.  no.  346-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  G.  A. 
Boyd,  owner,  to  permit  in  a  business 
district,  also  in  a  street  between  two 
intersecting  streets  in  which  portion 
there  exists  an  exit  and  entrance  to 
a  public  school,  the  alteration  and 
change  of  occupancy  from  an  existing 
public  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  173-177  West  89th 
street,  Manhattan. 

CAL.  NO.  272-24-BZ— Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 
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cal.  no.  139-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  168-24-BZ— Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

CAL.  NO.  191-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  'and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

CAL.  NO.  193-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  213-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  R. 
Buchanan,  Jr.,  applicant,  on  behalf  of 
Cross-Bay  Theatre,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
occupied  for  stores  and  motion  picture 
theatre;  premises  north  side  of  Rocka- 
way  boulevard,  80  ft.  east  of  Wood- 
haven  avenue,  Queens. 

cal.  no.  319-24-BZ — Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  455 
Seventh  Avenue  Co.,  Inc.,  owner,  to 
permit  in  a  two-times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  without  a  setback  to  a  height  ex¬ 
ceeding  the  limit  required  by  the  zone 
resolution ;  premises  459-499  Seventh 
avenue,  163-167  West  34th  street  and 
160-166  West  35th  street,  Manhattan. 

cal.  no.  53-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 

Wiixiam  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  22,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1548-23-S — 16  West  57th  street,  Manhattan. 

135-24-S— 2067  Broadway,  Manhattan. 

252-24-S— 452-456  10th  avenue,  Manhattan. 

290-24-S — 109-113  West  57th  street  and  106-1 16*West  58t.h 
street,  Manhattan. 

294-24-S — 47  Great  Jones  street,  Manhattan. 

44-24-S— 218-222  West  34th  street,  Manhattan. 

130-24-S — -16  West  30th  street,  Manhattan. 

1213-23-S — 231  Mercer  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

149-24-S— 20-30  Morton  street,  Brooklyn. 

109-24- S — 171-173  6th  avenue,  Manhattan. 

33-24-S— 22-32  Sheriff  street,  Manhattan. 

49-24-S — 84-94  Broome  street,  Manhattan. 

626- 22- S — 106-108  Fulton  street,  Manhattan. 

627- 22-S— 106-108  Fulton  street,  Manhattan. 

134-23-S — 171  First  avenue,  Manhattan. 

1 258-23- S — 336  Lafayette  street,  Manhattan. 

1371-23-S— 148-150  West  46th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

RULES. 

410-24-SR— Rules  for  Stairway  Enclosures  in  Factor) 
Buildings,  etc.  J 

414-24-SR — Fire  Escape  Rules.  j 

j: 

CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  April  29,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

345-24-BZ. 

APPLICANT — Paul  J.  Morrison,  for  George  and  Adelaide 
Morrison,  owners. 

PREMISES— 18  Verandah  place,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  residence  to  a  business, 
use. 

348-24-BZ. 

APPLICANT— Levy  and  Berger,  for  Nathan  Harrison, 
owner. 

PREMISES— 226-228  Tompkins  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  residence  to  a  business 
use.  ( 

358-24-BZ. 

APPLICANT— Joseph  A.  Arnold,  for  Allied  Cleaning  & 
Dyeing  Corporation,  owner. 

PREMISES— 330-332  Freeman  avenue,  Long  Island  City, 
Queens.  j 

TO  PERMIT  in  a  business  district  the  extension  of  a  dry 
cleaning  establishment. 

425-24-BZ. 

APPLICANT — -Louis  A.  Sheinart,  for  Samuel  Baxt,  George 
Baxt  and  Max  Baxt,  owners. 

PREMISES — 42-48  Hamilton  street,  Manhattan. 

TO  PERMIT  within  200  feet  of  an  exit  and  entrance  to  £ 
public  school  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motoi 
vehicles. 
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BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

154-24-A — East  side  of  2nd  avenue,  between  41st  streel 
and  42nd  street,  Brooklyn. 

283-24-A — 18-22  East  38th  street,  Manhattan. 

1521-23-A — 792  Liberty  avenue,  Brooklyn. 

1525-23-A — 18  Morton  street,  Manhattan. 

1553- 23-A — 3290  Atlantic  avenue,  Brooklyn. 

1554- 23-A — 30-36  Union  avenue  and  11-13  Montrose  ave¬ 

nue,  Brooklyn. 

105-24-A — 361  Avenue  A,  Manhattan. 

1556-23-A — 545-565  Flushing  avenue,  Brooklyn. 

34-24-A — 421-425  Livonia  avenue  and  432-442  Junius 
street,  Brooklyn. 

92-24-A— 79  William  street,  L.  I.  City,  Queens. 

110-24-A — 42-52  Nassau  street  and  28-60  Maiden  lane, 
Manhattan. 

147- 24-A — 1490-1496  Herkimer  street,  Brooklyn. 

148- 24-A — 20-30  Morton  street,  Brooklyn. 

175-24-A — 71-79  Otsego  street,  Brooklyn. 

181-24-A — West  side  of  Cropsey  lane,  250  ft.  south  ^)f 
Cropsey  avenue,  Brooklyn. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

387-24-A — 2478  2nd  avenue,  Manhattan. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1049-22-BZ — Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner ;  How¬ 
ard  P.  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  58  East  190th  street,  The 
Bronx. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

cal.  no.  101-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 
Crooke  McLcer,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 


maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
avenue  and  225-231  East  9th  street, 
Brooklyn. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  116-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  The  New 
York  Edison  Company,  applicant  and 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
building  for  use  as  an  electric  trans¬ 
forming  station;  premises  27  West  47th 
street,  32-34  West  48th  street,  Man¬ 
hattan. 

cal.  no.  127-24-BZ — Application,  January  28,  1924,  under  the 
building  zone  resolution,  of  George  F. 
Spelman,  architect,  on  behalf  of  Ford- 
ham  Knights  of  Columbus  Association, 
Inc.,  owner,  to  permit  in  a  “B”  area 
residence  district  the  extension  of  an 
existing  club  building  to  the  rear  lot 
line,  entirely  omitting  the  rear  yard  as 
required  by  Sections  12  and  16-b  of 
the  zone  resolution ;  premises  2605 
Grand  Concourse,  The  Bronx. 

cal.  no.  353-24-BZ— Application,  March  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Theodore 
Roehrs,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  of  East  181st  street, 
224.10  ft.  south  of  East  182nd  street, 
The  Bronx. 

cal.  no.  366-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Alfonso 
Celentano  and  Terrace  Realty  Corp., 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  Bainbridge  avenue,  40  ft.  south  of 
East  194th  street  and  west  side  of 
Marion  avenue,  78.42  ft.  south  of  East 
194th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  29,  1924,  at1  2  p.  m. 

Petitions  for  Variations. 

196-24-S— 21-23  Maiden  lane,  Manhattan. 

258-24-S — 428-430  West  19th  street,  Manhattan. 
280-24-S— 102-104  West  38th  street,  Manhattan. 
310-24-S— 22-26  East  14th  street,  Manhattan. 

299-24-S — 183-185  Lexington  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 

1506-23-S — 45  East  20th  street,  Manhattan. 

264-24-S — 54  East  11th  street,  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24- A — 29  West  25th  street,  Manhattan. 

245-24- A — 26  Corlears  street,  Manhattan. 

247-24-A— 324-326  East  24th  street,  Manhattan. 
251-24-A— 163  Mercer  street,  Manhattan. 

271-24- A — 35-39  Maiden  lane,  Manhattan. 

285-24-A— 136  Beach  127th  street,  Belle  Harbor,  L.  I., 
Queens. 

293-24- A — 2-20  Keap  street,  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A— 880-890  East  136th  street,  The  Bronx. 
302-24-A — 1077  Intervale  avenue,  The  Bronx. 

146-24-A — 4497  3rd  avenue,  The  Bronx. 

195-24-A — 40  West  25th  street,  Manhattan. 

.16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23- A — 406  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  6,  1924,  at  10 
o’clock,  in  Room  019,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  275-24-BZ — Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Albert  Kenning  and  Joseph  D.  Bliss, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  84-92 
Maspeth  avenue,  Brooklyn. 

CAL.  no.  281-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Goldvine  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  5908-5924 
13th  avenue,  Brooklyn. 

cal.  no.  200-24-BZ — Application,  February  8,  1924,  under  the 
building  zone  resolution,  of  William  F. 


Doyle,  applicant,  on  behalf  of  Subway 
Realty  Corp.,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Jerome  avenue, 
161.86  ft.  south  of  East  204th  street, 
The  Bronx.  _ 

cal.  no.  119-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  central  telephone  exchange 
building;  premises  2411-2429  Tratman 
avenue,  The  Bronx. 

cal.  no.  246-24-BZ — Application,  February  16,  1924,  under 
the  building  zone  resolution,  of  Joseph 
H.  Freedlander,  architect,  on  behalf  of 
The  French  Institute  in  the  United 
States,  owner,  to  permit  in  a  1J^  times 
height  district  the  erection  of  the  street 
wall  of  a  building  without  a  setback 

•  to  a  height  exceeding  the  limit  required 

by  the  zone  resolution;  premises  20-22 
East  60th  street,  Manhattan. 

cal.  no.  865-23->BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 1 
owner,  to  permit  in  a  business  district , 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a.  garage  for 
the  storage  of  mord  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

cal.  no.  256-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

cal.  no.  260-24-BZ — Application,  February  19,  192.4,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  Bruce  Holding 
Corp.,  owmer,  Sobel  Brothers,  lessee, 
to  permit  in  a  residence  district  the 
installation  and  maintenance  of  a  gas 
selling  station,  also  for  a  parking  space 
for  more  than  five  (5)  motor  ve¬ 
hicles;  premises  315-319  West  133rd 
street,  Manhattan. 

cal.  no.  261-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bres- 


CALENDAR 


lauer  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1973-1979 
Honeywell  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  6,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

026-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

170-24-A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 
150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  May  6,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters  > 

cal.  no.  1337-22-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  325-333  McDougal  street, 
Brooklyn. 

CAL.  NO.  1-24-BZ— Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 
owners,  to  permit  in  a  business  district 
the  change  of  occupancy  from  -a  mar¬ 
ket  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1477-1479  Wilkins  avenue, 
The  Bronx. 

CAL.  NO.  313-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  James 
S.  Lawson  and  Ellis  Weisker,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  northeast  cor¬ 
ner  of  Jerome  avenue  and  East  198th 
street,  The  Bronx. 

Cal.  no.  724-23-BZ — Application,  April  15,  1924,  under 
the  building  zone  resolution,  of  James 
J.  Walker,  applicant,  on  behalf  of 
Florence  J.  Woolf,  owner,  for  a  modi¬ 
fication  of  an  application  previously 
granted  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2-14  West 
172nd  street,  'southwest  corner  of  Je¬ 
rome  avenue,  The  Bronx. 


cal.  no.  231-24-BZ— Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Samuel  Himmelstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  745-747  Ralph  avenue, 
Brooklyn. 

cal.  no.  276-24-BZ— Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Harjac  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1146-1158  East  New 
York  avenue,  Brooklyn. 

cal.  no.  842-23-BZ— Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Jor- 
gine  Puschel,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  4318  Verio  avenue.  The 
Bronx. 

CAL.  NO.  69-24-BZ— Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  Glendale 
Grove  Garage,  Inc.,  applicant  and  les¬ 
see,  Marie  Zschoschke,  owner,  to  per¬ 
mit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop ; 
premises  4654  Proctor  street,  Glendale, 
Queens. 

CAL.  NO.  137-24-BZ— Application,  January  29,  1924,  under  the 
building  zone  resolution,  of  James  C. 
McLeer,  applicant,  on  behalf  of  Henry 
L.  Walker,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1787-1795  Coney  Island  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  1408-23-BZ — Application,  December  1,  1923,  under 
the  building  zone  resolution,  of  Merton 
L.  Cushman,  applicant  and  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  316-320  West 
118th  street,  Manhattan. 

cal.  no.  1516-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  An¬ 
drew  Katzenberger,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  motor  ve¬ 
hicle, _  one  space  rented  to  persons  not 
residing  on  the  premises ;  premises  8009 
95th  avenue,  Woodhaven,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1302-23-A — 445-459  Gerard  avenue,  The  Bronx. 
1376-23-A — 121  Fulton  street,  Manhattan. 
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1465-23-A— 401-405  East  91st  street,  Manhattan. 

37-24-A — 558-564  Flushing  avenue,  Brooklyn. 

73-24-A— 118-122  Montauk  avenue,  Brooklyn. 

131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

158- 24-A — 422  Claremont  parkway,  The  Bronx. 

159- 24-A— 132-140  West  125th  street,  Manhattan. 

161-24-A — 70-74  Lafayette  street,  Manhattan. 

178-24-A— 532  East  137th  street,  The  Bronx. 

2 06- 24 -A — 405-421  Hudson  street,  Manhattan. 

212-24-A — 729-737  7th  avenue,  Manhattan. 

262-24-A — 128-132  West  46th  street,  Manhattan. 

308- 24- A — 527-531  West  34th  street,  Manhattan. 

309- 24-A—  22-26  East  14th  street  and  19-23  East  13th 

street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  13,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  744-23-BZ— Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Michael 
Stein,  applicant,  on  behalf  of  Morris 
Schiff,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2839-2847  West  37th  street, 
Brooklyn. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

CAL.  NO.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

CAL.  no.  031-23-BZ— Application,  July  19,  1923,  under  tha 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  distriot  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-i731  Barnes 
avenue,  The  Bronx. 

cal.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 


ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Eisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”.area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 
as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39th 
street,  Manhattan. 

cal.  no.  218-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Atlas  Sydam  Co.,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  109-111  Mont¬ 
gomery  street,  Brooklyn. 

cal.  no.  239-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Law¬ 
rence  E.  Woolf,  executor  of  the  Es¬ 
tate  of  Henrietta  H.  Woolf,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1465-1469 
Jerome  avenue,  The  Bronx. 

cal.  no.  249-24-BZ — Application,  February  18,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
28th  Street  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1260-1268  Third 
avenue,  southwest  corner  of  East  73rd 
street,  Manhattan. 

cal.  no.  291-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 
•  tenance  of  a  garage  for  the  storage 

of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

cal.  no.  335-24-BZ — Application,  March  3,  1924,  under  the 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Brecher  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  change 
of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  the  stor- 
•  age  of  more  than  five  (5)  motor  ve¬ 

hicles;  premises  southwest  corner  of 
Fifth  avenue  and  Washington  avenue, 
Long  Island  City,  Queens. 

cal.  no.  337-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  L.  B. 
Mapes,  consulting  engineer,  on  behalf 
of  Dean-Murray  Garage  Co.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  619-621  West 
152nd  street  and  620-622  West  153rd 
street,  Manhattan. 
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cal.  no.  312-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Isidore 
Berg,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  for  business 
purposes;  premises  1310-1320  East 
15th  street,  southwest  corner  of  Elm 
avenue,  Brooklyn. 

CAL.  NO.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10928  116tb 
street,  Richmond  Hill,  Queens. 

cal.  no.  1299-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises ; 
premises  963  Putnam  avenue,  Brooklyn. 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles ; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  1300-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  965  Putnam  avenue, 
Brooklyn. 

cal.  no.  84-24^BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing- 
wersen,  architect,  on  behalf  of  Sarah 
F.  Keidanz;  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  an  existing  building  to  be  used 
on  first  story  for  business  purposes; 
premises  601  West  135th  street,  Man¬ 
hattan. 

cal.  no.  186-24-BZ — Application,  February  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  J. 
Moore,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  532-538  65th  street, 
Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

102-24-S — 415-421  5th  avenue,  Manhattan. 

194-24-S— 59-61  East  4th  street,  Manhattan. 


210-24-S — 73  Warren  street,  Manhattan. 

257-24-S — 60  University  place,  Manhattan. 

273-24-S — 1075-1081  Willoughby  avenue,  Brooklyn. 
356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
362-24-S — 27-37  West  60th  street,  Manhattan. 

Appliance,  Sxihmitted  for  Approval. 
254-24-SA — Sherman  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

311-24-A — 28-30  West  39th  street,  Manhattan. 

314-24-A-^-1074  Franklin  avenue,  The  Bronx. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

338- 24-A — 667  Madison  avenue,  Manhattan. 

3 3 9-  24- A — 58-60  William  street,  Manhattan. 

343-24-A — 72  Beekman  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  20,  1924.  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  284-24-BZ — Application,  February  25,  1924.  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles ; 
nremises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  151-24-BZ — Annlication,  January  30.  1924.  under 
the.  building  zone  resolution,  of  John 
Tosinskv.  applicant  and  owner,  Leo  N. 
Boczek.  lessee,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  storv 
of  an  existing  building:  premises  10 
Woodhull  avenue.  Bavside.  Oueens. 

William  E.  Wat.stt,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

33-22-A1 — 141-145  Wooster  street,  Manhattan. 

224-21-A — 307-311  East  115th  street,  Manhattan. 

714-23- A — 203  West  62nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution 
NOTICE  IS  HERERY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
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resolution,  Tuesday  afternoon,  May  20,  1924,  at  2  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  330-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

cal.  no.  113-24-B23—  Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Bernhard 
A.  Schaeffel,  applicant,  on  behalf  of 
Rose  B.  Schaeffel,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  -persons  not  residing  on  the 
premises ;  premises  17  Richmond  street, 
Brooklyn. 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  304-310  East 
95th  street,  Manhattan. 

cal.  no.  1047-23-BZ — Application,  April  1,  1924,  under  the 
building  zone  resolution,  of  William 
C.  Winters,  applicant,  on  behalf  of 
Blake  Construction  Co.,  owner,  previ¬ 
ously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  92- 
94  Furman  avenue,  Brooklyn. 
cal.  no.  303-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
Steigman,  architect,  on  behalf  of  29th 
Street  Market,  Inc.,  owner,  to  permit 
in  a  business  district  the  change  of 
occupancy  in  part  of  an  existing  pub¬ 
lic  market  to  a  chicken  slaughter 
house;  premises  206-208  East  29th 
street,  Manhattan. 

cal.  no.  304-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Isaac 
Wiener,  owner,  to  permit  extending  into 
a  business  district  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
104-112  Montgomery  street,  Brooklyn. 
cal.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

cal.  no.  140-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution  of  Levy 
and  Berger,  architects,  on  behalf  of 
Goldinger  Realty  Co.,  owner,  to  per¬ 
mit  in  a  business  district  th£  erection 


and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  617-627  Herkimer 
street,  Brooklyn. 

cal.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes ;  premises 
237  East  203rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24-A — 17  Bowery,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 
205-24-A — 635-641  West  49th  street,  Manhattan. 
219-24-A— 523-537  Lexington  avenue,  Manhattan. 
360-24-A — 110  East  17th  street,  Manhattan. 

317-24- A — 91-93  Thompson  street,  Manhattan. 
364-24-A— 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

1344-23-A — 256  West  69th  street,  Manhattan. 

67-24- A — 801  Vernon  avenue,  L.  I.  City,  Queens. 

217-24-A— 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 

321-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

332-24- A1— Block  64th  street  to  67th  street,  Exterior 
street  to  Avenue  A,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

75-24-S — 495  Lincoln  road,  Brooklyn. 

197-24-S — 98  East  Broadway,  Manhattan. 

320-24-S — 459-499  Seventh  avenue,  163-167  West  34th 
street  and  160-166  West  35th  street,  Man¬ 
hattan. 

326- 24-S — 64  University  place,  Manhattan. 

327- 24-S — 45-51  Lispenard  street,  Manhattan. 

341-24-S — 290  Pearl  street,  Manhattan. 

389-24-S — 43-51  West  4th  street,  Manhattan. 

388-24-S — 230-238  West  38th  street,  Manhattan. 

401-24-S — 70  West  3rd  street,  Manhattan. 

403-24- S — 247  West  34th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Appeals  from  Administrative  Orders. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

340-24-A — 290  Pearl  street,  Manhattan. 

368-24-A — 142  Bowery,  Manhattan. 

370-24- A — 481  Van  Duzer  street,  Richmond. 

382-24-A — 130-134  Washington  place,  Manhattan. 
384-24-A'— 108-112  Junius  street,  Brooklyn. 

417- 24-A — 931  Courtlandt  avenue,  The  Bronx. 

418- 24- A — 1389  Rockaway  parkway,  Brooklyn. 
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REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  15,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  April  8,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  16,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at  2 
p.  m.,  on  written  request  of  appellant’s  representa¬ 
tive. 


926-23-A. 

APPELLANT — Brandon  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES — None. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at  2 
p.  m.,  on  written  request  of  appellant’s  representa¬ 
tive. 


1464-23-A.  li] 

APPELLANT — Ashmead  E.  Scott,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 52-54  East  78th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Arthur  H.  Baskil  and  Clias.  Sinnott.  - 
ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at  2 
p.  m.  (for  final  disposition),  on  request  of  appel¬ 
lant’s  representative. 


111-24-A.  :  i  'Til 

APPELLANT — Whitehouse  Leather  Products  Co.,  for  Mt. 
Aetna  Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 97-103  East  Houston  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Mrs.  Whitehouse. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(111-24-A) 

Whereas,  Whitehouse  Leather  Products  Co.,  for  Mt. 
Aetna  Realty  Co.,  lessee,  filed,  January  25,  1924,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an,  order  of  the  fire 
commissioner,  affecting  premises  97-103  East  Houston  street, 
Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  , 
November  23,  1923,  Order  No.  21313-LC,  reads: 

“2.  Discontinue  the  use  of  any  heating  systemHK 
other  than  steam  or  hot  water,  in  room  or  compart-Hj 
ment  used  for  the  storage  of  nitro-cellulosc  prod -MB 
ucts,  or  the  manufacture  of  articles  therefrom.  Scc-B5 
tion  234-1,  Chapter  10,  Code  of  Ordinances.  • 


“3.  Discontinue  the  use  of  flame  or  fire  in  room 
or  compartment  where  nitro-cellulose  products  arc 
stored  or  used  for  the  manufacture  of  articles  there¬ 
from.  Section  234-1,  Chapter  10,  Code  of  Ordinances. 

‘  4.  Provide  at  least  3  in.  clearance  between  all 
electric  or  steam  heaters,  dies  or  tables  and  all  wood¬ 
work  or  combustible  material.  Section  235-5,  Chapter 
10,  Article  19,  Code  of  Ordinances. 

“5.  Elevate  all  steam  or  hot  water  radiators  at 
least  four  inches  above  floor.  Section  235-9,  Chap¬ 
ter  10,  Code  of  Ordinances. 

“6.  Protect  all  steam  pipes  or  risers  that  are  with¬ 
in  6  ft.  0  in.  of  floor  with  wire  guards  or  non-com¬ 
bustible  pipe  covering.  Section  235-9,  Chapter  10, 
Code  of  Ordinances. 

“7.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“NOTE:  Top  shall  be  sloping  so  as  to  prevent 
same  from  being  used  as  shelves. 

“8.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning.  Section  235-9,  Chapter  10,  Article 
19,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
100  ft.  by  100  ft.  ini  area.  OCCUPIED:  1st  story,  stores, 
30  persons.  2nd  to  11th  stories,  tenant  factory,  275  per¬ 
sons  above  the  first  story ;  appellant  occupying  the  10th  floor 
for  the  manufacture  of  leather,  canvas,  loose  leaf  goods 
and  celluloid  binder  and  index  systems,  45  persons ;  and 

Whereas,  appellant  contends  that  the  25  pounds  of  cel¬ 
luloid  used  on  the  premises  is  kept  in  approved  galvanized 
iron  cans,  with  self-closing  covers;  that  the  scrap  celluloid 
is  kept  submerged  in  water  and  that  no  open  flame  is  used 
in  the  process  of  manufacturing  the  indexes. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid 
maintained  on  the  premises  be  restricted  to  25  pounds, 
in  sheets,  used  in  the  process  of  index  application;  that 
there  shall  be  no  open  flame  exposed  in  room  in  which  cellu¬ 
loid  is  in  work;  that  not  more  than  one  sheet  of  celluloid 
shall  be  exposed  in  work  at  any  one  time;  that  all  celluloid 
waste  or  clippings  shall  be  deposited  and  immersed  in  a  con¬ 
tainer  of  water ;  that  all  material  not  in  work  shall  be  stored 
or  maintained  in  a  self-closing,  galvanized  metal  cabinet; 
that  any  radiators  operated  or  in  use  in  room  where  cel¬ 
luloid  is  in  work  shall  be  covered  with  wire  screen ;  that 
not  less  than  two  one-quart  fire  extinguishers  shall  be  main¬ 
tained  in  celluloid  room ;  and  granted  only  so  long  as  condi¬ 
tions  as  to  operation  and  use  remain  otherwise  unchanged. 


120-24-A. 

APPELLANT — Meurer  Steel  Barrel  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 307-311  Borden  avenue,  Queens. 
APPEARANCES— 

For  Appellant:  William  E.  Whitney. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  . .  0 

Absent  .  0 


THE  RESOLUTION: 

(120-24-A) 

Whereas,  Meurer  Steel  Rarrel  Co.,  Inc.,  lessee,  filed,  Jan¬ 
uary  26,  1921,  an  appeal,  with  the  board  of  appeals,  from  an 
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order  of  the  fire  commissioner,  affecting  premises  307-11 
Borden  avenue,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  16,  1924,  Order  No.  53151-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter,  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 
and 

Whereas,  the  building  is  non-fireproof,  constructed  of 
corrugated  iron,  one  story  (18  ft.)  in  height,  100  ft.  by 
180  ft.  (18,000  sq.  ft.)  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  steel  barrels ;  extending  through  from  3rd  street 
to  Borden  avenue ;  and 

Whereas,  appellant  contends  that  there  is  no  hazard. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  less  than  eight  (8)  40-gallon 
fire  casks,  painted  red  and  marked  “FIRE",  shall  be  main¬ 
tained,  equipped  with  four  (4)  water  buckets  to  each 
cask,  one  cask  for  the  wheelwright  shop,  one  in  machine 
shop,  and  others  distributed  throughout  shop  on  1st  story ; 
and  granted  so  long  as  conditions  as  to  occupancy  and  use 
remain  otherwise  unchanged. 


122-24-A. 

APPELLANT— Morgen  Jet  Button  Works,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Edward  Kuntz  and  Luke  Flanagan. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Beatty,  Boulton,  Connell, 
Holland,  Kerby  and  Fire  Chief  Kenlon  ....  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 

THE  RESOLUTION: 

(122-24-A) 

Whereas,  Luke  Flanagan,  for  Morgen  Jet  Button  Works, 
lessee,  filed,  January  26,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  35  Sixth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  29,  1923,  Order  No.  20171-LC,  reads: 

“16.  Provide  that  all  sorting,  inspection,  wrapping 
and  shipping  shall  be  done  only  on  substantial  tables 
in  a  room  or  rooms  separated  from  class  “B”  work 
rooms  and  from  finished  stock  storerooms  by  walls  or 
partitions  as  specified  in  sub-division  2,  Section  235-12, 
Chapter  10,  Art.  19,  Code  of  Ordinances. 

“17.  Provide  a  special  finished  stock  storeroom  for 
the  storage  of  finished  stock  packed  in  cartons  or 
paste  board  boxes.  Separated  from  the  remainder  of 
the  floor  by  walls  or  partitions  erected  according  to 
the  provisions  of  Section  355  of  Article  17  of  Chap¬ 
ter  5  of  the  Code  of  Ordinances,  which  partitions 
shall  be  continuous  from  floor  to  ceiling  and  securely 
anchored  to  walls,  floor  and  ceiling.  The  ceiling,  if 
not  of  fireproof  construction,  shall  be  protected  with 
fire  retarding  material  in  accordance  with  the  rules  of 
the  Board  of  Standards  and  Appeals.  The  area  of 
said  finished  stock  storeroom  shall  not  exceed  2,000 
square  feet.  Section  235-13-b-c-d,  Chapter  10,  Code 
of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
105  ft.  10)4  in.  by  81  ft.  5  in.,  irregular,  in  area;  equipped 
with  a  two-source  sprinkler  system;  OCCUPIED,  stores 
and  tenant  factory  with  a  total  of  about  400  persons  in 
the  entire  building,  appellant  occupying  part  of  the  7th 
story  for  the  manufacture  of  celluloid  and  jet  novelties; 
and 


Whereas,  appellant  contends  that  900  pounds  of  cellu¬ 
loid  on  the  premises  is  stored  in  a  fireproof,  two-section 
cabinet  vented  to  the  outer  air,  and  that  to  subdivide  the 
premises  would  be  a  hardship  as  appellant  proposes  to  va¬ 
cate  the  premises  at  termination  of  lease. 

Resolved,  that  the  order  of  the  fire' commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  permitting  a  temporary  celluloid  occupancy  on  the 
7th  floor,  not  to  extend  beyond  June  15,  1924,  on  condition 
that  not  more  than  50  pounds  of  celluloid  shall  be  used 
in  work,  maintained  in  metal  cabinet,  vented  to  outer  air; 
and  that  all  celluloid  material  shall  be  removed  from  7th 
floor  after  working  hours  and  stored  in  a  roof  vault. 


134-24-A. 

APPELLANT — Trenkman  Bros.,  for  A.  Trenkman  Estate, 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 187-193  Lafayette  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  F.  D.  McGarry  and  Mr.  Trenk¬ 
man. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition  in 
part  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  ^ 

Negative  .  0 

Absent  .  o 


THE  RESOLUTION:. 

(134-24-A) 

Whereas,  Trenkman  Bros.,  for  A.  Trenkman  Estate, 
Inc.,  owner,  filed,  January  29,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  187-193  Lafayette  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  19,  1923,  reads: 

“3.  Provide  jets  of  water  where  saws  or  cutting 
tools  are  used  on  7th  and  8th  stories  which  are 
likely  to  heat  the  nitro-cellulose  product  to  the  fir¬ 
ing  point  of  friction  or  otherwise,  so  that  same  shall 
continuously  play  upon  the  point  of  contact.  Sec¬ 
tion  232-5,  Chapter  10,  Code  of  Ordinances.  *  *  *. 

“4.  Remove  celluloid  from  cabinet  on  8th  story 
and  discontinue  storing  celluloid  anywhere  on  your 
premises  except  in  approved  storage  vault.  Sec¬ 
tion  232-3,  Chapter  10,  Code  of  Ordinances.  *  *  *. 

“15.  Arrange  work  benches  in  class  “B”  work¬ 
rooms  so  that  operators  will  not  be  closer  than  3  ft. 
to  each  other.  *  *  *.  Section  235-10-5-a,  Chapter  10, 
Article  19,  Code  of  Ordinances.”. 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in 
height,  22  ft.  6)4  in.  by  117  ft.  9 54  in.  in  area;  OCCU¬ 
PIED  as  a  tenant  factory,  127  persons  above  the  1st 

story,  appellant  occupying  the  7th  and  8th  stories  for  the 

manufacture  of  optical  goods,  54  persons;  and 

Whereas,  appellant  contends  that  to  comply  with  Item 
No.  3  is  impractical  and  proposes  to  install  a  manually- 
controlled  sprinkler  head;  in  re:  Item  No.  4,  contends 
that  celluloid  in  work  amounting  to  200  pounds  is  stored 
in  an  approved  cabinet  as  it  would  be  a  hardship  to  go 
to  the  roof  to  procure  materials;  in  re.:  Item  No.  15, 
contends  that  the  greater  number  of  the  machines  are 
more  than  36  in.  center  to  center. 

Resolved,  that  the  order  of  the  fire  commissioner,  as  it 
relates  to  Item  3,  be  and  it  hereby  is  affirmed,  and  the 
appeal  as  it  relates  to  this  item  be  and  it  hereby  is  denied'. 
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that  the  order  of  the  fire  commissioner,  as  it  relates  to 
Items  4  and  13,  be  and  it  hereby  is  modified,  and  the  ap¬ 
peal  as  it  relates  to  these  items  be  and  it  hereby  is  granted; 
as  to  Item  4,  on  condition  that  an  approved  cabinet  shall 
be  maintained;  as  to  Item  15,  on  condition  that  operators 
shall  not  be  closer  than  36  inches  from  centre  to  centre, 
and  that  the  order  of  the  fire  commissioner  of  November 
19,  1923,  be  complied  with  in  all  other  respects. 


142-24-A. 

APPELLANT — John  Campbell  &  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 75  Hudson  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  'George  C.  Lommel  and  William 
R.  Grace. 

I' or  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

iACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(142-24-A) 

Whereas,  John  Campbell  &  Co.,  lessee,  filed,  January 
29,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  75  Hud¬ 
son  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  11,  1924,  reads: 

“l.  Provide  a  non-automatic  sprinkler  system  in 
cellar  and  sub-cellar.  *  *  ; 

and 

Wr  here  as,  the  building  is  non-fireproof,  five  stories,  cel¬ 
lar  and  sub-cellar  in  height,  24  ft.  9  in.  by  90  ft.  6  in.  in 
area.  OCCUPIED:  Cellar  and  sub-cellar,  for  the  stor¬ 
age  of  dyestuffs,  2  persons ;  upper  stories  are  the  general 
offices  of  the  lessee;  and 

Whereas,  appellant  contends  the  dyestuffs  are  not  manu¬ 
factured  but  only  stored;  that  they  are  in  dry  pulverized 
form,  packed  in  bulk,  do  not  oxidize  and  are  not  inflam¬ 
mable. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  heating  apparatus  shall  be 
separated  from  storage  space  by  a  brick  wall,  any  opening 
therein  to  be  equipped  with  self-closing,  fireproof  door; 
and  granted  so  long  as  no  inflammable  material  is  stored  in 
the  premises,  also  while  conditions  as  to  occupancy  and  use 
remain  unchanged. 


199-24-A. 

APPELLANT — William  F.  Doyle,  for  Tilford  Cinema 
Corp.,  owner. 

SUBJECT — Appeal  from  order  and  decision  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 332-344  West  44lh  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Holland,  Kerby  and  Fire 

Chief  Kenlon .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Connell .  4 

Absent  . 0 


THE  RESOLUTION: 

(199-24-A) 

Whereas,  William  F.  Doyle,  for  Tilford  Cinema  Corp., 
owner,  filed,  February  8,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  and  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  332-44  West  44th  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  28,  1924,  Order  No.  55209-F,  reads: 

"I.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter,  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 

and 

1  he  decision  of  the  fire  commissioner,  rendered  February 
5,  1924,  in  acting  on  Alteration  Application  No.  180-24, 
reads : 

“1.  Sprinkler  must  be  a  two  source  wet  automatic 
system  supplied  from  an  approved  pressure  tank  sup¬ 
ply  and  approved  gravity  tank  supply  as  per  rules  on 
sprinkler  equipment  as  adopted  by  the  Board  of  Stand¬ 
ards  and  Appeals,  Rule  37.”; 

and 

Whereas,  the  building  is  non-fireproof,  151  ft.  by  100 
ft.  in  area,  divided  into  two  sections  by  a  fore  and  aft  par¬ 
tition  wall,  with  openings  on  each  story  protected  with  fire¬ 
proof  doors;  the  easterly  section  is  two  stories  and  the 
westerly  section  is  three  stories  in  height;  OCCUPIED  as 
a  motion  picture  studio,  13  employees;  and 

W hereas,  appellant  contends  that  the  building  is  used 
exclusively  as  a  motion  picture  studio,  that  only  5,000  ft. 
of  film  is  stored,  and  proposes  to  connect  the  sprinkler 
system  with  a  6  in.  connection  to  the  6  in.  city  main; 
said  main  has  a  pressure  of  48  lbs.  per  square  inch  and 
is  fed  two  ways,  according  to  letter  on  file  from  department 
of  water  supply,  gas  and  electricity. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  affirmed,  and  the  appeal  be 
and  it  hereby  is  denied. 


222-24- A. 

APPELLANT — W'illiam  Higginson,  for  United  Last  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 108-116  Clifton  place  and  360- 
372  Classon  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  C.  Higginson. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  l 

THE  RESOLUTION: 


(222-24-A) 

Whereas,  William  Higginson,  for  United  Last  Co., 
Inc.,  owner,  filed,  February  13,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  108-16  Clifton  place  and  360-72  Clas¬ 
son  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  21,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  incites 
in  diameter,  tested  to  withstand  a  pressure  of  300 

lbs.  per  square  inch,  extending  from  cellar  to  roof, 

*  *  *  ”  . 

•  t 

and 

Whereas,  the  building  is  non-fireproof,  three  stories 
(46  ft.)  in  height,  131  ft.  by  96  ft.  (10,000  sq.  ft.)  in  area 
at  2nd  story;  OCCUPIED  for  the  manufacture  of  shoes, 
175  persons  in  building;  and 
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Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  fire  alarm  signal  system,  a  two-source  sprinkler 
system  supplied  from  a  30,000  gallon  tank,  32  ft.  above 
roof,  and  portable  fire  extinguishers. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  two-source  sprinkler  system  shall 
be  installed  and  maintained;  and  that  the  conditions  as  to 
occupancy  and  use  remain  unchanged. 


APPELLANT— F.  P.  Keniston,  for  Hahn  &  Rosenfeld, 
owners. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 143  East  40th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Boulton  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 

Absent  .  ^ 

THE  RESOLUTION: 

(238-24-A) 

Whereas,  F.  P.  Keniston,  for  Hahn  &  Rosenfeld,  owners, 
filed,  February  15,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  145  East  40th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  25,  1924,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  on 
these  premises. 

“REASON  :  Portion  of  building  is  used  as  a  dwell¬ 
ing,  the  location  of  which  is  not  immediately  above 
the  garage.  *  * 

and  . 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  98  ft.  in  area.  OCCUPIED  :  1st  story, 
non-storage  garage;  2nd  story,  dwelling,  one  family;  3rd 
story,  dwelling  of  owner ;  and 

Whereas,  appellant  proposes  to  erect  a  fire  escape  on  the 
front  of  building,  and  contends  that  the  present  use  and 
occupancy  is  exactly  similar  to  the  use  and  occupancy  cov¬ 
ered  by  permit  from  fire  department  in  1920  and  renewed 
in  1922. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


241-24-A. 

APPELLANT — Washine  Manufacturing  Co.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— West  side  of  Baldwin  street, 
600  ft.  north  of  242nd  street,  The  Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(241-24-A) 

Whereas,  Washine  Manufacturing  iCoy,  lessee,  filed, 
February  15,  1924,  an  appeal,  with  the  board  of  appeals,  from 


an  order  of  the  fire  commissioner,  affecting  premises  west 
side  of  Baldwin  street,  600  ft.  north  of  242nd  street,  Borough 
of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  29,  1924,  Order  No.  22688-LC,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped 
as  provided  in  the  ruleSi  for  fire  extinguishing  appli¬ 
ances  adopted  by  the  Board  of  Standards  and  Ap¬ 
peals  May  24,  1917,  as  amended  May  2,  1918,  and 
January  21,  1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  220 
ft.  by  200  ft.  in  area,  located  near  the  city  line  of  Yonkers, 
on  which  is  located  a  non-fireproof  building  50  ft.  by  58 
ft.  in  area,  1J4  stories  in  height.  OCCUPIED:  1st  story, 
filling  of  carboys  with  liquid  bleach,  5  persons;  mezzanine, 
chlorine  gas  used,  1  person;  and 

Whereas,  appellant  contends  that  the  nearest  building  is 
a  storage  shed,  150  ft.  away,  and  that  there  is  a  factory 
approximately  200  ft.  away,  and  that  there  are  no  other 
buildings  within  1,000  ft. ;  that  the  product  manufactured  is 
a  fire  extinguisher  and  that  the  half-story  is  only  an  eleva¬ 
tion  over  the  tanks  on  the  ground  floor,  serving  as  a  plat¬ 
form;  the  floor  on  which  the  chlorine  is  used  is  provided 
with  two  1  in.  water  pipe  lines  with  hose  connections  and 
that  there  are  windows  and  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  conditions  as  to  use  and  occupancy  re¬ 
main  unchanged. 


143-24-A. 

APPELLANT — Willard  P.  Redfield,  owner  of  adjoining 
property. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— West  side  of  Cromwell  avenue, 
165.05  ft.  north  of  Jerome  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  Felix  A.  Muldoon  and  Wm.  J. 
Glynn. 

For  Opposition:  James  L.  Ashley  and  Wm.  F. 
Doyle. 

ACTION  OF  BOARD— Appeal  to  revoke  permit  granted. 
THE  VOTES— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  ...  5 

Negative:  Messrs.  Holland  and  Kerby  .  2 

Absent .  0 

THE  RESOLUTION: 

(143-24-A) 

Whereas,  Willard  F.  Redfield,  owner  of  adjoining  prop¬ 
erty,  against  Multiplex  Garage,  Inc.,  owner,  filed,  January 
30,  1924,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
west  side  'Cromwell  avenue,  165.05  ft.  north  of  Jerome  ave¬ 
nue,  The  Bronx;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  January  10,  1924,  reads: 

Mr.  Felix  Muldoon, 

3029  Third  Avenue, 

Borough  of  The  Bronx. 

Dear  Sir : — 

Your  letter  of  January  9th,  as  attorney  for  Mr. 
Willard  Redfield,  received,  demanding  that  I  revoke 
permits  NV  2507-2508-2509-2510-2511-2513  and  2514 
of  1923,  issued  on  December  27th,  1923,  to  James 
R.  Ashley  for  the  erection  of  one  car  metal  garages 
on  the  side  of  Boscobel  Avenue  north  of  Jerome  Ave¬ 
nue,  and  oermits  NZ  2565-2566-2567-2568-2569  and 
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2570  of  1923,  issued  on  December  27,  1923,  to  the 
Multiplex  Garages,  Inc.,  for  the  erection  of  one-car 
metal  garages  on  the  west  side  of  Cromwell  Avenue, 
north  of  Jerome  Avenue,  Bronx. 

Upon  the  filing  of  these  applications  in  this  Bu¬ 
reau  on  October  7th,  1923,  and  October  27,  1923, 
the  applicant  was  informed  that  the  approval  of  this 
Bureau  would  not  be  issued  for  the  reason  that  these 
garages  constituted  a  violation  of  the  restrictions 
of  the  Building  Zone  Resolution  against  the  erection 
and  maintenance  of  garages  for  more  than  five  motor 
vehicles  in  a  business  district,  but  as  the  Corporation 
Counsel  had  previously  advised  the  Fire  Commis¬ 
sioner  that  such  garages  were  permitted  in  a  busi¬ 
ness  district,  on  November  21,  1923,  I  addressed  a 
communication  to  the  Corporation  Counsel  of  the  City 
of  New  York,  stating  all  the  facts  pertaining  to 
the  application  for  the  erection  of  the  above  garages 
and  notifying  him  that  a  protest  had  been  received 
in  this  Bureau  from  the  owners  of  adjoining  prop¬ 
erty  against  the  approval  of  the  applications  for  the 
erection  of  the  above  garages  on  the  ground  that 
the  same  constituted  a  garage  for  the  storage  of  five 
motor  vehicles  in  a  business  district  and  requested 
to  be  advised  as  to  whether  I  would  be  authorized 
to  grant  a  permit  for  the  erection  of  above  garages 
in  a  business  district  without  violating  either  the 
spirit  or  the  letter  of  the  Building  Zone  Resolution. 

On  December  10,  1923,  I  received  an  answer  to 
the  above  communication  advising: 

“That  in  a  business  district  any  number  of  ga¬ 
rage  buildings,  subject  to  height  and  area  limita¬ 
tions,  each  housing  not  more  than  five  motor  ve¬ 
hicles,  may  be  erected  and  operated  as  garages  on 
one  lot  or  on  adjoining  lots  whether  under  one  or 
different  ownerships.” 

and  that  therefore  such  permits  should  be  granted. 

On  December  21,  1923,  the  applicant  filed  in  this 
Bureau  the  affidavits  required  by  the  Workmen’s 
Compensation  Law  that  the  workmen  employed  in  the 
erection  of  the  garages  were  covered  by  insurance 
policy  U.  C.  516572,  issued  to  Ashley  &  Booth  by 
the  Globe  Indemnity  Company  and  on  December  27, 
1923,  upon  the  demand  of  the  applicant  the  above 
permits  were  issued  for  the  erection  of  these  garages 
upon  the  advice  of  the  Corporation  Counsel  of  the 
City  of  New  York. 

While  in  my  opinion,  the  matter  you  complain  of 
is  a  violation  of  the  spirit  of  the  Zoning  Law,  I 
must  refuse  your  request  to  revoke  the  above  per¬ 
mits, 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  50.88 
ft.  by  43  ft.,  irregular  in  area,  located  in  a  business  dis¬ 
trict,  and  on  which  there  are  two  one-car  garages,  each 
10  ft.  by  17  ft.  6  in.  in  area,  and  immediately  adjoining 
this  plot  30  ft.  by  52  ft.  in  area  and  under  the  same  owner¬ 
ship,  upon  which  is  located  four  one-car  garages,  each 
10  ft.  by  17  ft.  6  in.,  of  metal  construction,  one  story  in 
height. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed,  and  the  appeal  be  and 
it  hereby  is  granted  to  revoke  permits. 


144-24-A. 

APPELLANT — Willard  P.  Redfield,  owner  of  adjoining 
property. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — East  side  Boscobel  avenue, 
187.26  ft.  north  of  Jerome  avenue,  The  Bronx. 


APPEARANCES— 

For  Appellant:  Felix  A.  Muldoon  and  Win.  J. 
Flynn. 

For  Opposition:  James  R.  Ashley  and  Wm.  F. 
Doyle. 

ACTION  OP"  BOARD — Appeal  granted  to  revoke  per¬ 
mit. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon. .  5 


Negative:  Messrs.  Plolland  and  Kerby  .  2 

Absent  .  o 

THE  RESOLUTION: 

(144-24-A) 


Whereas,  Willard  P.  Redfield,  owner  of  adjoining  prop¬ 
erty,  against  James  R.  Ashley,  owner,  filed,  January  30, 
1924,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  superintendent  of  buildings,  affecting  premises 
east  side  Boscobel  avenue,  187.26  ft.  north  of  Jerome  ave¬ 
nue,  The  Bronx ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  January  10,  1924,  reads : 

Mr.  Felix  Muldoon, 

3029  Third  Avenue, 

Borough  of  The  Bronx. 

Dear  Sir: — 

Your  letter  of  January  9th,  as  attorney  for  Mr. 
Willard  Redfield,  received,  demanding  that  I  revoke 
permits  NV  2507-2508-2509-2510-2511-2513  and  2514  of 
1923,  issued  on  December  27th,  1923,  to  James  R. 
Ashley  for  the  erection  of  one  car  metal  garages 
on  the  side  of  Boscobel  Avenue  north  of  Jerome 
Avenue,  and  permits  NB  2565-2566-2567-2568-2569 
and  2570  of  1923,  issued  on  December  27,  1923,  to 
the  Multiplex  Garages,  Inc.,  for  the  erection  of  one- 
car  metal  garages  on  the  west  side  of  Cromwell 
Avenue,  north  of  Jerome  Avenue,  Bronx. 

Upon  the  filing  of  these  applications  in  this  Bureau 
on  October  7th,  1923,  and  October  27th,  1923,  the  ap¬ 
plicant  was  informed  that  the  approval  of  this  Bu¬ 
reau  would  not  be  issued  for  the  reason  that  these 
garages  constituted  a  violation  of  the  restrictions  of 
the  Building  Zone  Resolution  against  the  erection 
and  maintenance  of  garages  for  more  than  five  motor 
vehicles  in  a  business  district,  but  as  the  Corporation 
Counsel  had  previously  advised  the  Fire  Commis¬ 
sioner  that  such  garages  were  permitted  in  a  busi¬ 
ness  district,  on  November  21,  1923,  I  addressed  a 
communication  to  the  Corporation  Counsel  of  the 
City  of  New  York,  stating  all  the  facts  pertaining  to 
the  application  for  the  erection  of  the  above  garages 
and  notifying  him  that  a  protest  had  been  received  in 
this  Bureau  from  the  owners  of  adjoining  property 
against  the  approval  of  the  applications  for  the  erec¬ 
tion  of  the  above  garages  on  the  ground  that  the 
same  constituted  a  garage  for  the  storage  of  five 
motor  vehicles  in  a  business  district  and  requested 
to  be  advised  as  to  whether  I  would  be  authorized 
to  grant  a  permit  for  the  erection  of  above,  garages 
in  a  business  district  without  violating  either  the 
spirit  or  the  letter  of  the  Building  Zone  Resolu¬ 
tion. 

On  December  10,  1923,  I  received  an  answer  to  the 
above  communication  advising: 

“That  in  a  business  district  any  number  of  ga¬ 
rage  buildings,  subject  to  height  and  area  limita¬ 
tions,  each  housing  not  more  than  five  motor  ve¬ 
hicles,  may  be  erected  and  operated  as  garages  on 
one  lot  or  on  adjoining  lots  whether  under  one 
or  different  ownerships.” 

and  that  therefore  such  permits  should  be  granted. 

On  December  21,  1923,  the  applicant  filed  in  this 
Bureau  the  affidavits  required  by  the  Workmen’s 
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Compensation  Law  that  the  workmen  employed  in 
the  erection  of  the  garages  were  covered  by  insur¬ 
ance  policy  U.  C.  516572,  issued  to  Ashley  &  Booth 
by  the  Globe  Indemnity  Company  and  on  December 
27,  1923,  upon  the  demand  of  the  applicant  the  above 
permits  were  issued  for  the  erection  of  these  ga¬ 
rages  upon  the  advice  of  the  Corporation  Counsel 
of  the  City  of  New  York. 

While  in  my  opinion,  the  matter  you  complain  of 
is  a  violation  of  the  spirit  of  the  Zoning  Law,  I 
must  refuse  your  request  to  revoke  the  above  per¬ 
mits. 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  36 
ft.  by  52  ft.,  irregular  in  area,  located  in  a  business  dis¬ 
trict,  and  on  which  there  is  a  store  and  storage  building 
and  five  one-car  garages,  each  one  of  metal  construc¬ 
tion,  one  story  in  height,  10  ft.  by  17  ft.  6  in.  in  area ; 
and 

Whereas,  the  appellant,  who  is  an  adjoining  property- 
owner,  contends  that  these  garages  have  been  erected  in 
violation  of  the  building  zone  resolution;  and 

Whereas,  the  superintendent  of  buildings,  acting  under 
a  decision  of  the  corporation  counsel,  that  any  number 
of  five-car  garages  is  permitted  on  a  plot  of  ground  in 
a  business  district  and  has  therefore  refused  to  revoke 
the  permit. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed,  and  the  appeal  be  and  it 
hereby  is  granted  to  revoke  permits. 


BUILDING  ZONE  CASES. 

1337-22-BZ. 

APPLICANT— William  F.  Doyle,  for  A.  Margolin, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 325-333  McDougal  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Win.  F.  Doyle. 

For  Opposition:  'Lawrence  A.  Morton,  Wm.  Bren¬ 
ner  and  Louis  H.  Alexander. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at  2 
p.  m.,  pending  inspection  by  committee  of  the  board. 


1518-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Service  Realty  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Southwest  corner  of  Davidson 
avenue  and  181st  street,  The  Bronx. 
APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott,  Harry  J.  Rogers, 
Joseph  L.  Ennis  and  Lawrence  S.  Minster. 

For  Opposition :  Edgar  A.  Landau,  Aaron  A.  Nes- 
tel  and  Philip  WelLins. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1924,  at  10 
a.  m.,  for  inspection  and  report  by  a  committee  of 
board. 


1-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Meyer  Goldstein  and 
Hyman  Gordon,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  change 
of  occupancy  from  a  market  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED — 1477-1479  Wilkins  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  written  request  of 
applicant  for  adjournment.  Laid  over  to  May  6, 
1924,  at  2  p.  m. 


1301-23-BZ. 

APPLICANT — Sebastian  Ochs,  owner. 

SUjB  J  BCT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  motor  ve¬ 
hicles ;  three  (3)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

PREMISES  AFFECTED — 1634  Woodhavcn  boulevard, 
Queens. 

APPEARANCES— 

For  Applicant:  Luke  Flanagan,  Sebastian  Ochs, 
Fred  Goess. 

For  Opposition :  None. 

ACTION  OF  BOARD' — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  o 

Absent :  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 

(1301-23-BZ) 

Whereas,  Sebastian  Ochs,  owner,  filed,  November  13, 

1923,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
tor  the  storage  of  three  (3)  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the  premises;  premises 
1634  Woodhavcn  boulevard,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  15, 

1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodhaven  boulevard  and 
88th  avenue  are  residence  districts  and  Jamaica  avenue  is  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  11,  1923,  Order  No.  82903-LC,  reads: 

“Discontinue  the  maintenance  of  a  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are 
subject  to!  charges  for  storage,  and  in  which  is  kept 
motor  vehicles  that  are  not  the  property  of  persons 
residing  in  a  dwelling  on  the  same  lot.” ; 

and 

Whereas,  the  existing  building  is  of  noil-fireproof 
construction,  one  story  in  height,  with  a  frontage  of 
29  ft.  and  a  depth  of  83  ft.,  to  be  occupied  as  a  garage 
for  three  motor  vehicles,  space  for  two  of  which  is  to  be 
rented  to  persons  not  residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property  front-!  1 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of  the 
garage  be  limited  to  the  storage  of  three  automobiles  of 
the  pleasure  car  type,  space  for  two  of  which  may  be  rented  i 
to  persons  not  residing  on  the  premises;  and  this  permis¬ 
sion  is  granted  for  the  period  of  two  years  from  the  date 
of  this  action,  on  the  further  condition  that  the  side  and 
rear  walls  be  unpierced  throughout  their  entire  height  and 
length,  and  that  there  be  no  gasoline  storage  equipment 
maintained  on  the  premises. 
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1436-23-BZ. 

APPLICANT  William  F.  Doyle,  for  Fred  Freidin,  owner. 

SUBJEC1  —Application  (re:  decision  of  superintendent  of 
buddings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  Jerome 
avenue  and  205th  street,  The  Bronx 
APPEARANCES— 

For  Applicant:  William  F.  Doyle, 
h or  Opposition:  Theodore  F.  Savage. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 

Connell,  Holland  and  Kerby  . 5 

Negative:  Mr.  Beatty . '  2 

Absent:  hire  Chief  Kenlon  . 


THE  RESOLUTION: 

(1436-23-BZ) 

W™,,  William  F.  Doyle,  for  Fred  Freidin,  owner, 
,  filed,  December  6,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  southeast  corner 
of  Jerome  avenue  and  East  205th  street,  Borough  of  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
rng  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  East  205th  street  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  21,  1923,  in  acting  on  N.  B  Appli¬ 
cation  No.  2609-23,  reads: 

1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  Building  Zone  Resolution  ”  • 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireprooi 
construction,  two  stories  in  height,  with  a  frontage  of  75 
t.  and  a!  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
■nore  than  five  motor  vehicles;  and 

Whereas,  owing  to  the  location  of  this  property  and  sur- 
-ounding  conditions,  there  would  be  undue  hardship  in  pre- 
enting  occupant  from  improving  his  property  with  the  only 
suitable  structure. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
ywtion  in  the  application  of  the  use  district  regulations 
,»t  the  bmldmg  zone  resolution,  and  that  the  application  be 
nd  it  hereby  is  granted  on  condition  that  the  structure  shall 
i°t  exceed  two  stories  in  height;  that  the  rear  and  gable 
calls  shall  be  unpierced  throughout  their  entire  height  and 
ength;  that  no  skylight  shall  be  installed  within  30  ft.  of 
be  southerly  gable  wall ;  that  any  skylight  installed  shall 
e  glazed  with  plain  glass,  protected  with  wire  guards  above 
nd  below;  that  the  roof  shall  be  of  flat  design  and  con¬ 
duction;  that  vehicular  openings  shall  be  confined  to  the 
erome  avenue  front,  any  opening  on  205th  street  to  be  re- 
tricted  to  windows,  the  sills  of  which  shall  be  at  least  6 
■  3.bo\  e  grade,  and  not  more  than  one  emergency  exit 
ot  exceeding  3  ft.  8  in.  in  width;  that  the  front  elevations 
n  205th  street  and  Jerome  avenue  shall  be  finished  with 
ice  brick  and  architectural  terra  cotta  or  stone  trimmings ; 
nd  that  all  permits  necessary  for  the  prosecution  of  the 
ork  shall  be  obtained  within  nine  months  and  the  building 

>rnpleted  within  eighteen  months  from  the  date  of  this 

:tion. 


56-24-BZ. 

APPLICANT— -Philip  J.  Sinnott,  for  Duryea-Flatbush 
•Mores  Co.,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  and  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 

PREMISFSSt0AaKPpfrmnn  than  five  (5)  motor  vchicIes- 

1  REMISES  AFFECTED— 119-147  East  22nd  street 
Brooklyn.  ’ 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

bor  fOpposition :  T.  H.  Roberts  and  Philip  God- 

ACl  ION  OF  BOARD— Application  denied,  applicant  not 

muu-  „^"lg^substantlatcd  basis  of  appeal. 

THE  VOTE  TO  GRANT)— 

Affirmative :  Messrs.  Boulton,  Kerby  and  Connell  3 
Negative:  Chairman  Walsh,  Messrs.  Beatty  and 

Holland  .  „ 

Absent :  Fire  Chief  Kenion  .* .  1 

THE  RESOLUTION: 

(56-24-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Duryea-Flatbush  Stores 

the\3fr’  filed-  Januai7  15>  1924,  an  application,  under 

d  a?+ZOne  t1-630  Utl?n’  to  permit  in  a  business  and 
esidence  district  the  erection  and  maintenance  of  a  garage 

for  the  storage  of  more  than  five  (5)  motor  vehicles- 
premises  119-147  East  22nd  street,  Brooklyn;  and 

bv  ?UbHC  },iearin8:  W3S  hdd  011  this  aPPHcation 

fb  d  of  aPPeals»  at  its  regular  meeting,  April  15, 
p  ~'4’  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  22nd  street  is  a  business 
and  residence  district  and  Duryea  place  is  a  business  district; 

Whereas,  the  decision  of  the  superintendent  of  buildings 
21576-23  ?eeads  r  ^  ^  aCting  °n  APPbcation  No.’ 
“Denied— Proposition  contrary  to  the  Zone  Resolu- 
district  ^  SCC’  3’  A  pubIic  gara&e  in  a  residential 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  125 
ft.  7J4  in  and  a  depth  of  100  ft.  ^  in.,  to  be  occupied  as 
a.  garage  ior  morel  than  five  motor  vehicles  \  and 

Whereas,  the  applicant  has  failed  to  establish  the  basis 
ot  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1362-23-EZ. 

/ 

APPLICANT — Ferdinand  Savignano,  for  Estate  of  Har¬ 
mon  W.  Cropsey,  owner. 

SUBJECT— Application  (re  :  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2363-2385  Cropsey  avenue 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Arnold  W.  Lederer. 

For  Opposition :  None. 

ACTION  Ob  BOARD — Application  denied 

THE  VOTE  TO  GRANT- 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell.  Holland  and  Kerby  ...  ’  6 

Absent:  Fire  Chief  Kenlon  . . t  . .  1 


Ml 
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THE  RESOLUTION: 

(1362-23-BZ) 

Whereas,  Ferdinand  Savignano,  for  Estate  of  H.  W. 
Cropsey,  owner,  filed,  November  23,  1923,  an  application, 
under  "the  building  zone  resolution,  to  permit  partly  in  a 
business  district  and  partly  in  a  residence  district,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles ;  premises  2363-238a  Cropsey 
avenue,  Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  resolution  show  that  Cropsey  avenue  is  a  business  dis¬ 
trict  ami  24th  avenue  and  Bay  35th  street  are  residence 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  10,  1924,  reads: 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles,  partly  in  a  business  district 
and  partly  in  a  residence  district  is  contrary  to  Art. 
II,  Sec.  3  &  4  of  the  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  19o 
ft  lOH  in.  and  ai  depth  of  112  ft.  7^  m.,  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  applicant  has  failed  to  substantiate  his  applica- 

tion  under  section  20.  •  .  j  t  c  u 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


94-24-BZ. 

APPLICANT— James  J.  Fox  Realty  Co.,  owner 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion,  extension  and  conversion  of  a  stable  and  fac¬ 
tory  building  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 20-22  Wyckoff  street,  Brook¬ 
lyn. 

APPEARANCES—  J  T  T  „ 

For  Applicant:  James  H.  Gilvary  and  J.  J.  fox. 
For  Opposition:  Peter  J.  Daly,  Dominick  O’Con¬ 
nor,  Frank  E.  Brady  and  Charles  I*.  Cordes. 
a  rTTiTNI  OF  ROARD — Aoolication  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  . . . .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(94-24-BZ) 

Whereas,  S.  L.  Malkind,  for  James  J.  Fox  Realty  Co., 
owner,  filed,  January  22,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  alteration,  extension  and  conversion  of  a  stable  and  fac¬ 
tory  building  to  a  garage  for  more  than  five  motor  ve¬ 
hicles;  premises  20-22  Wyckoff  street,  Borough  of  Brook¬ 
lyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  YVyckoff  street,  Court  street 
and  Smith  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  December  21,  1923,  in  acting  on  Application  No. 
23994-23,  reads: 


“Proposed  conversion  of  present  three  story  stable 
and  factory  building,  in  a  business  district,  to  a  pub¬ 
lic  garage  is  contrary  to  Art.  II,  Section  4  of  the 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  30  ft. 
and  a  depth  of  71  ft.  4  in.,  occupied  as  a  factory  and  stable; 
it  is  proposal  to  alter  the  building  and  convert  the  building 
into  a  garage ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


908-23-BZ.  I  !  V 

APPLICANT— Benjamin  Anton,  for  Dora  Ebenstein, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  one-story  extension  to 
an  existing  building  and  to  be  used  for  business 
purposes. 

PREMISES  AFFECTED— 308  East  173rd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Benjamin  Anton. 

For  Opposition :  A.  Schmitt,  M.  H.  Benedek,  H. 
F.  Raess  and  F.  M.  Mellert. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT1— 

Affirmative  .  ®  : 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(908-23-BZ) 

Whereas,  Benjamin  Anton,  for  Dora  Ebenstein,  owner, 
filed.  Julv  16.  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension  to  an  existing  dwell¬ 
ing,  the  extension  to  be  used  for  business  purposes;  prem¬ 
ises  308  East  173rd  street,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  173rd  street,  Topping 
avenue  and  Monroe  avenue  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  19,  1923,  ip  acting  on  Alt.  Application-  No. 
151-23,  reads :  I  '  :  i  M 

“Proposed  extension  for  business  purposes  in  resi¬ 
dence  district  is  contrary  td  provisions  of  Building 
Zone  Resolution.” ;  ,T«Jy 

and 

Whereas,  the  existing  building  is  of  frame  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  42J4  ft.  and 
a  depth  of  25  ft.,  occupied  as  a  dwelling;  it  is  proposed  to 
building  an  extension  in  the  1st  story,  to  be  occupied  as 

stores ;  and  .  . 

W hereas,  applicant  has  failed  to  substantiate  his  appli¬ 
cation  under  section  20.  - 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied .v 
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AREA  FIXED. 

(395-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  Kearney,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erection 
and  maintenance  of  a  garage;  premises  2251  Jerome  avenue 

The  Bronx.  ’ 

The  following  area  was  approved  by  the  board : 


ooSt  4nndff  f  Jf,r°T  avenue  from  182nd  street  to  a 
Sf  R„M°  ft'  n?  H  ?f  proposed  garage.  Both  sides 
■torWt  hanatn  ?aCC  fr°m  Jerome  avenue  to  a  point 

C  °i  LW^°  fr0P0STd  garage>  alS°  thC  S°Uth  Si(1^‘ 
ft.  w«t  of  J^ome  aVe"Ue  '°  a  poim  150 


Adjourned  2.45  p.  m. 


William  J.  O’Gorman,  Secretary 
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BOARD  OF  APPEALS 

___ SPECIAL  MEETING.  PRFMT<sF<;  a e'c'C'c'cct-t-v 

TUESDAY  AFTERNOON,  APRIL  15,  1924.  APPEARANCES  \t  lD~13'15  College  place,  Brooklyn. 

Present:  Chairman  Walsh,  Messrs.  Beatty  Boulton  Con-  ACTTOT?' or  . 

nell,  Holland,  Kerby  and  Fire  Chief  Kenlon.  ’  pm  ^aid  0V€r  to  6’  192C  at  2 

APPEALS  FROM  ADMINISTRATIVE  ORDERS.  382-23-A  ~ 1 

^61  -23- A  •rA* 

Regum  Amusement  Company,  lessee.  owner^  -^Ciilip  J.  Sinnott,  for  James  McElroy, 

n^T^ArToXv^PP63^  from  order  of  fire  commissioner.  SUBTBCT  Arm^i  (  , 

PREMISES  AFFECTED — 60-62  West  116th  street,  Mam  PREMlSE^AFFEPTFri  order  of  fire  commissioner. 

hattan.  -  "  A-bPECTED — 320-322  East  28th  street  and  821 

APPEARANCES — None.  APPEAR AMiS  Street’  Manhattan. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1924,  at  2  ^  For  Aonellant-  PhT 

p.  m.,  on  written  request  of  appellant’s  representa-  roy  ‘  ^hl  "P  ^  Smnott  and  James  McEl- 

- -  For  Administration  :  Inspector  Lenihan  of  fire  de- 

S67-23-A.  •  partment.  c 

APPELLANT — Gee  Kay  Amusement  Corp.  CONDITTOM^^a^^^  f^ppea^  granted  on  condition. 

^UBJECT— Appeal  from  order  of  fire  commissioner.  THE  VOTF-1  AS  Specified  in  resolution. 

REMISES  AFFECTED — 2715  Webster  avenue,  The  Affirmative-  Ch  ‘ 

Bronx.  Atftrmat  ve.  Chairman  Walsh,  Messrs.  Beatty 

APPEARANCES— None.  ;5°uIfto?’  Connell,  Holland,  Kerby  and  Fire 

ACTION  OF  BOARD— Laid  over  to  May  6,  1924,  at  2  Negative  61100  .  7 

p.  m.,  on  written  request  of  appellant’s  representa-  Absent  .  0 

tlVC-  _  THE  RESOLUTION': .  0 

7°-24-A.  w  (382-23-A) 

lPPELB^C„hfa^nBha^.  S  S “ AV  iTiVUX  S  o?’a0pS 

’UBJE5MaReV0Call0n  °f  &rtilicate  of  Occupancy  No.  320-23  East  28th  street  and  raSsr'th  ^ManhS- 

'REMISES  AFFECTED— 200-206  West  51st  street,  1648-  Whereas  the  order  0f  tb  G 

1650  Broadway  and  778-780  Seventh  avenue,  Man-  3,  1923,  No  16883-LC  reads  •  ^  cornrnissloner’  dated  March 

■PPEARANCES —  fic‘‘!e  t^°  PerSons  «*ch  obtain  a  Certi- 

For  Appellant:  None.  tness  to  have  care  and  supervision  of 

In  Opposition  :  Philip  J.  Sinnott.  g«™’-hlch  far??e  must  be  under  the  >‘m- 

■CTION  OF  BOARD — Laid  over  to  May  6,  1924,  at  2  times  P  XIS'°n  edber  of  the  above  at  all 

p.  m.,  pending  decision  by  superintendent  of  build-  ‘<9  '  Disrontin,,*  .  ... 

mgs  on  new  application  for  certificate  of  occupancy.  son  'that  ?  It  •  C  °j-  dwel  in?  for  the  rea- 

-  y  ,lat  fsa™e  vlolation  condition  imposed  by  Cer- 

•0-24-A.  of  Occupancy  issued  by  Superintendent  of 

PPELLANT-Croker  National  Fire  Prevention  Eng.  Co.,  area  S’ garage  i?  °JL  of  Ctapter  10- 

rT  f°r  Staten  Island  Shipbuilding  Co.,  owner.  "  and  3  °  gar3ge  1S  m°re  than  5’000  S(luare  feet.”; 

nT'irT(^X,T'^ppea'  from  order  of  fire  commissioner.  Whfrfas  thp  hnHdtno-  -e.  c  ,  . 

REMISES  AFFECTED — North  side  Richmond  terrace,  height  197  ft  6  in  ^dfj  n.°"'firepro°f-  three  stories  in 

RiZo„dAndr°S  aVenU°'  Marin'rS  Harb°r’  S'  '  •  Eaf,  28,h  Vreet  °" 

PPEARANCES —  ft  «;  OCCUPIED™ 

For  Appellant :  Herman  E.  Horwood.  g  ^  stor.X-  dwellings  ,5  persons;  and 

CTION  OF  BOARD— Laid  over  to  May  6,  1924,  at  2  the  premises  is Poccu pied ° h v^th ^  ^  dwfeII,ng  Portl‘on  of 
P.  «. ;  to  file  new  pians.  pf  mi,  £?»  otpTcT  ZfuS&X  X 

8-24- A.  r-j— ,  milding  bureau  and  fire  department  in  1022 

PPELLANT-B.  Herbert  Smith.  US83Lr  XX  n'  XZ  °f  fire  “"niisrioner,  No 

JBJ^r frora  dedsion  of  <>»  »PtS » m 

<W'  and  ,hat  0rd«  No-  16883-LC,  as  to  Item  2  there- 
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of  be  and  it  hereby  is  modified ,  and  the  appeal  as  to  that 
item  be  and  it  hereby  is  granted  on  condition  that  egress 
from  the  apartments  is  maintained  by  means  of  interior 
stairs  leading  directly  to  the  street  in  each  instance  re¬ 
stricting  the  occupancy  of  the  premises  to  the  Present  oc¬ 
cupants,  both  of  whom  are  engaged  in  the  operation  of 

the  garage. 


977-23-A. 

APPELLANT— Pain’s  Fireworks,  Inc.  owner. 
SUBJECT— Request  to  reopen  appeal  from  order  ot  nre 

commissioner.  , 

PREMISES  AFFECTED — Opposite  Hendersons  Walk, 
1,000  feet  off  shore,  Coney  Island,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Raymond  C.  Thompson. 

For  Administration:  Inspector  Lemhan  of  hre  de¬ 
partment.  ... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  Q 

Negative  .  n 

Absent  . 

THE  RESOLUTION : 

(977-23-A) 

Whereas.  Pain’s  Fireworks,.  Inc.,  owner,  filed.,  Au¬ 
gust  2,  1923,  an  appeal,  with  the  board,  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1,000 
feet  off  shore,  opposite  Henderson’s  Walk,  Coney  Island, 

B  WHEREAst'ffie  order  of  the  fire  commissioner,  dated  Au¬ 
gust  1.  1923,  reads  :  . 

“Your  application  dated  July  25,  1923,  for  permis¬ 
sion  to  display  fireworks  to  be  fired  from  barge  an¬ 
chored  approximately  1,000  feet  off  shore  opposite 
Henderson’s  Walk  at  Coney  Island,  Bklyn.,  is  here¬ 
by  denied  for  the  reason  that  such  firework  dis¬ 
plays  are  against  public  safety.  Sec.  95,  Sub.  Div. 
1,  also  Sec.  10,  Ch.  10,  Code  of  Ordinances.  ; 

^Whereas,  an  application  was  filed  in  the  bureau  of  fire 
prevention  to  permit  the  display  of  fireworks  from  three 
barges  anchored  1,000  feet  off  shore,  opposite  Henderson  s 

Walk,  Coney  Island,  Brooklyn;  and  . 

Whereas,  this  appeal  was  dismissed  for  lack  of  Prose¬ 
cution,  February  5,  1924,  and  appellant  requests  ,thj?.  *1S 
appeal  be  reopened,  which  request  was  granted  March  25, 

^Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  barges  be  anchored  off 
shore  at  least  1,000  feet  from  low  water  mark;  that  the 
fireworks  shall  be  discharged  from  iron  mortars  securely 
fastened  to  the  deck  of  the  barge;  that  the  fireworks,  shall 
be  discharged  seaward;  that  the.  operation  of  the  display 
be  under  the  supervision  of  a  certified  operator  at  all  times , 
that  there  shall  be  maintained  two  portable.  40-gallon  fire 
extinguishers  on  the  deck  of  the  barge  during  the  display 
operation;  that  the  barges  shall  be  anchored  fore  and  aft. 


ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  ® 

THE  RESOLUTION : 

(1560-23-A) 

Whereas,  Ernest  Stern,  for  A.  J.  and  A.  Aaront,  les¬ 
sees,  filed,  December  31,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  203-5  West  40th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 

dered  December  13,  1923,  in  acting  on  Alteration  Appli¬ 
cation  No.  828-23,  reads:  .  ' 

“1.  The  automatic  sprinkler  equipment  tor  these 
premises  with  the  occupancy  as  stated  must  be  sup¬ 
plied  from  two  sources  consisting  of  an  approved 
pressure  tank  supply  and  an  approved  gravity  tank 
supply  *  *  *•” ; 


and 


Whereas,  the  building  is  fireproof,  four  stories  in  height, 
39  ft.  by  73  ft.  3  in.  in  area.  OCCUPIED:  1st  story, 
lunch  room ;  2nd  story,  developing  motion  picture  films , 
3rd  and  4th  stories,  type  setting;  and 

Whereas,  appellant  contends  that  the  films  are  handled 
in  a  room  separated  from  the  rest  of  the  premises  by  terra  . 
cotta  partitions  with  kalameined  doors  at  the  openings 
and  that  chemical  fire  extinguishers  and  fire  pails  filled 
with  water  and  sand  have  been  provided.  .  .  I  ' 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1560-23-A.  .  T  Sr  A  Aarnn* 

APPELLANT— Ernest  Stern,  for  A.  J.  &  A.  Aaron., 

lessee.  • 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 203-205  West  40th  street,  Man¬ 
hattan. 

APPEARANCES—  _  ,  4  c 

For  Appellant:  Ernest  Stern,  Robert  Spear. 

For  Administration:  Inspector  Carroll  of  fire  de- 
nartment. 


378-23- A.  A  _  .  „ 

APPELLANT— Edward  P.  Doyle,  for  Apex  Leasing  Co., 
Inc.  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 47-65  West  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle.  j 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 7 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION  : 

(378-23-A) 

Whereas,  Samuel  Rosenblum,  for  Apex  Leasing  Co^ 
Inc.,  lessee,  filed,  March  31,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  air 
fecting  premises  47-65  West  42nd  street,  Manhattan,  an 
Whereas,  the  order  of  the  fire  commissioner,  da  ec 
March  13,  1923,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inepe. 

in  diameter,  tested  to  withstand  a  pressure  of 

lbs.  per  square  inch,  extending  from  cellar  to  roo 

*  *  *  ” . 

•  > 

Whereas,  the  building  is  non-fireproof,  seven  stones  (9. 
ft.  7  in.)  in  height,  100  ft.  5  in.  by  208  it.  in  area;  equippec 
with  two  stairways  and  an  exterior  iron  stairway.  O 
CUPIED:  1st  story,  stores,  150  persons;  2nd,  3rd,  4.i 
and  5th  stories,  offices  (25  factory  workers),  400  persons, 
6th  story,  Turkish  baths  and  dormitory,  350  persons;  an 
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Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  January  2,  1924,  and  reopened  February  29,  1924, 
on  request  of  appellant;  and 
Whereas,  appellant  now  contends  that  the  building  is 
to  be  altered  in  1925  by  adding  additional  stories  and  to 
compel  the  erection  of  a  tank  on  the  roof  at  the  present 
time  would  be  a  great  hardship,  and  proposes  to  provide 
idequate  fire  protection. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
ind  it  hereby  is  modified,  and|  the  appeal  be  and  it  hereby 
s  granted,  so  far  as  it  affects  the  present  occupancy,  on 
condition  that  one  four-inch  standpipe  line  be  installed  in 
the  southerly  stair  hall ;  that  both  stairs  (with  the  excep- 
•ion  of  the  southerly  stairs,  first  story,  which  shall  lead 
lirectly  to  the  street  through  the  existing  glass  enclosed 
entrance  corridor)  from  the  first  story  to  the  roof,  be  en- 
:losed  with  fireproof  material,  any  openings  therein  to  be 
irotected  with  self-closing,  fireproof  doors ;  that  two  2)4 
gallon  fire  extinguishers  be  provided  and  maintained  in 
he  public  corridors,  at  the  Sixth  avenue  end  of  the  build- 
ng,  on  each  story;  that  this  variation  is  granted  as  a  tem- 
)orary  expedient  pending  reconstruction  and  addition  to 
juilding  and  only  so  long  as  present  conditions  as  to  use 
md  occupancy  remain  unchanged,  and  shall  not  extend 
jeyond  the  expiration  of  the  lease  of  present  occupant, 
iz.,  May  1,  1926. 

- 1 - 

!53-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Benjamin  C. 
Riley,  owner. 

•SUB J EC  i — Appeal  from  decision  of  fire  commissioner. 
JREMISES  AFFECTED — Southwest  corner  of  Riverdale 
avenue  and  West  246th  street,  The  Bronx 
APPEARANCES — None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 
rHE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


47-21-A. 

APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

iUBJECT — Request  to  reopen  appeal  from  order  of  fire 
commissioner. 

’REMISES  AFFECTED— 1301-1311  Avenue  J,  Brooklyn 
APPEARANCES— None. 

aCTION  OF  BOARD — Request  to  reopen  appeal  laid 
over  to  May  6,  1924,  at  2  p.  m.,  on  written  re¬ 
quest. 

3-22-A 

P  PELL  ANT— Louis  E.  Felix. 

UBJECTj—  Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

'REMISES  AFFECTED — 141-145  Wooster  street,  Man¬ 
hattan. 

PPEARANCES — 

For  Appellant :  Louis  E.  Felix. 

lCTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  May  20,  1924,  at  2  p.  m. 

HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


373-23-A. 


PPELLANT — Frederick  G.  Frost,  for  Flower  Hospital, 

owner. 


' 


*>79 


SUBJEC1  Application  for  reopening — appeal  from  deci¬ 
sion  of  superintendent  of  buildincs 
PREMISES  AFFECTED— 423-425  East  63rd  street,  Man¬ 
hattan. 


APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  appeal  laid 
over  to  May  6,  1924,  at  2  p.  m. 


F.  Doyle,  for  Bennett  Kanter, 


224-21-A 

AP  PELLANT — William 
owner. 

SUBJECT— Application  for  reopening— appeal  from  deci- 
DnrUT“  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 307-11  East  115th  street,  Man¬ 
hattan. 

APPEARANCES— 


ror  appellant:  William  F.  Doyle 
ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  May  20,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby 

Negative  . 

Absent:  Fire  Chief  Kenlon*.'.".'. 


714-23- A. 

-^■PPFLLANTi— Stephen  Ligotz,  lessee. 

S  UBJECTj— .Application  for  reopening— appeal  from  order 
oi  fire  commissioner. 

PREMISES  AFFECTED — 203  West  62nd  street,  Man¬ 
hattan. 

APPEARANCES— 


For  Appellant:  Frederick  Durgan. 

ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  May  20,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN- 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby 

Negative  . 

Absent:  Fire  Chief  Kenlon  ........ 


93-24- A. 


APPELLANT — William  L.  Rouse  and  L.  A.  Goldstone 
QTTRT  *°r  f  West  60th  Street  Corporation,  owner. 
oU-DjiUCi  Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 27-37  West  60th  st?JS  Man¬ 
hattan. 

APPEARANCES— None. 


ACTION  OF  BOARD — Appeal  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  .....’ 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


BUILDING  ZONE  CASES 

1349-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Greater  New  York 
Garage  Company,  Inc.,  owner. 

SUBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  extending  into  a 
residence  district  the  connection  and  maintenance 
of  two  existing  garages  for  more  than  five  motor 
vehicles,  the  temporary  permit  for  each  garage 
expiring  on  December  9,  1923. 

PREMISES  AFFECTED — 4342  Broadway,  643-47  West 
185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924  at 
10  a.  m.,  on  request  of  applicant. 
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APPLICANT— John  J.  Dunnigan,  for  Joseph  Lacana, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  an  unrestricted  district 
running  into  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 44  Convent  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  Philip  J.  Sinnott. 

ACTION  OF  BOARD— Laid  over  to  May  13,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


APPLICANT — John  J.  Dunnigan,  for  John  E.  Warner, 

owner.  .  .  .  .  ,  ,  , 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 505-507  Evergreen  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at 
10  a  m.,  on  written  request  of  applicant. 


APPLICANT — John  J.  Dunnigan,  for  Louis  Weymuth, 

owner.  .  .  .  .  x  f 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  residence  district  the  mam 
tenance  of  a  garage  for  the  storage  of  three  pleas¬ 
ure  motor  vehicles,  three  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at 
10  a.  m.,  on  written  request  of  applicant. 


1284-23-BZ.  .  . 

APPLICANT — Samuel  Rosenblum,  for  Rose  Morizio, 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  altera¬ 
tion  and  extension  of  an  existing  garage  for  the 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 8226  18th  avenue,  Brooklyn. 

appearances— 

For  Applicant:  Samuel  Rosenblum. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  April  22,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  .  4 

Negative:  Chairman  Walsh  and  Mr.  Connell  .  2 

Absent:  Fire  Chief  Kenlon  . .  1 


152-24-BZ. 

APPLICANT— William  F.  Doyle,  for  William  N.  Crox- 
ton,  owner. 

SUBJECTf- Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  extending  into  a  business  dis¬ 
trict  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — 16  Convent  avenue  and  430 
West  128th  street,  Manhattan. 


APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Emil  W.  Hoemicher,  Josephine 
Erlwein  and  Beatrice  Hyams. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 


THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  VOTE  TO  GRANT— 

Affirmative  . • .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 


THE  RESOLUTION: 

(152-24-BZ) 

Whereas,  William  F.  Doyle,  for  W  illiam  N.  Croxton, 
owner,  filed,  January  20,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension  from 
an  unrestricted  district  into  a  business  district  of  a  pro¬ 
posed  garage  for*  the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  16  Convent  avenue  and  430  West  128th 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Convent  avenue  is  a  busi¬ 
ness  district  and  West  128th  street  is  an  unrestricted  dis¬ 
trict,  100  ft.  west  of  Convent  avenue;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  17,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  24-24,  reads: 

“1.  A  public  garage  for  more  than  five  cars  may  not 
be  erected  in  a  business  district.  Section  4,  Building 
Zone  Resolution.” ; 

and  ...  r  If 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  on  Convent  avenue  and  three 
stories  on  Wrest  128th  street,  with  a  frontage  of  84  ft.  4 % 
in.  on  Convent;  avenue,  90  ft.  6J4  hi-  °n  West  128th  street 
and  a  depth  of  99  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

WrHEREAS,  a  committee  of  the  board  visited  the  premises 

and  reports: 

TO  THE  BOARD  OF  APPEALS: 

A  Committee  of  Inspection  of  the  Board,  com¬ 
posed  of  Chairman  Walsh,  Fire  Chief  Kenlon, 
Messrs.  Holland,  Boulton,  Kerby  and  Connell,  vis¬ 
ited  the  premises  under  appeal,  16  Convent  Avenue 
and  430  West  128th  Street,  on  March  27th,  1924. 

This  application  is  for  the  erection  of  a  garage  on 
a  plot  at  the  corner  formed  by  the  intersection  of 
Convent  Avenue  and  128th  Street,  irregular  in  shape, 
approximately  84  feet  frontage  on  Convent  Avenue— 
a  business  street— and  99  ft.  11  inches  at  the  rear. 

With  the  business  influence  bearing  back  100  feet 
from  the  Convent  Avenue  frontage,  an  irregular  tri¬ 
angular  gore  at  the  southwesterly  portion  of  the  plot 
is  left  in  the  unrestricted  district.  128th  Street  is 
approximately  16  feet  below  the  grade  level  of  Con¬ 
vent  Avenue,  the  difference  in  grade  being  protected 
by  a  retaining  wall  running  the  width  of  the  street. 

’  The  plot  is  now  occupied  by  a  small  one-story  struc¬ 
ture  in  the  centre,  with  accommodations  for  and 
now  housing  one  motor  vehicle  truck.  At  the  extreme 
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i 

= 

rear,  for  a  portion  of  the  plot,  there  is  an  open 
frame  shed.  The  plot  is  otherwise  vacant,  but  used 
for  the  storage  of  contractors’  equipment,  such  as 
scaffold-plank  and  horses. 

1  his  application  is  brought  under  sections  7-e  and 
20.  from  a  survey  of  the  property  and  information 
secured  by  inquiry  in  the  neighborhood,  that  seemed 
reliable,  it  appears  that  the  basis  of  appeal  under  7-e 
does  not  apply,  as  there  is  not,  and,  from  the  best  in¬ 
formation  obtainable,  has  not  been  for  over  ten 
years,  a  stable  housing  more  than  five  horses  or  au¬ 
tomobiles  on  these  premises. 

Directly  opposite,  on  the  southwest  corner  of  Con¬ 
vent  Avenue,  there  is  now  in  existence  a  one-story 
taxpayer  of  shops  or  stores,  such  as  are  common  to 
the  neighborhood.  The  northeast  corner  is  occupied 
by  apartment  house.  The  northwest  corner,  a  plot 
in  the  same  relative  position  as  the  premises  under 
appeal,  that  is,  facing  Convent  Avenue  and  extending 
back  into  328th  Street,  is  improved  with  an  apart¬ 
ment  house.  On  the  southerly  side  of  128th  Street, 
approximately  100  feet  east  of  Convent  Avenue’ 
there  is  now  in  course  of  erection  a  row  of  attractive' 
modern  apartment  houses. 

It  would  seem  that  the  property  under  appeal  also 
is  available  for  apartment  house  development,  which 
use  immediately  abuts  the  property  to  the  south,  and, 
therefore,  the  circumstances  and  surroundings  not 
substantiating  the  basis  of  appeal,  the  Committee 
recommends  denial  of  the  application. 

(Signed)  WILLIAM  E.  WALSH, 
ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND, 

JOHN  KENLON, 

JOHN  C.  KERBY, 

HENRY  L.  CONNELL. 

■  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84tn 
Street  Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles,  also 
the  omission  of  a  rear  yard  as  required  by  the 
zone  resolution. 

PREMISES  AFFECTED— 332-340  East  84th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

In  Opposition:  J.  W.  Eidt,  Rev.  Dr.  Hopkin,  G. 
M.  Lahm,  David  M.  Jones,  Walter  Wise,  Mrs. 
Hommel  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  . 5 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(64-24-BZ) 

,  Whereas,  William  F.  Doyle,  for  332-40  East  84th  Street 
realty  Co.,  Inc.,  owner,  filed,  January  17,  1924,  an  appli- 
ation,  under  the  building  zone  resolution,  to  permit  in  a 
usiness  B  area  district  the  erection  and  maintenance 
1  a  garage  for  the  storage  of  more  than  five  (5)  mo- 
jr  vehicles,  and  also  the  omission  of  a  rear  yard  as  re- 
uired  by  the  zone  resolution ;  premises  332-334-336-338 
id  340  East  84th  street,  Manhattan;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  83rd  street,  First  ave¬ 
nue  and  Second  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  14,  1924,  in  acting  on  N.  B.  Application 
No.  15-24,  reads: 

3.  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  section  3,  Building  Zone  Resolution. 

2.  Rear  yards  should  be  provided  as  per  sec¬ 
tions  12  and  16,  Building  Zone  Resolution.”  • 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
feet  and  a  depth  of  102.2  feet,  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


89-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Estate  of  Simeon 
cttdti-  Bradley  and  James  F.  McGarry,  owners. 
SUBJECI-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  Webster  avenue 
120.18  ft.  south  of  182nd  street,  The  Bronx 
APPEARANCES— 

For  Applicant:  W'illiam  F.  Doyle. 

For  Opposition:  None. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby _ .’  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 


(89-24-BZ) 

Whereas,  William  F.  Doyle,  for  Estate  of  S.  C.  Brad¬ 
ley  and  J.  F.  McGarry,  owners,  filed,  January  21,  1924, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  erection  and  maintenance  of 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  of  Webster  avenue,  120.18  ft. 
south  of  182nd  street  and  east  side  of  181st  street,  122.1 
ft.  south  of  182nd  street,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue,  181st  street 
and  East  182nd  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  8,  1923,  in  acting  on  N.  B  Applica¬ 
tion  No.  2908-23,  reads: 

“Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  business  district 
is  contrary  to  provisions  of  Building  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  on  West  181st  street 
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and  three  stories  in  height  on  Webster  avenue,  with  a 
frontage  of  100  ft.  and  a  depth  of  184.55  ft.,  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses,  and  the  board  deemed  that  in  view  of  the 
consents  of  the  owners  of  property  frontage  on  West  181st 
street  that  the  application  should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  garage 
shall  be  restricted  to  the  layout  and  dimensions  as  de¬ 
scribed  on  plans  filed  in  this  case,  restricting  the  struc¬ 
ture  to  a  three  (3)  story  building  on  the  Webster  avenue 
front  and  limiting  the  said  structure  to  one-story  building 
above  grade  on  the  181st  street  (or  Folin  avenue)  front 
and  that  the  front  elevation  on  West  181st  street  and 
Webster  avenue  shall  be  finished  in  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings;  that  any  gasoline 
storage  equipment  installed  shall  be  restricted  to  the  Web¬ 
ster  avenue  street  front,  grade  floor  level; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1121-23-BZ. 

APPLICANT— John  Jos.  Carroll,  for  Edward  Amato, 
owner. 

SUBJECT— Application  (re:  deoision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  garage  for  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED*—  810-816  Classon  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  Jos.  Carroll. 

For  Opposition:  Andrew  S.  Derby,  Agnes  M. 
Stack,  Barnet  Silberman,  Henry  H.  Schep- 
per,  Loretta  Stack. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Absent :  Fire  Chief  Kenlon .  1 


THE  RESOLUTION: 

(1121-23-BZ) 

Whereas,  John  Jos.  Carroll,  for  Edward  Amato,  owner, 
filed,  September  28,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  ox 
more  than  five  (5)  motor  vehicles;  premises  810-16  Clas¬ 
son  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot 
the  Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Classon  avenue  is  a  busi¬ 
ness  district  and  St.  Johns  place  and  Lincoln  place  are 

residence  districts;  and  . 

Whereas,  the  decision,  of  the  superintendent  ot  buildings, 
rendered  September  21,  1923,  in  acting  on  Application  No. 

16821-23,  reads:  .  .  TT 

“1.  Proposed  alteration  is  contrary  to  Art.  11, 

Sect.  4,  Zone  Resolution,  and  is  hereby  denied.  (Pub¬ 
lic  garage  in  business  district).”; 

a  Whereas,  the  proposed  building  is  to  be  of  non-fir eproof 
construction,  one  story  in  height,  with  a  frontage  of  32 
ft.  8  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 


Whereas,  a  similar  application,  Cal.  No.  447-16,  was 
denied  by  the  board  and  there  was  opposition  to  the  grant¬ 
ing  of  this  application  on  the  part  of  neighboring  property 
owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1280-23-BZ.  jt  i 

APPLICANT— Charles  B.  Meyers,  for  Charles  Rudolph, 
owner.  1 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  conversion  of  occupancy  from  resi¬ 
dence  to  business  use. 

PREMISES  AFFECTED!— 865  East  175th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers,  John  Boyle, 

Jr. 

For  Opposition:  Chris.  C.  Keenan,  Harry  Edelson 
and  others. 

ACTION  OF  BOARD — Application  denied.- 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby  .  6 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1280-23-BZ) 


Whereas,  Charles  B.  Meyers,  for  Charles  Rudolph, 
owner,  filed,  November  8,  1923,  an  application,  under  the ' 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing  dwelling, 
and  the  conversion  of  occupancy  from  residence  to  busi¬ 
ness  use;  premises  865  East  175th  street,  Borough  of  Ihe 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  April 
15,,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  175th  street  and  Mo- 
began  avenue  are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  20,  1923,  in  acting  on  Alt.  Appli¬ 
cation  No.  425-23,  reads: 

“1.  Proposed  alteration  and  conversion  of  dwelling 
in  residence  district  to  be  used  for  business  pur¬ 
poses  is  contrary  to  provisions  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  frame  construc¬ 
tion,  2)4  stories  in  height,  with  a  frontage  of  _  22 1/2 
ft.  and  a  depth  of  35  ft.;  it  is  proposed  to  alter  building 
and  to  occupy  same  for  business  purposes;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
and  applicant  failed  to  establish  the  basis  of  his  applica¬ 
tion  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 

1138-23-BZ 

APPLICANT — Samuel  Rosenblum,  for  Alice  Kambourian, 
owner.  . 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  -in  a  residence  district  the  maintenance 
of  a  business  use  in  an  existing  residence  build¬ 
ing.  .  w  ,  . 

PREMISES  AFFECTED— 265  Lexington  avenue,  Manhat- 

( Continued  on  Page  586.) 
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PROPOSED  AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES-RULES  RELATING  TO  SUBSTANDARD 

EXITS. 


(Cal.  No.  414-24-SR) 

NO  1  ICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  22,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings;  Rule 
■3  of  hire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79-f ;  adopted 
and  effective  July  30,  1914 

Rule  380. — When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
fire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
the  Commissioner  of  Labor,  to  prevent  their  use  as  means 
ff  egress,  and  provided  that  such  fire  escapes  are  maintained 
in  good  repair. 

Note. — The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
not  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
be  placed  a  sign,  with  letters  eight  inches  high,  reading 
'THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
be  permitted  at  these  opening  .] 

3-  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
9/  the  Labor  Lazo  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes — All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  the  La¬ 
bor  Law,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  in  guides  from  the  lozvest  balcony  to  ground 
may  be  provided.  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 
When  such  substandard  fire  escapes  are  located  in  any 
court ■  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin¬ 
ed  yards,  or  the  lozvest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairzvay,  or  to  roof  of  ad¬ 
joining ■  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairzvays—All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed’  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairzvays — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage- 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subdivision  a. 

(d)  Horizontal  Bridges— Horizontal  bridges  between 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  piopcily  painted,  and  access  thereto  and  all  passagezvays 
thereof  shall  be  maintained  unobstructed. 

,  (e)  N°  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


PUBLIC  HEARING 

—  

PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Tuesday,  April  22,  1924,  at  2  p.  m.,  Room  919,  Municipal 
3uilding,  on  proposed  amendments  of  Rules  2  and  3,  In- 
lustrial  Code,  and  the  adoption  of  the  amended  rules  as 
'ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
enclosure  of  Factory  Stairways,  and  the  storage  of  combus- 
ible  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Law,  §  79-6;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
mildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
••ve  persons  employed  above  the  second  floor,  all  interior 
tairways,  serving  as  required  means  of  exit,  and  the 
indings,  platforms  and  passageways  connected  therewith, 
hall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
isting  material  extending  continuously  from  the  lowest 
oint  of  the  stairway  in  accordance  with  the  following 
chedule : 


Number  Contents  Contents  non-  Contents  Contents  non- 
ox  combustible,  combustible,  combustible,  combustible 

stones  no  sprtnkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 

nuilding,  such  partitions  shall  extend  to  three  feet  aDove 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  '79-f ;  adopted 
August  28,  1913 ;  effective  October  1,  1913. 

Rule  3. — In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building” — For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established : 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 


2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class : 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 

Metals  (with  enameling  or 
japanning) 

Packing  houses 

Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 

Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 

Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 

Feed,  flour  and  grist  mills 

Artificial  leather 

Fireworks 

Celluloid 

Cereal  mills 

Imitation  leather 

^Chemicals  of  all  kinds  (ex¬ 

Matches 

cept  where  serious  flame, 

Rag  sorting  (including  cot¬ 

fume  or  explosion  hazards 

ton) 

are  not  present) 

Shoddy  mills 

Cotton  batting 

Starch  and  sugar  mills  (in¬ 

Cotton  clothing  (women’s) 

cluding  pulverizing) 

Cotton  waste 

Straw  goods 

Dry  cleaning 

Varnish 

Explosives 

Woodworking  (with  dipping 

Feather  renovating 

or  varnishing) 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 


Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 

Rule  2-b. 


Subdivision  1.  Enclosures  Required. — Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stories 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 

passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table : 


Stories  - 

i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

J.  Contents 

3 

of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

rhree  i 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

"our 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

rive 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to.be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
vith  fire-resisting  material. 

Exception :  Buildings  having  fireproof  roof  slab  where 
nclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
he  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
i  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
vith  fire  doors  opening  into  the  stairway  enclosure,  equipped 
vith  self-closing  devices.  Grade  exit  doors  shall  open 
utwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
oof  with  louvres  or  ventilators,  or  exterior  windows  with 
entilating  sections  at  the  top  floor.  Exterior  windows 
dthin  thirty  (30)  feet  of  non-fireproof  structures  shall 
e  fireproof  windows.  Skylights,  unless  provided  with 
dred  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
abstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
:rial  at  least  four  (4)  inches  thick,  unless  the  partition 
xtends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
uildings  in  which  the  contents  are  classified  as  of  high 
azard,  the  stairways  shall  not  be  required  to  be  enclosed 
■here  a  horizontal  exit,  as  defined  in  section  267  of  the 
abor  Law,  is  provided  on  all  floors  and  the  stairways 
trving  as  required  exits  on  each  side  of  the  horizontal 
’tit  are  remote  from  the  horizontal  exit,  provided  that 
ther  an  approved  fire  alarm  signal  system  conforming 
)  rules  of  the  board  is  installed  in  the  building  and  fire 
rills  substantially  conforming  to  rules  of  the  board  are 
eld,  or  an  approved  sprinkler  system  conforming  to  rules 
f  the  board  is  installed. 

ule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory 
Aiding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard"  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  _  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3. — Storage  of  Combustible  Material  About  Factory 
Stairways.  3 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustib'e 
material. 
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Appliances  approved  .  i 

Appliances  dismissed,  disapproved  or  withdrawn .  i 

Rules  approved  .  ' 

Rules  disapproved  or  rescinded  . 


Miscellaneous  Applications. 

Requests  to  reopen  . . .  51 


Requests  to  amend  .  1 

Requests  for  modification  .  12 
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Miscellaneous  Actions. 

Requests  to  reopen  granted  .  4. 

Requests  to  reopen  denied  .  1 

Requests  to  amend  granted  . 

Requests  to  amend  denied  .  ( 

Requests  for  modification  granted .  1 

Requests  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  .  ( 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  . 

Requests  for  extension  of  permit  granted  . 

Requests  for  extension  of  permit  denied  . 

Requests  to  install  granted  . 

Requests  to  install  denied  .  i 

Administrative  requests  granted  .  i 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . : . 

Requests  withdrawn  or  dismissed  . 


Total  . 1292 

Disposed  of  .  596 


Total  .  59 
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MINUTES 


( Continued  from  Page  582.) 
APPEARANCES— 

For  Applicant :  Samuel  Rosenblum,  Clarence  H. 
Fay. 

For  Opposition:  John  P.  Fox,  Charles  Garside. 
ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  1 


724-23-BZ. 

APPLICANT— James  J.  Walker,  for  Florence  J.  Woolf, 
owner. 

SUBJECT— Application  for  reopening  (re :  decision  of 
superintendent  of  buildings)  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 2-14  West  172nd  street, 

southwest  corner  of  Jerome  avenue,  The  Bronx. 

APPEARANCES — None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
hearing  May  6,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


128-24-BZ. 

APPLICANT— Walter  H.  Volckening,  for  Edgar  Perc. 
Holliday,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  o 
buildings)  to  permit  the  erection  of  a  busines 
and  residence  building. 

PREMISES  AFFECTED — 145-149  Tapscott  street,  Brook 

lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  . 

Negative  . 

Absent :  Fire  Chief  Kenlon  . 


859-19-BZ. 


APPLICANT— J-  R.  Ashley,  for  Barney  Estate  Co.,  ownei 
SUBJECT — Application  for  reopening  (re:  decision  of  su 
perintendent  of  buildings)  to  permit  partly  in 
business  district  and  partly  in  a  residence  distric 
the  maintenance  of  120  individual  garages  for 
further  period. 

PREMISES  AFFECTED— East  side  Amsterdam  avenu. 

between  186th  street  and  187th  street,  Manhattai 
APPEARANCES— 

For  Applicant:,  William  F.  Doyle,  J.  R.  Ashley. 
For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn. 


Adjourned  6.30  p.  m. 


William  J.  O’Gorman,  Secretary. 

36-2UOO-24-0’C 
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This  issue  of  the  Bulletin  contains,  in  the  order 
en — 
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Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  April  22, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  April  22,  1924. 

Reserve  Calendar. 

Notices  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

T,  Tf\e.  Cork’s  Calendar  consists  of  applications  under  the 
minding  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  win  be  called  in. Room  919,  on  Tuesday,  April  29,  1924, 
at  2  o  clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday ,  May  6,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of.  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

Nezv  Cases  Filed  Week  Ending  April  24,  1924. 

Cal.  No.  Department  Premises  Affected 

577-24- A . F.D . 2226-2234  3rd  ave.,  Man. 

_  F-55063-55064. 

576-24-A . F.D .  318-320  W.  46th  st.,  Man. 

_  F-54830. 


575-24-A . F.D . 440  6th  ave.,  L.  I.  City,  Q. 

_  L.  C.  87949. 

574-24- A . F.D . 320  Freeman  st.,  Bklyn. 

_  Alt.  466-1924. 

573-24-A . F.D.  71  Nassau  st.,  Man. 

_  L.  C.  20305. 

572-24-S . B.B.M.  ..237-245  W.  35th  st.,  Man. 

_  N.  B.  359-1923. 

571-24-BZ . B.B.M.  ..  602-604  W.  158th  st.,  Man. 

_ -  Alt.  1743-1923. 


570-24-BZ . B.B.Bx.  ..S.  S.  233rd  st.,  30  ft.  E.  Car¬ 

penter  ave.,  Bx. 

_ .  N.  B.  1263-1924. 

569-24- A . F.D . 120  Broadway.  Man. 

_ _  F.  D.  Decision. 

568-24-A . B.B.B.  ...1048  Bedford  ave.,  Bklyn. 

_ -  ‘  Applic.  8056-1924. 


567-24-BZ . B.B.B.  ...1157-1167  E.  35th  st.,  Bklyn. 

_ _  N.  B.  3379-1924. 


566-24-A . F.D .  259-273  Greene  st.,  Bklyn. 

- -  F-54549. 

565-24-BZ . B.B.Q.  ...341-343  St.  Nicholas  ave., 

Ridgewood,  Q. 

- -  N.  B.  9457-1924. 


564-24-A . F.D .  452-454  W.  19th  st.,  Man. 

-  N.  B.  74-1924. 


563-24-BZ . F.D . 10415  106th  st.,  Rich.  Hill,  Q. 

- -  L.  C.  82877. 

•562-24-BZ . B.B.B.  ...2470-2480  Bedford  ave.,  Bklyn. 

- -  Applic.  7575-1924. 

561-24-BZ . B.B.B.  ...448  Montgomery  st.,  Bklyn. 

-  Applic.  3093-1924. 

560-24-S . B.B.M.  ..1351-1365  Broadway,  Man. 

- -  Decision. 

559-24-BZ . B.B.M.  ..237-243  E.  55th  st.,  Man. 

-  N.  B.  189-1924. 

558-24-BZ . B.B.B.  ...21-23  Lenox  rd„  Bklyn. 

-  Applic.  21319-1923. 


555-24-S . 


554-24-A . 


553-24-A . 


552-24- A. 


551-24-A. 


. . .  .F.D. 

....311  100th  st.,  Bklyn. 

Alt.  513-1924. 

. F.D. 

- Samson  No.  76  Fire  Signal  Sta¬ 
tion.  Appliance. 

. . .  .F.D. 

- 161-165  Perry  st.,  Man. 

E.  D.  54971. 

....F.D. 

..,..161-165  Perry  st.,  Man. 

F-54972. 

....  F.D. 

....  7-9  2nd  ave.,  Man. 

L.  C.  23297. 

....F.D. 

....11611  89th  ave.,  Woodhaven,  Q. 

L.  C.  87408. 

....F.D, 

....  24  8th  ave.,  Bklyn. 

L.  C.  87414. 

550-24-A . F.D . 416-430  E.  47th  st.,  Man. 

-  Alt.  1542-1923. 

549-24-A . F.D . S.  S.  47th  st..  200  ft.  E.  1st  ave., 

-  Man.  Alt.  666-1923. 

548-24- A . F.D .  415-423  E.  53rd  st.,  Man. 

-  N.  B.  361-1924. 

Restored  to  Calendar. 

524-23-S . F.D . 15  W.  17th  st,  Man. 

-  L.  D.  43958. 

349-22-S . F.D .  600  Madison  ave.,  Man. 

L.  D.  31473. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  April  29,  1924,  at  2  p.  m. 

.  Building  Zone  Cases. 

345-24-BZ. 

APPLICANT — Paul  J.  Morrison,  for  George  and  Adelaide 
Morrison,  owners. 

PREMISES — 18  Verandah  place,  Brooklyn. 

TO  PERMIT  in .  a  residence  district  the  alteration  and 
change  of  occupancy  from  residence  to  a  business 
use. 

348-24-BZ. 

APPLICANT — Levy  and  Berger,  for  Nathan  Harrison, 
owner. 

PREMISES — 226-228  Tompkins  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
change  of  occupancy  from  residence  to  a  business 
use. 

358-24-BZ. 

APPLICANT — Joseph  A.  Arnold,  for  Allied  Cleaning  & 
Dyeing  Corporation,  owner. 

PREMISES — 330-332  Freeman  avenue,  Long  Island  City, 
Queens. 

TO  PERMIT  in  a  business  district  the  extension  of  a  dry 
cleaning  establishment. 

425-24-BZ. 

APPLICANT — 'Louis  A.  Sheinart,  for  Samuel  Baxt,  George 
Baxt  and  Max  Baxt,  owners. 

PREMISES — 42-48  Hamilton  street,  Manhattan. 

TO  PERMIT  within  200  feet  of  an  exit  and  entrance  to  a 
public  school  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  April  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

154-24-A — East  side  of  2nd  avenue,  between  41st  street 
and  42nd  street,  Brooklyn. 

283-24-A — 18-22  East  38th  street,  Manhattan. 
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1521-23-A — 792  Liberty  avenue,  Brooklyn. 

1525-23-A — 18  Morton  street,  Manhattan. 

1553- 23-A — 3290  Atlantic  avenue,  Brooklyn. 

1554- 23-A — 30-36  Union  avenue  and  11-13  Montrose  ave¬ 

nue,  Brooklyn. 

105-24- A— 361  Avenue  A,  Manhattan. 

1556-23-A — 545-565  Flushing  avenue,  Brooklyn. 

34-24-A— 421-425  Livonia  avenue  ancf  432-442  Junius 
street,  Brooklyn. 

92-24-A — 79  William  street,  L.  I.  City,  Queens. 

110-24-A — 42-52  Nassau  street  and  28-60  Maiden  lane, 
Alanhattan. 

147- 24-A — 1490-1496  Herkimer  street,  Brooklyn. 

148- 24-A — 20-30  Morton  street,  Brooklyn. 

175-24-A — 71-79  Otsego  street,  Brooklyn. 

181-24-A — West  side  of  Cropsey  lane,  250  ft.  south  of 
Cropsey  avenue,  Brooklyn. 

268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

387-24-A — 2478  2nd  avenue,  Manhattan. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
f  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  April  29,  1924,  at  10 
’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
lg  matters : 

AL.  NO.  168-24-BZ— Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes ;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

AL-  no.  1049-22-BZ— Application,  August  16,  1922,  under 
the  building  zone  resolution,  of  Charles 
Hlawatsch,  applicant  and  owner ;  How¬ 
ard  P.  .  Steinkamp,  lessee,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the.  storage  of  four 
(4)  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  58  East  190th  street,  The 
Bronx. 

kL-  no.  353-24-BZ— Application,  March  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Theodore 
Roehrs,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  of  East  181st  street, 
224.10  ft.  south  of  East  182nd  street, 
The  Bronx. 

'L*  N0-  366-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Alfonso 
Celentano  and  Terrace  Realty  Corp., 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  east 
side  Bainbridge  avenue,  40  ft.  south  of 
East  194th  street  and  west  side  of 
Marion  avenue.  78.42  ft.  south  of  East 
194th  street,  The  Bronx. 

B  < 


cal.  no.  1 53 1-23-BZ— Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  79-24-BZ— Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

cal.  no.  101-24-BZ— Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 
Crooke  McLeer,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
avenue  and  225-231  East  9th  street, 
Brooklyn. 

CAL.  NO.  192-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  ’ Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

CAL.  NO.  116-24-BZ— Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  The  New 
York  Edison  Company,  applicant  and 
owner,  to.  permit  in  a  business  district 
the  erection  and  maintenance  of  a 
building  for.  use  as  an  electric  trans¬ 
forming  station  :  premises  27  West  47th 
street,  32-34  West  48th  street,  Man¬ 
hattan. 

cal.  no.  127-24-BZ— Application,  January  28,  1924,  under  the 
building  zone  resolution,  of  George  F. 
Spelman,  architect,  on  behalf  of  Ford- 
ham  Knights  of  Columbus  Association, 
Inc.,  owner,  to  permit  in  a  “B”  area 
residence  district  the  extension  of  an 
existing  club  building  to  the  rear  lot 
,  .  ,ine-  entirely  omitting  the  rear  yard  as 

^  J  required  by  Sections  12  and  16-b  of 

the  zone  resolution ;  premises  2605 
Grand  Concourse,  The  Bronx. 
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cal.  no.  346-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  G.  A. 
Boyd,  owner,  to  permit  in  a  business 
district,  also  in  a  street  between  two 
intersecting  streets  in  which  portion 
there  exists  an  exit  and  entrance  to 
a  public  school,  the  alteration  and 
change  of  occupancy  from  an  existing 
public  stable  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  173-177  West  89th 
street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  April  29,  1924,  at*  2  p.  m. 

Petitions  for  Variations. 

196-24-S — 21-23  Maiden  lane,  Manhattan. 

258-24-S — 428-430  West  19th  street,  Manhattan. 
280-24-S— 102-104  West  38th  street,  Manhattan. 
310-24-S— 22-26  East  14th  street,  Manhattan. 

299-24-S — 183-185  Lexington  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 
Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

225-24-S — 49  West  28th  street,  Manhattan. 

1506-23-S — 45  East  20th  street,  Manhattan. 

264-24-S — 54  East  11th  street,  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

757-22-S — 64  Grand  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  6,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1220-23-BZ. 

APPLICANT — Daniel  W.  Wilkes,  for  Bennett  DeBeixe- 
don,  owner. 

PREMISES — 1090-1094  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

242-24-BZ. 

APPLICANT — William  H.  Daly,  owner. 

PREMISES — 2  Dorothea  place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5)  motor  ve¬ 
hicles,  five  (5)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

336-24-BZ. 

APPLICANT — Geller,  Rolston  and  Blanc,  for  Heirs  and 
Legatees  of  Henry  W.  Schmidt,  deceased,  owner. 

PREMISES — 634-638  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

347-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Morris  Gross  and 
Daniel  Fuchs,  owners. 

PREMISES — 1925-1929  Union  street.  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


363-24-BZ. 

APPLICANT— John  De  Hart,  for  Estate  of  Katherine 
Jackson,  owner,  and  Breslauer  Construction  Co., 
Inc.,  lessee. 

PREMISES— 2256-2272  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

378-24-BZ.  j 

APPLICANT— John  J.  Dunnigan,  for  Hesu  Realty  Co., 
Inc.,  owner. 

PREMISES— 1101-1109  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

406-24-BZ. 

APPLICANT— George  T.  Adee  and  Sylvanus  Purdy,  for 
Estate  of  George  T.  Adee,  owner. 

PREMISES— 2631-2641  East  Tremont  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles. 

438-24-BZ. 

APPLICANT— Kings  County  Lighting  Co.,  owner.  _ 

PREMISES— North  side  of  66th  street,  158  ft.  9 y2  in 
east  of  Eighth  avenue,  Brooklyn.  j 

TO  PERMIT  in  a  business  district  extending  from  ar 
unrestricted  district  the  erection  and  maintenana 
of  a  holder  for  the!  storage  of  gas. 


BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

245-24- A — 26  Corlears  street,  Manhattan. 

247-24-A— 324-326  East  24th  street,  Manhattan. 

251-24-A— 163  Mercer  street,  Manhattan. 

271-24-A — 35-39  Maiden  lane,  Manhattan. 

285-24-A— 136  Beach  127th  street,  Belle  Harbor,  L  L 
Queens. 

293-24-A — 2-20  Keap  street,  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A— 880-890  East  136th  street,  The  Bronx. 

302-24-A — 1077  Intervale  avenue,  The  Bronx. 

146-24- A— 4497  3rd  avenue,  The  Bronx. 

195-24- A— 40  West  25th  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildini 
zone  resolution,  Tuesday  morning,  May  6,  1924,  at  1' 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 

ing  matters:  ,  , 

CAL.  no.  275-24-BZ— Application,  February  21,  1924,  unde 
the  building  zone  resolution,  of  Wil 
liam  F.  Doyle,  applicant,  on  behalf  o 
Albert  Kenning  and  Joseph  D.  Blis.1 
owners,  to  permit  in  a  business  dis 
trict  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles;  premises  84-9 
Maspeth  avenue,  Brooklyn. 
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cal.  no.  281-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Goldvine  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  5908-5924 
13th  avenue,  Brooklyn. 

cal.  no.  200-24-BZ — Application,  February  8,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Subway 
Realty  Corp.,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Jerome  avenue, 
161.86  ft.  south  of  East  204th  street, 
The  Bronx. 

cal.  no.  119-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  central  telephone  exchange 
building;  premises  2411-2429  Tratman 
avenue,  The  Bronx. 

cal.  no.  246-24-BZ — Application,  February  16,  1924,  under 
the  building  zone  resolution,  of  Joseph 
H.  Freedlander,  architect,  on  behalf  of 
The  French  Institute  in  the  United 
States,  owner,  to  permit  in  a  V/2  times 
height  district  the  erection  of  the  street 
wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required 
by  the  zone  resolution;  premises  20-22 
East  60th  street,  Manhattan. 

cal.  no.  865-23JBZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

:al.  no.  864-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

al.  no.  256-24-<BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

\L.  no.  260-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  Bruce  Holding 


Corp.,  owner,  Sobel  Brothers,  lessee, 
to  permit  in  a  residence  district  the 
installation  and  maintenance  of  a  gas 
selling  station,  also  for  a  parking  space 
for  more  than  five  (5)  motor  ve¬ 
hicles;  premises  315-319  West  133rd 
street,  Manhattan. 

cal.  no.  261-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bres- 
lauer  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1973-1979 
Honeywell  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  6,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

861-23- A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

170-  24 -A — 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 
150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  May  6,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters: 

CAL.  NO.  1337-22-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  325-333  McDougal  street, 
Brooklyn. 

cal.  no.  1-24-BZ — Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 
owners,  to  permit  in  a  business  district 
the  change  of  occupancy  from  a  mar¬ 
ket  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1477-1479  Wilkins  avenue, 
The  Bronx. 

cal.  no.  313-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  James 
S.  Lawson  and  Ellis  Weisker,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  northeast  cor¬ 
ner  of  Jerome  avenue  and  East  198th 
street,  The  Bronx. 
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cal.  no.  724-23-BZ — Application,  April  15,  1924,  under 
the  building  zone  resolution,  jof  Janies 
J.  Walker,  applicant,  on  behalf  of 
Florence  J.  Woolf,  owner,  for  a  modi¬ 
fication  of  an  application  previously 
granted  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2-14  West 
172nd  street,  southwest  corner  of  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  231-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Samuel  Himmelstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  745-747  Ralph  avenue, 
Brooklyn. 

cal.  no.  276-24-BZ— Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Harjac  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1146-1158  East  New 
York  avenue,  Brooklyn. 

cal.  no.  842-23-BZ — Application,  July  2,  1923,  under  the 
building  zone  resolution,  of  John  j 
Dunnigan,  applicant,  on  behalf  of  Jor- 
gine  Puschel,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  spaces  rented  to 
persons  not  residing  on  the  premises; 
premises  4318  Verio  avenue,  The 
Bronx. 

cal.  no.  69-24-BZ — Application,  January  17,  1924,  under  the 
building  zone  resolution,  of  Glendale 
Grove  Garage,  Inc.,  applicant  and  les¬ 
see,  Marie  Zschoschke,  owner,  to  per¬ 
mit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop ; 
premises  4654  Proctor  street,  Glendale, 
Queens. 

cal.  no.  137-24-BZ — Application,  January  29,  1924,  under  the 
building  zone  resolution,  of  James  C. 
McLeer,  applicant,  on  behalf  of  Henry 
L.  Walker,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1787-1795  Coney  Island  ave¬ 
nue,  Brooklyn. 

cal.  no.  1408-23-BZ — Application,  December  1,  1923,  under 
the  building  zone  resolution,  of  Merton 
L.  Cushman,  applicant  and  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  316-320  West 
118th  street,  Manhattan. 

cal.  no.  1516-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  An¬ 
drew  Katzenberger,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 


trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  motor  ve¬ 
hicle,  one  space  rented  to  persons  nol 
residing  on  the  premises ;  premises  8009 
95th  avenue,  Woodhaven,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  9,  1924,  at  2  p.  m. 

RULES. 

410-24-SR — Rule^  for  Stairway  Enclosures  in  Factor) 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1302-23-A — 445-459  Gerard  avenue,  The  Bronx. 
1376-23-A — 121  Fulton  street,  Manhattan. 

1465-23-A — 401-405  East  91st  street,  Manhattan. 

37-24-A — 558-564  Flushing  avenue,  Brooklyn. 

73-24-A — 118-122  Montauk  avenue,  Brooklyn. 

131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

158- 24-A — 422  Claremont  parkway,  The  Bronx. 

159- 24-A — 132-140  West  125th  street,  Manhattan. 

161-24-A — 70-74  Lafayette  street,  Manhattan. 

178-24-A— 532  East  137th  street,  The  Bronx. 

206-24-A — 405-421  Hudson  street,  Manhattan. 

212-24- A — 729-737  7th  avenue,  Manhattan. 

262- 24- A — 128-132  West  46th  street,  Manhattan. 

308- 24-A — 527-531  West  34th  street,  Manhattan. 

309- 24-A1— 22-26  East  14th  street  and  19-23  East  13t! 

street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildinj 
zone  resolution,  Tuesday  morning.  May  13,  1924,  at  1 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters : 

cal.  no.  744-23-BZ — Application,  February  29,  1924,  unde 
the  building  zone  resolution,  of  Micha( 
Stein,  applicant,  on  behalf  of  Morri 
Schiff,  owner,  previously  dismissed  fo 
lack  of  prosecution,  to  permit  in 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles 
premises  2839-2847  West  37th  street 
Brooklyn. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  unde 
the  building  zone  resolution,  of  Joh 
J.  Dunnigan,  applicant,  on  behalf  o 
Joseph  Lagana,  owner,  to  permit  in  a 
unrestricted  district  extending  into 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles 
premises  44  Convent  avenue,  Manhal 
tan. 
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cal.  no.  1005-23-BZ — Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  j. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  92 1-23- BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-1 ^ai  Barnes 
avenue,  The  Bronx. 

cal.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Eisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”  area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 
as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39tb 
street,  Manhattan. 

:al.  no.  218-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Atlas  Sydam  Co.,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  109-111  Mont¬ 
gomery  street,  Brooklyn. 

:AL-  no.  239-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Law¬ 
rence  E.  Woolf,  executor  of  the  Es¬ 
tate  of  Henrietta  H.  Woolf,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1465-1469 
Jerome  avenue,  The  Bronx. 

al.  no.  249-24-BZ — Application,  February  18,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
28th  Street  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1260-1268  Third 
avenue,  southwest  corner  of  East  73rd 
street,  Manhattan. 


cal.  no.  291-24-BZ— Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

CAL.  NO.  335-24-BZ— Application,  March  3,  1924,  under  the 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Brecher  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  change 
of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Fifth  avenue  and  Washington  avenue, 
•Long  Island  City,  Queens. 

cal.  no.  337-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  L.  B. 
Mapes,  consulting  engineer,  on  behalf 
of  Dean-Murray  Garage  Co.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  619-621  West 
152nd  street  and  620-622  West  153rd 
street,  Manhattan. 

CAL.  NO.  312-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Isidore 
Berg,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  for  business 
purposes;  premises  1310-1320  East 
15th  street,  southwest  corner  of  Elm 
avenue,  Brooklyn. 

cal.  no.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10928  116tb 
street,  Richmond  Hill,  Queens. 

cal.  no.  1299-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises ; 
premises  963  Putnam  avenue,  Brooklyn. 

cal.  no.  1518-23-BZ— Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  1300-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
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a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  965  Putnam  avenue, 
Brooklyn. 

J 

cal.  no.  84-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing- 
wersen,  architect,  on  behalf  of  Sarah 
F.  Keidanz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  an  existing  building  to  be  used 
on  first  story  for  business  purposes; 
premises  601  West  135th  street,  Man¬ 
hattan. 

cal.  no.  186-24-BZ — Application,  February  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  J. 
Moore,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  532-538  65th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  13,  1924,  at  2  p.  m. 

Petition  for  V ariations. 

102-24-S— 415-421  5th  avenue,  Manhattan. 

194-24-S— 59-61  East  4th  street,  Manhattan. 

210-24-S — 73  Warren  street,  Manhattan. 

257-24-S — 60  University  place,  Manhattan. 

273-24-S — 1075-1081  Willoughby  avenue,  Brooklyn. 
356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
362-24-S— 27-37  West  60th  street,  Manhattan. 
437-24-S — 37-39  West  57th  street,  Manhattan. 

13 57-23 -S — 35  West  25th  street,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

388-24-S — 230-238  West  38th  street,  Manhattan. 

Appliance!  Submitted  for  Approval. 
254-24-SA — Sherman  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
311-24-A— 28-30  West  39th  street,  Manhattan. 
314-24-A — 1074  Franklin  avenue,  The  Bronx. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

3 72- 24- A — 1600  Broadway,  Manhattan. 

373- 24- A — 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 
424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 
439-24-A— 1600  Broadway,  Manhattan. 
478-24-A— 1600  Broadway,  Manhattan. 
338-24-A — 667  Madison  avenue,  Manhattan. 
339_24-A — 58-60  William  street,  Manhattan. 
343-24-A — 72  Beekman  street,  Manhattan. 


'  -  ■— -  - ==• 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  20,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  284-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (.5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  151-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  John 
Josinsky,  applicant  and  owner,  Leo  N. 
Boczek,  lessee,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  story 
of  an  existing  building;  premises  10 
Woodhull  avenue,  Bayside,  Queens. 
cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  53-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-69$  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  191-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  748-754  Southern  boul- 
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evard,  southeast  corner  of  East  15(>th 
street,  The  Bronx. 

i  cal.  no.  272-24-BZ — Application,  February  20,  1024,  under 

the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlcx 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 
cal.  no.  51 1-23-BZ— Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
I  E.  Maloney,  owner,  previously  dis¬ 

missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
f  33-22-A— 141-145  Wooster  street,  Manhattan. 

I  224-21-A  307-311  East  115th  street,  Manhattan. 

[  714-23-A — 203  West  62nd  street,  Manhattan. 

[ll70-23-A — 2814  Avenue  N,  Brooklyn.  t 
300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

1 13 1 7-23- A  Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

!  Under  the  Building  Zone  Resolution. 

p  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
,of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  afternoon,  May  20,  1924,  at  2  o’clock, 

■in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

pAL.  NO.  330-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

■  al.  no.  113-24-BZJ—  Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Bernhard 
A.  Schaeffel,  applicant,  on  behalf  of 
Rose  B.  Schaeffel,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  17  Richmond  street, 
Brooklyn. 

AL.  no.  301-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  304-310  East 
95th  street,  Manhattan. 


cal.  no.  1047-23- BZ— Application,  April  1,  1924,  under  the 
building  zone  resolution,  of  William 
C.  Winters,  applicant,  on  behalf  of 
Blake  Construction  Co.,  owner,  previ¬ 
ously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  92- 
94  Furman  avenue,  Brooklyn. 

cal.  no.  303-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
Steigman,  architect,  on  behalf  of  29th 
Street  Market,  Inc.,  owner,  to  permit 
in  a  business  district  the  change  of 
occupancy  in  part  of  an  existing  pub¬ 
lic  market  to  a  chicken  slaughter 
house;  premises  206-208  East  29th 
street,  Manhattan. 

cal.  no.  304-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Isaac 
Wiener,  owner,  to  permit  extending  into 
a  business  district  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
104-112  Montgomery  street,  Brooklyn. 

CAL.  NO.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

CAL.  NO.  140-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution  of  Levy 
and  Berger,  architects,  on  behalf  of 
Goldinger  Realty  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  617-627  Herkimer 
street,  Brooklyn. 

cal.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes;  premises 
237  East  203rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24-A — 17  Bowery,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 
205-24-A — 635-641  West  49th  street,  Manhattan. 

2 19-24-A— 523-537  Lexington  avenue,  Manhattan. 
360-24-A — 110  East  17th  street,  Manhattan. 

3 17-24- A — 91-93  Thompson  street,  Manhattan. 

364-24-A— 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

1344-23-A — 256  West  69th  street,  Manhattan. 

67-24- A — 801  Vernon  avenue,  L.  I.  City,  Queens. 

2 17-24- A — 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 
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32 1-24- A — 5214-5224  Fifth  avenue,  Brooklyn. 

332-24-A'—  Block  64th  street  to  67th  street,  Exterior 
street  to  Avenue  A,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  27,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


CAL.  no.  88-24-BZ— Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in.  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  40-48  Hull  street,  Brooklyn. 

cal.  no.  204-24-BZ— Application,  February  8,  1924,  under 
the  building  zone  resolution,  of  Alvah 
W.  Burlingame,  Jr.,  applicant,  on  be¬ 
half  of  Robert  B.  Martin,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building 
from  dead  storage  of  motor  vehicles  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  469- 
475  Hemlock  street,  Brooklyn. 


cal.  no.  237-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  Morris 
J.  Werner,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2364  Jerome  avenue, 
The  Bronx. 

CAL.  NO.  255-24-BZ— Application,  February  19,  1924  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes ;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 


cal.  NO.  334- 


24-BZ — Application,  March  3,.  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main- 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 


CAL.  NO. 


380-24-BZ— Application,  March  12,  1924  under  the 
building  zone  resolution,  of  John  .De 
Hart,  applicant,  on  behalf  of  M.  Lich¬ 
tenstein,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2386- 
2392  Ryer  avenue,  The  Bronx. 


William  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

75-24-S— 495  Lincoln  road,  Brooklyn. 

197-24-S — 98  East  Broadway,  Manhattan. 


320-24-S — 459-499  Seventh  avenue,  163-167  West  34th 
street  and  160-166  West  35th  street,  Man¬ 
hattan. 

326- 24-S — 64  University  place,  Manhattan. 

327- 24-S — 45-51  Lispenard  street,  Manhattan. 

341-24-S — 290  Pearl  street,  Manhattan. 

389-24-S — 43-51  West  4th  street,  Manhattan. 

401-24-S — 70  West  3rd  street,  Manhattan. 

403-24-S — 247  West  34th  street,  Manhattan. 

135-24-S — 2067  Broadway,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

44-24-S— 218-222  West  34th  street,  Manhattan. 
1461-23-S — 23  West  20th  street,  Manhattan.  ' 

149-24-S — 20-30  Morton  street,  Brooklyn. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

524-23-S — 45  West  17th  street,  Manhattan. 

349-22-S — 600  Madison  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

365-24-S A — Koaless  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

340-24-A — 290  Pearl  street,  Manhattan. 

368-24-A — 142  Bowery,  Manhattan. 

370-24-A — 481  Van  Duzer  street,  Richmond. 

382-24-A — 130-134  Washington  place,  Manhattan. 
384-24-A— 108-112  Junius  street,  Brooklyn. 

417- 24- A — 931  Courtlandt  avenue,  The  Bronx. 

418- 24-A — 1389  Rockaway  parkway,  Brooklyn. 

173-24-A—  218-220  Oakland  street  or  230  Greenpoint  ave¬ 
nue,  rear,  Brooklyn. 

352-24-A — 219  East  avenue,  L.  I.  City,  Queens. 
357-24-A — 79-81  Rutgers  slip,  Manhattan. 

390-24-A — 120  Garretson  avenue,  Dongan  Hills,  S.  I., 
Richmond. 

393-24-A — 22  Columbus  place,  Brooklyn. 

404-24-A — 205-207  South  Oxford  street,  Brooklyn. 
440-24-A — 49-55  West  27th  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24- S — 45-47  East  20th  street,  Manhattan. 

226-24-S — 14-20  Sheriff  street  and  87-91  Broome  street, 
Manhattan. 

342^24-S — 2871-2875-2879  Broadway,  Manhattan. 

344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-*S — 129-133  West  27th  street,  Manhattan. 

450-24-S — 79-83  Washington  street  and  39-45  York  street, 
Brooklyn. 

Appliance  Submitted  for  Approval. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING.  APRIL  22,  1924. 

Present :  Chairman  Walsh,  Messrs.  Boulton,  Connell, 
Iceland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
peals,  held  on  Tuesday  morning,  April  15,  1924,  and 
I;  minutes  of  the  special  meeting  of  the  board  of  ap- 
ils,  held  on  Tuesday  afternoon,  April  15,  1924,  were 
proved  as  printed  in  the  Bulletin,  No.  17,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

iro-23-A. 

’PELLANT — Joaquin  de  la  Roza,  owner. 

IBJECT — Appeal  from  decision  of  fire  department. 
DEMISES  AFFECTED— 2814  Avenue  N,  Brooklyn. 
’PE  ARAN  CESV— 

For  Appellant :  T.  L.  White. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

TION  OF  BOARD^ — Laid  over  to  May  20,  1924,  at 
2  p.  m.,  on  request  of  appellant,  and  subject  to 
filing  of  correct  plans  in  the  fire  department. 


7-23-A. 

’PELLANT— Lourose  Realty  Corp.,  for  Herman  Lu- 
wish,  owner. 

:BJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

EMISES  AFFECTED — Northeast  comer  of  St.  Johns 
place  and  Buffalo  avenue,  Brooklyn. 

’PEARAN  CES— 

For  Appellant :  A.  L.  Weinberg. 

TION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


i-24-A. 

’PELLANT — John  De  Hart,  for  Ike  Frankel,  owner. 
BJECT — Appeal  from  decision  of  superintendent  of 
buildings.  * 

EMISES  AFFECTED — 6314-6324  Bay  parkway,  Brook¬ 
lyn. 

"PEARANCES— None. 

TION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
2  p.  m.,  on  written  request  of  appellant. 


-22-A. 

’PELLANT — William  F.  Doyle,  for  Williamsburg  Ice 

Co. 

BJECT — Application  for  reopening — appeal  from  or¬ 
ders  of  fire  commissioner. 

EMISES  AFFECTED — 258-262  Maujer  street,  Brook¬ 
lyn. 

j  PEARANCES— None. 

TION  OF  BOARD — Request  for  reopening  laid  over 
to  April  29,  1924,  at  10  a.  m. 


-23-A. 

-’PELLANT— John  Wanamaker  Co.,  owner. 

BJECT — Application  for  extension  of  permit  (re:  ap¬ 
peal  from  decision  of  fire  commissioner). 

EMISES  AFFECTED — 772-786  Broadway,  71-91  East 
9th  street,  60-70  East  10th  street  and  60-72  Fourth 
avenue,  Manhattan. 

PEARANCES— None. 

TION  OF  BOARD — Request  for  extension  of  permit 
laid  over  to  April  29,  1924,  at  10  a.  m. 

5-23-A. 

PELLANT — Samuel  Rosenblum,  for  Miles  Bros.,  Inc., 

owner. 

BJECT — Appeal  from  orders  of  fire  commissioner. 


PREMISES  AFFECTED — 1957 
APPEARANCES— 


Pitkin  avenue,  Brooklyn. 


A  ^ppeuam:  oaniuei  Kosenblum  and  John 
Dowell. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

BOARD)— Appeal  granted  on  condition. 

C  ONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland  and  Kerby  . 

Negative  . 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenion .' 


THE  RESOLUTION: 

(1336-23- A) 

Whereas,  Samuel  Rosenblum,  for  Miles  Bros.,  Inc., 
owner,  filed,  November  19,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1957  Pitkin  avenue,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner  read : 

“1.  -Forthwith  remove  all  nitro-cellulose  products  in 
the  form  of  blocks,  slabs,  sheets,  rods,  tubes  or  other 
shapes  to  be  used  as  raw  material  from  -the  premises 
and  discontinue  the  further  storage  of  celluloid  on  the 
premises  pending  compliance  with  the  following: 

,  “3.  Enclose  stairway  in  accordance  with  the  provi¬ 
sions  of  Article  8  and  18  of  the  'Code  of  Ordinances. 

“4.  Provide  an  automatic  sprinkler  system  supplied 
from  both  approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply — (except  that  no  change 
shall  be-  required  in  supplies  to  automatic  sprinkler 
equipments  previously  approved  by  the  Fire  Commis¬ 
sioner  as  two  source  systems  in  conformity  with  the 
provisions  of  these  rules  as  in  force  up  to  December 
1,  1921.  Sec.  232-2F. 


“6.  Provide  jets  of  water  where  saws  or  cutting 
tools  are  used  on  the  2nd  story  which  are  likely  to 
heat  the  nitro-cellulose  product  to  the  firing  point  of 
friction  or  otherwise,  so  that  same  shall  continuously 
play  upon  the  point  of  contact.”; 


Whereas,  the  building  is  divided  into  two  sections  by 
a  fore  and  aft  wall,  with  fire  resisting  doors  and  open¬ 
ings  of  non-fireproof  construction,  three  stories  in  height. 
75  ft.  by  125  ft.  (irregular)  in  area;  OCCUPIED  by  one 
tenant  for  the  manufacture  of  brushes;  and 

Whereas,  appellant  contends  that  the  celluloid  work  is 
done  on  the  2nd  story  of  the  westerly  section  and  that 
the  total  amount  of  celluloid  in  work  at  one  time  is  only 
one  pound  and  the  main  supply  (30  pounds)  is  kept  in 
the  yard  30  ft.  from  any  building;  the  stairway  in  ques¬ 
tion  is  separated  from  the  section  where  the  celluloid  is 
used  by  a  brick  wall  with  fire  doors  at  the  openings,  and 
that  there  are  two  additional  means  of  exit  from  this  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  20  or  30  pounds 
of  celluloid  shall  be  maintained  on  premises,  stored  in  a 
heavy  metal  box,  equipped  with  self-closing  door,  with 
overlapping  joints,  located  in  the  open  yard,  not  less  than 
30  ft.  from  the  wall  of  building,  and  marked  in  letters 
of  not  less  than  8  in.,  “CELLULOID  STORAGE”;  that 
not  more  than  one  pound  of  material  shall  be  used  in  work 
at  any  one  time ;  the  celluloid  work  to  be  restricted  to 
the  basement  and  1st  story  of  the  three-story  westerly 
building,  egress  and  ingress  from  the  yard,  in  the  line 
of  travel  from  the  storage  box,  to  be  direct  to  stairs  by 
a  doorway  in  the  rear  northerly  wall  at  the  extreme 
westerly  corner  of  yard ;  that  the  carrying  of  all  cellu¬ 
loid  from  yard  to  work  benches  shall  be  in  approved 
tote  boxes;  that  there  shall  be  no  open  flame  on  any  floor 
on  which  the  celluloid  work  is  conducted ;  that  any  open- 
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ings  in  wall  separating  that  portion  of  building  in  which 
the  celluloid  work  is  performed  from  adjoining  buildings 
shall  be  provided  with  fireproof,  self-closing  doors;  and 
granted  only  so  long  as  celluloid  use  and  occupancy  are 
restricted  to  the  present  industrial  process  and  operation 
and  conditions  otherwise  as  to  occupancy  and  use  remain 
unchanged. 


1352-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  J.  G. 
Construction  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1589-1607  Ocean  avenue, 

Brooklyn. 

APPEARANCES^ 

For  Appellant;  George  Getzoff. 

For  Administration;  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Case  withdrawn;  to  file  new  ap- 
pCcll* 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  W  alsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland  and  Kerby  .  5 

Negative  . .  •  . .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  ....  2 


1355-23-A. 

APPELLANT — Frank  Cividanes,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED)— 114  Barrow  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Frank  Cividanes. 

For  Administration:  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(1355-23-A) 

Whereas,  Frank  Cividanes,  for  Leon  Ottinger,  owner, 
filed,  November  22,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  114  Barrow  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Section  5,  paragraph  5,  Chapter  5,  of  the  Code 
of  Ordinances  provides  that  no  change  of  occupancy 
or  use  shall  be  made  in  any  *  *  *  now  existing  build¬ 
ing  *  *  *  unless  *  *  *  such  building  conforms  to  the 
provisions  of  the  building  code  with  respect  to  build- 
,  ingS  hereafter  altered  for  the  proposed  niew  occupancy 
or  use. 

“Section  90,  Chapter  5,  of  the  Code  of  Ordinances 
provides  that  *  *  *  no  frame  *  *  *  structure  shall 
be  hereafter  built  *  *  *  within  *  *  *  the  fire  limits. 
“You  are  therefore  ordered  to — 

“1,  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.”; 

and 

Whereas,  the  building  is  frame,  one  story  in  height, 
30  ft.  by  19  ft.  in  area;  OCCUPIED  as  a  garage  for 
two  motor  vehicles,  located  in  an  unrestricted  distriot ; 

and  1 

Whereas,  appellant  contends  that  the  garage  is  an  ac¬ 
cessory  to  the  premises  and  the  stored  cars  arc  the  prop¬ 
erty  of  the  tenants. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1434-23-A. 

APPELLANT — American  Can  Company,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 10-24  Dwight  street,  5-21  Deh 
van  street  and  14-28  Verona  street,  Brooklyn. 
APPEARANCES!— 

For  Appellant :  W.  D.  Cole. 

For  Administration :  Inspector  Maher  of  fire  dt 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .' . 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Absent:  Mr.  Kerby  . 

THE  RESOLUTION: 

(1434-23-A) 

Whereas,  The  American  Can  Co.  filed,  December 
1923,  an  appeal,  with  the  board  of  appeals,  from  ordei 
of  the  fire  commissioner,  affecting  premises  10-24  Dwigl 
street,  5-21  Delevan  street  and  14-28  Verona  street,  Bo 
ough  of  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Se; 
tember  4,  1923,  read : 

“No.  49018-F :  7.  Disconnect  the  present  standpi; 

system  from  the  sprinkler  system  as  per  Section  2 
Ch.  12,  Code  of  Ordinances  and  the  rules  of  the  Boai 
of  Standards  and  Appeals.” 

“No.  49019-F :  1.  Install  a  standpipe  system  wil 

risers  4  inches  in  diameter,  tested  to  withstand  a  pre 
sure  of  300  lbs.  per  square  inch,  extending  from  ce 
lar  to  roof.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  fa< 
ing  on  Dwight  street  and  running  through  from  Deleva 
street  to  Verona  street,  on  which  is  located  the  plant  < 
the  American  Can  Co.,  consisting  of  a  four-story  brie 
fireproof  factory  building  on  Dwight  street,  a  four-stor 
reinforced  concrete  factory  building  on  Delevan  street, 
three-story  brick  engine  house  and  storage  building  t 
Verona  street  and  a  two-story  brick  box  factory  c 
Verona  street,  also  a  small  one-story  varnish  house  ar 
shed  on  Verona  street,  the  buildings  being  equipped  wit 
a  sprinkler  system  and  a  standpipe  system  in  the  sta 
towers ;  and 

Whereas,  appellant  contends  that  they  have  gone  ‘ 
much  expense  in  complying  with  orders  of  the  fire  d> 
partment,  installing  new  sprinkler  tank,  fire  escape,  et( 
and  that  there  is  no  hazard  involved,  the  premises  facir 
on  three  streets  and  being  four  stories  in  height. 

Resolved,  that  the  orders  of  the  fire  commissioner  1 
and  they  hereby  are  affirmed,  and  the  appeal  be  and 
hereby  is  denied.  jf  . 


1519-23-A. 

APPELLANT— Rode  &  Horn  Lumber  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED — 29-55  Middleton  street,  Brool 
lyn. 

APPEARANCES— 

For  Appellant :  Samuel  J.  Rode  and  E.  L.  Ba 
nard. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty  . . . 
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THE  RESOLUTION: 

(1519-23-A) 

Whereas,  The  Rode  &  Horn  Lumber  Co.,  Inc.,  owner, 
led,  December  23,  1923,  an  appeal,  with  the  board  of 
)peals,  from  orders  of  the  fire  commissioner,  affecting 
-emises  29-55  Middleton  street,  Borough  of  Brooklyn ; 

id 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De- 
•mbor  8,  1923,  read : 

“No.  51717-F :  1.  Provide  yard  hydrants  as  per 

rule  37  adopted  by  the  Board  of  Standards  and  Ap¬ 
peals  July  20,  1923.  Section  776,  Greater  New  York 

Charter. 

“No.  51718-F:  1.  Provide  a  brick  wall  at  least 
18  ft  in  height  on  .the  east,  north  and  west  sides 

of  yard.”; 

d 

Whereas,  the  premises  consist  of  a  plot  of  ground  fac- 
i?  280  ft.  oil  Middleton  street,  having  a  depth  of  100  ft., 
i  which  is  located  the  plant  of  Rode  &  Horn  Lumber 
!>•,  consisting  of  three  lumber  piles,  two  12  ft.  fore  and 
;t  driveways,  and  two  cross  driveways;  and 
.Whereas,  appellant  contends  that  the  exposures  to  the 
ur  are  open  yards  of  small  frame  buildings  on  Lynch 
eet,  to  the  north  the  open  yards  of  four-story  brick 
lements  and  to  the  south  a  lumber  yard  of  the  Brook- 
.1  Casket  Co. ;  that  there  are  three  fire  .hydrants  on  Mid¬ 
iton  street  close  to  the  property;  that  to  provide  the 
ck  wall  in  question  would  be  a  great  hardship  and 
.aid  practically  put  them  out  of  business;  that  the  lum- 
-  is  piled  in  low  stacks,  not  over  15  ft.  in  height;  and 
ocllant  further  proposes  to  move  the  lumber  pile  at  the 
rth  to  the  position  now  occupied  by  the  driveway  and 
substitute  the  driveway  12  ft.  wide  for  this  lumber 
e  so  that  there  will  be  at  least  an  open  space  of  25 
between  any  lumber  pile  and  openings  in  the  buildings 
the  north;  that  the  yard  will  be  provided  with  40  gallon 
ter  casks  and  buckets. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
■y  hereby  are  modified,  and  the  appeal  be  and  it  hereby 
:  granted,  as  to  Order  No.  51717,  Item  1,  on  condition 
.t  water  casks  be  maintained  at  the  head  of  each  run- 
■y,  with  not  less  than  four  (4)  buckets  to  each  cask, 
mted  red  and  marked  “FIRE”;  and  as  to  Order  No. 
18,  Item  1,  granted  on  condition  that  an  open  runway 
■  less  than  16  ft.  in  width  shall  be  maintained  around 
'  entire  premises,  abutting  the  adjoining  property,  and 
■h  at  least  one  additional  intermediate  runway;  two 
veways  will  also  be  maintained,  connecting  the  runways 
ining  the  length  of  the  property;  lumber  stacks  shall 
exceed  a  height  of  15  ft. 


0-23- A. 

'  PELLANT — Brooklyn  Union  Lumber  Co.,  lessee. 
EJECT — Appeal  from  order  of  fire  commissioner. 
EMISES  AFFECTED — 516-524  Broadway,  Brooklyn 

■  PEARANCESi — 

For  Appellant :  Robert  Kloess  and  E.  L.  Barnard. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

HON  OF  BOARD— Appeal  granted  on  condition. 
NDITIONS — As  specified  in  resolution. 

E  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  G 

Negative  .  0 

Absent :  Mr.  Beatty  .  1 

HE  RESOLUTION: 

1  (1520-23-A) 

.  HEREAS,  Brooklyn  Union  Lumber  Co.  filed,  December 
;  1923,  an  appeal,  with  the  board  of  appeals,  from  an 

■T  of  the  fire  commissioner,  affecting  premises  516- 

■  Broadway,  Borough  of  Brooklyn ;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  51803- 
dated  December  7,  1923,  reads: 

“1.  Provide  brick  or  fireproof  wall  18  ft.  in  height 
on  southerly  and  westerly  side  adjoining  Public 

York3  Charter6”6"16111  h°USe'  S°C'  77G’  Greatcr  Ncw 
and  ’  - 

Whereas  the  premises  consist  of  a  plot  of  ground 
faomg  on  Broadway  and  on  Lynch  street,  on  which  is 
located  the  plant  of  the  Brooklyn  Union  Lumber  Co 
consisting  of  a  one-story  brick  office  building,  and  three 
(3)  ffimber  sheds,  an  open  yard  at  the  rear  varying  from 

•  -Vl  2 1  ”•  and  twa  driveways  12  ft.  3  in.  and  11  ft 
in  width;  the  adjoining  building  to  the  west  is  three-story 
brick  and  to  the  east  is  a  onenstory  frame;  and 
Whereas,  appellant  contends  they  have  been  in  busi- 
ness  at  this  location  since  1905;  that  the  nearest  point 
of  the  public  school  to  any  structure  on  this  property  is 
It  -  in  ;  and  that  there  arei  no  openings  in  this  portion 
of  the  school  overlooking  the  lumber  yard;  that  to  pro- 
vide  the  wall  in  question  would  be  a  great  hardship;  that 
the  building  to  the  west  is  brick  filled  and  the  outside 
covered  with  metal,  and  further  contends  that  every  point 

th/T  yf!'d,,CaI\,be  reached  from  the  fire  hydrants  from 
the  ^  street ,  that  the  lumber  is  in  low  piles. 

Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
ns  granted  on  condition  that  an  open  and  unobstructed  yard 
shall  be  maintained  throughout  entire  Length  of  rear  -  thrt 
no  lumber  pile  shall  be  placed  nearer  than  16  ft.  to  the 
i  ear  or  southerly  property  line;  no  lumber  to  be  stacked 
on  the  roof  of  storage  sheds;  that  not  less  than  two  (2) 
hre  casks  painted  red  and  marked  “FIRE”,  equipped  with 
not  less  than  four  (4)  buckets,  shall  be  maintained  in  rear 
yard;  and.  that  runways  not  less  than  11  ft.  wide  run¬ 
ning  from  front  of  property  to  rear,  shall  be  maintained 
tree  and  unobstructed. 

1558-23-A. 

APPELLANT. — James  H.  Stansbury,  Inc. 
bUBJECT)— Appeal  from  orders  of  fire  commissione- 
PREMISES  AFFECTED — South  side  jamai^TSnue 

appearances!—  Street  and  Farmers  avenue’  Queens- 

For  Appellant :  H.  R.  C.  Brummer  and  E  L 

Barnard. 

rn  m t 2?  i  S  at cB °aA RD|  ^  A  PPea  1  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  g 

Negative  .  q 

Absent:  Mr.  Beatty  . i 

THE  RESOLUTION: 

(1558-23-A) 

Whereas,  James  H.  Stansbury,  Inc.,  owner,  filed,  De¬ 
cember  31,  1923,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
south  side  Jamaica  avenue,  35  ft.  east  of  185th  street 
Borough  of  Queens;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
December  18,  1923,  read : 

“No.  51688-F :  1.  Provide  a  fire  wall  18  ft.  in 
height  around  Lumber  Yard,  where  lumber  is  stored 
within  30  ft.  of  frame  buildings,  or  within  30  ft.  of 
unprotected  openings  in  exterior  walls  of  brick  build¬ 
ings.^  Sec.  776,  Greater  New  York  Charter.” 

“No.  51689-F :  1.  Provide  Monitor  Nozzle  and 

hydrants  as  per  Rule  37  adopted  by  the  Board  of 
Standards  and  Appeals  July  20,  1923.  Section  776 
Greater  New  York  Charter.”; 
and 
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Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  476  ft.  on  Jamaica  avenue  and  a  depth  of 
approximately  306  ft.,  running  back  to  the  tracks  of  the 
Long  Island  Railroad,  on  which  is  located  the  plant  of 
James  H.  Stansbury,  consisting  of  a  two-story  frame  store¬ 
house,  one-story  mctal-covered  mill  and  office  building,  an 
open  lumber  shed,  a  12,000-ton  coal  pocket,  a  two-story 
frame  office  building,  one-story  frame  shed,  two-story  brick 
and  frame  stable,  two  coal  bunkers,  a  lumber  shed  and  three 
lumber  piles;  and 

Whereas,  appellant  contends  that  the  property  is  pro¬ 
tected  by  water  supply  from  four  driven  wells  at  the  rear 
of  the  property,  by  three  fire  hydrants  on  Jamaica  avenue, 
that  to  provide  the  brick  wall  required  would  be  a  hard¬ 
ship  and  would  practically  confiscate  the  property,  and 
would  serve  no  useful  purpose  in  that  all  the  structures 
on  the  premises  are  operated  by  this  company,  and  that 
there  are  no  adjoining  structures  which  would  be  affected, 
there  being  open  driveway  to  the  north  and  open  yard  to 
the  south ;  that  to  provide  the  fire  hydrants  required  would 
tend  to  bleed  the  city  main  in  case  they  were  used  before 
the  arrival  of  the  fire  department;  and  that,  owing  to  drive¬ 
ways,  etc.,  the  yard  is  readily  accessible  to  fire  department 

apparatus.  .  . 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted  as  to  both  orders  on  condition  that  a 
lay-out  as  filed  in  this  case  shall  be  maintained ,  that  the 
lumber  piles  shall  not  exceed  a  height  of  15  ft.;  that  drive¬ 
ways  as  indicated  on  plans  shall  be  maintained  free  and 
unencumbered ;  and  granted  so  long  as  conditions  other¬ 
wise  remain  substantially  unchanged  with  respect  to  sur¬ 
rounding  properties. 


1474-23-A. 

APPELLANT— Jack  G.  Leo,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 60  East  191st  street,  The  Bronx. 

APPEARANCES-  .  . 

For  Appellant :  Joseph  G.  Fink,  William  Porter. 
For  Administration :  Inspector  Lenihan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Case  withdrawn;  to  submit  new 
appeal. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  ICerby .  2 


1183-23-A. 

APPELLANT— George  F.  Schinzel  &  Sons,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 520-528  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  D.  Macpeak. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOAR D — Appeal  withdrawn;  to  comply. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 

Negative  .  ® 

Absent:  Messrs.  Beatty  and  Kerby .  2 


1181-23-A. 

APPELLANT— Jacob  Pines,  for  Pines  Mfg.  Co.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 38  Walker  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  Pines. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  t 

Negative  .  ( 

Absent:  Mr.  Beatty  .  t 

THE  RESOLUTION: 


(1181-23-A) 

Whereas,  J.  Pines,  for  Thomas  Lewis  Estate,  owner 
filed,  October  16,  1923,  an  appeal,  with  the  board  of  ap 
peals,  from  an  order  of  the  fire  commissioner,  affectinj; 
premises  38  Walker  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 
“Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro 
hibits  the  storage  of  mtro-cellulose  products  in  an\ 
building  unless  all  vertical  openings  between  floors 
including  stairways,  elevators  and  dumbwaiters  shall  bt 
enclosed  or  otherwise  protected  as  specified  in  Arti 
cles  8  and  18  of  Chapter  5  of  the  Code  of  Ordinances 
“You  are,  therefore,  ordered  to: 

“1.  Forthwith  remove  all  nitro-cellulose  products." 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  ir 
height,  25  ft.  by  92  fit.  in  area  at  the  1st  story  and  2: 
ft.  by  82  ft.  in  area  above.  OCCUPIED  :  1st  story,  store 
2nd  story,  awning  manufacture;  3rd  story,  occupied  bjj 
appellant  for  the  manufacture  of  leather  novelties;  4tl 
and  5th  stories,  manufacture  of  suit  cases;  and 

Whereas,  appellant  intends  occupying  the  premises  for 
the  manufacture  o>f  leather  novelties  for  two  years  ancj 
states  that  the  maximum  amount  of  celluloid  stored  it 
the  premises  is  five  pounds. 

Resolved,  that  the  order  of  the  fire .  commissioner  lx 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereb} 
is  granted  on  condition  that  not  more  than  5  pounds  o:' 
sheet  celluloid  shall  be  maintained  on  premises,  stored  ii 
metal  box;  that  the  industrial  operation  shall  be  restricts 
to  sewing  inserts  of  celluloid  shields  in  wallets,  etc.;  tha 
any  open  gas  flame  within  15  ft.  of  the  work  shall  be  (lis 
continued ;  that  a  self-closing  waste  can  shall  be  maintains 
for  trade  waste  and  clippings,  said  can  filled  with  water 
and  that  this  occupancy  shall  be  discontinued  and  vacate^ 
on  or  before  December  31,  1924.  •  \ 


1454-23-A. 

APPELLANT — Steinman  Company,  for  A.  &  F.  Holdinj 
Corp.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 65  West  Houston  street,  Man 
hattan. 

APPEARANCES'— 

For  Appellant:  Gus  Steinman.  • 

For  Administration:  Inspectors  Lynch  and  Lem 
han  of  fire  department.  w  | 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW—  J 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Kerby  and  Fire  Chief  Kenlon  ...  1 

Negative  .  ' 

Absent:  Messrs.  Beatty  and  Holland  .  ' 


1476-23-A. 

APPELLANT— C.  A.  Gustafson,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Classon  Point,  500  ft.  east  o 
Sound  View  avenue,  entrance  to  Westcheste 
Creek,  The  Bronx. 

APPEARANCES',-  „  . 

For  Appellant:  C.  A.  Gustafson,  G.  E.  Gustafioi 
For  Administration :  Inspector  Lenihan  of  Are  de 
partment. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland  and  Fire  Chief  Kenlon  . .  5 

Absent:  Mr.  Beatty .  1 

THE  RESOLUTION: 

(1476-23-A) 


Whereas,  C.  A.  Gustafson,  owner,  filed,  December  14, 
1923,  an  appeal,  with  tlie  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  Glasson  Point, 
500  ft.  east  of  Sound  View  avenue  entrance  to  West¬ 
chester  Creek,  Borough  of  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21425- 
LC,  dated  November  27,  1923,  leads: 

“Referring  to  your  application  dated  June  21,  1923, 
for  a  permit  to  conduct  an  oil  supply  station  on  barge 
at  the  above  location,  I  regret  to  inform  you  that 
your  application  for  such  permit  is  disapproved  for 
the  reason,  barge  is  of  wooden  construction. 

“You  are,  therefore,  hereby  ordered  to : 

“1.  Discontinue  the  maintenance  of  an  oil  supply 
station  on  the  barge  of  wooden  construction,  located 
at  the  above  address — as  per  Sec.  111-2,  Chap.  10,  Code 
of  Ordinances.”; 
and 

Whereas,  the  premises  consist  of  a  barge  anchored  at 
the  entrance  of  Westchester  Creek,  midway  between  Clas- 
son  Point  and  the  buoy  marking  channel,  barge  having 
a  width  of  26  ft.  6  in.  and  a  length  of  90  ft.,  the  barge 
being  of  wood  and  used  for  the  sale  of  gasoline  and  oil 
for  motor  boats;  and 

Whereas,  appellant  contends  that  there  are  four  1,000 
gallon  tanks,  two  standard  five-gallon  pumps  and  a  small 
house  of  metal  construction  used  for  the  storage  of  oil 
and  grease;  that  the  floor  of  the  house  is  of  concrete; 
and  that  there  is  a  concrete  floor  under  all  the  tanks ;  and 
appellant  further  contends  that  the  nearest  pier,  land  or 
building  is  500  ft.  away. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 

is  denied. 


BUILDING  ZONE  CASES. 

76-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Efficient  Building 
Corporation,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northeast  corner  of  Jerome 
avenue  and  Clifford  place,  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Morton  Miller,  Siegfried  Mar¬ 
cuse  and  others. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
10  a.  m.,  on  request  of  applicant. 


511-23-BZ. 

APPLICANT — John  Ingwersen,  for  James  F.  Maloney, 

owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
change  of  occupancy  of  first  story  from  residence 
to  a  business  use. 

PREMISES  AFFECTED— 411  68th  street,  Brooklyn. 

VPPEARANCES- 

For  Applicant:  John  Ingwersen  and  James  F.  Ma¬ 
loney. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
10  a.  m.,  to  file  correct  plans. 


346-24-BZ. 

APPLICANT — William  F.  Doyle,  for  G.  A.  Boyd,  owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district,  also 
in  a  street  between  two  intersecting  streets,  in 
which  portion  there  exists  an  exit  and  entrance  to 
a  public  school,  the  alteration  and  change  of  oc¬ 
cupancy  from  an  existing  public  stable  to  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED)— <173-177  West  89th  street,  Man¬ 
hattan. 

APPEARANCES)— 

For  Applicant:  Wm.  F.  Doyle  and  Mr.  Liebel. 

For  Opposition:  Frederick  W.  Henderson. 

ACTION  OF  BOARD1 — Laid  over  to  April  29,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 

272-24-BZ. 

APPLICANT— John  Sloan,  for  ParLex  Holding  Corp., 
owner. 

SUB  J  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  2-times  height  district  the 
erection  of  the  street  walls  of  a  building  with¬ 
out  a  setback  to  a  height  in  excess  of  that  set 
by  the  building  zone  resolution. 

PREMISES  AFFECTED' — 489  Fourth  avenue,  120  East 
33rd  street,  210  Lexington  avenue  and  121  East 
32nd  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1924,  at 
10  a.  m.  No  appearance. 


139-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Bergstein, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 688-696  Central  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Charles  H.  Haubert  and  others. 

ACTION  OF  BOARD1 — Laid  over  to  May  20,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


191-24-BZ. 

APPLICANT — John  De  Hart,  for  Thomas  A.  McCarthy 
and  John  A.  Donovan,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 618-628  73rd  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Aaron  Bearman. 

ACTION  OF  BOARD — Chairman  read  applicant’s  request 
for  adjournment.  Laid  over  to  May  20,  1924,  at 
10  a.  m.,  on  request  of  both  sides. 


193-24-BZ. 

APPLICANT — John  De  Hart,  for  Mary  Gilman,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  ex¬ 
tending  from  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 748-754  Southern  Boulevard, 
The  Bronx. 

APPEARANCES — 'None. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
10  in.,  on  written  request  of  applicant. 
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53-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northwest  comer  of  Roose¬ 
velt  avenue  and  21st  street,  Elmhurst,  Queens. 

APPEARANCES)— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  'George  Gillen  and  George  A. 

Halliday. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1924,  at 
at  10  a.  m.,  on  request  of  objectors’  representative. 


363-23-)BZ. 

APPLICANT— John  D.  Hart,  for  Knickerbocker  Ice  Co., 
owner. 

SUBJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 452-460  West  167th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  application 
laid  over  to  May  20,  1924,  at  10  a.  m.,  on  written 
request  of  applicant. 


892-19-BZ. 

APPLICANT— Ernst  Bartels. 

SUBJECT — Application  for  renewal  of  temporary  permit 
(re:  decision  of  fire  commissioner)  to  permit  in  a 
residence  district  the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 1713  Centre  street,  Ridgewood, 
Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  for  renewal  of  permit 
laid  over  to  April  29,  1924,  at  10  a.  m. 


168-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  existing  build¬ 
ing  used  in  part  for  business  purposes. 
PREMISES  AFFECTED— 1000  East  172nd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Samuel 
Aptakin. 

For  Opposition:  None. 

ACTION  OF  BOARD^— Laid  over  to  April  29,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 


1  Cl  ■  HI*  j  l  vA  A  IAA1  T  V  IV/  ^  A  ^  v** 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Messrs.  Boulton,  Kerby  and  Hol¬ 
land  .  3 

Negative :  Chairman  Walsh  and  Fire  Chief  Ken- 

Ion  .  2 

Absent :  Messrs.  Beatty  and  Connell  .  2 


1284-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Rose  Morizio, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  business  district  alteration 
and  extension  of  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 


PREMISES  AFFECTED — 8226  Eighteenth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Messrs.  Boulton,  Connell,  Holland, 


Kerby  and  Fire  Chief  Kenlon  .  5 

Negative :  Chairman  Walsh  .  1 

Absent :  Mr.  Beatty  .  1 


THE  RESOLUTION: 

(1284-23-BZ) 

Whereas,  Samuel  Rosenblum,  for  Rose  Morizio,  owner, 
filed,  November  8,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
8226  Eighteenth  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting,  April 

22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Eighteenth  avenue  and  84th 
street  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  19,  1923,  in  acting  on  App.  No.  18246- 

23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  2,  Sec.  4.  The  extension  of  a  garage  for 
more  than  5  motor  vehicles  in  a  business  district.”; 
and  ’ 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft. ;  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  it  is  proposed  to  extend  the  ga¬ 
rage  to  cover  the  entire  lot ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivisions 
C  and  E,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  existing 
rear  wall  of  present  building  be  maintained  unpierced,  with 
the  exception  of  one  opening,  not  exceeding  3  ft.  8  in.  in 
width;  that  the  proposed  extension  shall  be  restricted  in 
height  to  a  one-story  structure;  that  the  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length;  that 
the  face  of  the  building  on  the  railroad  right-of-way  be 
finished  in  front  brick,  with  architectural  terra  cotta  or 
stone  trimmings ;  that  any  skylights  installed  shall  be 
along  the  centre  line  of  roof  and  shall  be  glazed  with  plain 
glass,  protected  above  and  below  with  wire  guards ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


153-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Herman  H.  Lucke, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 902-922  60th  street,  Brooklyn. 

APPEARANCES- 

For  Applicant :  William  F.  Doyle. 


MINUTES 


For  Opposition:  Richard  Petrone,  Mrs.  Nastasi, 
Rosalie  Lopresti,  Joseph  Lepen,  Joseph  Covillo, 
Dominick  Florio,  Virginia  Losco,  Rose  Scala, 
Maria  Rauggiero  and  others. 

AC  I  ION  Oh  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(153-24-BZ) 

Whereas,  Wm.  F.  Doyle,  for  Herman  H.  Lucke,  owner, 
filed,  January  30,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension  from  an  unre¬ 
stricted  district  into  a  business  district  of  a  proposed  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  902-22  60th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting,  April 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  60th  street,  starting  100  ft. 
east  of  Ninth  avenue,  is  unrestricted,  remainder  in  busi¬ 
ness  district;  and  Ninth  avenue  is  a  business  and  unre¬ 
stricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  19,  1924,  in  acting  on  N.  B.  App.  1179- 
24,  reads : 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles,  partly  in  a  business  district 
and  partly  in  an  unrestricted  district,  is  contrary  to 
Art.  II,  par.  4  (a)  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  180 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  the  board  is  empowered  to  act  and,  owing  to  the  char¬ 
acter  of  the  surrounding  property,  there  would  be  hard¬ 
ship  in  preventing  applicant  from  making  the  proposed 
mprovement. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
:>e  and  it  hereby  is  granted  on  condition  that  the  structure 
shall  not  exceed  one  story  in  height;  that  the  rear  and 
easterly  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length ;  that  the  front  elevations  on  Ninth 
avenue  and  60th  street  shall  be  faced  with  front  brick  and 
irchitectural  terra  cotta  or  stone  trimmings ;  that  the  roof 
shall  be  of  flat  design  and  construction  and  comply  with 
:he  building  code  in  all  respects;  that  there  shall  be  no 
vehicular  entrance  on  60th  street  within  100  ft.  of  the 
sorner  formed  by  the  intersection  of  Ninth  avenue  and 
>0th  street;  that  there  shall  be  no  doorway  other  than  an 
miergency  exit  not  exceeding  3  ft.  8  in.  in  width  permitted 
)n  9th  avenue  front,  in  any  windows  incorporated  on  9th 
ivenue  elevation  the  sills  shall  be  at  least  6  ft.  above 
?rade;  that  any  skylights  installed  shall  be  glazed  with 
>lain  glass,  protected  above  and  below  with  wire  guards ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
ind  the  building  completed  within  eighteen  months  from 
he  date  of  this  action. 


SUBJb.CI  Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  installation  and  maintenance  of  a  gasoline 
and  oil  selling  station. 

I  REMISES  AT  FECI  ED — 2001-2013  Neck  road,  Brook¬ 
lyn. 

APPEARANCES:— 

For  Applicant:  William  Boylehart  and  Hugo  Mag- 
nuson. 

For  Opposition:  None. 

Application  granted  on  condition. 
CON  Dll  IONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  . ’  5 

Negative  . .....!!  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  . .'  2 

THE  RESOLUTION: 

(1426-23-BZ) 

Whereas,  Hugo  Magnuson,  for  Wm.  Boylehart,  owner 
filed,  December  4,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  in¬ 
stallation  and  maintenance  of  a  gasoline  and  oil  selling 
station;  premises  2001-13  Neck  road,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting,  April 

22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Neck  road  and  Ocean  ave¬ 
nue  are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  16,  1923,  in  acting  on  App.  No.  2400- 

23,  reads : 

Denied  Proposition  contrary  to  Zone  Resolution. 
Art.  II,  Sec.  3.  A  business  use  in  a  residence  dis¬ 
trict.  Gasoline  &  oil  selling  station,  &c.” ; 

and 

Whereas,  the  proposed  building  is  to'  be  of  sheet  iron 
(corrugated)  construction,  one  story  in  height,  with  a  front¬ 
age  of  12  ft.  and  a  depth  of  24  ft. ;  to  be  occupied  as  a 
shelter  in  conjunction  with  the  oil  selling  business  on  the 
property ;  and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  erecting  a  shelter. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  to  a  one-story  structure,  not  exceeding  in  ground 
area  12  by  24  ft.,  and  shall  be  of  attractive  architectural 
design  and  construction;  that  the  architect  shall  make  a 
return  to  this  board  of  his  proposed  working  drawings 
for  approval  by  this  board  as  to  design,  before  submitting 
same  to  the  superintendent  of  buildings  for  approval ;  that 
there  shall  be  no  advertising  sign  of  any  nature  or  de¬ 
scription,  and  no  lettering  displayed  on  the  structure;  that 
the  present  gasoline  storage  and  equipment  shall  not  be 
extended  nor  increased  beyond  the  use  now  existing  under 
permit  now  in  force;  that  the  business  use  shall  not  be 
extended;  and  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  three  months 
and  the  building  completed  within  six  months  from  the  date 
of  this  action. 


426-23-BZ. 

APPLICANT — William  Boylehart,  owner. 


213-24-BZ. 

APPLICANT — R.  Buchanan,  Jr.,  for  Cross-Bay  Theatre, 
Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  extending  into  a  residence  dis¬ 
trict  from  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  occupied  for  stores 
and  motion  picture  theatre. 


603 


MINUTES 


PREMISES  AFFECTED;— North  side  of  Rockaway  boul¬ 
evard,  80  ft.  east  of  Woodhaven  avenue,  Wood- 
haven,  Queens. 

APPEARANCES'— 

For  Applicant :  R.  Buchanan,  R.  Thomas  Short 
and  B.  H.  Noden. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kexby  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Connell  .  2 

THE  RESOLUTION: 

(213-24-BZ) 

Whereas,  R.  Buchanan,  Jr.,  for  Cross-Bay  Theatre,  Inc., 
owner,  filed,  February  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension,  from  a 
business  district  into  a  residence  district,  of  a  proposed 
building  to  be  used  as  stores  and  moving  picture  theatre; 
premises  north  side  of  Rockaway  boulevard,  80  ft.  east 
of  Woodhaven  avenue,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting,  April 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Rockaway  boulevard  is  a 
business  district  and  95th  and  96th  streets  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  24,  1924,  in  acting  on  N.  B.  Application 
No.  516-23,  reads: 

“1.  Your  plan  and  plot  diagram  indicates  that  this 
building  projects  into  a  residence  district.  This  is  pro¬ 
hibited  by  Zone  Law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  202 
ft.  and  a  depth  of  125  ft.,  extending  25  ft.  into  the  resi¬ 
dence  district;  to  be  occupied  as  moving  picture  theatre 
and  stores ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  no 
part  of  the  structure  shall  exceed  a  depth  of  125  ft.  from 
Rockaway  boulevard,  exclusive  of  the  courts ;  that  the 
building  shall  be  restricted  to  a  one-story  structure,  main¬ 
tained  and  operated  exclusively  as  a  motion  picture  the¬ 
atre;  that  the  structure  shall  be  restricted  substantially  to 
the  lay-out  as  shown  on  plans  filed  in  this  case;  that 
the  business  use  portion  of  the  structure  shall  be  sepa¬ 
rated  from  the  theatre  by  unpierced,  approved  fireproof 
walls;  and  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  months  and  the 
building  completed  within  eighteen  months  from  the  date 
of  this  action. 


319-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  455  Seventh  Avenue 
Co.,  Inc.,  lessee. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  two-times  height  dis¬ 
trict  the  erection  of  the  street  wall  of  a  build¬ 
ing  without  a  setback  to  a  height  exceeding  the 
limit  set  by  the  zone  resolution. 

PREMISES  AFFECTED — 459-499  Seventh  avenue,  163- 
167  West  34th  street  and  160-166  West  35th  street, 
Manhattan. 


APPEARANCES!— 

For  Applicant :  Edward  P.  Doyle  and  S.  M.  Banner. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kcrby  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Beatty  and  Connell  .  2 


THE  RESOLUTION: 

(319-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  455  Seventh  Avenue 
Co.,  Inc.,  lessee,  filed,  February  29,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  two 
(2)  times  height  district  the  erection  of  the  street  wall 
of  a  building  without  a  setback  to  a  height  exceeding 
the  limit  set  by  the  building  zone  resolution ;  premises 
459-99  Seventh  avenue;  163-67  West  34th  street  and  160- 
66  West  35th  street,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  applica¬ 
tion  by  the  board  of  appeals,  at  its  regular  meeting,  April 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  height  district  maps  accompanying  the 
building  zone  resolution  show  that  the  premises  are  located 
in  a  two-times  height  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  20,  1924,  in  acting  on  N.  B.  Application 
No.  38-24,  reads : 

“1.  The  easterly  32  ft.  of  the  35th  St.  front  should 
not  exceed  120  ft.  in  height  on  the  building  line. 
Building  Zone  Resolution,  Sec.  8-E.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  16  stories  in  height,  with  a  frontage  of  100 
ft.  5  in.  on  Seventh  avenue,  72  ft.  on  35th  street,  66  ft. 
on  34th  street  and  a  depth  of  125  ft.  from  Seventh  avenue; 
to  be  occupied  for  stores,  offices  and  light  manufacturing 
(25  per  cent  floor  area)  ;  and 
Whereas,  the  architectural  necessity  justifies  a  variation 
of  the  building  zone  resolution  embracing  a  triangular  por¬ 
tion  of  the  building  at  the  top  of  the  first  offset  line  abut¬ 
ting  the  adjoining  plot,  and  there  would  be  hardship  re¬ 
sulting  from  the  eccentric  construction  and  design. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  height  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  comply  with  the  building  zone  resolution  in  all 
other  respects ;  and  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  work  prosecuted  to  a  speedy  conclusion. 


AREA  FIXED. 


(399-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
James  Kearney,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  2334-2342 
Jerome  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jerome  avenue  from  a  point  100  fe°t 
north  of  184th  street  to  a  point  400  feet  south  of 
proposed  garage;  the  south  side  of  184th  street  from 
Jerome  avenue  to  Walton  avenue;  also  the  west  side 
of  Walton  avenue  from  184th  street  to  a  point 
feet  south  of  184th  street. 
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Adjourned  1.45  p.  m. 


William  J.  O’Gorman,  Sccretar 


U  •  I 


MINUTES 


I 


* 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  22,  1924. 

Present :  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kcrby,  Connell,  Superintendents  Reville,  Kleinert,  Moore 
and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  April 
8,  1924,  were  approved  as  printed  in  the  Bulletin,  No.  16, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1258-23-S. 

PETITIONER — Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — -336  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Sigmund  Schuler. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


252-24-S. 

PE1ITIONER — Wm.  Tonk  &  Brother,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

I  PREMISES  AFFECTED — 152-456  Tenth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  William  A.  Hermann. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  May  27,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


44-24-S. 

PETITIONER — John  J.  Dunnigan,  for  Joseph  Harmatz, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED- — 218-222  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Walter  Dunnigan. 

•  For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


• 1461-23-S. 

PETITIONER — Philip  Steigman,  for  21-25  West  20th 
Street  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 23  West  20th  street,  Manhat¬ 
tan. 

'  APPEARANCES— 

For  Petitioner :  Philip  Steigman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  to  file  corrected  plans  and  determination 
of  superintendent  of  buildings. 


149-24-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Brooklyn  Factory  and  Power 
Co.,  Ltd.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 20-30  Morton  street,  Brooklyn. 

«Q5 


APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  HON  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  for  report  from  fire  department. 


135-24-S. 

PETITIONER- — 2067  Broadway  Corporation,  lessee. 
SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 2067  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum,  John  F.  Col¬ 
lins,  Victor  M.  Earle. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  subject  to  determination  of  adjoining 
owner  to  give  permission  for  egress  through  said 
owner’s  property. 


1113-22-S. 

PETITIONER— John  J.  Riordan,  for  Vincenzo  Catalano, 
owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  health  commissioner. 
PREMISES  AFFECTED1 — 1104  Liberty  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  John  S.  McCauley  of 
health  department. 

ACTION  OF  BOARD — Request  to  reopen  denied;  no  vote 
taken. 


524-23-S. 

PETITIONER — A.  M.  Porter,  owner. 

SUBJECT — -Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 15  West  17th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  May  27,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN' — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 


Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 


349-22-S 

PETITIONER — Elisha  H.  James,  for  Charles  Duffy,  les¬ 
see. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

-PREMISES  AFFECTED — 600  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Charles  G.  Duffy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  May  27,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

N  egative  .  o 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady 
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1035-23-S. 

PETITIONER— Edward  P.  Doyle,  for  Mrs.  C.  W.  Beck¬ 
with,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED — 56  East  Houston  street,  Man¬ 


hattan. 

APPEARAN  CESi— None. 

ACTION  OF  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Superintendents  Reville, 

Kleinert,  Moore  and  McDermott .  8 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 


1357-23-S. 

PETITIONER — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 35  West  25th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at  2 
p.  m.,  for  full  vote  of  board. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Superintendent  McDer¬ 
mott  .  5 

Negative:  Mr.  Connell,  Superintendents  Reville, 

Kleinert  and  Moore  .  4 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 


61-24-S. 

PETITIONER — William  F.  Doyle,  for  Douglas  Elliman 
&  Co. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision1  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 26  East  55th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  William  F.  Doyle. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at 


2  p.  m.,  for  full  vote  of  obard. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Superintendents  Moore  and 

McDermott  .  6 

Negative:  Mr.  Connell,  Superintendents  Reville 

and  Kleinert  .  3 

Absent :  Air.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 


1213-23-S. 

PETITIONER— Charles  B.  Meyers,  for  Aloritz  Weil, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 231  Alercer  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  B.  Meyers. 

For  Administration:  Inspector  Alaher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Petition  dismissed. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Alessrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative .  o 

Absent :  Air.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION: 

(1213-23-S) 


Whereas,  Chas.  B.  Aleyers,  for  Aloritz  Weil,  owner, 
filed,  October  24,  1923,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  231  Alercer  street,  Borough  of  Manhattan ; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  47713- 
LD,  dated  June  9,  1923,  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  the  rear  of 
building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout, 
leading  to  the  street  *  * 
and 

Whereas,  the  building  is  fireproof,  seven  stories  in 
height,  25  ft.  by  96  ft.  in  area,  equipped  with  a  fire  alarm 
signal  system.  OCCUPIED  as  follows :  1st  to  4th  stories, 
cotton  goods,  13  persons;  5th  story,  manufacture  hats,  14 
persons ;  6th  story,  manufacture  caps,  20  persons ;  7th  story, 
manufacture  hats,  14  persons.  EXITS:  One  fireproof  stair¬ 
way  extending  from  1st  to  top  story,  enclosed  in  fireproof 
partitions  with  fire  doors  at  openings;  a  fire  escape  on  the 
front  of  the  building  extending  from  top  story  to  2nd  story 
with  drop  ladder  to  street  and  a  fire  escape  on  the  rear  of 
the  building  extending  from  roof  to  a  bridge  at  2nd  story 
balcony,  connecting  with  balcony  of  fire  escape  of  building 
to  rear;  fireproof  windows  along  the  course  of  this  fire 
escape.  ROOFS  to  east  15  ft.  lower  and  to  west  35  ft. 
lower ;  and 

Whereas,  petitioner  contends  to  provide  a  fire  passage 
at  the  1st  story  would  be  a  hardship  as  building  is  only 
25  ft.  wide. 

Resolved,  that  the  petition  be  and  it  hereby  is  distnissed 
on  condition  that  the  conditions  set  forth  in  resolution 
adopted  under  Cal.  No.  2381-17-S  be  complied  with. 


1548-23-S. 

PETITIONER — Samuel  Rosenblum,  for  William  H.  Brow¬ 
ning,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
fire  commissioner. 

PREMISES  AFFECTED)— 16  West  57th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  dc 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  .  0 

Absent:  Air.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  . .  4 


THE  RESOLUTION: 

(1548-23-S) 

Whereas,  Samuel  Rosenblum,  for  Aladame  Franceau, 
Inc.,  lessee,  filed,  December  28,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  16  West  57th  street, 
Alanhattan ;  and 
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\\  here  as,  the  order  of  the  fire  commissioner  reads: 

“Item  1 :  A  fire  escape  erected  on  the  rear  of  the 
building  as  an  additional  means  of  exit  complies  with 
the  Labor  Law  except  that  a  window  on  its  course  at 
the  first  floor  is  not  fireproof  and  self-closing.”; 

and 

\\  hereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  100  ft.  in  area  at  1st  story  and  25  ft.  by 
66  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory,  58 
persons  above  1st  story.  EXITS:  An  interior  wooden 
stairway  extending  from  1st  story  to  roof,  enclosed  in  fire 
resisting  partitions  with  fire  doors  at  openings ;  one  fire 
escape  on  rear  of  the  building  extending  from  main  roof 
to  roof  of  one-story  extension,  with  egress  by  means  of 
iron  stair  to  yard  and  egress  through  fireproof  passageway 
to  street  anti  also  to  extension  roof  of  adjoining  building; 
windows  along  the  course  of  the  fire  escape  are  fireproof, 
self-closing,  excepting  the  bay  window  in  question;  roof  of 
building  to  west  6  ft.  higher,  to  east  six  stories  higher;  and 
Whereas,  petitioner  contends  the  window  in  question  is 
highly  ornamental  and  used  for  show  room  purposes,  has 
a  copper  frame  and  is  glazed  with  leaded  glass  in  very  small 
panes  and  the  roof  of  this  window  is  metal,  thereby  acting 
as  a  flame  shield  to  the  3rd  story  fire  escape  balcony. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  fire  escape  complies  with  the  la¬ 
bor  law  in  all  other  respects. 


290-24-S. 

PETITIONER — Warren  &  Wetmore,  for  Steinway  & 
Sons,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 109-113  West  57th  street,  106- 
116  West  58th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Walter  L.  Hopkins. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION: 

(290-24-S) 

Whereas,  Warren  &  Wetmore,  for  Steinway  &  Sons, 
owner,  filed,  February  25,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  109-113  West  57th 
street  and  106-116  West  58th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  ^ App.  No.  514-23,  dated  February  8,  1924,  reads: 

“12.  Proposed  construction  of  floors  and  wainscots  in 
wood  is  unlawful,  sec.  264-6  Labor  Law.” ; 
and 

Whereas,  the  building  is  fireproof,  15  stories  and  pent 
house  in  height,  with  a  frontage  of  63  ft.  on  57th  street, 
100  ft.  on  58th  street,  running  through  from  street  to  street; 
OCCUPIED  for  show  rooms,  offices  and  light  manufac- 
turing,  not  more  than  25  per  cent  factory  occupancy;  total 
number  of  persons  in  the  building  1,565;  means  of  egress 
consisting  of  two  interior  fireproof  stairways  and  one  fire 
tower ;  it  is  proposed  to  install  wood  floors  in  the  cellar, 
1st,  2nd  and  part  of  the  4th  floor  and  the  oent  house,  and 


'rain*f  in  the  show  room  and  corridor,  1st  story 

slabs;  in  the  studio  on  the  roof  the  Zr  T  t  , 

.  1  r°posed  to  put  wood  paneling*  from  fl<vnr  r 

directly  on  the  smooth  plastered  walls,  this  paneline  to  serve 

fo“Zr,dhe°hten  2*  1°”  of,  Pinnos  to  be  displayed 

iK-reby  «*.  a  .aria, ion  Tlhe  latr 

oLS,*ha,t  ’hePetib°n,be  ,U,d  i s  lrZld  on 

conamon  that  the  wood  trim  installed  shall  be  restricted 
to  decorative  treatment  and  confined  to  the  rooms  as  ndi 

Satdthensubedivkr'S  fiICd  WitH  th'S  al>I)Iication  on  condition 
at  the  sub-dividing  room  partitions  shall  be  constructed  of 

approved  fireproof  material  with  no  opening  other  than  one 

doorway  to  each  room,  such  opening  to  b!  protected  whh 

nr  firCpr°cof  sl)dinff  dc>°rs,  unequipped  with  locks 

•sr  °  tajlVshan  t  T  pi,K5:  "’e  r"s  wh™  wainscSfag 

installed  shall  be  back  plastered  flush  with  back  of 
wainscot  trim  and  faced  with  sheet  asbestos-  thzt  tn 
suites  within  the  area  embraced  by  this  petition-  shall  ^ 
separated  from  the  public  corridors  of  building  by  unpierced 
walls  of  approved  fireproof  material ;  on  further 
that  the  wood  flooring  shall  be  not  less  than  2  inches  in 
ckness  of  block  type,  and  one  room  laid  in  heart  face 
maple,  laid  directly  on  the  concrete  arch  in  mastic  cement 
and  piilfi  only  so  long  as  the  rooms  embraced  by  th  s 

ss0;rtoS and  used  for  the  disp,ay  d™- 


109-24-S. 

PETIT  ION  ER— Ed  wa  r  d  P.  Doyle,  for  Rhinelander  Real 
Lstate  Corp.,  owner. 

UBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED  171-173  Sixth  avenue,  Manhat- 

APPEARANCES— 

For  Petitioner:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CO  N  DI T I  ON  S^  °a^  R  °  •  fi" C  ^ 1  •  °n  granted  011  condition. 
TUL-  vaIp  ^  specified  m  resolution. 
iHE  VOTE— 

Affirmative:  Chairman  Walsh,  Afessrs.  Boulton 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Aloore  and  McDermott  9 
Negative  . 

Absent :  Mr.  Beatty,  Fire  Cliief  Kenion,'  Deputy 
hire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 

THE  RESOLUTION: 

(109-24-S) 

\V  hereas,  Edward  P.  Doyle,  for  Rhinelander  Real  Estate 
Corp  owner,  filed,  January  24,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law  as  cited  in  an  order  of  the 
bre  commissioner,  affecting  premises  171-3  Sixth  avenue 
Alanhattan ;  and  ’ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  22,  1924,  reads:  J 

1.  Arrange  the  doors  leading  to  the  stairway  on 
a  1  stories  upon  which  five  or  more  persons  are  em¬ 
ployed,  so  as  to  open  outwardly  without  obstructing  the 
stairway.  *  *  ; 

and 
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Whereas,  the  premises  consist  of  two  non-fireproof  build¬ 
ings,  separated  into  two  sections  by  a  fore  and  aft  brick 
wall  with  fire  doors  at  openings,  four  stories  in  height, 
49  ft.  by  75  ft.  in  area,  equipped  with  a  fire  alarm  signal 
system.  OCCUPIED  as  a  tenant  factory;  1st  story,  stores, 
8  persons ;  2nd  story,  north,  mfg.  furs,  3  persons ;  2nd  story, 
south,  mfg.  dresses,  14  persons;  3rd  story,  north,  mfg.  furs, 
8  persons ;  3rd  story,  south,  mfg.  coats,  15  persons ;  4th 
story,  north,  engraved,  2  persons;  4th  story,  south,  cloaks 
and  suits,  11  persons.  EXITS:  An  interior  wooden  stair¬ 
way  extending  from  1st  to  top  story,  with  ladder  to  scuttle 
in  roof,  enclosed  in  wooden  partitions  with  part  wooden 
doors  and  part  fireproof  doors  at  openings;  two  fire  escapes 
at  rear  of  each  building,  each  extending  from  main  roof  to 
roof  of  one-story  extension,  with  fireproof  windows  along 
the  course  thereof ;  ROOFS  to  west,  2  ft.  lower,  to  north 
is  at  same  level ;  and 

Whereas,  petitioner  contends  that  owing  to  the  narrow 
width  of  the  passageway  it  is  impossible  to  prevent  the  doors 
from  obstructing  the  stairway,  when  opening  outwardly. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  not  less  than  14  inches 
clearance  in  swing  of  door  at  any  point  from  the  balustrade. 


294-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Estate  of  Jacob 
Paskus,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 47  Great  Jones  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady . . .  4 

THE  RESOLUTION: 

(294-24-S) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  Jacob  Pas¬ 
kus,  owner,  filed,  February  25,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  47  Great  Jones  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
20,  1924,  reads : 

“Order  No.  56265JLD : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  45  degree  stairways  connecting 
balconies.  No  stairway  from  lowest  balcony  to  ground. 
No  fireproof  passageway  to  street  from  termination. 

“2.  Enclose  the  interior  stairway  at  the  west  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  cellar  to  3 
feet  above  the  roof  *  *  ; 

and 


Whereas,  the  building  is  non-fireproof,  seven  stones  in 
height,  27  ft.  by  100  ft.  in  area  in  the  1st  story  and  27  ft. 
by  90  ft.  in  area  above.  OCCUPIED,  store  and  tenant 
factory,  20  persons  per  story;  the  means  of  egress  consisting 
of  an  interior  stairway  extending  from  the  1st  story  to 
the  roof,  enclosed  in  wood  stud,  wire  lath  and  plaster  par¬ 
titions  with  tin-clad  doors  glazed  with  wire  glass  at  the 
openings ;  a  60  degree  fire  escape  on  the  rear  of  the  building 
with  egress  from  the  termination  of  fire  escape  in  the  2nd 
story  by  bridge  to  fire  escape  of  premises  44  Bond  street 
in  the  rear ;  and 

Whereas,  petitioner  proposes  to  fireproof  the  openings 
on  the  course  of  the  fire  escape  and  to  screen  the  fire  escape 
to  a  height  of  4  ft.  6  in.,  and  contends  that  there  is  a  stair 
and  landing  to  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  in  so  far  as  it  relates  to  Item 
No.  1  be  and  it  hereby  is  granted  on  condition  that  the  rear 
fire  escape  shall  be  made  standard  in  all  respects  other  than 
egress  from  the  termination,  which  shall  be  by  means  of 
a  connecting  balcony  to  premises  44  Bond  street,  and  that 
the  stairways  of  fire  escape  shall  be  not  more  than  60  degree 
and  that  doors  opening  on  the  lowest  balcony  shall  be 
accessible  for  egress  therefrom  at  all  times;  and  that  the 
petition  in  so  far  as  it  relates  to  Item  No.  2  be  denied. 


130-24-S. 

PETITIONER— Irving  Kudroff,  for  16  West  30th  street 
Co.,  Inc.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 16  West  30th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Irving  Kudroff. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


N egative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION : 

(130-24-S) 


Whereas,  Irving  Kudroff,  for  16  West  30th  Street  Co., 
Inc.,  lessee,  filed,  January  28,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  an,'  order  of  the 
fire  commissioner,  affecting  premises  16  West  30th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  9,  1923,  reads : 

“1.  Arrange  the  fire  escapes  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  *  *  *. 

“Note:  Among  the  defects  noted  on  the  fire  escapes 
are  the  following: 

“Windows  on  course  not  self-closing,  wire  glass 
broken  in  some  windows. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escapes  to 
street. 

“2.  Enclose  the  interior  stairway  at  the  West  Side 
of  the  building  serving  as  a  required  means  of  exit 
and  the  landings,  platforms  and  passageways  connect¬ 
ing  therewith  on  all  sides  with  partitions  of  fire  resist¬ 
ing  material  extending  continuously  from  the  1st  story 
to  3  ft.  above  the  roof,  *  * 

and 
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Whereas,  the  building  is  nonnfireproof,  five  stories  in 
height,  27  ft.  by  98  ft.  9  in.  in  area  at  1st  story  and  27  ft. 
by  73  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory, 
57  persons  above  the  1st  story.  EXITS  :  An  interior  wooden 
stairway  extending  from  1st  story  to  roof,  enclosed  in  wood 
studs,  wire  lath  and  Y  in.  cement  plaster  in  both  sides, 
with  fireproof  doors  at  openings;  a  fire  escape  on  the  rear 
of  the  building  extending  from  the  main  roof  to  the  3rd 
story  balcony  with  45  degree  stair  to  roof  of  1st  story  ex¬ 
tension,  with  EGRESS  from  termination  of  fire  escape  to 
roofs  of  adjoining  extensions;  and 

W  hereas,  petitioner  contends  that  the  existing  means  of 
exit  are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  as  to  Item  No.  1  be  and  it  hereby 
is  granted  on  condition  that  a  fire  escape  shall  be  provided 
an  the  rear  of  the  building,  standard  in  all  respects  except 
is  to  egress  from  the  termination,  which  shall  be  across  the 
roof  of  the  1st  story  extension  to  the  roof  of  extension  to 
-he  property  to  the  east  and  west,  with  egress  from  roof 
af  adjoining  extension  through  fireproof  passage  to  street, 
and  that  the  petition  as  to  Item'  No,  2  be  and  it  hereby  is 
ienied. 


2nd  story  balcony,  with  EGRESS  from  the  balcony  by 
means  of  an  iron  stairway  and  bridge  to  the  existing  3rd 
story  balcony  of  adjoining  premises. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it. hereby  is  affirmed,  and  the  petition  be  and  it 
hereby  is  denied. 


1505-23-S. 

PETITIONER — Halidon  Realty  Company,  owner. 

SUBJECT) — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

-'REMISES  AFFECTED — 130  Madison  avenue,  Manhat¬ 
tan. 

\PPEARANCES— None. 

ACTION  OF  BOARD — Petition  denied. 

rHE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 

and  Kerby .  3 

Negative:  Messrs.  Connell,  Holland,  Superin¬ 
tendents  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  6 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION : 

(1505-23-S) 

Whereas,  Halidon  Realty  Co.,  owner,  filed,  December  20, 
923,  a  petition,  with  the  board  of  standards  and  appeals, 
or  variation  from  the  requirements  of  the  labor  law  as 
ited  in  a  decision  of  the  superintendent  of  buildings,  affect- 
ig  premises  130  Madison  avenue,  Borough  of  Manhattan; 
nd 

Whereas,  the  decision  of  the  superintendent  of  build- 
igs,  Alt.  App.  No.  2500-1923,  dated  November  30,  1923, 

eads: 

“2.  At  least,  two  means  of  exit  as  per  Labor  Law 
should  be  provided.  Show  detail  of  anchorage  of  fire 
escape  and  provide  Lawful  means  of  egress  from  the 
foot  of  fire  escape  to  the  street. 

“4.  Obtain  and  file  permit  from  owner  of  adjoining 
property  for  use  of  vard  and  fire  escape.”; 
nd 

Whereas,  the  building  is  non-fi reproof,  six  stories  in 
eight,  30  ft.  by  95  ft.  in  area  at;  1st  story  and  30  ft.  by 
1  ft.  in  area  above.  OCCUPIED :  1st  floor,  stores,  25  em- 
loyees ;  2nd  to  6th  floors,  offices  and  tenant  factory.  20 
ersons  per  floor.  EXITS :  A  fireproof  stairway  extending 
"om  1st  story  to  roof,  enclosed  in  fireproof  partitions,  with 
re  doors  at  openings;  ROOFS  of  adjoining  buildings  two 
ories  lower;  and 

Whereas,  petitioner  proposes  to  install  a  45  degree  fire 
cape  at  the  rear  of  the  building  with  fireproof  openings 
ong  the  course  thereof  extending  from  the  roof  to  the 


33-24-S. 

PI'.  II 1 1  ONER — R.  Hoe  &  Co.,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

appearaSnces—CTED— 22-33  Sheriff  Strect’  Manhattan- 

For  Petitioner:  William  J.  Strain,  William  H. 
Steinruck. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

m  v  m t r n vr  ^ -Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady . ; .  4 

THE  RESOLUTION: 

(33-24-S) 

Whereas,  R.  Hoe  &  Co.,  owner,  filed,  January  10,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  22-32 
Sheriff  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  50089- 
LD,  dated  September  15,  1923,  reads : 

“1.  Enclose  the  exterior  stairway  at  east  side  of 
building.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
basement  in  height;  OCCUPIED  as  a  machine  shop,  car¬ 
penter  shop,  pattern  shop  and  engine  room,  a  total  of  246 
persons  in  entire  building;  equipped  with  a  sprinkler  sys¬ 
tem;  means  of  egress  consisting  of  an  exterior  iron  stair¬ 
way  extending  from  the  1st  story  to  the  5th  story,  two  fire 
escapes  on  the  Sheriff  street  front,  horizontal  openings  in 
the  2nd,  3rd  and  4th  stories,  protected  with  self-closing, 
fireproof  doors  leading  to  adjoining  building ;  and 
Whereas,  petitioner  contends  that  a  similar  order  was 
acted  upon  by  the  board  of  revie'w  of  the  fire  department 
in  1920;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  February  3,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  of  the  fire  department  of  February 
3,  1920,  shall  be  complied  with;  and  that  the  total  occu¬ 
pancy  of  the  building  shall  not  exceed  250  persons  at 
any  one  time. 


49-24-S. 

PETITIONER— R.  Hoe  &  Co.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECT  ED — 84-94  Broome  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  Strain,  William  H. 
Steinruck. 

Foa:  Administration:  Inspector  Maher  of  fire  de 
partment. 
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ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 

THE  RESOLUTION : 


(49-24-S) 

Whereas,  R.  Hoe  &  Co.,  owner,  filed,  January  14,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law  as  cited  in 
order  of  the  fire  commissioner,  affecting  premises  84-94 
Broome  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  50092- 
LD,  dated  September  15,  1923,  reads : 

“1.  Enclose  the  exterior  stairway  at  west  side  of 
building  serving  as  a  required  means  of  exit  and  the 
landings,  platforms,  and  passageways,  connected  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mate¬ 
rial,  extending  continuously  from  cellar  to  3  feet  above 
the  roof,  constructed  as  per  Section  266  of  the  Labor 
Law  *  *  * 

“2.  Provide  adequate  means  of  egress  from  the  ter¬ 
mination  of  the  exterior  stairway  to  street  *  *  *. 

“3.  Extend  exterior  stairway  to  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  145  ft.  by  85  ft.  in  area;  a  fire  drill'  is 
maintained  and  the  building  is  equipped  with  a  sprinkler  sys¬ 
tem.  OCCUPIED  as  machine  shop;  basement,  50  persons; 
1st  floor,  28  persons;  2nd  floor,  53  persons;  3rd  floor,  118 
persons;  4th  floor,  3  persons;  EXITS  consist  of  horizontal 
openings,  protected  with  fire  doors,  on  every  story,  leading 
to  adjoining  buildings  and  an  exterior  iron  stairway  extend¬ 
ing  from  courtyard  to  top  story  with  fire  doors  at  openings 
thereto;  windows  along  the  course  of  stairway  are  glazed 
with  plain  glass;  EGRESS  from  termination  of  stairway  is 
across  a  courtyard  and  through  a  gateway  12  ft.  wide  by 
18  ft.  high  and  53  ft.  long  between  buildings,  protected  on 
the  north  by  an  unpierced  brick  wall,  on  the  south  by  metal 
covered  wooden  partitions,  and  floor  is  heavy  timber  lined 
on  the  under  side  with  metal,  the  ceiling  is  wood  beam 
construction;  passageway  equipped  with  sprinklers;  ROOF 
of  building  to  west  is  at  same  level,  to  north  20  ft.  higher; 
and 

Whereas,  petitioner  contends  that  in  1920  the  board  of 
review  of  the  fire  department  accepted  the  construction  of 
horizontal  openings  in  lieu  of  enclosing  exterior  stairway ; 
that  in  the  fire  passage  on  the  south  side  there  is  a  watch¬ 
man’s  office  cut  into  the  partition  which  has  plain  glass 
windows  and  wooden  doors  at  openings ;  it  is  proposed  to 
provide  wire  glass  and  kalameined  doors  and  frames,  com¬ 
pleting  the  fire  resisting  of  the  partition;  in  re:  Item  3, 
structural  condition  makes  it  impossible  Jo  continue  the 
stairway  to  the  roof  at  this  point,  but  within  20  ft.  there  is 
another  stairway  to  roof ;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  of  February  3,  1920,  should 
be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of 
the  board  of  review  of  the  fire  department  of  February 
3.  1920,  shall  be  complied  with  in  all  respects,  other  than 
that  horizontal  openings  shall  be  provided  with  automatic 
fire  door,  and  on  further  condition  that  the  building  shall 
be  equipped  with  an  approved  sprinkler  system. 


626-22-S. 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  W.  M.  Smith. 

Far  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 


627-22-S. 

PETITIONER — Leo  C.  Stern,  for  Broadway-John  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 106-108  Fulton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  W.  M.  Smith. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITION’S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kenby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 


Negative  .  0 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION:' 

(627-22-S) 


Whereas,  Leo  C.  Stern,  for  Broadway-John  Street  Corp., 
owner,  filed,  April  11,  1922,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  106-8  Fulton  street,  Manhattan; 
and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
“Order  No.  30195-LC: 

“1.  Provide  fireproof,  self-closing  windows  on  the 
course  of  the  exterior  screened  stairway  at  the  east 
•side  of  building  on  all  stories  as  per  section  268  of 
the  Labor  Law.” 

“Order  No.  30196-LD : 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  building  *  * 

and 

Whereas,  the  building  is  fireproof,  15  stories  in  height, 
50  ft.  by  103  ft.  in  area;  OCCUPIED,  offices  and  manufac¬ 
turing  jewelers,  45  persons  per  story,  the  building  being 
equipped  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  roof,  enclosed  ;n 
plaster  block  partitions  with  wood  and  glass  doors  at  open¬ 
ings,  and  plain  glass  transoms  in  partitions ;  an  exterior 
screened  stairway  at  the  rear  of  building  with  fireproof, 
self-closing  doors  and  non-fireproof  windows  along  the 
course  of  the  stairway,  with  egress  through  2nd  story  hall 
and  thence  by  a  second  stairway  to  1st  story  and  street; 
and 
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Whereas,  this  petition  was  denied  by  the  board  on  July 
18,  1922,  and  reopened  by  vote  of  the  board  on  March  '0 
1924 ;  and 

Whereas,  in  lieu  of  providing  fireproof,  self-closing  win¬ 
dows  on  the  exterior  screened  stairway  at  the  east  side  of 
building,  petitioner  proposes  to  install  a  two-source  auto¬ 
matic  sprinkler  system,  with  sprinkler  heads  so  placed  as 
to  protect  the  window  openings;  and  in  regard  to  enclos¬ 
ing  interior  stairway  proposes  to  enclose  the  stair-halls  with 
fire  resisting  materials  with  fire  doors  at  the  openings,  and 
also  fire  doors  at  each  end  of  stair-hall. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  as  to  Order  No.  30195-LC  be  and 
it  hereby  is  granted  on  condition  that  all  the  rooms  opening 
on  the  fire  escape  shall  be  sprinklered  and  that  the  present 
two-source  automatic  sprinkler  system  shall  be  maintained ; 
and  that  the  petition  as  to  Item  No.  1,  Order  No.  30196-Ld’ 
be  and  it  hereby  is  denied. 


134-23-S. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  A.  Reder,  lessee. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 171  First  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — •Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady .  4 

THE  RESOLUTION: 

(134-23-S) 

Whereas,  Samuel  Rosenblum,  for  A.  Reder,  lessee,  filed. 
January  31,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  171  First  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  build¬ 
ing  *  *  *.  Sec.  271,  Labor  Law. 

“Note: — Among  the  defects  noted  on  this  fire  escape 
are  the  following : — 

“Windows  on  course  not  fireproof,  not  self-closing. 
“Fire  escape  in  need  of  paint. 

“Iron  shutters  obstruct  passageway  on  3rd  story. 
“Hinged  iron  grating  on  the  4th  and  r.th,  stories 
over  well  holes  should  be  removed.” ; 
nd 

Whereas,  petitioner  has  amended  his  petition  to  request 
direct  variation  of  labor  law  as  to  egress  from  termina- 
ion  of  the  fire  escape;  and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
eight,  23  ft.  by  100  ft.  in  area  in  the  1st  story,  and 
3  ft.  2  in.  by  90  ft.  in  area  above.  OCCUPIED:  1st  story, 
tore;  2nd  story,  mfg.  of  waists,  10  persons;  3rd  story, 
ifg.  of  human  hair,  15  persons;  4th  story,  mfg.  of  suits, 

3  persons;  5th  story,  vacant  at  present  only;  the  means 
f  egress  consisting  of  an  interior  stairway  extending  from 
st  story  to  roof,  enclosed  in  plaster  board  and  metal  cov- 
red  partitions  with  fire  doors  at  openings;  a  fire  escape 
n  the  rear  of  the  building  with  landing  in  yard  and 
?ress  from  yard  by  gate  in  fence  to  premises  adjoining; 
id 


mSS  (4,etitfi°ner  reqUC?tS  that  the  egress  from  ter- 
w!!  f  fire. escape  be  accepted  as  adequate;  and 
Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  3,  1923,  on  certain  conditions  and  the  petitioner 
requested  a  reopening  of  the  case,  in  order  to  permit  the 

ofth^hM  °f  th*e  bkUlldmg>  .whlch  was  vacant  at  the  time 
of  the  hearing,  to  be  occupied. 

Resolved  that  the  board  of  standards  and  appeals  does 

lereby  make  a  variation  from  the  requirements  of  the  labor 

law  and  that  the  petition  be  and  it  hereby  is  granted  on 

condition  that  the  occupancy  of  the  fifth  story  shall  be  re- 

£  (2°)  Persons;  and  on  further  condition 

that  the  resolution  of  the  board  of  standards  and  appeals 

adopted  April  3,  1923,  shall  be  complied  with  in  all  other 
respects.  u 


1371-23-S. 

PETITIONER'— Samuel  Rosenblum,  for  148  West  46th 
Street  Co.,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 148-150  West  46th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  denied 
THE  VOTE— 

Affirmative  :  Mr.  Kerby .  j 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott  . ’  7 

Not  Voting:  Mr.  Connell  . ' ,  4 

Absent :  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 

THE  RESOLUTION: 

(1371-23-S) 

W  hereas,  Samuel  Rosenblum,  for  148  West  46th  Street 
Co.,  Inc.,  owner,  filed,  November  24,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  148-50  West 
46th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  19,  1923,  reads: 

“The  following  objection  was  found  to  the  issuance 
of  a  certificate  of  occupancy  for  use  of  the  6th  and 
7th  floors  for  manufacturing: 

“Section  270  of  the  Labor  Law  requires  that  a  build¬ 
ing  more  than  4  stories  in  height  erected  after  October 
1,  1913,  for  use  as  factory  must  be  fireproof.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  30  ft.  by  90  ft.  5  in.  in  area;  OCCUPIED,  stores, 
offices  and  light  manufacturing,  30  persons  per  story;  the 
means  of  EGRESS  consisting  of  an  interior  stairway  ex¬ 
tending  from  the  1st  story  to  the  roof,  enclosed  in  fireproof 
partitions  with  fire  doors  at  the  openings;  and 
Whereas,  it  appears  that  an  application  for  a  certificate 
of  occupancy  was  filed  on  March  12,  1924,  to  use  the  build¬ 
ing  for  offices  and  manufacturing  on  the  6th  and  7th  stories, 
the  building  being  located  in  a  business  district;  and 
Whereas,  petitioner  proposes  to  provide  a  45  degree  stair¬ 
way  in  the  court  with  fireproof  windows  along  the  course 
of  same  and  a  2  ft.  6  in.  casement  door  and  to  provide 
a  stationary  stair  from  the  yard,  which  yard  opens  into 
adjoining  yard  in  the  rear,  and  that  to  provide  an  additional 
stairway  would  leave  but  little  space  for  offices. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  petition  be  and  it 
hereby  is  denied. 
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1383-23-S. 

PETITIONER— Ferdinand  Savignano,  for  Gioachino 

Acierno,  owner. 

SUBJECT— Application  for  reopening— variation  of  labor 
law  as  cited  in  decision  of  health  commissioner. 

PREMISES  AFFECTED— 2238  Gravesend  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner :  A.  W.  Lederer. 

For  Administration:  Inspector  John  S.  McCauley 
of  health  department. 

ACTION  OF  BOARD— Petition  reopened  and  granted  on 
condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kenby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  . .  9 

Negative  . . .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 


THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Boulton,  Connell,  Holland, 
Kerby,  Superintendents  Reville,  Kleinert, 

Moore  and  McDermott .  8 

Negative:  Chairman  Walsh .  1 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 

THE  RESOLUTION : 

(1383-23-S) 

Whereas,  Ferdinand  Savignano,  for  Gioachino  Acierno, 
owner,  filed,  November  26,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the 
health  commissioner,  affecting  premises  2238  Gravesend  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  health  commissioner,  ren¬ 
dered  November  1,  1923,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  The  City  of  New  York,  held 
October  30,  1923,  your  application  for  a  Sanitary  Cer¬ 
tificate  for  a  cellar  bakery  at  2238  Gravesend  Ave¬ 
nue  in  the  Borough  of  Brooklyn  was  denied.” ; 

and  . 

Whereas,  the  building  is  non-fireproof,  three  stones  in 
height,  20  ft.  by  55  ft.  in  area.  OCCUPIED:  Cellar, 
bakery;  1st  story,  store;  upper  stories,  dwellings;  the  height 
of  the  bakery  from  floor  to  ceiling  being  8  ft.,  the  ceiling 
being  4  in.  below  the  curb  level  and  the  floor  8  ft.  below 
the  yard  level ;  the  means  of  ventilation  consisting  of  three 
windows,  3  ft.  by  3  ft.,  opening  on  side  court  and  two 
windows,  1  ft.  6  in.  by  4  ft.,  opening  on  area  in  rear  yard; 
and 

Whereas,  petitioner  contends  that  the  premises  were  oc¬ 
cupied  as  a  bakery  since  1910;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting  February  13,  1924,  and  petitioner  requested  a  re¬ 
opening  of  the  case,  which  request  was  granted  by  vote 
of  the  board;  and 

Whereas,  petitioner  proposes  to  alter  premises  so  as  to 
improve  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  three  additional  areas  shall  be  installed 
with  windows  thereto  opening  from  the  bakery,  equipped 
with  double  hung  sash,  and  a  vestibule  with  sash  door  on 
the  inside  to  be  provided  at  front  of  cellar,  and  that  the 
walls  and  ceiling  of  bakery  be  plastered  and  painted  with 
not  less  than  two  coats  of  oil  paint 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
269-24-SA. 

PETITIONER— The  Universe  Oil  Burner. 

S U B J E CT — Approval  of  Universe  Oil  Burner. 
APPEARANCES— 

For  Petitioner :  A.  Misch. 

ACTION  OF  BOARD— Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1494-22-SA. 

PETITIONER— Ballard  Oil  Burning  Equipment  Co. 
SUBJECT)— Approval  of  Staples  &  Pfeiffer  Steam  Driven 
Duplex  Pump. 

APPEARANCES— 

For  Petitioner:  James  Kearney. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  ..  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 


141-24-SA. 

PETITIONER— Edwards  &  Company,  Inc. 

SUBJECT— Approval  of  Edwards  A.  C.  Control  Panel  for 
Interion  Alarm  System. 

APPEARANCES— 

For  Petitioner :  William  J.  Smith. 

For  Administration :  Inspector  Mulligan  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott  ..  9 

Negative  .  0 

Absent:  Mr.  Beatty,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superintend¬ 
ent  Brady  .  4 

THE  RESOLUTION: 

(141-24-SA) 

Whereas,  Edwards  &  Company,  Inc.  filed,  January  29, 
1924,  a  petition,  with  the  board  of  standards  and  appeals,  for 
approval  of  their  device  known  as  the  Edwards  A.  C.  Con¬ 
trol  Panel  for  interior  alarm  systems;  and 

Whereas,  this  matter  was  submitted  to  the  fire  department 
for  test  and  report  and  the  fire  department  under  date  of 
April  7,  1924,  recommended  the  approval  of  the  device. 

Resolved,  that  the  device  known  as  the  Edwards  A.  C. 
Control  Panel  for  interior  alarm  systems  be  and  it  hereby 
is  approved  in  accordance  with  the  recommendation  of 
the  fire  department. 


410-24-SR. 

TITLE — Rules. 

SUBJECT— Rules  for  stairway  enclosure  in  factory  build¬ 
ings,  etc. 

APPEARANCES— 

William  T.  Ropes. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1924,  at  2 
p.  m. 

i  .  — > 

414-24-SR. 

TITLE— Rules. 

SUBJECT— Fire  Escape  Rules. 

ACTION  OF  BOARD — Laid  over  to  May  9,  1924,  at  2 
p.  m. 


Adjourned  5.40  p.  m. 

William  J.  O’Gorman,  Secretory. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 2 1-A— Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A  1 23  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21- A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  DeKalb  avenue,  Brooklyn. 

67-22-A  (Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  S6th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 1 9-A—  Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19- A — Pier  15,  North  River,  Manhattan. 

880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan 
937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 


383-20-A- 

420- 20-A- 

421- 20-A- 

422- 20-A- 

423- 20-A- 
471-20-A- 

1205-21-A- 

907-21-A- 

1302-21-A- 
1 541-21- A- 


Pier  46,  East  River,  f*ct  of  Van  Brunt  street 
Brooklyn. 

—Pier  39,  East  River,  foot  of  Van  Dyke  street 
Brooklyn. 

-Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

—Pier  36,  East  River,  foot  of  Pioneer  street 
Brooklyn.  ’ 

-Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 
Brooklyn. 

—Pier  34,  East  River,  foot  of  Hamilton  street 
Brooklyn. 

-Pier  27,  East  River,  foot  of  Baltic  street, 
Brooklyn. 

17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 

-Pier  19,  East  River,  foot  of  Clark  street, 
Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

-Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 

-Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

-Pier  20,  East  River,  Manhattan. 

-Pier  5,  between  Poplar  and  Middagh  streets 
Brooklyn. 

-Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

-Pier  29,  foot  of  Harrison  street,  Brooklyn. 

-Pier  32,  foot  of  Degraw  street,  Brooklyn.. 

-Pier  between  North  4th  and  6th  street,  Brook¬ 
lyn. 

-Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

-East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

-Pier  15,  East  River,  Manhattan. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 
1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1 1 15-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 

1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

141 3- 22-S— Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S— Staples  &  Pfeiffer  steam  atomizing  high  pres¬ 

sure  burner,  approval  of. 

1493-22- S— Ballard  Low  Pressure  mechanical  oil  burner, 
approval  of. 
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J230-22-S — Thermostat^  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Fuel  Oil  Burner,  approval  of. 

315  22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— 'Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S— Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1 529-22- S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-S A — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

,92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 


888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-S A— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23- S A — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1169i-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

143 1-23- S A — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24-SA— Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 

269-24-SA — 'Universe  Oil  Burner,  approval  of. 


Cases  listed  in  the,  Reserve  Calendar  are  cases  upod 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. _ 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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PROPOSED  AMENDMENTS  TO  THE  EIRE  ESCAPE  RULES — ROLES  RELATING  TO  SUBSTANDARD 

liXl  I  o. 


(Cal.  No.  414-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  9,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings;  Rule 
3  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Afatter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79-f;  adopted 
and  effective  July  30,  1914 

Rule  380.— When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
ifire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
he  Commissioner  of  Labor,  to  prevent  their  use  as  means 
of  egress,  and  provided  that  such  fire  escapes  are  maintained 
n  good  repair. 

Note.— The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
lot  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
ie  placed  a  sign,  with  letters  eight  inches  high,  reading 
‘THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
ie  permitted  at  these  opening  .] 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
ory  or  factory  building,  there  exist  other  means  of  egress 
vhich  are  not  entirely  in  accordance  with  the  requirements 
if  the  Labor  Lazo  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
tne  follozmng  conditions. 

Ftre  EscaPes~AU  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  with  Section  274  of  the  La- 
or  Law,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  w  guides  from  the  lozvest  balcony  to  qround 
may  be  provided..  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building, 
n  hen  such  substandard  fire  escapes  are  located  in  any 
court,  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin¬ 
ing  yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining.  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairzvays—All  interior  stairways  not  con- 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passagezvays,  etc. 
are  maintained  free  and  unobstructed.  An  easily  operated 

panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted  exits  thereto  and  all  platforms  and  passage¬ 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  m  subdivision  a. 

(d)  Horizontal  Bridges-Horizontal  bridges  betzveen 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  properly  painted,  and  access  thereto  and  all  passagezvays 
thereof  shall  be  maintained  unobstructed. 

.  (e\  N.°  si9n  of  any  character  shall  ' be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


PUBLIC  HEARING 


■ROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDING^ 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
vill  be  held  by  the  Board  of  Standards  and  Appeals  on 
‘  rid  ay,  May  9,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
■Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
enclosure  of  Factory  Stairways,  and  the  storage  of  combus- 
ible  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

supplementary  to  Labor  Lazv,  §  79 -b ;  originally  adopted 

August  28,  1913,  and  effective  October  1,  1913;  amended 

November  18,  1915;  revised  and  readopted  February  10, 

1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
uildings  five  stories  or  less  in  height,  erected  prior  to 
)ctober  1,  1913,  in  which  there  are  more  than  twenty- 
,ve  persons  employed  above  the  second  floor,  all  interior 
tairways,  serving  as  required  means  of  exit,  and  the 
Hidings,  platforms  and  passageways  connected  therewith, 
hall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
■  sting  material  extending  continuously  from  the  lowest 
iO;nt  of  the  stairway  in  accordance  with  the  following 
rhedule : 


NTfb  rnmWOM  Contents  non-  Contents  Contents  non- 
„  combust  ble,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be.  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  79-f ;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3. — In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established : 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class: 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 

Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 

Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 

Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 

Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 
Furs 

•  Gloves  (other  than  leather) 

Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 

High 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 

Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

*Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 

Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 

Rule  2-b. 

Subdivision  1.  Enclosures  Required. — Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stories 


Feed,  flour  and  grist  mills 

Fireworks 

Imitation  leather 

Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 

Straw  goods 

Varnish 

Woodworking  (with  dipping 
or  varnishing) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding 
ping  or  varnishing) 

Hazard 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 


ning  or  enameling) 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table : 


Stories  - 

1  i 

Contents  of 
high  hazard 

1  2 

Contents  of  moderate  hazard 

|  • 

Contents 

—  -  ===a 

3 

of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

'hree 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

‘our 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

ive 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
ith  fire-resisting  material. 

Exception :  Buildings  having  fireproof  roof  slab  where 
lclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
ie  enclosure  shall  be  so  built  as  to  form  a  pent  house. 
There  shall  be  not  less  than  seven  (7)  feet  head  room 
every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
ith  fire  doors  opening  into  the  stairway  enclosure,  equipped 
ith  self-closing  devices.  Grade  exit  doors  shall  open 
itwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
of  with  louvres  or  ventilators,  or  exterior  windows  with 
ntilating  sections  at  the  top  floor.  Exterior  windows 
thin  thirty  (30)  feet  of  non-fireproof  structures  shall 
fireproof  windows.  Skylights,  unless  provided  with 
'red  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ibstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
l‘ial  at  least  four  (4)  inches  thick,  unless  the  partition 
(tends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
lildings  in  which  the  contents  are  classified  as  of  high 
Izard,  the  stairways  shall  not  be  required  to  be  enclosed 
Mere  a  horizontal  exit,  as  defined  in  section  267  of  the 
Ibor  Law,  is  provided  on  all  floors  and  the  stairways 
swing  as  required  exits  on  each  side  of  the  horizontal 
fit  are  remote  from  the  horizontal  exit,  provided  that 
:her  an  approved  fire  alarm  signal  system  conforming 
■  rules  of  the  board  is  installed  in  the  building  and  fire 
11s  substantially  conforming  to  rules  of  the  board  are 
d.  or  an  approved  sprinkler  system  conforming  to  rules 
the  board  is  installed. 

lie  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

Required  Exits. — In  every  two-story  factory 

)  lding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  al  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other 
one  of  which  from  every  floor  above  or  below  grade  shall 
Jead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex- 
tenor  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways.— In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Ru!e  3.— Storage  of  Combustible  Material  About  Factory 
Stairways.  J 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible^  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  April  24,  1924  .  577 

Restored  to  calendar  .  34 

Miscellaneous  Applications. 

Requests  to  reopen  .  55 

Requests  to  amend  .  1 

Requests  for  modification  .  13 

Requests  to  rescind  .  1 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit  .  7 

Requests  for  mechanical  installations  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  . ^329 

Disposed  of  .  633 

Cases  pending  April  24,  1924  .  696 


DISPOSITION  OF  CASES. 

Withdrawn  . 65 

Dismissed  .  73 

Denied  .  91 

Granted  .  6 

Granted  on  condition .  298 

Appliances  approved  .  1 

Appliances  dismissed,  disapproved  or  withdrawn  .  1 

Rules  approved  .  6 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  48 

Requests  to  reoperr  denied  .  4 

Requests  to  amend  granted  .  1 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  12 

Requests  for  modification  denied  .  1 

Requests  to  rescind  granted  .  1 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied  .  1 

Requests  for  extension  of  permit  granted  .  5 

Requests  for  extension  of  permit  denied  .  2 

Requests  to  install  granted .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  3 

Total  .  633 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  oT  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  .  .  ,  ,  A  .  .. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 

hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for. 


1924. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 
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The  Trial  Calendar.  - 
Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  April  29, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  April  29,  1924. 
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Notices  of  Public  Hearings. 

Progress  Report. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  6,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day.  *  - 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  13,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman, 
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DOCKET. 

Nctv  Cases  Filed  Week  Ending  May  1,  1924. 


Cal.  No. 

Department 

Premises  Affected 

607-24-BZ.. . 

....F.D.  .. 

..2377  Tiebout  ave.,  Bx. 

C-23545. 

606-24-BZ.. . 

....B.B.M. 

..1109-1115  Park  ave.,  Man. 

N.  B.  212-1924. 

605-24- A _ 

. F.D.  .. 

..3  Wooster  st.,  Man. 

F-56272. 

604-24-S _ 

....B.B.M. 

..215-217  W.  40th  st.,  Man. 

Decision. 

603-24-BZ. . . 

. . .  .B.B.Bx. 

..Webster  ave.  &  Depot  sq.,  N., 
Bx.  N.  B.  1607-1924. 

602-24-S - 

....F.D.  .. 

..15  E.  17th  st.,  Man. 

L.  D.  47697. 

601-24-BZ.. . 

....B.B.B.  . 

..181  Willoughby  ave.,  Bklyn. 

Applic.  2521-1924. 

600-24-S  - 

....B.B.M. 

..261-267  W.  35th  st.,  Man. 

N.  B.  89-1924. 

599-24- A.... 

.  .  ;  .  F.D.  .. 

. .  11904  Hillside  ave.,  Rich.  Hill, 
Q.  L.  C.  87979. 

598-24-S _ 

_ H.D.  .. 

. .  168  21st  st.,  Bklyn. 

Sanitary  Certificate. 

597-24-BZ. . . 

....B.B.Bx. 

..N.  E.  C.  Brook  ave.  &  158th 
st.,  Bx.  N.  B.  1565-1924. 

596-24-S - 

....F.D.  .. 

..138  Livingston  st.,  Man. 

L.  D.  43161. 

595-24-BZ. . . 

....B.B.B.  . 

...1169-1173  E.  N.  Y.  ave.,  Bklyn. 

Applic.  7918-1924. 

594-24-S . . . . 

. F.D.  .. 

..692-694  Broadway,  Man. 

L.  D.  53946. 

593-24- A.  .  . 

. F.D.  .. 

..288-290  B’way,  W.  N.  Brigh¬ 
ton,  Rich.  N.  B.  464-1924. 

592-24-BZ. .  . 

....B.B.B.  . 

..240-250  Empire  blvd.,  Bklyn. 

Applic.  7907-1924. 

591-24-BZ. . . 

. B.B.Bx. 

.2616  University  ave.,  Bx. 

N.  B.  139-1924. 

590-24-SA. . 

. F.D.  .. 

..Film  Inspecting  Machine. 

Appliance. 

589-24-A. . . 

. F.D.  .. 

..43-45  Wooster  st.,  Man. 

L.  C.  21266. 

588-24-A .  . . 

. F.D.  .. 

. .  250  Hudson  st.,  Man. 

L.  C.  23459. 

587-24-S. . . , 

. F.D.  .. 

..7  Dutch  st.,  Man. 

L.  D.  53104. 

586-24-A. . . 

. F.D.  .. 

. .  7  Dutch  st.,  Man. 

F-53102. 

585-24-A. .  . 

. F.D.  .. 

..538-554  Junius  st.,  Bklyn. 

F-51374-51375. 

584-24- A. . . 

. F.D.  .. 

..1914-1920  Pitkin  ave.,  Bklyn. 

F-51726. 

583-24-S. . . 

. B.B.M. 

..22  W.  46th  st.,  Man. 

Variation  of  labor  law. 

582-24- A. . . 

. F.D.  .. 

..1226  Flushing  ave.,  Bklyn. 

F-45227. 

581-24-S . . . 

. F.D.  .. 

. .  133  2nd  ave.,  Man. 

L.  D.  54356-54357. 

580-24-BZ. . 

. B.B.Bx. 

..E.  S.  Jerome  ave.,  50  ft.  N. 
200th  st.,  Bx.  N.  B.  1567-1924. 

579-24-A . B.B.M.  ..38  E.  53rd  st.,  Man. 

-  Alt.  367-1924 

578-24-A . F.D . N.  E.  cor.  Clarendon  rd.  &  E 

-  37th  st.,  Bklyn.  L.  C.  87584 

Restored  to  Calendar. 

1212-22-BZ . B.B.Bx.  ..S.  E.  cor.  Webster  ave.  &  De 

-  pot  sq.,  S.,  Bx.  N.B.  2575-1922 

749-22-A . F.D . 258-262  Maujer  st.,  Bklyn. 

F-34135-3413! 


CODE. 


E.D . Fire  Departmen 

H.D . Health  Departmen 

B.B.B . Bureau  of  Buildings,  Brooklyi 

B.B.Bx . Bureau  of  Buildings,  Bron: 

B.B.M . Bureau  of  Buildings,  Manhattai 

B.B.Q . Bureau  of  Buildings,  Queen 


Bureau  of  Buildings,  Richmom 
...Tenement  House  Departmen 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  6,  1924,  at  2  />.  m. 

Building  Zone  Cases. 

1220-23-BZ.  5 

APPLICANT — Daniel  W.  Wilkes,  for  Bennett  DeBeixe 
don,  owner. 

PREMISES — 1090-1094  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  maintenance  o 
a  parking  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

242-24-BZ. 

APPLICANT — William  H.  Daly,  owner. 

PREMISES — 2  Dorothea  place  (rear),  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  five  (5)  motor  ve 
hides,  five  (5)  spaces  rented  to  persons  not  re 
siding  on  the  premises.  1 

336-24-BZ.  |  , 

APPLICANT — Geller,  Rolston  and  Blanc,  for  Heirs  an< 
Legatees  of  Henry  W.  Schmidt,  deceased,  owner 

PREMISES — 634-638  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

347-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Morris  Gross  an< 
Daniel  Fuchs,  owners. 

PREMISES— 1925-1929  Union  street.  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

363-24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Katherin' 
Jackson,  owner,  and  Breslauer  Construction  Co, 
Inc.,  lessee. 

PREMISES — 2256-2272  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 
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378-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hesu  Realty  Co., 
Inc.,  owner. 

PREMISES — 1101-1109  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

406-24-BZ. 

APPLICANT — George  T.  Adee  and  Sylvanus  Purdy,  for 
Estate  of  George  T.  Adee,  owner. 

PREMISES— 2631-2641  East  Tremont  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

438-24-BZ. 

APPLICANT — Kings  County  Lighting  Co.,  owner. 

PREMISES — North  side  of  66th  street,  158  ft.  9J4  in. 
east  of  Eighth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  holder  for  thel  storage  of  gas. 


BOARD  OF  APPEALS. 

Tuesday,  May  6,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

245-24-A — 26  Corlears  street,  Manhattan. 

247-24-A — 324-326  East  24th  street,  Manhattan. 

251-24-A — 163  Mercer  street,  Manhattan. 

271-24-A — 35-39  Maiden  lane,  Manhattan. 

285-24-A — 136  Beach  127th  street,  Belle  Harbor,  L.  I., 
Queens. 

293-24-A — 2-20  Keap  street,  Brooklyn. 

295-24-A — 231  3rd  avenue,  Manhattan. 

298-24-A — 880-890  East  136th  street,  The  Bronx. 

302-24-A — 1077  Intervale  avenue,  The  Bronx. 

146-24-A — 4497  3rd  avenue,  The  Bronx. 

195-24-A — 10  West  25th  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 106  2nd  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  6,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  168-24-BZ — Application,  February  2,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Samuel  Aptakin,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
extension  of  an  existing  building  used 
in  part  for  business  purposes ;  prem¬ 
ises  1000  East  172nd  street,  southeast 
corner  of  Longfellow  avenue,  The 
Bronx. 

cal.  no.  1531-23-BZ — Application,  December  26,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Nellie 
C.  Kirby,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  -for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1125-1137  Union  avenue,  The 
Bronx. 

cal.  no.  101-24-BZ — Application,  January  23,  1924,  under 
the  building  zone  resolution,  of  James 


Crooke  McLeer,  applicant,  on  behalf  of 
Georgana  G.  Pengel,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  586-594  Coney  Island 
„  avenue  and  225-231  East  9th  street, 
Brooklyn. 

cal.  no.  275-24-BZ — Application,  February  21,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Albert  Kenning  and  Joseph  D.  Bliss, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  84-92 
Maspeth  avenue,  Brooklyn. 

cal.  no.  281-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Goldvine  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  5908-5924 
13th  avenue,  Brooklyn. 

cal.  no.  200-24-BZ — Application,  February'8,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Subway 
Realty  Corp.,  owner,  to  permit  partly 
in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  east  side  of  Jerome  avenue, 
161.86  ft.  south  of  East  204th  street, 
The  Bronx. 

cal.  no.  119-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of 
an  existing  central  telephone  exchange 
building;  premises  2411-2429  Tratman 
avenue,  The  Bronx. 

cal.  no.  246-24-BZ — Application,  February  16,  1924,  under 
the  building  zone  resolution,  of  Joseph 
H.  Freedlander,  architect,  on  behalf  of 
The  French  Institute  in  the  United 
States,  owner,  to  permit  in  a  V/2  times 
height  district  the  erection  of  the  street 
wall  of  a  building  without  a  setback 
to  a  height  exceeding  the  limit  required 
by  the  zone  resolution;  premises  20-22 
East  60th  street,  Manhattan. 

cal.  no.  865-23jBZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft  south  of  Dit- 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  9th 
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avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

CAL.  NO.  256-24-BZ— Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution ;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

cal.  no.  260-24-BZ— Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  Bruce  Holding 
Corp.,  owner,  Sobel  Brothers,  lessee, 
to  permit  in  a  residence  district  the 
installation  and  maintenance  of  a  gas 
selling  station,  also  for  a  parking  space 
for  more  than  five  (5)  motor  ve¬ 
hicles;  premises  315-319  West  133rd 
street,  Manhattan. 

CAL.  no.  261-24-BZ— Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bres- 
lauer  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1973-1979 
Honeywell  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  6,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

026-23-A — '1495  St.  Nicholas  avenue,  Manhattan. 
1464-23-A — 52-54  East  78th  street,  Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

108-24-A — 13-15  College  place,  Brooklyn. 

170  24-A— 200-6  West  51st  street,  1640-50  Broadway  and 
778-80  Seventh  avenue,  Manhattan. 

150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  May  6,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1337-22-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  A.  Mar¬ 
golin,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles ; 
premises  325-333  McDougal  street, 
Brooklyn. 

cal.  no.  1-24-BZ — Application,  January  2,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Meyer  Goldstein  and  Hyman  Gordon, 


owners,  to  permit  in  a  business  distric' 
the  change  of  occupancy  from  a  mar¬ 
ket  to  a  garage  for  the  storage  o: 
more  than  five  (5)  motor  vehicles 
premises  1477-1479  Wilkins  avenue 
The  Bronx. 

cal.  no.  313-24-BZ— Application,  February  27,  1924,  unde 
the  building  zone  resolution,  of  Willian 
F.  Doyle,  applicant,  on  behalf  of  Jame 
S.  Lawson  and  Ellis  Weisker,  owners 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  mo 
tor  vehicles;  premises  northeast  cor 
ner  of  Jerome  avenue  and  East  198t! 
street,  The  Bronx. 

CAL.  NO.  724-23-BZ— Application,  April  15,  1924,  unde 
the  building  zone  resolution,  of  Jame 
J.  Walker,  applicant,  on  behalf  o 
Florence  J.  Woolf,  owner,  for  a  modi 
fication  of  an  application  previousl 
granted  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  ga 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  2-14  Wes 
172nd  street,  southwest  corner  of  Je 
rome  avenue.  The  Bronx. 

cal.  no.  231-24-BZ— Application,  February  13,  1924,  unde 
the  building  zone  resolution,  of  Ed 
ward  P.  Doyle,  applicant,  on  behalf  o 
Samuel  Himmelstein,  owner,  to.  perm 
in  a  business  district  the  erection  an 
maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides ;  premises1  745-747  Ralph  avenu< 
Brooklyn. 

CAL.  no.  276-24-BZ— Application,  February  21,  1924,  unde 
the  building  zone  resolution,  of  Ec 
ward  P.  Doyle,  applicant,  on  behalf  o: 
Harjac  Building  Corp.,  owner,  to  pet 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  garage  for  tl 
storage  of  more  than  five  (5)  mote 
vehicles;  premises  1146-1158  East  Ne' 
York  avenue,  Brooklyn. 

cal.  no.  842-23-BZ — Application,  July  2,  1923,  under  tfcjj 
building  zone  resolution,  of  John 
Dunnigan,  applicant,  on  behalf  of  Joi 
gine  Puschel,  owner,  to  permit  in 
residence  district  the  maintenance  of 
garage  for  the  storage  of  three  (3 
motor  vehicles,  three  spaces  rented  1 
persons  not  residing  on  the  premise- 
premises  4318  Verio  avenue,  Tl 
Bronx. 

cal.  no.  69-24-BZ — Application,  January  17,  1924,  under  tl 
building  zone  resolution,  of  Glenda 
Grove  Garage,  Inc.,  applicant  and  le 
see,  Marie  Zschoschke,  owner,  to  pei' 
mit  in  a  business  district  the  mail 
tenance  of  a  motor  vehicle  repair  sho; 
premises  4654  Proctor  street,  Glenda' 
Queens. 

cal.  no.  137-24-BZ—  Application,  January  29,  1924,  under  tl 
building  zone  resolution,  of  James  < 
McLeer,  applicant,  on  behalf  of  Hem 
L.  Walker,  owner,  to  permit  in  a  buc 
ness  district  the  erection  and  mai; 

•  tenance  of  a  garage  for  the  storage  ■ 

more  than  five  (5)  motor  vehicle 
premises  1787-1795  Coney  Island  av 
nue,  Brooklyn. 

cal.  no.  1408-23-BZ — Application,  December  1,  1923.  und 
the  building  zone  resolution,  of  Mert< 
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L.  Cushman,  applicant  and  owner,  to  399-24-BZ. 


permit,  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  316-320  West 
118th  street,  Manhattan. 

cal.  no.  1516-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  An¬ 
drew  Katzenberger,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  motor  ve¬ 
hicle,  one  space  rented  to  persons  not 
residing  on  the  premises ;  premises  8009 
95th  avenue,  Woodhaven,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  9,  1924,  at  2  p.  m. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factorj 
Buildings,  etc. 

414-24-SR — Fire  Escape  Rules. 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  May  13,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

117-24-BZ. 

APPLICANT — Abraham  Farber,  for  Powell  Realty  Com¬ 
pany,  owner. 

PREMISES — 261-267  Pennsylvania  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

201-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Patrick  A.  Gaynor, 
owner. 

PREMISES*— 1392-1400  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

S96-24-BZ. 

APPLICANT — Reo  Jamaica  Sales  Co.,  Inc.,  lessee. 

PREMISES — 37  Bergen  avenue,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  of 
a  motor  vehicle  repair  shop,  also  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

51-24-BZ. 

vPPLICANT — Joseph  Orlando,  for  Salvatore  and  Giuseppe 
Montalto,  owners. 

1  REMISES — Southwest  corner  of  Buhre  avenue  and  Ho¬ 
bart  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  business  purposes. 

55-24-BZ. 

APPLICANT— William  H.  Kehoe,  for  Emily  M.  Fitall 
and  Frank  Barker,  owners. 

’REMISES — 1604-1608  Bergen  street,  Brooklyn. 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


APPLICANT — James  Kearney,  for  Falkenau  &  Ham- 
merschlag,  Inc.,  owner. 

PREMISES — 2334-2342  Jerome  avenue,  The  Bronx. 

10  PERMI1  in  a  business  district  the  erection  and  main-’ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

428-24-BZ. 

APPLICANT — C.  E.  Hicks,  for  New  York  Dock  Co., 
owner. 

PREMISES — 264-284  Furman  street,  Brooklyn. 

10  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

444-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Robinhood  Realty 
Corp.,  owner. 

PREMISES — 229-235  East  85th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

454-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Lenmar  Realty 
Corp.,  owner. 

PREMISES— -4402-4416  Broadway,  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

463-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 47-61  Arden  street,  45-59  Sherman  avenue 
and  42-56  Thayer  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  central  telephone  exchange  building. 

494-24-BZ. 

APPLICANT — Aloys  Nicollier,  for  Louis  A.  and  Alvina 
Nicollier,  owners. 

PREMISES — 106  West  81st  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  maintenance  of  a  building  used 
in  part  for  business  purposes. 

1212-22-BZ. 

APPLICANT — James  S.  Whiskeman,  for  Willis  F.  Har¬ 
ding,  owner. 

PREMISES — 'Southeast  corner  of  Webster  avenue  and  De¬ 
pot  square,  South,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1302-23-A — 445-459  Gerard  avenue,  The  Bronx. 
1376-23-A — 121  Fulton  street,  Manhattan. 
1465-23-A — 401-405  East  91st  street,  Manhattan. 
37-24-A — 558-564  Flushing  avenue,  Brooklyn. 
73-24- A — 118-122  Montauk  avenue,  Brooklyn. 
131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

158- 24- A — 422  Claremont  parkway,  The  Bronx. 

159- 24-A— 132-140  West  125th  street,  Manhattan. 
161-24-A — 70-74  Lafayette  street,  Manhattan. 
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178-24-A—  532  East  137th  street,  The  Bronx. 

206-24-A — 405-421  Hudson  street,  Manhattan. 

212-24-A — 729-737  7th  avenue,  Manhattan. 

262- 24- A — 128-132  West  46th  street,  Manhattan. 

308- 24- A — 527-531  West  34th  street,  Manhattan. 

309- 24- A1 — 22-26  East  14th  street  and  19-23  East  13th 

street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  13,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  744-23-BZ — Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Michael 
Stein,  applicant,  on  behalf  of  Morris 
Schiff,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2839-2847  West  37th  street, 
Brooklyn. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  no.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  021-23-BZ — Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-i731  Barnes 
avenue,  The  Bronx. 

CAL.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 
Manhattan. 

cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Eisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”  area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 


as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39tb 
street,  Manhattan. 

cal.  no.  218-24-BZ — Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Atlas  Sydam  Co.,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  109-111  Mont¬ 
gomery  street,  Brooklyn. 

cal.  no.  239-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Law¬ 
rence  E.  Woolf,  executor  of  the  Es¬ 
tate  of  Henrietta  H.  Woolf,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1465-1469 
Jerome  avenue,  The  Bronx. 

cal.  no.  249-24-BZ — Application,  February  18,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
28th  Street  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1260-1268  Third 
avenue,  southwest  corner  of  East  73rd 
street,  Manhattan. 

cal.  no.  291-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

cal.  no.  335-24-BZ — Application,  March  3,  1924,  under  the 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Brecher  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  change 
of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Fifth  avenue  and  Washington  avenue, 
Long  Island  City,  Queens. 

cal.  no.  337-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  L.  B. 
Mapes,  consulting  engineer,  on  behalf; 
of  Dean-Murray  Garage  Co.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  619-621  West 
152nd  street  and  620-622  West  153rd 
street,  Manhattan. 

cal.  no.  312-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Isidore 
Berg,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  for  business 
purposes ;  premises  1310-1320  Easl 
15th  street,  southwest  corner  of  Elrr 
avenue,  Brooklyn. 

cal.  NO.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per- 
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mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10028  116th 
street,  Richmond  Hill,  Queens. 

cal.  no.  1299-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises ; 
premises  963  Putnam  avenue,  Brooklyn. 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (J5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  1300-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 

i  •  motor  vehicles,  three  (3)  spaces  rented 

to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  965  Putnam  avenue, 
Brooklyn. 

cal.  no.  84-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing- 
wersen,  architect,  on  behalf  of  Sarah 
F.  Keidanz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  an  existing  building  to  be  used 
on  first  story  for  business  purposes; 
premises  601  West  135th  street,  Man¬ 
hattan. 

cal.  no.  186-24-BZ — Application,  February  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  J. 
Moore,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  532-538  65th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  13,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

102-24-S — 415-421  5th  avenue,  Manhattan. 

194-24-S— 59-61  East  4th  street,  Manhattan. 

210-24-S — 73  Warren  street,  Manhattan. 

257-24-S — 60  University  place,  Manhattan. 

273-24-S — 1075-1081  Willoughby  avenue,  Brooklyn. 
356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
362-24-S — 27-37  West  60th  street,  Manhattan. 

437-24-S — 37-39  West  57th  street,  Manhattan. 

1357-23-S — 35  West  25th  street,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

388-24-S — 230-238  West  38th  street,  Manhattan. 
196-24-S — 21-23  Maiden  lane,  Manhattan. 


280-24-S — 102-104  West  38th  street,  Manhattan. 
220-24-S — 23  Washington  street,  Manhattan. 
444-23-S — 12  Waverly  place,  Manhattan. 

Appliance  Submitted  for  Approval. 
254-24-SA — Sherman. Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

311-24-A — 28-30  West  39th  street,  Manhattan. 

314-24-A — 1074  Franklin  avenue,  The  Bronx. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 

397-24- A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

92-24-A — 79  William  street,  L.  I.  City,  Queens. 

331-24-A— 508-534  West  212th  street,  Manhattan. 

338- 24-A — 667  Madison  avenue,  Manhattan. 

339- 24-A — 58-60  William  street,  Manhattan. 

343-24-A — 72  Beekman  street,  Manhattan. 

Linder  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  20,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  284-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (.5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  151-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  John 
Josinsky,  applicant  and  owner,  Leo  N. 

•  Boczek,  lessee,  to  permit  in  a  resi¬ 

dence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  storj 
of  an  existing  building;  premises  10 
Woodhull  avenue,  Bayside,  Queens. 

cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  53-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
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Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louis 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

CAL.  no.  191-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  272-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  511-23-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

33-22-A— 141-145  Wooster  street,  Manhattan. 

224-21-A — 307-311  East  115th  street,  Manhattan. 

714-23-A — 203  West  62nd  street,  Manhattan. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

300-24-A — 6314-6324  Bay  Parkway,  Brooklyn. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

283-24-A — 18-22  East  38th  street,  Manhattan. 

749-22- A — 258-262  Maujer  street,  Brooklyn. 

443-24-A — 1  Gerry  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  afternoon,  May  20,  1924,  at  2  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  330-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

cal.  no.  113-24-B2J— Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Bernhard 
A.  Schaeffel,  applicant,  on  behalf  of 
Rose  B.  Schaeffel,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  17  Richmond  street, 
Brooklyn. 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  304-310  East 
95th  street,  Manhattan. 

cal.  no.  1047-23-BZ — Application,  April  1,  1924,  under  the 
building  zone  resolution,  of  William 
C.  Winters,  applicant,  on  behalf  of 
Blake  Construction  Co.,  owner,  previ¬ 
ously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  92- 
94  Furman  avenue,  Brooklyn. 
cal.  no.  303-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
Steigman,  architect,  on  behalf  of  29th 
Street  Market,  Inc.,  owner,  to  permit 
in  a  business  district  the  change  of 
occupancy  in  part  of  an  existing  pub¬ 
lic  market  to  a  chicken  slaughter 
house ;  premises  206-208  East  29th 
street,  Manhattan. 
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cai..  no.  304-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Isaac 
Wiener,  owner,  to  permit  extending  into 
a  business  district  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
104-112  Montgomery  street,  Brooklyn. 

cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

cal.  no.  140-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution  of  Levy 
and  Berger,  architects,  on  behalf  of 
Goldinger  Realty  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  617-627  Herkimer 
street,  Brooklyn. 

cal.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex- 
.  tension  of  an  existing  building  used  in 

part  for  business  purposes ;  premises 
237  East  203rd  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  CF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24-A — 17  Bowery,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 
205-24-A — 635-641  West  49th  street,  Manhattan. 
219-24-A— 523-537  Lexington  avenue,  Manhattan. 
360-24-A — 110  East  17th  street,  Manhattan. 

317-24-A — 91-93  Thompson  street,  Manhattan. 

364-24-A— 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

1344-23-A — 256  West  69th  street.  Manhattan. 

67-24-A — 801  Vernon  avenue,  L.  I.  City,  Queens. 
217-24-A — 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 


321-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

332-24- A1— Block  64th  street  to  67th  street,  Exterior 
street  to  Avenue  A,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  27,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  88-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 
cal.  no.  204-24-BZ — Application,  February  8,  1924,  under 
the  building  zone  resolution,  of  Alvah 
W.  Burlingame,  Jr.,  applicant,  on  be¬ 
half  of  Robert  B.  Martin,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building 
from  dead  storage  of  motor  vehicles  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  469- 
475  Hemlock  street,  Brooklyn. 
cal.  no.  237-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  Morris 
J.  Werner,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2364  Jerome  avenue, 
The  Bronx. 

cal.  no.  255-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes ;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 
cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 
cal.  no.  425-24-BZ — 'Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a. ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  42-48 
Hamilton  street,  Manhattan. 

cal.  NO.  380-24-BZ — Application,  March  12,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  M.  Lich¬ 
tenstein,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (51  motor  vehicles;  premises  2386- 
2392  Ryer  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

75-24-S— 495  Lincoln  road,  Brooklyn. 

197- 24-S — 98  East  Broadway,  Manhattan. 

320-24-S — 459-499  Seventh  avenue,  163-167  West  34th 
street  and  160-166  West  35th  street,  Man¬ 
hattan. 

326- 24- S— 64  University  place,  Manhattan. 

327- 24-S — 15-51  Lispenard  street,  Manhattan. 

341-24-S— 290  Pearl  street,  Manhattan. 

389-24-S— 43-51  West  4th  street,  Manhattan. 

401-24-S — 70  West  3rd  street,  Manhattan. 

403-24-S— 247  West  34th  street,  Manhattan. 

135-24-S— 2067  Broadway,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

44-24-S — 218-222  West  34th  street,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

1 258-23- S — 336  Lafayette  street,  Manhattan. 

524-23-S — 15  West  17th  street,  Manhattan. 

349-22-S — 600  Madison  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198- 24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 

Manhattan. 

Appliance  Submitted  for  Approval. 

365-24- S A — Koaless  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

340-24-A— 290  Pearl  street,  Manhattan. 

368-24-A — 142  Bowery,  Manhattan. 

370-24- A — 481  Van  Duzer  street,  Richmond. 

382-24-A — 130-134  Washington  place,  Manhattan. 
384-24-A— 108-112  Junius  street,  Brooklyn. 

417- 24-A — 931  Courtlandt  avenue,  The  Bronx. 

418- 24-A — 1389  Rockaway  parkway,  Brooklyn. 

173-24-A—  218-220  Oakland  street  or  230  Greenpoint  ave- 

nue,  rear,  Brooklyn. 

352-24-A — 219  East  avenue,  L.  I.  City,  Queens. 

357-24- A — 79-81  Rutgers  slip,  Manhattan. 

390-24-A — 120  Garretson  avenue,  Dongan  Hills,  S.  I., 
Richmond. 

393-24- A — 22  Columbus  place,  Brooklyn. 

404-24-lA— 205-207  South  Oxford  street,  Brooklyn. 
440-24-A — 19-55  West  27th  street,  Manhattan. 

49 1-24- A — 730  Fifth  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue.  The  Bronx. 

512-24-A — 525  531  Surf  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  3,  1924,  at  10 
o’clock,  in  Room  919.  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  345-24-BZ — Application,  March  6.  1924,  under  the 
building  zone  resolution,  of  Paul  J. 
Morrison,  applicant,  on  behalf  of 
George  and  Adelaide  Morrison,  owners, 


to  permit  in  a  residence  district  the  a 
teration  and  change  of  occupancy  fro- 
residence  to  a  business  use ;  premises  ] 
Verandah  place,  Brooklyn. 

cal.  no.  348-24-BZ — Application,  March  6,  1924,  under  tl 
building  zone  resolution,  of  Levy  ar 
Berger,  architects,  on  behalf  of  Nath; 
Harrison,  owner,  to  permit  in  a  res 
dence  district  the  alteration  and  chanj 
of  occupancy  from  residence  to  a  bus 
ness  use;  premises  226-228  Tompkii 
avenue,  Brooklyn. 

cal.  no.  358-24-BZ — Application,  March  10,  1924,  und 
the  building  zone  resolution,  of  Jose; 
A.  Arnold,  applicant,  on  behalf  of  A 
lied  Cleaning  and  Dyeing  Corporatio 
owner,  to  permit  in  a  business  distri 
the  extension  of  a  dry  cleaning  esta 
lishment ;  premises  330-332  Freem; 
avenue,  Long  Island  City,  Queens. 

William  E.  Walsh,  Chair-man. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24-S — 45-47  East  20th  street,  Manhattan. 

226-24-S — 14-20  Sheriff  street  and  87-91  Broome  stre< 
Manhattan. 

342-24-S— 2871-2875-2879  Broadway,  Manhattan. 
344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-<S — 129-133  West  27th  street,  Manhattan. 
450-24-S — 79-83  Washington  street  and  39-45  York  stre 
Brooklyn. 

456-24-S — 102-104  Greenwich  street,  Manhattan. 
462-24-S — 30  West  58th  street,  Manhattan. 

490-24-S— 2138  Third  avenue,  Manhattan. 

467-24-S— 13  East  16th  street,  Manhattan. 

476-24-S — 457  Sixth  avenue,  Manhattan. 

489-24-S — 416-418  West  26th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  < 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3-24-A — 2242  Second  avenue,  Manhattan. 

318-24-A — 139-25  Hillside  avenue,  Jamaica,  Queens. 

374- 24- A — 37  West  111th  street,  Manhattan. 

375- 24-A— 317  West  52nd  street,  Manhattan. 

376- 24-A — 419  East  66th  street,  Manhattan. 

377- 24-A — 31  West  116th  street,  Manhattan. 

38 1-24- A — 123  Marble  Hill  avenue,  The  Bronx. 

408-24-A — 222  South  street  and  100-102  Market  slip,  Mu 

hattan. 

427-24-A — ‘160-166  7th  street,  Brooklyn. 

447-24-A— 65-67  West  45th  street,  Manhattan. 
455-24-A— 120  Broadway,  Manhattan. 

457-24- A — 185-187  East  Broadway,  Manhattan. 
459-24-A — North  side  of  Warburton  avenue,  between  1 
and  5th  streets,  Bayside,  Queens. 
474-24-A — 254  South  street,  Manhattan. 
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REGULAR  MEETING. 

TUESDAY  MORNING,  APRIL  29,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kcrby  and  Fire  Chief  Kenlon. 

I  he  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  April  22,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  18,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

283-24-A. 

APPELLANT — Carter,  Ledyard  &  Milburn  and  John  P. 
Fox,  for  Charles  H.  Ditson,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 18-22  East  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  John  P.  Fox. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
2  p.  m. 


92-24-A. 

APPELLANT — Charles  A.  Christman,  Inc.,  owner. 
SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 79  William  street,  L.  I.  'City, 
Queens. 

APPEARANCES'— 

For  Appellant:  Julian  Lucas,  Jr. 

ACTION  OF  BOARD' — Laid  over  to  May  20,  1924,  at  10 
a.  m.,  on  request  of  appellant’s  representative. 


1268-23-A. 

APPELLANT — Eugene  de  Rosa,  for  Jupiter  Realty  Corp., 
owner. 

SUBJECT — 'Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — 51-59  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Alexander  J.  McManus. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1924,  at 
10  a.  m.,  pending  action  by  the  board  of  aider- 
men  on  proposed  amendment. 


331-24- A. 

APPELLANT — Board  of  Education,  City  of  New  York, 
owner. 

SUBJECT — 'Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 508-534  West  212th  street,  Man¬ 
hattan. 

APPEARANCES^— 

For  Appellant:  Clarence  E.  Dobbin  and  Charles 
Tilgner. 

ACTION  OF  BOARD' — 'Laid  over  to  May  20,  1924,  at 
10  a.  m. 


154-24-A. 

APPELLANT — Shipley  Construction  &  Supply  Co.,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — East  side  of  Second  avenue, 
between  41st  and  42nd  streets,  Brooklyn. 
APPEARANCES-— 

For  Appellant:  Lester  A.  Ramsey  and  William  A. 
Pusch. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  C  hairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  q 

Absent :  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 

(154-24-A) 

Whereas,  Shipley  Construction  &  Supply  Co.,  owner, 
filed,  January  31,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  east  side  of  Second  avenue,  between  41st  street 
and  42nd  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
App.  No.  1758-23,  dated  January  28,  1924,  reads : 

“1.  Comply  with  requirement  of  Section  581,  Code 
of  Ordinances  for  standpipe  equipment.”;- 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  340  ft.  by  200.4  ft.  in  area  in  the  1st  story  and 
181  ft.  by  200  fit.  above;  OCCUPIED  as  offices  and  ware¬ 
house;  it  is  proposed  to  install  a  fuel  oil  burning  equip¬ 
ment,  complying  in  all  respects  with  the  privisions  of 
the  fuel  oil  rules;  and 

WiiereTas,  appellant  contends  that  the  building  is  pro¬ 
vided  with  a  sprinkler  system,  and  subdivided  by  fire 
walls  into  four  sections  in  the  1st  story  with  fire  doors 
at  openings,  and  that  the  occupancy  is  a  machinery  plant, 
which  is  not  hazardous ;  and 

Whereas,  the  board  deemed,  in  view  of  the  existing 
fire  protection  in  the  nature  of  a  sprinkler,  and  that  ap¬ 
pellant  proposes  to  file  plans  for  sprinkler  layout  with  fire 
department,  that  the  appeal  should  be  granted. 

Resolved,  that  the  decision  of  the  fire  commisisioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  occupancy,  operation  and 
use  remain  substantially  unchanged. 


1521-23-A. 

APPELLANT — John  C.  Creveling  &  Son,  Inc.,  lessee. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED1 — 792  Liberty  avenue,  Brooklyn. 
APPEARANCES'— 

For  Appellant :  Emerson  Creveling. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1521-23-A) 

Whereas,  John  C.  Creveling  &  Son,  Inc.,  lessee,  filed, 
December  23,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
792  Liberty  avenue,  Brooklyn ;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  20,  1923,  read : 

“Order  No.  5201 6-F:  1.  Provide  a  brick  wall  at 

least  18  ft.  high  along  the  south  property  line.  Sec. 
776,  Greater  New  York  Charter.” 

“Order  No.  52017-F :  1.  Provide  20  approved  water 

tanks  of  at  least  40  gallons  capacity-,  with  six  water 
buckets  to  each  tank.  Tanks  to  be  marked  Fire,  kept 
full  of  clean  water  mixed  with  a  non-freezing  solution, 
and  not  to  be  used  for  any  other  purpose.  Sec.  20, 
Ch.  12,  Code  of  Ordinances.” 
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“Order  No.  52018-F:  1.  Provide  two  yard  hydrants 
to  be  supplied  from  a  fire  pump  not  less  than  1000 
gallons  per  minute,  suctioning  from  a  tank  or  pump 
of  at  least  30,000  gallons,  also  one  monitor  nozzle 
with  remote  control,  as  per  Rule  37  adopted  by  the 
Board  of  Standards  and  Appeals  *  *  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
facing  on  Liberty  avenue,  Atkins  avenue  and  Berriman 
street,  on  which  is  located  the  plant  of  John  C.  Creveling, 
consisting  of  a  two-story  frame  office,  two  galvanized  iron 
sheds,  a  brick  stable,  a  small  frame  shed  with  plaster 
board  storage,  two  small  lumber  piles  and  two  coal  piles ; 
the  remainder  of  the  yard  being  practically  vacant;  and 

Whereas,  appellant  contends  that  to  provide  the  fire  wall 
required  would  be  a  great  hardship  as  the  amount  of  lumber 
stored  is  very  small;  that  the  amount  of  combustible  ma¬ 
terial  stored  is  so  small  as  to  render  yard  hydrants  un¬ 
necessary,  that  to  provide  20  approved  water  tanks  would 
be  also  a  hardship  and  that  he  is  willing  to  provide  five  or 
six  approved  water  tanks  of  at  least  40  gallons  capacity, 
that  there  is  a  fire  hydrant  on  Liberty  avenue,  two  on:  At¬ 
kins  avenue  and  two  on  Berriman  street,  that  there  is  only 
one  pile  of  lumber  over  8  ft.  in  height  within  50  ft.  of 
the  southerly  line  and  that  the  balance  of  the  lumber 
is  large  timbers  and  locust  posts. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted,  as  to  Order  No.  52016,  on  condition  that 
the  use,  operation  and  occupancy  remain  substantially  un¬ 
changed  ;  as  to  Order  No.  52017,  on  condition  that  not  less 
than  ten  (10)  40-gallon  water  casks,  painted  red  and  marked 
“FIRE”,  equipped  with  four  buckets  to  each  cask,  shall 
be  provided  throughout  the  yard  ;  and  as  to  Order  No.  52018, 
on  condition  that  the  present  conditions  and  distribution 
of  material  remain  substantially  unchanged,  and  that  a  ve¬ 
hicular  gateway,  at  least  10  ft.  wide,  shall  be  provided 
at  the  south  end  of  property  on  each  street. 


APPELLANT— Samuel  Rjosenblum,  for  Sterling  Mill 
Supply  Co.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 18  Morton  street,  Manhattan. 
APPEARANCES1— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— ‘Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  vote; — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  ~ 

Negative  .  0 

Absent  . - .  0 

THE  RESOLUTION: 

(1525-23-A.) 

Whereas,  Samuel  Rosenblum,  for  Sterling  Mill  Supply 
Co.,  lessee,  filed,  December  26,  1923,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  18  Morton  street,  Borough  of  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21539- 
LC,  dated  December  5,  1923,  reads : 

“Section  24,  sd.  3-c  of  Chapter  12  of  the  Code  of 
Ordinances  provides  that  no  permit  shall  be  issued 
for  the  storage  of  combustible  fibres  in  excess  of 
one’  ton  in  any  building  or  premises  of  wooden  con¬ 
struction,  except  sparsely  populated  districts,  where 
it  shall  be  in  the  discretion  of  the  Commissioner. 
“You  are,  therefore,  ordered  to 
“1.  Reduce  the  stock  of  paper  and  rags  to  one  ton.”; 

and- 


Whereas,  the  building  is  frame  and  brick  construction, 
two  stories  in  height,  25  ft.  by  76  ft.  in  area;  OCCUPIED 
for  baling  and  sorting  paper,  4  persons ;  and 

Whereas,  appellant  contends  the  rear  and  side  walls 
are  constructed  of  brick  and  that  the  front  wall  only 
is  frame  construction,  and  requests  to  be  permitted  to 
store  four  tons  of  paper  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  opening  to  the  rear  on 
easterly  gable  wall  shall  be  bricked  up ;  that  the  recom¬ 
mendations  of  the  board  of  hazardous  trades  of  the  fire 
department  of  December  21,  1918,  shall  be  complied  with; 
that  the  quantity  of  material  shall  not  exceed  four  tons; 
and  granted  so  long  as  conditions  as  to  occupancy,  use 
and  exit  are  maintained  and  otherwise  remain  unchanged. 


1553-23-A. 

APPELLANT — Curtis-Brislin  Lumber  Co.,  Inc.,  lessee. 
SUBJECT!— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 3290  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES- 

For  Appellant:  John  Brislin,  Jr. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 
CONDITIONS — -As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Fire  Chief  | 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(1553-23-A) 

Whereas,  Curtis-Brislin  Lumber  Co.,  Inc.,  lessee,  filed, 
December  28,  1923,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
3290  Atlantic  avenue,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 

December  7,  1923,  read : 

“No.  51773-F.  “1.  Provide  8  yard  hydrants  equip¬ 

ped  with  approved  2]/2  in.  hose  and  nozzles  supplied 
by  a  fire  pump  of  not  less  than  1,000  gallons  per 
minute  capacity  suctioning  from  a  tank  or  pump  of 
at  least  30,000  gallons  capacity,  also  four  monitor 

nozzles  with  remote  control,  as  per  Rule  37  adopted 
by  the  Board  of  Standards  &  Appeals  July  20th,  1923.”  ‘ 
“No.  51774-F.  “1.  Provide  40  approved  water  tanks 
of  at  least  40  gallons  capacity  with  six  water  buckets 
to  each  tank.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  with 
a  frontage  of  266  ft.  10 in.  on  Atlantic  avenue  and  a 
depth  of  584  ft.  TY\  in.,  running  through  from  Atlantic 
avenue  to  Conduit  avenue  and  McKinley  street  and  OC¬ 
CUPIED  by  the  plant  of  the  Curtis-Brislin  Lumber  Co., 
consisting  of  a  one-story  frame  office  building  on  Atlantic 
avenue  front,  a  frame  storage  shed  on  the  McKinley  street 
front,  and  a  series  of  lumber  piles  located  throughout  the 
premises;  and 

Whereas,  appellant  contends  that  to  comply  with  the 
order  would  be  a  great  hardship ;  that  on  the  west  the 
premises  adjoin  the  open  ground  of  the  Brooklyn  Water 
Works;  that  there  are  two  fire  hydrants  on  Atlantic  ave¬ 
nue  and  one  on  Euclid  avenue;  that  the  yard  is  provided 
with  a  large  number  of  water  casks  and  fire  buckets;  that 
the  yard  is  easily  accessible  from  Glenn  street,  Weldon 
street,  Atlantic  avenue  or  McKinley  street,  and  that  at 
some  futuie  date  Weldon  street  and  Glenn  street  may  be 
cut  through  and  he  would  be  compelled  to  pay  assess¬ 
ments  for  water  mains. 
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Resolved ,  that  the  order  of  the  fire  commissioner,  No. 
51773,  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  use,  occupancy 
and  distribution  of  material  on  premises  remain  substan¬ 
tially  unchanged;  and  that  the  order  of  the  fire  commis¬ 
sioner,  No.  51774,  be  and  it  hereby  is  affirmed,  and  the 
appeal  be  and  it  hereby  is  denied. 


1554-23-A. 

APPELLANT — John  H.  MacDowell,  for  John  H.  Mac- 
Dowell  Lumber  Co.,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 30-36  Union  avenue  and  11-13 
Montrose  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  John  H.  MacDowell. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION : 


(1554-23-A) 

Whereas,  John  H.  MacDowell,  owner,  filed,  December 
28,  1923,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  30-36 
Union  avenue  and  11-13  Montrose  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  21,  1923,  reads : 

“Order  No.  51834-F.  1.  Provide  a  brick  wall  18 

feet  high  on  the  North  and  East  side.  Section  776, 
Greater  New  York  Charter.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  100  ft.  on  Montrose  avenue  and  100 
ft.  on  Union  avenue,  on  which  is  located  the  plant  of  the 
MacDowell  Lumber  Company,  consisting  of  a  one-story 
brick  office  building,  a  one-story  small  frame  stable,  a 
lumber  shed,  two  lumber  piles  and  three  driveways ;  the 
building  to  the  north  is  a  2)4-story  frame  dwelling  and 
the  building  to  the  east  is  a  3-story  frame  building;  and 
Whereas,  appellant  contends  that  there  is  a  16  ft.  drive¬ 
way  between  the  lumber  piles  and  the  nearest  exposure 
to  the  east;  at  the  north  it  is  proposed  to  remove  the 
lumber  pile  from  its  present  situation,  using  site  for  drive¬ 
way  and  replacing  pile  where  driveway  is  now  located,  and 
appellant  further  contends  that  there  are  three  (3)  fire 
hydrants  in  immediate  vicinity  of  yard ;  and 
Whereas,  the  board  deemed  that  a  driveway  should  be 
maintained  along  north  property  line,  except  where  stable  is 
located. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  driveway  be  provided  and 
maintained  along  the  northerly  property  line  from  Union 
avenue  front,  not  less  than  16  ft.  wide,  from  front  to 
rear,  running  the  full  length  of  the  property;  and  granted 
so  long  as  conditions  otherwise  as  to  occupancy  and  dis¬ 
tribution  of  material  remain  substantially  unchanged. 


105-24-A. 

APPELLANT — Auto  Truck  Garage  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 361  Avenue  A,  Manhattan. 
APPEARANCES— 

For  Appellant :  Charles  G.  Bond. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Beatty .  l 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent  .  o 

THE  RESOLUTION: 

(105-24-A) 


Whereas,  The  Auto  Truck  Garage  Co.,  Inc.,  lessee, 

filed,  January  23,  1924,  an  appeal,  with  the  board  of  ap¬ 

peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  361  Avenue  A,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  35396- 
F,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  brick  walls  with 
steel  girders  and  concrete  floors,  two  stories  in  height, 

175  ft.  by  103  ft.  (18,400  sq.  ft.),  irregular  in  area;  OC¬ 

CUPIED  as  a  garage;  and 
Whereas,  appellant  proposes  to  provide  fire  extinguishers. 
Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1556-23-A. 

APPELLANT- — Oscar  Keppler,  lessee. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 545-565  Flushing  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  Oscar  Keppler. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(1556-23-A) 

Whereas,  Oscar  Keppler,  lessee,  filed,  December  29, 
1923,  an  appeal,  with  the  board  of  appeals,  from  orders  of 
the  fire  commissioner,  affecting  premises  545-565  Flushing 
avenue,  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  7,  1923,  read : 

“Order  No.  51845-F.  1.  Provide  yard  hydrant  with 

approved  nozzle  and  2 inch  hose  attached  as  per 
Rule  37,  Board  of  Standards  and  Appeals,  July  20th, 
1923.  Sec.  776,  Greater  New  York  Charter.” 

“Order  No.  51846-F.  1.  Provide  a  fire  wall  at 

least  18  ft.  high,  around  lumber  yard,  where  lumber 
is  stored  within  30  ft.  of  a  frame  building;  or  within 
30  ft.  of  unprotected  openings  in  exterior  walls  of 
brick  buildings.  Sec.  776,  Greater  New  York  Char¬ 
ter.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  with 
a  frontage  of  225  ft.  on  Flushing  avenue,  and  a  depth 
of  100  ft.,  an  which  is  located  the  plant  of  Oscar  Keppler, 
lumber  dealer,  a  two-story  brick  building,  a  one-story 
frame  shed,  and  a  number  of  lumber  piles  15  ft.  in  height; 
and 

Whereas,  appellant  contends  that  the  provisions  of  the 
brick  wall  and  fire  hydrants  would  tend  to  confiscate  his 
property,  that  he  has  occupied  the  premises  as  a  lumber 
yard  for  twenty-three  (23)  years  and  that  there  are  four 
(4)  fire  hydrants  in  the  immediate  vicinity,  that  the  ex- 
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posure  to  the  east  is  a  five-story  brick  factory  building, 
that  there  are  open  yards  to  the  rear  and  two  six-story 
brick  buildings. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  'modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  distribution  of  material 
and  the  driveways,  as  indicated  on  plan,  are  maintained ; 
and  that  not  less  than  ten  (10)  forty-gallon  water  casks, 
painted  red  and  marked  “FIRE”  and  equipped  with  four 
fire  buckets  to  each  cask  shall  be  maintained  throughout 
the  yard. 


34-24-A. 

APPELLANT— Kings  County  Woodworking  Co.,  Inc., 
lessee. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 421-425  Livonia  avenue  and 
432-442  Junius  street,  Brooklyn. 
APPEARANCES'—' 

For  Appellant:  Herman  E.  Horwood. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(34-24-A) 

Whereas,  Croker  Nat.  Fire  Prev.  Eng.  Co.,  for  Adolph 
Mosson,  owner,  filed,  January  10,  1924,  an  appeal,  with 
the  board  of  appeals,  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  421-25  Livonia  avenue  and  432-42 
Junius  street,  Brooklyn;  and  _ 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  20,  1923,  read : 

“No.  52540-F.  1.  Provide  a  separate  and  distinct  sys¬ 
tem  of  Automatic  Sprinklers  throughout  factory  build¬ 
ing  having  at  least  one  source  of  water  supply.  *  *  *. 

“No.  52541-F.  1.  Provide  a  brick  wall  18  ft.  high 

on  north  side  separating  yard  from  three  story  frame 
tenement,  also  on  west  side  separating  yard  from  three 
story  brick  tenement.  Section  776,  Greater  New  York 
Charter.  *  *  ; 

and  _  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  facing 
on  Junius  street  and  Livonia  avenue,  on  which  is  located 
the  plant  of  the  Kings  (County  Woodworking  Co.,  consist¬ 
ing  of  open  lumber  piles,  a  one-story  shed,  a  one-story 
metali  building  and  a  two-story  and  basement  frame  build¬ 
ing,  50  ft.  by  60  ft.  in  area;  OCCUPIED  as  a  woodwork¬ 
ing  factory,  20  persons;  the  adjoining  building  to  the  north 
is  a  frame  tenement  and  the  building  to  the  west  is  a  three- 
story  brick  tenement ;  and 

Whereas,  appellant  proposes  to  shift  the  north  drive¬ 
way,  so  open  space  will  be  next  to  the  frame  dwelling 
and  contends  the  exposure  to  the  west  is  an  unpierced  brick 
wall;  in  regard  to  sprinkler  order  on  woodworking  build¬ 
ing,  contends  the  area  is  small  and  the  building  is  only 
two  stories  in  height  and  that  it  is  protected  with  water 
tanks  and  buckets. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  as  to  Order 
No.  52540  is  granted  on  condition  that  not  less  than  four 
water  casks  shall  be  provided  on  each  floor  of  twcnstory 
building,  casks  to  be  painted  red  and>  marked  “FIRE”  and 
equipped  with  not  less  than  four  (4)  buckets  to  each 
cask;  and  as  to  Order  No.  52541,  granted  on  condition  that 
an  open  driveway,  not  less  than  16  ft.  wide,  shall  be  main¬ 
tained  along  northerly  property  line  on  Junius  street;  and 
that  conditions  otherwise  throughout  the  premises  as  to 


distribution  of  material  and  occupancy  remain  substantially 
unchanged. 

110-24-A. 

APPELLANT — James  Kearney,  for  Federal  Reserve  Bank, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 42-52  Nassau  street,  28-60 
Maiden  lane,  21-51  Liberty  street,  Manhattan. 
APPEARANCES'— 

For  Appellant:  James  Kearney. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  B O ARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(110-24-A) 

Whereas,  James  Kearney,  for  Ballard  Oil  Equipment 
Co.,  owner,  filed,  January  25,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  42-52  Nassau  street,  28-60  Maiden 
lane  and  21-51  Liberty  street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
App.  No.  292-23,  dated  January  16,  1924,  reads: 

“1.  (Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  &  Appeals.”; 

and  _  .... 

Whereas,  the  building  is  fireproof,  15  stories  in  height, 
164  ft.  9  in.  by  351  ft.  in  area;  to  be  OCCUPIED  as  a 
bank,  with  offices  above;  it  is  proposed  to  install  a  fuel 
oil  burning  equipment  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  excepting  that  the  burner 
is  not  of  an  approved  type;  and 

Whereas,  appellant  requests  a  temporary  permit  for  90 
days,  pending  approval  of  the  burner  by  the  board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  for  a  temporary  period  of  ninety  days,  pending 
determination  by  the  board  as  to  approval  of  this  burner, 
on  condition  that  the  fuel  oil  burning  equipment  installed 
shall  comply  with  the  fuel  oil  rules  in  all  other  respects 
and  that  necessary  permit  shall  be  obtained  from  the  fire 
department. 

147-24-A. 

APPELLANT— The  Long  Island  Railroad  Company,  for 
The  Stuiyvesant  Real  Estate  Company,  owner. 
SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1490-1496  Herkimer  street, 
Brooklyn. 

APPEARANCES— * 

For  Appellant :  Edward  B.  Newburn. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(147-24-A)' 

Whereas,  The  Long  Island  Railroad  Company,  for  The 
Stuyvesant  Real  Estate  Company,  owner,  filed,  January 
30,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
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rder  of  the  fire  commissioner,  affecting  premises  1490-96 
ferkimcr  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu- 
ry  11,  1924,  reads: 

“1.  Provide  two  yard  hydrants,  etc.,  as  per  Rule  No. 
37  of  standpipe  regulations  of  the  Board  of  Standards 
and  Appeals.  Sec.  776,  Greater  New  York  Charter.”; 

nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  facing 
n  Herkimer  street,  Havens  place  and  Atlantic  avenue,  on 
-hich  is  located  the  lumber  yard  of  the  Atlantic  Wrecking 
o. ;  the  yard  is  subdivided  by  driveways  and  lumber  piled 
i  various  stacks,  with  a  one-story  frame  office  in  the 
orthwest  section ;  and 

Whereas,  appellant  contends  that  there  are  three  city 
vdrants  in  the  immediate  vicinity  of  the  lumber  yard, 
lat  there  are  seven  gangways  and  at  the  head  of  each 
angway  there  is  a  40  gallon  tank  and  six  fire  pails  to 

ich  tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 

hereby  is  granted  on  condition  that  appellant  provide 
id  distribute  throughout  the  premises  not  less  than  ten 
10)  forty-gallon  water  casks,  painted  red  and  marked 
FIRE”  and  equipped  with  four  water  buckets  to  each 
isk. 


18-24-A. 

PPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Brooklyn  Factory  &  Power  Co.,  Ltd., 

owner. 

UBJECT — Appeal  from  order  of  fire  Commissioner. 
REMISES  AFFECTED1 — 20-30  Morton  street,  Brooklyn. 
.PPEARAN1CES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(148-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
o.,  for  Brooklyn  Factory  &  Power  Co.,  Ltd.,  filed,  Janu- 
7  30,  1924,  an  appeal,  with  the  board  of  appeals,  from 
l  order  of  the  fire  commissioner,  affecting  premises  20-30 
orton  street,  Borough  of  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  53084- 
,  dated  January  8,  1924,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2 y2  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars,  and  roofs)  placed  within  main  stairway  enclo¬ 
sure.”; 
id 

Whereas,  the  building  is  equipped  with  a  sprinkler  sys- 
m,  is  non-fireproof,  four  stories  (47  ft.  8  in.)  in  height, 
•0  ft.  by  105  ft.  (6,400  sq.  ft.),  irregular  in  area;  OCCU- 
IED  for  the  manufacture  of  wire  springs,  84  persons 

entire  building ;  and 

Whereas,  appellant  contends  there  is  no  necessity  for 

e  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
id  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  occupancy  and  operation  re- 
ain  substantially  unchanged  and  that  the  present  sprinkler 
stem  shall  be  maintained. 


175-24-A. 

APPELLANT — Keystone  Varnish  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 71-79  Otsego  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  R.  FI.  Everett. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(175-24-A) 

Whereas,  Keystone  Varnish  Co.,  owner,  filed,  February 
4,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  71-79  Ot¬ 
sego  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  85049- 
LC,  dated  January  8,  1924,  reads: 

“You  are  hereby  notified  that  an  inspection  of  above 
premises,  used  for  the  storage  of  turpentine,  alcohol 
and  etc.,  shows  that  the  following  must  be  done  before 
permit  requested  by  you  can  be  issued : 

“1.  Provide  an  approved  storage  system  for  storing 
and  handling  all  volatile  inflammable  oils  and  liquids.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  46  ft.  by  49  ft.  in  area;  OCCUPIED  for  the  thin¬ 
ning  or  reducing  of  varnish,  3  persons ;  and  being  one  of 
three  buildings  used  for  manufacture  of  varnish;  and 

Whereas,  appellant  contends  permits  have  been  issued 
for  many  years  for  the  present  gravity  system  of  storage 
of  inflammable  liquids ;  that  to  comply  with  the  order  would 
change  the  entire  system  and  require  the  expenditure  of 
a  very  large  sum  of  money  and  such  a  change  to  a  pres¬ 
sure  or  pumping  system  would  effect  no  adequate  benefit 
as  regards  fire  hazard. 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is>  modified ,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  any  volatile  inflammable  ma¬ 
terial  shall  be  maintained  in  tanks  and  buried  below  ground 
and  vented  to  outer  air. 


181-24-A. 

APPELLANT — Emil  Guterman,  for  Cropsey  &  Mitchell, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED^West  side  of  Cropsey  lane, 
250  ft.  south  of  Cropsey  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon  .  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(181-24-A) 

Whereas,  Emil  Guterman,  for  Cropsey  &  Mitchell, 
owner,  filed,  February  4,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  west  side  of  Cropsey  lane,  250  ft.  south 
of  Cropsev  avenue,  Brooklyn ;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  51991- 
F,  dated  January  15,  1924,  reads: 

“1.  Provide  2  yard  hydrants  equipped  with  approved 
nozzle  and  sufficient  approved  2 inch  hose  as  per 
Rule  37  of  the  Board  of  Standards  and  Appeals  adopted 
July  20th,  1923.  Section  776,  Greater  New  York  Char- 


Whereas,  the  premises  consist  of  a  plot  of  ground 
on  which  is  located  the  plant  of  the  Cropsey  &  Mitchell 
Lumber  Co.,  consisting  of  a  one-story  frame  lumber  shed. 
97  ft.  by  160  ft.  on  one  side  of  Cropsey  lane,  and  a  one- 
story  frame  lumber  shed  50  ft.  by  150  ft.  on  the  other 
side  of  Cropsey  lane,  and  a  one-story  frame  yard  office 
and.  a  number  of  lumber  piles;  and 

Whereas,  appellant  contends  that  all  the  property  south 
of  Cropsey  avenue  along  the  line  of  Cropsey  lane  and 
for  100  ft.  on  either  side  thereof  to  the  waterfront  is 
owned  by  the  appellant;  and  that  the  yard  forms  a  penin¬ 
sula  into  the  bay;  that  there  are  no  adjoining  buildings; 
that  the  owners  have  installed  two  fire  hydrants  and  a  water 
main  from  Cropsey  avenue;  and  that  there  is  sufficient 
fire  protection. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  open  driveway  from  Crop¬ 
sey  avenue,  running  south  the  entire  extent  of  the 
property,  not  less  than  40  ft.  wide,  shall  be  maintained; 
that  not  less  than  twenty  (20)  casks,  painted  red  and  marked 
“FIRE”  and  equipped  with  four  (4)  buckets  to  each  cask 
shall  be  distributed  and  maintained  throughout  the  prem¬ 
ises;  and  granted  so  long  as  conditions  and  adjoining  oc¬ 
cupancy  remain  substantially  unchanged. 


387-24-A. 

APPELLANT — L.  j.  Frantz,  for  international  Film  Serv¬ 
ice  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 2478  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  L.  J.  Frantz. 

For  Administration:  inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD> — Appeal  granted  on  condition. 
CONDiTiONS — As  specified  in  resolution. 

THE  VOTE—. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby .  5 

Negative . . . ;  •  0 


Absent:  Mr.  Connell  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

(387-24-A) 

Whereas,  L.  J.  Frantz,  for  International  Film  Service, 
Inc.,  lessee,  filed,  March  14,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  2478  Second  avenue,  Borough  of  Manhat¬ 
tan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B. 
App.  No.  788-23,  dated  March  8,  1924,  reads: 

“2.  Provide  gravity  and  pressure  tanks  of  sufficient 
capacity  due  to  nature  of  occupancy  (celluloid  film) 
and  show  same  on  elevation  sheet.” ; 

and 

Whereas,  the  premises  consist  of  a  group  of  three  fire¬ 
proof  buildings  as  follows:  One  building,  five  stories  in 
height,  200  ft.  by  170  ft.  (34,000  sq.  ft.)  in  area,  OCCU- 
*  PIED  for  dressing  rooms,  stock  rooms,  offices  and  stage 
where  motion  pictures  are  taken;  one  building,  one  story 
in  height,  78  ft.  8  in.  by  224  ft.  6  in.  (17,600  sq.  ft.)  in 
area,  OCCUPIED  as  a  carpenter  shop,  and  for  the  storage 


of  reels  of  film;  one  building,  one  story  in  height,  200  ft. 
by  197  ft.  7,  in.  (39,520  sq.  ft.)  in  area,  OCCUPIED  for 
moving  picture  studio,  200  persons ;  and 

Whereas,  appellant  proposes  to  install  as  a  secondary 
source  of  supply  in  the  yard  a  50,000  gallon  gravity  tank 
on  steel  supports;  bottom  of  tank  to  be  91  ft.  above  ground 
and  20  ft.  above  highest  line  of  sprinklers  in  main  build¬ 
ing.  The  proposed  primary  supply  consists  of  an  8  in. 
connection  to  the  12  in.  main  on  Second  avenue,  this  12 
in.  main  having  a  pressure  of  40  pounds  per  square  inch; 
as  an  additional  sprinkler  supply  it  is  proposed  to  install 
one  1,000  gallon  per  minute  electrically-driven  pump. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  gravity  tank  of  not  less  than 
50,000  gallons  capacity  shall  be  installed  on  steel  structure 
in  open  yard,  free  standing  of  any  other  building  on  the 
premises,  supplied  with  8-inch  connection  to  city  main; 
and  that  one  (1)  one  thousand  gallon  per  minute  electri¬ 
cally-driven  pump  shall  be  installed. 


749-22- A. 

APPELLANT — -William  F.  Doyle,  for  Williamsburg  Ice 
Company,  owner. 

SUBJECT — Application  to  reopen — .appeal  from  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 258-262  Maujer  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  William  P\  Doyle. 

ACTION  OF  BOARD — Appeal  reopened.  Hearing  on 
modification  set  for  May  20,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative .  0 


Absent:  Fire  Chief  Kenlon  and  Mr.  Holland  ..  2 


489-23-A. 

APPELLANT — John  Wanamaker  Co.,  owner. 

SUBJECT — Application  for  extension  of  permit  (re:  ap¬ 
peal  from  decision  of  fire  commissioner). 

PREMISES  AFFECTED — 772-786  Broadway,  71-91  East 
9th  street,  60-70  East  10th  street  and  60-72  Fourth 
avenue,  Manhattan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Chairman  read  request  for  exten¬ 
sion  of  permit.  Reopened  and  extension  of  permit 
granted  for  ninety  days,  plans,  in  meantime,  to  be 
checked  by  fire  department. 

THE  VOTE  TO  REOPEN^  AND'  EXTEND  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 


Absent :  Fire  Chief  Kenlon  and  Mr.  Holland  . .  2 

THE  RESOLUTION: 

(489-23-A) 

Whereas,  John  Wanamaker  Co.  filed,  April  20,  1923, 
an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  722-786  Broad¬ 
way,  71-91  East  9th  street,  60-70  East  10th  street  and  60-72 
Fourth  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
“The  use  of  a  fuel  oil  burning  equipment  may  not 
be  permitted  in  a  building  of  hazardous  occupancy.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
301  ft.  6  in.  by  334  ft.  9  in.,  irregular  in  area;  OCCUPIED 
as  a  department  store;  and 
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Whereas,  pending  the  action  of  the  board  of  appeals 
on  the  case,  the  appellant  requests  permission  to  operate 
his  plant  for  a  period  of  90  days  at  his  own  risk;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  13,  1923,  October  23,  1923,  and  December 
11,  1923,  for  a  temporary  period  of  90  days  and  appellant 
requested  an  extension  of  this  permit  and  has  requested 
a  further  extension. 

:  Resolved ,  that  the  board  of  appeals  does  hereby  grant  a 

*emporary  permit,  for  a  period  of  ninety  (90)  days  from 
the  date  of  this  action,  at  the  operator’s  own  risk,  for 
fuel  oil  burning  plant,  equipped  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals,  subject  to 
inspection  by  a  committee  of  the  board. 


775-21-A. 

APPELLANT — Candolo  Calabrese,  lessee. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 1105  60th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Salvatore  Anastasia. 

ACTION  OF  BOARD— Appeal  reopened;;  extension  of 
permit  granted  for  two  years  from  date  of  expira¬ 
tion  of  last  permit. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 


(775-21-A) 

Whereas,  Sandolo  Calabrese,  lessee,  filed,  May  6,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  1105  60th  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  64951- 
LC,  dated  May  2,  1921,  reads: 

“Maintenance  of  your  business  (junk  shop)  is  a 
violation  of  Section  4  of  art.  2  of  the  Bldg.  Zone  Reso¬ 
lution  of  the  Board  of  Estimate  and  Apportionment  of 
the  City  of  N.  Y.,  adopted  July  25,  1916,  inasmuch  as 
junk  shop  is  prohibited  in  a  business  district. 

“In  addition  to  the  above,  the  storage  of  combustible 
fibre  (rags  and  paper)  in  a  building  of  wooden  con¬ 
struction  located  in  the  fire  limits  except  in  sparsely 
populated  districts  is  a  violation  of  sd.  3-c  of  section  24, 
chapter  12,  Code  of  Ord. 

“You  are  therefore  ordered  to  remove  all  combusti¬ 
ble  fibre  (rags  and  paper)  from  the  premises  and  dis¬ 
continue  the  use  of  said  premises  as  a  junk  shop.”; 

t  and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  100 
ft.  by  100  ft.  in  area,  located'  in  a  business  district  inside 
the  fire  limits,  upon  the  front  of  which  there  is  a  two- 
story  building;  occupied  in  the  ground  floor  as  a  junk 
shop;  2nd  story,  dwelling,  upon  the  rear  one  story  frame 
sheds,  30  ft.  by  80  ft.  in  area,  occupied;  for  the  storage  of 
combustible  fibre  (rags  and  paper)  ;  and 

Whereas,  the  appellant  has  filed  affidavits  that  he  has 
conducted  a  junk  shop  on  the  premises  continuously  since 
April  1,  1916;  and 

Whereas,  this  appeal  was  dismissed  for  lack  of  prose¬ 
cution  on  July  19,  1921,  by  the  board  of  appeals,  and 
later  restored  to  the  calendar ;  and  granted  by  the  board 
for  a  period  of  two  years  from  December  27,  1921,  and 
appellant  requested  an  extension  of  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  to  permit  the  maintenance  of  the  storage  of  rags 
and  papers  in  quantity  not  to  exceed  five  tons  on  these 
premises  for  a  temporary  period  of  two  years  from  the 
date  of  expiration  of  previous  permit,  that  is,  December 
27,  1923. 


1353-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  Kraslow 
Bldg.  Co.,  Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFhEClED — 156-172  East  21st  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  for  exten¬ 
sion  of  permit.  Appeal  reopened.  Extension  of 
permit  granted  for  ninety  days  at  owner’s  risk. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Bpulton,  Connell,  Holland  and  Kerby  ....  6 


Negative .  o 

Absent :  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 


(1353-23-A) 

Whereas,  Simplex  Oil  Heating  Corp.,  for  Kraslow  Bldg. 
Company,  Inc.,  owner,  filed,  November  22,  1923,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  156-172  East  21st  street, 
Brooklyn;  and 

W hereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  August  6,  1923,  in  acting  on  Alt.  App.  856-23,  reads: 

“1.  The  storage  and  use  of  fuel  oil  is  not  permit¬ 
ted  in  a  tenement  house.”; 

and 

W  hereas,  the  building  is  non-fireproof ,  four  stories  in 
height,  75  ft.  by  121  ft.  8  in.  in  area;  OCCUPIED  as  a 
tenement;  it  is  proposed  to  install  in  the  cellar  of  this 
tenement  a  fuel  oil  burning  equipment  of  the  Simplex 
Oil  Heating  Corp.,  equipment  to  be  installed  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals, 
except  that  the  pumps  and  burners  are  not  approved ;  and 

Whereas,  appellant  requests  a  temporary  permit  for  this 
device  of  ninety  (90)  days;  and 

Whereas,  the  board,  deemed  that  this  matter  should  be 
referred  back  to  the  fire  department  for  reconsideration 
under  the  amended  fuel  oil  rules,  and  that  a  temporary 
permit  should  be  granted  for  the  operation  of  the  Simplex 
oil  heating  burner  on  these  premises  at  owner’s  risk  for 
a  period  of  ninety  (90)  days  on_j:ondition  that  the  fuel 
oil  rules  of  the  board  of  standards  and  appeals  are  com¬ 
plied  with  in  all  other  respects ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  January  29,  1924,  for  a  temporary  period  of  ninety 
days  and  appellant  requested  an  extension  of  permit. 

Resolved,  that  the  board  of  appeals  does  hereby  grant 
a  temporary  permit  for  a  period  of  ninety  days  from  the 
date  of  this  action  for  the  operation  of  the  Simplex  oil 
heating  burner  on  these  premises  at  owner’s  own  risk 
on  condition  that  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals  be  complied  with  in  all  other  respects. 


BUILDING  ZONE  CASES. 

282-24-BZ. 

APPLICANT — Harry  Lederer,  lessee;  G.  Norton,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  .a  business  district  extend¬ 
ing  partly  into  an  undetermined  district  the  change 
of  occupancy  from  an  automobile  salesroom  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — South  side  of  Mermaid  ave¬ 
nue,  115  ft.  east  of  Beach  36th  street,  and  north 
side  of  Far  Rockaway  boulevard,  67  ft.  4  in.  west 
of  Beach  35th  street,  Edgemere,  Queens. 

APPEARANCES— 

For  Applicant:  R.  C.  Norton. 

For  Opposition :  Harmon  Ackerman. 

ACTION  OF  BOARD — Laid  over  to  May  20,  1924,  at 
10  a.  m.,  on  request  of  objector’s  representative. 
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192-24-BZ. 

APPLICANT— John  De  Hart,  for  J.  J.  Theodore  Rieper 
Estate,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
ereotioji  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2359-2369  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition:  Arthur  G.  Basch  and  Frank  Reed. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1924,  at 
2  p.  m.,  on  request  of  objector’s  representative. 


79-24-BZ. 

APPLICANT— John  De  Hart,  for  Bainbridge  Construc¬ 
tion  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  distr*ct  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 280-284  West  Fordham  road, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Miss  M.  Sherman. 

For  Opposition:  David  M.  Jones. 

ACTION  OF  BOARD— Laid  over  to  May  20,  1924,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


101-24-BZ. 

APPLICANT — James  Crooke  McLeer,  for  Georgana  G. 
Pengel,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 586-594  Coney  Island  avenue, 
225-231  East  9th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  Crooke  McLeer,  H.  M.  Moor¬ 
head,  Harry  A.  Yarish. 

For  Opposition :  Samuel  M.  Brook. 

ACTION  OF  BOARD— Laid  over  to  May  6,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 


O  •  X  1 1  •  y  X  O  X  i  LX  IX  T  IVtV  v/  X  L/  t-*  x  vx  • 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby  and 

Holland  . 4 

Negative :  Chairman  Walsh  and  Fire  Chief  Ken- 

Ion  . 2 

Absent :  Mr.  Connell  .  1 


1531-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Nellie  C.  Kirby, 
owner. 

SUBJECT — Application  (re:'  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1125-1137  Union  avenue,  The 
Bronx. 

APPEARANCES- 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  Charles  A.  Comner,  William  J. 

Fry,  Mr.  Jones. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Messrs.  Beatty,  Kerby,  Holland 


and  Fire  Chief  Kenlon  .  4 

Negative:  Chairman  Walsh  and  Mr.  Boulton  ..  2 

Absent :  Mr.  Connell  .  l 


168-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building 
used  in  part  for  business  purposes. 

PREMISES  AFFECTED— 1000  East  172nd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum  and  Samuel 
Aptakin. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  May  6,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby  and 

Holland  .  4 

Negative:  Chairman  Walsh  and  Fire  Chief  Ken¬ 
lon  . . .  2 

Absent :  Mr.  Connell  .  1 


I 


1 049-22-BZ. 

APPLICANT— Charles  Hlawatsch,  for  Howard  P.  Stein- 
kamp,  lessee. 

SUBJECT — Application  to  permit  in  a  residence  district 
the  maintenance  of  a  four-car  garage. 
PREMISES  AFFECTED — 58  East  190th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  None, 

For  Opposition:  Milton  S.  Hoffman  and  Frederick 
W.  Hottenroth. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRAN.T — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Kenlon  ....  5 

Absent :  Messrs.  Connell  and  Holland  .  2 

THE  RESOLUTION: 

(1049-22-BZ) 

Whereas,  Charles  Hlawatsch,  owner,  filed,  August  16, 
1922,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  four  (4)  motor  vehicles,  two 
(2)  spaces  rented  to  persons  not  residing  on  the  premises; 
premises  58  East  190th  street,  Borough  of  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  190th  street  and  Morris 
avenue  are  residence  districts  and  East  Fordham  road  is 
a  business  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Oc¬ 
tober  25,  1922,  Order  No.  14188-C,  reads: 

Discontinue  the  maintenance  of  a  garage  in 
which  is  kept  motor  vehicles  that  are  subject  to  charges 
for  storage. 


“2 — Discontinue  the  maintenance  of  a  garage  which 


and 


is  not  strictly  an  accessory  to  a  dwelling  on  the  same 
lot.” ; 


' 


Whereas,  the  existing  building  is  of  frame  and  metal 
construction,  one  story  in  height,  with  a  frontage  of  36 
ft.  and  a  depth  of  18  ft. ;  occupied  for  storage  of  four 
motor  vehicles,  space  for  two  cars  rented  to  persons  not 
residing  on  premises ;  and 
Whereas,  applicant  failed  to  substantiate  his  application 
under  the  provisions  of  section  7,  subdivision  g. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  application  be  and  it 
hereby  is  denied. 
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[t-24-BZ. 

PPLICANT — William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

OBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
ereotion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
[DEMISES  AFFECTED — East  side  of  East  181st  street, 
224.19  ft.  south  of  East  182nd  street,  The  Bronx. 
PPEARANCES — 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 

TION  OF  BOARD — Application  granted  on  condition. 
)NDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  . 0 

Absent :  Mr.  Connell  .  1 


THE  RESOLUTION: 

(353-24-BZ) 

Vhereas,  William  F.  Doyle,  for  Theodore  Roehrs,  owner, 
id,  March  7,  1924,  an  application,  under  the  building 
ne  resolution,  to  permit  in  a  business  district  the  erec- 
;  i  and  maintenance  of  a  garage  for  the  storage  of  more 
n  five  (5)  motor  vehicles;  premises  east  side  of  East 
L  sf  street  (Folin  street),  224.19  ft.  south  of  East  182nd 
;eet,  Borough  of  Bronx;  and 

Vhereas,  a  public  hearing  was  held  on  this  application 
)  the  board  of  appeals,  at  its  regular  meeting,  April  29, 
L'4,  after  due  notice  by  publication  in  the  Bulletin  of 
Board  of  Standards  and  Appeals  ;  and 
Vhereas,  the  use  district  maps  accompanying  the  build- 
l  zone  resolution  show  that  East  181st  street,  East  182nd 
; set  and  Webster  avenue  are  business  districts;  and 
Vhereas,  the  decision  of  the  superintendent  of  buildings, 
’  dered  February  11,  1924,  in  acting  on  N.  B.  Application 
S.  354-24,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

il 

Vhereas,  the  proposed  building  is  to  be  of  non-fireproof 
ustruction,  one  story  in  height,  with  a  frontage  of  254 
f  t  and  a  depth  of  148  feet,  irregular ;  to  be  occupied  as 
ijarage  for  more  than  five  motor  vehicles ;  and 
Vhereas,  the  applicant  has  filed  the  duly  acknowledged 
nsents  of  the  owners  of  84  per  cent  of  the  property  front- 
i:  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
xariation  in  the  application  of  the  use  district  regulations 
3  the  building  zone  resolution,  and  that  the  application 
)  and  it  hereby!  is  granted  on  condition  that  the  structure 
)  limited  to  a  one-story  building  above  grade  on  the 
din  street  front;  that  the  gable  walls  be  unpierced  through- 
3  their  entire  height  and  length;  that  the  front  elevation 
3  Folin  street  be  finished  with  face  brick  and  architectural 
■ra  cotta  or  stone  trimmings  and  an  ornamental  moulded 
mice  of  not  less  than  12-inch  projection;  and  that  all 
;  mits  necessary  for  the  prosecution  of  the  work  shall 
3  obtained  within  nine  months  and  the  building  completed 
?hin  eighteen  months  from  the  date  of  this  action. 


Ji-24-BZ. 

PPLICANT — William  F.  Doyle,  for  Alfonso  Celentano 
and  Terrace  Realty  Corp.,  owners. 

OBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


PREMISES  AbbECTED — East  side  Bainbridge  avenue, 
40  ft.  south  of  East  194th  street  and  west  side 
Marion  avenue,  78.42  ft.  south  of  East  194th  street, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Edward  J.  Walsh  and  John  L.  To¬ 


bin. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Connell  .  i 

THE  RESOLUTION: 

(366-24-BZ) 


Whereas,  William  F.  Doyle,  for  Alfonso  Celentano  and 
Terrace  Realty  Co.,  owners,  filed,  March  10,  1924,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit 
partly  in  a  residence  district  and  partly  in  a  business  dis¬ 
trict  the  ereotion  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles  ;  premises  east  side 
of  Bainbridge  avenue,  40  ft.  south  of  East  194th  street,  west 
side  of  Marion  avenue,  78.42  ft.  south  of  194th  street, 
Borough  of  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  193rd  street  is  a  residence 
district  and  East  194th  street  is  a  business  distriot,  and 
Marion  avenue  is  a  business  and  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1924,  in  acting  on  N.  B.  Application 
No.  609-24,  reads: 

“1.  Erection  of  garage  for  storage  of  more  than 
five  motor  vehicles  in  business  and  residence  district 
is  contrary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  91.56 
feet  and  a  depth  of  206.82  feet;  to  be  occupied  as  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved ,  that  the  decision  of  the  superintendent  of 
buildings  bo  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


116-24-BZ. 

APPLICANT — The  New  York  Edison  Company,  owner. 
SUBJECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  building  for  use  as 
an  electric  transforming  station. 

PREMISES  AFFECTED — 27  West  47th  street  and  32- 
34  West  48th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  C.  I.  Taylor  and  John  W.  Lieb. 
For  Opposition :  Robert  H.  Koehler,  Charles  M. 
Early,  Joseph  Gordon,  Samuel  Levy,  Capt. 
Pedrick  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Connell  .  i 


MINUTES 


THE  RESOLUTION: 

(116-24-BZ) 

Whereas,  John  W.  Lieb,  for  The  New  York  Edison 
Co.,  owner,  filed,  January  25,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  building  to  be 
occupied  as  an  electric  transforming  station;  premises  27 
West  47th  street,  32-34  West  48th  street,  Manhattan; 

and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  47th  street  and  West 
48th  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  17,  1924,  in  acting  on  N.  B.  App.  No, 
415-23,  reads : 

“6.  Proposed  occupancy  for  this  building  is  contrary 
to  provision  of  Section  4,  Building  Zone  Resolution, 
See  Resolution  of  Board  of  Appeals,  dated  Dec.  18, 
1923.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  three  stories  and  basement  in  height,  with  a 
frontage  of  2V/2  ft.  on  47th  street,  38  ft.  4  in.  on  48th 
street  and  a  depth  of  100  ft.  4*4  in.,  running  through  from 
street  to  street ;  to  be  occupied  as  an  electric  transformer 

station;  and  .  ,  .  .  , ,  ,  , 

Whereas,  owing  to  requirements  of  the  neighborhood 
for  power,  there  would  be  undue  hardship  in  preventing 
applicant  from  erecting  proposed  structure. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  gable 
walls  be  unpierced  throughout  their  entire  height  and  length, 
other  than  openings  wholly  within  and  opening  on  appli¬ 
cant’s  own  property;  that  the  front  elevations  as  to  de¬ 
sign  and  treatment  shall  be  finished  substantially  in  ac¬ 
cordance  with  the  water  color  design  submitted  to  the 
board  at  the  hearing;  the  first  story  at  street  level  on 
both  street  fronts  shall  be  arranged  and  maintained  as  stores 
or  show  rooms,  separated  from  the  transformer  room  area 
on  the  first  story,  street  level,  by  a  partition  of  approved 
fireproof  masonry;  that  the  architect  shall  make  a  return 
of  the  final  design  of  the  facades  to  this  board  for  approval 
before  submission  of  final  working  drawings  to  the  super¬ 
intendent  of  buildings; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


127-24-BZ. 

APPLICANT— George  F.  Spelman,  for  Fordham  K.  of 
C.  Association,  Inc.,  owner. 

SUBJECT— -Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “B”  area  residence  dis¬ 
trict  the  extension  of  an  existing  club  building 
to  the  rear  lot  line,  entirely  omitting  the  rear  yard 
as  required  by  section  12  and  16-b  of  the  zone 
resolution. 

PREMISES  AFFECTED*— £605  Grand  Concourse,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  George  F.  Spelman. 

For  Opposition :  Robert  E.  Samuels. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 


Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Mr.  Connell  . . 

Absent:  Fire  Chief  Kenlon  . 

THE  RESOLUTION: 

(127-24-BZ) 

Whereas,  George  F.  Spelman,  for  Fordham  K.  of 
Association,  Inc.,  owner,  filed,  January  28,  1924,  an  as 
plication,  under  the  building  zone  resolution,  to  pern 
in  ^  “B”  area  residence  district  the  extension  of  an  e 
isting  club  building  to  the  rear  lot  line,  entirely  om 
ting  the  rear  yard  as  required  by  sections  12  and  16-b 
the  zone  resolution;  premises  2605  Grand  Concourse,  T; 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicati*. 
by  the  board  of  appeals,  at  its  regular  meeting,  April 
1924,  after  due  notice  by  publication  in  the  Bulletin 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  bui:- 
ing  zone  resolution  show  that  Grand  Concourse  and  Cn 
ton  avenue  are  residence  and  “B”  area  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildin . 
rendered  January  10,  1924,  in  acting  on  Alt.  App.  No.  ] 
24,  reads : 

“1.  Rear  yard  must  be  provided  to  comply  wi 
requirements  of  Building  Zone  Resolution  in  reside! 
district.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  co 
struction,  two  stories  in  height,  with  a  frontage  of  i 
ft.  and  a  depth  of  38  ft.;  it  is  proposed  to  extend  l; 
building  at  rear  covering  entire  rear  of  lot;  and 

Whereas,  there  was  opposition  to  the  granting  of  ts 
application  on  the  part  of  neighboring  property  owners 
Resolved,  that  the  decision  of  the  superintendent  : 
buildings  be  and  it  hereby  is  affirmed,  and  the  applicat  i 
be  and  it  hereby  is  denied. 


346-24-BZ. 

APPLICANT — William  F.  Doyle,  for  G.  A.  Boyd,  own 
SUBJECT — Application  (re:  decision  of  superintendent  I 
buildings)  to  permit  in  a  business  district,  a: 
in  a  street  between  two  intersecting  streets, 
which  portion  there  exists  an  exit  and  entran 
to  a  public  school,  the  alteration  and  change  I 
occupancy  from  an  existing  public  stable  to: 
garage1  for  the  storage  of  more  than  five  (5)  r 
tor  vehicles. 

PREMISES  AFFECTED — 173-177  West  89th  street,  M 
hattan. 

APPEARANCES—  \ 

For  Applicant:  William  F.  Doyle,  N.  Taylor  P! 

lips  and  Vincent  L.  Liebell. 

For  Opposition:  John  L.  Rogers,  Frederick 
Henderson,  Charles  Tilgner  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Messrs.  Boulton,  Kerby  and  Hol¬ 
land  . ■ 

Negative:  Chairman  Walsh,  Messrs.  Beatty  and 

Connell  . : 

Absent:  Fire 'Chief  Kenlon  . : 

THE  RESOLUTION: 

(346-24-BZ) 

Whereas,  William  F.  Doylej  for  G.  A.  Boyd,  owi- 
filed,  March  6,  1924,  an  application,  under  the  build j 
zone  resolution,  to  permit  in  a  business  district,  and  i 
the  same  block  with  a  public  school,  the  alteration 
change  of  occupancy  from  an  existing  public  stable  < 
a  garage  for  the  storage  of  more  than  five  motor  vehicl 
premises  173-77  West  89th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  applica  ; 
by  the  board  of  appeals,  at  its  regular  meeting,  April  - 
1924,  after  due  notice  by  publication  in  the  Bulletin 
the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  West  89th  street  and  Am- 
erdam  avenue  are  business  districts,  and  West  90th  street 
a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
ndered  February  18,  1924,  in  acting  on  Alt.  App.  No.  300- 
j24,  reads : 

“1.  The  proposed  change  of  use  from  stable  to 
garage  is  prohibited  by  section  20  of  the  Building  Zone 
Resolution,  inasmuch  as  there  is  a  school  within  the 
same  block. 

“2.  A  change  from  one  prohibited  use  to  another 
when  structural  alterations  are  necessary  for  the  con¬ 
version  is  prohibited  by  section  6  of  the  Building  Zone 
Resolution.” ; 
id 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
ruction,  four  stories  in  height,  with  a  frontage  of  75  ft. 
id  a  depth  of  100  ft.  8 in.,  occupied  as  a  stable;  it 
proposed  to  convert  the  building  to  a  garage  for  more 
an  five  motor  vehicles  without  structural  alterations;  and 
Whereas,  this  building  is  located  on  a  street  between 
tersecting  streets  on  which  there  is  a  public  school,  and 
ere  was  opposition  to  the  granting  of  this  application. 
■  Resolved,  that  the  decision  of  the  superintendent  of 
hidings  be  and  it  hereby  is  affirmed,  and  the  application 
and  it  hereby  is  denied. 


17-23-BZ. 

PPLICANT — 'John  De  Hart,  for  Ida  I.  Eckhoff,  owner. 

iUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

REMISES  AFFECTED— 155-169  Empire  boulevard, 
Brooklyn. 

PPEARANCES— None. 

CTION  OF  BOARD— Laid  over  to  May  6,  1924,  at 
10  a.  m. 


iil2-22-BZ. 

PPLICANT — James  P.  Whiskeman,  for  Willis  F.  Har¬ 
ding,  owner. 

OBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  of  a  garage  for  more  than 
five  motor  vehicles. 

REMISES  AFFECTED— Southeast  corner  of  Webster 
avenue  and  Depot  square,  South,  The  Bronx. 
PPEARANCES— 

For  Applicant:  James  P.  Whiskeman. 

For  Oppositon :  None. 

CTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  May  13,  1924,  at  2  p.  m. 

HE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


•6-21-BZ. 

PPLICANT— Margaret  McDermott,  owner. 

UBJECT — 'Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  occupied  by  one  business 

car. 

REMISES  AFFECTED— 1104  University  avenue,  The 

Bronx. 

PPEARANCES— 

For  Applicant:  R.  J.  Young. 

For  Oppositon :  None. 

TION  OF  BOARD— Application  reopened;  extension 
of  permit  granted  for  two  years. 


THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  o 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(876-21-BZ) 


Whereas,  Margaret  McDermott,  owner,  filed,  April  18, 
1921,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  residence  district  the  maintenance  of  a  garage 
occupied  by  one  business  car;  premises  1104  University 
avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  18, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  University  avenue  (Lind 
avenue),  165th  street  and  Summit  avenue  are  residence 
districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  9,  1921.  Order  No.  4895-C,  reads: 

“1.  Discontinue  the  maintenance  of  garage  which  is 
not  maintained  strictly  as  an  accessory  to  a  ‘dwelling 
on  the  same  lot  and  in  which  is  kept  motor  vehicles 
that  are  used  for  business  purposes  on  these  premises.”; 
and 

Whereas,  the  building  is  one  story  in  height,  with  a 
frontage  of  20  ft.  and  a  depth  of  10  ft.,  occupied  as  a 
garage  for  one  car  used  by  the  owner  of  the  premises  in 
her  business ;  and 

Whereas,  the  applicant  has  amended  her  application  and 
appeals  under  the  provision  of  section  7,  subdiv.  F  of  the 
building  zone  resolution ;  and 

Whereas,  this  application  was  granted  by  the  board  ar 
its  meeting  October  18,  1921,  for  a  temporary  period  of 
two  years  and  applicant  requested  an  extension  of  time. 

Resolved,  that  the  board  of  apneals  does  hereby  make  a 
variation  in  the  application  6f  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  permitting  the  occupancy  of 
the  garage  for  not  more  than  one  business  car,  the  property 
of  the  owner  of  the  premises,  for  a  temporary  period  of 
two  vears  from  the  expiration  of  the  previous  permit,  that 
is,  October  18,  1923. 


400-23-iBZ. 

APPLICANT — Rich  &  Mathesius,  for  Frederick  Mathe- 
sius,  owner. 

SUBJECT — Application  for  reopening  ( re :  decision  of 
superintendent  of  buildings')  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  Vermilyea 
avenue  and  Dyrkman  street.  Manhattan. 
APPEARANCES— 

For  Applicant:  Frederick  Mathesius. 

For  Opnositon :  None. 

ACTION  OF  BOARD — Application  reopened:  extension 
of  time  granted  to  obtain  permits  and  complete 
work. 

THi7  VOTF  TO  REOPEN  AND  EXTEND  TIME  FOR 
PERMITS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beattv, 
Boulton,  Connell,  Holland  and  Kerbv  _  6 


Negative  .  f) 

Absent;  Eire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(409-23-RZ) 


WnEpr's.  Rich  &  Mathesius.  for  Frederick  Mathesius, 
owner,  filed.  April  6,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
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erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  southeast 
corner  of  Vermilyea  avenue  and  Dyckman  street,  Manhat¬ 
tan  ;  and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  26, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dyckman  street  and  Sher¬ 
man  avenue  are  business  districts  and  Vermilyea  avenue 
is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  21,  1923,  in  acting  on  N.  B.  App. 
No.  115-23,  reads:  .  . 

“1.  Inasmuch  as  the  premises  are  located  in  a  busi¬ 
ness  district  the  erection  of  a  building  for  a  garage 
occupancy  is  contrary  to  the  Building  Zone  Resolu¬ 
tion,  Section  4.” ; 

and  ...  * 

Whereas,  the  proposed  building’  is  to  be  of  non-fireproof 
construction,  two  stories  and  cellar  in  height,  with  a  front¬ 
age  of  100  ft.  and  a  depth  of  100  ft.  in  the  1st  story  and 
a  depth  of  30  ft.  irregular  in  the  2nd  story ;  to  be  occu¬ 
pied,  cellar  and  1st  story,  garage  for  more  than  five  mo¬ 
tor  vehicles ;  2nd  story,  offices ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  June  26,  1923,  on  certain  conditions  and  ap¬ 
plicant  requested  an  extension  of  the  time  limit  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  front  por¬ 
tion  of  the  structure,  both  on  Dyckman  street  and  Ver¬ 
milyea  avenue,  shall  be  restricted  to  shops  or  stores  at 
least  30  ft.  deep,  separated  from  the  garage,  which  is  pro¬ 
posed  to  be  located  in  the  rear,  by  an  unpierced  wall  of 
approved  masonry  and  that  the  vehicular  entrance  to  the 
garage  shall  be  restricted  to  one  opening  on  Dyckman 
street  front  of  building,  southerly  end,  and  that  the  front 
elevation  of  the  building  shall  be'  finished  with  front  brick 
and  architectural  terra  cotta  or  stone  trimmings;  and 
that  no  skylight  shall  be  within  50  ft.  of  the  Vermilyea 
avenue  gable  wall  and  that  the  roof  shall  be  constructed 
of  fireproof  material; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


892-19-BZ. 

APPLICANT— Ernest  Bartels,  for  Franklyn  J.  Griesbeck, 
owner. 

SUBJECT — Application  for  renewal  of  temporary  permit 
(re:  decision  of  fire  commissioner)  to  permit  in 
a  residence  district  the  maintenance  of  a  garage. 

PREMISES  AFFECTED— 1713  Centre  street,  Ridgewood, 
Borough  of  Queens. 

AP  PEARAN  CES— N  one. 

ACTION  OF  BOARD — Chairman  read  request  for  ex¬ 
tension  of  permit.  Reopened  and  extension  of  per¬ 
mit  granted  to  May  23,  1925. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

N  egative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(892-19-BZ) 

Whereas,  Franklyn  J.  Griesbeck,  owner,  filed,  Novembe 
26,  1919,  with  the  board  of  appeals,  an  application,  undi 
the  building  zone  resolution,  to  permit  in  a  residence  distrii 
the  maintenance  of  a  garage;  premises  1713  Centre  stree 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatic 
by  the  board  of  appeals,  at  its  special  meeting,  Decembi 
9,  1919,  after  due  notice  by  publication  in  the  Bulletin  c 
the  Board  ot  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  built 
ing  zone  resolution  show  that  Centre  street  is  located  in 
residence  district  and  that  the  easterly  side  of  Cvpre 
avenue  is  located  in  a  business  district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rei 
dered  October  30,  1919,  reads: 

“Maintenance  of  your  garage  is  a  violation  of  Se 
tion  3,  Article  2,  of  the  Building  Zone  Resolution  of  tl 
Board  of  Estimate  and  Apportionment  of  the  City  < 
New  York,  adopted  July  25,  1916,  inasmuch  as  mot. 
vehicles  stored  are  for  sale,  for  rent  or  for  hire  t 
are  subject  to  charges  for  storage.”; 

and 

Whereas,  the  building  is  of  non-fireproof  constructio 
one  story  in  height,  with  a  frontage  of  18  ft.  and  a  dep 
of  22  ft.  6  in.;  and 

Whereas,  a  similar  application,  Cal.  No.  1465-19-, 
on  the  same  street  between  the  intersecting  streets  w; 
granted  by  the  board  of  appeals  for  a  temporary  occupam 
as  a  garage  for  two  pleasure  cars  for  a  period  of  one  yea 
and 

Whereas,  this  application  was  granted  by  the  board 
its  meeting  December  9,  1919,  for  a  temporary  occupan< 
and  permit  extended  for  additional  time,  May  23,  192 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution,  and  that  the  applicati< 
be  and  it  hereby  is  granted  for  a  temporary  occupancy 
a  garage,  space  in  which  may  be  rented  out  for  two  plea 
ure  cars,  for  a  period  of  two  years  from  May  23,  1923. 


AREAS  FIXED. 

(461-24-BZ) 

The  chairman  presented  and  read  a  communication  fro 
John  C.  Hoffman,  requesting  the  board  to  fix  the  ar 
deemed  affected  and  within  which  to  obtain  consents  f 
the  maintenance  of  garage;  premises  165  Pine  stre 
Borough  of  Brooklyn  .  m  j 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Pine  street  from  a  point  100  ft.  nor 
of  Atlantic  avenue  to  a  point  100  ft.  south  of  Fult. 
street. 


(452-24-BZ)  ' 

The  chairman  presented  and  read  a  communication  fre 
Andrew  Bragini,  requesting  the  board  to  fix  the  ar 
deemed  affected  and  within  which  to  obtain  consents  f 
the  maintenance  of  garage;  premises  58  Norwood  aveni 
Borough  of  Brooklyn. 

T.he  following  area  was  approved  by  the  board : . 

Both  sides  of  Norwood  avenue,  from  a  point  1 
ft.  north  of  Ridgewood  avenue  to  a  point  400 
north  of  proposed  garage;  also  the  properties  at  re 
and  for  a  distance1  of  50  ft.  on  either  side  of  the  si 
lot  lines  of  the  premises  in  question. 
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(333-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  garage;  premises  west 
side  of  Second  avenue,  70  ft.  north  of  Grand  avenue,  Bor¬ 
ough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Second  avenue  from  a  point  400  ft. 
south  of  proposed  garage  to  a  point  270  ft.  north 
of  said  garage.  The  north  side  of  Grand  avenue  from 
Second  avenue  to  a  point  150  ft.  west  of  Second 
avenue.  The  south  side  of  Newtown  avenue  from 
Second  avenue  to  a  point  100  ft.  west  of  Second  ave¬ 
nue  ;  also  the  property  at  rear  and  for  a  distance 
of  50  ft.  north  of  the  northerly  side  line  of  the  prem¬ 
ises  in  question. 


(483-24-BZ) 

I  he  chairman  presented  and  read  a  communication  from 
William  R.  Rust,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  garage;  premises  157  Richmond  street, 
Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Richmond  street  from  a  point  400  ft. 
north  of  Fulton  street  to  a  point  100  ft.  south  of 
Ridgewood  avenue,  also  the  properties  at  rear  and 
for  a  distance  of  50  ft.  on  either  side  of  the  side 
lot  lines  of  the  premises  in  question. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MiNUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  APRIL  29,  1924. 
Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby,  Superintendents  Brady  and  Mc¬ 
Dermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals  held  on  Tuesday  afternoon,  April  22, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  18, 

Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

196-24-S. 

PETITIONER— Wm.  A.  White  &  Sons,  for  F.  K.  &  Ellen 
Hays,  owners. 

SUBJECT — •Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 21-23  Maiden  lane,  Manhattan. 
APPEARANCES— 

For  Petitioner :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at  2 
p.  m.,  on  request  of  petitioner. 


198-24-S. 

PETITIONER— Kranich  &  Bach,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 235-243  East  23rd  street  and 
409  Second  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Louis  M.  Maier. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  for  inspection  by  committee  of  board. 


220-24-S. 

PETITIONER — Luke  Flanagan,  for  Earis  Building  Com¬ 
pany,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 23  Washington  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Luke  Flanagan. 


ACTION  OF  BOARD — Laid  over  to  May  13,  1924,  at  2 
p.  m.,  on  request  of  petitioner. 

444-23-S. 

PETITIONER  Louis  H.  Friedland,  for  the  Estate  of 
Charles  Perceval,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

APpHDEAv^fcECTED~12  Waverly  place,  Manhattan. 

APPEARANCES — 

For  Petitioner:  Louis  H.  Friedland. 

ACTION  OF  BOARD — Laid"  over  to  Alay  13,  1924,  at  2 
p.  m.,  on  request  of  petitioner. 

280-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Leona  L.  Stern 
and  Miriam  C.  Marks,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 102-104  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel* Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  HON  OF  BOARD — Laid  over  to  May  13,  1924,  at  2 
p.  m.,  on  request  of  petitioner. 


188-24-S. 

PETITIONER— Morbengold  Realty  Corp.,  owner. 
SUBJECT — yariation  of  labor  law  as  cited  in  decision  ot 
superintendent  of  buildings. 

PREMISES  AFFECTED— 131  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
2  p.  m.,  for  final  disposition. 


1506-23-S. 

PETITIONER — Henry  Matier  &  Co.,  Ltd.,  lessee. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 45  East  20th  street,  Manhat- 

tan. 

■APPEARANCES— None. 

■ACTION  OF  BOARD— Petition  withdrawn. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Brady  and  McDermott  . 

Negative  . 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 
Kleinert  and  Moore  . .  • 


PETITIONER— Frank  J.  Weins,  for  Service  Wagon  Re¬ 
pair  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 428-430  West  19th  street.  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Frank  J.  Weins. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  ,  . 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Brady  and  McDermott  .  8 

Negative  . ••••—  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 
Kleinert  and  Moore  .  5 


THE  RESOLUTION: 

(258-24-S) 

Whereas,  Service  Wagon  Repair  Co.,  owner,  filed,  Febru¬ 
ary  19,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  a 
fecting  premises  428-430  West  19th  street,  Manhattan, 

and  .  .  j  x  i 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  31,  1924,  reads: 

“1.  Arrange  the  fire  escape  on  the,  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Section  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 

Section  271  of  the  Labor  Law.  < 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 

are  the  following: 

“No  60  degree  stairways  connecting  balconies. 

“No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  the  ground. 
“Windows  on  coyrse  not  fireproof  nor  self-closing. 
“No  .steps  to  sills  of  windows. 

“No  fireproof  passageway  to  street  from  lower  ter¬ 


mination.  .  .  , 

“2.  Provide  an  additional  means  of  exit  from  ttie 
1st  story,  said  exit  to  be  located  at  the  rear  of  the 
building,  in  accordance  with  the  provisions  of  Section 
271  of  the  Ltfbor  Law.” ; 


and  *«  *  ... 

Whereas,  the  building  is  fireproof,  four  stories  in 

height,  50  ft.  by  92  ft.  in  area.  OCCUPIED:  1st  story, 
blacksmith  shop,  9  persons;  2nd  story,  storage,  1  person;- 
3rd  story,  woodworking  shop,  4  persons;  4th  story,  paint 
shop,  12  persons.  EXITS :  One  interior  fireproof  stairway 
extending  from  the  1st  story  to  roof,  with  metal-covered 
doors  at  openings;  a  fire  escape  on  the  rear  of  the  building 
extending  from  4th  story  to  2nd  story,  with  drop  ladder 
to  yard  and  gooseneck  ladder  to  roof ;  windows  along  course 
of  the  fire  escape  glazed  with  plain  glass;  ROOFS  of 
adjoining  building  10  ft.  lower;  and 


Whereas,  petitioner  proposes  to  provide  fireproof,  self¬ 
closing  windows  along  course  of  the  fire  escape  and  to 
close  up  a  small  window  opening  with  16  gauge  sheet 
iron;  also  to  provide  an  iron  ladder  at  the  rear  window 
of  the  1st  story  so  as  to  provide  the  required  additional 
means  of  exit  therefrom;  petitioner  contends  that  in  re¬ 
gard  to  egress  from  termination  of  fire  escape  that  open 
yards  afford  access  to  adjoining  buildings,  as  shown  upon 
plans. 

Resolved,  that  the  board  of  standards  and  appeals  does  ' 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  65.  degree  connecting 
stairs  shall  be  provided  between  balconies  and  a  counter¬ 
balanced  drop  ladder  in  guides  to  the  roof  of  the  one- 
storv  vault  in  the  yard,  a  gooseneck  ladder  from  top  bal¬ 
cony  to  roof  of  main  building,  and  that  the  windows  on 
the  course  of  the  fire  escape  shall  be  made  self-closing 
and  fireproof ;  and  on  further  condition  that  the  small  win¬ 
dow  in  the  extension  gable  shall  be  closed  up  with  10 
gauge  metal  on  the  inside  and  iron  shutter  on  the  outside; 
and  granted  as  to  Item  No.  2  on  condition  that  a  station¬ 
ary  iron  ladder  be  provided  at  rear,  1st  story,  leading  to 
fireproof  window  opening  on  vault  roof. 


PETITIONER— F.  P.  Keniston,  for  F.  W.  Woolworth 
Company,  lessee.  * 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 22-26  East  14th  street  and  19- 
23  East  13th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  F.  P.  Keniston.  3 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE— 

Affirmative  •  . . .  ® 

Negative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Brady  and  McDermott  .  8 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com-  I 
missioner  Hannon.  Superintendents  Reville, 

Kleinert  and  Moore  .  5 

THE  RESOLUTION: 

(310-24-S)  ; 

Whereas,  F.  P.  Keniston,  for  James  McCreery  Realty 
Corporation,  owner,  filed,  February  27,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  22-26  East 
14th  street  and  19-23  East  13th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
Tanuary  19,  1924,  reads :  <■  j 

“Order  No.  53737-LD : 

“1.  Enclose  the  interior  stairway  on  the  zvest  side 
and  southeast  corner  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides,  with  par¬ 
titions  of  fire  resisting  material  extending  continuously, 
from  the  1st  story  to  3  feet  above  the  roof,  constructed 
as  per  Section  271  of  the  Labor  Law.  or  carry  out 
a  proper  alternative  method  of  complying  with  the 
requirements  of  Section  271  of  the  Labor  Law.  ; 

and  „  r  r  . 

Whereas,  the  building  is  non-fireproof,  five  stories  m 

height,  82  ft.  by  206  ft.  in  area;  equipped  with  sprinkler 
system,  standpipes  and  an  interior  fire  alarm  system.  OC¬ 
CUPIED:  1st  story,  store,  50  persons;  2nd  story,  cutting 
clothes,  50  persons  ;  3rd  story,  display,  stock  and  cutting. 
30  persons;  4th  story,  manufacture  clothing.  60  persons: 
5th  story,  manufacture  clothing,  90  persons.  EXITS ; 
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Three  interior  wooden  stairways,  extending  from  the  1st 
;tory  to  the  top  story,  enclosed  in  wooden  partitions  with 
vooden  doors  partly  metal  covered  at  openings,  and  a 
eparate  wooden  stairway  at  the  westerly  .center  of  the 
op  story,  extending  to  the  roof ;  two  sub-standard  fire 
■scapes,  one  at  the  south  and  one  at  the  westerly  side 
>f  the  premises;  openings  along  the  course  of  the  three 
ire  escapes  are  non-fireproof ;  ROOFS  of  adjoining  build- 
ngs  more  than  8  ft.  lower;  and 

Whereas,  petitioner  contends  that  a  similar  order  was 
vaived  by  the  department  of  labor  under  date  of  August 
!,  1916 ;  that  the  present  occupancy  is  much  lower  at 
>resent,  and  further  contends  that  the  existing  means  of 
•xit  are  ample. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  affirmed,  and  the  petition  be  and.it  hereby  is 

'enied. 


99-24-S. 

PETITIONER — F.  H.  Dike,  for  Dunnock  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

'REMISES  AFFECTED — 183-185  Lexington  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  F.  H.  Dike. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 


tendents  Brady  and  McDermott  .  8 

Negative  .  0 


Absent :  Fire  Qhief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 
Kleinert  and  Moore  .  5 

THE  RESOLUTION: 

(299-24-S) 

Whereas,  F.  H.  Dike,  for  Dunnock  Realty  Co.,  Inc., 
>wner,  filed,  February  26,  1924,  a  petition,  with  the  board 
>f  standards  and  appeals,  for  variation  from  the  require- 
nents  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
ommissioner,  affecting  premises  183-5  Lexington  avenue, 
vlanhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
)ctober  10,  1922,  reads : 

“Order  No.  39769-LD: 

“1.  Extend  the  interior  stairways  at  the  centre  of 
building  to  the  roof,  as  per  Section  271  of  the  Labor 

Law. 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Section  273  and  274 
of  the  Labor  Law  and  the  rules  of  the  Board  of 
Standards  and  Appeals,  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of 
Section  271  of  the  Labor  Law. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

“Windows  on  course  not  fireproof,  not  self-closing. 

‘“No  stairway  from  top  balcony  to  roof. 

“No  stairway  from  lowest  balcony  to  ground. 

“No  handrails  on  balcony  openings.”; 

nd 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
leight,  39.2  ft.  by  45  ft.  in  area.  OCCUPIED:  1st  story, 
estaurant  and  carpet  store,  7  persons ;  2nd  story,  dress- 
naking  shop,  12  persons ;  3rd  story,  dwellings ;  4th  story, 
Iwellings.  EXITS :  One  interior  wooden  stairway,  ex¬ 


tending  from  the  1st  story  to  the  roof,  enclosed  in  wood 
lath  and  plaster  partitions,  with  wooden  doors  at  openings; 
a  fire  escape  on  the  rear  of  the  building,  extending  from 
the  roof  to  yard,  with  non-fireproof  windows  along  the 
course  thereof ;  ROOFS  of  adjoining  buildings  are  at  same 
level ;  and 

Whereas,  petitioner  contends  that  there  is  egress  from 
the  termination  of  the  fire  escape  through  door  in  yard 
to  yard  of  adjoining  premises,  thence  through  adjoining 
building,  under  same  ownership,  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  so  far  as  it  affects  egress  from  the  ter¬ 
mination  of  the  fire  escape  only,  on  condition  that  the  yards 
of  183  and  185  be  maintained  jointly  as  one,  with  egress 
therefrom  through  adjoining  premises  at  rear,  137  East 
31st  street,  openings  in  fence  to  be  free  and  unobstructed, 
and  granted  so  long  as  occupancy  and  use  remain  unchanged. 


225-24-S. 

PETITIONER'— Peerless  Roofing  &  Construction  Co.,  Inc., 
for  United  Chain  Buildings,  Inc.,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
fire  commissioner. 

PREMISES  AFFECTED— 49  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 


tendents  Brady  and  McDermott  .  8 

Negative  . , .  q 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 

Kleinert  and  Moore .  5 

THE  RESOLUTION: 

(225-24-S) 


Whereas,  Peerless  Roofing  &  Construction  Co.,  Inc., 
for  United  Chain  Buildings,  Inc.,  owner,  filed,  February 
13,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  49  West  28th  street,  Manhattan;  and 

Whereas,  the.  decision  of  the  fire  commissioner,  dated 
January  14,  1924,  reads: 

“1.  Provide  an  additional  means  of  exit  from  1st 
and  2nd  stories  of  rear  addition  to  building  *  *  ; 

and 

Whereas,  the  premises,  a  rear  extension  to  a  building, 
located  on  the  front  of  the  lot,  is  non-fireproof,  two  stories 
and  basement  in  height,  20,  ft.  by  27  ft.  in  area.  OCCU¬ 
PIED:  Basement,  store,  2  persons;  1st  story,  vacant,  pro¬ 
posed  occupancy,  8  persons;  2nd  story,  vacant,  proposed 
occupancy,  8  persons;  EXITS  by  means  of  passageways  to 
front  Building;  and 

Whereas,  petitioner  proposes  to  provide  additional  exit 
from  2nd  story  by  means  of  a  proposed  stairway,  con¬ 
structed  on  the  westerly  side  of  the  building,  terminating 
on  the  roof  of  an  adjoining  extension  and  to  provide  an 
additional  means  of  exit  from  1st  story  by  providing  a 
door  in  westerly  side  of  building,  opening  on  adjoining 
extension  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  he  and  it  hereby  is  granted 
on  condition  that  an  additional  exit  shall  be  provided  from 
the  1st  and  2nd  stories  by  fixed  iron  stairway  and  hori¬ 
zontal  exit  as  shown  on  plans  filed  with  this  petition, 
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with  a  stairway  from  roof  of  extension  of  No.  51  to  ex¬ 
tension  roof  of  No.  53  and  a  similar  stairway  into  yard 
of  No.  55  West  28th  street,  and  that  fireproof  doors  open¬ 
ing  out  be  provided  at  proposed  openings,  and  that  the 
occupancy  as  proposed  be  not  permitted. 


264-24-S. 

PETITIONER1— Samuel  Rosenblum,  for  A.  T.  D.  Pilgrim, 
owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 54  East  11th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Brady  and  McDermott  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 
Kleinert  and  Moore  .  5 

THE  RESOLUTION: 

(264-24-S) 

Whereas,  Samuel  Rosenblum,  for  A.  I.  D.  Pilgrim, 

owner,  filed,  February  19,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  54  East  11th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  29,  1924,  reads : 

“1.  Building  is  more  than  9  stories  high  and  fire 
escape  cannot  be  accepted  as  a  2nd  means  of  exit. 

“2.  Stairs  of  rear  fire  escape  do  not  extend  to 
roof. 

“3.  No  means  of  exit  to  street  from  termination 
of  rear  fire  escape. 

and  ...  . 

Whereas,  the  building  is  fireproof,  equipped  with  a 
sprinkler  and  fire  alarm  signal  system,  11  stories  in  height, 
25  ft.  by  94  ft.  9  in.  in  area;  OCCUPIED  as  a  tenant 
factory,  240  persons  above  the  2nd  story.  EXITS:  An 
interior  fireproof  stairway  extending  from  1st  story  to  top 
story  with  fireproof  doors  at  openings;  an  exterior  screened 
stairway  with  fireproof  openings  on  the  course  thereof,  on 
the  rear  of  the  building,  extending  from  the  top  story  to 
the  2nd  story,  with  EGRESS  to  balcony  of  fire  escape 
on  building  to  rear,  and  a  sub-standard  fire  escape  on  the 
front  of  the  building;  ROOFS  to  west  5  stories  lower,  to 
east  2  stories  lower;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
exit  are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  rear  fire  escape  as  now  installed  shall 
be  maintained  and  that  the  occupancy  and  use  shall  not 
be  increased;  that  a  balcony  or  bridge  connecting  fire 
escapes  of  these  premises  to  the  fire  escapes  of  the  prem¬ 
ises  in  the  rear  (Nos.  29  and  31  East  10th  street)  shall  be 
provided  at  the  2nd  and  8th  story  level;  and  granted  so 
long  as  conditions  as  to  occupancy  and  use  remain  sub¬ 
stantially  unchanged. 


757-22-S. 

PETITIONER— Oscar  D.  and  Herbert  V.  Dike,  for  Fran¬ 
cis  D.  Bailey,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 64  Grand  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  H.  Dike. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Superin¬ 
tendents  Brady  and  McDermott  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Reville, 
Kleinert  and  Moore  .  5 


THE  RESOLUTION: 

(757-22-S) 

Whereas,  Francis  Harold  Dike,  for  Francis  D.  Bailey, 
owner,  filed,  June  6,  1922,  a  petition,  with  the  board  ot 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  64  Grand  street,  Manhattan; 

and  .  .  » 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“Inspection  shows  the  following  to  be  necessary  to 
make  the  above  premises  comply  with  the  requirements 
of  the  Labor  Law.  .  . 

“1.  Enclose  the  interior  stairway  at  the  west  side 
of  the  building,  serving  as  a  required  means  of 
exit.” ; 
and 

Whereas,  the  building  is  of  non-fireproof  construction, 
seven  stories!  in  height,  22  ft.  4  in.  by  76  ft.  6  in.  in  area. 
OCCUPIED,  manufacturing,  1st  story,  6  persons;  2nd 
story,  3  persons;  3rd  story,  7  persons;  4th  story,  vacant, 
5th  story,  4  persons ;  6th  story,  10  persons ;  7th  story,  It 
persons;  the  building  being  equipped  with  a  sprinkler  sys¬ 
tem  and  fire  alarm  signal  system,  the  means  of  egres.- 
consisting  of  an  interior  stairway  extending  from  the  lsi. 
story  to  the  roof,  enclosed  in  wood  stud,  lath  and  plastei 
partitions  with  fire  doors  at  the  openings ;  a  fire  escape  or 
the  rear  of  the  building  and  fire  escape  on  the  front  o:- 
building;  fireproof  windows  along  the  course  of  the  fin 
escape,  with  egress  from  the  rear  fire  escape  to  a  52  in 
wide  passageway  on  the  1st  story ;  and  J 

W^hereas,  petitioner  contends  that  the  means  ot  egres. 

are  adequate;  and  '  ] 

Whereas,  this  petition  was  granted  by  the  board  a 
its  meeting,  July  11,  1922,  on  condition  “that  the  loft  side 
of  the  stair  hall  partition  be  fire  retarded  with  No.  2' 
gauge  metal,  and  self-closing  fireproof  doors  shall  be  pro 
vided  at  the  openings;  that  all  glass  in  the  existing  win 
dows  of  stair  hall  partition  be  removed  and  openings  scale 
up  and  granted  so  long  as  conditions  as  to  use  and  oc 
cupancy  remain  unchanged”  ;  and  petitioner  requests  a  modi 
fication  of  these  conditions. 

Resolved,  that  the  board  of  standards  and  appeals  doe 
hereby  make  a  variation  from  the  requirements  of  the  la. 
bor  law  and  that  the  petition  be  and  it  hereby  is  grante 
modifying  the  resolution  of  July  11,  1922,  so  far  as 
affects  the  occupancy,  on  condition  that  the  occupancy  sna 
not  exceed  14  persons  on  any  one  floor  and  that  the  resc 
lution  shall  be  complied  with  in  all  other  respects. 


Adjourned  6.10  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
jn  a  proposed  revision  of  the  ordinance  with  regard  to  mo- 
ion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  averrfie,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

1G8-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21- A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21- A — 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21- A — 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
585-21-A — 2152  Metropolitan  avenue,  Queens. 

684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

.058-22-A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
)ver,  pending  decision  by  the  Supreme  Court  on  a  test 

ase. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19-A — iPiers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-X — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — iPier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A'— Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19- A — Piers  22-25,  East  River,  Manhattan. 

003-19-A — Pier  28,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 


31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A  Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A  Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20- A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20- A — 'Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21- A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1343-21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21  -S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1 1 1 5-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 

11 73-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — 'Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — 'Staples  &  Pfeiffer  Steam  Atomizing  High 

Pressure  Burner,  approval  of. 

1493-22-S — Ballard  Low  Pressure  Mechanical  Oil  Burner, 
approval  of. 
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J230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwel)  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
315-22-S— Conran  Pressure  Reducer,  approval  of. 

337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22 -S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — 'Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1026-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 

1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

•  127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 
Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

504-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

7C0-23-S  A— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 


888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-S  A— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23- SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA—  Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

820-23-SA— Morse  Fuel  Oil  Burning  System,  approval  of. 
6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24-SA— Leiman  Oil  Pump,  approval  of. 

62-24-SA— Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA— Universe  Oil  Burner,  approval  of. 


Cases  listed  in  the ;  Reserve  Calendar  are  cases  upoA 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record.  * 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octobei 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issuec 
subsequent  to  October  1,  1916,  a  report  shall  be  made  b) 
the  superintendent  of  buildings  to  the  fire  commissionei 
stating  whether  the  work  done  complies  with  the  ordei 
of  the  State  Labor  Department,  with  the  order  of  the  fir< 
commissioner,  or  with  the  provisions  of  the  State  Laboi 
Law,  as  the  case  may  be. 
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PROPOSED  AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES-RULES  RELATING  TO  SUBSTANDARD 


(Cal.  No.  414-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  9,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  to  Rule  380,  Industrial 
Code,  and  adoption  of  same  as  rules  of  the  board  of 
standards  and  appeals,  affecting  the  maintenance  of  ex¬ 
isting  substandard  fire  escapes  on  factory  buildings ;  Rule 
3  of  Fire  Escape  Rules  of  Board  of  Standards  and  Ap¬ 
peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S. 

Matter  in  italics  is  new.  Matter  in  brackets  [  ]  is  old 

matter  to  be  omitted. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES 

[Supplementary  to  Labor  Law,  §§  79-a  to  79-f ;  adopted 
and  effective  July  30,  1914 

Rule  380. — When,  in  addition  to  the  required  exits  of  any 
factory  or  factory  building,  there  exist  one  or  more  outside 
fire  escapes  which  are  not  entirely  in  accordance  with  the 
provisions  of  the  Labor  Law  relating  to  fire  escapes,  such 
fire  escapes  may  be  retained  without  being  changed  to  con¬ 
form  to  such  provisions,  if  steps  are  taken,  satisfactory  to 
the  Commissioner  of  Labor,  to  prevent  their  use  as  means 
of  egress,  and  provided  that  such  fire  escapes  are  maintained 
in  good  repair. 

Note. — The  Commissioner  of  Labor  has  ruled  that  such 
fire  escapes  must  be  structurally  safe  and  that  they  shall 
not  be  used  for  fire  drills. 

At  the  openings  leading  to  such  fire  escapes  there  shall 
be  placed  a  sign,  with  letters  eight  inches  high,  reading 
"THIS  IS  NOT  AN  EXIT.”  No  barrier  or  guard  will 
be  permitted  at  these  opening  .] 

3-  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building ,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Lazo  and  the  Rules  of  the  Board  of  Standards 


and  Appeals,  such  means  of  egress  may  be  retained  under 
the  follozving  conditions. 

(</)  Fire  Fscapes  All  single  rung,  double  rung  and  verti¬ 
cal  ladder  fire  escapes  on  factory  buildings  shall  be  removed 
or  reconstructed  in  accordance  zvith  Section  274  of  the  La¬ 
bor  I^aw,  except  that  in  lieu  of  a  counterbalanced  stair  a 
drop  ladder  in  guides  from  the  lozvest  balcony  to  ground 
may  be  proznded ..  Substandard  fire  escapes  shall  not  be  con¬ 
sidered  as  a  basis  for  increased  occupancy  of  the  building. 
When  such  substandard  fire  escapes  are  located  in  any 
court ;  or  on  the  side  or  rear  of  a  building,  proper  egress  to 
a  point  of  safety  shall  be  provided,  either  to  open  adjoin- 
tng  yards,  or  the  lowest  balcony  may  be  connected  to  an 
adjoining  fire  escape,  exterior  stairway,  or  to  roof  of  ad¬ 
joining _  extension,  or  other  egress  satisfactory  to  the  Fire 
Commissioner.  All  such  fire  escapes  shall  be  maintained 
structurally  safe  and  properly  painted. 

(b)  Interior  Stairzvays—All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Lazv  'or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,’  halls 
at  e  properly  lighted,  and  all  landings,  passagezvays,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairzvays — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
zvays  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subdivision  a. 

(d)  Horizontal  Bridges— Horizontal  bridges  between 
buildings  shall  be  removed  or  maintained  structurally  safe 
and  pi  opcrly  painted.,  and  access  thereto  and  all  passagezvays 
thereof  shall  be  maintained  unobstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 
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PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

(410-24-SR)  - 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  May  9,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below;  [1  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Lazv,  §  79 -b ;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  reznsed  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory- 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
bve  persons  employed  above  the  second  floor,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule: 


Number  Contents  Contents  non-  Contents  Contents  non- 
°t  combustible,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an .  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  ....  ,  ... 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 

the  building.  .  „  ,  ,  .  , 

The  bottom  of  the  enclosure  shall  be  of  fireprool  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom.  .  ,  , 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  . 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  '79-f;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3. — in  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  insiae 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanninj 
or  enameling) 

Metals  (excluding  japannir 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japa: 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  m: 
terials  which  are  liable  to  burn  with  moderate  rapidi 
and  to  give  off  considerable  volume  of  smoke,  but  fro 
which  neither  poisonous  fumes  nor  explosions  are  to  1 
apprehended  in  the  event  of  fire.  The  following  list  it 
eludes  and  indicates  the  types  of'  occupancy  coming  with 
this  class : 


Rule  2.— Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
buiiding  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Bags  (cloth,  burlap  and  Linoleum  works 
paper)  Metals  (with  enameling  . 

Bakeries  japanning) 

Bamboo  and  rattan  Packing  houses 

Baskets  ... 

Belting  (including  canvas)  *  aPer  m  _ 

Boots  and  shoes  Printing,  lithographing,  boo 

Buttons  (including  cloth  binding 
covered)  Silk 

Cardboard  (including  box-  Sugar  refineries  (includii 
es)  beet  and  glucose  works) 

Clothing,  woolen  (wearing  Tanneries  (with  japanning 
apparel)  enameling) 

Cordage  Textile  mills  (including  cc 

Furs  t°n  cloth,  bagging,  burla- 

Gloves  (other  than  leather)  carpets,  rugs,  canvas) 
Horn  and  combs  (not  cellu-  Tobacco,  cigars,  cigarett 
loid)  and  snuff 

Leather  (with  enameling  or  Woodworking  (excluding  di 
japanning)  ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  m 
terialss  which  are  liable  to  burn  with  extreme  rapidity 
from  which  poisonous  fumes  or  explosions  are  to  be  a 
prehended  in  the  event  of  fire.  The  following  list  indue 
and  indicates  the  types  of  occupancy  coming  within  tl 
dass  ! 

Artificial  flowers  Feed,  flour  and  grist  mil 

Artificial  leather  Fireworks 

Celluloid  Imitation  leather 

Cereal  mills  ,,  ,  . 

♦Chemicals  of  all  kinds  (ex-  1  atc  cs 

cept  where  serious  flame,  Rag  sorting  (including  c 

fume  or  explosion  hazards  ton) 
are  not  present)  Shoddy  mills  y 

Cotton  batting  Starch  and  sugar  mills 

Cotton  clothing  (women’s)  eluding  pulverizing) 

Cotton  waste  Straw  goods 

Dry  cleaning  Varnish  _ 

Explosives  Woodworking  (with  dipP-s 

Feather  renovating  or  varnishing).  j 

The  Board  shall  rule  upon  new  occupancies  as  tr 
arise  and  pass  upon  points  under  dispute.  . 

Where  there  are  occupancies  of  two  or  more  degrees 
hazard,  the  building  shall  be  classified  according  to  ■ 
higher  hazard,  unless  special  modification  is  made  by  : 
Board  in  cases  where  the  higher  hazard  is  incidental  [ 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.— Except  as  he- 
in  provided,  in  all  factory  buildings  more  than  two  stoi« 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
is  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


Stories  - 

Contents  of 
high  hazard 

Contents  of  moderate  hazard 

Contents 

of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

i_ 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

1 

:our 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

,'ive 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
vith  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
nclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
he  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
a  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
vith  fire  doors  opening  into  the  stairway  enclosure,  equipped 
vith  self-closing  devices.  Grade  exit  doors  shall  open 
utwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
oof  with  louvres  or  ventilators,  or  exterior  windows  with 
entilating  sections  at  the  top  floor.  Exterior  windows 
vithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
e  fireproof  windows.  Skylights,  unless  provided  with 
zired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ubstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
erial  at  least  four  (4)  inches  thick,  unless  the  partition 
xtends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
uildings  in  which  the  contents  are  classified  as  of  high 
azard,  the  stairways  shall  not  be  required  to  be  enclosed 
'here  a  horizontal  exit,  as  defined  in  section  267  of  the 
-abor  Law,  is  provided  on  all  floors  and  the  stairways 
erving  as  required  exits  on  each  side  of  the  horizontal 
xit  are  remote  from  the  horizontal  exit,  provided  that 
ither  an  approved  fire  alarm  signal  system  conforming 
b  rules  of  the  board  is  installed  in  the  building  and  fire 
rills  substantially  conforming  to  rules  of  the  board  are 
eld.  or  an  approved  sprinkler  system  conforming  to  rules 
f  the  board  is  installed. 

lule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

]•  Required  Exits. — In  every  two-story  factory 
uilding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  al  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shali 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  Screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-storv  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  bv  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible^  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  May  1,  1924  .  607 

Restored  to  calendar  .  36 

Miscellaneous  Applications. 

Requests  to  reopen  . ' .  63 

Requests  to  amend  .  ' 

Requests  for  modification  .  13 

Requests  to  rescind  .  * 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit  .  13 

Requests  for  mechanical  installations  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  2 

Total  . 'I™ 

Disposed  of  . 674 

Cases  pending  May  1,  1924  701 


DISPOSITION  OF  CASES. 

Withdrawn  .  y 

Dismissed  .  'I 

Denied  .  5 

Granted  . . . 

Granted  on  condition  .  3 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn  . 

Rules  approved  . . . 

Rules  disapproved  or  rescinded  .  j 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  1 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted .  -f 

Requests  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  . 

Requests  for  extension  of  permit  granted  . 

Requests  for  extension  of  permit  denied  . 

Requests  to  install  granted . 

Requests  to  install  denied  . 

Administrative  requests  granted  . _• . 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . . . 

Requests  withdrawn  or  dismissed  . 

Total  . 


WARNING. 

Standards  and  Appeals  and  of  the  Board  of  Appeals,  and  calendars  in  the  daily  press.  _ 

0  all  lawyers,  architects  and  engineers  representin^||ners  Fourth,  That  no  one  is  entitled  to  written  notice  ot  1: 
ir  lessees  in  proceedings  before  these  boards —  date  for  the  hearing  in  his  case,  and  that  the  plea 

First,  That  if  they  do  not  appear  in  person  olHV rep-  failure  to  receive  such  notice  is  no  excuse  for  neglect  1 

esentative  at  the  hearing  on  their  case,  dismissal  Wr  lack  appear. 

>f  prosecution  is  likely  to  result.  Fifth  That  the  business  of  these  boards  is  to  dispose  1 

Second,  That  due  and  ample  notice  of  the  date  set  for  ^IptSy  for  the  reason  that  the  pendency  of  1 

learing  is  provided  in  the  publication  in  this  Rul  e  anneal  or?  petition  ties  the  hands  of  the  administrate 

he  calendars  of  these  boards,  each  case  being  set  y  offIjcial  -n  enforcing  his  order;  therefore,  no  appeal  I 

Calendar  Number  and  premises  under  t  <  petition  will  be  allowed  to  be  hung  up  by  reason  of  fail'; 

ieTW  That  no  plea  of  ignorance  of  the  date  of  the  of  the  appellant  or  petitioner  to  file  necessary  data,  or  . 

rearing ’can  be  entertained  in  view  of  this  publication  and  any  other  method  of  de  y. 

BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN « 

Name  . 
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P-  O . * . * 
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My  subscription  to  begin  with  the  issue  for . 

36-2000-24-1- 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  May  13,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  20,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which-  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (cither  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
point"  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  [Veek  Ending  May  8,  1924. 


Cal.  No. 

Department  Premises  Affected 

635-24-S .... 

_ F.D.  _ 55  W.  35th  st.,  Man. 

Variation  of  Labor  Law. 

634-24- A - 

_ F.D . 9120  89th  st.,  Woodhaven,  Q. 

L.  C.  88237. 

633-24-S - 

....F.D . 123  E.  18th  st.,  Man. 

L.  D.  56012. 

632-24-S  - 

_ F.D . 423  Broome  st.,  Man. 

L.  D.  58176. 

631-24-S _ 

. B.B.M.  .  .210  W.  29th  st.,  Man. 

N.  B.  20-1924. 

630-24-A - 

_ B.B.B.  ...2210  Newkirk  ave.,  Bklyn. 

Cert,  of  Occupancy  No.  644. 

629-24-BZ... 

_ F.D . 60  Buchanan  pi.,  Bx. 

 - 

C-23726. 

628-24-A - 

. F.D . 34 y2  E.  12th  st.,  Man. 

L.  C.  23843. 

627-24- A..., 

_ .F.D . 91-93  Lorimer  st.,  Bklyn. 

Alt.  1018-1923. 

626-24- A... 

. F.D . 213-217  W.  125th  st,  Man. 

F-51395. 

625-24- A. . . . 

_ F.D . 7-9  E.  20th  st.,  Man. 

L.  F.  55092. 

624-24-S . . .  . 

. F.D . 337  W.  38th  st.,  Man. 

L.  D.  43534. 

623-24-A. . . 

. F.D . 206-214  14th  st.,  L.  I.  City, 

Qns.  Alt.  94-1924. 

622-24- A. . . 

. F.D . 310-328  W.  38th  st.,  Man. 

Alt.  712-1923. 

621-24-BZ. . . 

. B.B.M.  ..234-240  E.  54th  st.,  Man. 

N.  B.  262-1924. 

620-24-S. ... 

. F.D . 345-347  Grand  st.,  Man. 

L.  D.  57347. 

619-24-A . . . 

. F.D . 345-347  Grand  st.,  Man. 

F-57352. 

618-24-A .  . . 

. F.D.  ....517  83rd  st.,  Bklyn. 

L.  C.  88135. 

617-24-BZ. . 

. B.B.B.  ...41-57  3rd  ave.,  Bklyn. 

Applic.  5821-1924. 

616-24-BZ. . 

. B.B.B.  ...230-242  68th  st.,  Bklyn. 

Applic.  8809-1924. 

615-24-A .  . . 

. F.D . 32  Bond  st.,  Man. 

L.  C.  23688. 

614-24-A . . . 

. F.D . 212  25th  st„  Bklyn. 

L.  C.  87738. 

613-24-BZ. . 

. B.B.M.  ..207-211  W.  76th  st.,  Man. 

N.  B.  236-1924. 

612-24-BZ. . 

. B.B.Bx.  .469  E.  187th  st.,  Bx. 

N.  B.  1596-1924. 

611-24-BZ. . 

. B.B.M.  ..462  W.  167th  st.,  Man. 

Alt.  859-1924. 

610-24- A. .. 

. F.D . 355  E.  16th  st.,  Bklyn. 

L.  C.  88200. 

609-54-S... 

. F.D . S.  E.  C.  Honeywell  st.  &  Skill- 

man  ave.,  L.  I.  City,  Q. 

L.  D.  55516. 

60S-24-A. . 

. F.D . S.  E.  C.  Honeywell  st.  &  Skill- 

man  ave.,  L.  I.  City,  Q. 

F-55519. 

_  i  i  .  1  fi 

F.D . Fire  Departmer 

H.D . .'Health  Departmer 

B.B.B . Bureau  of  Buildings,  Brookly 

B.B.Bx . Bureau  of  Buildings,  Bron 

B.B.M . Bureau  of  Buildings,  Manhatta 

B.B.Q . . Bureau  of  Buildings,  Queer 

B:B.R . Bureau  of  Buildings,  Richmond 

T.H . Tenement  House  Departmer 


CALL  OP  CLERK'S  CALENDAR. 

Tuesday,  May  13,  1924,  at  2  p.  m. 


Building  Zone  Cases. 

117-24-BZ. 

APPLICANT — Abraham  Farber,  for  Powell  Realty  Con 
pany,  owner.  K  j 

PREMISES — 261-267  Pennsylvania  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  the 
five  (5)  motor  vehicles.  J 


201-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Patrick  A.  Gaync 
owner. 

PREMISESI— 1392-1400  Stebbins  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  1 
a  residence  district  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  more  than  fr 
(5)  motor  vehicles. 

296-24-BZ. 

APPLICANT — Reo  Jamaica  Sales  Co.,  Inc.,  lessee. 

PREMISES — 37  Bergen  avenue,  Jamaica,  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  < 
a  motor  vehicle  repair  shop,  also  a  garage  f 
the  storage  of  more  than  five  (5)  motor  vehiclf 


351-24-BZ. 

APPLICANT — Joseph  Orlando,  for  Salvatore  and  Giusep 
Montalto,  owners. 

PREMISES — Southwest  corner  of  Buhre  avenue  and  H 
bart  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  extending  from 
business  district  the  erection  and  maintenance 
a  building  to  be  used  for  business  purposes. 


355-24-BZ. 

APPLICANT— William  H.  Kehoe,  for  Emily  M.  Fit. 
and  Frank  Barker,  owners. 

PREMISES— 1601-1608  Bergen  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles.  m. 

399-24-BZ. 

APPLICANT — James  Kearney,  for  Falkenau  &-  Ha 
merschlag,  Inc.,  owner. 

PREMISES — 2334-2342  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 

428-24-BZ. 

APPLICANT — C.  E.  Hicks,  for  New  York  Dock  C, 
owner.  M  i 

PREMISES — 264-284  Furman  street,  Brooklyn. 
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TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


444-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Robinhood  Realty 
Corp.,  owner. 

PREMISES — 229-235  East  85th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

406-24-BZ. 

APPLICANT — George  T.  Adee  and  Sylvanus  Purdy,  for 
Estate  of  George  T.  Adee,  owner. 

PREMISES— 2631-2641  East  Tremont  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

454-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Lenmar  Realty 
Corp.,  owner. 

PREMISES— -4402-4416  Broadway,  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


463-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 47-61  Arden  street,  45-59  Sherman  avenue 
and  42-56  Thayer  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  central  telephone  exchange  building. 

494-24-BZ. 


APPLICANT — Aloys  Nicollier,  for  Louis  A.  and  Alvina 
Nicollier,  owners. 

PREMISES — 106  West  81st  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  maintenance  of  a  building  used 
in  part  for  business  purposes. 

1212-22hBZ. 

APPLICANT — James  S.  Whiskeman,  for  Willis  F.  Har¬ 
ding,  owner. 

PREMISES — 'Southeast  corner  of  Webster  avenue  and  De¬ 
pot  square,  South,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  ga¬ 
rage  for  more  than  .five  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  May  13,  1924,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 
1302-23-A — 445-459  Gerard  avenue,  The  Bronx. 
1376-23-A — 121  Fulton  street,  Manhattan. 
1465-23-A — 401-405  East  91st  street,  Manhattan. 
37-24-A — 558-564  Flushing  avenue,  Brooklyn. 
73-24-A — 118-122  Montauk  avenue,  Brooklyn. 
131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

158- 24-A — 422  Claremont  parkway,  The  Bronx. 

159- 24-A — 132-140  West  125th  street,  Manhattan. 
161-24-A — 70-74  Lafayette  street,  Manhattan. 
178-24-A— 532  East  137th  street,  The  Bronx. 
206-24-A — 405-421  Hudson  street,  Manhattan,  f 


212-24-A — 729-737  7th  avenue,  Manhattan. 

262-24-A — 128-132  West  46th  street,  Manhattan. 

308- 24-A  527-531  West  34th  street,  Manhattan. 

309- 24-A*—  22-26  East  14th  street  and  19-23  East  .13th 

street,  Manhattan. 

554-24-A — 161-165  Perry  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  13,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  744-23-BZ— Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  Michael 
Stein,  applicant,  on  behalf  of  Morris 
Schiff,  owner,  previously  dismissed  for 
lack  of  prosecution,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2839-2847  West  37th  street, 
Brooklyn. 

cal.  no.  1297-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Joseph  Lagana,  owner,  to  permit  in  an 
unrestricted  district  extending  into  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  44  Convent  avenue,  Manhat¬ 
tan. 

cal.  NO.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  505-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  921-23-BZ— Application,  July  19,  1923,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Louis 
Weymuth,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a.  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1729-i^ai  Barnes 
avenue,  The  Bronx. 

CAL.  no.  1349-23-BZ — Application,  November  22,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Greater  New  York  Garage  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
extending  into  a  residence  district  the 
connection  and  maintenance  of  two  ex¬ 
isting  garages  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  the  tem¬ 
porary  permit  for  each  garage  expir¬ 
ing  on  Dec.  9,  1923 ;  premises  4342 
Broadway,  643-647  West  185th  street, 

•  Manhattan. 

cal.  no.  267-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Simeon 
B.  Fisendrath,  applicant,  on  behalf  of 
54  West  39th  Street,  Inc.,  owner,  to 
permit  in  a  “B”  area  business  district 
the  erection  of  a  building  without  in¬ 
creasing  the  depth  of  yard  by  setbacks 
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as  required  under  Section  12  of  the 
zone  resolution;  premises  54  West  39tb 
street,  Manhattan. 

cal.  no.  218-24-BZ— Application,  February  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Atlas  Sydam  Co.,  Inc.,  owner,  to  per¬ 
mit  extending  into  a  residence  district 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  109-111  Mont¬ 
gomery  street,  Brooklyn. 

cal  no.  239-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Law¬ 
rence  E.  Woolf,  executor  of  the  Es¬ 
tate  of  Henrietta  H.  Woolf,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1465-1469 
Jerome  avenue,  The  Bronx. 

cal.  no.  249-24-BZ— Application,  February  18,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
28th  Street  Building  Corp.,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1260-1268  Third 
avenue,  southwest  corner  of  East  73rd 
street,  Manhattan. 

cal.  no.  1516-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  An¬ 
drew  Katzenberger,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for 
the  storage  of  one  pleasure  motor  ve¬ 
hicle,  one  space  rented  to  persons  not 
residing  on  the  premises ;  premises  8009 
95th  avenue,  Woodhaven,  Queens. 

cal.  no.  291-24-BZ— Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

cal.  no.  335-24-BZ — Application,  March  3,  1924,  under  the 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Brecher  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  change 
of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Fifth  avenue  and  Washington  avenue, 
Long  Island  City,  Queens. 

cal.  no.  337-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  L.  B. 
Mapes,  consulting  engineer,  on  behalf 
of  Dean-Murray  Garage  Co.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  619-621  West 
152nd  street  and  620-622  West  153rd 
street.  Manhattan. 

CAL.  no.  312-24-BZ — Application,  February  27,  1924.  under 
the  building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Isidore 


Berg,  owner,  to  permit  in  a  resideno 
district  the  erection  and  maintenanc 
of  a  building  to  be  used  for  busines 
purposes;  premises  1310-1320  Eas 
15th  street,  southwest  corner  of  Elr 
avenue,  Brooklyn. 

cal.  no.  1285-23-BZ — Application,  November  10,  1923,  unde 
the  building  zone  resolution,  of  Ann 
L.  Herz,  applicant  and  owner,  to  per 
mit  in  a  residence  district  the  main 
tenance  of  a  garage  for  the  storag 
of  two  pleasure  motor  vehicles,  on' 
space  rented  to  persons  not  residin 
on  the  premises ;  premises  10928  116t 
street,  Richmond  Hill,  Queens. 

cal.  no.  1299-23-BZ — Application,  November  13,  1923,  unde 
the  building  zone  resolution,  of  Be: 
nard  D.  Barnett,  applicant,  on  behalf  c 
Oscar  Schnipelsky,  owner,  to  permit  i 
a  residence  district  the  maintenance  c 
a  garage  for  the  storage  of  three  (3 
motor  vehicles,  two  (2)  spaces  rente 
to  persons  not  residing  on  the  premises 
premises  963  Putnam  avenue,  Brookly: 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  und< 
the  building  zone  resolution,  of  Phil: 
J.  Sinnott,  applicant,  on  behalf  of  Sen 
ice  Realty  Co.,  owner,  to  permit  in 
business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storaj 
of  more  than  five  (5)  motor  vehicle; 
premises  southwest  corner  of  Davii 
son  avenue  and  East  181st  street,  T1 
Bronx. 

cal.  no.  1300-23-BZ — Application,  November^,  1923,  und; 

the  building  zone  resolution,  of  Bernai 
D.  Barnett,  applicant,  on  behaH  ( 
Samuel  Heyman,  owner,  to  permit 
a  residence  district  the  maintenance  < 
a  garage  for  the  storage  of  three  (5 
motor  vehicles,  three  (3)  spaces  rente 
to  persons  not  residing  on  the  prer 
ises ;  premises  965  Putnam  avenu 
Brooklyn. 

CAL.  NO.  84-24-BZ— Application,  January  21,  1924,  under  t! 

building  zone  resolution,  of  John  In 
wersen,  architect,  on  behalf  of  Sar; 
F.  Keidanz,  owner,  to  permit  in  a  res 
dence  district  the  alteration  and  exte 
sion  of  an  existing  building  to  be  US' 
on  first  story  for  business  purpose 
premises  601  West  135th  street,  Ma 
hattan. 

CAL.  NO.  186-24-BZ— Application,  February  7,  1924,  under  t 
building  zone  resolution,  of  Joseph 
Moore,  applicant  and  owner,  to  pern 
in  a  business  district  the  erection  a 
maintenance  of  a  garage  for  the  stc 
age  of  more  than  five  (5)  motor  \ 
hides ;  premises  532-538  65th  stre 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  13,  1924,  at  2  p.  tn. 

Petitions  for  Variations. 

102-24-S— 415-421  5th  avenue,  Manhattan. 

194-24-S— 59-61  East  4th  street,  Manhattan. 

437-24-S — 37-39  West  57th  street,  Manhattan. 
210-24-S — 73  Warren  street,  Manhattan. 

257-24-S — 60  University  place,  Manhattan. 

273-24-S— 1075-1081  Willoughby  avenue,  Brooklyn. 
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356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
362-24-S — 27-37  West  60th  street,  Manhattan. 
1357-23-S — 35  West  25th  street,  Manhattan. 

61-24-S — 26  East  55th  street,  Manhattan. 

388-24-S — 230-238  West  38th  street,  Manhattan. 
196-24-S — 21-23  Maiden  lane,  Manhattan. 

280-24-S — 102-104  West  38th  street,  Manhattan. 
220-24-S — 23  Washington  street,  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

555-24-S — 161-165  Perry  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
254-24-SA — Sherman  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

4242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Simon  Harding, 
owner. 

PREMISES — 242-270  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

570-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Angelo  Pirozzi, 
owner. 

PREMISES — 17-23  Bancroft  place,  Brooklyn. 

TO  PERMIT  extension  into  a  business  district  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 

,  motor  vehicles. 

124-24-BZ. 

APPLICANT — James  E.  Connaughton,  for  Walter  Glo- 
wacki,  owner. 

3REM1SES — 26  Stratton  avenue,  Bayside,  Queens. 

10  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  to  be  used  for  busi¬ 
ness  purposes. 

95-24-BZ. 

APPLICANT — James  Kearney,  for  Christian  Schuck, 
owner. 

’REMISES — 2251  Jerome  avenue,  The  Bronx. 

.'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

98-24-BZ. 

APPLICANT — Abraham  Farber,  for  Habassah  Home 
Builders  Corp.,  owner. 

’REMISES — 7905-11  7th  avenue,  Brooklyn. 

'0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  two  buildings  to  be  used  for  business 
purposes. 

* 

42-24-BZ. 

APPLICANT — James  Kearney,  dor  R.  T.  J.  Co.,  owner. 

’REMISES — 104-106  Sherman  avenue,  Manhattan. 

'O  PERMIT  in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

33-24-BZ. 

-PPLICANT — William  R.  Rust,  for  Gustav  Hutten- 
locher,  owner. 

REMISES — 157  Richmond  street,  Brooklyn. 


IO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

522-24-BZ. 

APPLICANT* — Charles  D.  Cords,  for  Max  Nirenberg, 
owner. 

PREMISES — 55-75  East  28th  street,  Brooklyn. 

TO  PERM  I  l  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  -for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

533-24-BZ. 

APPLICANT — New  \rork  Telephone  Company,  owner. 

PREMISES— 1421-1437  Ocean  avenue  and  1060-1068  Ken- 
more  place,  Brooklyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the  altera¬ 
tion  and  extension  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting  percentage  of 
lot  occupied  as  required  by  Art.  4,  Section  15  of 
the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

311-24-A — 28-30  West  39th  street,  Manhattan. 

314-24-A — 1074  Franklin  avenue.  The  Bronx. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 

397-24- A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

92-24-A— 79  William  street,  L.  I.  City,  Queens. 

331-24-A— 508-534  West  212th  street,  Manhattan. 

338- 24-A — 667  Madison  avenue,  Manhattan. 

339- 24-A — 58-60  William  street,  Alanhattan. 

343-24-A — 72  Beekman  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  20,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  284-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  151-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  John 
Josinsky,  applicant  and  owner,  Leo  N. 
Boczek,  lessee,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 
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tension  of  the  store  on  the  first  story 
of  an  existing  building;  premises  10 
Woodhull  avenue,  Bayside,  Queens. 


than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 


cal.  no.  76-24-BZ— Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  r. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  53-24-BZ— Application,  January  25,' 1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 

cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louii 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  1 9 1-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Ihos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street,  Brooklyn. 

cal.  no.  193-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  272-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 


cal.  no.  51 1-23-BZ — Application,  March  4,  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

33-22-A — 141-145  Wooster  street,  Manhattan. 

224-21-A— 307-311  East  115th  street,  Manhattan. 
714-23-A — 203  West  62nd  street,  Manhattan. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

300-24-A— 6314-6324  Bay  Parkway,  Brooklyn. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

283-24-A— 18-22  East  38th  street,  Manhattan. 

749-22- A — 258-262  Maujer  street,  Brooklyn. 

443-24- A — 1  Gerry  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  afternoon,  May  20,  1924,  at  2  o  clock 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

CAL.  NO.  330-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  r 
Healy,  executor,  for  the  Estate  ol 
Denis  P.  Healy,  owner,  to  permit  in  < 
residence  district  the  alteration  and  ex 
tension  of  an  existing  garage  for  th> 
storage  of  more  than  five  (5)  moto 
vehicles ;  premises  725-727  Lincoli 
place,  Brooklyn. 

cal.  no.  113-24-BZJ—  Application,  January  25,  1924,  under  th 
building  zone  resolution,  of  Bernhar 
A.  Schaeffel,  applicant,  on  behalf  o 
Rose  B.  Schaeffel,  owner,  to  permit  i 
a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  three  (3 
pleasure  motor  vehicles,  three  space 
rented  to  persons  not  residing  on  th 
premises ;  premises  17  Richmond  stree 
*  Brooklyn. 

cal.  no.  301-24-BZ— Application,  February  26,  1924  unde 
the  building  zone  resolution,  of  Jon 
De  Hart,  applicant,  on  behalf  of  Jos« 
phine  J.  Schnurmacher,  owner,  to  pe 
mit  in  an  unrestricted  district  in 
street  between  two  intersecting  street 
in  which  portion  there  exists  an  ex 
and  entrance  to  a  public  school,  tl 
erection  and  maintenance  of  a  garaf 
for  the  storage  of  more  than  five  (i 
motor  vehicles;  premises  304-310  Ea 
95th  street,  Manhattan. 


650 


I 


CALENDAR 


au  no.  1047-23-BZ— Application,  April  1,  1924,  under  the 
building  zone  resolution,  of  William 
C.  Winters,  applicant,  on  behalf  of 
Blake  Construction  Co.,  owner,  previ¬ 
ously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
|  five  (5)  motor  vehicles;  premises  92- 

94  Furman  avenue,  Brooklyn. 

\l.  no.  303-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  Philip 
Steigman,  architect,  on  behalf  of  29th 
Street  Market,  Inc.,  owner,  to  permit 
in  a  business  district  the  change  of 
occupancy  in  part  of  an  existing  pub¬ 
lic  market  to  a  chicken  slaughter 
house;  premises  200-208  Fast  29th 
street,  Manhattan. 

\L.  NO.  304-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Isaac 
YViener,  owner,  to  permit  extending  into 
a  business  district  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
104-112  Montgomery  street,  Brooklyn. 

AL.  no.  79-24-BZ— Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
j  Cedar  avenue,  The  Bronx. 

:al.  no.  192-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  j.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

al.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

al.  no.  140-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution  of  Levy 
and  Berger,  architects,  on  behalf  of 
Goldinger  Realty  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  617-627  Herkimer 
street,  Brooklyn. 

al.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes ;  premises 
237  East  203rd  street,  The  Bronx. 

William  E.  Walsli.  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  May  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan. 

.16- 24- A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
^  avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning ,  May  23,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  865-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5J  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
rnars  avenue,  Queens. 

cal.  no.  S64-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

cal.  no.  256-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

cal.  no.  313-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  James 
S.  Lawson  and  Ellis  Weisker,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  northeast  cor¬ 
ner  of  Jerome  avenue  and  East  198th 
street,  The  Bronx. 

cal.  no.  231-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Samuel  Himmelstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  745-747  Ralph  avenue, 
Brooklyn. 

cal.  no.  1408-23-BZ — Application,  December  1,  1923,  under 
the  building  zone  resolution,  of  Merton 
L.  Cushman,  applicant  and  owner,  to 
permit,  partly  in  a  business  district  and 
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liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes ;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 


partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  316-320  West 
118th  street,  Manhattan. 

cal.  NO.  438-24-BZ — Application,  March  26,  1924,  under  the 
building  zone  resolution,  of  Kings 
County  Lighting  Co.,  applicant  and 
owner,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a 
holder  for  the  storage  of  gas ;  premises 
north  side  of  66th  street,  158  ft.  9J4  in. 
east  of  Eighth  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  CF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24- A — 17  Bowery,  Manhattan. 

369-24-A— 133-135  West  25th  street,  Manhattan. 

205-24-A — 635-641  West  49th  street,  Manhattan. 
219-24-A— 523-537  Lexington  avenue,  Manhattan. 
360-24-A — 110  East  17th  street,  Manhattan. 

317-24-A — 91-93  Thompson  street,  Manhattan. 

364-24-A— 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

1344-23-A — 256  West  69th  street,  Manhattan. 

67-24-A— 801  Vernon  avenue,  L.  I.  City,  Queens. 
217-24-A — 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 

321-24-A— 5214-5224  Fifth  avenue,  Brooklyn. 

332-24-A'—  Block  64th  street  to  67th  street,  Exterior 
street  to  Avenue  A,  Manhattan. 

569-24-A — 120  Broadway,  Manhattan. 

459-24- A — North  side  of  Warburton  avenue,  between  4th 
and  5th  streets,  Bayside,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal* 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  27,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  88-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 
cal.  no.  204-24-BZ — Application,  February  8,  1924,  under 
the  building  zone  resolution,  of  Alvah 
W.  Burlingame,  Jr.,  applicant,  on  be¬ 
half  of  Robert  B.  Martin,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building 
'  from  dead  storage  of  motor  vehicles  to 

a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  469- 
475  Hemlock  street,  Brooklyn. 

CAL.  no.  237-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  Morris 
J.  Werner,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2364  Jerome  avenue, 
The  Bronx. 

CAL.  NO.  255-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil- 


cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 

cal.  no.  425-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  moftjor  vehicles;  premises  42-48 
Hamilton  street,  Manhattan. 

cal.  no.  380-24-BZ— Application,  March  12,  1924,  under  the 

building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  M.  Lich¬ 
tenstein,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2380- 
2392  Ryer  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

75-24-S— 495  Lincoln  road,  Brooklyn. 

197- 24-S — 98  East  Broadway,  Manhattan. 

320-24-S — 459-499  Seventh  'avenue,  163-167  West  34th 
street  and  160-166  West  35th  street,  Man¬ 
hattan. 

326- 24-S — 64  University  place,  Manhattan. 

327- 24-S — 45-51  Lispenard  street,  Manhattan. 

341-24-S — 290  Pearl  street,  Manhattan. 

389-24-S — 43-51  West  4th  street,  Manhattan. 

401-24-S — 70  West  3rd  street,  Manhattan. 

403-24-S — 247  West  34th  street,  Manhattan. 

135-24-S — 2067  Broadway,  Manhattan. 

252-24-S— 452-456  10th  avenue,  Manhattan. 

44-24-S— 218-222  West  34th  street,  Manhattan. 
1401-23-S — 23  West  20th  street,  Manhattan. 

149-24-S— 20-30  Morton  street,  Brooklyn. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

524-23-S — 15  West  17th  street,  Manhattan. 

349-22-S— 600  Madison  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198- 24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 

Manhattan. 

Appliance  Submitted  for  Approval. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

3 15-22-S— Conran  Pressure  Reducer,  approval  of. 


658 


CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

340-24-A — 290  Pearl  street,  Manhattan. 

368-24-A — 142  Bowery,  Manhattan. 

370-24-A — 481  Van  Duzer  street,  Richmond. 

’  382-24 -A — 130-134  Washington  place,  Manhattan. 
384-24-A— 108-112  Junius  street,  Brooklyn. 

417- 24-A — 931  Courtlandt  avenue,  The  Bronx. 

418- 24-A — 1389  Rockaway  parkway,  Brooklyn. 

173-24-A—  218-220  Oakland  street  or  230  Greenpoint  ave¬ 
nue,  rear,  Brooklyn. 

352-24-A — 219  East  avenue,  L.  I.  City,  Queens. 

357-24-A — 79-81  Rutgers  slip,  Manhattan. 

390-24-A — 120  Garretson  avenue,  Dongan  Hills,  S.  I., 
Richmond. 

393-24- A — 22  Columbus  place,  Brooklyn. 

404-24-A — 205-207  South  Oxford  street,  Brooklyn. 
440-24-A — 49-55  West  27th  street,  Manhattan. 

491-24- A — 730  Fifth  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue.  The  Bronx. 

512-24-A — 525-531  Surf  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
)f  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning ,  June  3,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters :  t 

,:al.  no.  347-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Morris 
Gross  and  Daniel  Fuchs,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1925-1929 
Union  street,  northeast  corner  of  Por¬ 
tal  street,  Brooklyn. 

:al.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles:  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

:al.  no.  378-24-BZ — 'Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
-business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

:al.  no.  345-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Paul  J. 
Morrison,  applicant,  on  behalf  of 
George  and  Adelaide  Morrison,  owners, 
to  permit  in  a  residence  district  the  al¬ 
teration  and  change  of  occupancy  from 
residence  to  a  business  use;  premises  18 
Verandah  place,  Brooklyn. 

:al.  no.  348-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Levy  and 


Berger,  architects,  oh  behalf  of  Nathan 
Harrison,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  change 
of  occupancy  from  residence  to  a  busi¬ 
ness  use;  premises  226-228  Tompkins 
avenue,  Brooklyn. 

cal.  no.  358-24-BZ— Application,  March  10,  1924,  under 
the  building  zone  resolution,  of  Joseph 
A.  Arnold,  applicant,  on  behalf  of  Al¬ 
lied  Cleaning  and  Dyeing  Corporation, 
owner,  to  permit  in  a  business  district 
the  extension  of  a  dry  cleaning  estab¬ 
lishment;  premises  330-332  Freeman 
avenue,  Long  Island  City,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24-S  45-47  East  20th  street,  Manhattan. 

226-24-S— 14-20  Sheriff  street  and  87-91  Broome  street, 
Manhattan. 

342-24-S  2871-2875-2879  Broadway,  Manhattan. 

344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-S  129-133  West  27th  street,  Manhattan. 

450-24-S — 79-83  Washington  street  and  39-45  York  street, 
Brooklyn. 

456-24-S — 102-104  Greenwich  street,  Manhattan. 

462-24-S — 30  West  58th  street,  Manhattan. 

490-24-S — 2138  Third  avenue,  Manhattan. 

467-24-S — 13  East  16th  street,  Manhattan. 

476-24-S — 457  Sixth  avenue,  Manhattan. 

489-24- S — 416-418  West  26th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  of. 

501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3-24-A — 2242  Second  avenue,  Manhattan. 

318-24-A — 139-25  Hillside  avenue,  Jamaica,  Queens. 

374- 24- A — 37  West  111th  street,  Manhattan. 

375- 24-A — 317  West  52nd  street,  Manhattan. 

376- 24-A — 419  East  66th  street,  Manhattan. 

377- 24-A — 31  West  116th  street,  Manhattan. 

381-24-A — 123  Marble  Hill  avenue,  The  Bronx. 

408-24-A — 222  South  street  and  100-102  Market  slip,  Man¬ 
hattan. 

427-24-A — ‘160-166  7th  street,  Brooklyn. 

447-24-A — 65-67  West  45th  street,  Manhattan. 

455-24-A — 120  Broadway,  Manhattan. 

457-24-A — 185-187  East  Broadway,  Manhattan. 

474-24-A — 254  South  street,  Manhattan. 

033-23-A — 54  Main  street.  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  10,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  1220-23-BZ — Application,  October  25,  1923,  under 
the  building  zone  resolution,  of  Daniel 
W.  Wilkes,  applicant  and  lessee;  Ben¬ 
nett  De  Beixedon,  owner,  to  permit  in 
a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1090-1094  Gates  avenue, 
Brooklyn. 

cal  no  242-24-BZ — Application,  February  15,  1924,  undei 
the  building  zone  resolution,  of  William 
H.  Daly,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  pleasure  motor  vehicles,  five 
spaces  rented  to  persons  not  residing  on 
the  premises ;  premises  2  Dorothea 
place,  rear,  The  Bronx. 

CAL.  NO.  336-24-BZ— Application,  March  3,  1924,  under 
the  building  zone  resolution,  of  Gel- 
ler,  Rolston  and  Blanc,  applicants,  on 
behalf  of  Heirs  and  Legatees  of  Henry 
W.  Schmidt,  deceased,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  634-638  St.  Nicholas 
avenue,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  10,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

248-24-S — 512-520  Grand  street,  Manhattan. 

464-24-S — 981  Third  avenue,  Manhattan. 

466-24-S — 110  West  17th  street,  Manhattan. 

468-24- S— 426  East  17th  street,  Manhattan. 

472-24-S — 256-260  West  38th  street,  Manhattan. 

4 82-24- S — 265  West  Broadway,  Manhattan. 

510-24-S— 210-212  West  65th  street,  Manhattan. 
524-24-S — 202-204  West  36th  street,  Manhattan. 
527-24-S — 237  Division  street,  Manhattan. 

538-24-S — 19-21  West  36th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

430-24-A — 322  East  24th  street,  Manhattan. 

502-24-A — 163  Crosby  street,  Manhattan. 

505- 24-A— 73-81  Dobbin  street,  Brooklyn. 

506- 24-A— 464  58th  street,  Brooklyn.  i 

508-24-A — 25-31  South  William  street,  Manhattan. 

511-24- A — 17-25  North  Moore  street,  Manhattan. 

518-24-A — 2912-2914  Park  avenue,  The  Bronx. 

526-24-A — 615-621  West  56th  street  and  614-620  West  58tl 

street,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  6,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  ot 
appeals,  held  on  Tuesday  morning,  April  29  1924  were 

approved  as  printed  in  the  Bulletin,  No.  19,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

16-24-A.  ,  ...  ,  ,  ,  _ 

APPELLANT — David  M.  Jones,  for  Philip  W  ald  and  S. 

Ruchman,  owners.  .  . 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 1342  Park  avenue,  Manhattan. 

APPEARANCES — 

For  Appellant:  David  M.  Jones. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD’ — Laid  over  to  May  23,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


APPELLANT— Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 406  Second  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— ‘Laid  over  to  May  23,  1924,  at 

10  a.  m. 


58-23-A. 

APPELLANT — Acorn  Silk  Company  (Aaron  Coher 
owner). 

SUBJECT— Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 313-331  William  street,  Lon 
Island  City,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  Aaron  Cohen. 

ACTION  OF  BOARD — ‘Laid  over  to  May  23,  1924,  t 
10  a.  m.,  for  report  of  inspector  of  fire  departmen 


648-23-A. 

APPELLANT — Eclipse  Box  &  Lumber  Co.,  Inc. 

SUBJECT— Application  for  reopening— appeal  from  ord< 
otf  .fire  commissioner. 

PREMISES  AFFECTED— 856-60  Humboldt  street,  Brool 
lyn. 

APPEARANCES— 

For  Appellant :  Charles  C.  Miller. 

ACTION  OF  BOARD— -Laid  over  to  May  23,  1924, 
10  a.  m. ;  to  present  details  as  to  proposed  sprinkl 
system. 

223-24-A. 

APPELLANT— John  Knirim,  for  Bertha  Pflieger,  le 
see. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 29  West  25th  street,  Manh: 
tan. 
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appearances— 

For  Appellant:  John  Knirim. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at 
10  a.  m.,  subject  to  filing  proper  plans  and  data 
in  fire  department. 


245-24-A. 

APPELLANT — Crane  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 26  Corlears  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Frederick  Miller. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby  and  Holland .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(245-24-A) 

Whereas,  Crane  Co.,  owner,  filed,  February  16,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises.  26  ICodears 
street,  Manhattan;  and  _  t 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  18,  1924,  reads : 

“Referring  to  your  application  dated  May  3,  1923, 
for  a  permit  to  store  and  use  fuel  oil  at  26  Corlears 
Street,  Manhattan,  I  regret  to  inform  you  that  said 
application  has  been  disapproved  for  the  reason  that 
your  present  method  of  storing  and  using  fuel  oil 
does  not  conform  with  the  Fuel  Oil  Rules  adopted  by 
the  Board  of  Standards  and  Appeals  on  November 
6,  1919. 

“You  are,  therefore,  hereby,  ordered  to : 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  34  ft.  by  58  ft.  3  in.  in  area ;  OCCUPIED  for  pipe 
bending;  equipped  with  a  fuel  burning  installation  for 
heating  metal;  and 

Whereas,  appellant  contends  that  the  fuel  oil  installa¬ 
tion  has  been  in  the  building  since  1904  and  further  con¬ 
tends  that  the  top  of  the  tank  is  12  in.  below  the  surface 
of  the  ground,  is  enclosed  with  an  8  in.  brick  wall  and 
covering  and  dry  sand ;  and 

Whereas,  the  board  deemed,  in  view  of  the  industrial 
process  for  twenty  years,  the  appeal  should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  occupancy  and  use  be  re¬ 
stricted  to  the  manufacturing  of  metal  pipe;  that  not  less 
than  ten  (10)  sand  pails  shall  be  maintained ;  that  not 
less  than  six  (6)  approved  hand  fire  extinguishers  shall 
be  provided ;  and  that  the  oil  used  on  the  premises  shall 
be  stored  in  a  metal  tank,  buried  not  less  than  12  in.  below 
grade,  and  restricted  to  Grade  “A”  oil. 


247-24- A 

APPELLANT— Joseph  Reydel,  Jr.,  for  J.  M.  Horton 
Ice  Cream  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 324-326  East  24th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Joseph  Reydel,  Jr. 

For  Administration :  Inspectors  Lynch  and  Car- 
roll  of  fire  department. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby  and  Holland . . .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(247-24-A) 

Whereas,  Joseph  Reydel,  Jr.,  for  J.  M.  Horton  Ice 
Lream  Co.,  owner,  filed.  February  18,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  324-326  East  24th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  10,  1924,  reads: 

“Enclosed  herewith  is  temporary  receipt  No.  735 
which  we  have  issued  in  payment  for  your  check  of 
$17.00  for  your  garage  at  324  East  24th  Street.  As 
we  informed  you  in  our  communication  of  January  4th, 
1924,  that  it  would  be  necessary  for  you  to  either  re¬ 
move  the  tanks  entirely  from  the  premises  or  fill  them 
with  sand  in  the  presence  of  an  inspector,  or  pay  for 
a  storage  garage  permit  fee,  $35.00”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height 
50  ft.  by  93  ft.  9  in.  in  area;  OCCUPIED  as  a  non¬ 
storage  garage  and  stable;  and 

Whereas,  appellant  contends  that  on  June  8,  1920,  the 
fire  department  isued  an  order  to  remove  the  pump  from 
the  gasoline  storage  system  and  seal  up  opening  where 
pump  was  installed,  also  fill  box  at  curb  with  cement ; 
this  work  was  done  and  the  fire  department  issued  a  per¬ 
mit  for  a  non-storage  garage  and  the  permits  were  issued 
up  to  May  15,  1923,  and  further  contends  that  since  the 
abandonment  of  the  gasoline  storage  system  no  gasoline  has 
been  stored  on  the  premises. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  gasoline  pumps  shall  be 
removed  from  the  premises;  that  all  pipe  connections  of 
gasoline  storage  equipment  shall  be  capped  and  plugged 
at  first  floor  grade  level ;  and  that  the  fill  box  at  the  curb 
shall  be  sealed  with  cement  concrete. 


251-24-A. 

APPELLANT — John  Best,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 163  Mercer  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  John  Best. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed;  to  comply  with 
order. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby  and  Holland .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(251-24-A) 

Whereas,  John  Best,  owner,  filed,  February  18,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  163  Mercer  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  30,  1924,  reads: 


Ml 
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“Order  No.  54409-F: 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply  *  *  ; 

and  *  .  ,  .  . 

Whereas,  .the  building  is  nonffireproof,  four  stones  in 
height,  25  ft.  by  88  ft.  in  area.  OCCUPIED:  1st  story, 
storage  wool  clippings,  5  persons;  2nd  story,  mfr.  of  pa¬ 
per  boxes,  4  persons;  3rd  story,  vacant;  4th  story,  vacant, 

Whereas,  appellant  contends  that  to  comply  with  this 
order  would  be  a  hardship  and  is  not  in  a  financial  condi¬ 
tion  to  comply.  ...... 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
on  condition  that  appellant  complies  with  conditions  of 
resolution  granted  under  Cal.  783-21-A. 


APPELLANT— Samuel  Rosenblum,  for  Maurice  Dcutsch 
Bldg.  Corp.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 35-39  Maiden  lane,  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs. 
Boulton,  Kerby  and  Holland . 


Beatty, 


Negative  . . .  •  •  •  •  •  •  •  ••*•••  • ;  •  •  • 

Absent :  Mr.  Connell  and  Fire  Chief  Renlon 


5 

0 

2 


THE  RESOLUTION : 

(271-24-A) 

Whereas,  Samuel  Rosenblum,  for  Maurice  Deutsch 
Bldg.  Corp.,  owner,  filed,  February  20,  1924.  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  35-39  Maiden  lane,  Manhat¬ 
tan;  and  „  .  .  ,  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

September  14,  1923,  reads : 

“Order  No.  49909-F: 

“1.  Provide  iron  or  kalamein  shutters  on  all  open¬ 
ings  in  the  exterior  wall  above  the  first  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plane  with  said  opening,  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  rear  North  side  of 
No.  35  building,  or  other  approved  protection  as  per 
Section  375,  Article  18,  Chapter  5  of  the  Code  of  Ordi¬ 
nances.”;  ...  ,  ^ 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
72  ft.  7  in.  by  119  ft.  2  in.  in  area;  OCCUPIED  as  an  of¬ 
fice  building,  36  persons  per  story;  and 
Wherfas.  there  are  four  (4)  windows  on  every  story 
above  the  fifth  story  within  30  ft.  of  .openings  in,  and 
within  50  ft.  of  the  roof  of  a  neighboring  building;  and 
Whereas,  appellant  contends  that  the  neighboring  build¬ 
ing  is  occupied  for  offices  and  jewelry  salesrooms  and  that 
the  openings  in  same  are  protected  by  fireproof  windows, 

glazed  with  wire  glass.  .  .  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  windows  in  the  westerly  gaible 
wall  shall  be  protected  in  accordance  with  the  regulations; 
that  the  openings  on  the  course  of  the  stairs  on  easterly 
side  of  building  shall  be  protected  in  accordance  with  re- 
quirements ;  and  granted  as  to  the  other  openings  embraced 
in  the  order  so  long  as  the  protection  of  the  openings; 
of  the  adjoining  premises  remain  unchanged,  and  the  con-1 
ditions  as  to  occupancy  and  use  otherwise  remain  un¬ 
changed. 


285-24- A.  TT  , 

APPELLANT— Samuel  Schlau,  for  Julia  Hecht,  owner. 
SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 136  Beach  127th  street,  Belle 
Harbor,  L.  I.,  Queens. 

APPEARANCES—  J  j 

For  Appellant:  Samuel  Schlau. 


A  rTTOM  riT?  RHARn _ Annpal 


(-U  n  mum 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  C 

Negative  . . .  c 

Absent :  Fire  Chief  Kenlon  .  1 


293-24-A. 

APPELLANT— Samuel  Rosenblum,  for  Andrew  D.  Bairc 
Holding  Corp.,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 2-20  Keap  street,  Brooklyn. 

APPEARANCES—  f  ^ 

For  Appellant :  Samuel  Rosenblum  and  Michael  F 
Walsh.  : 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE-  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  Kerby  and  Fire  | 

Chief  Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty  . 


THE  RESOLUTION: 

(293-24-A) 

Whereas,  Samuel  Rosenblum,  for  Andrew  D.  Bair 
Holding  Corp.,  owner,  filed.  February  25,  1924,  an  appeal 
with  the  board  of  appeals,  from  orders  of  the  fire  commi* 
sioner,  affecting  premises  2-20  Keap  street,  Brooklyn;  an 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Jar 
uarv  8,  1924,  read: 

“No.  53135-F : 

“1.  Provide  a  separate  and  distinct  system  of  ante 
viatic  sprinklers  throughout  building  having  at  lea 
one  source  of  water  supply,  arranged  and  equipped  i 
provided  in  the  rules  for  fire  extinguishing  appliano 
adopted  by  the  Board  of  Standards  and  Appeals  Me 
24,  1917.  as  amended  May  2,  1918,  and  January  2 
1919,  effective  February  17,  1919.” 

“Order  No.  531 36-F:  .  j 

“1.  Install  a  standpipe  system  with  risers  4  inch 
in  diameter  tested  to  withstand  a  pressure  of  300  It 
per  square  inch  extending  from  cellar  to  roof,  wi 
necessary  check  valves  and  2^2  inch  regulation  Fi 
Department  outlets  on  each  story  (including  basemenij 
cellar  and  roofs)  placed  within  main  stairway  end; 
sure.  Each  outlet  to  be  provided  with  sufficient  fc 
of  2 y2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story 
height,  227  ft.  by  153  ft.  (34,700  sq.  ft.)  in  area;  divid 
into  two  sections  by  a  fore  and  aft  brick  wall  with  slidii 
kalameined  doors  at  openings ;  OCCUPIED  for  the  man 
facture  of  hospital  supplies;  and 
Whereas,  appellant  contends  most  of  the  manufactur 
products  are  made  of  metal,  and  proposes  to  install  _ 
additional  fireproof  door  at  each  opening  in  the  partiti 

,  wall.  .  .. 

M  Resolved,  that  the  decision  of  the  superintendent  of  bui! 

|j|ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
berebv  is  granted  on  condition  that  the  existing  sv 
dividing  wall  of  approved  masonry  shall  be  maintain' 
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with  not  more  than  two  openings,  said  openings  to  be 
protected  with  approved  automatic  fire  doors ;  that  the  rear 
gable  walls  shall  be  maintained  unpierced  throughout  their 
entire  height  and  length;  that  the  watchman  service  shall 
be  installed  with  direct  Central  Office  connection;  that  not 
less  than  six  (6)  40-gallon  water  casks,  painted  red  and 
marked  “FIRE”,  equipped  with  six  (6)  buckets  to  each 
cask,  shall  be  maintained  in  each  section  of  structure, 
also  one  (1)  40-gallon  portable  fire-extinguisher  maintained 
in  each  section;  and  granted  so  long  as  use,  conduct  and 
operation  of  business  on  premises  remain  substantially  un¬ 
changed. 


APPEARANCES— 

For  Appellant:  B.  L.  Peck  and  William  Hanson. 
For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE-. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Iverby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


295-24-A. 


APPELLANT — William  F.  Doyle,  for  Co-operative  Chem¬ 
ical  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 231  Third  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


iTHE  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(295-24-A) 

Whereas,  William  F.  Doyle,  for  Co-operative  Chemical 
Co.,  lessee,  filed,  February  25,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  231  Third  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
December  21,  1923,  reads : 

"1 — Discontinue  the  manufacture  of  combustible  mix¬ 
tures  on  these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  17  ft.  4  in.  by  54  ft.  6  in.  in  area  at  the  1st  story 
and  17  ft.  4  in.  by  40  ft.  in  area  above.  OCCUPIED:  1st 
story,  store  and  mixing  room  in  rear  extension,  1  person; 
dwellings  above ;  and 

Whereas,  appellant  contends  the  principal  inflammable 
ingredient  in  the  mixture  is  kerosene;  that  the  maximum 
quantity  is  100  gallons  stored  in  a  steel  container,  when 
mixed,  in  the  covered  container,  the  fluid  is  placed  in  air¬ 
tight  receptacles  and  placed  in  the  store  ready  for  sale; 
appellant  proposes  to  replace  the  window  in  extension  with 
one  fixed  and  fireproof;  to  provide  a  door  in  opening  be¬ 
tween  extension  and  store  and  to  metal  cover  the  door  at 
opening  between  store  and  hallway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  kerosene  stored 
on  premises  shall  be  limited  to  100  gallons,  maintained  in 
approved  metal  drum,  confined  to  one-story  extension ;  that 
the  window  in  partition  between  storeroom  and  extension 
of  store  shall  be  made  fireproof  or  built  up  with  masonry 
and  the  doorway  between  extension  and  store,  first  story, 
be  equipped  with  self-closing,  fireproof  door;  and  that 
the  opening  from  the  store  to  the  hallway  of  dwelling, 
first  story,  shall  be  equipped  with  a  kalameined,  self-clos¬ 
ing  door. 


298-24- A. 

APPELLANT— Cleveland-Duluth  Company,  Inc.,  .  owner 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 880-890  East  136th  street,  The 

Bronx. 


THE  RESOLUTION: 

(298-24-A) 

Whereas,  Cleveland-Duluth  Company,  Inc.,  owner,  filed, 
February  26,  1924,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
880-890  East  136th  street,  Borough  of  Bronx1;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  November  8,  1923,  in  acting  on  Alt.  App.  No.  1219-23. 
reads : 

“The  Grinnell  Company,  Inc.,  has  filed  plans  for 
a  sprinkler  system  but  as  the  area  of  the  building  re¬ 
quires  a  standpipe  system,  plans  must  be  filed  before 
the  sprinkler  system  can  be  approved.” ; 

and 

Whereas,  the  building  is  frame,  covered  with  sheet 
metal,  one  story  in  height,  101  ft.  by  350  ft.  (35,300  sq.  ft.) 
in  area;  OCCUPIED  as  a  warehouse  for  the  storage  and 
repair  of  machinery;  and 

Whereas,  applicant  contends  that  a  sprinkler  system  is 
being  installed,  which  will  afford  ample  fire  protection; 
and 

Whereas,  the  board  deemed  that  in  view  of  the  instal¬ 
lation  of  the  approved  sprinkler  system  the  appeal  should 
be  granted. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  occupancy  and  use  re¬ 
main  substantially  unchanged;  and  that  at  least  six  (6) 
approved  40-gallon  water  casks,  painted  red  and  marked 
“FIRE”,  equipped  with  six  buckets  to  each  cask,  shall 
be  distributed  on  the  southerly  side  of  building. 


302-24-A. 

APPELLANT — Frank  J.  Schefcik,  for  Imperial  Perfu¬ 
mery  &  Barber  Supply,  Inc.,  lessee. 

SUBJECT — 'Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1077  Intervale  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Frank  J.  Schefcik. 

For  Administration :  Inspector  Lynch  of  'fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 


Kenlon .  6 

Negative .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 


(302-24-A) 

Whereas,  Frank  J.  Schefcik,  for  G.  R.  B.  Holding  Co., 
owner,  filed,  February  26,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  1077  Intervale  avenue,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
February  11,  1924,  reads : 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  1077  Intervale  Avenue,  Bronx,  used  as  a  non¬ 
storage  garage,  shows  that  the  following  must  be  done 
before  permit  requested  by  you  can  be  issued : 
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“1.  Separate  boiler  room  from  remainder  of  build¬ 
ing  by  unpierced  wall  of  solid  masonry  at  least  8 
inches  thick,  entrance  to  boiler  room  to  be  from  the 
exterior  of  the  building  only.  Section  159-1,  Chapter 
10,  Code  of  Ordinances.”; 

Whereas,  the  building  is  fireproof,  three  stories  in 
height,  28  ft.  by  89  ft.  in  area.  OCCUPIED:  1st  story, 
non-storage  garage  and  boiler  room ;  the  rest  of  the 
building  is  used  for  the  manufacture  and  sale  of  per¬ 
fumes;  and 

Whereas,  appellant  contends  that  boiler  room  is  sep¬ 
arated  from  garage  by  a  12  in.  brick  wall  and  proposes 
to  brick  up  the  opening  therein.  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  an  unpierced  brick  wall  shall 
be  provided  between  the  boiler  room  and  the  garage  por¬ 
tion  of  the  premises. 


APPELLANT— Powell  Products  Company,  Inc.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 4497  Third  avenue,  The  Bronx. 


APPEARANCES— 

For  Appellant:  Thomas  Everett. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(146-24- A)  • 

^^"hereas,  Powell  Products  Company,  Inc.,  lessee,  filed, 
January  30,  1924,  an  appeal  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  4497 
Third  avenue,  Borough  of  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  17,  1923,  reads: 

“Order  No.  21117-UC: 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply  *  *  * 

“2.  Provide  a  type  “A”  motor  enclosure  about  elec¬ 
tric  motor  on  the  first  story.  Section  9,  Chapter  10, 
Code  of  Ordinances. 

“3.  Provide  an  approved  buried  storage  system  of 
sufficient  capacity  for  the  proper  storage  of  benzol. 
Section  114-5,  Chapter  10,  Code  of  Ordinances. 

“4.  Provide  1  fireproof  receptacle  with  cover  for 
the  storage  of  waste.  Section  9,  Chapter  10,  Code  of 
Ordinances. 

“5.  Provide  6  approved  sand  buckets  of  at  least 
10  quarts  capacity  on  each  story.  Buckets  to  be  painted 
RED  and  marked  FIRE  with  letters  not  less  than  2 J4 
inches  in  height,  kept  full  of  clean  sand  and  not  used 
for  any  other  purpose.  Buckets  to  be  placed  on  per¬ 
manent  shelves,  hooks  or  racks,  same  to  be  not  less 
than  2  feet  nor  more  than  4J4  feet  above  the  floor. 
Section  251-C,  Chapter  10,  Code  of  Ordinances”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stones  in 
height,  25  ft.  by  125  ft.  in  area;  OCCUPIED  as  a  denatur¬ 
ing  alcohol  plant;  and 

Whereas,  appellant  contends  that  the  chemicals  are 
stored  in  separate  rooms;  that  no  power  is  used  excepting 
a  small  electric  pump,  in  denaturing  the  alcohol;  that 
the  building  is  supplied  with  buckets  of  sand,  and  pro¬ 
poses  to  install  carbon  tetrachloride  extinguishers. 


Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal,  as  to  Item  1,  be 
and  it  hereiby  is  granted  on  condition  that  all  other  items 
of  the  order  shall  be  complied  with  and  that  the  manu 
facturing  shall  be  confined  to  the  1st  story. 


. 


195-24-A. 

APPELLANT— F.  P.  Keniston,  for  Quality  Fabric  Cor¬ 
poration,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 40  West  25th  street,  Manhat- 
tan. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition  In 
part  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  „  , 

Affirmative :  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Connell,  Holland,  and  Kerby  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(195-24-A) 

Whereas,  F.  P.  Keniston,  for  Quality  Fabric  Corpo¬ 
ration,  lessee,  filed,  February  8,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  40  West  25th  street  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

January  19,  1924,  reads : 

“Order  No.  22402-LC:  j 

“4.  Elevate  all  steam  and  hot  water  radiators  at  least, 
four  inches  above  floor.  Section  235-9,  Chapter  10 
Code  of  Ordinances. 

“5.  Protect  all  steam  pipes  or  risers  that  are  with¬ 
in  6  ft  0  in.  of  floor  with  wire  guards  or  non-com- 
bustible  pipe  covering.  Section  235-9,  Chapter  10,  Cod<: 
of  Ordinances. 

“6.  Provide  suitable  guards  around  radiators  anc 
steam  pipes  to  prevent  combustible  material  from  com 
ing  in  contact  therewith. 

“NOTE:  Top  shall  be  sloping  so  as  to  prevent  sam< 
from  being  used  as  shelves 


T 


_  ,J  . 

“7.  Bottom  of  guard  shall  be  arranged  so  as  to  lif 
up  for  cleaning.  Section  235-9,  Chapter  10,  Articlij 
19,  Code  of  Ordinances. 

“9.  Provide  a  sufficient  number  of  tote  boxes  o 
approved  construction  in  which  must  be  kept  material 
and  articles  in  process  of  manufacture.”; 


and  .  .  f 

Whereas,  the  building  is  fireproof,  12  stories  in  heigh' 
103  ft.  6  in.  by  100  ft.  in  area,  equipped  with  a  sprinkle* 
and  standpipe  system;  OCCUPIED  as  a  tenant  factor) 
averaging  40  persons,  per  story,  appellant  occupying  th 
11th  story;  and 

Whereas,  appellant  contends  that  only  25  pounds  o 
celluloid  is  used  at  any  one  time  and  that  it  is  stored  i 
an  approved  metal  container,  and  proposes  to  remove 
radiator  installed  near  the  cutting  table,  to  a  position  2 
ft.  from  said  table,  and  further  contends  that  the  neare: 
radiator  is  15  ft.  from  work  bench. 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  modified,  as  to  Items  4,  5  and  6,  and  the  a; 
peal  as  to  these  items  be  and  it  hereby  is  granted  o 
condition  that  any  work  on  celluloid  on  these  premises  sha 
not  be  within  twenty  feet  of  any  radiator;  and  that  tl 
quantity  of  celluloid  maintained  on  the  premises  shall  n* 
exceed  25  pounds ;  that  the  order  of  the  fire  commissione' 
as  it  refers  to  Items  7  and  9,  be  and  it  hereby  is  affirmc 
and  the  appeal  as  to  these  items  be  and  it  hereby 
denied. 
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821-23-A. 

APPELLANT — Henry  J.  Nurick,  for  Beth  Moses  Hos¬ 
pital,  owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 16-52  Stuyvesant  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Henry  J.  Nurick. 

ACTION  OF  BOARD — Appeal  reopened  and  modification 
granted. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Iverby  .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(821-23-A) 


Whereas,  Henry  J.  Nurick,  for  Beth  Moses  Hospital, 
owner,  filed,  June  28,  1923,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  46-52  Stuyvesant  avenue,  Brook¬ 
lyn;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  June  19,  1923,  App.  No.  11091-1923,  reads : 

“DENIED — Proposition  contrary  to  section  355  of 
Code,  the  erection  of  stair  enclosure.  Partition  of  ma¬ 
terial  not  specified  in  the  Code  as  approved  by  the  Su¬ 
perintendent.”  ;  • 

and 

Whereas,  the  building  is  fireproof,  five  stories  in  height, 
90  ft.  by  94  ft.  4  in.  in  area;  OCCUPIED  as  a  hospital; 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  roof,  an  exterior  stairway  in 
the  southerly  court ;  and 

Whereas,  the  application  filed  with  the  bureau  of  build¬ 
ings  called  for  the  erection  of  an  enclosure  for  the  stair 
hall  with  union  partitions  and  fireproof,  self-closing  doors. 
The  appellant  proposes  in  lieu  of  the  union  partitions  to 
construct  partitions  with  a  wood  core  covered  with  copper, 
the  doors  to  be  of  white  pine  core  copper  covered,  these 
partitions  having  a  width  of  12  in.  to  15  in.  only;  and 

Whereas,  appellant  contends  that  the  partitions  are  now 
in  place,  and  to  remove  them  and  replace  with  union  par¬ 
titions  would  involve  a  hardship  on  the  hospital;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  November  7,  1923,  on  certain  conditions,  and  ap¬ 
pellant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  all  glass  panels  in  par¬ 
tition  at  foot  of  stairs  be  removed  and  filled  in  solid  with 
incombustible  material  of  same  construction  as  remainder 
of  partition,  except  as  to  the  enclosure  of  stairs  on  the 
first  story  only,  on  condition  that  the  stairs  open  into  a  pub¬ 
lic  corridor  with  direct  egress  to  the  street,  and  that 
the  first  floor  use  shall  be  restricted  exclusively  for  ad¬ 
ministration  occupancy  and  not  for  hospital  treatment  or 
•patient  occupancy. 


198-23-A. 

APPELLANT — Gustave  E.  Steinback,  for  Church  of  Our 
Lady  of  Guadaloupe,  owner. 

SUBJECT — 'Application  for  reopening — appeal  from  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 251  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Gustave  E.  Steinback. 

ACTION  OF  BOARD — .Appeal  reopened  and  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 


(198-23-A) 

Whereas,  Gustave  E.  Steinback,  for  Church  of  Our  Lady 
of  Guadaloupe,  owner,  filed,  February  14,  1923,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  superin¬ 
tendent  of  buildings,  affecting  premises  251  West  14th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  reads : 

“1.  As  building  exceeds  40  ft.  in  height  and  has 
more  than  15  sleeping  rooms  it  should  be  of  fireproof 
construction — Sec.  72.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stoiies  in 
height,  24  ft.  2  in.  by  67  ft:  3  in.  in  area;  OCCUPIED 
as  a  home  for  working  girls ;  there  being  twenty-eight 
(28)  bedrooms;  and 

Whereas,  appellant  contends  that  the  building  is  a  chari¬ 
table  institution,  in  charge  of  a  sisterhood;  and  has  been 
occupied  as  a  Home,  and  proposes  to  extend  stairs  to  roof, 
to  enclose  the  stair  hall  in  fire-resisting  partitions  and  to 
enclose  the  airshaft  with  fireproof  material  and  fireproof 
windows  in  all  openings  of  same;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  March  6,  1923,  but  appellant  requested  a  modifica¬ 
tion  of  the  resolution,  as  plans  filed  failed  to  show  number 
of  bedrooms  on  the  2nd  story. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  the  stairway  be 
extended  to  the  roof  and  that  the  stair  hall  be  fire-retarded 
in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals,  and  that  all  openings  be  protected  with  self¬ 
closing,  fireproof  doors ;  that  a  standard  fire  escape  be 
provided  on  rear,  extending  from  the  yard  to  the  roof ; 
and  that  the  doors  leading  from  rooms  to  fire  escape  on 
rear  of  building  be  maintained  unlocked  at  all  times;  that 
an  attendant  shall  be  maintained  in  service  to  patrol  the 
building  during  all  hours  of  the  night. 


BUILDING  ZONE  CASES. 

864-23-BZ. 

APPLICANT — Seelig  &  Finkelstein,  for  Ditmars  Avenue 
Improvement  Co.,  Inc.,  owner. 

SUBJECT — .Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED' — West  side  of  Ninth  avenue, 
300.01  ft.  south  of  Ditmars  avenue,  Queens. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  Albert  Hennings,  Leo  Linker, 
Walter  April,  John  F.  Klein,  Thomas  DeMayo, 
Thomas  C.  Capone  and  Christian  Bauer. 

ACTION  OF  BOARD — Application  laid  over  to  May  23, 
1924,  at  10  a.  m.,  to  obtain  consents. 


865-23-BZ. 

APPLICANT — Seelig  &  Finkelstein,  for  Ditmars  Avenue 
Improvement  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Ninth  avenue, 
100.01  ft.  south  of  Ditmars  avenue,  Queens. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  Albert  Hennings,  Leo  Linker, 
Walter  April,  John  F.  Klein,  Thomas  De  Mayo, 
Thomas  C.  Capone  and  Christian  Bauer. 
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ACTION  OF  BOARD — Application  laid  over  to  May  23, 
1924,  at  10  a.  m.,  to  obtain  consents. 


APPLICANT — Warren  &  Wetmore,  for  New  York  Central 
Railroad  Co.,  owner.  '  ,  .  , 

SUBJECT— Application  (re:  decision  of  superintendent  ol 
buildings)  to  permit  in  a  two-times  height  district 
the  erection  of  a  street  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  set  by 
the  zone  resolution. 

PREMISES  AFFECTED1 — 61-53  East  42nd  street  and  2-lb 
Vanderbilt  avenue,  Manhattan. 


APPEARANCES— i  „  „  . 

For  Applicant:  Milton  Mayer  and  Julian  Holland. 

For  Opposition:  None.  < 

ACTION  OF  BOARD — Application  laid  over  to  May  23, 
1924,  at  10  a.  m.,  to  correct  drawings  filed  with 
application. 


X  X  • 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  cf 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  central  tele¬ 
phone  exchange  building. 

PREMISES  AFFECTED— 2411-2429  Tratman  avenue, 
The  Bronx. 


APPEARANCES— h 

For  Applicant:  N.  H.  Egleston. 

For  Opposition:  John  J.  Bentz  and  J.  Edward 
Bentz. 

ACTION  OF  BOARD— Application  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Holland .  5 

Negative  . ; - -  •  •  •  •  •  •  • ; .  ^ 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 


APPLICANT— Samuel  Rosenlblum,  for  Samuel  Aptakin, 

owner.  . 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building 
used  in  part  for  business  purposes. 

PREMISES  AFFECTED— 1000  East  172nd  street,  The 
Bronx. 

APPEARANCES— 

iFor  Applicant:  Samuel  Rosenblum,  Samuel  Ap¬ 
takin. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT—  TT  „  . 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby . * 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon  .  3 

Absent  .  ® 

THE  RESOLUTION: 

(168-24-BZ) 

Whereas,  Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner,  filed,  February  2,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  existing  building  used 
in  part  for  business  purposes;  premises  1000  East  172nd 

street,  The  Bronx;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting.  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Longfellow  avenue  is  a  resi¬ 
dence  district  and  East  172nd  street  is  a  residence  and 
unrestricted  district;  and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ing,  rendered  January  9,  1924,  in  acting  on  App.  Alt.  No. 
9-24,  reads : 

“1.  Proposed  alteration  and  extension  of  building 
for  business  purposes  in  residence  district  is  contrary 
to  provisions  of  building  zone  resolution.”; 

and 

Whereas,  it  is  proposed  to  alter  the  1st  story  of  an 
existing  frame  three-story  store  and  dwelling  so  as  to 
cover  the  entire  lot  in  the  1st  story  with  store ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1531-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Nellie  C.  Kerby, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1125-1137  Union  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  David  M.  Jones,  Mgr.  Rommel, 
F.  JH.  Bochton,  I.  Schuffler  and  others. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— < 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 

Kerby  and  Fire  Chief  Kenlon  .  5 

Negative:  Chairman  Walsh  and  Mr.  Connell.  2 
Absent  ...... .  0 

THE  RESOLUTION: 

(1531-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  Nellie  C.  Kirby,  owner, 
filed,  December  26,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  1125-1137  Union  ave¬ 
nue,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,.  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the- 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  avenue  and  East  166th 
street  are  business  districts  and  Tinton  avenue  is  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  21,  1923,  in  acting  on  N.  B.  Ap 
plication  No.  2032-23,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  mon 
than  five  motor  vehicles  in  business  district  is  contrarj 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproo 
construction,  one  story  in  height,  with  a  frontage  of  14( 
ft.  and  a  depth  of  130.88  ft.;  to  be  occupied  as  a  garag< 
for  more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  in 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  thai. 
five  motor  vehicles.  1  <■ 

Resolved,  that  the  board  of  appeals  does  hereby  mak 
a  variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution,  and  that  the  applicatioi 
be  and  it  hereby  is  granted  on  condition  that  the  buildin; 
be  restricted  to  a  one-story  structure  erected  fireproof 
that  the  rear  and  gable  walls  shall  be  unpierced  through 
out  their  entire  height  and  length;  that  the  front  elevatio 
shall  be  oi  face  brick  with  architectural  terra  cotta  o 
666 
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stone  trimmings ;  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action;  that  any  skylights  installed  shall 
be  glazed  with  plain  glass,  protected  above  and  below  with 
wire  guards. 


101-2-t-BZ. 

1  APPLICANT* — James  Crooke  McLeer,  for  Georgiana  G. 
Pengel,  owner. 

SUBJEC1- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  Ah FECTED — 586-94  Coney  Island  avenue, 
and  225-231  East  9th  street,  Brooklyn. 

APPEARANCES— 


For  Applicant:  James  Crooke  McLeer. 

For  Oppositoin:  Samuel  M.  Brook,  Mrs.  Johanna 
Will  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Connell, 

Holland  and  Kerby  .  5 

Negative:  Chairman  Walsh  and  Fire  Chief  Ken- 

Ion  .  2 

Absent  .  0 

THE  RESOLUTION: 

(101-24-BZ) 

Whereas,  James  Crooke  McLeer,  for  Georgiana  G. 
Pengel,  owner,  filed,  January  23,  1924,  an  application, 
under  the  building  zone  resolution  to  permit  partly  in 
a  business  district  and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  586-594  Coney 

Island  avenue  and  225-231  East  9th  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing.  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district  and  East  9th  street  is  a  residence  district; 
and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  December  1,  1923,  in  acting  on  App.  No 
22267-23,  reads: 

“DENIED.— .Proposition  contrary  to  the  Zone  Reso¬ 
lution,  Art.  II,  Sec.  2  &  4.  A  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  and  ex¬ 
tending  into  a  residence  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  87 
ft.  and  a  depth  of  121  ft.,  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles;  and 

Whereas,  the  board  deemed  there  would  be  hardship  in 
preventing  applicant  from  erecting  the  proposed  building 
owing  to  the  use  of  adjoining  property. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  build- 
'ng  be  restricted  to  a  one-story  structure,  erected  fireproof ; 
that  there  shall  be  but  one  door  opening  on  9th  street, 
which  shall  not  exceed  3  ft.  8  in.  in  width,  and  the  sills 
of  any  window  openings  on  9th  street  shall  be  at  least 
6  ft-  above  the  sidewalk  level,  and  glazed  with  translucent 
glass;,  that  the  front  of  the  building  on  9th  street  shall 
be  finished  in  face  brick,  with  architectural  terra  cotta  or 
limestone  trimmings;  that  the  front  on  Coney  Island  ave¬ 
nue  shall  be  laid  up  in  face  brick,  with  architectural  terra 
cotta  or  stone  trimmings;  that  the  gable  walls  shall  be 


unpierced  throughout  their  entire  height  and  length;  that 
any  sk\  lights  installed  shall  be  equipped  with  plain  glass, 
protected  above  and  below  with  wire  guards ;  that  any 
gasoline  storage  equipment  shall  be  located  at  the  Coney 
Island  avenue  front  of  the  structure; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  montns 
and  the  building  completed  within  eighteen  months  fr„-.n 
the  date  of  this  action. 


275-24-BZ. 

APPLICANT  William  F.  Doyle,  for  Albert  Kenning  and 
Joseph  D.  Bliss,  owners. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 84-92  Maspeth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 


For  Applicant:  William  F.  Doyle. 

For  Opposition:  William  Veit. 

ACTION  OF  BOARD — Report  of  committee  adopted; 

Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT 
AND  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Wialsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . ’  q 

Absent  .  q 


THE  RESOLUTION: 

(275-24-BZ) 

Whereas,  William  F.  Doyle,  for  Albert  Kenning  and 
Jos.  Bliss,  owners,  filed,  February  21,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
84-92  Maspeth  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  the  building  zone  resolution  show  that  Maspeth  ave¬ 
nue  and  Kingsland  avenue  are  business  districts  and  Olivet 
street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  20,  1924,  in  acting  on  Application 
No.  3190-24,  reads  : 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  is  con¬ 
trary  to  Art.  ill,  Sec.  4  (a)  of  the  Zone  Resolution.”; 
and 


Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage 
of  100  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles ;  and 
Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  reports : 


REPORT  OF  COMMITTEE: 

On  May  2nd,  1924,  a  committee  of  the  Board,  con¬ 
sisting  of  Chairman  Walsh,  Fire  Chief  Kenlon,  Messrs. 
Beatty,  Boulton  and  Holland,  visited  premises  84-92 
Maspeth  Avenue,  Brooklyn,  at  present  unoccupied,  but 
immediately  abutting  a  lumber  yard  formed  by  the  in¬ 
tersection  of  Olive  Street  and  Maspeth  Avenue.  The 
entire  south  side  of  Maspeth  Avenue  westerly  from 
Olive  Street,  where  not  vacant,  is  occupied  with  an 
indiscriminate  jumble  of  ramshackle  frame  structures, 
occupied  as  stables,  work  shops,  storage  sheds,  etc. 

As  generally  expressed  by  the  committee,  any  mod¬ 
ern  structure  would  be  an  improvement. 
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The  designation  of  Maspeth  Avenue  at  this  location 
by  the  Board  of  Estimate  and  Apportionment  as  busi¬ 
ness  use  was  evidently  an  expedient  with  respect  to 
Kingsland  Avenue  Hospital,  which  is  located  one  block 
to  the  north  and  west,  to  restrain  perhaps  the  develop¬ 
ment  that  would  unquestionably  follow  if  Maspeth  Ave¬ 
nue  was  marked  “unrestricted”  as  its  present  use  and 
occupancy  would  now  indicate,  permitting  thereby  any 
and  all  development  including  factories  and  other  in¬ 
dustrial  development  common  to  this  district,  with  oi- 
fensive  odors,  smoke  nuisances  and  the  necessary 
trucking  attendant  to  and  common  in  such  uses. 

The  general  support  as  evidenced  by  the  consents 
filed  with  the  application  and  but  one  objection,  sup¬ 
ports  the  granting  of  this  appeal  and  the  committee 
unhesitatingly  recommends  the  approval. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

JAMES  P.  HOLLAND, 
ALFRED  J.  BOLTON, 

JNO.  J.  BEATTY. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  to  a  one-story  building;  that  the  rear  and  side  walls 
be  unpierced  throughout  their  entire  height  and  length ,  that 
any  skylights  installed  shall  not  be  within  25  ft.  of  the  rear 
wall,  and  shall  be  glazed  with  plain  glass,  equipped  with  wire 
guards  above  and  below;  that  the  front  elevation  shall  be 
faced  with  front  brick  and  architectural  terra  cotta  or 
stone  trimmings;  that  any  gasoline  storage  equipment  in¬ 
stalled  shall  be  located  directly  at  the  front  wall  of  the 
building  on  Maspeth  avenue ;  and  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  13,  1924,  in  acting  on  App.  No.  2487- 
resds * 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  (a)  of  the  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  150  i 
ft.  3  in.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 

five  horses.  ,  ,  ,  ,  , 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
be  limited  to  one  story  in  height ;  that  the  rear  and  gable 
walls  be  unpierced  throughout  their  entire  height  and  length, 
that  front  elevations  on  60th  street  and  on  T  hirteenth  avenue  | 
shall  be  finished  in  face  brick,  with  architectural  terra  cotta 
or  stone  trimmings ;  that  there  shall  be  not  more  than  one 
door  opening  on  60th  street,  at  the  extreme  rear,  not  ex¬ 
ceeding  3  ft.  8  in.  in  width ;  that  the  sills  of  any  windows 
opening  on  the  60th  street  front  shall  be  at  least  six  feet 
above  the  sidewalk  level ;  that  there  shall  be  no  vehicular 
entrance  on  Thirteenth  avenue  within  twenty  feet  of  the 
corner;  that  any  gasoline  storage  equipment  installed  shall 
be  located  at  the  extreme  northerly  end  of  the  garage  on 
Thirteenth  avenue  frontage;  that  any  skylights  installed 
shall  not  be  located  within  25  feet  of  the  rear  wall,  and  shall 
be  glazed  with  plain  glass,  protected  with  wire  guards  above 

and  below;  .  , 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  twelve  months  from 
the  date  of  this  action. 


281-24-BZ. 

APPLICANT — ‘Louis  A.  Sheinart,  for  Goldvine  Construc¬ 
tion  Co.,  Inc.,  owner.  _  .  . 

SUBTECT — Application  (re:  decision  of  superintendent  or 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 5908-5924  Thirteenth  avenue, 
Brooklyn. 

APPEARANCES—  .  .  t 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  John  B.  Johnston. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

rnTTg  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Fire  Chief  Kenlon  .  * 

Negative  .  „ 

Absent  . 

THE  RESOLUTION : 

(281-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Goldvine  Construction 
Co  Inc.,  owner,  filed,  February  23,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for  th. 
storage  of  more  than  five  motor  vehicles ;  premises  5908-5924 

Thirteenth  avenue,  Brooklyn ;  and  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting.  May  B, 
1924  after  due  notice  by  publication  in  the  Bulletin  ot  the 

Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Thirteenth  avenue  and  69th 
street  are  business  districts ;  and 


200-24-BZ.  _  ,  _  u 

APPLICANT— William  F.  Doyle,  for  Subway  Realty 

Corp.,  owner.  . 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— East  side  of  Jerome  avenue 
161.86  ft.  south  of  East  204th  street,  Ihe  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  ; 

Negative:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  • 
Absent  . 


THE  RESOLUTION : 

(200-24-BZ) 

Whereas,  Wm.  F.  Doyle,  for  Subway  Realty  Corp 
owner,  filed,  February  8,  1924,  an  application,  under  th 
building  zone  resolution,  to  permit  partly  in  a  business  dis 
trict  and  partly  in  a  residence  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  than  five  moto 
vehicles;  premises  east  side  of  Jerome  avenue,  161.8b  i 
south  of  East  204th  street,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  appeals,  at  its  regular  meeting  May  < 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot  t  j 
Board  of  Standards  and  Appeals;  and  ,  ,  ... 

Whereas,  the  use  district  maps  accompanying  the  buuc 
ing  zone  resolution  show  that  Jerome  avenue  is  a  busines 
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district  and  Villa  avenue  and  East  204th  street  are  residence 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  31,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  203-24,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  district 
is  contrary  to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  66  ft. 
and  a  depth  of  230.38  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  developing  the  prop¬ 
erty  as  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make, 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
shall  be  erected  fireproof  and  limited  to  one  story  in  height 
above  grade ;  that  the  front  elevations  on  Villa  avenue  and 
Jerome  avenue  shall  be  finished  in  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings;  that  the  Villa  ave¬ 
nue  frontage  shall  be  restricted  from  any  vehicular  exit 
or  entrance,  and  shall  have  no  door  opening  other  than  an 
emergency  exit  not  exceeding  3  ft.  8  in.  in  width;  that 
any  gasoline  storage  equipment  shall  be  located  at  the  Jerome 
avenue  front  of  the  property;  and  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within 
nine  months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action. 


246-24-BZ. 

APPLICANT — Joseph  H.  Freedlander,  for  The  French  In¬ 
stitute  in  the  U.  S.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  1J4  times  height  district 
the  erection  of  the  street  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  set  by  the 
zone  resolution. 

PREMISES  AFFECTED — 20-22  East  60th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Joseph  H.  Freedlander. 

For  Opposition :  R.  M.  Dinsmore  and  C.  H.  Robin¬ 
son. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION : 

(246-24-iBZ) 


Whereas,  Joseph  H.  Freedlander,  for  The  French  Insti¬ 
tute  in  the  U.  S.,  owner,  filed,  February  16,  1924,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
1/4  times  height  district  the  erection  of  the  street  walls  of 
a  building,  without  a  setback,  to  a  height  exceeding  the  limit 
set  by  the  zone  resolution ;  premises  20-22  East  60th  street, 
Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  (>, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  height  district  maps  accompanying  the 
building  zone  resolution  show  that  East  60th  street  is  a 
1/4  times  height  district  and  Madison  avenue  is  a  2  times 
height  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  20,  1923,  in  acting  on  N.  B.  Application 

No.  353-23,  reads: 


“4.  The  height  of  the  street  wall  is  excessive  for 
that  portion  which  lies  within  V/  times  district.  Sec. 

80,  Zoning  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  ten  stories  (124  ft.  9l/2  in.)  in  height,  with  a 
frontage  of  44  ft.  and  a  depth  of  100  ft.  5  in.;  and 
Whereas,  10  ft.  of  the  proposed  frontage  is  in  the  2  times 
district  and  34  ft.  is  in  the  1J4  times  district;  and 
Whereas,  the  board  deemed  that  owing  to  the  property  be¬ 
ing  in  two  districts  there  would  be  hardship  in  requiring 
applicant  to  comply  with  the  lower  height  restriction,  and 
as  the  building  adjoining  to  the  east  is  of  greater  height.  » 
Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  be  erected  more  than  ten  stories  in  height;  that 
the  front  elevation  shall  be  completed  substantially  in  ac¬ 
cordance  with  the  sketch  filed  in  this  appeal,  and  with  such 
setbacks  as  are  indicated  and  stipulated  in  the  application; 
that  the  building  shall  comply  with  the  building  zone  reso¬ 
lution  in  all  other  respects;  and  that  all  permits  necessary 
for  the  proseeption  of  the  work  shall  be  obtained  within 
nine  months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action. 


260-24-BZ. 

APPLICANT — John  De  Hart,  for  Sobel  Brothers,  lessees. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  in¬ 
stallation  and  maintenance  of  a  gas  selling  station, 
also  for  a  parking  space  for  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — 315-319  West  133rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  John  De  Hart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  _  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION : 

(260-24-BZ) 


Whereas,  John  De  Hart,  for  Bruce  Holding  Corp., 
owner,  hied,  February  19,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  installation  and  maintenance  of  a  gas  selling  station, 
also  a  parking  space  for  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  315-17-19  West  133rd  street,  Manhattan ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  133rd  street  is  partly 
residence  and  remainder  business  and  St.  Nicholas  ave¬ 
nue  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  13,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  74-1924,  reads: 

“1.  Proposed  location  of  gas  selling  station  and  au¬ 
tomobile  parking  space  is  contrary  to  the  provisions 
of  Section  3,  Building  Zone  Resolution.”; 

and 

Whereas,  it  is  proposed  to  erect  a  one-story  office  for 
a  gas  selling  station,  two  automobile  sheds,  and  to  install 
a  gasoline  storage  system ;  and 
Whereas,  there  existed  a  garage  and  stable  on  these 
premises  prior  to  July  25,  1916. 
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Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  apSC*u°n 
be  and  it  hereby  is  granted  on  condition  that  the  plot  shal 
be  developed  and  the  building  erected  strictly  in  accord¬ 
ance  with  the  plan  and  design  submitted  in  this  appeal^  both 
as  to  layout  and  material,  and  the  building  shall  not  ex¬ 
ceed  one  story  in  height;  that  there  shall  be  no  public 
garage  maintained  or  operated  on  the  premises,  that  the 
gasoline  storage  tank  shall  be  built  at  the  front  of  the 
proposed  structure,  at  the  St.  Nicholas  avenue  .bujJ<Jing 
line;  that  the  architect  shall  make  a  return  to  this  board 
of  the  final  working  drawings,  before  submitting  them  to 
the  superintendent  of  buildings,  and  the  return  shall  de¬ 
scribe  the  material  finish  o-f  facades  to  be  used; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


261-24-BZ. 

APPLICANT— -John  De  Hart,  for  Breslauer  Construction 
Co.,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
ibuildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1973-1979  Honeywell  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Holland  and  kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Connell . .  * 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 


(261-24-BZ) 

Whereas,  John  De  Hart,  for  Breslauer  Construction 
Co.,  Inc.,  owner,  filed,  February  19,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
1973-1979  Honeywel  avenue,  Borough  of  Bronx;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  0, 
1924,  after  due  notice  by  publication  in  the  Bulletin  oi  t  e 
Board  of  Standards  and  Appeals;  and  .. , 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Honeywell  avenue  and  Cro- 
tona  parkway  are  residence  districts  and  East  Tremont 
avenue  is  a  business  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  19,  1924,  in  acting  on  N.  B.  Ap¬ 
plication  No.  404-24,  reads :  , 

“1.  Erection  of  proposed  garage  for  storage  ol 
more  than  five  motor  vehicles  in  residence  district  is 
contrary  to  provisions  of  Zone  Resolution.  , 

1  Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
91.33  ft.  and  a  depth  of  93.07  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and  . 

W^hereas,  applicant  failed  to  substantiate  the  basis  oi 
his  application  under  section  20.  > 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  'be 
and  it  hereby  is  denied. 


507-23-BZ. 

APPLICANT— John  De  Hart,  for  Ida  I.  Eckhoff,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  ot 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 155-1G7  Empire  boulevard, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  John  De  Hart. 

For  Oppositoin :  None. 

ACTION  OF  BOARD— Denied  acceptance  of  application 
under  section  7-e. 

THE  VOTE  TO  ACCEPT  APPLICATION— 

Affirmative:  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell  and  Holland  .  5 

Absent:  Fire  Chief  Kenlon  .  l 


AREAS  FIXED. 

(244-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
S.  Millman  &  Son,  requesting  the  board  to  fix  the  area 
deemed  affected  an  d  within  which  to  obtain  consents 
for  the  erection  and  maintenance  of  a  garage;  premises 
1761-65  Bushwick  avenue,  Borough  of  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  isdes  of  Bushwick  avenue  from  Jamaica  ave¬ 
nue  to  a  point  400  ft.  west  of  proposed  garage.  Both 
sides  of  Fanchon  place  from  a  point  200  ft.  south 
of  Bushwick  avenue  to  a  point  400  ft.  north  of  prem¬ 
ises  in  question;  also  west  side  of  Pellington  place 
from  Bushwick  avenue  to  a  point  255  ft.  north  ot 
Bushwick  avenue. 

_ 

(517-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  Katz,  requesting  the  board  to  fix  the  area 
deemed  affected  an  d  within  which  to  obtain  consents 
for  the  maintenance  of  a  garage ;  premises  1709  Centre 
street,  Borough  of  Queens. 

The  following  area  was  approved  by  the  -board: 

Both  sides  of  Centre  street  from  a  point  100  ft. 
north  of  Cypress  avenue  to  a  point  100  ft.  south  of 
Seneca  avenue. 

— 

(525-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emil  Guterman,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents 
for  the  erection  and  maintenance  of  a  garage;  piemises 
28-34  Newtown  avenue,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Newtown  avenue  from  Van  Alst  ave-, 
nue  to  Crescent  street.  Both  sides  of  John  Street 
from  Van  Alst  avenue  to  Ely  avenue,  also  both  sides 
of  Ely  avenue  from  Newtown  avenue  to  a  point  400  ft 
south  of  premises  in  question. 


(532-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mrs.  John  O’Brien,  requesting  the  board  to  fix  the  are; 
deemed  affected  and  within  which  to  obtain  consent: 
for  the  erection  and  maintenance  of  a  garage;  premise: 
1075  Summitt  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Summitt  avenue  and  University  ave 
nue  from  a  point  100  ft.  north  of  165th  stret  to  166tt 
street. 


Adjourned  2  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  O 

SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  MAY  6,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

933-23-A. 

APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 
Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  James  J.  Walker. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1924,  at  10 
a.  m.,  on  request  of  appellant’s  representative,  pend¬ 
ing  action  of  board  of  aldermen. 


147-21-A. 

APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT— Request  to  reopen  appeal  from  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 1301-1311  Avenue  J,  Brooklyn. 

APPEARANCES— 

■For  Appellant:  James  J.  Walker. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1924,  at  10 
a.  m.,  on  request  of  appellant. 


150-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Eng.  Co., 
for  Staten  Island  Shipbuilding  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 'North  side  Richmond  terrace, 
opposite  Andros  avenue,  Mariner’s  Harbor,  Staten 
Island,  Richmond. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

ACTION  OF  BOARD— Laid  over  to  May  22,  1924,  at  10 
a.  m.,  for  report  from  Inspector  Maher  of  fire  de¬ 
partment. 


926-23-A. 

APPELLANT— Brandon  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES-< 

For  Appellant:  James  J.  Walker. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at  10 
a.  m.,  on  request  of  appellant’s  representative,  pend¬ 
ing  action  of  board  of  aldermen. 


861-23-A. 

APPELLANT — Regum  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES—' 

For  Appellant:  James  J.  Walker. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at  10 
a.  m.,  on  request  of  appellant’s  representative,  pend¬ 
ing  action  of  board  of  aldermen. 


867-23-A. 

APPELLANT — 'Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2715  Webster  avenue,  The 

Bronx. 

APPEARANCES — 

Eor  Appellant:  James  J.  Walker. 


APPEALS 

ACTION  OF  BOARD — 'Laid  over  to  June  10,  1924,  at  10 
a.  m.,  on  request  of  appellant’s  representative,  pend¬ 
ing  action  of  board  of  aldermen. 

1073-23-A. 

APPELLANT— Frederick  G.  Frost,  for  Flower  Hospital, 
owner. 

SUBJECT — Application  for  reopening — appeal  from  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 423-425  East  63rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m. 


1464-23-A. 

APPELLANT — Ashmead  E.  Scott,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 52-54  East  78th  street,  Manhat¬ 


tan. 

,  APPEARANCES— None. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Connell  .  i 


THE  RESOLUTION : 

(1464-23-A) 

Whereas,  Ashmead  E.  Scott,  lessee,  filed,  December  1.1, 
1923,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  52-54  East 
78th  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  70-A, 
dated  November  26,  1923,  reads: 

“Discontinue  use  of  Auditorium  and  Stage  for  the¬ 
atrical  performances.”; 

and 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
39  ft.  9  in.  by  85  ft.  in  area;  OCCUPIED  as  a  school  and 
theatre ;  and 

Whereas,  the  fire  department  contends  the  certificate  of 
occupancy  issued  for  the  premises  does  not  permit  use  of 
any  part  of  building  for  theatrical  performances;  and 

Whereas,  appellant  contends  that  the  theatrical  per¬ 
formances  given  are  “subscription”  or  “club”  performances. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


108-24-A. 

APPELLANT — B.  Herbert  Smith,  representing  adjoining 
property  owners. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 13-15  College  place,  Brooklyn. 


APPEARANCES— 

For  Appellant :  G.  R.  Fogler. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Connell .  i 

THE  RESOLUTION : 

(108-24-A) 


Whereas,  B.  Herbert  Smith,  representing  adjoining  prop¬ 
erty  owners,  filed,  January  24,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  superintendent  of 
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buildings,  affecting  premises  13-15  College  place,  Brooklyn; 

^Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  14,  1924,  reads: 

“I  have  made  a  careful  study  of  all  the  facts  pre¬ 
sented  at  the  hearing  by  both  sides  in  this  controversy 
and  have  carefully  considered  the  testimony  adduced 
and  the  briefs  submitted  by  the  attorneys  for  each  side, 
together  with  a  close  re-examination  of  the  plans  and 
specifications  on  which  the  permit  was  issued. 

“I  cannot  find,  as  claimed,  that  Sect.  4  of  the  Build¬ 
ing  Zone  Resolution,  adopted  by  the  Board  of  Estimate 
&  Apportionment  of  the  City  of  New  \  ork,  on  July 
25th  1916,  has  been  violated  in  this  case.  It  is  clear 
to  my  mind  that  the  figured  cost  of  the  necessary 
structural  alterations  to  the  building  in  question  does 
not  exceed  50  per  cent,  of  the  cost  of  the  said  building 
above  the  foundations. 

“Therefore,  the  application  to  cancel  and  revoke  the 
Building  Bureau  Permit  (No.  12049-22)  for  alteration 
to  premises  13-15  College  Place,  is  hereby  denied.  , 

ari\V  here  AS,  the  building  is  non-fireproof,  five  stories  in 
height  50  ft.  by  80  ft.  in  area,  formerly  occupied  as  a 
stable.’  Permit  No.  12049-23,  based  on  Application  No. 
14813-23  for  alteration  of  the  premises,  was  approved  bep- 

tember  8,  1923;  and  .  ,  .  t 

Whereas,  appellant  contends  that  the  superintendent  of 

buildings  has  exceeded  50  per  cent  of  the  value  of  the 
building,  exclusive  of  the  foundation,  and  the  superintend¬ 
ent  of  buildings  contends  that  after  careful  consideration 
of  the  facts  he  finds  that  the  alteration  did  not  exceed 

50  per  cent;  and  ,  , 

Whereas,  the  board  deemed  that  in  the  absence  of  any 
proof  supporting  appellant’s  contention  the  appeal  should 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 

APPELLANT— -Charles  Brady,  superintendent  of  build¬ 
ings,  Borough  of  Manhattan. 

SUBJECT— Revocation  of  Certificate  of  Occupancy  No. 
5990 

PREMISES  AFFECTED— 200-206  West  51st  street,  1648- 
1650  Broadway  and  778-780  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  from  su¬ 
perintendent  of  buildings  to  withdraw  appeal.  Ap¬ 
peal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  ® 

Negative  . 

Absent :  Mr.  Connell .  1 

BUILDING  ZONE  CASES. 

1408-23-BZ.  „  , 

APPLICANT— Merton  L.  Cushman,  owner.  . 
SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  partly  in  a  business  _  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 316-320  West  118th  street,  Man¬ 
hattan. 

APPEARANCES-  ,  „  c  ,  . 

For  Applicant:  Samuel  Marcus,  Mr.  Schwartz. 

For  Opposition:  Louis  Krouin,  et  al. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m.,  on  request  of  objectors’  attorney. 


231-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Samuel  Himmel- 
stein,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 745-757  Ralph  avenue,  Brook 
lyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Henry  Salant,  Stanley  S.  Smith. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  10 
a.  m.,  on  request  of  counsel  for  objectors. 


: 


313-24-BZ. 

APPLICANT— William  F.  Doyle,  for  James  S.  Lawson 
and  Ellis  Weisker,  owners. 

9UBJBCT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northeast  corner  of  Jerome 
avenue  and  East  198th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Thomas  F.  Turley  and  Peter  F. 

Gettell. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  10 
a.  m.,  on  request  of  appellant,  for  final  disposition. 


414-20-BZ. 

APPLICANT— William  F.  Doyle,  for  J.  S.  Ashley  of 
Ashley  &  Booth,  and  Mark  Ash,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  on  a  plot  of 
ground  in  a  residence  district  the  erection  and  main¬ 
tenance,  for  a  temporary  period  of  two  years,  of 
eighty  individual  garages,  to  be  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— Southwest  corner  186th  street 
and  Laurel  Hill  terrace,  block  2149,  lots  84,  86  and 
87,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  reopen  withdrawn. 


1337-22-BZ. 

APPLICANT— William  F.  Doyle,  for  A.  Margolin,  owner 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 325-333  McDougal  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  John  Wirth,  Mrs.  Morton,  Miss 
Stolz,  et  al. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  ® 

Negative  .  ® 

Absent:  Mr.  Connell .  1 


THE  VOTE  TO  GRANT—  S' 

Affirmative:  Mr.  Holland  .  * 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby  and  Fire  Chief  Kenlon  .  .  5 
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THE  RESOLUTION : 

(1337-22-BZ) 

Whereas,  William  F.  Doyle,  for  A.  Margolin,  owner, 
filed,  November  9,  1922,  an  application,  under  the  build- 
ng  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
nore  than  five  (5)  motor  vehicles;  premises  325-333  Mc- 
Dougal  street,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
)y  the  board  of  appeals,  at  its  special  meeting,  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  McDougal  street,  Stone  ave- 
me  and  Broadway  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
endered  January  23,  1924,  in  acting  on  Application  No. 
1055-24,  reads : 

“Proposed  one  story  brick  building  (public  garage) 
for  more  than  five  motor  vehicles,  in  a  business  district, 
is  contrary  to  article  No.  2,  Sect.  No.  4  (a)  of  the  Zone 
Resolution.”  ; 

ind 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  frontage  of  100 
t.  and  a  depth  of  100  ft.,  irregular,  to  be  occupied  as  a 
;arage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this  ap- 
dication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
t  hereby  is  denied. 

-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Meyer  Goldstein  and 
Hyman  Gordon,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  change 
of  occupancy  from  a  market  to  a  garage  for  stor¬ 
age  of  more  than  five  motor  vehicles. 

’REMISES  AFFECTED — 1477-1479  Wilkins  avenue,  The 
Bronx. 

VPPEARAN  CES — 

For  Applicant :  John  J.  Dunnigan,  Hyman  Gordon. 
For  Opposition :  Joseph  W.  Schwartz. 

NOTION  OF  BOARD — Application  granted  on  condition. 
'ONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(1-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  Meyer  Goldstein  and 
iyman  Gordon,  owner,  filed,  January  2,  1924,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit  in 
business  district  the  change  of  occupancy  of  a  building, 
rom  a  market  to  a  garage  for  the  storage  of  more  than 
ive  (5)  motor  vehicles;  premises  1477-9  Wilkins  avenue, 
lorough  of  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  appeals,  at  its  special  meeting,  May  6, 
924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
loard  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Boston  road,  Wilkins  ave- 
ue  and  Stebbins  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
lgs,  rendered  December  31,  1923,  reads: 

“A  certificate  of  occupancy  for  the  public  garage 
at  above  mentioned  location  is  hereby  denied  as  change 


of  occupancy  from  a  market  to  a  public  garage  is  con¬ 
trary  to  the  Building  Zone  Resolution.”; 
and  «  3J) 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  152  ft.;  it  is  proposed  to  change  the  oc¬ 
cupancy  from  a  public  market  to  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  owing  to  the  occupancy  of  the  adjoining  prem¬ 
ises  as  a  wet  wash  laundry,  the  board  deemed  that  there 
would  be  hardship  in  preventing  applicant  from  changing 
the  occupancy  of  his  building  as  proposed. 

Resolved,  that  the  board  oif  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
existing  building  shall  not  be  increased  in  area,  size  or 
dimension,  and  that  the  layout  as  shown  on  the  plans  filed 
in  this  case  remain  unaltered,  that  the  building  shall  be 
restricted  to  one  story  in  height  above  grade  on  Wil¬ 
kins  avenue  and  that  the  Stebbins  avenue  front  shall  be 
restricted  and  maintained  in  its  present  use  (stores  or 
shops),  that  there  shall  be  no  vehicular  entrance  or  exit 
permitted  for  the  conduct  of  this  garage  on  Stebbins 
avenue  at  any  time;  that  the  installation  of  any  gasoline 
storage  equipment  shall  be  maintained  on  the  north  end 
on  the  Wilkins  avenue  front  of  the  building,  and  that 
the  necessary  permits  shall  be  obtained  within  six  (6) 
months. 


842-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Jorgine  Puschel, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  motor 
vehicles,  three  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

PREMISES  AFFECTED— 4318  Verio  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  5 

Negative .  0 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(842-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  Jorgine  Puschel,  owner, 
filed,  July  2,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  motor  ve¬ 
hicles,  three  spaces  rented  to  persons  not  residing  on  the 
premises;  premises  4318  Verio  avenue,  Borough  of  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  6, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Verio  avenue  is  a  residence 
district  and  Webster  avenue  is  a  business  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
12,  1923,  Order  No.  18136-C,  reads: 

“1.  Discontinue  the  maintenance  of  a  non-storage 
garage  which  is  not  used  strictly  as  an  accessory 
to  dwelling  located  in  same  lot  or  plot  with  garage.”; 
and 
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— 


Whereas,  the  existing  building  is  of  rnctal  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  27  ft.  and 
a  depth  of  18  ft.,  occupied  as  a  garage  for  three  motor 
vehicles,  space  rented  to  persons  not  residing  on  premises , 

Whereas,  the  applicant  has  filed  the  duly  acknowl¬ 
edged  consents  of  the  owners  of  86  per  cent  of  the  prop¬ 
erty  frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  stor¬ 
age  capacity  of  the  garage  shall  be  restricted  to  three  (3) 
automobiles  of  the  pleasure  car  type,  space  for  two  (2) 
of  which  may  be  rented  to  persons  not  residing  on  the 

premises. 


69-24-BZ. 

APPLICANT— Glendale  Grove  Garage,  Inc.,  lessee. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance  of 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 4654  Proctor  street,  Glendale, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  None.  . 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE 


VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby . 

Negative  . ;••••;; ' 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon 


5 

0 

2 


THE  RESOLUTION: 

(69-24-BZ) 

Whereas,  Glendale  'Grove  Garage,  Inc.,  for  Marie  J. 
Zschozchke,  owner,  filed,  January  17,  1924,  an  applica- 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
business  district  the  maintenance  of  a  motor  vehicle  re¬ 
pair  shop;  premises  4654  Proctor  street,  Glendale,  Bor¬ 
ough  of  Queens;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  6. 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  ...  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Proctor  street,  Central  ave¬ 
nue  and  Cooper  street  are  business  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
9,  1923.  Order  No.  81195-LC,  reads:  _  . 

“Maintenance  of  your  Repair  Shop  is  a  violation 
of  section  3.  article  2  of  the  Building  Zone  Resolu¬ 
tion  of  the  Board  of  Estimate  and  Apportionment  of 
the  City  of  New  York  adopted  July  25,  1916,  inas¬ 
much  as  motor  vehicles  stored  are  for  sale,  for  rent 
or  for  hire  or  are  subject  to  charges  for  storage.”; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20 
ft.  2  in.  and  a  depth  of  25  ft.  2J4  in.,  occupied  as  a 
motor  vehicle  repair  shop;  and 

Whereas,  the  'board  deemed  in  view  of  the  consents  of 
the  adjoining  owners  immediately  affected  and  the  use 
of  the  building  for  minor  repairs  only,  that  there  would 
be  hardship  to  compel  owner  to  discontinue  business. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  huildincr  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  there  shall 
be  no  machinery  maintained  on  the  premises  other  than 
one  lathe,  and  that  the  conduct  of  the  business  operated  on 
these  premises  shall  be  restricted  to  minor  repairs  and 


adjustments  of  motor  vehicles;  that  the  structure  shall 
not  be  extended  beyond  the  limits  of  the  present  building, 
namely,  a  one-story  building  20  ft.  2  in.  by  25  ft.  2l/i  in.  in 
area. 


1516-23-BZ. 

APPLICANT— Andrew  Katzenlberger,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  one  pleasure  motor 
vehicle,  one  space  rented  to  persons  not  residing 
on  the  premises.  , 

PREMISES  AFFECTED— 8009  Ninety-fifth  avenue, 

Woodhaven,  Queens. 

APPEARANCES— 

For  Applicant :  Frank  J.  Menig,  Mrs.  Katzenberger. 
For  Opposition:  George  E.  Campbell,  Mrs.  Shaw.  < 
ACTION  OF  BOARD— Laid  over  to  May  13,  1924,  at  1C 
a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  ; 

Negative:  Chairman  Walsh,  Mr.  Holland .  < 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  < 


276-24-iBZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  0 
buildings)  to  permit  in  a  business  district  th< 
erection  and  maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1146-1158  East  New  York  ave 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle.  |  j 

For  Opposition:  Stanley  S.  Smith,  A.  J.  Stau 
and  Albert  A.  Topp. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon . 

Absent :  Mr.  Connell . 

THE  RESOLUTION: 

(276-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Harjac  Building  Core 
owner,  filed,  February  21,  1924,  an  application,  und< 
the  building  zone  resolution,  to  permit  in  a  business  di. 
trict  the  erection  and  maintenance  of  a  garage  for  tl, 
storage  of  more  than  five  motor  vehicles;  premises  114' 
58  East  New  York  avenue,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatu 
by  the  board  of  appeals,  at  its  special  meeting,  May 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  tl 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  buiM 
ing  zone  resolution  show  that  East  New  York  avenue,  Ea 
98th  street  and  Ralph  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  22,  1924,  in  acting  on  App.  No.  938-S 
reads : 

“Proposed  one  story  brick  public  garage  for  mo 
than  five  motor  vehicles,  in  a  business  district  is  co 
trary  to  Art.  II,  Section  4  (a)  of  the  Zone  Resol 
tion.” ; 

and  ...  .  r 

Whereas,  the  proposed  building  is  to  be  of  non-til 

proof  construction,  one  story  in  height,  with  a  fronta 
of  178  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as 
garage  for  more  than  five  motor  vehicles ;  and.  1 

WrHEREAS,  there  was  opposition  to  the  granting  of  tl) 
application  on  the  part  of  neighboring  property  owners 
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.Negative  .  y 

Aosent :  Mr.  Lonnell  .  i 


iv  tiiai.  mv,  viwioiv^ii  ui  me  &upcriiiienucni  oi 

hidings  be  and  it  hereby  is  affirmed,  and  the  application 
;  and  it  hereby  is  denied. 


17-24-BZ. 

PPLI CANT— James  C.  MoLeer,  for  Henry  L.  Walker, 
owner. 

UBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

REMISES  AFFEC1  ED— (1787-1795  Coney  Island  ave¬ 
nue,  Brooklyn. 

PPEARANCES — 

For  Applicant:  James  C.  McLeer. 

For  Opposition:  Joseph  S.  Byrne. 

CTION  OF  BOARD — Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Mr.  Holland  and 


Fire  Chief  Kenlon  .  3 

Absent :  Mr.  Connell  .  1 

THE  RESOLUTION: 


(137-24-BZ) 

Whereas,  James  McLeer,  for  Henry  L.  Walker,  owner, 
ed,  January  29,  1924,  an  application,  under  the  build- 
lg  zone  resolution,  to  permit  in  a  business  district  the 
•ection  and  maintenance  of  a  garage  for  the  storage  of 
ore  than  five  motor  vehicles;  premises  1787-1795  Coney 
land  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  wfas  held  on  this  application 
the  board  of  appeals,  at  its  special  meeting,  May  6, 
24,  after  due  notice  by  publication  in  the  Bulletin  of  the 
3ard  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
s'  zone  resolution  show  that  Coney  Island  avenue  is  a 
iisiness  district  and  East  10th  street  and  East  12th  street 
;e  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
?s,  rendered  January  3,  1924,  in  acting  on  App.  No. 

:  856-23,  reads : 

“1.  Proposition  contrary  to  Zone  Resolution,  Art. 
II,  Sec.  3  (Public  garage  for  more  than  5  motor  ve¬ 
hicles  in  business  district),  and  is  hereby  denied.”; 

« d 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
joof  construction,  one  story  in  height,  with  a  frontage 
<  90  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  ga- 
Jge  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
:plication  on  the  part  of  neighboring  property  owners. 
Resolved,  that  the  decision  of  the  superintendent  of  build- 
Rs  be  and  it  hereby  is  affirmed,  and  the  application  be 
Ed  it  hereby  is  denied. 


il-23-BZ. 

PPLICANT — James  J.  Walker,  for  Florence  J.  Woolf, 
owner. 

OBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

REMISES  AFFECTED — 2-14  West  172nd  street,  south¬ 
west  corner  of  Jerome  avenue,  The  Bronx. 
PPEARANCES — 

For  Applicant:  James  J.  Walker. 

For  Opposition :  None. 

CTION  OF  BOARD — Resolution  modified. 

:ie  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 
Kenlon  .  <5 


THE  RESOLUTION  : 

(724-23-BZ) 

Whereas,  James  J.  Walker,  for  Florence  J.  Woolf, 
owner,  hied,  June  9,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  tor  the  storage  ot 
more  titan  nve  motor  vehicles;  premises  2-14  West  172nd 
street,  ihe  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  ot  appeals,  at  its  regular  meeting,  December 
4,  1923,  alter  due  notice  by  publication  in  the  Bulletin  of 
tne  Board  of  standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  VVest  172nd  street,  Jerome 
avenue  and  Macombs  road  are  business  districts;  and 
W  hereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  16,  1923,  in  acting  on  N.  B.  App.  1558-23, 
reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  live  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

W  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  cellar  in  height,  with  a  frontage 
of  148.6  ft.  on  Jerome  avenue  and  209.35  ft.  on  West  172nd 
street,  irregular  in  area,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 
\\r  hereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  82  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  December  4,  1923,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  these  conditions  to  permit 
a  vehicular  entrance  on  Jerome  avenue. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  structure  be  re¬ 
stricted  to  a  one-story  building ;  that  there  be  no  wood 
trusses  used  in  the  construction  of  the  building;  that  any 
skylights  installed  shall  be  glazed  with  plain  glass,  equipped 
with  wire  guards  above  and  below;  that  the  rear  and  gable 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length ;  that  there  be  not  more  than  one  vehicular  entrance 
on  Jerome  avenue;  that  the  front  elevations  on  172nd  street 
and  Jerome  avenue  be  finished  in  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


367-24-BZ. 

APPLICANT — William  F.  Doyle,  for  A.  Provenzano, 
owner. 

SUBJECT — Application  to  accept  appeal  (re:  decision  oi 
superintendent  of  buildings)  to  permit  in  a  portion 
of  a  street  between  two  intersecting  streets,  in 
which  portion  there  exists  an  exit  from  and  en¬ 
trance  to  a  public  school ;  also  within  200  ft.  from 
an  exit  of  a  public  school,  the  extension  and 
change  of  occupancy  from  a  garage  for  five  (5) 
cars  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 225  Mott  street,  Manhattan. 
APPEARANCES — 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  accepted. 

ora 


MiNUT 


THE  VOTE  TO  ACCEPT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  5 

0 
2 


N egative  . . . . . . .  ........ 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon 


.  CASE  DISMISSED. 

Appeal  from  Administrative  Order. 

The  chairman  called  attention  to  the  following  case,  where 
notice  of  intention  to  appeal  was  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  offi¬ 
cial  in  the  performance  of  his  duty: 


(1511-23-A) 

Filed  December  21,  1923— Premises  63-65  Cedar  street, 
Stapleton,  Richmond.  Order  of  the  hre 
commissioner.  Appellant,  Philip  Adler. 
Dismissed  for  lack  of  prosecution. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby .  5 


Negative 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for 
filing;  but  where,  despite  notices  from  this  office  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 


(1235-23-BZ) 

Filed  October  30,  1923— Premises  northwest  corner  of 
45th  street  and  Leon  place,  Elmhurst, 
Queens.  Decision  of  superintendent  of 
buildings.  Applicant,  A.  E.  Richardson. 
Dismissed  for  lack  of  prosecution. 


THE  RESOLUTION: 

Whereas,  the  foregoing  appellant  has  hied,  with  the 
board  of  appeals,  appeal  from  order  of  fire  commissioner, 
affecting  the  premises  in  question;  and 

Whereas,  the  appellant  has  failed  to  complete  his  pa¬ 
pers,  though  duly  notified  to  do  so.  . 

Resolved,  that  the  foregoing  appeal  be  and  it  hereby 
is  dismissed  for  lack  of  prosecution. 


(1536-23-BZ) 

Filed  December  27,  1923— (Premises  1180-1188  Myrtle  ave¬ 
nue,  Brooklyn.  Decision  of  superintendent 
of  buildings.  Applicant,  I.  H.  Lanzarone. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  .. 

THE  RESOLUTION: 

Whereas,  the  foregoing  applicants  have  filed,  with  the 
board  of  appeals,  applications  from  decision  of  the  super¬ 
intendent  of  buildings,  affecting  the  premises  in  question; 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  applications  be  and  they 
hereby  are  dismissed  for  lack  of  prosecution. 


Adjourned  5.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


tjttt  FC  GOVERNING  SPRINKLER  AND  STANDPIPE  EQUIPMENT  IN  ONE  STORY  GARAGE  BUILD- 
KULL3  wve  INGS  rescinded  JANUARY  29,  1924. 


Notice  is  hereby  given  that  the  following  resolution, 
adopted  by  the  Board  of  Standards  and  Appeals,  April  19, 
1920,  Under  Cal.  No.  179-20-Y,  was  rescinded  by  the  board 
on  January  29,  1924,  as  shozvn  in  the  minutes  published  in 
Bulletin  No.  6,  Vol.  IX: 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
the  Charter,  the  Board  of  Standards  and  Appeals  does 
hereby  make  rules  and  regulations  for  the  carrying  into 
effect  of  the  provisions  of  Section  72,  subdivision  L,  and 
Section  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
follows: 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
of  Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
to  buildings  not  exceeding  one  story  in  height,  the  purpose 
of  which  is  occupancy  as  a  garage,  motor  vehicle  repair 
shop,  or  oil  selling  station,  which  buildings  do  not  exceed 
an  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 


when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 
on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2*4  in. 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section. 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2l/2  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  host 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipt 
within  the  meaning  of  this  section,  but  no  Siamese  connec 
tion  need  be  provided  on  condition  that  the  pressure  in  thi 
street  main  shall  be  not  less  than  45  lbs. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 
properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenienc 
in  notifying  property  owners,  he  can  obtain  such  copie 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  a 
three  cents  each,  postage  to  be  added  if  the  forms  are  t 
be  supplied  by  mail. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
l  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
rn  picture  theatres. 

Appeals  from  Administrative  Orders. 

30- 20- A — 8802-8803  Jamaica  avenue,  Queens. 

34-21-A — 237  East  Fordham  road,  The  Bronx. 

'0-21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

"1-21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

’3-21-A — 723  Manhattan  avenue,  Brooklyn. 

18-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

B7-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
52-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

55-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

32-21-A — 2180  Third  avenue,  Manhattan. 

02-21-A — 477-463  Pierce  avenue,  L.  I.  C,  Queens. 
S35-21-A — 2152  Metropolitan  avenue,  Queens. 

:S4-21-A — 779  De  Kalb  avenue,  Brooklyn. 

57-22- A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
59-22- A — 75  Ogden  avenue,  The  Bronx. 

D3-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

:38-22-Ai—  329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
ler,  pending  decision  by  the  Supreme  Court  on  a  test 

ise. 

Appeals  from  Administrative  Orders. 

34-19- A — Pier  8,  North  River,  Manhattan. 

J5-19-A — Pier  44,  East  River,  Manhattan. 

80-19- A — Piers  4  and  5,  North  River,  Manhattan. 

31- 19-A — Old  Pier  3,  North  River,  Manhattan. 

77- 19-A — Pier  14,  North  River,  Manhattan. 

78- 19-A — Pier  15,  North  River,  Manhattan. 

79- 19-A — Pier  15,  North  River,  Manhattan. 

30- 19-A — Pier  28,  East  River,  Manhattan. 

•31-19-A — Pier  1  (Old),  North  River,  Manhattan. 

32- 19-A — 'Pier  27,  North  River,  Manhattan. 

33- 19-A — 'Pier  29,  North  River,  Manhattan. 

34- 19-A— Pier  30,  North  River,  Manhattan. 

'35-19-A — Pier  78,  North  River,  Manhattan. 

36-19-A — Pier  42,  North  River,  Alanhattan. 

17- 19-A — Piers  37  and  38,  East  River,  Alanhattan. 

18- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Alanhattan.  (Order  No.  95587-F.) 

19- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Alanhattan.  (Order  No.  95586-F.) 
50-19-A — Pier  121,  foot  of  West  131st  street,  North 
River,  Manhattan.  (Order  No.  95585-F.) 

31- 19-A — Piers  22-25,  East  River,  Manhattan. 

D3-19-A — Pier  28,  North  River,  Alanhattan. 

30-19-A — Pier  70,  East  River,  Alanhattan. 


31-20-A— Pier  13,  East  River,  foot  of  Wall  street,  Aian- 
hattan. 

265- 20- A  Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A  Pier  39,  East  River,  foot  of  Van  Dyke  street 

Brooklyn. 

267- 20-A  Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A  Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A  Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A  Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A  Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

2i3-20-A  Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington. 

and  E  streets,  Brooklyn. 

353- 20-A  Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — (Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Afiddagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — 'Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Alanhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

341-21-S — Rockwell  Fuel  Oil  Burners  and  Pumps. 

53-21-S — Angle  Hose  Valve. 

942-21-S — Coen  Mechanical  Oil  Burning  System. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1115-22-S — Schutte-Koerting  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1184-22-S — Bayard  Domestic  Fuel  Oil  Burner,  approval  of. 
1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — 'Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1413- 22-S — Ballard  Duplex  Electric  Driven  Pump,  approval 

of. 

1414- 22-S — Staples  &  Pfeiffer  Steam  Atomizing  High 

Pressure  Burner,  approval  of. 

1493-22-S — Ballard  Low  Pressure  Mechanical  Oil  Burner, 

approval  of. 
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1230-22-S — Thermostats  for  automatic  fire  alarm  »y»tems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burn  well  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — 'Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

G10-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S— Kennell  Gas  Cut-Off  Valve,  approval  of. 
1U26-22-S— Anthony  Nebulyte  Oil  Burner,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1203-22-S— Simplex  Turbine  Fuel  Oil  Burner,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA—  Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23- S A — Powerlight  oil  heat  burner,  approval  of. _ 


888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
952-23- S A— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approval 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of. 
1180-23-S A— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

143 1-23- S A — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-S A— Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of. 
1487-23-SA — Schulse  home  oil  burner,  approval  of. 
1547-23-SA — Aetna  automatic  oil  burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 
1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24- S A — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA — 'Universe  Oil  Burner,  approval  of. 


Cases  listed  in  the,  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com 
mittee  reports,  of  this  board,  court  or  departmental  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  cour 
or  departmental  actions  are  consummated.  Whereupon  m 
case  or  cases  will  be  restored  to  the  regular  calendar  one 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  tfo 
appellant,  applicant  or  petitioner  of  record.  _ 


RULE 

REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octobe 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issue 
subsequent  to  October  1,  1916,  a  report  shall  be  made  b 
the  superintendent  of  buildings  to  the  fire  commissione 
stating  whether  the  work  done  complies  with  the  orde 
of  the>State  Labor  Department,  with  the  order  of  the  nr 
commissioner,  or  with  the  provisions  of  the  State  Labo 
Law,  as  the  case  may  be. 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES -RUIEES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Sal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
ory  or  factory  building,  there  exist  other  means  of  egress 
.vhich  are  not  entirely  in  accordance  with  the  requirements 
if  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
ind  Appeals,  such  means  of  egress  may  be  retained  under 
lie  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac- 
ory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law.  except  that 
n  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
‘ram  the  lowest  balconv  to  ground  mav  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
ncreased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
Ide  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
hall  be  provided,  either  to  open  adjoining  yards,  or  the 
owest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
•xterior  stairway,  or  to  roof  of  adjoining  extension,  or 


properly  painted. 

(b)  Interior  Stairways-^All  interior  stairways  n 
forming  to  the  requirements  of  the  Labor  Law  or  ruies  or 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

.  N.°  sign  of  any  character  shall  be  placed  at  open¬ 

ings  leading  to  these  substandard  exits. 


All 

and 

con- 

NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office  I**  Wnrth 
treet.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail  27c  ’  ~  W °  ™ 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
vill  be  held  by  the  Board  of  Standards  and  Appeals  on 
•'riday,  June  13,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
building,  on  proposed  amendments  of  Rules  2  and  3,  In- 
ustrial  Code,  and  the  adoption  of  the  amended  rules  as 
ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
enclosure  of  Factory  Stairways,  and  the  storage  of  combus- 
ble  material  about  factory  stairways. 

New  matter  printed  below;  f]  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Law,  §  79 -b ;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
uildings  five  stories  or  less  in  height,  erected  prior  to 
Dctober  1,  1913,  in  which  there  are  more  than  twenty- 
ve  persons  employed  above  the  second  floor,  all  interior 
fairways,  serving  as  required  means  of  exit,  and  the 
indings,  platforms  and  passageways  connected  therewith, 
hall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
’■sting  material  extending  continuously  from  the  lowest 
n,nt  of  the  stairway  in  accordance  with  the  following 
‘diedule : 


Number  Contents 
of  combustible, 
stories  no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  _  . ,  ,  ,  ... 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  ot 

the  building.  ,  ,,  ,  ,  c  t 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom.  .  ,  , 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an- exterior  enclosed  fireproof  stairway.  . 

\  horizontal  exit,  as  defined  in  section  79- f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


.  STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Lazv,  §79-a  to  79-i;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3, — Jn  all  factory  buildings  no  articles  or  ware^ 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2.— Definitions.  .  . 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  t‘ie 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  o 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
buiiding  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding,  the  building  ;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanninj 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan 
ning  or  enameling) 


Moderate  Hazard 


2.  Occupancies  involving  the  storage  or  use  of  n 
terials  which  are  liable  to  burn  with  moderate  rapidit 
and  to  give  off  considerable  volume  of  smoke,  but  fror 
which  neither  poisonous  fumes  nor  explosions  are  to  b 
apprehended  in  the  event  of  fire.  The  following  list  in 
eludes  and  indicates  the  types  of  occupancy  coming  withi 
this  class: 


Bags  (cloth,  burlap  and  Linoleum  works 
paper)  Metals  (with  enameling  c 

Bakeries  japanning)  9 

Bamboo  and  rattan  Packing  houses 

Baskets 

Belting  (including  canvas)  Bapet  mills 
Boots  and  shoes  Printing,  lithographing,  boob 

Buttons  (including  cloth  binding 

covered)  Silk 

Cardboard  (including  box-  Sugar  refineries  (includin 
es)  beet  and  glucose  works) 

Clothing,  woolen  (wearing  Tanneries  (with  japanning  c 

apparel)  enameling) 

Cordage  Textile  mills  (including  co 

Furs  ton  cloth,  bagging,  burla 

Gloves  (other  than  leather)  carpets,  rugs,  canvas) 

Horn  and  combs  (not  cellu-  Tobacco,  cigars,  cigarett' 
loid)  and  snuff 

Leather  (with  enameling  or  Woodworking  (excluding  di 
japanning)  ping  or 


varnishing) 

High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  m 
terialss  which  are  liable  to  burn  with  extreme  rapidity  < 
from  which  poisonous  fumes  or  explosions  are  to.  be  a 
prehended  in  the  event  of.  fire.  The  following  list,  includ 
and  indicates  the  types  of  occupancy  coming  within  tl 
class : 

Artificial  flowers  Feed,  flour  and  grist  null 

Artificial  leather  Fireworks 

Celluloid  Imitation  leather 

♦Chemicals  of  all  kinds  (ex-  Matches 

cept  where  serious  flame,  Rag  sorting  (including  c< 

fume  or  explosion  hazards  ton) 
are  not  present)  Shoddy  mills 

Cotton  batting  Starch  and  sugar  nulls  J 

Cotton  clothing  (women’s)  eluding  pulverizing) 

Cotton  waste  Straw  goods 

Dry  cleaning  Varnish  .  . 

Explosives  Woodworking  (with  dipp; 

Feather  renovating  or  varnishing) 

The  Board  shall  rule  upon  new  occupancies  as  tl' 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees 
hazard,  the  building  shall  be  classified  according  to  i 
higher  hazard,  unless  special  modification  is  made  by  ■ 
Board  in  cases  where  the  higher  hazard  is  incidental 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required— Except  as  he 
in  provided,  in  all  factory  buildings  more  than  two  stop 
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md  less  than  six  stories  in  height,  erected  prior  to  Oc-  tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 

ober  1,  1913,  in  which  there  are  more  than  five  persons  approved  grade  exit  of  the  stairways.  Such  enclosures  shall 

■mployed  at  manufacturing,  all  interior  stairways  serving  *oac*  directly  to  a  door  opening  outwardly  to  a  street 

j  r  •.  .  ..  i  j-  ,  i  or  road  or  to  an  open  area  affording  unobstructed  passage 

is  required  means  of  exit  and  the  landings,  platforms  and  to  a  street  or  roacj  6  1 

passageways  connected  therewith  shall  be  enclosed  on  all  The  application  of  this  rule  shall  be  in  accordance  with 

.ides  by  partitions  of  fire-resisting  material  extending  con-  the  following  table: 

•  ♦ 

1  -  _ 

Stories  - 

i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

1  3 

Contents  of  low  hazard 

| 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

■^Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

'our 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

'ire 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

^Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
vith  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
nclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
he  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
i  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
/ith  fire  doors  opening  into  the  stairway  enclosure,  equipped 
Hth  self-closing  devices.  Grade  exit  doors  shall  open 
utwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
oof  with  louvres  or  ventilators,  or  exterior  windows  with 
entilating  sections  at  the  top  floor.  Exterior  -windows 
Vithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
e  fireproof  windows.  Skylights,  unless  provided  with 
fired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ubstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
trial  at  least  four  (4)  inches  thick,  unless  the  partition 
xtends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
uildings  in  which  the  contents  are  classified  as  of  high 
azard,  the  stairways  shall  not  be  required  to  be  enclosed 
'here  a  horizontal  exit,  as  defined  in  section  267  of  the 
abor  Law,  is  provided  on  all  floors  and  the  stairways 
?rving  as  required  exits  on  each  side  of  the  horizontal 
xit  are  remote  from  the  horizontal  exit,  provided  that 
ther  an  approved  fire  alarm  signal  system  conforming 
o  rules  of  the  board  is  installed  in  tbe  building  and  fire 
rills  substantially  conforming  to  rules  of  the  board  are 
eld,  or  an  approved  sprinkler  system  conforming  to  rules 
f  the  board  is  installed. 

:ule  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory 
j  iding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  emploj^ed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible,  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  anolicants  for  relief  at  the  ha/ids  of  the  Board  01 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these,  boards— 

First,  That  if  they  do  not  appear  in  person  of  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  se  down  by 
Calendar  Number  and  premises  under  the  date  ot  th 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in 
offices  of  the  board  and  of  the  further  publication  of  tf 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  < 
failure  to  receive  such  notice  is  no  excuse  for  neglect 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  < 
all  cases  promptly,  for  the  reason  that  the  pendency  0  < 
appeal  or  petition  ties  the  hands  of  the  administratr 
official  in  enforcing  his  order ;  therefore,  no  appeal  < 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failu 
of  the  appellant  or  petitioner  to  file  necessary  data,  or 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS,  i 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  marl  THE  BULLE1 

Name  . 

Street  . 

p-  . . 

.  .  ...  e  r  .  1924. 

My  subscription  to  begin  with  the  issue  tor . 

3^-2000-24-0 

682 


351.05 

*"  «e<v  BULLETIN 

OF  THE 


3ARD  OF  STANDARDS  AND  APPEALS 

THE  U  fiAFY  Oi 

CITY  OF  NEW  YORK 

ed  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  503,  Laws  of  1916 

'T  rv  n  ' 

lished  weekly  by  the  Board  of  Standards  and  Appeals  at  Room  914,  Municipal  Building,  New  York  City 

_  UNlYiK^l  X  Ut  ILLINOIS 


Subscription 
$2.50  a  year 


MAY  20,  1924  Single  Copies,  5  cents 

By  mail,  7  cents 


No.  21 


0 


DIRECTORY 

BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

ed  J.  Boulton  James  P.  Holland 

J.  Beatty  Henry  L.  Connell 

E.  Kerby  Fire  Chief  John  Kenlon 

SOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 


ed  J.  Boulton  James  P.  Holland 

J.  Beatty  Henry  L.  Connell 

E.  Kerby  Fire  Chief  John  Kenlon 

mas  J.  Drennan  .  Fire  Commissioner 

sles  Brady  . Sup t.  of  Buildings,  Manhattan 

Reville .  Supt.  of  Buildings,  The  Bronx 

rt  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

i  W.  Moore . Supt.  of  Buildings,  Queens 


jam  J.  McDermott  . . .  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

:e — Municipal  Building,  Room  914. 
phone — Worth  0184. 

;e  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

2  noon. 

Communications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


rhis  issue  of  the  Bulletin  contains,  in  the  order 

i — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases? 

Minutes  of  Meeting,  Board  of  Appeals,  May  13, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  May  13,  1924. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  May  9,  1924. 

Reserve  Calendar.  •.  v 

Rules  Adopted. 

Notices  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 

HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

r,  T,h^  Clerks  Calendar  consists  of  applications  under  the 
mulcting  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  win  be  called  in  Room  919,  on  Tuesday]  May  20,  1924, 
at  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  May  27,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  comnuinication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  be  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

4  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  .  the  compass  so  as  to  establish  the  true  location, 
and  position  of.  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these,  directions. 

,  William  E.  Walsh,  Chairman, 
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DOCKET. 

New  Cases  Filed  Week  Ending  May  15,  1924. 


Cal.  No. 

Department 

Premises  Affected 

673-24-SA. . 

. F.D.  .. 

..Samson,  No.  76,  Break  Glass 

Fire  Alarm  Serv.  Box. 

Appliance. 

672-24-A - 

. F.D'.  .. 

..24  W.  170th  st..  Bx. 

N.  B.  645-1924. 

671-24-BZ. . . 

....B.B.M. 

..756-770  Broadway,  Man. 

Alt.  642-1924. 

670-24-S _ 

....F.D.  .. 

..37-39  E.  28th  st.,  Man. 

L.  D.  58520-58521-58522-58523. 

669-24- A. . . , 

. F.D.  .. 

..37-39  E.  28th  st.,  Man. 

L.  F.  58519-58524. 

668-24-A . .  . 

. B.B.M. 

..147  E.  125th  st.,  Man. 

File  108436. 

667-24-A. . . 

. F.D.  .. 

..1038-1050  Ocean  ave.,  Bklyn. 

L.  C.  88184. 

666-24-BZ. . . 

_ B.B.B. 

..1404-28  E.  N.  Y.  ave.,  Bklyn. 

N.  B.  9025-1924. 

665-24-BZ. . , 

. F.D.  .. 

..5703  12th  ave.,  Bklyn. 

L.  C.  85062. 

664-24-BZ. . . 

. B.B.Bx. 

.,2500  Grand  Con.,  Bronx 

Alt.  233-1924. 

663-24-S . .  . 

. F.D.  .. 

.  .35  6th  ave.,  Man. 

L.  D.  40897-40899. 

662-24-A. . . 

. F.D.  .. 

. .  1-3  Ann  st.,  Man. 

F.  36203. 

661-24-A. . . 

. F.D.  .. 

..86  Lawrence  st.,  Flushing,  Q. 

Alt.  202-1924. 

660-24- A... 

_ F.D.  .. 

• 

..16804  35th  ave.,  Flushing,  Q. 

L.  C.  88508. 

659-24- A. . . 

. B.B.B. 

..28  Buckingham  Rd.,  Bklyn. 

Ij  Applic.  22018-1923. 

658-24-A. . . 

. F.D.  .. 

..225-283  Chestnut  st.,  Bklyn. 

N.  B.  298-1924. 

657-24-BZ. . . 

....B.B.Bx. 

..3184-3190  Webster  ave.,  Bx. 

N.  B.  1657-1924. 

656-24-BZ. . . 

. B.B.Bx. 

..1728-50  Morris  ave.,  Bx. 

Alt.  208-1924. 

655-24-BZ. . 

. B.B.Bx. 

..3837  White  Plains  ave.,  Bx. 

Atl.  209-1924. 

654-24-SA. . 

. F.D.  .. 

..Marvel  Oil  Burner 

Appliance. 

653-24- A. . . 

. F.D.  .. 

...74  W.  124th  st.,  Man. 

L.  C.  20818. 

652-24-A. . . 

. F.D.  .. 

,  ..E.  S.  Broadway,  from  116th  to 
120th  sts.,  Man.  Atl.  1104-1922. 

651-24-A. . . 

. F.D.  .. 

..35-50  26th  st.,  Flushing,  Q. 

Alt.  606-1924. 

650-24- A.. . 

. ft  D.  .. 

..576-602  Johnson  ave.,  Bklyn. 

Alt.  172-1924. 

649-24-SA. . 

. F.D.  .. 

.  .Curtiss  Water  Pres.  Regulator 

Appliance. 

648-24- A... 

. F.D.  .. 

..626  Broadway,  Man. 

F.  57961. 

647-24- A... 

. F.D.  .. 

..622-624  Broadway,  Man. 

F.  54615 

646-24-BZ. . 

. B.B.M. 

. .  177-183  E.  123rd  st.,  Man. 

N.  B.  279-1924. 

645-24-A . F.D. 


644-24-A . F.D. 


643-24-A . F.D. 


642-24-S . F.D. 


641-24- A . F.D. 


640-24-A . F.D. 


. . . .  305-325  Ocean  ave.,  Bklyn. 

L.  C.  8804 

....1512-14  Atlantic  ave.,  Bklyn. 

F.  47491 

_ 480  E.  17th  st.,  Bklyn. 

L.  C.  8827: 

. . . .  1-17  Gerry  st.,  Bklyn. 

L.  D.  58209-58210-5821 
. . . .  780  St.  Mary’s  st.,  Bx. 

L.  F.  4516' 

_  359  Wales  ave.,  Bx. 

L.  F.  4634' 


639-24-BZ . B.B.B.  .  .70-78  W.  9th  st.,  Bklyn. 

-  Applic.  8074-192-, 

638-24-S . B.B.M.  ..247-255  W.  38th  st.,  Man. 

-  N.  B.  617-192: 

637-24-BZ . B.B.B.  .  .806-816  Coney  Island  ave.,  Bkl; 

-  Applic.  8444-192 

636-24-BZ . F.D.  _ 234  W.  74th  st.,  Man. 

-  F.  4923: 


Restored  to  Calendar. 

367-21-S . F.D . Quinn  Oil  Burner 

Appliano 


CODE. 


F.D . Fire  Departmef 

H.D . Health  Departmei 

B.B.B . Bureau  of  Buildings,  Brookl) 

B.B.Bx . Bureau  of  Buildings,  Bron 

B.B.M . Bureau  of  Buildings,  Manhattc 

B.B.Q . Bureau  of  Buildings,  Queei 

B.B.R . Bureau  of  Buildings^Richmor 

T.H . Tenement  House  Departmei 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  20,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Simon  Hardin 
owner. 

PREMISES — 242-270  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

270-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Angelo  Piroz;, 
owner. 

PREMISES — 17-23  Bancroft  place,  Brooklyn. 

TO  PERMIT  extension  into  a  business  district  from  < 
unrestricted  district  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  more  than  five  (.' 
motor  vehicles. 

324-24-BZ. 

APPLICANT — James  E.  Connaughton,  for  Walter  G1 
wacki,  owner. 

PREMISES — 26  Stratton  avenue,  Bayside,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and  e 
tension  of  an  existing  building  to  be  used  for  bu: 
ness  purposes. 
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395-24-BZ. 

APPLICANT — James  Kearney,  for  Christian  Schuck, 
owner. 

PREMISES — 2251  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

398-24-BZ. 

APPLICANT — Abraham  Farber,  for  Habassah  Home 
Builders  Corp.,  owner. 

PREMISES — 7905-11  7th  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  two  buildings  to  be  used  for  business 
purposes. 

442-24-BZ. 

APPLICANT — James  Kearney,  for  R.  T.  J.  Co.,  owner. 

PREMISES — 104-106  Sherman  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

483-24-BZ. 

APPLICANT — William  R.  Rust,  for  Gustav  Hutten- 
locher,  owner. 

PREMISES — 157  Richmond  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

522-24-BZ. 

APPLICANT — Charles  D.  Cords,  for  Max  Nirenberg, 
owner. 

PREMISES— 55-75  East  28th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1212-22-BZ. 

APPLICANT— James  S.  Whiskeman,  for  Willis  F.  Har¬ 
ding,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and  De¬ 
pot  square,  South,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  of  a  ga¬ 
rage  for  more  than  five  motor  vehicles. 

533-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 1421-1437  Ocean  avenue  and  1060-1068  Ken- 
more  place,  Brooklyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the  altera¬ 
tion  and  extension  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting  percentage  of 
lot  occupied  as  required  by  Art.  4,  Section  15  of 
the  zone  resolution. 

m 

603-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Jesse  Thom,  owner. 

PREMISES — Southeast  corner  of  Webster  avenue  and  De¬ 
pot  square,  North,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  May  20,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
311-24-A — 28-30  West  39th  street,  Manhattan. 
314-24-A — 1074  Franklin  avenue.  The  Bronx. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24- A — 1600  Broadway,  Manhattan.  i  I ; 


3  72-24- A — 1600  Broadway,  Manhattan. 

373-24-A — 1600  Broadway,  Manhattan. 

397-24- A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

92-24-A — 79  William  street,  L.  I.  City,  Queens. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

338- 24-A — 667  Madison  avenue,  Manhattan. 

339- 24-A — 58-60  William  street,  Manhattan. 

343-24-A — 72  Beekman  street,  Manhattan. 

1465-23-A — 401-405  East  91st  street,  Manhattan. 

131-24-A — 571-575  Liberty  avenue,  Brooklyn. 

159-24-A— 132-140  West  125th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  20,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  284-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 
man  and  Rosen,  owners,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

CAL.  no.  151-24-BZ — Application,  January  30,  1924,  under 
the  building  zone  resolution,  of  John 
Josinsky,  applicant  and  owner,  Leo  N. 
Boczek,  lessee,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  the  store  on  the  first  story 
of  an  existing  building;  premises  10 
Woodhull  avenue,  Bayside,  Queens. 
cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  1005-23-BZ— Application,  August  13,  1923,  under 
the  building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
E.  Warner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  595-507  Evergreen  avenue, 
Brooklyn. 

cal.  no.  53-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
Roosevelt  avenue  and  21st  street,  Elm¬ 
hurst,  Queens. 
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cal.  no.  139-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Louii 
Bergstein,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  688-696  Central  avenue,  south¬ 
east  corner  of  Moffatt  street,  Brook¬ 
lyn. 

cal.  no.  191-24-BZ— Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Thos. 
A.  McCarthy  and  John  A.  Donovan, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  618- 
628  73rd  street.  Brooklyn. 

cal.  no.  193-24-BZ— Application,  February  7,  1924,  under. 

the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Mary 
Gilman,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  748-754  Southern  boul¬ 
evard,  southeast  corner  of  East  156th 
street,  The  Bronx. 

cal.  no.  272-24-BZ— Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  John 
Sloan,  architect,  on  behalf  of  Parlex 
Holding  Corp.,  owner,  to  permit  in  a 
two-times  height  district  the  erection  of 
the  street  walls  of  a  building  without  a 
setback  to  a  height  in  excess  of  that 
required  by  the  building  zone  resolution; 
premises  489  4th  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121 
East  32nd  street,  Manhattan. 

CAL.  NO.  282-24-BZ— Application.  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere.  Queens. 

cal.  no.  51 1-23-BZ — Application,  March  4.  1924,  under  the 
building  zone  resolution,  of  John 
Ingwersen,  applicant,  on  behalf  of  Jas. 
F.  Maloney,  owner,  previously  dis¬ 
missed  for  lack  of  prosecution,  to  per¬ 
mit  in  a  residence  district  the  change 
of  occupancy  of  first  story  from  resi¬ 
dence  to  a  business  use;  premises  411 
68th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  May  20,  1924,  at  2  />.  m. 

Appeals  from  Administrative  Orders. 
33-22-A1 — 141-145  Wooster  street.  Manhattan. 
224-21-A— 307-311  East  115th  street,  Manhattan. 
714-23-A — 203  West  62nd  street,  Manhattan. 


1170-23-A— 2814  Avenue  N,  Brooklyn. 

300-24-A— 6314-6324  Bay  Parkway,  Brooklyn.  * 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

2S3-24-A— 18-22  East  38th  street,  Manhattan. 

749-22- A— 258-262  Maujer  street,  Brooklyn. 

443-24- A — 1  Gerry  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building  zone 
resolution,  Tuesday  afternoon,  May  20,  1924,  at  2  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  330-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

cal.  no.  113-24-BZ — Application,  January  25,  1924,  under  the 
building  zone  resolution,  of  Bernhard 
A.  Schaeffel,  applicant,  on  behalf  of 
Rose  B.  Schaeffel,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  17  Richmond  street, 
Brooklyn. 

cal.  no.  301-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  304-310  East 
95th  street,  Manhattan. 

cal.  no.  1047-23-BZ — Application,  April  1,  1924,  under  the 
building  zone  resolution,  of  William 
C.  Winters,  applicant,  on  behalf  of 
Blake  Construction  Co.,  owner,  previ¬ 
ously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  92- 
94  Furman  avenue,  Brooklyn. 
cal.  no.  303-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
Steigman,  architect,  on  behalf  of  29th 
Street  Market,  Inc.,  owner,  to  permit 
in  a  business  district  the  change  of 
occupancy  in  part  of  an  existing  pub¬ 
lic  market  to  a  chicken  slaughter 
house ;  premises  206-208  East  29th 
street.  Manhattan. 

CAL.  NO.  304-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of  Tsaac 
Wiener,  owner,  to  permit  extending  into 
a  business  district  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
104-112  Montgomery  street,  Brooklyn. 
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cal.  no.  79-24-BZ — Application,  January  18,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Bain- 
bridge  Construction  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  280-284  West 
Fordham  road,  southwest  corner  of 
Cedar  avenue,  The  Bronx. 

cal.  no.  192-24-BZ — Application,  February  7,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  J.  J. 
Theodore  Rieper  Estate,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2359-2369  Jerome 
avenue,  The  Bronx. 

cal.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

cal.  no.  140-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution  of  Levy 
and  Berger,  architects,  on  behalf  of 
Goldinger  Realty  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  617-627  Herkimer 
street,  Brooklyn. 

cal.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes ;  premises 
237  East  203rd  street.  The  Bronx. 

William  E.  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  May  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

223-24-A — 29  West  25th  street,  Manhattan, 
lft- 24- A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

150-24-A — Richmond  terrace,  north  side,  opposite  Andros 
avenue,  Mariners  Harbor,  S.  I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  May  23,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters ; 

cal.  no.  865-23-iBZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 


cal.  no.  S64-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

CAL.  NO.  256-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Warren 
and  Wetmore,  architects,  New  York 
Central  Railroad  Co.,  owner,  Vander¬ 
bilt  Avenue  Building  Corporation,  les¬ 
see,  to  permit  in  a  two-times  height 
district  the  erection  of  a  street  wall 
of  a  building  without  a  setback  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  51-53  East 
42nd  street  and  2-16  Vanderbilt  ave¬ 
nue,  Manhattan. 

CAL.  NO.  313-24-BZ— Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  James 

S.  Lawson  and  Ellis  Weisker,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  northeast  cor¬ 
ner  of  Jerome  avenue  and  East  198th 
street,  The  Bronx. 

cal.  no.  231-24-BZ — Application,  February  13,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Samuel  Himmelstein,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  745-747  Ralph  avenue, 
Brooklyn. 

cal.  no.  1408-23-BZ — Application,  December  1,  1923,  under 
the  building  zone  resolution,  of  Merton 
L.  Cushman,  applicant  and  owner,  to 
permit,  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  316-32Q  West 
118th  street,  Manhattan. 

cal.  no.  438-24-BZ — Application,  March  26,  1924,  under  the 
building  zone  resolution,  of  Kings 
County  Lighting  Co.,  applicant  and 
owner,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a 
holder  for  the  storage  of  gas ;  premises 
north  side  of  66th  street,  158  ft.  9 1/2  in. 
east  of  Eighth  avenue,  Brooklyn. 

cal.  no.  291-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 

T.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

cal.  no.  335-24-BZ — Application,  March  3,  1924.  under  the 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Brechcr  Building  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  change 
of  occupancy  of  an  existing  factory  and 
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office  building  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Fifth  avenue  and  Washington  avenue, 
Long  Island  City,  Queens. 

cal.  no.  337-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  L.  B. 
Mapes,  consulting  engineer,  on  behalf 
of  Dean-Murray  Garage  Co.,  owner, 
to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  619-621  West 
152nd  street  and  620-622  West  153rd 
street,  Manhattan. 

cal.  no.  312-24-BZ — Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Isidore 
Berg,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  for  business 
purposes ;  premises  1310-1320  East 
15th  street,  southwest  corner  of  Elm 
avenue,  Brooklyn. 

cal.  NO.  1285-23-BZ — Application,  November  10,  1923,  under 
the  building  zone  resolution,  of  Anna 
L.  Herz,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  pleasure  motor  vehicles,  one 
space  rented  to  persons  not  residing 
on  the  premises;  premises  10928  116th 
street,  Richmond  Hill,  Queens. 

cal.  no.  1299-23-BZ — Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Ber¬ 
nard  D.  Barnett,  applicant,  on  behalf  of 
Oscar  Schnipelsky,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  two  (2)  spaces  rented 
to  persons  not  residing  on  the  premises ; 
premises  963  Putnam  avenue,  Brooklyn. 

cal.  no.  1518-23-BZ — Application,  December  23,  1923,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Serv¬ 
ice  Realty  Co.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  southwest  corner  of  David¬ 
son  avenue  and  East  181st  street,  The 
Bronx. 

cal.  no.  1300-23-BZ— Application,  November  13,  1923,  under 
the  building  zone  resolution,  of  Bernard 
D.  Barnett,  applicant,  on  behalf  of 
Samuel  Heyman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3) 
motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises ;  premises  965  Putnam  avenue, 
Brooklyn. 

CAL.  no.  84-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  John  Ing- 
wersen,  architect,  on  behalf  of  Sarah 
F.  Keidanz,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  an  existing  building  to  be  used 
on  first  story  for  business  purposes; 
premises  601  West  135th  street,  Man¬ 
hattan. 

cal.  no.  186-24-BZ — Application,  February  7,  1924,  under  the 
building  zone  resolution,  of  Joseph  J. 
Moore,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 


maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides ;  premises  532-538  65th  street 
Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  May  27,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

244-24-BZ. 

APPLICANT — S.  Millman  &  Son,  for  Morris  Angert  an< 
Ernest  Edinger,  owners. 

PREMISES — '1761-1765  Bushwick  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

367-24-BZ. 

APPLICANT — William  F.  Doyle,  for  A.  Provenzam. 
owner. 

PREMISES — 225  Mott  street,  Alanhattan. 

TO  PERMIT  in  a  portion  of  a  street  between  two  inter 
secting  streets,  in  which  portion  there  exists  an  exi 
from  and  entrance  to  a  public  school,  the  extension 
and  change  of  occupancy  from  a  garage  for  five  (5 
cars  to  a  garage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles. 

I 

452-24-BZ. 

APPLICANT — 'Andrew  Biagini,  for  B.  Salazzo,  owner. 

PREMISES — 58-60  Norwood  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  ; 
garage  for  the  storage  of  four  (4)  pleasure  moto 
vehicles,  three  (3)  spaces  rented  to  persons  not  re 
siding  on  the  premises. 

475-24-iBZ. 

APPLICANT — Louis  A.  Sheinart,  for  Charles  W.  Ed 
wards,  owner. 

PREMISES — Northeast  corner  of  Jerome  and  Morris  ave 
nues,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  ereotion  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mo 
tor  vehicles. 

496- 24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  L.  Hurd  Sanforc 
owner. 

PREMISES — East  side  Jerome  avenue,  184  ft.  north  o 
East  198th  street,  The  Bronx.  •«. .  I 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

y  i 

j 

497- 24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ryer  Building  Cot 
poration,  owner. 

PREMISES — 912  Second  avenue,  Long  Island  City,  Queen 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more, tha 
five  (5)  motor  vehicles. 

514-24-BZ. 

APPLICANT — J.  C.  Holman,  for  Denman  Realty  Co 
owner. 

PREMISES — 303-315  West  96th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration,  exter 
sion  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 
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j19-24-BZ. 

\PPLICANT — John  De  Hart,  for  John  levers  and  Robert 
levers,  owners. 

>REMISES — 2459-2467  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  for  business 
purposes. 

62-24-BZ. 

APPLICANT — iR.  Thomas  Short,  for  Mrs.  Pauline  A.  Rey¬ 
nolds,  owner. 

’REMISES — 2470-2480  Bedford  avenue,  Brooklyn. 

'0  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

77-24-BZ. 

..PPLICANT — John  J.  Dunnigan,  for  F.  Paul  A.  Vac- 
carelli,  owner. 

REMISES — 2116  Quarry  road,  The  Bronx. 

0  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  distriot  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

51-24-BZ. 

PPLICANT — Joseph  Orlando,  for  Salvatore  and  Giuseppe 
Montalto,  owners. 

REMISES — Southwest  corner  of  Buhre  avenue  and  Ho¬ 
bart  avenue,  The  Bronx. 

0  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  business  purposes. 

S4-24-BZ. 

PPLICANT — John  J.  Dunnigan,  for  Freybell  Realty  Co. 
and  Elise  Ursprung,  owners. 

REMISES — 2059-2129  Jerome  ave.,  The  Bronx. 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1-24-BZ. 

PPLICANT — Robert  W.  Thompson,  for  John  Wana- 
maker,  lessee. 

REMISES — 756-770  Broadway,  42-58  Fourth  avenue,  135- 
147  East  8th  -street  and  74-86  East  9th  street,  Man¬ 
hattan. 

0  PERMIT  in  a  two-times  district  the  erection  of  the 
street  walls  of  an  extension  without  a  setback  to  a 
height  exceeding  the  limit  required  by  the  zone  reso¬ 
lution. 


BOARD  OF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

71-24-A — 17  Bowery,  Manhattan. 

69-24-A — 133-135  West  25th  street,  Manhattan. 

05-24-A — 635-641  West  49th  street,  Manhattan. 

19-24-A— 523-537  Lexington  avenue,  Manhattan. 

60-24- A — 110  East  17th  street,  Manhattan. 

17-24-A — 91-93  Thompson  street,  Manhattan. 

64-24-A — 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

44-23-A — 256  West  69th  street,  Manhattan. 

67-24-A — 801  Vernon  avenue,  L.  I.  City,  Queens. 
17-24-A— 77-79  East  130th  street  and  74-78  East  131«t 
street,  Manhattan. 

21-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

132-24- A— Block  64th  street  to  67th  street,  Exterior 
street  to  Avenue  A,  Manhattan. 


569-24-A — 120  Broadway,  Manhattan. 

459-24-A — North  side  of  Warburton  avenue,  between  4th 
and  5 tli  streets,  Bayside,  Queens. 

491-24-A — 730  Fifth  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  May  27,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

CAL.  NO.  88-24-BZ— Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 
cal.  no.  204-24-BZ— Application,  February  8,  1924,  under 
the  building  zone  resolution,  of  Alvah 
W.  Burlingame,  Jr.,  applicant,  on  be¬ 
half  of  Robert  B.  Martin,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building 
from  dead  storage  of  motor  vehicles  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  469- 
475  Hemlock  street,  Brooklyn.. 
cal.  no.  237-24-BZ— Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  Morris 
J.  Werner,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
hides;  premises  2364  Jerome  avenue, 
The  Bronx. 

cal.  no.  255-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 
cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 
cal.  no.  425-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  42-48 
Hamilton  street,  Manhattan. 

cal.  no.  380-24-BZ — Application,  March  12,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  M.  Lich¬ 
tenstein,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2380- 
2392  Ryer  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

75-24-S — 495  Lincoln  road,  Brooklyn. 

197- 24-S — 98  East  Broadway,  Manhattan. 

320-24-S — 459-499  Seventh  avenue,  163-167  West  34th 
street  and  160-166  West  35th  street,  Man¬ 
hattan. 

326- 24-S — 64  University  place,  Manhattan. 

327- 24-S — 45-51  Lispenard  street,  Manhattan. 

341-24-S — 290  Pearl  street,  Manhattan. 

389-24-S — 43-51  West  4th  street,  Manhattan. 

401-24-S — 70  West  3rd  street,  Manhattan. 

403-24-S — 247  West  34th  street,  Manhattan. 

135-24-S — 2067  Broadway,  Manhattan. 

102-24-S— 415-421  5th  avenue,  Manhattan. 

356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
196-24-S — 21-23  Maiden  lane,  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

252-24-S— 452-456  10th  avenue,  Manhattan. 

44-24-S— 218-222  West  34th  street,  Manhattan. 
14G1-23-S — 23  West  20th  street,  Manhattan. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

524-23-S — 15  West  17th  street,  Manhattan. 

349-22-S — 600  Madison  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198- 24-S — 235-243  East  23rd  street  and  409  2nd  avenue, 

Manhattan. 

Appliances  Submitted  for  Approval. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

315-22-S — Conran  Pressure  Reducer,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

340-24-A— 290  Pearl  street,  Manhattan. 

368-24-A — 142  Bowery,  Manhattan. 

370-24- A — 481  Van  Duzer  street,  Richmond. 

382-24-A— 130-134  Washington  place,  Manhattan. 
384-24-A'— 108-112  Junius  street,  Brooklyn. 

417- 24-A — 931  Courtlandt  avenue,  The  Bronx. 

418- 24- A — 1389  Rockaway  parkway,  Brooklyn. 

173-24-A— 218-220  Oakland  street  or  230  Greenpoint  ave¬ 
nue,  rear,  Brooklyn. 

352-24-A — 219  East  avenue,  L.  I.  City,  Queens. 

357-24-A — 79-81  Rutgers  slip,  Manhattan. 

390-24- A — 120  Garretson  avenue,  Dongan  Hills,  S.  I., 
Richmond.  - 

393-24- A— 22  Columbus  place,  Brooklyn. 

404-24-A.— 205-207  South  Oxford  street,  Brooklyn. 
440-24- A — 49-55  West  27th  street,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

512-24-A— 525-531  Surf  avenue,  Brooklyn. 

568-24- A— (1048  Bedford  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  3,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 


cal.  no.  347-24-BZ — Application,  March  6,  1924,  under  t 
building  zone  resolution,  of  William 
Doyle,  applicant,  on  behalf  of  Mor 
Gross  and  Daniel  Fuchs,  owners, 
permit  in  a  residence  district  the  en 
tion  and  maintenance  of  a  garage  ] 
the  storage  of  more  than  five  ( 
motor  vehicles;  premises  1925-lt 
Union  street,  northeast  corner  of  Pi 
tal  street,  Brooklyn.  a  | 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  ; 

building  zone  resolution  of  John 
Hart,  applicant,  on  behalf  of  Estate 
Katherine  Jackson,  owner,  and  Br 
lauer  Construction  Co.,  Inc.,  lessee, 
permit  in  a  business  district  the  erect: 
and  maintenance  of  a  garage  for  i 
storage  of  more  than  five  (5)  mo 
vehicles ;  premises  2256-2272  Jero 
avenue,  The  Bronx. 

CAL.  no.  378-24-BZ — Application,  March  11,  1924,  under  t 
building  zone  resolution,  of  -  John 
Dunnigan,  applicant,  on  behalf  of  Ht 
Realty  Co.,  Inc.,  owner,  to  permit  it 
business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicl 
premises  1101-1109  Union  avenue,  1 
Bronx. 

cal.  no.  201-24-BZ — Application,  February  8,  1924,  under  r 
building  zone  resolution,  of  William 
Doyle,  applicant,  on  behalf  of  Patr 
A.  Gaynor,  owner,  to  permit  partly 
a  business  district  and  partly  in  a  -re 
dence  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicle 
premises  1392-1400  Stebbins  aven 
The  Bronx. 

cal.  no.  355-24-BZ— Application,  March  7,  1924,  under  i 
building  zone  resolution,  of  Willi 
H.  Kehoe,  applicant,  on  behalf  of  Eir 
M.  Fitall  and  Frank  Barker,  owne 
to  permit  in  a  business  district 
erection  and  maintenance  of  a  gar; 
for  the  storage  of  more  than  five  ( 
motor  vehicles ;  premises  1604-11, 
Bergen  street,  Brooklyn. 

cal.  no.  345-24-BZ — Application,  March  6,  1924,  under 
building  zone  resolution,  of  Paul 
Morrison,  applicant,  on  behalf 
George  and  Adelaide  Morrison,  owne 
to  permit  in  a  residence  district  the 
teration  and  change  of  occupancy  fr 
residence  to  a  business  use;  premise* 
Verandah  place,  Brooklyn. 

cal.  no.  348-24-BZ — Application,  March  6,  1924,  under 
building  zone  resolution,  of  Levy  £ 
Berger,  architects,  on  behalf  of  Natl 
Harrison,  owner,  to  permit  in  a  re 
dence  district  the  alteration  and  chat 
of  occupancy  from  residence  to  a  br 
ness  use;  premises  226-228  Tompk 
avenue,  Brooklyn.  H 

cal.  no.  358-24-BZ — Application,  March  10,  1924,  un< 
the  building  zone  resolution,  of  Jose 
A.  Arnold,  applicant,  on  behalf  of 
lied  Cleaning  and  Dyeing  Corporati 
owner,  to  permit  in  a  business  distx 
the  extension  of  a  dry  cleaning  est; 
lishment;  premises  330-332  Freeir 
avenue,  Long  Island  City,  Queens. 

William  E.  Walsh,  Chairman 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24-S — 45-47  East  20th  street,  Manhattan. 

226-24-S — 14-20  Sheriff  street  and  87-91  Broome  street, 
Manhattan. 

342-24-S — 2871-2875-2879  Broadway,  Manhattan. 

344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-S — 129-133  West  27th  street,  Manhattan. 

450-24-S — 79-83  Washington  street  and  39-45  York  street, 
Brooklyn. 

456-24-S — 102-104  Greenwich  street,  Manhattan. 

462-24-S — 30  West  58th  street,  Manhattan. 

490-24-S — 2138  Third  avenue,  Manhattan. 

467-24-S — 13  East  16th  street,  Manhattan. 

476-24-S — 457  Sixth  avenue,  Manhattan. 

489-24-S — 416-418  West  26th  street,  Manhattan. 

220-24-S — 23  Washington  street.  Manhattan. 

Appliances  Submitted  for  Approval. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Euel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3-24-A — 2242  Second  avenue,  Manhattan. 

318-24-A — 139-25  Hillside  avenue,  Jamaica,  Queens. 

374- 24-A — 37  West  111th  street,  Manhattan. 

375- 24-A — 317  West  52nd  street,  Manhattan. 

376- 24-A — 419  East  66th  street,  Manhattan. 

377- 24-A — 31  West  116th  street,  Manhattan. 

381-24-A — 123  Marble  Hill  avenue,  The  Bronx. 

408-24-A — 222  South  street  and  100-102  Market  slip,  Man¬ 
hattan. 

427-24-A— 160-166  7th  street,  Brooklyn. 

447-24-A — 65-67  West  45th  street,  Manhattan. 

455-24- A — 120  Broadway,  Manhattan. 

457-24- A — 185-187  East  Broadway,  Manhattan. 

474-24-A — 254  South  street,  Manhattan. 

033-23-A — 54  Main  street,  Flushing,  Queens. 

026-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A — 60-62  West  116th  street,  Manhattan 
867-23- A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
i  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  June  10,  1924,  at  10 
’clock,  in  Room  919,  Municipal  Building,  on  the  following 
Tatters : 

al.  no.  1220-23-BZ — Application,  October  25,  1923,  under 
the  building  zone  resolution,  of  Daniel 
W.  Wilkes,  applicant  and  lessee ;  Ben¬ 
nett  De  Beixedon,  owner,  to  permit  in 
a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1090-1094  Gates  avenue, 
Brooklyn. 


no.  242-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  William 
H.  Daly,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  pleasure  motor  vehicles,  five 
spaces  rented  to  persons  not  residing  on 
the  premises ;  premises  2  Dorothea 
place,  rear,  The  Bronx. 

cal.  no.  336-24-BZ — Application,  March  3,  1924,  under 
the  building  zone  resolution,  of  Gel- 
ler,  Rolston  and  Blanc,  applicants,  on 
behalf  of  Heirs  and  Legatees  of  Henry 
W.  Schmidt,  deceased,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  634-638  St.  Nicholas 
avenue,  Manhattan. 

cal.  no.  399-24-BZ — Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  454-24-BZ — Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinant,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
•storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

cal.  no.  463-24-BZ — Application,  March  31,  1924,  under  the 
building  zone  resojution,  of  New  York 
Telephone  Company,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the 
erection  and  maintenance  of  a  central 
telephone  exchange  building;  premises 
47-61  Arden  street,  45-59  Sherman  ave¬ 
nue  and  42-56  Thayer  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  10,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

248-24-S — 512-520  Grand  street,  Manhattan. 

464-24-S — 981  Third  avenue,  Manhattan. 

466-24-S — 110  West  17th  street,  Manhattan. 

468- 24-S — 426  East  17th  street,  Manhattan. 

472-24-S — 256-260  West  38th  street,  Manhattan. 
482-24-S — 265  West  Broadway,  Manhattan. 

510-24-S — 210-212  West  65th  street,  Manhattan. 
524-24-S — 202-204  West  36th  street,  Manhattan. 
527-24-S — 237  Division  street,  Manhattan. 

538-24-S — 19-21  West  36th  street,  Manhattan. 

469- 24-S — 150-152  Maiden  lane,  Manhattan. 

481-24-S — 362-380  De  Kalb  avenue,  Brooklyn. 
560-24-S — 1351-1365  Broadway,  Manhattan. 
572-24-S— 237-245  West  35th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 
493-24-SA — Faultless  Oil  Burner,  approval  of. 


I  001 


= 


CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  13,  1924,  at  2  p.  in. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factorj 
Buildings,  etc. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

430-24-A— 322  East  24th  street,  Manhattan. 

502-24-A — 163  Crosby  street,  Manhattan. 

505- 24-A — 73-81  Dobbin  street,  Brooklyn. 

506- 24-A — 464  58th  street,  Brooklyn. 

508-24-A— 25-31  South  William  street,  Manhattan. 
511-24-A— 17-25  North  Moore  street,  Manhattan. 

518-24- A — 2912-2914  Park  avenue,  The  Bronx. 

526-24-A — 615-621  West  56th  street  and  614-620  West  58th 

street,  Manhattan. 

1499-23 -A — 522  West  159th  street,  Manhattan. 

39-24-A — 47-67  Williams  place,  Brooklyn. 

72-24-A — 123-127  Atkins  avenue,  Brooklyn. 

172-24-A— 554  Flushing  avenue,  Brooklyn. 

215- 24-A — East  side  of  Eleventh  avenue,  from  21st  street 

to  22nd  street,  Whitestone,  Queens. 

216- 24-A— 800  FI  at  bush  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  17,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  428-24-BZ — 'Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  C.  E.  Hicks, 
applicant,  New  York  Dock  Co.,  owner, 
Rexon  Realty  Corporation,  lessee,  to 
permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  264-284  Furman 
street,  Brooklyn. 

cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  494-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Aloys 
Nicollier,  applicant,  on  behalf  of  Louis 
A.  and  Alvina  Nicollier,  owners,  to 
permit  in  a  residence  district  extend¬ 
ing  from  a  business  district  the  main¬ 
tenance  of  a  building  used  in  part  for 
business  purposes;  premises  106  West 
81st  street,  Manhattan. 


cal.  no.  296-24-BZ— Application,  February  26,  1924,  unde 
the  building  zone  resolution,  of  Re 
Jamaica  Sales  Co.,  Inc.,  applicant  an 
lessee,  Villanova  Realty  Co.,  Inc.,  own 
er,  to  permit  in  a  business  district  th 
maintenance  of  a  motor  vehicle  repai 
shop,  also  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  37  Bergen  avenue,  Jamaic. 
Queens. 

cal.  no.  406-24-BZ — Application,  March  19,  1924,  unde 
the  building  zone  resolution,  of  Joh 
W.  Clancy,  applicant,  on  behalf  c 
George  T.  Adee,  agent  for  Estate  o 
George  T.  Adee,  and  Sylvanus  Purd?, 
owners,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  g; 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  2631 
2641  East  Tremont  avenue,  The  Bron: 

cal.  no.  117-24-BZ — Application,  January  25,  1924,  unde 
the  building  zone  resolution,  of  Abn 
ham  Farber,  architect,  on  behalf  c 
Powell  Realty  Company,  owner,  t 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fc 
the  storage  of  more  than  five  (5)  me 
tor  vehicles ;  premises  261-267  Pent 
sylvania  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

227- 24-A — 2556  Fulton  street,  Brooklyn. 

228- 24-A — 1164  Broadway,  'Brooklyn. 

419-24-A — 1020  Lexington  avenue,  Manhattan. 

453-24- A — 3486.  Bedford  avenue,  Brooklyn. 

458-24- A — Northwest  corner  of  2nd  street  and  Po 
street,  Woodside,  Queens. 

535-24-A — 539-557  East  118th  street,  Manhattan. 
543-24-A — West  side  of  Anable  avenue,  40  ft.  south  < 
Meadow  street  (Skilhnan  street),  Loi 
Island  City,  Queens. 

546-24- A — 416-418  West  26th  street,  Manhattan. 

548- 24-A— 415-423  East  53rd  street  and  410-416  East  54 

street,  Manhattan. 

549- 24-A — iSouth  side  of  East  47th  street,  200  ft.  ea 

of  First  avenue,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

551- 24- A — 24  Eighth  avenue,  Brooklyn. 

552- 24-A — '11611  Eighty-ninth  avenue,  Woodhaven,  Quee; 
557-24- A — 311  100th  street,  Brooklyn. 

506-24-A — 259-273  Greene  street,  Brooklyn. 

575-24-A — 440  Sixth  avenue,  L.  I.  City,  Queens. 
577-24-A— 2226-2234  Third  avenue,  Manhattan. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

•  TUESDAY  MORNING,  MAY  13,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con- 
ell.  Holland,  Kerby  and  Acting  Fire  Chief  Martin. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap- 
eals,  held  on  Tuesday  morning,  May  6,  1924,  and  the 
linutes  of  the  special  meeting  of  the  board  of  appeals, 
eld  on  Tuesday  afternoon,  May  6,  1924,  were  approved 
5  printed  in  the  Bulletin,  No.  20,  Vol.  IX. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

165-23-A. 

.FPELLANT — Estate  of  J.  J.  Schilliner,  owner. 

LBJFL  I  Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 401-405  East  91st  street,  Man¬ 
hattan. 

PPEARANCES— 

For  Appellant:  Francis  S.  McAvoy. 

CTION  OF  BOARD— Laid  over  to  May  20,  1924,  at  10 
a.  m. ;  to  submit  report  of  fire  prevention  bureau 
as  to  surrounding  conditions. 


plan  No"S72-i922/,r*)Ved  Sel>ara,°r  aS  per  approved 

and 

i™  !‘KI^EA^ the  building  is  non-fireproof,  one  story  in  height, 
repair'  sh'op ;  and  ”  ;  OOCU|PIED  as  a  sarase  a»<l  auto 

Whereas,  it  appears  that  the  length  of  sewer  from  ga- 
lage  to  outlet  is  approximately  1,200  ft. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
dJikd^  IS  affirmed’  and  the  aPPea!  'be  and  it  hereby  is 


•>1-24- A. 

PP  ELLA  NT  Mutual  Shellac  &  Paint  Products  Co 

Inc.  • 

L’BJECT  Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 571-575  Liberty  avenue,  Brook¬ 
lyn. 

PPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CTION  OF  BOARD- — Laid  over  to  May  20,  1924,  at  10 
a.  m.,  for  final  disposition. 


9-24- A. 

^nnr^^T  H.  C.  F.  Koch  &  Co.,  Inc.,  owner. 

"  I:  J  EC T— Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 132-140  West  125th  street,  Man¬ 
hattan. 

PPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD' — Laid  over  to  May  20,  1924,  at  10 
a.  m.,  for  final  disposition. 

02-23-A. 

Ti7r'T'^N?'  Harry  Gehn  Auto.  Co.,  Inc.,  owner. 
:3T--;F/^TAppeal  ^rom  order  of  fire  commissioner. 
EMISES  AFFECTED — 445-459  Gerard  avenue,  The 
Bronx. 

PPEARANCES — 

For  Appellant:  H.  D.  Flax. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

oTION  OF  BOARD — Appeal  denied. 
iE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Acting  Fire 

Chief  Martin  .  6 

Absent :  Mr.  Connell  .  2 

THE  RESOLUTION: 

(1302-23-A) 

Harry  Gehn  Auto.  Co.,  Inc.,  lessee,  filed,  No- 
nber  13,1923  an  appeal,  with  the  board  of  appeals 

'^-onr°rder.  °f  the  fire  commissioner.  affecting  premises 
■459  Gerard  avenue,  The  Bronx ;  and 

■  ^EREAS'  l*be  order  of  the  fire  commissioner,  No.  18485- 

■  dated  June  2,  1923,  reads: 


1376-23-A. 

A^b^bLANT—  M.  Waslikoff,  lessee. 

PF  F  °rder  of  fire  commissioner. 

appeIIances-  Fulton  slrcet’  Manhatt“- 

For  Appellant :  Robert  Haderman. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CONDITinNSBOAARD^P1Peal  granted  on  condition, 
u'ur-  As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  Kerby  and  Acting  Fire 

Chief  Martin  .  ,. 

Negative . .  q 

Absent:  Mr.  Connell . . . 

THE  RESOLUTION: 

(1376-23-A) 

Whereas,  M.  \\  aslikoff,  lessee,  filed,  November  26,  1923 
an  appeal, _  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  121  Fulton  street  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  16568- 
PL,  dated  February  10,  1923,  reads: 

“b  ?a.ye  each.  Person  operating  the  blow-pipe  or 
other  similar  device  or  apparatus  for  heating,  melting 

or  welding,  apply  for  and  secure  a  Certificate  of  Fit¬ 
ness.  ; 
and 

Whereas  the  building  is  non-fireproof.  five  stories  in 
height,  25.  ft.  by  119  ft.  in.  area;  OCCUPIED  for  billiard 
parlor,  printing  and  manufacturing  jewelers,  56  persons 
above  2nd  story;  and 

Whereas  appellant  contends  that  only  one  person,  who 
has  obtained  a  certificate  of  fitness,  operates  the  large  torch 
and  regulates  the  oxygen  tanks. 

.  Resolved',  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  person  operating  the  oxygen 
tank  and  blow  torch  shall  obtain  a  certificate  of  fitness. 


37-24-A. 

APPELLANT — Mosson  Bros.,  lessees. 

SUBJECT  Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 558-564  Flushing  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Isidor  Mosson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell  and  Act¬ 
ing  Fire  Chief  Martin  .  7 

Negative .  n 

r  Absent .  * 
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THE  RESOLUTION : 

(37-24-A) 

Whereas,  Mosson  Bros.,  lessees,  filed,  January  10,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  558-64  Flushing 
avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  52101- 
F,  dated  December  21,  1923,  reads: 

“1.  Provide  fire  wall  18  ft.  in  height  around  lumber 
yard  where  lumber  is  stored  within  30  ft.  of  frame 
buildings,  or  within  30  ft.  of  unprotected  openings  in 
exterior  walls  of  bricks  buildings.”; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  facing 
on  Flushing  avenue,  with  a  frontage  of  100  ft.,  and  on 
Hopkins  avenue,  with  a  frontage  of  100  ft.,  on  which  is 
located  the  lumber  yard  of  Mosson  Lumber  Co.,  consist¬ 
ing  of  a  one-story  'brick-filled  stable,  a  one-story  frame 
office,  a  lumber  shed  and  two  lumber  piles  ;  there  are 
two  fore  and  aft  driveways  and  a  cross  driveway;  and 
Whereas,  appellant  contends  there  are  three  city  fire 
hydrants  in  the  immediate  vicinity;  proposes  to  keep  a 
watchman  on  the  premises  and  to  provide  a  sufficient 
number  of  water  casks  and  buckets. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  driveways  not  less  than  16 
ft.  wide,  running  through  property  from  Hopkins  avenue  to 
Flushing  avenue,  shall  be  provided,  with  not  less  than 
one  cross  connecting  runway,  16  ft.  wide;  that  a  watchman 
service  shall  be  maintained  on  the  premises  at  all  titties ; 
that  not  less  than  six  approved  water  casks,  painted  red 
and  marked  “FIRE”,  shall  be  provided  and  distributed 
throughout  the  yard,  each  cask  to  be  equipped  with  six 
buckets ;  and  that  no  lumber  shall  be  piled  above  or  on  the 
roofs  of  the  existing  sheds ;  and  that  no  lumber  pile  in 
yard  shall  exceed  in  height  that  of  existing  sheds,  namely, 
14  ft. 


“Order  No.  52008^F: 

“1.  Provide  3  approved  water  tanks  of  at  least 
gallons  capacity  with  six  water  buckets  to  each  ta 
Tanks  to  be  marked  Fire,  kept  full  of  clean  Wc 
mixed  with  a  non-freezing  solution,  and  not  to 
used  for  any  other  purpose.  Sec.  20,  Ch.  12,  C 
of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  h 
ing  a  frontage  of  180  ft.  on  Montauk  avenue,  200  ft. 
Liberty  avenue  and  150  ft.  on  Atkins  avenue,  on  wl 
is  located  the  lumber  yard  of  the  Montauk  Lumber  C( 
pany,  consisting  of  a  two-story  brick  office  and  dwell 
a  metal  covered  shed  and  low  piles  of  lumber  throu. 
out  the  remainder  of  the  yard;  and 

Whereas,  appellant  contends  that  there  are  four 
city  fire  hydrants  around  the  property  and  proposes  to  { 
vide  required  6  ft.  cross  aisle  at  rear  of  property 
the  three  required  40-gallon  tanks  and  buckets,  and  ; 
poses  to  remove  the  lumber  piled  near  No.  115  At! 
avenue,  replacing  the  same  with  a  driveway,  and  i 
ther  proposes  removing  existing  lumber  piled  near 
blank  brick  wall  of  No.  124  Montauk  avenue,  repla< 
same  with  low,  tight  piles. 

Resolved,  that  the  order  of  the  fire  commissioner, 
52006-F,  be  and  it  hereby  is  modified,  and  the  appeal  a 
this  order  be  and  it  hereby  is  granted  on  condition  that  a  i 
and  aft  driveway  not  less  than  15  ft.  in  widtH  shall  be  tn 
tained  from  Montauk  avenue  front  to  rear  of  plot  under 
peal,  namely,  100  ft.  deep ;  that  the  order  of  the  fire  c 
missioner,  No.  52007-F,  be  and  it  hereby  is  modified, 
the  appeal  as  to  this  item  be  and  it  hereby  is  grai 
on  condition  that  the  lumber  pile  abutting  rear  of  pi 
erty  at  No.  115  Atkins  avenue  shall  be  removed,  and 
lumber  pile  abutting  property,  No.  124  Montauk  aw 
shall  be  kept  off  line  adjoining  premises  at  least  6 
and  shall  not  exceed  a  height  of  10  ft. ;  that  the  o: 
of  the  fire  commissioner,  No.  52008-F,  be  and  it  hei 
is  affirmed,  and  the  appeal  as  to  this  item  be  and  it  hei 
is  denied. 


73-24-A. 

APPELLANT — Montauk  Lumber  Company,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 118-122  Montauk  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant :  Otto  Gundermann. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell  and  Act¬ 
ing  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION: 

(73-24-A) 

Whereas,  Montauk  Lumber  Company,  owner,  filed,  Jan¬ 
uary  17,  1924,  an  appeal,  with  the  board  of  appeals,  from 
orders  of  the  fire  commissioner,  affecting  premises  118-122 
Montauk  avenue,  Borough  of  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
December  20,  1923,  read : 

“Order  No.  52006-F: 

“1.  Provide  a  cross  aisle  or  passageway  at  least 
6  feet  in  width  from  north  to  south  sides  near  rear 
line  of  property.  Sec.  776,  Greater  New  York  Char¬ 
ter.” 


“Order  No.  52007-F: 

“1.  Provide  a  brick  wall  at  least  18  ft.  high  on 
south  property  line  adjoining  No.  124  Montauk  Ave. 
&  115  Atkins  Ave.  Sec.  776,  Greater  New  York 

Charter.” 


158-24-A. 

APPELLANT — Walter  E.  Greene,  for  Claremont  1 
'Laboratories,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 422  Claremont  parkway, 
Bronx. 

APPEARANCES— 

For  Appellant :  Louis  J.  Rosett,  Thomas  B. 
derson. 

For  Administration :  Inspector  Lynch  of  fire 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE —  * 

Affirmative:  Chairman  Walsh,  Messrs.  Beattj 

Boulton,  Connell  and  Kerby  . . 

Negative:  Mr.  Holland  and  Acting  Fire  Chie 

Martin  . 

Absent  . . . 

THE  RESOLUTION: 

(158-24-A)  I 

Whereas,  Walter  E.  Greene,  for  Claremont  Film  L 
ratories,  In-c.,  lessee,  filed,  January  31,  1924,  an  ap 
with  the  board  of  appeals,  from  an  order  of  the  fire  ( 
missioner,  affecting  premises  422  Claremont  parkway, 
ough  of  the  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21 
LC,  dated  November  17,  1923,  reads : 

“1.  Sprinkler  system  must  be  provided  wit 
pressure  tank  supply  and  a  gravity  tank  supply 
must  be  made  to  conform  in  all  respects  to  reqi 
ments  of  the  Sprinkler  Rules  of  the  Board  of  St 
ards  and  Appeals,  Section  241-e,  Chapter  10,  Cod' 
Ordinances.”; 

and  >  #  1  ••  •  *  .  _  .  i 
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whereas,  tlie  building  is  non- fireproof,  two  stories  and 
>ejnent  in  height,  75  ft.  by  100  ft.  in  area;  OCCUPIED 
the  development  and  storage  of  motion  picture  films, 
i  persons  in  building;  and 

*V  hereas,  appellant  contends  there  is  a  sprinkler  sys- 
a  installed  in  the  building  having  123  sprinkler  heads 
the  'basement,  104  on  the  1st  story  and  73  on  the  2nd 
,  ry  and  in  each  vault  are  12  sprinkler  heads.  The 
inkier  system  is  supplied  from  12  in.  street  main  having 
pressure  of  80  pounds  per  square  inch. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
d  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  water  pressure  on  the 
inkier  supply  from  street  main  shall  not  be  less  than 
pounds,  and  that  the  building  shall  not  be  increased 
:  size,  area  or  dimensions. 


-24-A. 

'‘PELLANT — Ahrens  Realty  Corp.,  owner. 

BJECT — Appeal  from  orders  of  fire  commissioner. 
.EMISES  AFFECTED — 70-74  Lafayette  street,  Man¬ 
hattan. 

"PEARANCES — 

For  Appellant :  Martin  L.  Ahrens. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

'TION  OF  BOARD— Appeal  granted  on  condition  in 
part,  and  denied  in  part. 

'NDITIONS — As  specified  in  resolution. 
jlE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell  and  Holland .  5 

Negative:  Acting  Fire  Chief  Martin .  l 

Absent :  Mr.  Kerby  .  l 

'THT  RESOLUTION : 


and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


178-24-A. 

A/PPELLANT— Samuel  Rosenblum,  for  H.  Goldstein,  les¬ 
see. 

SUBJECI — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 532  East  137th  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative:  Acting  Fire  Chief  Alartin  .  i 

Absent  .  o 

THE  RESOLUTION: 

(178-24-A) 


W  hereas,  Samuel  Rosenblum,  for  H.  Goldstein,  lessee, 
filed,  February  4,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
532  East  137th  street,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  21792- 
LC,  dated  December  21,  1923,  reads : 

“Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  which  is  not  equipped  with  an  approved  two- 
source  system  of  automatic  sprinklers. 

“You  are,  therefore,  ordered  to: 

“1.  Remove  all  nitro-cellulose  products  from  prem¬ 
ises.”  ; 
and 


(161-24-A) 

Vhereas,  Ahrens  Realty  Corp.,  owner,  filed,  January  3l, 
f4,  an  appeal,  with  the  board  of  appeals,  from  orders  of 
1  fire  commissioner,  affecting  premises  70-74  Lafayette 
set,  Alanhattan;  and 

Vhereas,  the  orders  of  the  fire  commissioner,  dated  No- 
nber  12,  1923,  read: 

“No.  50786-F : 

“Install  a  standpipe  system  wtih  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  * 

‘Wo.  50787-F : 

“Provide  iron  or  kalameined  shutters  at  all  openings 
in  the  exterior  wall  above  1st  story  which  are  distant 
in  a  direct  line  less  than  30  ft.  'from  any  opening  in 
any  other  building  and  not  in  the  same  plane  with  said 
openings,  and  which  are  not  more  than  50  ft.  above  a 
neighboring  roof  at  west  side  of  building,  or  other  ap¬ 
proved  protection,  as  per  Sec.  375,  Art.  18,  Chap.  5 
of  the  Code  of  Ordinances.” ; 

.1 

Vhereas,  the  building  is  non- fireproof,  seven  stories  (85 
9  in.)  in  height,  28  ft.  by  80  ft.  in  area;  OCCUPIED 
manufacturing  jewelers,  4  persons  per  story;  and 
V  hereas,  there  is  one  window  on  a  court  in  each  story 
ve  the  1st  story  within  30  ft.  of  openings  in  an  adjoining 
Iding  to  the  west;  and 

Vhereas,  appellant  contends,  relative  to  Order  No.  50787- 
that  the  building  to  the  west,  constituting  the  exposures, 
i  sprinklered  fireproof  building  and  that  a  similar  order 
o  rescinded  by  the  board  of  review  of  the  fire  department 
Alarch  9,  1920;  relative  to  Order  No.  50786-F,  appellant 
'tends  the  building  is  only  9  inches  higher  than  the  legally 
■wable  85  ft 

lesolved,  that  the  order  of  the  fire  commissioner,  No. 
‘86,  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
■  icreby  is  granted  on  condition  that  the  building  shall  be 
pped  with  the  required  number  of  water  buckets  through- 
. ;  that  the  order  of  the  fire  commissioner,  No.  50787,  be 


Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  112  ft.  by  110  ft.  in  area;  OCCUPIED  by  stores 
and  manufacturing;  and 

Whereas,  appellant  contends  there  is  no  raw  celluloid 
on  the  premises,  only  finished  celluloid  novelties,  which  are 
engraved  and  ornamented  by  hand,  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  celluloid  occupancy  shall  be 
confined  to  store  located  at  southeasterly  portion  of  build¬ 
ing  and  restricted  in  area  to  the  room  9  ft.  by  18  ft.,  and  that 
a  lower  skylight  be  provided  in  roof  of  same;  that  the  ' 
quantity  of  celluloid  in  work  on  premises  shall  not  exceed 
more  than  15  pounds ;  that  a  self-closing  metal  can  for 
trade  waste  and  clippings  shall  be  maintained  for  each  oper¬ 
ator;  that  any  electric  motor  shall  be  enclosed  in  a  Type 
“A”  enclosure;  that  there  shall  be  no  open  flame  permitted 
in  the  store  or  in  these  premises  where  the  celluloid  work 
is  performed;  and  that  one  bucket  of  water  shall  be  pro¬ 
vided  for  each  operator;  and  granted  so  long  as  conditions 
otherwise  as  to  occupancy  and  use  remain  unchanged. 


206-24- A. 

APPELLANT — The  Charles  Schweinler  Press,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 405-421  Hudson  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed,  order  having 
been  rescinded  by  fire  department. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 


ing  Fire  Chief  Martin .  7 

Negative .  0 

Absent  .  0 
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THE  RESOLUTION : 

(206-24-A) 

Whereas,  The  Charles  Schweinler  Press,  lessee,  filed, 
March  31,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
403-421  Hudson  street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22661- 
LC,  dated  February  6,  1924,  reads : 

“1.  Provide  1  approved  metal  receptacle  or  container 
on  8th  story  for  all  scraps,  cuttings,  shavings  *  *  *. 

“2.  Discontinue  the  use  of  gas  stove,  torch  and  all 
other  flame  or  fire  in  room  or  compartment  where 
nitro-cellulose  products  are  stored  or  used  for  the 
manufacture  of  articles  therefrom  *  *  *. 

“4.  Provide  approved  safety  can  for  the  storage  of 
not  more  than  10  gallons  of  volatile  inflammable  oil 
on  8th  story. 

“6.  Protect  all  steam  pipes  or  risers  tliat  are  within 
6  ft.  0  in.  of  floor  with  wire  guards  or  non-com¬ 
bustible  pipe  covering. 

“7.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“NOTE:  Top  shall  be  sloping  so  as  to  prevent  same 
from  being  used  as  shelves. 

“8.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning.  Section  235-9,  Chapter  10,  Code  of 
Ordinances. 

“9.  Arrange  work  benches  so  as  to  prevent  stock 
from  falling  from  same  to  floor.  Section  235-10-3, 
Chapter  10,  Code  of  Ordinances. 

“10.  Provide  a  sufficient  number  of  tote  boxes  of 
approved  construction.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
220  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  printing  house, 
with  celluloid  use  on  the  8th  story,  550  persons  in  building; 
and 

Whereas,  appellant  contends  that  there  are  only  2  pounds 
of  celluloid  on  the  premises,  used  in  connection  with  photo¬ 
graphic  work,  stored  in  a  metal  cabinet  on  the  8th  story  ; 
and  that  there  are  only  5  gallons  of  volatile  inflammable  oil 
on  the  premises,  and  that  it  is  stored  in  a  safety  can;  and 

Whereas,  it  appears  from  report  of  inspector  of  bureau 
of  fire  prevention  that  this  order  was  rescinded  under  date 
of  May  9,  1924. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed. 


212-24-A. 

APPELLANT — Metro  Picture  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 729-737  .Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative :  Acting  Fire  Chief  Martin  .  1 

Absent  . .  0 

THE  RESOLUTION: 

(212-24-A) 


Whereas,  Croker  Nat.  Fire  Prevention  Eng.  Co.,  for 
Metro  Picture  Corp.,  lessee,  filed,  February  11,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  729-737  Seventh  avenue, 
Borough  of  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  22922-C, 
dated  February  5,  1924,  reads : 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  Fire 
Prevention,  Room  1100  Municipal  Building,  Manhattan, 


your  Fire  Department  permit  No.  90409  expiring  Sept 
29th,  1924,  authorizing  the  storage  of  6000  reels  of  filn 
on  the  15th  story  of  729  7th  Avenue  which  is  hereb; 
revoked  for  the  following  .  reason : — 

“(1)  The  use  of  the  electric  film  inspection  ma 
chines  on  your  premises  on  the  15th  story  of  729  7tl 
Avenue,  New  York  City,  is  in  violation  of  Sectioi 
244-2,  Chapter  10,  Code  of  Ordinances. 

“You  are  hereby  ordered  to : — 

“Remove  all  inflammable  motion  picture  film  fron 
your  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height 
100  ft.  by  100  ft.  in  area;  OCCUPIED  as  an  office  build 
ing ;  appellant  occupying  the  15th  story  for  the  inspectioi 
and  storage  of  motion  picture  films ;  and 

Whereas,  appellant  contends  that  the  machine,  which  i 
used  in  connection  with  the  inspection  of  the  films,  i 
especially  designed  to  prevent  fire,  and  that  there  is  abso 
lutely  no  danger  of  igniting  the  films  while  they  are  pass 
ing  through  it  and  being  examined  for  defects. 

Resolved,  that  the  order  of  the  fire  commissioner  be  am 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i 
granted  for  a  temporary  permit  pending  the  aotion  of  th 
board  of  standards  and  appeals  on  petition  filed  with  th' 
board,  on  condition  that  the  operation  of  this  machine  shal 
be  restricted  to  a  fireproof  enclosure,  located  on  the  15ti 
story  at  the  49.th  street  front  of  the  premises;  the  fire 
proof  enclosure  to  be  16  ft.  6  in.  by  19  ft.  in  area,  an; 
door  opening  therein  to  be  protected  with  self-closing,  fire 
proof  door ;  and  the  said  room  to  be  equipped  with  no 
less  than  three  sprinkler  heads  and  directly  ventilated  t< 
outer  air. 


262-24-A. 

APPELLANT — Bray  Productions,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 128-132  West  46th  street,  Man 
hattan. 

APPEARANCES— 

For  Appellant:  A.  C.  Ferguson,  D.  O.  Decker. 
For  Administration :  Inspector  Lynch  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Acting  Fire 

Chief  Martin  . 

Negative  . 

Absent:  Mr.  Beatty  . . 


308-24-A. 

APPELLANT — William  C.  Sommerfeld,  for  S.  &  B 
Realties,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 527-531  West  34th  street,  Man 
hattan. 

APPEARANCES— 

For  Appellant:  William  C.  Sommerfeld. 

For  Administration:  Inspector  Lynch  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Kerby  . 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Acting  Fire 

Chief  Martin  . 

Absent  . 

THE  RESOLUTION: 

(308-24-A) 

Whereas,  Wm.  C.  Sommerfeld,  for  S.  &  H.  Realtie 
Inc.,  owner,  filed,  February  27,  1924,  an  appeal,  with  th 
board  of  appeals,  from  an  order  of  the  fire  commissione 
affecting  premises  527-31  West  34th  street,  Borough  of  Mar 
hattan ;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  22910- 
G  dated  February  7,  1924,  reads : 

“With  reference  to  your  application  dated  January  24, 
1924,  for  a  permit  to  maintain  a  non-storage  garage 
at  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  a  permit  for  the  reason 
that  building  is  more  than  50  ft.  in  height,  and  is  not 
fireproof  as  is  required  by  Section  72-L-G  of  the 
Building  Code. 

“You  are  therefore  hereby  ordered  to : 

“1.  Discontinue  the  maintenance  of  a  garage  on  these 
premises.” ; 

d 

Whereas,  the  building  is  non-fireproof,  equipped  with  a 
rinkler  system,  seven  stories  (G8  ft.  6  in.)  in  height  on 
a  34th  street  front  and  six  stories  (69  ft.  6  in.)  in  height 
the  35th  street  front;  75  ft.  by  197  ft.  6  in.  in  area. 
SCUPIED :  1st  floor,  34th  street,  offices  and  show  rooms, 
persons;  1st  floor,  35th  street,  shipping  department  (stor- 
e  3  auto  trucks),  10  persons;  upper  floor,  34th  street, 
ow  rooms;  upper  floor,  35th  street,  storage;  top  floor, 
•th  street,  cabinet  makers  and  finishers,  5  persons ;  top 
or,  35th  street,  cabinet  makers  and  finishers,  7  persons ; 
d 

Whereas,  appellant  contends  alteration  plans  for  this 
iilding,  providing  for  storage  of  three  auto  trucks,  were 
iproved  by  the  bureau  of  buildings  on  August  29,  1923; 
at  the  trucks  are  stored  only  at  night  and  there  is  a  watch- 
hn  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
.  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 

tnied. 


::t-  24-A. 

.PPELLANT — F.  P.  Keniston,  for  F.  W.  Woolworth 
Company,  lessee. 

:JBJECT — Appeal  from  order  of  fire  commissioner. 
\EMISES  AFFECTED — 22-26  East  14th  street  and  19- 
23  East  13th  street,  Manhattan. 

PPEARAN  CES — 

For  Appellant :  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 

■  INDITIONS — As  specified  in  resolution. 

IE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 


ing  Fire  Chief  Martin . 7 

Negative .  0 

Absent  .  0 

rHE  RESOLUTION: 


(309-24-A) 

Whereas,  F.  P.  Keniston,  for  F.  W.  Woolworth  Co., 
see,  filed,  February  27,  1924,  an  appeal,  with  the  board 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
■mises  22-26  East  14th  street  and  19-23  East  13th  street, 
rough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  53735- 
dated  January  25,  1924,  reads: 

“1.  Raise  standpipe  tank  to  20  feet  above  the  root 
level  and  properly  support  same,  as  per  Section  20, 
Chapter  12,  Code  of  Ordinances.”; 
ii 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
ght,  75  ft.  by  206  ft.  (15,000  sq.  ft.)  in  area.  OGCU- 
ED :  1st  story,  store,  50  persons ;  2nd  story,  cutting 
thes,  50  persons ;  3rd  story,  display,  stock  and  cutting, 

I  persons ;  4th  story,  manufacture  clothing,  60  persons ;  5th 
ry,  manufacture  clothing,  90  persons ;  and 

Vhereas,  appellant  contends  the  building  is  sprinklered 

I I  that  the  bottom  of  the  tank  is  17  ft.  above  the  highest 
:  e  outlet  of  the  standpipe  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 


granted  so  far  as  it  affects  the  highest  outlet  on  14th  street 
side  of  premises,  on  condition  that  the  tank  shall  not  be 
less  than  17  ft.  above  highest  outlet ;  and  that  the  stand¬ 
pipe  equipment  shall  comply  with  the  rules  in  all  other 
respects. 


554-24-A. 

APPELLANT — George  M.  Wood,  for  Perry  Washington 
Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 161-165  Perry  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  George  M.  Wood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Acting  Fire 

Chief  Martin  .  6 

Absent :  Mr.  Connell .  l 

THE  RESOLUTION: 

(554-24-A) 


Whereas,  George  M.  Wood,  for  Anne  E.  Carroll,  owner, 
filed,  April  21,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
161-5  Perry  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
February  21,  1924,  reads  : 

“1.  Provide  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLERS  THROUGHOUT  building, 
having  TWO  SOURCES  OF  WATER  SUPPLY,  ar¬ 
ranged  and  equipped  as  provided  in  the  rules  for  fire 
extinguishing  appliances  adopted  by  the  Board  of  Stand¬ 
ards  and  Appeals  May  24,  1917,  as  amended  May  2, 

1918,  and  January  21,  1919,  effective  February  17, 

1919. ”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
66  ft.  by  100  ft.  in  area.  OCCUPIED:  1st  story,  millinery 
boxes,  17  persons ;  2nd  story,  boxes  and  reels,  6  persons ; 
3rd  story,  boxes  and  reels,  21  persons;  4th  story,  printers, 
18  persons;  5th  story,  printers,  11  persons;  6th  story, 
printers  and  button  manufacturer,  16  persons ;  and 
Whereas,  appellant  contends  that  the  building  is  equipped 
with  an  interior  fire  alarm  signal  system;  that  a  fire  drill 
is  maintained,  and  appellant  is  only  lessee,  and  it  would 
be  a  hardship  to  provide  the  sprinkler  system. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ZONE  CASES. 

1005-23-BZ. 

APPLICANT — John  J. '  Dunnigan,  for  John  E.  Warner, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 505-507  Evergreen  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD— .Laid  over  to  May  20,  1924,  at 
10  a.  m. ;  to  submit  affidavit  of  ownership. 


291-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Michael  Fox,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec- 
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tion  and  maintenance  of  a  garage  for  the  storage 
■  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 925-931  Franklin  avenue, 

Brooklyn. 

AP  P  EARAN  CE  S— N  one. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


APPLICANT— Edward  P.  Doyle,  for  Brecher  Building 

Corp.,  owner.  .  ,  , 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Fifth  ave¬ 
nue  and  Washington  avenue,  Queens. 

APPEARANCES— None. 

ACTION  OF'  BOARD — Laid  over  to  May  23,  1924,  at  iu 
a.  m.  Not  reached. 


APPLICANT— L.  B.  Mapes,  for  Dean-Murray  Garage  Co., 

SUBJECT — Application  (re :  decision  of  superintendent  ot 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 619-621  West  152nd  street  and 
620-622  West  153rd  street,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


APPLICANT— John  De  Hart,  for  Isidore  Berg,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used 
for  business  purposes. 

PREMISES  AFFECTED— 1310-1320  East  15th  street, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


1285-23-BZ. 

APPLICANT— Anna  L.  Herz,  owner.  . 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleasure  motor 
vehicles,  one  space  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED— 10928  116th  street,  Richmond 
Hill,  Queens. 

APPEARANCES— 

For  Applicant:  George  W.  Herz. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924.  at  10 
a.  m.  Not  reached. 


APPLICANT — Bernard  D.  Barnett,  for  Oscar  Schnipelsky, 

owner.  ... 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  motor  ve¬ 
hicles,  two  (2)  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

PREMISES  AFFECTED— 963  Putnam  avenue,  Brooklyn. 
AP  PEARANCE  S— N  one. 

ACTION  OF  BOARD — Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


1518-23-BZ. 

APPLICANT — 'Philip  J.  Sinnott,  for  Service  Realty  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings*)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Davidson 
avenue  and  181st  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


1300-23-BZ. 

APPLICANT— Bernard  D.  Barnett,  for  Samuel  Heyman, 
owner. 

SUB  J  ECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 965  Putnam  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


84-24-BZ. 

APPLICANT — John  Ingwersen,  for  Sarah  F.  Keidanz, 
owner. 

SUBJECT — Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building  to 
be  used  on  first  story  for  business  purposes. 

PREMISES  AFFECTED— 601  West  135th  street,  Manhat¬ 
tan. 

AP  P  EARANCE  S— N  one. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  10 
a.  m.  Not  reached. 


186-24-BZ. 

APPLICANT — Joseph  J.  Moore,  owner. 

SUBJECT — 'Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 532-538  65th  street,  Brooklyn 

APPEARANCE  S— N  one. 

ACTION  OF  BOARD— Laid  over  to  May  23,  1924,  at  1( 
a.  m.  Not  reached. 


744-23-BZ. 

APPLICANT — Michael  Stein,  for  Morris  Schiff,  owner 
SUBJECT — Application  (re:  decision  of  superintendent  oi 
buildings)  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  for  the  storag< 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2839-2847  West  37th  street 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Michael  Stein  and  Morris  Schift 
For  Opposition:  James  F.  Kiernan,  Kate  Sofferman 
Mina  Feinberg  and  Hannah  L.  Kelly. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 
ing  Fire  Chief  Martin  . 

Absent  .  1 

THE  RESOLUTION : 

(744-23-BZ) 

Whereas,  Michael  Stein,  for  Morris  Schiff,  owner,  filed 
June  14,  1923,  an  application,  under  the  building  zone  reso 
lution,  to  permit  in  a  business  district  the  erection  an 
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maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  premises  2839-2847  West  37th  street,  Brook- 

yn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
jy  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
■Board  of  Standards  and  Appeals ;  and 
\\  hereas,  the  use  district  maps  accompanying  the  build 
ng  zone  resolution  show  that  West  36th  street,  West  37th 
street  and  Neptune  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  29,  1923,  in  acting  on  Application  No.  9647- 
53,  reads : 

“Denied — 'Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  4.  A  public  garage  in  a  business  district.”; 

ind 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
obstruction,  one  story  in  height,  with  a  frontage  of  80 
t.  and  a  depth  of  118  ft.  9^4  in.;  to  be  occupied  as  a  ga- 
age  for  more  than  five  motor  vehicles ;  and 
Whereas,  applicant  failed  to  establish  the  'basis  of  his 
ipplication  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  buil ri¬ 
ngs  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
t  hereby  is  denied. 


297-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Joseph  Lacana, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  run¬ 
ning  into  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

/•REMISES  AFFECTED — 44  Convent  avenue,  Manhattan. 
VPPEARANCES — 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition:  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Report  of  committee  of  inspection 
adopted.  Application  denied. 

"HE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
.Boulton,  Connell,  Holland,  Kerby  and  Act¬ 


ing  Fire  Chief  Martin .  7 

Negative .  0 

Absent  .  0 

'HE  VOTE  TO  'GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beattv, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 
ing  Fire  Chief  Martin .  7 

Absent  .  0 

THE  RESOLUTION: 

(1297-23-BZ) 


\\  hereas,  John  J.  Dunnigan,  for  Joseph  Lagana,  owner, 
led,  November  13,  1923,  an  application,  under  the  building 
one  resolution,  to  permit  the  extension,  from  an  unre- 
tncted  district  info  a  business  district,  of  a  proposed  ga- 
age.for  the  storage  of  more  than  five  motor  vehicles; 
remises  44  Convent  avenue,  Borough  of  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
y  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
924>  after  due  notice  by  publication  in  the  Bulletin  of  the 
oard  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ig  zone  resolution  show  that  Convent  avenue  and  West 
30th  street  are  business  districts  and  West  129th  street 
an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
mdered  October  24,  1923,  in  acting  on  N.  B.  Application 
/o.  506-23,  reads: 

1.  Inasmuch  as  the  premises  are  located  in  a  busi¬ 
ness  district  the  erection  of  the  building  for  garage 


and 


^upancy  js^co.Urary  to  the  Building  Zone  Resolution, 


J!?™"'  the  ProP°secl  building  is  to  be  of  non-fireproof 

age  ofU?40’f;  T-  St°ry  ,and  ^sement  in  height,  with  a  front- 
age  of  o4  ft.  3  in.  and  a  depth  of  132  ft.  8  in. ;  to  be  oc- 

cupied  as  a  garage  for  more  than  five  motor  vehicles ;  and 

and  Reported ^  C°™™ttee  of  the  board  visited  the  premises 

TO  THE  BOARD  OF  APPEALS: 

nf Arwmmltt  w°,f ,  In^?ection  of  the  Board,  composed 
uf  Chairman  Walsh,  Fire  Chief  Kenlon,  Messrs.  Hol¬ 
land,  Boulton,  Kerby  and  Connell,  visited  the  premises 
under  appeal,  on  March  27th,  1924. 

•  Jh.e(  P.re™fs.  under  appeal  is  a  plot  of  ground  front¬ 
ing  o4  feet  3  inches  on  the  westerly  side  of  Convent 
Avenue  a  'business  street,  starting  at  a  point  54  feet 

thaHs  to-  fr°T  WaSt  ,129th  StrCet’  irre^ar  shape, 
t  at  is  125  feet  in  depth  on  one  side  and  139  feet  on  the 

in!w, Slde’  fard  thcref?re  extending,  from  the  business 
.uence  °  Convent  Avenue,  aif  average  of  27  feet  6 
inches  into  the  unrestricted  district. 

This  application  is  brought  under  section  7-e,  on  the 
ground  of  an  existing  garage  on  the  same  block  between 
intersecting  streets.  Immediately  abutting  this  property 

?Lu1CcrStt  ly  Side  °f  Convent  Avenue,  northerly  to 
1.30th  Street,  there  are  two  apartment  houses ;  the  abut¬ 
ting  property  to  the  south  and  to  the  rear  is  an  existing 
public  garage,  entrance  to  which  is  on  129th  Street  at 
the  extreme  westerly  end  of  the  structure 
In  accordance  with  the  opinion  of  Judge  Benedict, 
that  a  building  is.  not  deemed  in  any  particular  por¬ 
tion  of  a  block,  within,  the  meaning  of  subdivision  e, 
unless  there  be  a  public  entrance  thereto  within  such 
portion  or  block,  the  applicant  has  failed  to  establish 
his  basis  of  appeal,  as  the  existing  garage,  which  he 
offers  as  a  basis  of  appeal  in  this  case,  is  but  two  stories 
in  height  on  Convent  Avenue,  the  first  story  being  oc¬ 
cupied  as  stores,  separated  from  the  garage  portion  by 
unpierced  walls,  and  the  second  story  being  occupied 
as  a  garage.  Therefore,  the  Committee  recommends 
denial  of  this  application. 

(Signed)  WILLIAM  E.  WALSH 
ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND, 

JOHN  KENLON, 

JOHN  C.  KERBY, 

HENRY  L.  CONNELL. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


921-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Louis  Weymuth, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three 
(3)  pleasure  motor  vehicles,  three  spaces  rented 
to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED — 1729-1731  Barnes  avenue,  The 
Bronx. 

APPEARANCES — 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition; 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 


ing  Fire  Chief  Martin  .  7 

•Negative .  0 

Absent  . . . . . ! . 


i. 
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THE  RESOLUTION: 

(921-23- BZ) 

Whereas,  John  J.  Dunnigan,  for  Louis  Weymuth, 
owner,  filed,  July  19,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  (3)  spaces  rented  to  per- 
sons  not  residing  on  the  premises;  premises  1729-1731 
Barnes  avenue,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  # 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Barnes  avenue  is  a  residence 
district  and  Morris  Park  South  and  Van  Nest  avenue 
are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  29,  1923,  reads: 

“A  certificate  of  occupancy  for  the  public  garage 
(3  cars)  at  above 'mentioned  location'  is  hereby  denied 
as  the  location  is  within  a  residence  zone  where  such 
occupancy  is  prohibited.” ; 

and  . 

Whereas,  the  existing  building  is  of  metal  construction, 

one  story  in  height,  with  a  frontage  of  24  ft.  and  a  depth 
of  16  ft.;  occupied  as  a  garage  for  three  motor  vehicles, 
space  rented  to  persons  not  residing  on  premises;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  84  per  cent  of  the  property  front¬ 
age  deemled  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  the  storage  of  three  automobiles 
of  the  pleasure  car  type,  space  for  two  of  which  may  be 
rented  to  persons  not  residing  on  the  premises ;  on  further 
condition  that  there  be  no  gasoline  storage  equipment  in¬ 
stalled  or  maintained  on  the  premises. 


1349-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Greater  Now  York 
<  Garage  Company,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  fire  commissioner) 
to  permit  in  a  business  district,  extending  into  a 
residence  district,  .the  connection  and  maintenance 
of  two  existing  garages  for  more  than  five  (5)  mo¬ 
tor  vehicles,  the  temporary  permit  for  each  garage 
expiring  on  December  9,  1923. 

PREMISES  AF F BCTED — 4 342  Broadway,  643-47  West 
185th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condiiton. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Acting  Fire 

Chief  Martin  .  6 

Negative :  Mr.  Beatty  .  1 

Absent  . . . * .  0 

THE  RESOLUTION : 

(1349-23-BZ) 

Whereas,  William  F.  Doyle,  for  Greater  New  \  ork  Ga¬ 
rage  Co.,  Inc.,  owner,  filed.  November  22,  1923,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
business  and  residence  district  the  alteration  into  one  build¬ 
ing  of  two  existing  garages  operating  under  temporary  per¬ 
mits  expiring  December  9,  1923,  and  the  maintenance  ot 
the  entire  structure  as  a  garage  for  more  than  five  motoi 
vehicles;  premises  4342  Broadway  and  643-47  West  185th 
street,  Manhattan ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Broadway  is  a  business  dis¬ 
trict  and  West  185th  street  is  a  residence  district;  and 
Whereas,  the  decisions  of  the  fire  commissioner,  dated 
November  1,  1923,  in  acting  on  Orders  No.  20595-C  and 
No.  20590-C,  read: 

“No.  20595-C — >1.  Discontinue  the  maintenance  of  a 
garage  which  is  not  maintained  as  an  accessory  use  on 
these  premises.” 

“No.  20590-C — 1.  Discontinue  the  maintenance  of  a 
garage  which  does  not  conform  to  the  use  district  (as 
designated  by  the  Building  Zone  Resolution)  in  which 
the  garage  is  located ;  as  your  Fire  Department  Permit 
No.  77238,  dated  to  expire  December  9th,  1923,  is  re¬ 
voked.”  ; 

and 

Whereas,  the  existing  buildings  are  of  non-fireproof  con¬ 
struction,  one  and  two  stories  in  height,  with  a  frontage 
of  64  It.  5%  in.  on  Broadway  and  a  depth  of  95*  f  t.  and 
a  frontage  of  67.3  ft.  on  West  185th  street  and  a  depth  of 
61.5  ft.,  occupied  as  garages;  it  is  proposed  to  connect  the 
buildings  into  one  garage  for  more  than  five  motor  ve¬ 
hicles  ;  and 

Whereas,  owing  to  conditions  as  to  adjacent  property,  the 
board  deemed  that  there  would  be  undue  hardship  in  com¬ 
pelling  applicant  to  discontinue  the  use  of  these  buildings. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  interior  of 
the  garage,  floors  and  ceilings,  where  not  fireproof  shall  be 
fire  retarded  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals;  that  an  ornamental  molded  cornice 
of  architectural  terra  cotta  shall  be  installed  on  the  street 
fronts  of  the  building,  coping  of  not  less  than  12-inch  girth 
and  12-inch  projection;  .that  the  street  fronts  shall  be  painted 
with  not  less  than  three  coats  of  linseed  oil  and  white  lead, 
finished  with  light  color;  that  there  shall  be  no  sign  of  any 
kind,  nature  or  description  on  the  West  185th  street  front 
of  the  building,  and  no  sign,  advertisement,  or  display  shall 
be  permitted  on  the  Broadway  front  other  than  one  project¬ 
ing  electric  sign  indicating  the  name  and  title  of  the  ga¬ 
rage;  that  the  finished  sidewalks  of  cement  concrete,  from 
curb  to  building,  shall  be  laid  and  maintained  on  both  street 
fronts;  that  no  portable  device,  gas  tanks  or  repair  kits 
shall  be  maintained  on  the  public  highways  outside  of  these 
premises;  that  the  existing  exits  and  entrances  shall  not  bt 
increased ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  sixty  days,  and 
the  work  involved  and  included  under  this  application  shall 
be  completed  within  twelve  (12)  months  from  the  date  ot 
this  action. 


267-24-BZ. 

APPLICANT— Simeon  B.  Eisendrath,  for  Firty-four  West 
Thirty-ninth  St.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  “B”  area  business  district 
the  erection  of  a  building  wiithout  increasing  the 
depth  of  yard  by  setbacks  as  required  under  section 
12  of  the  zone  resolution. 

PREMISES  AFFECTED— 54  West  39th  street,  Manhattan. 
APPEARANCES—  J 

For  Applicant:  Simeon  B.  Eisendrath  and  H.  I. 
Oser. 

For  Opposition:  Bonzon  Wolf. 

ACTION  OF  BOARD — Application  granted  on  condition- 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 


ing  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(267-24-BZ) 

Whereas,  Simeon  B.  Eisendrath,  for  54  West  39th  Street, 
Inc.,  owner,  filed,  February  19,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  “B”  area  busi¬ 
ness  district  the  erection  of  a  'building  without  increasing 
the  depth  of  yard  by  setbacks  as  required  under  section 
12  of  the  building  zone  resolution;  premises  54  West  39th 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  39th  street  is  a  “B” 
area  and  business  use  district ;  and 

.  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1924,  in  acting  on  N.  B.  App.  No. 
08-24,  reads: 

“1.  Rear  yard  is  of  unlawful  width.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  14  stories  in  height,  with  a  frontage  of  35 
ft.  and  a  depth  of  98  ft.  9  in.  in  1st  story,  88  ft.  9  in. 
above;  it  is  proposed  to  erect  a  fire  tower,  occupying  a  por¬ 
tion  of  this  rear  yard;  and 

i  Whereas,  the  board  deemed  that  owing  to  irregular  shape 
of  lot  there  would  be  hardship  in  preventing  applicant  from 
erecting  the  building  as  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  area  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  so  far  as  it  affects  the  rear  fire 
tower  stairs,  on  condition  that  the  fire  tower  stairs  shall 
.not  extend  within  ten  feet  of  the  rear  lot  line  at  the  easterly 
end  of  the  plot,  and  shall  not  exceed  a  width  of  ten  feet ; 
and  that  the  building  shall  comply  with  the  building  zone 
resolution  in  all  other  respects ;  and  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  (9)  months  and  the  building  completed  within 
.eighteen  (18)  months  from  the  date  of  this  action. 


218-24-BZ. 

APPLICANT — ‘William  F.  Doyle,  for  Atlas  Sydam  Co., 
Inc.,  owner. 

SUBJECT — ’Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  extending  into  a  residence  dis¬ 
trict  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 109-111  Montgomery  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Acting  Fire 


Chief  Martin  .  6 

Negative:  Mr.  Beatty .  l 

Absent  .  0 

THE  RESOLUTION: 


(218-24-BZ) 

Whereas,  William  F.  Doyle,  for  Atlas  Sydam  Co.,  Inc., 
uvner,  filed,  February  11,  1924,  an  application,  under  the 
niild ing  zone  resolution,  to  permit  the  extension,  from  an 


unrestricted  district  into  a  residence  district,  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  109-11  Montgomery  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  northwest  corner  of  Mont¬ 
gomery  street  and  intersection  with  Brighton  Beach  railroad 
cut,  distance  of  131  ft.  north,  is  unrestricted ;  remainder  ot 
this  side  of  cut  is  residence  district;  east  side  of  railroad 
cut  is  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  January  28,  1924,  in  acting  on  App.  No.  1707-24' 
reads :  ’ 

.“!•  Proposed  extension  projects  into  residential  dis¬ 
trict.  Recommend  denial.” : 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  110 
ft.  and  a  depth  of  162  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
vai  tahon  in  the  application  of  the  use  district  regulations 
of  the  'building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  northerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length;  that  any  vehicular  entrance  shall  be  restricted 
to  the  Montgomery  street  front  of  this  property;  that  the 
building  shall  be  erected  fireproof ;  that  all  permits  necessary 
lot  the  prosecution  of  the  work  shall  be  obtained  within  nine 
(9)  months,  and  the  building  completed  within  eighteen 
(18)  -months  from  the  date  of  this  action;  that  the  front 
of  the  building  on  Montgomery  street  shall  be  finished  in 
face  brick,  and  that  the  wall  facing  the  railroad  cut  shall 
be  finished  in  light  colored  brick. 


239-24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Henrietta  H. 
Woolf,  owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  APFECTED — 1465-1469  Jerome  avenue  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  None. 

SF- r,B0ARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 
ing  Fire  Chief  Martin .  7 

Negative  . *  *  ’  ’  ’  |  0 

Absent  .  y 

THE  RESOLUTION: 


(239-24-BZ) 

Whereas,  John  De  Hart,  for  Estate  of  Henrietta  Woolf 
owner,  filed,  February  15,  1924,  an  application,  under  tht 
building  'zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  1465-1469  Jerome 
avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue,  Macombs 
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road  and  West  172nd  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  4,  1924,  in  acting  on  N.  B.  App.  No. 
2705-22,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.  ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  and  basement  in  height,  with  a 
frontage  of  75  ft.  and  a  depth  of  100  ft. ;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  86  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  co'ndition  that  the  building 
be  restricted  to  a  two-story  structure  above  grade ,  that 
the  rear  and  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length;  that  the  front  of  the  building  shall 
be  finished  in  light-colored  face  brick  with  trimmings  of 
architectural  terra  cotta  or  stone ;  that  any  entrance  on  the 
172nd  street  side  shall  be  limited  in  use  to  the  actual  opera¬ 
tion  of  the  boiler  room  only,  and  shall  not  be  considered 
an  exit  or  entrance  to  the  garage  nor  a  basis  of  existence 
of  a  garage  or  any  portion  of  a  garage  on  Macombs  road , 
that  the  front  elevation  on  Jerome  avenue  and  that  portion 
of  the  building  exposed  on  Macombs  road  shall  be  finished 
in  front  brick  with  architectural  terra  cotta  or  stone  trim¬ 
mings  ;  and  that  all  permits  necessary  for  the  prosecution 
of  the*  work  shall  be  obtained  within  nine  fhonths  and  the 
building  completed  within  eighteen  months  from  the  date 
of  this  action. 


249-24-BZ.  ,  „  _  .... 

APPLICANT— William  F.  Doyle,  for  28th  Street  Building 

Corp.,  owner. 

SUBJECT — Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1260-1268  Third  avenue,  Man¬ 


hattan. 


APPEARANCES—  w  , 

For  Applicant:  William  F.  Doyle,  Max  Monfrey. 
For  Opposition:  Louis  M.  Isaacs,  Charles  W.  Phil- 
ipbar,  Berry  Simmons,  Eugene  M.  Gregory, 
John  A.  O’Brien,  Jacob  Haas,  Demietry  Theo- 
philatos,  Mrs.  Lydia  B.  Maier. 

ACTION  OF  BOARD— Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Boulton,  Kerby  and  Holland  3 
Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Connell  and  Acting  Fire  Chief  Martin .  4 

Absent  .  0 


THE  RESOLUTION : 

(249-24-BZ) 

W hfreas  William  F.  Doyle,  for  28th  Street  Building 
Corp.,  owner,  filed,  February  18,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  1260-1268  Third 

avenue,  Manhattan;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  # 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  a  business 
district,  East  72nd  street  is  a  residence  district  and  East 
73rd  street  is  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 


—  -----  —  M 

rendered  February  8,  1924,  in  acting  on  N.  B.  Application 
No.  23J1924,  reads: 

“1.  Garage  in  a  business  district  is  unlawful.  Zone 
Resolution,  Section  4.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  six  stories  in  height,  with  a  frontage  of  102  ft. 
and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  and  applicant  failed  to  substantiate  the  basis 
of  this  application. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


1516-23-BZ. 

APPLICANT— Andrew  Katzenberger,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  one  pleasure  motor 
vehicles,  one  space  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED— 8009  Ninety-fifth  avenue,  Bor¬ 
ough  of  Queens. 

APPEARANCES— 

For  Applicant :  Charles  A.  Hickey. 

For  Opposition :  Mrs.  Barbara  Shore,  George  E. 

Campbell. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 


and  Kerby .  4 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Acting  Fire  Chief  Martin  .  3 

Absent  .  0 

THE  RESOLUTION: 

(1516-23-BZ) 


Whereas,  Andrew  Katzenberger,  owner,  filed,  December 
22,  1923,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  one  pleasure  motor  vehicle,  one 
space  rented  to  persons  not  residing  on  the  premises ;  prem¬ 
ises  8009  Ninety-fifth  avenue,  Borough  of  Queens;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  'board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ninety-fifth  avenue  and  80th 
street  are  residence  districts ;  and 
Whereas,  the  order  of  the  fire  commissioner,  rendered 
November  17,  1923,  in  acting  on  Order  No.  83730-LC,  reads : 

“Discontinue  the  maintenance  of  a  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  sub¬ 
ject  to  charges  for  storage  and  that  are  not  the  prop¬ 
erty  of  persons  residing  in  dwelling  on  the  same  lot.’”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  11  Vz  ft. 
and  a  depth  of  18  ft. ;  occupied  as  a  garage  for  one  car, 
space  to  be  rented  to  persons  not  residing  on  premises;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  that  the  application  be  and 
it  hereby  is  denied. 

1452-23-BZ. 

APPLICANT -Philip  J.  Sinnott,  for  Pincus  Glickman, 
owner.  ■ 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
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PREMISES  Ah  FECI  ED — 853-8G9  40th  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed 
THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Act¬ 
ing  Fire  Chief  Martin .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1452-23-BZ) 

\\  here  as,  Philip  J.  Sinnott,  for  Pincus  Glickman,  owner, 
filed,  December  7,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  and 

W  here  as,  applicant  failed  to  complete  his  papers,  though 
duly  notified  to  do  so. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


AREAS  FIXED. 

(567-24-BZ) 

„  The  chairman  presented  and  read  a  communication  from 
Broker  National  Fire  Prevention  Engineering  Co.,  request¬ 
ing  the  board  to  fix  the  area  deemed  affected  and  within 
which  to  obtain  consents  for  the  erection  and  maintenance 
bf  a  garage;  premises  1157-1167  East  35th  street,  Brook- 
yn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  35th  street  and  East  36th  street 
from  Avenue  K  to  Avenue  J ;  also  both  sides  of  Flat- 
bush  avenue  from  Avenue  J  to  a  point  200  ft.  south 
of  East  36th  street. 


(480-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Silberman  &  Steinfeld,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 


the  erection  and  maintenance  of  a  garage ;  premises  1927- 
1941  Broadway,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Eastern  parkway  from  Somers  street 
to  a  point  400  ft.  east  of  proposed  garage;  both  sides 
of  Stewart  street  from  Broadway  to  a  point  400  ft. 
east  of  proposed  garage;  both  sides  of  Broadway  from 
De  Sales  street  to  a  point  400  ft  south  of  proposed 
garage;  both  sides  of  Somers  street  from  Broadway  to 
a  point  200  ft.  west  of  Broadway. 


(545-24-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
Bertha  Freitag,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage;  premises  380  Etna  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Etna  street  from  Autumn  avenue  to  a 
point  400  ft.  east  of  proposed  garage.  Both  sides  of 
Lincoln  avenue  from  a  point  100  ft.  north  of  Union 
place;  also  the  west  side  of  Nichols  avenue  from  Etna 
street  to  90  ft.  south  of  Etna  street. 


(570-24-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
Arthur  B.  Rampe,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  south  side  of 
233rd  street,  30  ft.  east  of  Carpenter  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  233rd  street  from  Bronx  boulevard 
to  a  point  400  ft.  east  of  proposed  garage.  The  east 
side  of  Carpenter  avenue  from  East  233rd  street  to 
East  232nd  street;  also  the  north  side  of  East  232nd 
street  from  Carpenter  avenue  to  a  point  155  ft.  east 
of  Carpenter  avenue. 


Adjourned  2.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  13,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol- 
and,  Connell,  Kerby,  Deputy  Fire  Chief  Martin,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand- 
irds  and  appeals  held  on  Tuesday  afternoon,  April  29,  1924, 
vere  approved  as  printed  in  the  Bulletin,  No.  19,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

44-23-S. 

-’Ll  ITIONER — Louis  H.  Friedland,  for  Estate  of  Charles 
Perceval,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
i  superintendent  of  buildings. 

■‘REMISES  AFFECTED — 12  Waverly  place,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Louis  H.  Friedland,  A.  M.  Tieter. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1924,  at  2 
p.  m.,  for  report  from  Inspector  Maher. 


20-24-S. 

‘ETITIONER—  Luke  Flanagan,  for  Earis  Building  Com- 
.  pany,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 


PREMISES  AFFECTED — 23  Washington  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Luke  Flanagan. 

ACTION  OF  BOARD1 — Laid  over  to  June  3,  1924,  at  2 
p.  m. ;  to  include  the  last  objections  of  the  building 
department. 


196-24-S. 

PETITIONER — Wm.  A.  White  &  Sons,  for  F.  K.  and  Ellen 
Hays,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED— 21-23  Maiden  lane,  Manhattan. 

APPEARANCES— 

■  For  Petitioner:  George  L.  Wills. 

iFor  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  May  27,  1924,  at  2 
p.  m.,  on  request  of  petitioner’s  representative. 

102-24-S.  i 

PETITIONER — Bonwit  Teller  &  Company,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 415-421  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Wilbert  J.  Wright. 
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For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  May  27,  1924,  at  ~ 
p.  m. ;  to  submit  complete  plans. 


356-24-S. 

PETITIONER — William  H.  Kehoe,  for  Joseph  Handers, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  m  decision  ot 
health  commissioner. 

PREMISES  AFFECTED— 7  Laurel  Hill  boulevard, 
Queens. 

APPEARANCES— 

For  Petitioner:  William  Ii.  Kehoe. 

For  Administration:  Inspector  John  S.  McCauley 
of  fire  department. 

ACTION  OF  BOARD— Eaid  over  to  May  27,  1924,  at  2 
p  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT- 

Affirmative  *.  Messrs.  Beatty,  Boulton,  K.erby , 
Deputy  Fire  Chief  Martin  and  Superintend¬ 
ent  McDermott  . . . 0 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

°  Holland,  Superintendents  Brady  and  Reville  5 
Absent :  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Kleinert  and  Moore .  3 


PETITIONER — Charles  B.  Meyers,  for  Herman  Bauman,  ■ 

owner.  ...  ,  •  •  i 

SUBJECT _ Variation  of  labor  law  as  cited  in  decision  ot 

superintendent  of  buildings. 

PREMISES  AFFECTED— 59-61  East  4th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner:  George  L.  Wills. 
aCTION  OF  BOARD — Petition  granted  on  condition. 

;  ON  BIT  I  ON  S — As  specified  in  resolution. 

^  ^  Q  1^ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  ICerby,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 
mott  . 

N egative  . .  •  •  •  . * 1 '. *  * 

Absent:  Deputy  Fire  Chief  Martin,  Deputy  hire 
Commissioner  Hannon  and  Superintendent 

Kleinert  .  3 

THE  RESOLUTION: 

(194-24-S) 

Whereas,  Charles  B.  Meyers,  for  Herman  Bauman, 
>wner,  filed,  February  7,  1924,  a  petition,  with  the  board 
)f  standards  and  appeals,  for  variation  from  the  require- 
nents  of  the  labor  law  as  cited  in  decision  of  the  supenn- 
endent  of  buildings,  affecting  premises  59-61  East  4th  street, 

Manhattan;  and  ,  ,  ,  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings 

*6ctds  * 

‘“12_panes  of  glass  in  show  windows  may  not^ex- 
reed  720  sauare  inches.  Labor  Law — Section  264.  ; 


Whereas,  the  building  is  a  new  addition  to  No.  61  and 
is  fireproof,  seven  stories  in  height,  25  ft.  by  96  ft.  in  area. 
OCCUPANCY  of  No.  59  and  61,  1st  story,  office,  private 
garage  and  skylight  manufacturer,  20  persons;  the  uppei 
stories  of  the  building  used  for  manufacturing,  60  persons 
per  story;  EQUIPPED  with  a  fire  alarm  and  sprinkler 
system.  EXITS  :  One  interior  stairway  extending  _  from 
street  to  roof,  one  fire  escape  on  the  real  of  the  building, 
extending  from  roof  to  street  through  fireproof  passage¬ 
way  ;  and  , 

Whereas,  there  are  two  windows  on  the  1st  story  iront 
of  the  new  extension,  No.  59,  glazed  with  plate  glass  4 
ft.  6  in.  by  6  ft.  in  area  and  petitioner  contends  that  to 
construct  the  windows  as  required  by  the  labor  law  would 
detract  from  the  architectural  effect  of  the  building  and 


would  not  conform  with  the  existing  show  windows  in  No. 
61  section  of  the  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  zpriation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  show  windows  on  the  ground  floor, 
on  condition  that  the  building  complies  with  the  labor  law 
in  all  other  respects. 


210-24-S. 

PETITIONER — Carbondale  Sponge  Co.,  Inc.,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  ot 
fire  commissioner. 

PREMISES  AFFECTED— 73  Warren  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  C.  McDermott. 

For  Administration:  Inspector  Maher  of  fire  depart- 
men. 

ACTION  OF  BOARD' — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 


Reville,  Moore  and  McDermott .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert .  2 

THE  RESOLUTION : 

(210-24-S) 


Whereas,  Carbondale  Sponge  Co.,  Inc.,  owner,  filed, 
February  9,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  73  Warren  street,  Manhattan ;  and 
Whereas,  ithe  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  19,  1924,  reads: 

“1.  Enclose  the  interior  stairway  at  the  east  side 
of  building  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides  with  partitions  of  fire  resisting 
material  extending  continuously  from  the  cellar  to  three 
feet  above  the  roof,  constructed  as  per  Section  271 
of  the  Labor  Law  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  Section 
271  of  the  Labor  Law. 

“3.  Provide  an  additional  means  of  exit  from  cellar 
and  sub-cellar,  remote  from  the  present  interior  stair¬ 
way,  in  accordance  with  the  provisions  of  Section  271 
of  the  Labor  Law.” ; 

and  _  . 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  25  ft.  by  70  ft.  in  area.  OCCUPIED:  1st  story, 
hardware,  2  persons ;  2nd  story,  printing,  6  persons ;  3rd 
story,  leather  goods,  6  persons;  4th  story,  printing,  6  per¬ 
sons  ;  5th  story,  6  persons ;  6th  story,  radio  parts,  6  persons ; 
equipped  with  a  sprinkler  system  in  cellar.  EXITS:  An 
interior  wooden  stairway  extending  from  street  to  root,  f 
enclosed  in  fire  resisting  partitions,  with  fireproof  doors 
at  openings ;  ROOF  to  west  is  5  ft.  lower  and  to  the  east 
is  8  ft.  lower;  and 

Whereas,  petitioner  proposes  to  erect  a  standard  lire 
escape  on  the  front  of  the  building  and  practical  difficulties 
prevent  providing  additional  means  of  exit  from  cellar  and 
sub-cellar.  : 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  vpke  a  variation  from  the  requirements  of  the  labor 
law  and  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  a  standard  fire  escape  shall 
be  provided  on  the  front  of  the  building  in  accordance  with 
plans  approved  by  the  bureau  of  buildings  and  that  the 
stairs  are  enclosed  with  fire  resisting  partitions  not  less 
than  three  (3)  inches  in  thickness,  fire  stopped  between  the 
floors,  and  that  any  openings  therein  shall  be  protected  with  j 
self-closing,  fireproof  doors ;  and  granted  as  to  Item  No.  3 
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on  condition  that  a  vertical  iron  engineer’s  ladder  shall  be 
provided  from  the  sub-cellar  vault  to  sidewalk,  with  vault 
doors  at  sidewalk  level ;  and  granted  so  long  as  conditions 
as  to  occupancy  and  use  remain  substantially  unchanged. 


437-24-S. 

PETITIONER — Thomas  B.  Leahy,  for  37  West  57th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 37-39  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Thomas  B.  Leahy. 

At  riON  OP  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
hire  Chief  Martin,  Superintendents  Brady, 


Reville,  Moore  and  McDermott .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert .  2 

THE  RESOLUTION : 

(437-24-S) 


Whereas,  Thomas  B.  Leahy,  for  37  West  57th  Street 
Corp.,  owner,  filed,  March  26,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  37-39  West 
57th  street,  Manhattan ;  and 
W'hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  21,  1924,  reads: 

“1 — Lights  of  glass  in  all  windows  on  all  floors  ex¬ 
ceed  360  square  inches  in  area  as  required  by  the  resolu¬ 
tion  of  the  Board  of  Standards  and  Appeals,  Cal.  822- 
23-S. 

“2 — Two  doors  on  each  floor  leading  to  the  fire  tower 
balcony  are  not  44  inches  in  the  clear  and  lights  of 
glass  in  same  exceed  360  square  inches  in  area. 

"3 — (Four  doors  on  all  floors  leading  to  the  main 
stairway  are  not  44  inches  in  the  clear  and  are  provided 
with  glass  panels  in  violation  of  the  Labor  Law. 

“4 — All  doors  on  all  floors  leading  to  the  fire  tower 
are  not  44  inches  in  the  clear. 

‘‘9 — Two  doors  in  the  main  entrance  on  the  first  floor 
swing  in  instead  of  out  as  required  by  Labor  Law. 

“13— Interior  stairs  of  fire  ‘tower  are  not  extended 
to  the  street  through  fireproof  enclosed  passageway, 
there  being  sash  glazed  with  plain  glass  in  these  par¬ 
titions.”  ; 
and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
58  ft.  4  in.  by  100  ft.  5  in.  in  area  in  the  1st  story  and 
58  ft.  4  in.  by  90  ft.  5  in.  in  area  above;  OCCUPIED  as 
store  and  showrooms,  with  25  per  cent  of  the  floor  area 
occupied  for  manufacturing;  the  means  of  EGRESS  con¬ 
sisting  of  an  interior  stairway  extending  from  the  1st  story 
to  the  roof,  and  a  fire  tower  adjoining  the  main  stairs;  and 
Whereas,  petitioner  contends  that  there  are  two  large 
panes  of  glass  in  the  windows  at  the  front  of  the  build¬ 
ing  in  each  story  above  the  2nd  story,  glazed  with  %  in. 
plate  glass;  the  windows  being  11  ft.  5  in.  by  8  ft.  4  in. 
(95  sq.  ft.)  in  area;  that  the  windows  in  the  rear  and  side 
of  the  building  are  metal  frame  and  sash  glazed  with  wire 
glass,  the  area  of  the  glass  in  these  windows  being  585 
sq.  in.;  petitioner  requests  that  the  windows  in  the  front 
of  the  building  be  accepted  as  these  are  part  of  the 
showroom  space;  the  factory  portion  being  confined  to  the 
rear  of  the  building,  and  he  contends  that  to  change  the 
windows  would  alter  the  entire  architectural  appearance 
of  the  building,  and  requests  the  acceptance  of  the  windows 
on  the  side  as  the  excess  area  of  glass  is  small ;  petitioner 
further  proposes  to  vestibule  the  stairway  by  providing  4 


in.  terra  cotta  partitions  with  self-closing  fireproof  doors 
at  the  openings,  and  requests  acceptance  of  existing  doors. 

kc  solved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  gipnted  as  to 
1  lent  No.  1  o)i  condition  that  no  light  of  any  window  within 
the  factory  portion  of  the  floor  shall  exceed  585  square 
inches  in  area;  as  to  Item  No.  2  on  condition  that  at  least 
two  doors  be  provided  to  the  vestibule  leading  to  the  tower 
stairs,  and  that  these  doors  shall  be  constructed  in  accord¬ 
ance  with  the  labor  law ;  as  to  item  3,  on  condition  that  not 
less  than  two  doors  shall  be  provided  to  the  main  stair  vesti¬ 
bule  at  least  3  feet  in  width;  and  granted  as  to  Item  No.  9 
accepting  the  existing  double  wing  fireproof  door;  granted 
as  to  item  No.  13  on  condition  that  the  street  vestibule 
be  maintained  open  and  unencumbered  of  any  door  or  other 
closing  devices  and  that  the  glass  on  sides  shall  be  pol¬ 
ished  plate  or  wire  glass,  egress  from  the  fire  tower  to 
be  through  the  open  vestibule  direct  to  street ;  and  granted 
on  fur  ther  condition  that  fixed  signs  shall  be  provided  on 
the  walls  with  2  feet  wide  border  line  indicating  the  factory 
floor  area  on  each  floor,  as  provided  under  resolution  of 
July  24,  1923,  and  that  the  condition  as  set  forth  in  the 
resolution  of  that  date  shall  be  complied  with  in  all  other 
respects,  and  that  the  petition  be  denied  as  to  Item  No.  4. 


257-24-S. 

PE1IIIONER — Bethlehem  Engineering  Corp.,  for  Han¬ 
over  Mortgage  Company,  owner. 

SUBJECT.  -Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 60  University  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  J.  B.  Wallach. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITION  S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
hire  Chief  Martin,  Superintendents  Brady, 

Reville  and  McDermott  .  io 

Negative  .  q 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  . .  3 

THE  RESOLUTION: 

(257-24-S) 

Whereas,  Bethlehem  Engineering  Corp.,  for  Hanover 
Mortgage  Company,  owner,  filed,  February  19,  1924,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner  affecting  premises  60  University 
place,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  25,  1923,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  stairway  at  the  rear 
of  building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout, 
leading  to  the  street,  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
27  ft.  6  in.  by  101  ft.  in  area.  OCCUPIED:  1st  story ’ 
store,  5  persons;  2nd  story,  showroom,  15  persons;  upper 
stories,  manufacturing,  100  persons  above  the  2nd  story; 
EQUIPPED  with  a  fire  alarm  signal  system :  EXITS  :  An 
interior  fireproof  stairway  extending  from  street  to  roof, 
enclosed  in  fireproof  partitions  with  kalameined  doors  at 
openings;  a  fire  escape  with  fireproof  openings  along  the 
course  thereof  on  the  rear  side  of  the  building  extending 
from  top  to  first  story,  with  gooseneck  ladder  to  roof  and 
drop  ladder  to  yard;  ROOF  of  adjoining  building  to  west 
is  five  stories  lower,  and  to  the  east  is  six  stories  lower ;  and 
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Whereas,  petitioner  contends  that  the  egress  from  ter¬ 
mination  of  tire  escape  is  provided  through  No.  62  University 
place  (under  same  ownership)  and  also  by  means  of  hre 
escape  on  No.  64  University  place. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so 
far  as  it  affects  the  egress  from  the  termination  of  the  hre 
escape  only,  on  condition  that  egress  shall  be  maintained 
to  the  adjoining  premises  to  the  north  in  same  ownership 
by  means  of  a  glass  sash  door  and  that  the  iron  stairs 
to  No.  64  shall  be  maintained  available;  granted  only  so 
long  as  conditions  as  to  occupancy  and  use  remain  substan¬ 
tially  unchanged. 


273-24-S. 

PETITIONER— David  F.  Price, 


for  Aaron  Friedman, 


owner.  ...  ,  ,  c 

SUBJECT — -Variation  of  labor  law  as  cited  in  order  of  hre 
commissioner. 

PREMISES  AFFECTED— 1075-1081  Willoughby  avenue, 
Brooklyn. 

appearances— 

For  Petitioner:  David  F.  Price. 

For  Administration:  Inspector  Maher  of  hre  de¬ 


partment. 

ACTION  OF  BOARD — -Petition  granted  on  condition. 
CONDITIONS — As  .specified  in  resolution. 


THE 


VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville  and  McDermott  . 


Negative  . . . .*•. . ;; . 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleiner t  and  Moore  . 


10 

0 

3 


THE  RESOLUTION : 

(273-24-S) 

Whereas,  David  F.  Price,  for  Aaron  Friedman,  owner, 
hied,  February  21,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  hre  commis¬ 
sioner,  affecting  premises  1075-81  Willoughby  avenue, 

Brooklyn;  and  .  .  ,  , 

Whereas,  the  order  of  the  hre  commissioner,  dated 

December  1,  1923,  reads : 

“1.  Arrange  iron  bars  on  windows  on  1st  and  2nd 
stories  so  as  to  be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free  and 
unobstructed  use  of  such  windows  for  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law.  , 

and  _  ,  .  . 

Whereas,  the  building  is  non-fireproof,  two  stones  in 
height,  54  ft.  4  in.  by  90  ft.  in  area;  OCCUPIED  for  the 
manufacture  and  storage  of  white  goods,  58  persons.  EX¬ 
ITS  •  A  fireproof  stairway  extending  from  2nd  story  to 
yard,’  with  EGRESS  through  side  yard  and  stair  hall  to 

street;  and  , 

Whereas,  petitioner  contends  that  the  bars  were  placed 
on  the  1st  story  windows  and  on  one  window  on  the  2nd 
story  to  prevent  burglaries. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  the  1st  story  on  condition  that  not  less  than  two  exits 
shall  be  maintained  at  the  front  of  the  building  and  one  at 
the  rear ;  and  granted  so  far  as  it  affects  the  2nd.  story  on 
condition  that  not  more  than  one  window  adjoining  the 
exit  to  fire  escape  at  rear  be  barred;  and  granted  so  long 
as  the  use  and  occupancy  remain  unchanged. 


362-24-S. 

PETITIONER — W.  L.  Rouse  and  L.  A.  Goldstone,  for 
33  West  60th  Street  Corp.,  owner. 


— 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 27-37  West  60th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  Rouse,  Thomas  R.  Sheri¬ 
dan. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville  and  McDermott  .  10 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  .  3 

THE  RESOLUTION: 

(362-24-S) 

Whereas,  Rouse  &  Goldstone,  for  Thirty-Three  West 
Sixtieth  Street  Corp.,  owner,  filed,  April  5,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 

the  superintendent  of  buildings,  affecting  premises  27-3'r 

West  60th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  21,  1924,  reads: 

“1.  Exits  do  not  comply  with  Section  270,  Labor 
Law.  Lawful  interior  and  exterior  stairway  with  open¬ 
ings  leading  to  same  required.  Capacity  of  exits  should 
comply  with  Labor  Law  as  to  proposed  occupancy. 

"2.  File  plan  of  fireproof  passageway  from  rear 
outside  stairway.  Enclosure  of  rear  outside  stairway  : 
does  not  comply  with  Labor  Law — Section  268,  Labor 
Law. 

“5.  Building  must  comply  with  Section  264,  Labor 
Law.” ;  i 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
109  ft.  by  100  fb  5  in.  in  area  in  the  1st  story  and  109  ft. 
by  87  ft.  3  in.  in  area  above.  OCCUPIED :  1st  story, 
stores ;  2nd  story,  show  rooms ;  2nd  to  10th  stories,  inclu¬ 
sive,  offices,  80  persons  per  story;  11th  story,  rear,  factory, 
‘70  persons;  equipped  with  sprinkler  and  standpipe  system. 
EXITS :  An  interior  fireproof  stairway,  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fireproof  partitions,  with 
fire  doors  at  the  openings;  an  exterior  iron  stairway  on 
rear  of  the  building,  extending  from  the  roof  to  the  yard, 
with  fire  windows  and  doors  along  the  course  thereof,  with 
egress  along  fireproof  mezzanine  to  street;  ROOFS  of  ad¬ 
joining  buildings  70  ft.  and  118  ft.  lower ;  and 

Whereas,  petitioner  contends  that  the  interior  stairway 
complies  with  the  labor  law  excepting  that  the  treads  are 
9 y2  in.  and  the  doors  leading  thereto  are  3  ft.  in  width, 
and  requests  that  the  exterior  stairway  be  accepted  as  the 
secondary  means  of  egress,  and  further  contends  that  the 
large  lights  of  glass  in  the  1st  and  2nd  story  windows  at 
the  front  are  plate  glass. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  latoi 
law  and  that  the  petition  be.  and  it  hereby  is  granted  so  fai 
as  it  affects  the  factory  tenancy,  which  shall  be  50  per 
cent  of  the  floor  area  and  use  of  the  11th  (top)  story, 
and  be  located  at  the  rear  of  the  building,  on  condition 
that  the  building  complies  with  the  building  cole  in  all 
other  respects  and  that  the  necessary  permits  shall  be  ob¬ 
tained  within  sixty  (60)  days  of  the  date  of  this  action. 


1357-23-S. 

PETITIONER — Oscar  Goldschlag,  for  Israel  Cummings, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 35  West  25th  street,  Manhattan. 
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appearances— 

For  Petitioner :  Oscar  Goldschlag. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Chief 


Martin,  Superintendents  Brady,  Reville  and 

McDermott  .  9 

Negative:  Mr.  Connell .  J 

Absent :  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Kleinert  and  Moore  .  3 

THE  RESOLUTION: 

(1357-23-S) 


Whereas,  Oscar  Goldschlag,  for  Israel  Cummings,  les¬ 
see,  filed,  November  23,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  35  West  25th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  18,  1922,  reads: 

“Discontinue  the  use  of  the  above  premises  for  fac¬ 
tory  purposes  in  accordance  with  Certificate  of  Occu¬ 
pancy  numbered  4725  issued  by  the  Superintendent  of 
Buildings  on  May  17th,  1922,  until  a  certificate  per¬ 
mitting  such  manufacturing  has  been  obtained.  *  * 
and 

Whereas,  this  matter  was  referred  to  the  superintend¬ 
ent  of  buildings  for  his  consideration,  and  petitioner  amended 
his  petition  to  include  the  decision  of  the  superintendent 
of  buildings,  reading: 

“With  reference  to  your  application  for  a  Certificate 
of  Occupancy  dated  Feb.  13,  1924,  you  are  advised 
that  before  same  can  be  issued  it  will  be  necessary  to 
repair  defective  fireproof  window  on  course  of  fire 
escape  at  5th  floor;  fireproof  windows  on  course  of  fire 
escape  on  2nd,  3rd,  and  4th  floors;  make  fireproof 
door  in  stair  enclosure  5th  floor  self-closing;  make  case¬ 
ment  window  opening  on  fire  escape  2nd  floor  self- 
closing  ;  provide  adequate  light  in  interior  stair  shaft.”; 
and 

Whereas,  the  building  is  nomfireproof,  five  stories  in 
height,  22  ft.  by  98  ft.  9  in.  in  area  at  the  1st  story  and 
22  ft.  by  64  ft.  in  area  above.  OCCUPIED:  1st  story, 
store,  5  persons;  2nd  story,  manufacturing,  2  persons;  3rd 
story,  manufacturing,  2  persons ;  4th  story,  storage,  2  per¬ 
sons ;  5th  story,  manufacturing,  12  persons.  EXITS:  One 
interior  wooden  stairway  extending  from  1st  story  to  roof, 
enclosed  in  fire  retarding  partitions  with  kalameined  doors 
at  openings;  a  fire  escape  on  the  rear  of  the  building,  ex¬ 
tending  from  main  roof  to  roof  of  one-story  extension, 
with  EGRESS  across  roof  of  extension  to  iron  stairway 
leading  to  yard  of  adjoining  premises,  with  EGRESS 
through  adjoining  building  (under  same  ownership)  to 
street ;  ROOFS  adjoining  are  at  same  level ;  and 

Whereas,  petitioner  contends  that  the  alterations  have 
been  made  in  the  building  so  that,  with  the  exception,  of 
egress  from  termination  of  the  fire  escape,  the  premises 
conform  in  every  respect  with  the  labor  law. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
-so  far  as  it  affects  the  egress  from  the  termination  of  the 
fire  escape  only,  on  condition  that  a  45  degree  fire  escape 
shall  be  provided  on  the  rear  of  the  building  terminating 
on  the  roof  of  the  extension,  with  egress  from  the  roof 
of  the  extension  by  means  of  a  45-degree  iron  stairway 
to  the  adjoining  yard  to  the  west,  with  egress  from  the 
adjoining  yard  through  adjoining  premises  by  wooden  door 
with  plain  glass  panel,  and  that  the  order  shall  be  complied 
"  ‘h  in  all  other  respects,  and  gmnted  only  so  long  as  con¬ 
ditions  as  to  occupancy  and  use  remain  ur 'hanged. 
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61-24-S. 

PETITIONER — 'William  F.  Doyle,  for  Douglas  Elliman 
&  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 26  East  55th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Chief 


Martin,  Superintendents  Brady  and  McDer¬ 
mott  .  g 

Negative:  Mr.  Connell  and  Superintendent  Re¬ 
ville  .  2 

Absent :  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Kleinert  and  Moore .  3 

THE  RESOLUTION: 

(61-24-S) 


Whereas,  W.  F.  Doyle,  for  Douglas  Elliman  &  Co., 
owner,  filed,  January  16,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  26  East  55th  street, 
Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
dated  January  14,  1924,  reads: 

“With  reference  to  your  application  for  Certificate 
of  Occupancy  for  the  above  premises,  beg  to  state 
that  Certificate  cannot  be  issued  for  the  reason  that 
the  building  was  increased  in  height  in  1921  and  is  there¬ 
fore  not  an  existing  building  as  contemplated  by  the 
Labor  Law  and  should  be  of  fireproof  construction  as 
required  by  Section  270  of  said  Labor  Law.  Further¬ 
more,  exit  facilities  as  required  by  Section  270  of 
the  Labor  Law  should  be  provided.” ; 
and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  20  ft.  by  75  ft.  in  area;  equipped  with  a  fire  alarm 
signal  system.  OCCUPIED:  Cellar,  stockroom;  1st  story, 
art  objects,  3  persons;  2nd  story,  mfg.  dressmaking,  show¬ 
room,  7  persons ;  3rd  story,  mfg.  millinery,  7  persons ;  4th 
story,  int.  decorator,  6  persons  ;  5th  story,  int.  decorator,  6 
persons ;  6th  story,  mfg.  millinerv  and  office,  2  persons ; 
7th  story,  studio,  showroom.  EXTTS :  One  interior  wooden 
stairway,  extending  from  1st  story  to  roof,  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  openings;  a  45  degree 
fire  escape  on  the  rear  of  the  building  extending  from  the 
main  roof  to  roof  of  3rd  story  extension  and  from  landing 
on  this  extension.  45  degree  stairs  to  roof  of  1st  story  ex¬ 
tension;  .EGRESS  from  this  extension  to  one-story  extension 
of  adjoining  premises;  openings  on  course  of  fire  escape 
are  fireproof,  self-closing;  ROOF  to  west  at  same  level; 
and 

Whereas,  petitioner  contends  building  has  been  used  as  a 
factory  building  since  1915  and  conforms  in  every  way  with 
all  provisions  of  the  labor  law  for  existing  factorv  build¬ 
ings.,  and  proposes  to  organize  and  conduct  fire  drills  and 
to  limit  light  mfg.  use  to  25  per  cent  of  the  floor  area. 

Resolved,  that  the  board  of  standards  and  anpeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law.  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  there  shall  be  no  manufacturing  on  the 
top  or  7th  story,  that  a  standard  labor  law  fire  escape  shall 
be  erected  on  the  rear  of  the  premises,  except  that  the  egress 
from  the  termination  thereof  may  be  by  means  of  the  fire 
escape  on  adjoining  premises  to  the  west  extending  arms* 
two  (2)  buildings  ;  and  that  a  fire  drill  shall  be  organized 
and  maintained,  that  the  factory  occupancy  shall  not  exceed 
25  ner  cent  of  the  floor  area  and  shall  be  restricted  to  hVht 
industrial  work.;  that  the  stair  halls  shall  be  enclosed  in  fire 
retarding  partitions  with  self-closing  fireproof  doors  at  any 
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openings  therein ;  and  granted  only  so  long  as  the  conditions 
as  to  occupancy  and  use  remain  unchanged. 

PETITIONER — Cronenberg  &  Leuchtag,  for  Bricken  Con¬ 
struction  &  Improvement  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 230-238  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Monte  London,  Herman  Gronen- 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville  and  McDermott  .  10 

Negative  . 0 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Kleinert  and  Moore  .  3 

THE  RESOLUTION : 

(388-24-S) 

Whereas  Cronenberg  &  Leuchtag,  for  Bricken  Constr. 
&  Improv.  Corp.,  owner,  filed,  March  15  1924,  a  petition, 
with  the  board  of'  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  de¬ 
cision  of  the  superintendent  of  buildings,  affecting  premises 
•’30-38  West  38th  street,  Borough  of  Manhattan  ;  and 
'  Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  14,  1924,  in  acting  on  N.  B.  Application 

No.  343-23,  reads:  ,  c  .  ... 

“1.  Exterior  openings  should  comply  with  Section  204 
Labor  Law  and  Rule  503  Industrial  Code  Partitions 
separating  store  within  hallway,  from  hallway,  should 
comply  with  the  Labor  Law.  , 

Whereas,  the  building  is  fireproof,  IT  stories  in  height, 
92  ft.  4  in.  by  98  ft.  9  in.  in  area  in  the Mst  story _and  92 

ft.  4  in.  by  88  ft.  9  in.  in  area  above.  OCCUPIED  .  1st 

story  and  mezzanine,  store  and  offices,  20  persons;  2nd  to 
17th  stories,  tenant  factory,  150  persons  per  story  ;  equipped 
with  a  .sprinkler  and  fire  alarm  signal  system;  and 

Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st.  2nd  and  3rd  stories,  glazed  with  %  in.  thick 
plate  glass;  the  areas  of  the  glass  on  the  1st  story  are 

8  ft  by  8  ft.  6  in.  and  5  ft.  by  8  ft.  (transoms)  and 

on  the  2nd  and  3rd  stories,  the  areas  are  6  ft.  6  in.  by  9  ft. 
6  in.  and  4  ft.  6  in.  by  6  ft.  6  in. ,  and 

Whereas,  petitioner  contends  that  to  construct  these  win¬ 
dows  in  compliance  with  the  labor  law  would  detract  from 
the  architectural  appearance  of  the  building  and  would  make 
it  impractical  to  use  these  stories  for  stores  and  show 
room  s 

Rewired  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  1st,  2nd  and  3rd 
stories  on  the  front  of  the  building,  on  condition  that  the 
frames  shall  be  of  metal,  glazed  with  polished  plate  glass 
not  less  than  (4  in.  in  thickness,  and  that  the  center  sash 
of  the  window  on  the  2nd  and  3rd  stories  shall  be  made 
stationary,  and  granted  as  to  partition  separating  store  in 
hallway  from  hallway  on  condition  that  the  partition  sup¬ 
porting  store  show  window  shall  be  built  of  fireproof  ma¬ 
terial  the  store  show  windows  to  be  glazed  with  polished 
plate ’wire  glass,  not  exceeding  720  square  inches  in  any 
light  that  not  more  than  one  exit  opening  equipped  with 
self-closing  fireproof  door  shall  be  provided,  and  on  fur¬ 
ther  condition  that  a  public -passageway  shall  be  maintained 
open  and  unencumbered  from  this  building  through  to  the 
adjoining  street  to  the  south  and  that  the  building  complies 
with  the  labor  law  in  all  other  respects. 


280-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Leona  L.  Stern 
and  Miriam  C.  Marks,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 102-104  West  38th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — (Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  11 

Negative  .  9 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(280-24-S) 


Whereas,  Samuel  Rosenblum,  for  Mrs.  Leona  L.  Stern 
and  Miriam  C.  Marks,  owners,  filed,  February  21,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  foi 
variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  102-4  West  38th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  1,  1924,  reads: 

“Order  No.  54661-LD : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  stairway  on  the 
rear  of  building,  by  constructing  a  fireproof  passage¬ 
way  with  an  unobstructed  width  of  at  least  3  feet 
throughout,  leading  to  the  street,  adequately  lighted 
at  ali  times  during  working  hours,  or  by  means  of 
providing  access  to  an  open  area  having  communica¬ 
tion  with  the  street,  as  per  Section  208  of  the  Labor 
Law.” ; 

and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height, 
40  ft.  by  98  ft.  9  in.  in  area  at  the  1st  story  and  40  ft  by 
90  ft.  in  area  above;  equipped  with  a  fire  alarm  signal 
system;  OCCUPIED  as  a  tenant  factory,  56  persons  per 
story.  EXITS  :  One  interior  fireproof  stairway  extending 
from  the  1st  story  to  the  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  the  openings ;  an  interior  screened 
stairway  on  the  rear  of  the  building,  extending  from  the 
main  roof  to  roof  of  1st  story  extension;  openings  along 
the  course  of  the  fire  escape  are  fireproof;  roofs  of  ad¬ 
joining  building  to  east  5  ft.  lower,  building  to  west  in 
course  of  construction ;  and 

Whereas,  petitioner  contends  that  temporary  egress  has 
been  provided  and  when  building  to  the  west  is  completed, 
will  provide  egress  from  the  second  story  balcony  to  this 
adjoining  building  by  means  of  doorway  provided  in  wall 
of  same,  thus  affording  egress  through  a  fireproof  passage- 
wav  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  an  exit  from  the  lower  balcony  to  the  rear 
fire  escape  shall  be  provided  to  adjoining  building  to  the 
west,  when  completed,  and  that  a  temporary  wooden  plat¬ 
form  and  stairs  shall  be  provided  from  the  termination 
of  the  existing  fire  escape  connecting  to  the  premises  in  rear, 
pending  completion  of  the  adjoining  structure  to  the  west. 


555-24-S. 

PETITIONER— George  M.  Wood,  for  Perry  Washington 
Co.,  Inc.,  lessee. 
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SUBJECT — 'Variation  of  lalx>r  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  A  I'  EEC  TED1 — 161-105  Perry  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  M.  Wood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  11 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(555-24-S) 


\\  hereas,  George  M.  Wood,  for  Perry  Washington  Co., 
Inc.,  lessee,  filed,  April  21,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  and  decision 
of  the  fire  commissioner,  affecting  premises  161-5  Perry 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  14,  1924,  reads : 

“Order  No.  54971-LD: 

“1.  Provide  approved  self-closing  fire  doors  at  open¬ 
ings  leading  to  stairway  on  all  stories,  opening  outward¬ 
ly  so  as  not  to  obstruct  the  stairway,  as  per  Section 
271  of  the  Labor  Law  and  Rule  507  of  the  Industrial 

Code.” 

The  decision  of  the  fire  commissioner,  dated  January  ll, 

1924,  reads : 

“The  Board  of  Standards  and  Appeals  in  acting  on 
Calendar  1259-18-S  granted  a  variation  from  the  re¬ 
quirements  of  the  Labor  Law  with  the  provision  that 
not  more  than  45  persons  be  employed  above  the  1st 
story  at  any  time,  which  variation  was  granted  with 
the  conditions  set  forth  remaining  substantially  un¬ 
changed. 

“An  inspection  under  date  of  December  12th,  1923, 
indicates  the  following  occupancy : 


6th  story,  rear,  buttons 

Mfg. 

Not  Mfg. 

9 

0 

6th  story,  front,  printing 

7 

0 

5th  story,  printing 

11 

0 

4th  story,  printing 

15 

3 

3rd  story,  wooden  reels  for  silk 

21 

0 

2nd  story,  paper  boxes 

4 

2 

1st  story,  paper  boxes 

14 

3 

“This  shows  an  occupancy  of  27  persons  in  excess 
of  the  Board  of  Standards  and  Appeals’  resolution  and 
it  is  expected  that  the  same  will  be  reduced  immediately 
to  45  persons  above  the  1st  story  and  in  the  event  of 
this  occupancy  not  being  immediately  reduced,  there  will 
be  no  course  to  pursue  other  than  to  enforce  the  re¬ 
quirements  of  the  Labor  Law  and  the  rules  of  the  Board 
of  Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
66  ft.  by  100  ft.  in  area  at  the  1st  story  and  66  ft.  by  90 
ft.  in  area  above.  OCCUPIED:  1st  story,  millinery  boxes, 
17  persons ;  2nd  story,  boxes  and  reels,  6  persons ;  3rd  story, 
boxes  and  reels,  21  persons;  4th  story,  printers,  18  persons; 
5th  story,  printers,  11  persons;  6th  story,  printers  and  but¬ 
ton  mfg.,  16  persons;  equipped  with  an  interior  fire  alarm 
signal  system.  EXITS:  One  interior  fireproof  stairway  and 
a  fire  escape  on  the  rear  of  the  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby 
is  denied. 


2483-17-S. 

PETITIONER— Pease  &  Elliman,  Inc.,  for  Charles  and 
Mary  Thompson,  owners.  ' 

SUBJECT— Application  for  correction  of  resolution  (re: 
variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

I  REMISES  AFFEC1  ED — 42-4  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Ob  BOARD—  (Resolution  corrected,  as  printed  on 
page  713. 

THE  VOTE— 


Affirmative:  Chairman  W’alsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  . . 

Negative  . 

Absent:  Deputy  Fire  Commissioner  Harmon  and 
Superintendent  Kleinert  . 


11 

0 


9 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
254-24-SA. 

PETITIONER — C.  C.  Merritt. 

SUBJECT — Approval  of  the  Sherman  Oil  Burner 
APPEARANCES— 

For  Petitioner:  C.  R.  Johnson. 

For  Administration :  None. 

ACTION  Ob  BOARD — Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 


367-21-S 

PETITIONER— William  R.  Quinn. 

SUBJECT — Application  for  reopening  (re:  Quinn  Oil 
Burning  Equipment). 

APPEARANCES— 

For  Petitioner:  George  B.  El  fast. 

For  Administration :  None. 

ACTION  OF  BOARD — Petition  reopened  and  placed  on  the 
reserve  calendar  pending  report  of  committee  of 
inspection. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  n 

N  egative  .  g 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  > 


11 80-23-SA. 

PETITIONER— The  Warren,  Killion  &  Clark  Co.,  Inc. 
SUBJECT— Approval  of  the  Viking  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  . n 

Negative  .  g 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 


1 115-22-S. 

PETITIONER — Sohutte  and  Koerting  Co. 

SUBJECT— Approval  of  Mechanical  System  Fuel  Oil  Burn¬ 
ing  Systems. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Moore  and  McDermott  .  11- 

Negative  . ® 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 


1413-22-S. 

PETITIONER— Ballard  Oil  Equipment  Company. 
SUBJECT— Approval  of  Ballard  Duplex  Electric  Driven 
Pump  Set. 

AP PEA  RAN  CES— None. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Moore  and  McDermott  .  H 

Negative  . ® 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  11- 

Negative  . 0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(1413-22-S) 

Whereas,  the  Ballard  Oil  Equipment  Company  filed,  No¬ 
vember  16,  1922.  a  petition,  with  the  board  of  standards  and 
appeals  for  approval  of  their  device  known  as  the  Ballard 
Electric  Driven  'Gear  Pump;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  1564  Broadway,  Manhattan,  and  recom¬ 
mended  the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Ballard  Duplex  Elec¬ 
tric  Driven  Gear  Plimp  for  use  with  Grade  A  fuel  oil. 


341-21-S. 

PETITIONER— W.  S.  Rockwell  Co. 

SUBJECT— Approval  of  Rockwell  Fuel  Oil  Burners  and 
Pumps. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  U 

N  egative  . ® 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  H 

Negative  . 0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION : 

(341-21-S) 

Whereas,  W.  S.  Rockwell  Company  filed,  April  23,  1921, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
approval  of  their  device  known  as  Rockwell  Fuel  Oil 
Burner ;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  the  plant  of  the  Waterbury  Wire  Works, 


_ 

at  32  Taaffe  place,  Brooklyn,  and  recommended  the  ap¬ 
proval  of  the  device. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  Rockwell  fuel  Oil 
Burner  for  use  with  Grade  A  fuel  oil,  on  condition  that  the 
installation  comply  with  the  fuel  oil  rules  in  all  respects; 
and  that  the  use  of  the  burner  be  restricted  to  industrial 
manufacturing  operations  such  as  smelting  and  annealing 
furnaces,  etc. 


1184-22-S. 

PETITIONER — -R.  Gordon  Mackay. 

SUBJECT — Approval  of  Bavard  Domestic  fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPRO VE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  11 

Negative  . 0 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION: 

(1184-22-S) 


Whereas.  R.  Gordon  Mackay,  for  Bayard  Domestic  Fuel 
Oil  Burner  filed,  October  5,  1922,  a  petition,  with  the  board 
of  standards  -and  appeals,  for  approval  of  the  device  known 
as  the  Bayard  Domestic  Fuel  Oil  Burner;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  53  Wooster  street,  Manhattan,  and  recom¬ 
mended  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Bayard  Domestic 
Fuel  Oil  Burner,  for  use  with  Grade  A  fuel  oil,  on  condi¬ 
tion  that  the  installation  comply  with  the  fuel  oil  rules  in 
all  respects. 


1414-22-S. 

PETITIONER — Ballard  Oil  Equipment  Company. 
SUBJECT — Approval  of  Staples  and  Pfeiffer  Steam  Ato¬ 
mizing  High  Pressure  Burner. 

A  PPEA  R  A  NCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  •  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  H 

Negative  .  ® 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2- 

THE  VOTE  TO  APPROVE- 

Affirmative :  Chairman  Walsh.  Messrs.  Beatty. 
Boulton,  Connell.  Holland,  Kerby,  Deputy 
Fire  Chief  Martin.  Superintendents  Brady. 

Reville,  Moore  and  McDermott  .  D 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  RESOLUTION : 

(1414-22-S) 

Whereas,  the  Ballard  Oil  Equipment  Company  filed,  De¬ 
cember  11,  1922,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  device  known  as  the  Staple* 
and  Pfeiffer  Steam  Atomizing  High  Pressure  Burner;  an^ 
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Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  the  Vanderbilt  Hotel,  Park  avenue  and  33rd 
street,  New  York  City. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Ballard-Staples  & 
Pteiffer  Steam  Atomizing  High  Pressure  Burner,  for  use 
with  Crade  A  fuel  oil,  on  condition  that  the  installation 
comply  with  the  fuel  oil  rules  in  all  respects. 

1487-23-SA. 

PETITIONER — Schulse  Engineering  &  Supply  Co. 
SUBJECT— Approval  of  Schulse  Home  Oil  Burner 
APPEARANCES- 

For  Petitioner :  Mr.  Gill. 

At  1ION  Ob  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  . ’  n 

Negative  .  q 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVE-  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
hire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  . ’  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  o 

,  THE  RESOLUTION: 

(1487-23-SA) 

r  Whereas,  the  Schulse  Engineering  &  Supply  Co.  filed 
December  1  * ,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  approval  of  their  device  known  as  the 
Schulse  Home  Oil  Burner ;  and 
i  .  Whereas,  a  committee  of  the  board  inspected  this  device 
'  in  operation  at  103  Prospect  avenue,  Brooklyn,  and  recom¬ 
mended  the  approval  of  the  device. 

1  Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Schulse  Home  Oil 
Burner,  for  use  with  Grade  B  fuel  oil,  on  condition  that 
the  installation  comply  with  the  fuel  oil  rules  in  all  respects 

1026-22-S. 

PETITIONER — The  Anthony  Company. 

SUBJECT— Approval  of  Anthony  Nebulyte  Oil  Burner 
APPEARANCES— 

For  Petitioner:  Air.  Morse. 

ACTION  Ob  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COAIMITTEE _ 

Affirmative:  Chairman  Walsh,  Alessrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Alartin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  . ’  11 

Negative  . '  “  ’  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVE- 

Affirmative:  Chairman  Walsh,  Alessrs.  Beatty, 
Boulton, .  Connell,  Holland,  Kerby,  Deputy 
I*  ire  Chief  Martin,  Superintendents  Brady, 

Reville,  Afoore  and  AIcDermott  . ’  n 

Negative  . /  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  9 

THE  RESOLUTION: 

(1026-22-S) 

WHEREAS,.  The  Anthony  Company  filed,  September  28, 

I  *-2;  a  Petition,  with  the  board  of  standards  and  appeals, 
or  approval  of  their  device  known  as  the  Anthony  Nebu- 

lyte  Oil  Burner;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 


in  opeialtion  at  the  plant  of  the  Hilo  Varnish  Company, 
Marcy  and  Flushing  avenues,  Brooklyn,  and  recommended 
the  approval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Anthony  Nebulyte 
Oil  Burner,  for  use  with  Grade  A  fuel  oil  in  industrial 
and  manufacturing  operations,  on  condition  that  the  instal¬ 
lation  comply  with  the  fuel  oil  rules  in  all  respects. 

1493-22-S. 

P  E 1 1 1 1  O  N  ER — Ballard  Oil  Equipment  Co. 

SUBJEC1  Approval  of  'Ballard  Low  Pressure  Mechanical 
Oil  Burner. 

APPEARANCES— None. 

ACTION  Ob  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COA1AIITTEE— 
Affirmative .  Chairman  Walsh,  Alessrs.  Beatty, 

Boulton,  Holland,  Connell,  Kerby,  Deputy 

Fire  Chief  Alartin,  Superintendents  Brady, 

Reville,  Aloore  and  AIcDermott .  n 

Negative  .  ^ 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert .  2 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Alessrs.  Beatty, 

Boulton,  Holland,  Connell,  Kerby,  Deputy 

bire  Chief  Martin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott .  n 

Negative  . 0 

Absent :  Deputy  b  ire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  RESOLUTION 

(1493-22-S) 

Whereas,  the  Ballard  Oil  Equipment  Company  filed,  No¬ 
vember  10,  1922,  a  petition,  with  the  board  of  standards 
and  appeals,  for  approval  of  their  device  known  as  the 
Ballard  Low  Pressure  Mechanical  Oil  Burner;  and 
Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  1564  Broadway,  Manhattan,  and  recom¬ 
mended  the  approval  of  the  device. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Ballard  Low  Pres¬ 
sure  Mechanical  Oil  Burner,  for  use  with  Grade  A  fuel 
oil,  on  condition  -that  the  installation  comply  with  the  fuel 
oil  rules  in  all  respects. 


1203-22-S. 

cnoP^N'ER' — Simplex  Oil  Heating  Corporation. 

A  m>iEACoTA^^c° Vxl 0 f  Simi>lex  Turbine  Fuel  Oil  Burner. 
/Vir  Jr  eAK  AJN  LJbb — N  one. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Chief  Alartin,  Superintendents  Brady, 

Reville,  Moore  and  McDermott  .  n 

Negative  .  q 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVD-  . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  DepJ 
uty  Fire  Chief  ALartin,  Superintendents 

Brady,  Reville,  Aloore  and  AIcDermott .  11 

Negative  .  ’  Q 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  . .  9 

THE  RESOLUTION:  . 

(1203-22-S) 

Whereas,  the  Simplex  Oil  Heating  Corporation  filed 
Oct.  18,  1922,  a  petition  with  the  Board  of  Standards  and 
Appeals  for  approval  of  their  device  known  as  the  Simplex 
lurbme  Fuel  Oil  Burner;  and 
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Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  513  West  40th  sit.,  Manhattan,  and  recom¬ 
mended  the  approval  of  the  device. 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Simplex  Turbine 
Fuel  Oil  Burner,  for  use  with  Grade  A  fuel  oil,  on  con¬ 
dition  that  the  installation  comply  with  the  fuel  oil  rules 
in  all  respects. 


condition  that  the  installation  comply  with  the  fuel  oil  rules 
in  all  respects. 


942-21-S. 


1547-23-SA.  .  T 

PETITIONER — Aetna  Automatic  Oil  burner,  inc. 
SUBJECT— Approval  of  Aetna  Automatic  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Moore  and  McDermott  .  11 

Negative  . ;  •  ; . •• . j  0 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Kleinert  .  2 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Chief  Martin,  Superintendents  Brady, 
Reville,  Moore  and  McDermott .  11 

Negative  . . . . 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 

THE  RESOLUTION : 

(1547-23-SA) 

Whereas,  John  Scheninger,  Jr.,  for  the  Aetna  Automatic 
Oil-Burner,  Inc.,  filed  Dec.  28,  1923,  a  petition  with  the 
Board  of  Standards  and  Appeals  for  approval  of  the  device 
known  as  the  Aetna  Automatic  Oil-Burner;  and  . 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  the  Children’s  Court  Building,  107-109  Scher- 
merhorn  st.,  and  recommended  the  approval  of  the  device; 

Resolved,  that  the  Board  of  Standards  and  Appeals  does 
hereby  approve  the  device  known  as  the  Aetna  Automatic 
Oil-Burner  for  use  with  Grade  A  and  Grade  B  fuel  oil  on 


PETITIONER— Coen  Company. 

SUBJECT— Approval  of  Coen  Mechanical  Oil  Burner. 

APPEARAN  CES— None. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Dep¬ 
uty  Fire  Chief  Martin,  Superintendents 

Brady,  Reville,  Moore  and  McDermott .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert .  2 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Dep¬ 
uty  Fire  Chief  Martin,  Superintendents 

Brady,  Reville,  Moore  and  McDermott .  11 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Kleinert  .  2 


THE  RESO'LUTION : 

(942-21-S) 

Whereas,  Coen  Company  filed,  September  6,  1921,  a  pe¬ 
tition  with  the  Board  of  Standards  and  Appeals  for  approval 
of  the  device  known  as  Coen  Mechanical  Oil  Burner;  and 
Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  the  plant  of  Bonwit  1  eller  Company  at  38th 


111  upc lauon  *'*■*'• ~  -  i  j  i 

street  and  Fifth  Avenue,  Manhattan  and  recommended  the 


approval  of  the  device; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Coen  M echanica  1 
Oil  Burner  for  use  with  Grade  “A”  fuel  oil  on  condition 
that  the  installation  shall  comply  with  the  fuel  oil  rules  in 
all  respects. 


Adjourned  6  p.  m. 


William  J.  O'Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEET  I  NIG. 

FRIDAY  AFTERNOON,  MAY  9,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland,  Kerby,  Connell,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Brady,  Kleinert  and  Moore. 


RULES  FOR  APPROVAL. 

410-24-SR. 

TITLE— Rules. 

SUBJECT— Rules  for  stairway  enclosure  in  faotory  build¬ 
ings,  etc. 

APPEARANCES—  .  —  • 

William  T.  Ropes,  Edward  P.  Doyle,  Louis 
Schrag  and  William  J.  Gorman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  13,  1924,  at 
'  2  p.  m.,  for  final  disposition. 


414-24-SR. 

TITLE— Rules. 

SUBJECT— Fire  escape  rules. 

Arthur  C.  Bang,  William  J.  Gorman,  William  1 
Ropes,  Louis  Schrag,  Edward  P.  Doyle^  et  ai 
For  Administration:  Inspector  Maher  of  fire  <te 
partment. 

ACTION  OF  BOARD — Fire  escape  rules  adopted,  a 
printed  on  page  715. 

THE  VOTE  TO  ADOPT— < 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Kleinert  and  Moore  . 1 


Ncfifcitivc  . . . . *  *  *  * 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Reville  and  McDermott  . 


Adjourned  5.30  p.  m 


William  J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
ppeals  held  Tuesday  afternoon,  Mar.  18,  1924,  as  they  ap- 
eared  in  bulletin  No.  13,  Vol.  IX,  are  hereby  corrected  to 
ead  as  follows : 

THE  RESOLUTION: 

(2483-17-S) 

Whereas,  Harry  C.  Beaven,  for  Charles  and  Mary 
hotnpson,  owner,  filed,  December  19,  1917,  a  petition, 
ith  the  board  of  standards  and  appeals,  for  variation  of 
jction  79-b,  labor  law,  as  cited  in  an  order  of  the  fire 
>mniisskmer,  affecting  premises  42-44  West  39th  street, 
kuihattan;  and 

W  hereas,  the  order  of  the  fire  commissioner  reads : 

T\  Arrange  the  fire  escape  on  the  west  side  of  the 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof,  so  that  same 
are  in  compliance  with  the  provisions  of  section  79-B-4 
and  79-B-5  of  the  labor  law. *  *  *  *  Among  the 
defects  noted,  are  automatic  self-closing  fireproof  win¬ 
dows,  which  permit  of  an  unobstructed  opening  of  at 
least  3  ft.  by  3  ft.,  have  not  been  provided,  and  there 
is  no  stairway  from  the  top  balcony  to  the  roof  "• 

ldr 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
fight,  40  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED  as  a 
.ctory  in  the  first  story,  20  persons  employed ;  as  a  studio 
id  offices  above ;  the  means  of  egress  consist  of : 

;  (a)  An  interior  stairway  at  the  front,  extending 
om  cellar  to  roof,  enclosed  in  wood  stud,  lath  and 
aster  partitions  with  wood  doors  at  the  openings,  except 

[ Correction— M/ord  “2nd”  changed  to  “3rd”  in  7th  line  from 
'ft tom  imd  word  “factory”  added  in  front  of  “occupancy”  in 
d  and  Ath  lines  from  bottom. 


in  the  cellar  and  at  the  roof  level,  where  fire  doors  are 
provided ; 

(b)  A  60-degree  fire  escape  at  the  westerly  side  near  the 
rear  with  45-degree  stairs  to  yard,  gooseneck  ladder  to 
roof,  with  non-fireproof  windows  along  course  of  same, 
and  exit  through  gate  in  fence  to  yard  adjoining;  and 
Whereas,  this  petition  was  granted  by  the  board,  at  its 
meeting,  Oct.  31,  1918,  on  condition  that  free  and  unob¬ 
structed  access  be  provided  to  fire  escape  at  all  times  in 
second,  third  and  fourth  stories;  that  doorway  to  large 
room  in  fifth  story  giving  access  to  fire  escape  be  glazed 
with  plain  glass ;  that  exit  signs  be  placed  over  same,  and 
an  axe  be  fastened  to  the  wall  outside  the  doorway ;  and 
Whereas,  petitioner  requests  a  modification  of  and  con¬ 
tends  that  an  alteration  has  been  made  to  the  adjoining 
property  to  the  \vest,  an  extension  having  been  built  cut¬ 
ting  off  egress  in  that  direction,  the  fire  escape  now  ter¬ 
minates  in  the  yard,  and  that  there  is  a  door  in  the  yard 
to  the  premises  direct;  it  is  proposed  to  provide  from  the 
second  story  balcony  fire  escape  am  extension  to  the  fire 
escape  on  adjoining  building  to  the  rear,  there  are  five  peo¬ 
ple  now  engaged  in  factory  occupancy  above  ground  floor, 
two  in  a  dental  laboratory  on  the  fifth  floor  and  three  in  a 
tailor  shop  on  the  third  floor. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  varption  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  egress  from  the  termination  of  the  fire 
escape  on  condition  that  the  fire  escape  shall  be  continued 
to  the  2nd  story  and  carried  around  the  wing,  with  egress 
through  public  corridor  at  3rd  story  directly  to  connecting 
balcony,  with  egress  from  rear  fire  escape  on  the  2nd  story 
to  fire  escape  on  premises  39-41  West  38th  street;  and 
granted  on  condition  that  the  factory  occupancy  of  the  3rd 
story  shall  be  discontinued  on  or  before  September  30,  1924, 
and  that  the  factory  occupancy  of  the  5th  story  shall  be  dis¬ 
continued  on  or  before  September  30,  1925. 


NOTICE 


RULES  GOVERNING  SPRINKLER  AND  STANDPIPE  EQUIPMENT  IN  ONE  STORY  GARAGE  BUILD 

1NGS  RESCINDED  JANUARY  29,  1924. 


Notice  is  hereby  given  that  the  following  resolution, 
opted  byt  the  Board  of  Standards  and  Appeals,  April  19, 
20,  Under  Cal.  No.  179-20 -S,  ivas  rescinded  by  the  board 
January  29,  1924,  as  shown  in  the  minutes  published  in 
illetin  No.  6,  Vol.  IX: 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
J  Charter,  the  Board  of  Standards  and  Appeals  does 
reby  make  rules  and  regulations  for  the  carrying  into 
ect  of_  the  provisions  of  Section  72,  subdivision  L,  and 
etion  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
Hows : 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
Chapter  5,  of  the  Code  of  Ordinances,  shall  not  apply 
buildings  not  exceeding  one  story  in  height,  the  purpose 
which  is  occupancy  as  a  garage,  motor  vehicle  repair 
>P,  or  oil  selling  station,  which  buildings  do  not  exceed 
area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 


when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 
on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets ; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2 y2  in 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2l/2  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  n0  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  applicants,  under  the  building  zone  resolution,  desire 
>ies  of  Form  13A,  for  notices  to  property  owners,  such 
ms  are  not  to  be  supplied  by  this  office. 

•  he  applicant  is  entitled  only  to  one  copy  of  Form  13A, 

perly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. _ _ 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S— Angle  Hose  Valve. 

367-21-S — Quinn  Oil  Burner. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S— Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

J230-22-S— Thermostats  for  automatic  tire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burn  well  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S _ The  Surface-Combustion  Company  Low  Pres¬ 

sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S— Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S-— Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of.‘ 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-S A— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA— Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Ga» 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- ‘>3-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 


443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  o 
525-23-SA— Tilman-White  Gas  Cut-Off  valve,  approv; 
of. 

7G6-23-SA- Buckley  Automatic  Electric  Fire  Detecto 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brool 

lyn  Co. ) . 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burnt, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  a 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pum 
approval  of.  Jr 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  c 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approv 

of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  c 
llSO^^SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  c 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  a 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1 444-23- S A — Tate- Jones  No  8  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  i 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  < 
1050-°3-SA— Marsh  Fuel  Oil  Burner  and  Pump,  appro\ 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  < 
1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approi 

of.  . 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval 
6-24-SA — Universal  Oil  Burner,  approval  of. 
5-24-SA— Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24- S A — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA — Universe  Oil  Burner,  approval  of.  -  > 

254-24-SA — Sherman  Oil  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  arc  cases  up 
which  action  by  the  board  has  been  deferred  pending  co 
mittee  reports,  of  this  board,  court  or  departmental  actio 
and  will  remain  thereon  until  the  aforesaid  reports,  co 
or  departmental  actions  are  consummated.  Whereupon 
case  or  cases  will  be  restored  to  the  regular  calendar  a 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to 
appellant,  applicant  or  petitioner  of  record. 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  AD  OPTED  FEBRUARY  8,  1017,  UNDER  CAL.  35M6-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  oi  structural  altera- 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted:  . 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law ^  relatmg 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octo 
1  1916  or  with  an  order  of  the  fire  commissioner  iss 
subsequent  to  October  1,  1916,  a  report  shall  be  made 
the  superintendent  of  buildings  to  the  fire  commissio 
stating  whether  the  work  done  complies  with  the  °r 
of  the  State  Labor  Department,  with  the  order  of  the 
commissioner,  or  with  the  provisions  of  the  State  La 
Law,  as  the  case  may  be. 


« 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

^ule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
'peals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
II.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

.  When  in  addition  to  the  required  exits  from  any  fac- 
ty  or  factory  building,  there  exist  other  means  of  egress 
.■ch  are  not  entirely  in  accordance  with  the  requirements 
the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
Appeals,  such  means  of  egress  may  be  retained  under 

I  following  conditions. 

a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac- 
v  buildings  shall  be  removed  or  reconstructed  in  ac- 
<dance  with  Section  274  of  the  Labor  Law.  except  that 
ieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
im  the  lowest  balcony  to  ground  mav  be  provided.  Sub- 
hdard  fire  escapes  shall  not  be  considered  as  a  basis  for 
.-eased  occupancy  of  the  building.  When  such  sub- 
tidard  fire  escapes  are  located  in  any  court  or  on  the 
•  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 

II  be  provided,  either  to  open  adjoining  yards,  or  the 
lest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
orior  stairway,  or  to  roof  of  adjoining  extension,  or 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — 'All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms,  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


iopies  of  the  Building  Code  are  now  on  sale  at  the 
itributing  Division  of  the  City  Record  Office,  125  Worth 
bet.  Price,  $1;  by  mail,  $1.08. 


T-v^'°P1’es .  ^1e  Electrical  Code  are  now  on  sale  at  the 

Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 


J  _ _ 

PUBLIC  HEARING 


OPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

(410-24-SR)  ~ 


OTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
be  held  by  the  Board  of  Standards  and  Appeals  on 
day,  June  13,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
iding,  on  proposed  amendments  of  Rules  2  and  3,  In- 
J  rial  Code,  and  the  adoption  of  the  amended  rules  as 
is  of  the  Board  of  Standards  and  Appeals  affecting  the 
ilosure  of  Factory  Stairways,  and  the  storage  of  combus- 
material  about  factory  stairways, 
ew  matter  printed  below;  []  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

- plementary  to  Labor  Lazv,  §  79 -b ;  originally  adopted 
•ugust  28,  1913,  and  effective  October  1,  1913;  amended 
ovember  18,  1915;  revised  and  readopted  February  10, 

16,  effective  March  1,  1916. 

lule  2. — Except  as  herein  provided,  in  all  factory 
i  lings  five  stories  or  less  in  height,  erected  prior  to 
:>ber  1,  1913,  in  which  there  are  more  than  twenty- 
persons  employed  above  the  second  floor,  all  interior 
(ways,  serving  as  required  means  of  exit,  and  the 
"ings,  platforms  and  passageways  connected  therewith, 
be  enclosed  on  all  sides  by  partitions  of  fire-re- 
ig  material  extending  continuously  from  the  lowest 
t  of  the  stairway  in  accordance  with  the  following 
iule: 


Number  Contents  Contents  non-  Contents  Contents  non- 
or  combustible,  combustible,  combustible,  combustible 

stones  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

- 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  _  ,,  .  . .  , 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  wliere  such  openings  are  in  the  exterior  wall  of 

^The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom.  .  '  , 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  .  . 

\  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 

this  rule. 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  79-f;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3, — in  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way  or  ‘on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  e- 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided 

3  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  unless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

'  The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or. 
channeling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are.  to.  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list,  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 

Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

♦Chemicals  of  all  kinds  (ex¬ 


cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills  • 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 
Straw  goods 
Varnish 

Woodworking  (with  dippinj 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  the) 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  o 
hazard,  the  building  shall  be  classified  according  to  th< 
higher  hazard,  unless  special  modification  is  made  by  tn< 
Board  in  cases  where  the  higher  hazard  is  incidental  o 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.- -Except  as  here 
in  provided,  in  all  factory  buildings  more  than  two  stone 
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ind  less  than  six  stories  in  height,  erected  prior  to  Oc- 
ober  1,  1913,  in  which  there  are  more  than  five  persons 
mployed  at  manufacturing,  all  interior  stairways  serving 
s  required  means  of  exit  and  the  landings,  platforms  and 
•assageways  connected  therewith  shall  be  enclosed  on  all 
ides  by  partitions  of  fire-resisting  material  extending  con- 

tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall ’be  in  accordance  with 
the  following  table : 

Stories - 

I  1 

Contents  of 
high  hazard 

1  2 

Contents  of  moderate  hazard 

Contents 

3 

of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

hree 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

our 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

ve 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

• 

The  stairway  enclosure  shall  be  independently  ceiled  over 
ith  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 

•  closure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
e  enclosure  shall  be  so  built  as  to  form  a  pent  house. 
There  shall  be  not  less  than  seven  (7)  feet  head  room 
■  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
'th  fire  doors  opening  into  the  stairway  enclosure,  equipped 
ith  self-closing  devices.  Grade  exit  doors  shall  open 
:twardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
’ff  with  louvres  or  ventilators,  or  exterior  windows  with 
ntilating  sections  at  the  top  floor.  Exterior  windows 
i thin  thirty  (30)  feet  of  non-fireproof  structures  shall 
:  fireproof  windows.  Skylights,  unless  provided  with 
fed  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ostantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
ial  at  least  four  (4)  inches  thick,  unless  the  partition 

•  ends  to  the  cellar  bottom. 

iubdivision  2.  Enclosures  Not  Required. — Except  in 
1  ldings  in  which  the  contents  are  classified  as  of  high 
i:ard,  the  stairways  shall  not  be  required  to  be  enclosed 
'ere  a  horizontal  exit,  as  defined  in  section  267  of  the 
f>or  Law,  is  provided  on  all  floors  and  the  stairways 
wing  as  required  exits  on  each  side  of  the  horizontal 
t  are  remote  from  the  horizontal  exit,  provided  that 
ier  an  approved  fire  alarm  signal  system  conforming 
rules  of  the  board  is  installed  in  the  building  and  fire 
Is  substantially  conforming  to  rules  of  the  board  are 
1.  or  an  approved  sprinkler  system  conforming  to  rules 
the  board  is  installed. 

'  e  2-c. — Required  Exits  and  Enclosures  of  Stairways 
’  Two-story  Factory  Buildings. 

Required  Exits. — In  everv  two-story  factory 

'ding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en- 
Iosed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex- 
erior  screened  stairway,  or  to  a  fire  escape.  No  point  on 

J w  buildmg  sha11  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways.— In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 


All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.--Storage  of  Combustible  Material  About  Factory 
Stairways.  r 


in  ii  iactory  buildings  no  articles  or  wares  of  a  com¬ 
bustible.  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  anv 
stairway  unless  such  stairway  and  any  partitions  or  doors 

material^  ^  C°nstructed  of  or  covered  with  incombustible 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  May  15,  1924 

Restored  to  calendar  . 

Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  . 

Administrative  requests  . 

Requests  for  interpretation . 


DISPOSITION  OF  CASES 

Withdrawn  . 

627  Dismissed  . 

Denied  . 

673  Granted  . 

Granted  on  condition  . 

37  Appliances  approved  . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

69  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

2  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

16  Requests  for  modification  granted . 

Requests  for  modification  denied  . 

1  Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

9  Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied  / . 

13  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

2  Requests  to  install  granted  . 

Requests  to  install  denied  . 

1  Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn  .  . 

2  Interpretations  . _ . 

Requests  withdrawn  or  dismissed  . 


69 

79 

112 

7 

360 

11 

3 

7 

1 


60 

5 

2 

0 

15 

1 

1 

0 

8 

1 

11 

2 

2 

0 

0 

1 

2 

4 


T  otal  . . 
Disposed  of 


1452 

764 


Total 


Cases  pending  May  15,  1924 


688 


764 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  oi*  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ,  ,  ,  ,  f  . 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL-' 
L.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  tc 


Name 


Street 


P.  O. 


Jr- 


My  subscription  to  begin  with  the  issue  for. 
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communications  should  be  addressed  to  the  chairman 
,  of  the  board. 


CONTENTS 


his  issue  of  the  Bulletin  contains,  in  the  order 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  May  20. 
1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
May  20,  1924. 

Corrections. 

Reserve  Calendar.  , 

Rules  Adopted. 

Notices  of  Public  Hearings. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

BuTldlnf  7rnnl  vaJen?aS  C0ns,'?s.  °f  aPPh’cations  under  the 
mnlding  Zone  Resolution,  and  its  object  is  to  give  inter- 

and  dJnTrtyii0TnerSD°PPOrtUnity  t0  fi,e  obi<*tions.  if  any, 
and  wll  be  called  m  Room  919,  on  Tuesday,  May  27.  1924 

a  definite  day  Mch  ”Se  !s  sel  for  heari"* 

Cak"dar  Wi"  “ 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
ficial  fr°m  ^  t,ie  act'r)n  of  ,he  Administrative  Of- 

Any  communication  purporting  to  be  an  appeal,  applica- 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal.  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  tbe  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  _  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions 

William  E.  Walsh,  Chairman , 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  bnamg  May  »<s, 

Cal.  No. 

Department  Premises  Affected 

716-24-A . 

,  .F.D . 52  Herkimer  pi.,  Bklyn. 

L.  C.  84758. 

715-24-BZ _ 

..B.B.Bx.  .811  E.  224th  st.,  Bx. 

N.  B.  1560-1921. 

714-24-BZ. . . . 

..B.B.B.  ...1102-1112  E.  27th  st.,  Bklyn. 

Applic.  8009-1924 

713-24-A . 

_ F.D . 147-153  Waverly  pi.,  Man. 

L.  C.  23915 

712-24-A - 

_ F.D . 430  7th  ave.,  Astoria,  Q. 

L.  C.  87771 

711-24-A - 

_ F.D . 847  Union  st.,  Bklyn. 

L.  C.  88422. 

710-24-BZ. . . . 

...B.B.M.  . .  Anable  ave.,  350  ft.  S.  Jackson 
ave.,  L.  I.  City,  Q. 

N.  B.  10038-1924. 

709-24- A - 

..F.D . 48  Cleveland  ave.,  Woodside,  Q. 

L.  C.  88522. 

708-24-A - 

_ F.D . 355  W.  52nd  sit.  Man. 

L.  C.  23683. 

707-24-S - 

....B.B.M.  ..40-42  W.  37th  st.,  Man. 

N.  B.  143-1924. 

706-24-<S - 

....F.D . 398  Madison  st,  Man. 

L.  D.  54959. 

705-24-A - 

_ F.D . 398  Madison  st.,  Man. 

F-54966. 

704-24-A - 

....F.D . 314  E.  35th  st,  Man. 

F-58501 

703-24- A - 

....F.D.  ...  141  Broadway,  Man. 

F-56886. 

702-24-SA. . . 

_ F.D . Simplex  Mechanical  Oil  Burner. 

- 

Appliance. 

701-24-BZ.. . 

_ B.B.Bx.  .  S.  S.  Washington  ave.  &  N.  S 

Bass  ford  ave.,  from  E.  185th 
to  E.  186th  st.,  Bx. 

N.  B.  1697-1924. 

700-24-BZ. . . 

_ F.D.  ...  S.  S.  Locust  ave.,  548  ft.  W. 

Merrick  rd.,  Jamaica,  S.,  Q. 

L.  C.  88334. 

699-24-S. . .. 

. F.D.  ...  3  Park  pi.,  Man. 

L.  D.  57017. 

698-24- A. . . 

. F.D . 576-602  Johnson  ave.,  Bklyn. 

Alt.  176-1924 

697-24-A.  .  . 

. F.D.  ...  S.  E.  C.  Stillwell  ave.  &  Pel- 

ham  pkway.,  Bx.  L.  C.  23916. 

696-24-BZ... 

....B.B.B.  ...139  Louisa  st.,  Bklyn. 

Applic.  8386-1924. 

695-24-BZ. .  . 

_ B.B.M.  ..2534-2540  Amst,  ave.,  Man. 

N.  B.  213-1924. 

694-24-A .  . . . 

. B.B.Bx.  .  S.  S.  178th  st.  from  Webster  to 

Valentine  aves.,  Bx. 

N.  B.  770-1924. 

693-24- A... 

. F.D . N.  W.  C.  Bway.  &  32nd  st, 

Flushing,  Q.  L.  C.  88322. 

692-24-A . . . 

. F.D . 2069  80th  st,  Bklyn. 

L.  C.  88146. 

691-24-BZ. . 

. F.D . 9023  218th  pi.,  Hollis,  L.  I.,  Q. 

690-24-S. . . 


689-24- A.  .  . 


.F.D. 

.F.D. 


688-24-BZ . 


,.33-39  W.  34th  st.,  Man. 

L.  D  57353-57354 
. .  N.  W.  C.  Wyckoff  ave.  &  Cor¬ 
nelia  sit.,  Q. 

N.  B.  217-1924 

..B.B.B.  ..  155-161  Marion  st.,  Bklyn. 

Applic.  9200-1924 


687-24-BZ . B.B.M.  ..2396  Bedford  ave.,  Bklyn. 

-  Applic.  10399-1924 

686-24-A . F.D . N.  E.  C.  Borden  ave.  &  Vai 

Dam  st.,  L.  I.  City,  Q. 

-  L.  C.  76014 

685-24-BZ . B.B.B.  ..33-47  Nassau  ave.,  Bklyn. 

- -  N.  B.  9077-1924 


684-24-SA . B.B.M.  ..Donovan  Water-closet  Flange 

-  Appliance) 


682-24- A . 


N.  B.  645-192- 

_ F.D . 541-545  W.  21st  st.,  Man. 

-  F-5802' 

681-24-S . F.D . 35  W.  21st  st.,  Man. 

-  L.  D.  4494( 


680-24-A . F.D . 160-168  John  st.,  Man. 

-  L.  C.  8777! 

679-24- A . F.D . 80-92  3rd  st.,  Bklyn. 

-  F-53741-5374! 


678-24-A . F.D . 1237-1239  Broadway,  Man. 

-  L.  F.  5849; 

677-24-A . F.D . 10  Dwight  st.,  Bklyn. 

-  F-5207: 

676-24-BZ . B.B.B.  . .  N.  E.  C.  Colonial  rd.  &  76th  st 

- -  Bklyn.  Applic.  3887-192' 


675-24-A...: _ F.D . 50  W.  96th  st.,  Man. 

-  Alt.  836-192^ 

674-24^A . F.D.  ...  278-290  Locust  ave.,  Bx. 

L.  C.  2109 


CODE. 

F.D . Fire  Departmei 

H.D . Health  Departmei 

B.B.B . Bureau  of  Buildings,  Brookl) 

B.B.Bx . Bureau  of  Buildings,  Bror 


B.B.R . Bureau  of  Buildings,  Richmor 

T.H . Tenement  House  Departmei 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  May  27,  1924,  at  2  p.  m. 


Building  Zone  Cases. 

244-24-BZ. 

APPLICANT— S.  Millman  &  Son,  for  Morris  Angert  ai 
Ernest  Edinger,  owners. 

PREMISES — 1761-1765  Bushwick  avenue,  Brooklyn. 


L.  C.  85261. 


tenance  of  a  garage  for  the  storage  of  more  th, 
five  (5)  motor  vehicles. 
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CALENDAR 


-24-BZ. 

rPIilCANT  William  F.  Doyle,  for  A.  Provenzano, 
owner. 

EMISES — 225  Mott  street,  Manhattan. 

»  PERMIT  in  a  portion  of  a  street  between  two  inter¬ 
secting  streets,  in  which  portion  there  exists  an  exit 
from  and  entrance  to  a  public  school,  the  extension 
and  change  of  occupancy  from  a  garage  for  five  (5) 
cars  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

-24-BZ. 

[PLlICANT  Andrew  Biagini,  for  B.  Salazzo,  owner. 

EMISES — 58-60  Nor\*iod  avenue,  Brooklyn. 

PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

24JBZ. 

PLICANT— Louis  A.  Sheinart,  for  Charles  W.  Ed¬ 
wards,  owner. 

EMISES— Northeast  corner  of  Jerome  and  Morris  ave¬ 
nues,  The  Bronx. 

PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 


(24-BZ. 

5  LI  CANT — Louis  A.  Sheinart,  for  L.  Hurd  Sanford 

owner. 

EMISES — East  side  Jerome  avenue,  184  ft.  north  of 
East  198th  street,  The  Bronx. 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

34-BZ. 

’LICANT— John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner.  * 

oSoS-t^T9.12  S?cond  avenue-  Long  Island  City,  Queens. 
rEKMI  1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

4-BZ. 

LICANT— J.  C.  Holman,  for  Denman  Realty  Co 

owner. 

303-315  West  96th  street,  Manhattan. 
rEKMIT  in  a  business  district  the  alteration,  exten¬ 
sion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


4-BZ. 

LICANT— John  De  Hart,  for  John  levers  and  Robert 
levers,  owners. 

ipp^T^~2459’2467  University  avenue,  The  Bronx. 
EKMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  occupied  for  business 

purposes. 


1-BZ. 

■-JCANT— »R.  Thomas  Short,  for  Mrs.  Pauline  A.  Rey¬ 
nolds,  owner. 

>pdutt247°;24?0  Bedford  avenue,  Brooklyn. 
n-KMl  1  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 

vehicT  f°r  thC  St°rage  of  more  than  five  (5)  motor 


t-BZ. 

NCANT— John  J.  Dunnigan,  for  F.  Paul  A.  Vac- 
carelli,  owner. 

dISES— 2116  Quarry  road,  The  Bronx. 


TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 

tofveWclM."  '  Storag°  °'  ”ore  than  five  (5)  mo' 
351-24-BZ. 

AppLICANT— Joseph  Orlando,  for  Salvatore  and  Giuseppe 
Montalto,  owners.  F 

PREMISES— Southwest  corner  of  Buhre  avenue  and  Ho- 

TO  PFRMTTV-nUe'  Th?  Bronx. 
u  1  LRMIT  in  a  residence  district  extending  from  a 

business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  business  purposes. 
484-24-BZ. 

APPLI  CAN T— John  J.  Dunnigan,  for  Freybell  Realty  Co. 
E  lse  Ursprung,  owners. 

TO  PFRMT^59’!129-  JerTe  3Ve  -  The  Bronx, 
u  PERMIT  in  a  business  district  the  erection  and  main- 

a  garaf®  ,for  the  storage  of  more  than 
nve  (5;  motor  vehicles. 

671-24-BZ. 

APPLICANT — Robert  W. 
maker,  lessee. 

PREMISES— 756-770  Broadway,  42-58  Fourth  avenue,  135- 
hStan  h  S  €t  and  74'86  East  9th  street-  Man- 

TO  PERMIT  in  a  two-times  district  the  erection  of  the 
street  walls  of  an  extension  without  a  setback  to  a 
lution  eXCCedmg  the  Hmit  squired  by  the  zone  reso- 


Thompson,  for  John  Wana- 


BOARD  CF  APPEALS. 

Tuesday,  May  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

371-24-A — 17  Bowery,  Manhattan. 

369-24-A— 133-135  West  25th  street,  Manhattan. 
205-24-A— 635-641  West  49th  street,  Manhattan. 

21 9-24-A— 523-537  Lexington  avenue,  Manhattan. 
360-24-A— 110  East  17th  street.  Manhattan. 

317-24-A— 91-93  Thompson  street.  Manhattan. 

364-24- A— 180-210  13th  street  and  252-260  Van  Alst  ave¬ 
nue,  L.  I.  City,  Queens. 

1344-23- A  256  West  69th  street,  Manhattan. 

67-24-A— 801  Vernon  avenue,  L.  I.  City,  Queens. 

217-24-A  77-79  East  130th  street  and  74-78  East  131st 
street.  Manhattan. 

321-24-A  5214-5224  Fifth  avenue.  Brooklyn. 

332-24-A- Block  64th  street  to  67th  street.  Exterior 
street  to  Avenue  A,  Manhattan." 

569-24-A — 120  Broadway.  Manhattan. 

459-24-A  North  side  of  Warburton  avenue,  between  4th 
and  5th  streets,  Bavside,  Queens. 

491-24-A — 730  Fifth  avenue.  Manhattan. 

331-24- A — 508-534  West  212th  street,  Manhattan. 

150-24- A  132-140  West  125th  street.  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  May  27.  1924,  at  10 

matters -,n  R°°m  919'  Mun1*c'pal  Building,  on  the  following 


cal.  no.  88-24-BZ— Application,  January  21,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Qumcy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 
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tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 

cal.  no.  237-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  Morris 
J.  Werner,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
hides;  premises  2364  Jerome  avenue, 
The  Bronx. 

cal.  no.  255-24-BZ — Application,  February  19.  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 

cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 

cal.  no.  425-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
'Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  42-48 
Hamilton  street,  Manhattan. 

cal.  no.  284-24-BZ— Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Walter 
B.  Wills,  architect,  on  behalf  of  Ell- 

*  man  and  Rosen,  owners,  to  permit  in  a 

business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  162-164  Union  avenue,  Brook¬ 
lyn. 

cal.  no.  380-24-BZ — Application,  March  12,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  M.  Lich¬ 
tenstein,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2386- 
2392  Ryer  avenue,  The  Bronx. 

cal.  no.  204-24-BZ— Application,  February  8,  1924,  under 
the  building  zone  resolution,  of  Alvah 
W.  Burlingame,  Jr.,  applicant,  on  be¬ 
half  of  Robert  B.  Martin,  owner,  to 
permit  in  a  business  district  the  change 
of  occupancy  of  an  existing  building 
from  dead  storage  of  motor  vehicles  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  469- 
475  Hemlock  street,  Brooklyn. 

William  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  May  27,  1924,  at  2  p.  m. 
Petitions  far  Variations. 

75-24-S — 495  Lincoln  road,  Brooklyn. 

197-24-S — 98  East  Broadway,  Manhattan. 


320-24-S — 459-499  Seventh  avenue,  163-167  West  34tl 
street  and  160-166  West  35th  street,  Man 
hattan. 

326- 24-S — 64  University  place,  Manhattan. 

327- 24-S — 45-51  Lispenard  street,  Manhattan. 

341-24-S— 290  Pearl  street,  Manhattan. 

389-24-S — 43-51  West  4th  street,  Manhattan. 

401-24-S— 70  West  3rd  street,  Manhattan. 

403-24-S— 247  West  34th  street,  Manhattan.  , 

135-24- S— 2067  Broadway,  Manhattan. 

102-24-S— 415-421  5th  avenue,  Manhattan. 

356-24-S — 7  Laurel  Hill  boulevard,  Winfield,  Queens. 
196-24-S— 21-23  Maiden  lane,  Manhattan. 

444-23-S — 12  Waverly  place,  Manhattan. 

252-24-S— 452-456  10th  avenue,  Manhattan. 

44-24-S— 218-222  West  34th  street,  Manhattan. 
1461-23-S — 23  West  20th  street,  Manhattan. 

149-24-S— 20-30  Morton  street,  Brooklyn. 

1258-23-S — 336  Lafayette  street,  Manhattan. 

524-23-S — 15  West  17th  street,  Manhattan. 

349-22-S — 600  Madison  avenue,  Manhattan. 

188-24-S — 131  West  14th  street,  Manhattan. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenut 
Manhattan. 

Appliances  Submitted  for  Approval. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

315-22-S— Conran  Pressure  Reducer,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

157-24-BZ. 

APPLICANT— Frank  P.  Keniston,  for  Frank  Guther 
man,  owner. 

PREMISES — 103  Newell  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
garage  for  the  storage  of  five  (5)  pleasure  moto 
vehicles,  four  (4)  spaces  rented  to  persons  no 
residing  on  the  premises. 

333-24-BZ.  |  i 

APPLICANT— William  F.  Doyle,  for  U.  S.  U.  Realt 
Corp.,  owner. 

PREMISES— West  side  of  Second  avenue,  70  ft.  nort 
of  Grand  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
•  tenance  of  a  garage  for  the  storage  of  five  (5 
motor  vehicles. 

405-24-BZ. 

APPLICANT— James  Whitford,  for  Westerleigh  Build 
ing  Loan  &  Savings  Association,  owner. 

PREMISES— West  side  Jewett  avenue,  11.5  ft.  south  o 
Waters  avenue,  West  New  Brighton,  S.  I.,  Rich 
mond. 

TO  PERMIT  in  a  residence  district  the  erection  and  mam 
tenance  of  a  building  to  be  used  for  business  pm 
poses. 

420-24-BZ.  ,  _.  , 

APPLICANT— Henry  J.  Nurick,  for  Charles  Simmonei 

owner. 

PREMISES— 550-558  Morgan  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles. 
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431-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Elmer  E.  Smathers, 
owner. 

PREMISES — 4353-4303  Broadway,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

515-24-BZ. 

APPLICANT — Edward  P.  'Doyle,  for  Samuel  Himmel- 
stein,  owner. 

PREMISES — 823-829  Classon  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage  of  more 
titan  five  (5)  motor  vehicles. 

539-24-BZ. 

APPLICANT — Louis  A.  Sherman,  for  L.  Sherman  & 
Son,  Inc.,  lessee. 

PREMISES — 310-312  East  11th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

571-24-BZ. 

APPLICANT — Franklin  M.  Small,  for  Adolph  Lewisohn 
&  Sons,  Inc.,  owner. 

PREMISES— <602-604  West  158th  street,  3791-3799  Broad¬ 
way  and  7  Audubon  place,  Manhattan. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  alteration  and  extension  of 
a  business  building. 

580-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Fordham  Triangle 
Realty  Co.,  owner. 

PREMISES— East  side  Jerome  avenue,  50  ft.  north  of 
200th  street,  The  Bronx. 

TO  PERMIT  in  a  “B”  area  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  required  by  the  zone  reso¬ 
lution. 

597-24-BZ. 

APPLICANT — 'Clinton  T.  Roe,  for  Estate  of  John  E. 
Lockwood,  owner. 

P  REM  I S  E  S-1— N ortheast  corner  of  Brook  avenue  and  East 
158th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  entrance  to 
and  exit  from  a  public  school,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1456-23-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Isaac  Lehman, 
owner. 

’REMISES — 189  Sumpter  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  ot 
a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises. 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
340-24-A — 290  Pearl  street,  Manhattan. 
368-24-A — 142  Bowery,  Manhattan. 

370-24-A — 481  Van  Duzer  street,  Richmond. 


382-24-A — 130-134  Washington  place,  Manhattan. 

384-24-A  — 108-112  Junius  street,  Brooklyn. 

417- 24-A— 931  Courtlandt  avenue,  The  Bronx. 

4 18- 24- A — 1389  Rockaway  parkway,  Brooklyn. 

173-24-A  218-220  Oakland  street  or  230  Creenpoint  ave¬ 
nue,  rear,  Brooklyn. 

352-24-A— 219  East  avenue,  L.  I.  City,  Queens. 

357-24-A — 79-81  Rutgers  slip,  Manhattan. 

390-24-A— 120  Garretson  avenue,  Dongan  Hills,  S.  I., 
Richmond. 

393-24- A — 22  Columbus  place,  Brooklyn. 

404-24-A — 205-207  South  Oxford  street,  Brooklyn. 

440-24-A — 49-55  West  27th  street,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

512-24-A — 525-531  Surf  avenue,  Brooklyn. 

568-24- A — '1048  Bedford  avenue,*  Brooklyn. 

1465-23-A— 401-405  East  91st  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  3,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  347-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Morris 
Gross  and  Daniel  Fuchs,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1925-1929 
Union  street,  northeast  corner  of  Por¬ 
tal  street,  Brooklyn. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  Dc 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

CAL.  NO.  378-24-BZ— -Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  201-24-BZ — Application,  February  8,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Patrick 
A.  Gaynor,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1392-1400  Stebbins  avenue, 
The  Bronx. 

cal.  no.  270-24-BZ — Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  An¬ 
gelo  Pirozzi,  owner,  to  permit  exten¬ 
sion  into  a  business  district  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve- 
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hides ;  premises  17-23  Bancroft  place, 
Brooklyn. 

cal.  no.  603-24- BZ — Application,  April  30,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Jesse 
Thorn,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  North,  The  Bronx. 

cal.  no.  355-24-BZ— Application,  March  7,  1924,  under  the 
building  zone  resolution,  of  William 
H.  Kehoe,  applicant,  on  behalf  of  Emily 
M.  Eitall  and  Frank  Barker,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
foy  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1604-1608 
Bergen  street,  Brooklyn. 

cal.  no.  345-24-BZ— Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Paul  J. 
Morrison,  applicant,  on  behalf  of 
George  and  Adelaide  Morrison,  owners, 
to  permit  in  a  residence  district  the  al¬ 
teration  and  change  of  occupancy  from 
residence  to  a  business  use;  premise*  18 
Verandah  place,  Brooklyn. 

cal.  no.  348-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Levy  and 
Berger,  architects,  on  behalf  of  Nathan 
Harrison,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  change 
of  occupancy  from  residence  to  a  busi¬ 
ness  use;  premises  226-228  Tompkins 
avenue,  Brooklyn. 

cal.  no.  330-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

cal.  no.  358-24-BZ — Application,  March  10,  1924,  under 
the  building  zone  resolution,  of  Joseph 
A.  Arnold,  applicant,  on  behalf  of  Al¬ 
lied  Cleaning  and  Dyeing  Corporation, 
owner,  to  permit  in  a  business  district 
the  extension  of  a  dry  cleaning  estab¬ 
lishment  ;  premises  330-332  Freeman 
avenue,  Long  Island  City,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24-S — 45-47  East  20th  street,  Manhattan. 

226-24-S — 14-20  Sheriff  street  and  87-91  Broome  street, 
Manhattan. 

342-24-S — 2871-2875-2879  Broadway,  Manhattan. 

344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-S — 129-133  West  27th  street,  Manhattan. 

450-24-S — 79-83  Washington  street  and  39-45  York  street, 
Brooklyn. 

456-24-S — 102-104  Greenwich  street,  Manhattan. 

462-24-S — 30  West  58th  street,  Manhattan. 

490-24-S — 2138  Third  avenue,  Manhattan. 


467-24-S — 13  East  16th  street,  Manhattan. 

476-24-S — 457  Sixth  avenue,  Manhattan. 

489-24-S — 416-418  West  26th  street,  Manhattan. 
220-24-S— 23  Washington  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

379-24- S A — Sure  Heat  Automatic  Oil  Burner,  approval 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  - 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3-24-A — 2242  Second  avenue,  Manhattan. 

318-24-A — 139-25  Hillside  avenue,.  Jamaica,  Queens. 

374- 24-A — 37  West  111th  street,  Manhattan. 

375- 24-A — 317  West  52nd  street,  Manhattan. 

376- 24 -A — 419  East  66th  street,  Manhattan. 

377- 24- A— 31  West  116th  street,  Manhattan. 

381-24-A — 123  Marble  Hill  avenue,  The  Bronx. 

408-24-A — 222  South  street  and  100-102  Market  slip,  M  - 

hattan. 

427-24-A — 160-166  7th  street,  Brooklyn. 

447-24-A — 65-67  West  45th  street,  Manhattan. 

455-24-A — 120  Broadway,  Manhattan. 

457-24-A — 185-187  East  Broadway,  Manhattan. 

474-24-A — 254  South  street,  Manhattan. 

033-23-A — 54  Main  street,  Flushing,  Queens. 

026-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

861-23-A — 60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appei 
oi  a  public  hearing  under  the  provisions  of  the  build; 
zone  resolution,  Tuesday  morning,  June  10,  1924,  at  • 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow:; 
matters : 

cal.  no.  1220-23-BZ — Application,  October  25,  1923,  unc 
the  building  zone  resolution,  of  Dar. 
W.  Wilkes,  applicant  and  lessee;  Bi 
nett  De  Beixedon,  owner,  to  permit 
a  business  district  the  maintenance 
a  parking  garage  for  the  storage 
more  than  five  (5)  motor  vehich 
premises  1090-1094  Gates  aven 
Brooklyn. 

CAL.  no.  242-24-BZ — Application,  February  15,  1924,  un< 
the  building  zone  resolution,  of  Willi 
H.  Daly,  applicant  and  owner,  to  p 
mit  in  a  residence  district  the  ma 
tenance  of  a  garage  for  the  storage 
five  (5)  pleasure  motor  vehicles,  f' 
spaces  rented  to  persons  not  residing 
the  premises ;  premises  2  Dorotl 
place,  rear,  The  Bronx. 

cal.  no.  336-24-BZ — Application,  March  3,  1924,  unc 
the  building  zone  resolution,  of  G 
ler,  Rolston  and  Blanc,  applicants, 
behalf  of  Heirs  and  Legatees  of  Hen 
W.  Schmidt,  deceased,  owner,  to  p< 
mit  in  a  residence  district  the  erecti 
and  maintenance  of  a  garage  for  t 
storage  of  more  than  five  (5)  mot 
vehicles;  premises  634-638  St.  Nichol  , 
avenue,  Manhattan. 
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cal.  no.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  399-24-BZ — Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  454-24-BZ — Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

cal.  no.  463-24-T5Z — Application,  March  31,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the 
erection  and  maintenance  of  a  central 
telephone  exchange  building;  premises 
47-61  Arden  street,  45-59  Sherman  ave¬ 
nue  and  42-56  Thayer  street,  Manhat¬ 
tan. 

cal.  no.  395-24-BZ — Application,  March  17,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Chris¬ 
tian  Schuck,  owner,  to  permit  in  a 

i  business  district  the  erection  and  main¬ 

tenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles; 
premises  2251  Jerome  avenue,  The 
Bronx. 

cal.  no.  1242-23-BZ — Application,  October  31,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf 

f  of  Simon  Harding,  owner,  to  permit 

in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  242-270  East  98th 
street,  southwest  corner  of  Clarkson 
avenue,  Brooklyn. 

William  E.  Walsh,  Cu^man. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  10,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

248-24-S— 512-520  Grand  street,  Manhattan. 

464-24-S — 981  Third  avenue,  Manhattan. 

466-24-S— 110  West  17th  street,  Manhattan. 

468- 24-S — 426  East  17th  street,  Manhattan. 

472-24-S— 256-260  West  38th  street,  Manhattan. 

482-24-S — 265  West  Broadway,  Manhattan. 

510-24-S — 210-212  West  65th  street,  Manhattan. 

524-24-S— 202-204  West  36th  street,  Manhattan. 

52.-24-S — 237  Division  street,  Manhattan. 

538-24-S — 19-21  West  36th  street,  Manhattan. 

469- 24-S — 150-152  Maiden  lane,  Manhattan. 

481-24-S — 362-380  De  Kalb  avenue,  Brooklyn. 

560-24-S — 1351-1365  Broadway,  Manhattan. 

572-24-S— 237-245  West  35th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  !No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

590-24-SA — iFilm  Inspection  Machine,  approval  of. 

• 

BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  13,  1924,  at  2  p. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

430-24-A — 322  East  24th  street,  Alanhattan. 

502-24-A — 163  Crosby  street,  Manhattan. 

505- 24-A — 73-81  Dobbin  street,  Brooklyn. 

506- 24-A — 464  58th  street,  Brooklyn. 

508-24-A — 25-31  South  William  street,  Alanhattan. 
511-24-A — 17-25  North  Aloore  street,  Manhattan. 

.  518-24-A — 2912-2914  Park  avenue,  The  Bronx. 

526-24- A — 615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 

1499-23- A — 522  West  159th  street,  Manhattan. 

39-24-A — 47-67  -Williams  place,  Brooklyn. 

72-24-A — 123-127  Atkins  avenue,  Brooklyn. 

172-24-A — 554  Flushing  avenue,  Brooklyn. 

215- 24- A — East  side  of  Eleventh  avenue,  from  21st  street 

to  22nd  street,  Whitestone,  Queens. 

216- 24-A — 800  Flatbush  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,’  June  17,  1924,  at  10 
o’clock,  in  Room  919,  Alunicipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  428-24-BZ— 'Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  C.  E.  Hicks, 
applicant,  New  York  Dock  Co.,  owner, 
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Rexon  Realty  Corporation,  lessee,  to 
permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  264-284  .Furman 
street,  Brooklyn. 

cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  494-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Aloys 
Nicollier,  applicant,  on  behalf  of  Louis 
A.  and  Alvina  Nicollier,  owners,  to 
permit  in  a  residence  district  extend¬ 
ing  from  a  business  district  the  main¬ 
tenance  of  a  building  used  in  part  for 
business  purposes;  premises  106  West 
81st  street,  Manhattan. 

cal.  no.  296-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Reo 
Jamaica  Sales  Co.,  Inc.,  applicant  and 
lessee,  Villanova  Realty  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair 
shop,  also  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  37  Bergen  avenue,  Jamaica, 
Queens. 

cal.  no.  406-24hBZ — Application,  March  19,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 

cal.  no.  117-24-BZ — Application,  January  25,  1924,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Powell  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  261-267  Penn¬ 
sylvania  avenue,  Brooklyn. 

cal.  no.  442-24-BZ — Application,  March  27,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  R.  T. 
J.  Co.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  104- 
106  Sherman  avenue,  Manhattan. 

cal.  no.  533-24-BZ — Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  “E” 
area  district  the  alteration  and  exten¬ 
sion  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting 
percentage  of  lot  occupied  as  required 
by  Art.  4,  Section  15,  of  the  zone  reso¬ 
lution;  premises  1421-1437  Ocean  ave¬ 
nue  and  1060-1068  Kenmore  place, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

227- 24-A — 2556  Fulton  street,  Brooklyn. 

228- 24-A — 1164  Broadway,  Brooklyn. 

419-24-A — 1020  Lexington  avenue,  Manhattan. 

453-24-A — 3486  Bedford  avenue,  Brooklyn. 

458-24-A — Northwest  corner  of  2nd  street  and  Poll 
street,  Woodside,  Queens. 

535-24-A — 539-557  East  118th  street,  Manhattan. 

543-24- A — West  side  of  Anable  avenue,  40  ft.  south  o 
Meadow  street  (Skillman  street),  Lon; 
Island  City,  Queens. 

546-24- A — 416-418  West  26th  street,  Manhattan. 

548- 24-A — 415-423  East  53rd  street  and  410-416  East  54tl 

street,  Manhattan. 

549- 24-A— iSouth  side  of  East  47th  street,  200  ft.  eas 

of  First  avenue,  Manhattan. 

13 17-23- A — Northeast  corner  of  St.  Johns  place  and  Buf 
falo  avenue,  Brooklyn. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

223-24-A — 29  West  25th  street,  Manhattan. 

.16- 24- A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24- A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A — 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  June  17,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  304-310  East 
95th  street,  Manhattan. 

cal.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

cal.  no.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
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P*rt Jor  business  purposes;  premises 
237  East  203rd  street,  The  Bronx 

cal.  no.  865-23-BZ—App]ication,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  metor  vehicles;  premises  west  side 
ot  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

cal.  no.  S64-23-BZ— Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

cal.  no.  29 1-24-BZ— Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 

*  premises  925-931  Franklin  avenue 
Brooklyn.  ’ 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

o51-24-A — 24  Eighth  avenue,  Brooklyn. 

552-24-A— 11611  Eighty-ninth  avenue,  Woodhaven,  Queens. 

557-24- A — 311  100th  street,  Brooklyn. 

566-24-A— 259-273  Greene  street,  Brooklyn. 

575-24^A  440  Sixth  avenue,  L.  I.  City,  Queens. 

577-24-A  2226-2234  Third  avenue,  Manhattan. 

56-24- A  270-282  Powell  street,  Brooklyn. 

214-24-A— Southeast  corner  of  Luydig  place  (97th  place) 
and  Hunt  street  (42nd  avenue),  Corona 
Queens.  ’ 

!88-24-A— 873-883  Lexington  avenue,  Brooklyn. 

89-24-A  2384-2396  Fulton  street,  Brooklyn. 

85- 24-A— 1850-54  Grand  Concourse,  The  Bronx. 

86- 24-A— 12  East  18th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

)  a  pu  , c  hearing  under  the  provisions  of  the  building 

•  ne  resolution,  Tuesday  morning,  June  24,  1924,  at  10 

Utters  m  ROOm  919’  Municipal  Building,  on  the  following 

CU  Na  1212-22-BZ— Application,  April  29,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Willis  F.  Harding,  owner,  for  a  re¬ 
hearing  of  an  application,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises 
southeast  corner  of  Webster  avenue 

•  ^  ?epot  S(Juare>  South,  The  Bronx. 

"•  Na  324-24-BZ— -Application,  February  29,  1924,  under 

the  building  zone  resolution,  of  James 
E.  Connaughton,  applicant,  on  behalf 
of  Walter  Glowacki,  owner,  to  permit 


in  a  residence  district  the  alteration 
and  extension  of  an  existing  building 
to  be  used  for  business  purposes;  prem- 

Queens6  S'”“0n 

CAL‘  Na  398-24-BZ— Application,  March  17,  1924,  under  the 
building  zone  resolution,  of  Abraham 
barber,  architect,  on  behalf  of  Habas- 
sah  Home  Builders  Co-rp.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes  ;  prem- 

cai  NO  481  94  Ry  7r05'.n  Seventh  avenue,  Brooklyn 
cal.  no.  483-24-BZi— Application,  April  4,  1924,  under  the 

building  zone  resolution,  of  William 
K-  Rust,  applicant,  on  behalf  of 
Gustave  Hu-ttenlocher,  owner,  to  per¬ 
mit  in  a  residence  district  the  main- 
tenance  of  a  garage  for  the  storage  of 
tour  (4)  pleasure  motor  vehicles,  two 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  157  Richmond 
street,  Brooklyn. 

CAL.  no.  522-24-BZ— -Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Charles 
U  Lords,  applicant,  on  behalf  of  Max 
Nirenberg,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  55-75  East  28th  street’ 
southeast  corner  of  Albermarle  road’ 
Brooklyn.  ’ 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  24,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

421-24-S— 51  West  19th  street,  Manhattan. 

465-24-S— 107  West  48th  street,  Manhattan 

500-24-S  26-28  West  35th  street,  Manhattan 

504-24-S  14-16  West  End  avenue,  Manhattan 

52 8- 24- S  507-525  West  22nd  street,  Manhattan 

529- 24-S  28  West  22nd  street,  Manhattan. 

ro?'«4’S~311  Fulton  street,  Brooklyn. 

583-24-S  22  West  46th  street,  Manhattan. 

087-24-S— 7  Dutch  street,  Manhattan. 

596-24-S— 138  Livingston  street,  Brooklyn. 

600-24-S  261-267  West  35th  street,  Manhattan. 

581-24-S— 133  Second  avenue,  Manhattan. 
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BOARD  OF  APPEALS. 

Tuesday,  July  l,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
487-24-A— 2849-55  Fulton  street,  Brooklyn. 
507-24-^—439-147  Emerson  place,  Brooklyn. 

West  19th  street,  Manhattan. 
j4  ,  -24-A  129-135  Degraw  street  and  50-60  Tiffany  place 
Brooklyn.  ’ 

582-24- A— 1226  Flushing  avenue,  Brooklyn. 
o84-24-A  1914-1920  Pitkin  avenue,  Brooklyn. 

585-24-A1  538-554  Junius  street,  Brooklyn. 

593-24-A— 288-290  Broadway,  West  New  Brighton,  S. 
I.,  Richmond. 

599-24-A— 11904  Hillside  avenue,  Richmond  Hill,  Queens. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  20,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  May  13,  1924,  were  ap- 
proved  as  printed  in  the  Bulletin,  No.  21,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
322-24-A. 

APPELLANT — Vitagraph,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  oomjnissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips  and  Thomas  T. 
McKenna. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


323-24-A. 

APPELLANT — Pathe  Exchange,  Inc.,  lessee. 

SUB  TBCT— Appeal  from  or  dor  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips,  William  F. 

Doyle  and  Coudert  Brothers. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


372-24-A. 

APPELLANT— C.  B.  C.  Film  Sales  Corp.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTEDi— 1600  Broadway,  Manhattan. 

appearances— 

For  Appellant:  N.  Taylor  Philips  and  William  F. 
Doyle. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


373-24-A. 

APPELLANT— Red  Seal  Pictures  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips  and  William  F. 
Doyle. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


397-24-A. 

APPELLANT — Big  U.  Film  Exchange,  Inc.,  for  Universal 
Pictures  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  N.  Taylor  Philips,  William  F. 

Doyle  and  Siegfried  Hartman. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


424-24-A. 

APPELLANT — W-B  Film  Exchange,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — ,1600  Broadway,  Manhattan. 


APPEARANCES— 

For  Appellant :  N.  Taylor  Philips,  William  F. 

Doyle  and  Thos.  Freeman. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


435- 24-A. 

APPELLANT— Albert  Teitel,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  N.  Taylor  Philips,  William  F.  Doyle 
and  Wm.  L.  Berk. 

For  Administration :  Inspector  Mojarrieta  of  fire 
.  department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request -of  appellant’s  representative. 
— 

436- 24- A. 

APPELLANT — Hall  Room  Boys  Photoplays,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips  and  William  F. 
Doyle. 

For  Administration :  Inspector  Mojarrieta  of  fire 
depar  tment 

ACTION  OF  BOARD1 — Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative,  i  J 


439-24- A. 

APPELLANT — Universal  Pictures  Corp.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 4  600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips,  William  F. 

Doyle  and  Siegfried  F.  Hartman. 

For  Administration :  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


478-24-A. 

APPELLANT. — The  Silver  Slipper  Corporation,  for  Chel¬ 
sea  Exchange  Bank,  lessee. 

SUBJECT — 'Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Philips  and  William  F. 

Doyle.  •  • 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD* — Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant's  representative. 


331-24-A. 

APPELLANT — Board  of  Education,  City  of  New  York, 
owner.  I 

SUBJECT— .Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 508-534  West  212th  street,  Man-1 
hattan. 

APPEARANCES— 

For  Appellant:  Charles  Tilger. 

ACTION  OF  BOARD— Laid  over  to  May  27,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1465-23- A. 

APPELLANT — Estate  of  J.  J.  Schilliner,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 401-405  East  91st  street,  Man¬ 
hattan. 
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APPEARANCES — 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Laid  over  to  June  3,  1924,  at  10 

•  a.  m. 


159-24-A. 

(APPELLANT — H.  C.  F.  Koch  &  Co.,  Inc.,  owner. 
SUBJE(  I  Appeal  from  order  of  fire  commissioner. 
’REMISES  AFFECTED — 132-140  West  125th  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Appellant:  F.  T.  Missenson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

YCTION  OF  BOARD — Laid  over  to  May  27,  1924,  at 
10  a.  m.,  on  request. 


11-24- A. 

APPELLANT— Isaac  Menline,  for  Estate  of  Albert  Mal- 
sin,  lessee. 

SUBJECT-  Appeal  from  decision  of  superintendent  of 
buildings. 

*  REMISES  AFFECTED' — 28-30  West  39th  street,  Mam 
hattan. 

lPPEARAN  CES — - 

For  Appellant:  Isaac  Menline  and  Morris  Samoff. 
For  Administration:  Alexander  McPbee  of  bureau 
of  buildings. 

CT  ION  OF  BOARD — 'Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Kerby  .  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  .  5 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(311-24-A) 

Whereas,  Isaac  Menline,  for  Estate  of  Lavinia  de  L. 
unningham,  et  al.,  owners,  filed,  February  27,  1924,  an 
>peal,  with  the  board  of  appeals,  from  a  decision  of  the 
perintendent  of  buildings  affecting  premises  28  and  30 
est  39th  street,  Manhattan ;  and 

Whereas,  the  decision  off  the  superintendent  of  buildings, 
ndered  February  7,  1924,  reads : 

“Replying  to  your  letter  of  January  17,  1924,  re¬ 
questing  that  separate  certificates  of  occupancy  be  is¬ 
sued  for  the  two  portions  of  this  building,  you  are 
advised  that,  as  previously  stated,  in  view  of  the  fact 
that  the  dividing  wall  has  'been  removed  in  the  first 
story,  the  structure  must  be  regarded  as  a  single  build¬ 
ing,  and  the  separate  certificate  of  occupancy  as  re¬ 
quested  cannot  'be  granted.”; 
si 

vVhereas,  the  premises  consist  of  two  buildings,  each 
n-fireproof,  five  stories  and  basement  in  height;  the  build- 
in  question  is  44  ft.  by  98  ft.  9  in.  in  area  at  1st  story 
d  44  ft.  by  87  ft.  3  in.  in  area  above.  OCCUPIED:  Cel- 
]'  &torage  and  store,  30  persons ;  .  1st  story,  stores,  30 
sons ;  2nd  to  5th  stonies,  stock  rooms,  offices,  show- 
ms  and  factories,  30  persons ;  factory  occupancy  not  to 
i:<*d  25  per  cent  of  the  floor  area  per  story;  the  two 
>  1  dings  being  connected  by  openings  in  division  wall  in 
;  basement  and  1st  stories ;  and 

V  hereas,  appellant  contends  that  the  building  in  question 
U  the  building  to  west  are  under  separate  ownership 
ill  that  basement  and  1st  stories  of  both  buildings  arc 
(>ed  to  a  single  tenant;  that  if  the  two  buildings  are 
4 ^  under  one  certificate  of  occupancy  the  labor  law 
lud  apply  to  both,  although  one  is  a  non-factory. 

.e  solved,  that  the  decision  of  the  superintendent  of  build- 
be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
*ffiy  is  denied. 


314-24- A. 

APPELLANT— Charles  Kreymiborg,  for  Philip  Yockel 
owner.  ’ 

PP^hcf~AiPPCal  fr0m  decisil>n  commissioner. 

PREMISED  ^AFFECTED-1074  Franklin  avenue,  The. 

APPEARANCES— 

For  Appellant:  Philip  Yockel. 

For  Administration:  Inspector  -Carroll  of  fire  de¬ 
partment. 

A™°F  b  °  arD  'Appeal  granted  on  condition. 
CONDITIONS!— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ’  6 
Negative  .  "  *  ” 

Absent :  Fire  Chief  Kenlon  i 

THE  RESOLUTION : 

(314-24-A) 

Whereas,  Charles  Kreymborg,  for  Philip  Yockel,  owner 
filed,  February  27, _  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  1074  Franklin  avenue,  The  Bronx;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  27,  1924,  reads: 

“7  Boiler  room  must  be  separated  from  remaindei 
of  building  by  8  in.  brick  unpierced  wall  with  con- 
Crete  ceiling,  with  direct  entrance  to  outer  air  ”  • 
and  '  ’ 

i  Wil!EllAS/  building  is  non -fireproof,  two  stories  in 
h^ght,'  28  ft.  by  125  ft.  in  area  at  1st  story  and  28  ft.  by 
68  ft.  in  area  above.  OCCUPIED:  1st  story,  boiler  room, 
steam  fitter  s  shop  and  garage  for  three  motor  vehicles - 
2nd  story,  dwelling;  and 

_  Whereas,  appellant  contends  there  is  no  cellar  in  prem¬ 
ises  and  that  the  boiler  room  on  1st  story  is  enclosed  in 
n reproof  partitions;  that  the  motor  vehicles  are  used  as  an 
accessory  to  tenant’s  business;  that  there  is  no  gasoline 
storage  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
*1  granted  on  condition  that  the  heating  apparatus  room 
shall  be  enclosed  in  a  partition  constructed  oif  angle-iron 
fiame  with  cement  mortar  on  wire  lath,  said  partition  to  be 
unpierced  between  garage  and  heating  room;  that  the  pan 
tition  separating  the  office  from  the  shop  shall  be  con¬ 
structed  of  fire-retarding  material,  with  self-closing,  fire¬ 
proof  door  provided  for  opening  leading  into  shop;  that 
the  ceiling  of  the  office  and  of  heating  room,  also  stairhall 
partition,  shall  be  fire  retarded ;  that  the  heating  room  shall 
be  ventilated  to  outer  air  by  means  of  an  opening  not 
less  than  12  in.  by  12  in.,  with  a  ventilating  register  in¬ 
stalled  therein ;  and  that  there  shall  be  no  gasoline  stored 
on  premises. 


92-24-A. 

APPELLANT — 'Charles  A.  Gristman,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 79  William  street,  L.  I.  City, 
Queens. 

APPEARANCES— 

For  Appellant:  Julian  Cristman,  Jr. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby  ...  6 

Negative  .  o 

£  Absent:  Fire  Chief  Kenlon  .  i 
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THE  RESOLUTION  : 

(92-24- A) 

Whereas,  Charles  A.  Cristman,  Inc.,  owner,  filed,  Janu¬ 
ary  21,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  79 
William  street,  Long  Island  City,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Provide  2  approved  fire  hydrants  and  fire  pumps 
of  not  less  than  1000  gallons  per  minute  capacity,  suc¬ 
tion  from  a  tank  or  sump  of  at  least  30000  gallons 
capacity  as  per  Rule  37  adopted  Sec.  776,  Greater  New 
York  Charter.” ; 

and  . 

Whereas,  the  premises  consist  of  a  plot  of  ground  facing 
on  William  street,  Henry  street  and  Ely  avenue,  on  which 
is  located  the  plant  of  Charles  Cristman  Lumber  Co.,  con¬ 
sisting  of  five  lumber  piles,  four  lumber  sheds  and  a  two- 
story  building  used  as  office,  stable  and  dwelling  above; 

and  . 

Whereas,  appellant  contends  the  yard  is  accessible  m 
three  fronts,  that  there  are  adjacent  city  fire  hydrants  and 
that  the  yard  is  provided  with  siix  40-gallon  tanks  with 
fire  pails;  that  there  are  four  team  gates  and  gangways 
through  the  yard. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  two  (2)  driveways,  not  less 
than  14  ft.  in  width  (one  at  each,  end  of  property)  shall 
be  maintained  through  the  premises  from  William  street 
to  Ely  avenue,  with  not  less  than  four  (4)  cross-connecting 
runways,  14  ft.  in  width;  that  not  less  than  six  (6)  addi¬ 
tional  (making  a  total  of  12)  approved  water  casks  shall 
be  provided,  casks  to  be  painted  red  and  marked  “FIRE’* 
and  equipped  with  not  less  than  six  (6)  buckets  to  each 
cask,  the  casks  to  be  distributed  throughout  the  yard ;  that 
there  shall  be  no  lumber  piled  on  or  above  the  roofs  of 
existing  sheds ;  that  no  lumber  pile  shall  exceed  a  height 
of  15  ft.;  and  granted  only  so  long  as  conditions  otherwise 
remain  substantially  unchanged. 


338-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Frederick  Haber  - 
man  Trust,  owner. 

SUBJECT— Appeal  from  decision  of  ire  commissioner. 
PREMISES  AFFECTED’ — 667  Maditon  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  George 
Rose. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION : 

(338-24-A) 


Whereas,  Samuel  Rosenblum,  for  Frederick  Haberman 
Trust,  owner,  filed,  March  3,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  667  Madison  avenue,  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
February  7,  1924,  reads : 

“Arrange  the  standpipe  system  so  that  same  will  con¬ 
form  to  the  Rules  of  the  Board  of  Standards  and  Ap¬ 
peals.  Among  the  defects  noted  on  the  system  are  the 
following: 

“Standpipe  tanks  not  20  ft.  above  roof  level. 

“No  reserve  of  3500  gallons  provided  for  standpipe 
system.” ; 

and  .  t  - 


Whereas,  the  building  is  fireproof,  ten  stories  and  pent 
house  in  height,  100  ft.  5  in.  by  100  ft.  in  area.  OCCU¬ 
PIED:  1st  story,  store  and  restaurant;  2nd  to  5th  stories, 
doctor’s  office,  20  persons  per  story ;  6th  to  10th  stories, 
private  hospital,  25  persons  per  story;  and 

Whereas,  appellant  contends  there  are  two  5,800  gallon 
tanks  on  the  roof,  located  approximately  12  ft.  6  in.  above 
the  top  story  outlet,  and  proposes  to  install  fire  extinguishers 
to  compensate  for  the  low  water  pressure  on  the  upper 
stories;  and  further  proposes  to  connect  the  house  supply 
to  the  tanks  above  the  3,000  gallon  level,  thereby  main¬ 
taining  a  6,000  gallon  reserve  supply  for  the  standpipe 
equipment. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  far  as  it  relates  to  the  two  top  story  out¬ 
lets,  on  condition  that  the  tanks  are  cross-connected,  main¬ 
taining  a  separate  supply  for  standpipe  of  not  less  than  6,000 
gallons,  and  that  the  standpipe  equipment  complies  in  all 
other  respects  with  the  regulations;  and,  further,  that  ap¬ 
proved  portable  2l/2  gallon  chemical  fire  extinguishers  shall 
be  maintained,  two  in  the  main  stairhall  on  top  story,  also 
one  at  each  end  of  the  hallway  and  passageway,  and  one 
(1)  in  each  service  stairhall,  top  story. 


339-24-A. 

APPELLANT — 'Commercial  Union  Assurance  Co.,  owner. 
SUBJECT- Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 58-60  William  street,  Manhat¬ 
tan. 

appearances—  a 

For  Appellant:  L.  S.  Matthews  and  Robert  W. 


Beggs.  ■ 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  in  part  and  denied 
in  part. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


denied 

:ty, 


THE  RESOLUTION: 

(339-24-A) 

Whereas,  Commercial  Union  Assurance  Co.,  owner,  filed, 
March  4,  1924,  an  appeal,  with  the  board  of  appeals,  from 
orders  of  the  fire  commissioner,  affecting  premises  58-60 
William  street,  Manhattan;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated 
February  1,  1924,  read : 


“No.  54416-F :  ‘  . 

“1.  Arrange  the  house  water  supply  pipe  so  that 
same  will  connect  with  tank  on  the  outside  thereof 
above  the  3300-gallon  mark  only.  Sec.  20,  Ch.  12,. 
Code  of  Ordinances.” 

“No.  54417-F : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  North  side  of  building,  or  other 
approved  protection,  as  per  Sec.  375,  Article  18,  Chap¬ 
ter  5  of  the  Code  of  Ordinances.” 


“No.  54418-F :  *  j 

“1.  Raise  standpipe  tank  to  twenty  feet  above  the 
roof  level  and  properly  support  same,  as  per  Sec.  20, 
Ch.  12,  Code  of  Ordinances.’”;  .4  j 

and 

Whereas,  the  building  is  fireproof,  six  and  seven  stone, 
in  height,  approximately  110  ft.  by  60  ft.  in  area;  OCCU*l 
PIED  for  offices,  40  persons  per  story;  there  are  two  win¬ 
dows  in  the  northerly  wall  and  one  in  the  easterly  wall, 
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which  are  within  30  ft.  of  openings  in  adjoining  buildings ; 

and 

Whereas,  appellant  contends  that  the  adjoining  buildings 
are  used  for  offices;  that  the  building  is  only  2  ft.  above 
the  requirements  of  the  building  code  in  one  section  and 
20  ft  in  the  other  section  (as  to  height)  ;  that  there  is  a 
2,500  gallon  tank  connected  to  a  4  in.  standpipe  now  ex¬ 
isting,  and  requests  the  acceptance  of  existing  conditions. 

Resolved,  that  the  orders  of  the  fire  commissioner,  No. 
54416  and  No.  54418,  be  and  they  hereby  are  affirmed,  and 
the  appeal  as  it  relates  to  these  two  orders  be  and  it  hereby 
is  denied;  and  that  the  order  of  the  fire  commissioner,  No. 
54417,  be  and  it  hereby  is  reversed,  and  the  appeal  as  it 
relates  to  this  order  he  and  it  hereby  is  granted. 


143-24-A. 

APPELLANT — Croker  National  tire  Prevention  Engineer - 
mg  Co.,  for  Etagloc  Holding  'Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
'•DEMISES  At  t  EC  1  ED — 72  Beckman  street,  Manhattan 
\PPEARAN  CES — 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS) — As  specified  in  resolution. 

.  HE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  .  6 

Negative:  Fire  Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION: 

|  (343-24-A) 

W  ii  ere  as,  Croker  National  Fire  Prevention  Engineering 
d.,  for  Etagloc  Holding  Co.,  owner,  filed,  March  5,  1924, 
n  appeal,  with  the  board  of  appeals  from  an  order  of  the 
re  commissioner,  affecting  premises  72  Beekman  street, 
fanhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tanu- 
ry  23,  1924,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  *  * 

id 

Whereas,  the  building  is  non- fireproof,  five  stories  in 
fight,  25  ft.  by  105  ft.  (2,600  sq.  ft.)  in  area  at  the 
it  story  and  25  ft.  by  98  ft.  in  area  above.  OCCUPIED : 

>t  story,  stores;  2nd  story,  printers’  supplies,  3  persons, 
d  story,  printing  and  shipping,  6  persons;  4th  story,  pa¬ 
ir  boxes,  24  persons;  5th  story,  paper  boxes,  15  persons, 
id 

Whereas,  appellant  proposes  in  lieu  of  installing  sprinkler 
stem,  to  provide  on  each  of  the  three  upper  stories  a 
•rtable  chemical  fire  extinguisher  on  wheels. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
d  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  work  on  the  paper  box 
inufacturing  be  restricted  to  the  two  upper  stories;  that 
least  two  (2)  approved  metal-covered  cans  for  trade 
iste  and  clippings  shall  be  maintained;  and  that  not  less 
an  six  (6)  2J4  gallon  chemical  fire  extinguishers  shall 
provided  on  three  upper  floors,  four  on  the  3rd  floor 
vd  one  on  each  of  4th  and  5th  floors. 


1-24-A. 

-PPELLAN  f — Mutual  Shellac  &  Paint  Products  Co.,  Inc., 
(  for  Novotone  Products,  Inc.,  lessee. 

OBJECT — Appeal  from  order  of  fire  commissioner. 
REMISES  Al'IECTED — 571-575  Liberty  avenue,  Brook¬ 
lyn. 

APEARANCES— 

For  Appellant:  Abraham  J.  Kramer  and  Charles 
H.  Reiitman. 


Tor  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

BOARD— Appeal  denied. 

THE  VOTE  10  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland,  Kerby  mid  Fire 

Chief  Kenlon  .  7 

Absent  . "  ’ .  Q 

THE  RESOLUTION : 

(131-24-A) 

Whereas,  Mutual  Shellac  &  Paint  Products  Co  Inc 
for  Novotone  Products,  Inc,  lessee,  filed,  January  28,  1924* 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  hre  commissioner,  affecting  premises  571-575  Liberty 
avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No  85037- 
i-L,  dated  January  8,  1924,  reads: 

1.  Section  201-C  prohibits  the  manufacturing,  mix¬ 
ing  or  compounding  of  -paints,  varnishes  or  lacquers 
in  a  building  which  is  occupied  as  a  work  shop  or 
tactory.  Reduce  amount  -of  paints  and  varnishes  stored 
to  an  amount  not  exceeding  20  gallons  ”  • 
and  '  ’ 

Whereas  the  building  is  non-fireproof,  three  stories  in 
height,  40  ft.  by  60  ft.  in  area.  OCCUPIED:  1st  story 
shellac  faotory,  4  persons;  2nd  story,  lithographing,  4  pei- 
sons;  3rd  story,  shirt  waist  factory,  30  persons;  and 

Whereas,  appellant  -contends  occupying  premises  prior  to 
snrt  waist  factory,  and  as  the  building  is  fireproof,  no 
lazard  is  caused  by  appellant’s  occupancy  and  use. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  -it  hereby  is  affirmed,  and  the  appeal  be  and 
it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

284-24-BZ. 

APPLICANT— Walter  B.  Wills,  for  lEllman  &  Rosen 
owners.  ’ 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AITECTE-D — 162-164  Union  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Clifford  Wills. 

For  Opposition :  Thomas  Bernardo,  Orville  J. 
Dodds,  John  Alessandro,  Charles  Lawes  and 
Elisa  Ferraro. 

ACT  ION  OF  BO  ARD — Laid  over  to  May  27,  1924,  at  10 
a.  m. ;  to  submit  plot  plan  showing  relative  position 
of  school. 


76-24-BZ. 


I) — William 


t<jt  rbmcieni 


x-/  UUUUI^ 


Corporation,  owner. 

SUBJECT  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AIFECTED — Northeast  corner  of  Jerome 
avenue  and  Clifford  place,  The  Bronx 
APPEARANCES— 


For  Applicant:  William  F.  Doyle. 

For  Opposition:  Morton  Miller,  C.  Doenecke,  Sieg¬ 
fried  Marcuse,  Edward  J.  Walsh,  Morris  Har¬ 
rison  and  others. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at  10 
a.  m.,  for  inspection  and  report  by  committee  of 
board. 
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282-24-jBZ 

APPLICANT— Harry  Lederer,  lessee;  G.  Norton,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  partly  into  an  unrestricted  district  the  change 
of  occupancy  from  an  automobile  salesroom  to  a 
garage  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED!— South  side  of  Mermaid  avenue, 
115  ft.  east  of  Beach  36th  street,  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4  in.  west  of 
Beach  35th  street,  Edgemere,  Queens. 

APPEARANCES— 

For  Applicant :  R.  C.  Norton. 

For  Opposition :  None. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1924,  at 
10  a.  m. ;  to  amend  to  7-g. 


565-23-BZ.  ^  , 

APPLICANT— John  J.  McCooey,  Jr.,  for  John  Tedesco, 
owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 488-494  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  laid  over  to 
June  10,  1924,  at  10  a.  m. 


511-23-BZ. 

APPLICANT — John  Ingwersen,  for  James  F.  Maloney, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
change  of  occupancy  of  first  story  from  residence 
to  business  use. 

PREMISES  AFFECTED — 111  68th  street,  Brooklyn. 

APP'EARANICES— None. 

ACTION  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Application  withdrawn!. 

THE  VOTE  TO  WI TH DRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon .  1 


1005-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  John  E.  Warner, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED1 — 505-507  Evergreen  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  'Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 

Negative  .  0 

Absent:  Fire  'Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1005-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  John  E.  Warner,  owner, 
filed,  August  13,  1923,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  extension 
of  an  existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  505-507  Evergreen  avenue, 
Borough  of  Brooklyn ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  die  build¬ 
ing  zone  resolution  show  that  Evergreen  avenue  is  a  busi¬ 
ness  district  and  Putnam  avenue  is  a  residence  district; 

and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  7,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  12985-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  2,  Section  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.  ; 

and 

Whereas,  the  existing  building  is  of  non-fireproot  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  25  ft.  and 
a  depth  of  92  ft. ;  occupied  as  a  stable ;  it  is  proposed  to 
extend  the  building  so  as  to  cover  an  area  50  ft.  by  92 
ft.,  the  entire  structure  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  intei- 
secting  streets  on  July  28,  1916,  a  stable  for  more  than  five 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
limited  to  a  one-story  structure,  to  be  constructed,  both  as 
to  material  and  design,  in  accordance  with  the  existing 
structure;  that  there  shall  be  one  vehicular  entrance  for 
the  entire  garage  as  extended ;  that  the  front  elevation  on 
Putnam  avenue  be  finished  in  face  brick,  with  architectural 
terra  cotta  or  stone  trimmings;  that  the  window  sills  be 
at  least  five  feet  above  the  grade;  that  there  be  but  one 
emergency  exit  at  the  extreme  rear  on  the  Putnam  avenue 
front,  restricted  to  an  opening  not  exceeding  3  feet  8  in¬ 
ches  in  width ;  that  any  gasoline  storage  equipment  installed 
shall  be  located  at  the  main  opening  on  the  Evergreen  ave¬ 
nue  front;  and  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  nine  months  and 
the  work  completed  within  eighteen  months  from  the  date 
of  tins  action. 


53-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Queensboro  Investing 
Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles.  ?  | 

PREMISES  AFFECT ED< — Northwest  corner  of  RooseveU 
avenue  and  21st  street,  Elmhurst,  Queens. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle  and  Mr.  Tallman. 
For  Opposition:  George  Gillen  and  George  E.  Hill. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  J  > 

Affirmative:  Messrs.  Boulton,  Holland  and  Kerby  3 
Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Connell  and  Fire  Chief  Kenlon .  4 

Absent  .  ® 

THE  RESOLUTION: 

(53-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Queensboro  Investing 
Go.,  owner,  filed,  January  15,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles;  premises  north¬ 
west  corner  Roosevelt  avenue  and  21st  street,  Elmhurst, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  a  busi¬ 
ness  district  and  20th  street  and  21st  street  are  residence 

districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  20,  1923,  reads: 

1.  The  erection  within  a  business  district  of  a  ga¬ 
rage  for  more  tliau  5  cars  would  be  contrary  to  Article 
2,  Section  4  of  the  Zone  Law.” ; 

and 

W  hereas,  the  proposed  building  is  to  be  of  non- fireproof 
construction,  one  story  in  height,  with  a  frontage  of  200 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
YVhereas,  there  was  opposition  to  the  granting  of  tins 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


139-24-BZ. 

APPLICANT  Henry  J.  Nurick,  for  Louis  Bergstein, 

owner. 

iSUBJECl-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  ci 
more  than  five  (5)  motor  vehicles. 

PREMISES  API  EC  TED — 988-096  Central  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Hoyle. 

For  Opposition:  Charles  H.  Haubert,  Miss  M. 
Senelrath,  George  Carmody,  Paul  J.  Krietsch, 
.  George  Hartenstein,  Leonard  Linds, trom,  Rob¬ 
ert  E.  Fausel,  Emma  H.  Miller,  Jessie  L.  Cook 
and  Mrs.  A.  Schlak. 

GF  BOARQ— Application  granted  on  condition. 
EUNLiilONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  . ’  5 

Negative:  Mr.  Connell  . ’’  2 

Absent:  Fire  Chief  Kenlon  _ 

THE  RESOLUTION :  . 

(139-24-BZ) 

Whereas,  Henry  J.  Nurick,  for  Louis  Bergstein,  owner, 
nled,  January  29,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  ol  more 
than  five  motor  vehicles;  premises  688-696  Central  avenue 
Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Central  avenue  is  a  business 
district  and  Moffat  street  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  18,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  753-24,  reads: 

Proposed  one  story  public  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to  Art. 

2  and  4A  of  the  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  noil-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  that,  owing  to  the  prox- 
imity  of  the  unrestrioted  district  and  the  garage  immediately 
adjoining  these  premises,  that  there  would  be  undue  hard¬ 
ship  in  preventing  applicant  from  developing  his  property 
as  proposed. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
out  lotion  in  the  application  of  the  use  district  regulations 
of  the  building-  zone  resolution,  and  that  the  application  be 
and  ift  hereby  is  granted  on  condition  that  the  building  be 
limited  to  a  one-story  structure  above  grade;  that  the  front 
elevations  on  Central  avenue  and  Moffat  street  be  finished 
in  light  buff  front  brick  with  architectural  terra  cotta  or 
stone  trimmings;  that  there  sliall  be  no  door  opening  on 
Moffat  street  other  than  an  emergency  exit  not  exceeding 
3  ft.  8  in.  in  width ;  that  the  sills  of  windows  installed 
on  the  Moffat  street  side  of  the  building  sliall  be  at  lease 
6  ft.  above  the  sidewalk  grade;  that  the  southerly  gable 
wall  shall  be  finished  and  laid  up  in  light  colored  brick 
and  shall  be  unpierced  throughout  its  entire  height  and 
length;  that  any  skylight  installed  shall  be  within  25  ft. 
of  the  southerly  gable  wall ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  erected  within  eighteen  months  from  the 
date  of  this  action. 

191-24-BZ. 

APPLICANT — John  De  Hart,  applicant,  on  behalf  of 
T  Lomas  A.  McCarthy  and  John  A.  Donovan, 
owners. 

SUBJECT  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 618-628  73rd  street,  Brooklyn 
APPEARANCES—  y  ' 

For  Applicant:  John  De  Hart. 

For  Opposition:  Aaron  Bearman,  Daniel  Nagle, 
Louis  Eckerman,  Timothy  J.  Ryan,  John  s’ 

•  Jansen,  Nicola  J.  Debs,  Mrs.  Wm.  Peter,  Mrs. 
A.  Knauer,  Mrs.  J.  Elfstrom,  Mrs.  K.  Fred- 
encsor  and  Miss  R.  Fanteria.  • 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Absent:  Fire  Chief  Kenton  .  1 

THE  RESOLUTION: 

(191-24-BZ) 

Whereas,  John  De  Hart,  for  Thomas  McCarthy  and 
John  Donovan,  owners,  filed,  February  7,  1924,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a 
residence  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles , 
premises  618-628  73rd  street,  Brooklyn);  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  73rd  street,  74th  street  and 
Sixth  avenue  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  24,  1924,  reads: 

‘‘Proposed  one  story  brick  garage  for  more  than  five 
motor  vehicles  in  a  residence  district  is  contrary  to 
Art.  2,  Section  3  of  the  Zoning  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  106.3  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners, 
and  applicant  failed  to  establish  the  basis  of  his  application’ 
under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 
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193-24-BZ. 

APPtLI CANT— John  De  Hart,  for  Mary  Gilman,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES— 748-754  Southern  boulevard,  The  Bronx. 

APPEARANCES — 

For  Applicant:  John  De  Hart  and  Monroe  Gold- 
water. 

For  Opposition:  None. 

ACTION  OF  BOARDl— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(193-24-BZ) 

Whereas,  John  De  Hart,  for  Mary  Gilman,  owner,  filed 
February  7,  1924,  ait  application,  under  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles;  premises 
748-754  Southern  boulevard,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Alay  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  boulevard  is  a  busi¬ 
ness  district,  Whitlock  avenue  is  an  unrestricted  district 
and  East  156th  street  is  partly  unrestricted  and  partly  busi¬ 
ness  ;  and  . 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  29,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  206-24,  reads:  ... 

“Erection  of  proposed  garage  in  unrestricted  district 
extending  into  a  business  distriot  for  more  than  five 
(5)  motor  vehicles  is  contrary  to  provisions  of  Build¬ 
ing  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  200 
ft.  and  <a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  Southern 
boulevard  front  of  the  building  be  maintained  as  stores  or 
show  rooms,  with  plate  glass  windows,  for  a  depth  of  not 
less  than  twenty  (20)  feet,  separated  from  the  garage  area 
by  unpierced  brick  walls;  that  the  front  elevations  on  the 
three  streets  shall  be  finished  in  face  brick,  with  archi¬ 
tectural  terra  ootta  or  stone  trimmings ;  that  there  shall 
be  no  vehicular  entrance  on  East  156th  street  within  75 
ft.  of  the  Southern  boulevard  corner ;  and  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within  eiglv 
teen  months  from  the  date  of  this  action. 


272-24-BZ. 

APPLICANT — John  Sloan,  for  Parlex  Holding  Corp., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  two-times  height  district 
the  erection  of  the  street  walls  of  a  building  with¬ 


out  a  setback  to  a  height  in  excess  of  that  set  b> 
the  building  zone  resolution. 

PREMISES  AFFECTED— 489  Fourth  avenue,  120  East 
33rd  street,  210  Lexington  avenue  and  121  East 
32nd  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  John  Sloan. 

For  Opposition:  Edward  P.  Doyle  and  E.  A.  Tread¬ 
well.  Opposition  witlidrawn. 

ACTION  OF  BOARD)— Application  granted  on  condition. 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(272-24-BZ) 

Whereas,  John  Sloan,  for  Parlex  Holding  Corp.,  owner, 
filed,  February  20,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  two  (2)  times  height  dis> 
triot  the  erection  of  the  street  walls  of  a  building  without 
a  setback  to  a  height  in  excess  of  that  set  by  the  building 
zone  resolution ;  premises  489  Fourth  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121  East  32nd  street, 
Borough  of  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924, 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
o  f  Standards  and  Appeals ;  and 

Whereas,  the  height  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in  a 
two-times  height  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  18,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  91-24,  reads : 

T.  The  height  of  the  Lexington  Ave.  front  and  the 
height  of  the  32nd  and  33rd  St.  fronts  exceeds  the 
height  limits  allowed  by  the  Building  Zone  Resolution' — 
Art.  3,  Sect.  8”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  37  stories  in  height,  with  a  frontage  of  197)^  ft. 
and  a  depth  of  425  ft. ;  there  will  be  projections  on  the 
Lexington  avenue  front  beyond  the  zoning  plane  in  the  22nd 
and  27th  stories  and  projections  beyond  the  zoning  plane 
in  the  32nd  and  33rd  street  fronts  at  the  10th  and  22nd 
stories ;  and 

Whereas,  applicant  contends  that  the  spirit  of  the  law 
is  being  complied  with  in  that  be  is  maintaining  his  street 
wall  on  Park  avenue  at  a  height  of  132  ft.  6  in.  instead 
of  200  ft.,  as  permitted,  actually  giving  up  150,000  sq.  ft. 
of  floor  space  in  order  to  carry  out  the  architectural  design ; 
and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  completing  the  build¬ 
ing  in  accordance  with  the  harmonious  architectural  design 
submitted,  the  spirit  of  the  law  being  more  fully  carried 
out  than  a  strict  compliance  with  the  law  would  permit. 

,  Resolved,  that  the  board  od  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  nec¬ 
essary  for  tlie  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  work  prosecuted  to  completion 
with  all  possible  diligence,  and  that  the  structure  comply 
with  the  regulations  of  the  building  zone  resolution  in  all 
other  respects. 

151-24-BZ. 

APPLICANT — John  Josinsky,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  al- 


734 


MINUTES 


teration  and  extension  of  the  store  on  tlx;  first 
story  of  an  existing  building. 
j^REMISESUAFFECTED — 10  Woodhill  avenue,  Bayside, 

APPEARANCES— 

For  Applicant:  Charles  J.  Meisel  and  John  Jo- 
smsky. 

For  Opposition:  None. 

ACTION  OF  BOARD-Application  denied,  reconsidered 
and  then  granted  on  condition. 

CONDI  I  LON S — As  specified  in  resolu  tion 
THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  ICerby 
Negative :  Chairman  Walsh,  Messrs.  Connell 
Holland  and  Fire  Chief  Kenlon 
Absent  .  . 


APPEARANCES— None. 

ACTION  01-  BOARD— Chair  man  read  request  for  ap¬ 
proval.  Return  drawings  approved  as  being  in  com- 
,  J?™ce  w,th  conditions  of  resolution. 

I  HE  VOTE  TO  APPROVE  RETURN  DRAWINGS— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . ..." 

Absent  . 


3  260-24-BZ. 


THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon 


4  NIT°lm De  Hart’  for  Sob€l  Bros->  lessees. 

0  '  1  I— Application  (re:  decision  of  superintendent  of 

buildings)  to  permit  in  a  residence  district  the  in¬ 
stallation  and  maintenance  of  a  gas  selling  station 
also  for  parking  space  for  more  than  five  (5)  mo-’ 
tor  vehicles. 

?  PRE'MISES  AFFECTED— 315-319  West  133rd  street  Man 

0  hattan. 

0  APPEARANCES— 

For  Applicant :  John  De  Hart. 

For  Opposition :  None. 

ACTION  0!  BOARD — Return  drawings  approved  as  be¬ 
ing  in  substantial  compliance  with  resolution. 


Chief  Kenlon  .  7  THE  VOTE  TO.  APPROVE  RETURN  DRAWINGS— 

JNegative  .  0  Affirmative:  Messrs.  Beattv.  Boulton.  Connell 


.  Beatty,  Boulton,  Connell, 

Holland,  Kerby  and  Fire  Chief  Kenlon  . .  b 

Negative:  Chairman  Walsh  .  j 

Absent  .  .  0 


Absent 

THE  RESOLUTION:  . .  - . 

1  (151-24-BZ) 

Whereas,  John  Josinsky,  owner,  filed,  January  30  1924 

an  application  under  the  building  zone  resolution,  to  per-  rnn  „„  - 

mit  in  a  residence  district  the  alteration  and  extension  of  o09-24-BZ- 

!nnrt0rfi -?.n  1St  stoJT  ?  an  listing  building;  premises  APPLICANT — Samuel  Rabinowitz,  owner. 

°Wt°0<  11  avcnute-  B  ay  side,  Borough  of  Queens;  and  SUBJECT— Application  (re:  decision  of  superintendent  of 

u  a  public  hearing  was  held  on  this  application  buildings)  to  permit  in  a  residence  district  the 

-  the  board  of  appeals,  at  its  regular  meeting,  May  20,  1924,  maintenance  of  a  gasoline  station 

a  ter  due  notice  by  publication  in  the  Bulletin  of  the  Board  PREMISES  AFFECTED— 2219  White  Plains  road  The 
of  Standards  and  Appeals ;  and  Bronx.  ’ 

.  Whereas,  the  use  district  maps  accompanying  the  build-  APPEARANCES— None. 

mg  zone  resolution  show  that  Woodhill  avenue,  Bradford  ACTION  OF  BOARD-Application  withdrawn 

p!ace  and  Hurd  avenue  are  residence  districts;  and  THE  VOTE  TO  WITHDRAW— 

hereas,  the  decision  of  the  superintendent  Of  build-  Affirmative:  Chairman  Walsh,  Messrs  Beattv 

mgs,  rendered  January  2,  1924,  reads:  Boulton,  Connell,  Kerby  and  Fhe  Chief 

Objection  No.  2  not  removed.  Store  cannot  be  ex-  Kenlon  .  a 

tended  within  a  residence  district.”;  Negative  . .  0 

ai\,r  ...  Absent :  Mr.  Holland .  l 

Whereas,  the  existing  building  is  frame,  two  stories  in  . . 

height,  about  30  ft.  by  35  ft.  in  area;  occupied  as  a  store 

and  dwelling;  a  one-story  frame  extension,  approximately  394-24-BZ. 

t  I-17  •  been  constructed.  It  is  now  proposed  AFPLICANT-John  De  Hart,  for  David  Bradspis,  owner. 

.  this  extension  as  an  addition  to  the  existing  store,  SUBJECT— Request  to  accept— Application  (re :  decision  of 
,i  ,  .  .  superintendent  of  buildings)  to  permit  in  a  busi- 

REA,S'  the  premises  are  located  in  an  undeveloped  ness  district  the  alteration  and  extension  of  an 

‘  t  fhere  existed  a  store  on  these  premises  previ-  existing  garage  for  the  storage  of  more  than  five 

ous  to  July  25,  1916.  (5)  motor  vehicles. 

solved,  that  the  board  of  appeals  does  hereby  make  a  PREMISES  AFFECTED1 — 1051  Lafayette  avenue  The 
To  ?  ?-tbe  aI>I),1oation  of  the  use  district  regulations  Bronx, 

a  v  r111,1  nff.zone  ^solution,  aiKl  that  the  application  be  APPEARANCES— 

lt,herel>y  1S  granted,  ior  a  temporary  period  of  two  For  Applicant:  John  De  Hart. 

'  ears  irom  the  date  of  this  action,  on  condition  that  the  For  Opposition :  None 

>1 ZTotZj  ‘°  ,hc  E°odh5  alem,e.  f 1“*!  ACTION  OF  BOARD — rRequest  to  accept  application  de- 

THE  VOTE  TO  ACCEPT  NEW  APPLICATION— 

Affirmative:  Mr.  Kerby  and  Fire  Chief  Kenlon. .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland  . ’  5 

Absent  .  0 


f.  the  property,  and  that  the  necessary  permits  lie  obtained 
•vithin  six  months  of  the  date  of  this  action. 

16-24-BZ. 

— The  New  York  Edison  Company,  owner. 

JU10JECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  building  for  use  as  an 
electric  transforming  station. 

REMISES  AFFECTED— 27  West  47th  street  and  32-34  AFPLICANT-John  De  Hart,  for  Knickerbocker  Ice  Co 
west  48th  street,  Manhattan.  owner. 


363-23-BZ. 
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SUBJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECT ED—452-460  West  167th  street,  Man- 
hat  tan. 

APPEARANCES— 

For  Applicant :  John  De  Hart. 

For  Opposition:  None. 

ACTION  OF  BOARD— Request  to  reopen  application  de¬ 
nied. 


THE  VOTE  TO  REOPEN^— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby  and 

Fire  Chief  Kenlon  .  4 

Negative:  Chairman  Walsh,  Messrs.  Connell  and 

Holland  .  3 

Absent  .  0 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF 

SPECIAL  MEETING. 

TUESDAY  .AFTERNOON,  MAY  20,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1170-23-A. 

APPELLANT— Joaquin  de  la  Roza,  owner. 
SUBJECT— Appeal  from  decision  of  fire'  department. 
PREMISES  AFFECTED— 2814  Avenue  N,  Brooklyn. 
APPEARANCES— 

For  Appellant :  T.  L.  White. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  representative  of  attorney 
for  appellant. 


1317-23- A.  . 

APPELLANT— Lourose  Realty  Corp.,  for  Herman  Luwish, 

owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— Northeast  corner  St.  Johns 
place  and  Buffalo  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  David  Kugel  and  Newton  G. 
Avrutis. 

ACTION  OF  BOARD— Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


224-21-A. 

APPELLANT— William  F.  Doyle,  for  Bennett  Ranter, 
owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 307-311  East  115th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD— Amendment  of  original  resolution 
granted  on  condition. 

CONDITIONS — As  specified  in  resolution 
THE  VOTE)- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  .  9 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(224-21-A) 

Whereas,  Julius  Eckman,  for  Bennett  Kanter,  owner, 
filed,  March  10,  1921,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  307-11  East  115th  street,  Manhattan;  and 


APPEALS 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  9,  1921,  in  acting  on  Alt.  App.  No.  3336-20, 
reads :  I 

“This  amendment  is  disapproved  with  the  following 
additional  objection,  due  to  amendment: 

“3.  Conversion  of  stable  into  a  garage  with  struc¬ 
tural  alteration  is  unlawful  in  a  business  district.  Sec¬ 
tion  6,  Building  Zone  Resolution.” ; 
and  ] 

Whereas,  an  application  was  filed  in  the  bureau  of  build¬ 
ings  to  permit  the  conversion  of  an  existing  three-story  non- 
fireproof  stable  and  junk  shop,  75  ft.  by  95  ft.  in  area,  into 
a  garage  for  more  than  five  motor  vehicles  by  fire  retarding 
the  floors  and  ceilings,  enclosing  sitairway  in  partitions 
of  fire  retarding  material  and  erecting  a  new  elevator  shaft 
and  relocating  elevator,  the  premises  being  located  in  a  busi¬ 
ness  district  under  the  building  zone  resolution;  and 
Whereas,  appellant  contends  that  the  reconstruction  ot 
this  building  will  be  less  than  50  per  cent  of  the  value  of 
the  building,  and  that  lie  will  remove  old  elevator  and  shaft, 
and  that  the  request  for  approval  is  made  under  section  6 
and  seotion  20  of  the  building  zone  resolution;  and 
Whereas,  at  the  meeting  held  by  the  board  on  April  5, 
1921,  it  was 

“Resolved,  that  the  decision  of  the  Superintendent  ot 
Buildings  be  and  it  hereby  is  reversed,  and  the  appeal 
be  and  it  hereby  is  granted,”; 
and  the  owner  through  his  representative,  William  F.  Doyle 
requested  a  reopening  and  modification  of  the  conditions 
so  as  to  permit  removing  the  portion  of  the  brick  walls  that 
still  remain  in  place,  acting  as  piers,  and  to  replace  them 
with  steel  columns,  and  also  to  permit  the  removal  of 
wooden  girders  and  columns,  replacing  same  with  steel  gir¬ 
ders  and  columns,  thus  affording  more  safety  to  occupants 
and  a  better  means  of  handling  cars  within  the  building. 

Resolution  amended  permitting  the  substitution  of  steel 
frame  and  supports  for  existing  brick  piers,  etc.;  alsc 
permitting  removal  of  wooden  girders  and  columns  and  re¬ 
placing  same  with  steel  girders  and  columns,  on  condition 
that  the  necessary  permits  shall  be  obtained  within  sixty 
days  and  the  alteration  shall  be  completed  within  six  months 
from  the  date  of  this  action;  and  that  the  conditions  of 
the  original  resolution  otherwise  shall  be  complied  with  ir 
all  respects. 


714-23-A. 

APPELLANT — Stephen  Ligotz,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 203  West  62nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Frederick  Durgan. 

For  Administration  :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


MINUTES 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

negative  .  0 

Absent :  Fire  Chief  Kenlon  . .’. ’.  ’.  ’ '  ‘ '  ’  *  ‘  ‘ '  *  1 

THE  RESOLUTION: 

(714-23-A) 

1  Whereas,  Stephen  Li  got  z,  for  Louis  Guttenberg,  owner, 
nled,  June  > ,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  lire  commissioner,  affecting  premises 
203  West  62nd  street,  Manhattan;  and 

W  hereas,  the  order  of  the  lire  commissioner,  dated  May 
18,  1923,  reads : 

“1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises.” ; 

and 

Whereas,  the  building  is  non-fi reproof,  one  story  in 
height,  25  f,t.  by  100  ft.  in  area;  OCCUPIED  as  a  motoi 
vehicle  repair  shop;  and 

Whereas,  this  appeal  was  dismissed  by  the  board  at  its 
meeting  December  26,  1923,  for  lack  of  prosecution,  and 
appellant  lequcsted  a  reopening  of  the  case,  which  request 
was  granted  by  the  hoard,  April  5,  1924;  and 
Whereas,  appellant  has  submitted  a  letter  from  the  com 
imssioner  of  licenses  of  the  City  of  New  York  that 
the  premises  was  licensed  as  a  junk  shop  from  October 
29,  1915,  to  October  31,  1921,  and  appellant  contends  that 
there  has  been  no  structural  alterations  and  that,  under 
the  provisions  of  section  6,  he  should  be  permitted  to 
maintain  a  motor  vehicle  repair  shop,  the  premises  being 
located  in  a  business  district. 

Resolved,  tiliat  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  windows  in  rear  and 
gable  walls  shall  be  equipped  with  fireproof  frames  and 
sash  and  glazed  with  wire  glass;  that  all  interior  parti’ 
tions  and  the  ceiling  shall  be  fire  retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals- 
that  the  heating  room  and  forge  room  shall  be  enclosed 
in  fireproof  partitions  of  terra  cotta  blocks;  and  that  any 
opemngs  from  boiler  room  shall  be  protected  with  self- 
closing  fireproof  door. 


OCCUI>tJm)1St,S»t°7  ^  100  ft  by  45  ft  in  area  above. 

ULCUII  I  ED  1st  story,  store;  2nd  story,  dwelling  for  two 
,1  corner  building;  and  1st  story,  store  and 

dwelling;  2nd  story,  dwelling  in  the  interior  buildings, 

Whereas,  appellant  contends  that  on  July  10  1923  An- 
pica  tions  12536  and  12537  were  filed  in  the  bureau  of  build- 
l  tgs  to  permit  the  erection  of  these  five  buildings  and  that 
on  November  30,  1923,  these  plans  were  amended  and  ap¬ 
proved;  that  on  January  4,  1924,  a  request  was  made  for 

nlan  liPHdi  C°PT  °f  ?PI)roved  PIans  and  clerk  stated  the 
mis  had  been  lost;  that  on  January  7,  1924,  new  duplicate 

Gmh  ed  '0U  tbat  day  was  stated  that  the 
permit  would  not  be  granted  because  the  district  had  been 

cianged  from  a  business  to  a  residence  district;  and 
Whereas,  appellant  further  contends  that  the  resolution 
the  board  of  estimate  changing  the  district  was  not 
adopted  until  January  14,  1924. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
mgs  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and 
it  hereby  is  dented. 


283-24-A. 

APPELLANT— .Carter,  Ledyard  &  Milburn  and  John  P. 
QTT  for  Charles  H.  Ditson,  owner. 

i>U  BJ  LCT— Appeal  from  decision  of  superintendent  of 
buildings. 

mWISES  AFFECTED — 18-22  East  38th  street,  Manhat- 

APPEARANCES— 

For  Appellant:  John  P.  Fox. 

I- or  Administration:  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

~  BOARD  Appeal  withdrawn,  without  preju- 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerbv  ’  P 
Negative  . 

Absent:  Fire  Chief  Kenton*. .' !  . i 


300-24- A. 

De  Hart’  for  Ike  Frankel,  owner, 
o  U  £> j  CC  1  —Appeal  from  decision  of  superintendent  of 
buildings. 

j  PREMISES  AFFECTED— 6314-6324  Bay  parkway 

Brooklyn. 

APPEARANCES— 

For  Appellant:  John  De  Hart. 

AC1  ION  Ob  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Connell 

and  Holland  .  3 

Absent :  Fire  Chief  Kenlon . 1 

THE  RESOLUTION: 

4  (300-24-A) 

Whereas,  John  De  Hart,  for  Ike  Frankel,  owner,  filed, 
February  26,  1924,  an  appeal,  with  -the  board  of  appeals, 
trom  a  decision  of  the  superintendent  of  buildings,  affecting 
mdmiSeS  6314‘6324  Bay  Parkway,  Borough  of  Brooklyn; 

I.  WHEREAS,  the  decision  of  the  superintendent  of  build¬ 
ups,  dated  January  9,  1924,  reads: 

.  “The  plan  is  disapproved  with  the  following  objec¬ 
tions  : 

“Business  occupancy  in  a  residence  district  contrary 
to  zoning  resolution.”; 

tnd 

Whereas,  the  premises  consist  of  five  buildings,  each 
ion- fireproof,  two  stories  in  height,  100  ft.  by  80  ft.  in 


749_22-A 

APPELLANT— William  F.  Doyle,  for  Williamsburg  Ice 
Company,  owner. 

SUBJECT— Application  to  reopen— appeal  from  orders  of 
hre  commissioner. 

PREMISES  AFFECTED-  258-262  Maujer  street,  Brook- 

APPEARANCES— 

For  Appellant:  William  ,F.  Doyle. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD-  Modification  of  original  resolution 
granted  on  condition. 

7££T7PIlONS-As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs  Beatty 
Boulton,  ‘Connell,  Holland  and  Kerby  ..  "  q 

Negative  . 

Absent :  Fire  Chief  Kenlon  . .  1 

THE  RESOLUTION: 

(749-22- A) 

Whereas,  Charles  Schaefer,  Jr.,  for  The  Williamsburg 
Ice  Company,  owner  filed,  May  26,  1922,  an  appeal,  with 
the  -board  of  appeals  from  orders  of  the  fire  commissioner 
affecting  premises  258-262  Maujer  street,  Brooklyn-  and  ’ 
W  hereas,  the  orders  of  the  fire  commissioner  read  • 

“No.  34134-F : 

“1.  Provide  a  separate  -and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  buildimr  *  *  * 

“No.  34135-F : 

.  <<L.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open- 
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ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft 
above  a  neighboring  roof  at  south  side  of  Nos.  258-60 
building,  or  other  approved  protection,  as  per  sec.  375, 
article  18,  chapter  5  of  the  Code  of  Ord.”; 

and 

Whereas,  the  building  is  partly  fireproof  and  partly  noil- 
fireproof,  four  stories  in  height,  145  it.  6  in.  by  00  ft.  in 
area;  OCCUPIED  as  a  wood  working  factory,  7  persons 

per  story;  and  . 

Whereas,  appellant  contends  that  the  window  openings 
in  the  east  wall  are  of  kalamein  frame  and  sash,  glazed 
with  wire  glass ;  and 

Whereas,  at  the  meeting  held  by  the  board  on  July  18, 

1922,  it  was  .  . 

“Resolved,  that  the  order  of  the  Fire  Commissioner 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  as  to  Order  34134-F,  on  condition 
that  the  westerly  section  (nonfireproof  portion)  of  the 
building  be  equipped  with  an  approved  automatic 
sprinkler  system ;  and  on  further  condition  that  all  open¬ 
ings  in  the  westerly  gable  wall  not  now  fireproof  be 
equipped  with  fireproof  frames  and  sash;  and  that 
the  order  of  the  Fire  Commissioner,  No.  34135-F,  be 
affirmed  and  that  the  appeal  as  to  this  order  be  and 
it  hereby  is  denied.”;  . 

and  the  owner,  through  his  representative,  William  t. 
Doyle,  requested  a  reopening  and  modification  of  the  con¬ 
ditions  so  as  to  provide,  in  lieu  of  a  wet  automatic  sprinklei 
system  in  the  westerly  section  of  the  building,  a  non-auto¬ 
matic  sprinkler  equipment  with  a  Siamese  connection  at 
the  'front  of  the  building  and  an  automatic  thermostatic 
fire  alarm  connection  directly  to  fire  department  headquar¬ 
ters.  „  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  as  to  Order  No.  34134-F 
be  and  it  hereby  is  granted  permitting  a  non-automatic 
sprinkler  system  in  the  westerly  (non-fireproof  )  section  of 
building,  with  Siamese  connection,  at  street  front  of  building, 
on  condition  that  a  thermostatic  fire  alarm  system  be  pro¬ 
vided  throughout  the  building,  with  communication  to  head¬ 
quarters  and  that  the  conditions  in  original  resolution  other¬ 
wise  shall  be  complied  with  in  all  respects. 


443-24-A. 

APPELLANT— 'Graff  Engineering  Corp.,  for  Hilo  Varnish 
Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1  'Gerry  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  W.  M.  Graff. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  in  part  and  denied 
in  part. 

THE  VOTE — • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  -  6 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon  . . .  1 

THE  RESOLUTION: 

(443-24-A) 

Whereas,  Graff  Engineering  Company,  for  Hilo  Varnish 
Corporation,  owner,  filed,  March  27,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner  affecting  premises  No.  1  Gerry  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 
March  24,  1924,  reads : 

“2.  Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“3.  Oil  conveying  pipe  must  not  be  less  than  */  in. 
in  diameter. 


.  I 

"4.  All  requirements  of  the  Labor  Law  in  regard  to 
exit  conditions  in  a  factory  building  must  be  com¬ 
plied  with.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 

24  ft.  by  18  ft.  in  area;  OCCUPIED  for  the  manufacturing 
of  varnish;  and 

Whereas,  appellant  contends  that  the  burner  installed  is 
the  Anthony  Nebulyte  Burner  of  the  mechanical  domestic 
air  insulating  type ;  that  the  oil  orifice  is  fixed  in  size,  that 
the  only  pipe  less  than  l/z  in.  in  diameter  is  a  piece  about 
4  ft.  long  on  each  of  four  burners  located  between  the  oil 
regulating  valve  and  the  burner ;  that  it  is  of  the  greatest 
importance  that  there  should  be  the  smallest  possible  volume 
of  oil  between  the  oil  regulating  valve  and  the  burner,  and 
that  'they  use  in.  extra  heavy  steel  pipe  for  the  purpose; 
the  internal  transverse  area  of  in.  is  .141  sq.  in.  com¬ 
pared  with  .304  sq.  in.  for  in.  standard  pipe,  and  that 
the  in.  pipe  is  43  per  cent  stronger  than  the  standard 
Yz  in.;  and  relative  to  objection  No.  4,  these  objections 
refer  to  the  main  buildings  and  not  to  the  small  building 
in  which  the  varnish  kettles  are  located,  and  requests  a  tem¬ 
porary  permit  for  90  days  pending  the  adjustment  of  the 
matter  with  the  fire  commissioner ;  and 

Whereas,  the  board  deemed  that  no  action  could  be  taken 
on  Item  4,  in  that  the  requirements  were  not  specifically 
stated  and  in  that  the  matter  should  be  presented  to  the 
board  of  standards  and  appeals. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  as  it  relates  to  Items  2  and  3, 
and  the  appeal  as  to  these  items  be  and  it  hereby  is  granted 
in  that  the  oil-conveying  pipe  is  an  integral  part  of  burner; 
and  the  decision  of  the  fire  commissioner,  as  it  relates 
to  Item  4,  be  and  it  hereby  is  affirmed,  and  the  appeal  as 
to  this  item  be  and  it  hereby  is  dismissed. 

33-22-A. 

APPELLANT — Louis  E.  Felix. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  E.  Felix. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD; — Former  action  of  board  in  re¬ 
opening  this  case,  on  April  15,  1924,  rescinded. 

THE  VOTE  TO  RESCIND— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  'Chief 


Kenlon  .  6 

Negative  . - .  0 

Absent :  Mr.  Kerby  .  1 


752-20- A. 

APPELLANT — Frank  J.  Sohefcik,  architect,  for  Ches- 
holm  Realty  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 141-145  Wooster  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Louis  E.  Felix. 

For  Administration:  Inspector  Maher  of  fite  de¬ 
partment. 

ACTION  OF  BOARD' — 'Case  reopened.  Appeal  denied. 
THE  VOTE  TO  REOPEN)—! 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  . 1 
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THE  VOTE  TO  GRANT  APPEAD- 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kerby .  1 

THE  RESOLUTION : 

(752-20-A) 

Whereas,  Frank  J.  Schefcik,  architect,  for  Chesholm 

Realty  Co.,  owner,  filed,  November  24,  1920,  an  appeal, 

with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  141-145  Wooster  street,  Man¬ 
hattan  ;  and 

i  W  hereas,  the  order  of  the  fire  commissioner,  No.  12963-F, 

reads : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply  arranged  and  equipped  as  pro¬ 
vided  an  the  rules  for  fire  extinguishing  appliances, 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1917,  as  amended  May  2,  1918,  and  January  21, 
1919,  effective  February  17,  1919.”; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
75  ft.  by  92  ft.  in  area.  OCCUPIED  :  In  the  cellar,  stor¬ 
age,  2  persons;  1st  and  2nd  stories,  paper  box  factory,  15 
persons;  3rd  story,  knitting  mill,  15  persons;  4th  story, 
knitting  mill,  20  persons;  5th  story,  knitting  mill,  50  per¬ 
sons;  6th  story,  knitting  mill,  25  persons;  7th  story,  clothing 
manufacturing,  35  persons;  8th  story,  toy  manufacturing, 
30  persons;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  fireproof  partitions  with  fire  doors  at  the  openings,  an 
exterior  iron  stairway  at  the  rear  extending  from  the  2nd 
story  to  the  roof,  additional  stairs  to  yard  and  fire  win¬ 
dows  and  doors  along  the  course  of  stairway,  a  fire  escape 
at  the  front  of  the  building  from  2nd  story  to  8th  story 
with  platform  and  ladder  to  roof  and  drop  ladder  to  street, 
the  building  being  equipped  with  a  fire  alarm  system;  and 
Whereas,  an  inspector  of  the  bureau  of  fire  prevention 
reported  to  the  board  that  conditions  were  hazardous ;  and 
Whereas,  at  the  meeting  held  by  the  board  on  January 
18,  1921,  it  was 

“Resolved,  'that  the  order  of  the  fire  commissioner 
be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied.”; 

and  the  owner,  through  his  representative,  Louis  E.  Felix, 
requested  a  reopening  of  this  case,  which  was  granted  by 
vote  of  the  board,  and  contends  that  the  hazardous  occu¬ 
pancies  (woolen  knitting  mills)  existing  at  the  time  of 
hearing  have  vacated ;  the  present  occupancy  is  as  follows : 
1st  story,  storage  of  baled  paper  box  board,  12  persons ; 
2nd  story,  leather  novelties,  20  persons ;  3rd  story,  manu¬ 
facturing  silk  cloth,  12  persons;  4th  story,  manufacture  of 
silk  novelties,  22  persons;  5th  story,  manufacture  of 
dresses,  52  persons ;  6th  persons,  manufacture  of  coats,  38 
persons;  7th  story,  manufacture  of  clothing,  37  persons; 
8th  story,  manufacture  of  leather  novelties,  45  persons;  and 
further  contends  that  an  approved  standpipe  system  and  also 
fire  alarm  signal  system  have  been  installed ;  that  fire  drills 
are  regularly  conducted  and  that  the  building  is  equipped 
with  fire  buckets,  extinguishers,  etc. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


PREMISES  AFFECTED— 725-727  Lincoln  place,  Brook¬ 
lyn. 

AP'PEA  RANGES— 

bor  Applicant:  Alfred  J.  Jaloom. 
lor  Opposition:  lhornas  J.  Evers  and  George 
Hickey. 

AC  1  ION  OF  BOARD— Chairman  read  correspondence  re¬ 
questing  adjournment.  Laid  over  to  June  3  1924 
at  10  a.  m.  ’  ’ 


301-24-BZ. 

APPLICANT— John  De  Hart,  for  Josephine  J.  Schnur- 
macher,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  in 
a  street  between  two  intersecting  streets,  in  which 
portion  there  exists  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance  of  a*  »a- 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 304-310  East  95th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  John  Hart. 

ArnnMntei  o'tV  Nramfs  of  Sectors  not  noted. 

AC  1  ION  OF  BOARD — Laid  over  to  June  17,  1924  at  2 

p.  m.,  on  request  of  appellant. 

123-24-BZ. 

APPLICANT— Joseph  Di  Benedetto  and  Nicholas  Di  Ben- 
_  edetto,  .owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec- 
shop  an<1  main'tenance  of  a  motor  vehicle  repair 

PREMISES  AFFECTED— 29-31  13th  street,  College  Point 
Queens.  ’ 

APPEARANCES— 

For  Applicant:  None. 

.  For  Opposition :  Names  not  noted. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at  2 
p.  m.,  on  request  of  applicant. 


176-24-BZ. 

APPLI CAN Tj— Michael  A.  Cardo,  for  Giuseppa  Daniele 
owner.  ’ 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  alter¬ 
ation  and  extension  of  an  existing  building  used 
an  part  for  business  purposes. 

PREMISES  AFFECTED' — 237  East  203rd  street  The 
Bronx.  ’ 

APPEARANCES— 

For  Applicant :  Michael  A.  Cardo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924  at  2 
p.  m. ;  to  correct  plans. 


BUILDING  ZONE  CASES. 

330-24-BZ. 

APPLICANT — Denis  P.  Healy,  executor  of  Estate  of 
Denis  P.  Healy,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  an  existing  garage  for  the 
.  storage  of  more  than  five  (5)  motor  vehicles. 


11 3-24- BZ. 

APPLICANT— Bernhard  A.  Schaeffel,  for  Rose  B.  Schaef- 
tel,  owner. 

SUBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 

nDrifT^rn^51^11'81  on  ^le  Premises. 

APPEARASNCES-CTED~17  Richmond  street-  Brooklyn. 
For  Applicant:  Bernhard  A.  Schaeffel 
FOT  S desky ti<m'  WilKam  R  George  E. 

CONiDITIONSRO\lR^-fiPSIiFaHOT  franted  on  condition. 
THE  VOTE—  AS  P  fiec  ,n  resolution- 
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Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  _  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION : 


(113-24-BZ) 

Whereas,  Bernhard  Schaeffel,  for  Rose  Schaeffel,  owner, 
filed,  January  25,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises ;  premises  17  Richmond  street,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Richmond  street  and  Chest¬ 
nut  street  are  residence  districts  and  Jamaica  avenue  is  a 
business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  8,  1924,  in  acting  on  Order  No.  85060-LC,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  not  the  property  of  per¬ 
sons  residing  in  a  dwelling  on  the  same  lot.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  20  ft.;  occupied  as  a  garage  for  three  mo¬ 
tor  vehicles,  space  rented  to  persons  not  residing  on  prem¬ 
ises  ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  85  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of  the 
structure  shall  be  limited  to  three  (3)  automobiles  of  the 
pleasure  car  type,  space  for  two  (2)  of  which  may  be 
rented  to  persons  not  residing  on  the  premises,  on  condi¬ 
tion  that  the  building  zone  resolution  shall  be  complied  with 
in  all  respects,  and  that  there  shall  be  no  gasoline  storage 
eciuipment  maintained  on  the  premises  other  than  that  con¬ 
tained  in  the  tanks  of  the  cars. 


1047-23-BZ. 

APPLICANT — William  C.  Winters,  for  Blake  Construc¬ 
tion  Company,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  o*f  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED' — 92-94  Furman  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Newton  G.  Avrutis. 

For  Opposition:  Jacob  E.  Bausch. 

ACTION  OF  BOARD1 — •Application  denied. 

THE  VOTE  TO  GRANTS 


Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell.  Holland  and  Kerby  _  6 

Absent :  Fire  Chief  Kenlon  .  l 

THE  RESOLUTION: 

( 1047-23-BZ) 


Whereas.  William  C.  Winters,  for  Blake  Construction 
Co.,  owner,  filed,  November  16,  1923,  an  application,  undei 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  92-94 
Furman  avenue,  Borough  of  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Furman  avenue,  Aberdeen 
street  and  Bushwick  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  1,  1923,  in  acting  on  Application  No 
13636-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  2.  A  public  garage  for  more  than  five 
mootr  vehicles  in  a  business  district.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  52  ft. 
and  a  depth  of  200  ft. ;  to  be  occupied  as  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  _  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


303-24-BZ. 

APPLICANT— Philip  Steigman,  for  29th  Street  Market, 
Inc.,  owner. 

SUBJEC'l  —  Application  (re:  decision  of  superintendent  cf 
buildings)  to  permit  in  a  business  district  the 
change  of  occupancy  in  part  of  an  existing  public 
market  to  a  chicken  slaughter  house. 

PREMISES  AFFECTED— 206-208  East  29th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Philip  Steigman,  A.  Castelabellota. 
For  Opposition :  Herman  Saperstein,  Mrs.  Agnes 
C.  Rafferty,  Henry  W.  Greenwald,  M.  Koehler, 
Julia  Singer,  Nicholas  Seraguso,  Sophie  Se¬ 
ta  ro  and  Paul  Poverono. 

ACTION  OF  BOARD1 — Application  denied. 

THE  VOTE  TO  GRANTl- 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell.  Holland  and  Kerby  ....  0 
Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(303-24-BZ) 

Whereas,  Philip  Steigman,  for  29th  Street  Market,  Inc., 
owner,  filed,  February  26,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  change  of  occupancy  ol  part  of  an  existing  public 
market  to  a  poultry  slaughter  house;  premises  206-208 
Bast  29tt)h  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  28th  street,  East  29th 
street  and  Third  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  December  27,  1923,  reads:  \ 

1.  Proposed  occupancy  of  above  building  is  con¬ 
trary  to  the  zoning  resolution.”; 
and  the  decision  of  the  board  of  health,  dated  February 
15,  1924.  reads: 

Pursuant  to  Section  325  of  the  Sanitary  Code  and 
Regulation  1,  Subdivision  ‘B’  of  the  Department  of 
Health,  the  application  for  approval  of  site  for  a  poul¬ 
try  slaughter  house  at  206-208  East  29th  Street,  Bor¬ 
ough  of  Manhattan,  will  not  be  acted  upon  favorably 
for  the  reason  that  it  is  in  a  business  district.” ; 

and 
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Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  49  ft.  4 
•in.  and  a  depth  of  98  ft.  9  in. ;  occupied  as  a  public  mar¬ 
ket;  it  is  proposed  to  partition  ofif  a  space  25  ft.  by  50 
ft.  in  area  for  a  poultry  slaughter  house;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  board  of  health  and  of 
the  superintendent  of  buildings  be  and  they  hereby  are  af¬ 
firmed,  and  the  application  be  and  it  hereby  is  denied. 


,304-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Isaac  Wiener,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  extending  into  a  business  dis¬ 
trict  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 104-112  Montgomery  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick. 

For  Opposition:  None. 

ACTION  OF  BOARD- — Application  .granted  on  condition. 
IONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby  _  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(304-24-BZ) 


Whereas,  Henry  J.  Nurick,  for  Isaac  Wiener,  owner, 
iled,  February  26,  1924,  an  application,  under  the  building 
:one  resolution,  to  permit  the  extension,  from  an  unre- 
tricted  district  into  a  business  district,  of  a  proposed  ga- 
age  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  104-112  Montgomery  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
>y  the  board  of  appeals,  at  its  special  meeting,  May  20, 
924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
kxard  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build - 
ng  zone  resolution  show  that  Montgomery  street,  100  ft. 
ast  of  Washington  avenue,  is  an  unrestricted  district  and 
Vashington  avenue  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
lgs,  rendered  February  15,  1924,  in  acting  on  Application 
\To.  2440-24,  reads : 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  (a)  of  the  Zone  Resolution.”; 

nd 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
onstruction,  two  stories  in  height,  with  a  frontage  of 
2  ft.  1 54  in.  and  a  depth  of  96  ft.,  irregular,  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles,  a 
ortion  of  the  structure,  approximately  8  ft.  6  in.  in  width, 
xtending  into  the  business  district ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
.  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
^nation  in  the  application  of  the  use  district  regulations 
f  the  building  zone  resolution,  and  that  the  application 
-  and  it  hereby  is  granted  on  condition  that  the  building 
lall  be  restricted  to  a  two  (2)  story  structure  above 
rade;  that  the  rear  and  gable  walls  shall  be  unpierced 
iroughout  their  entire  height  and  length;  that  the  front 
evation  shall  be  finished  in  face  brick  with  architectural 
rra  cotta  or  stone  trimmings,  and  that  the  building  zone 
^solution  shall  he  complied  with  in  all  other  respects; 
Resolved,  further,  that  all  necessary  permits  for  the  pros- 
ution  of  the  work  shall  be  completed  within  nine  (9) 
onths  and  the  building  completed  within  eighteen  (18) 
onths  from  the  date  of  this  action. 


79-24-BZ. 

API  LICAN I  —John  Dc  Hart,  for  Rainbridge  Construe - 
^  tion  Co.,  Inc.,  owner. 

SUBJECT— ’Application  (re:  decision  of  superintendent  of 
buddings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
°f  more  than  five  motor  vehicles. 

PREMISES  Ah  hh(  1  EI> — 280-284  West  Fordham  road, 
1  he  Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  David  H.  Lehman,  John  Sullivan 
and  others. 

-rfr-!  OF  BOARD — Application  denied. 

I  HE  VOTE  TO  GRANT-  ' 

Affirmative :  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Holland  and 

Connell  .  3 

Absent :  Fire  Chief  Kenlon  . j 

THE  RESOLUTION :  ■ 

(79-24-BZ) 

Whereas,  John  De  Hart,  for  Bainbridge  Construction 
to,  owner,  filed,  January  18,  1924,  an  application,  under  the 
>ui  Id  mg  zone  resolution,  to  permit  in  a  business  district 
tne  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  280-284  West 
rordham  road,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  Standards  and  Appeals  j  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  Fordham  road  is  a  busi¬ 
ness  district  and  Harlem  River  terrace  and  Cedar  avenue 
are  residence  districts;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  14,  1924,  in  acting  on  N.  B  Appli¬ 
cation  No.  2479-23,  reads  : 

1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution”- 
and 

Whereas,  the  proposed  building'  is  to  be  of  non-hreproof 
construction,  two  stories  and  basement  in  height,  with  a 
frontage  of  122.87  ft.  and  a  depth  of  122.87  ft.;  to  be  oc¬ 
cupied  as  a  garage  for  the  storage  of  more  than  five  motor 
vehicles;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners,  and 
applicant  failed  to  establish  the  basis  of  his  application 
under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


192-24-BZ. 

APPLICANT— John  De  Hart,  for  J.  J.  Theodore  Rieper 
Estate,  owner. 

SUBJ  BCT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 235^2369  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Arthur  G.  Basche,  Peter  J.  McCoy, 
Frank  and  Emma  S.  Read,  Lillian  V.  and 
Amelia  Read,  and  others. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Connell, 
Holland  and  Kerby .  5 
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Negative :  Chairman  Walsh  .  1 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(192-24-BZ) 

Whereas,  Philip  J.  Sinnott,  for  J.  J.  Theodore  Rieper 
Estate,  owner,  filed,  February  7,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  2359-69 
Jerome  avenue,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  Davidson  avenue  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  4,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  285-24,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  (provisions  of  the  Building  Zone  Resolution.” ; 

and 

'  Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  125 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  restricted  to  a  two  (2)  story  structure  above  grade; 
that  the  entire  first  story  on  Jerome  avenue,  other  than  the 
vehicular  entrances  at  the  extreme  ends  of  the  building,  shall 
be  constructed  and  maintained  for  store  use,  with  show 
window  fronts  of  plate  glass,  and  that  the  store  shall  be 
separated  from  the  garage  by  unpierced  walls  of  approved 
masonry ;  that  the  rear  wall  shall  be  unpierced  through¬ 
out  its  entire  height  and  length  and  that  any  openings  in 
the  gable  walls  shall  be  permitted  only  and  restricted  to 
the  property  in  the  ownership  of  the  garage  operation; 
that  the  front  elevation  as  to  finish  and  design  shall  be 
completed  in  accordance  with  the  water  color  drawing  sub¬ 
mitted  at  hearing  and  marked  Exhibit  A,  and  that  the  ap¬ 
plicant  shall  make  return  to  this  board  for  approval  of 
the  working  drawings  before  submission  to  the  superin¬ 
tendent  of  buildings  for  acceptance; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 


140-24-BZ. 

APPLICANT)— Levy  &  Berger,  for  Goldinger  Realty  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 617-627  Herkimer  street, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle,  Mr.  Goldinger. 
For  Opposition:  Herman  E.  Kamen,  Hon.  John 
Worth,  John  G.  Brooks,  A.  Hayne,  Angelina 
A.  Fernandez. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT)— 

Affirmative:  Messrs.  Boulton,  Holland  and 

Kerby  .  3 

Negative:  Chairman  Walsh,  Messrs.  Beatty  and 

Connell  .  3 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(140-24-BZ) 

Whereas,  Levy  &  Berger,  for  Goldinger  Realty  Co 
owner,  filed,  January  29,  1924,  an  application,  under  the 
building  zone  resolution,  -to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  617-627 
Herkimer  street.  Borough  of  Brooklyn;  and 
Whereas,  -a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  May  20, 
1924,  after  -due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Herkimer  street  and  Schenec- 
tadv  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
rendered  January  9,  1924,  in  acting  on  Application  No. 
195-24,  reads: 

“Proposed  one-story  public  garage  in  a  business  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  4  (a)  of  the  Zone 
Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


Adjourned  6.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
February  5,  1924,  as  they  appeared  in  Bulletin  No.  7,  Vol. 
IX,  are  hereby  corrected  to  read  as  follows : 

(1168-23-BZ) 

Whereas,  William  F.  Doyle,  for  Jennie  Reizenstein, 
owner,  filed.  October  11.  1923,  an  application,  under  the  build- 

*Correction — ll'ords  ‘‘a  garage  for  more  than  five  motor 
vehicles'’  omitted  in  5th  preamble. 


ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used  for  busi¬ 
ness  purposes;  premises  284  Woodbine  street,  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  February 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodbine  street  and  Irving 


742 


MINUTES 


avenue  are  residence  districts  and  Ridgewood  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  2,  1923,  in  acting  on  Application 
Xo.  14693-23,  reads : 

.  “Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.  A  business  use  (stores)  in  a 
residential  district.” ; 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  ol  80 
ft.  and  a  depth  of  30  ft.,  to  be  occupied  as  stores;  and 

\\  hereas,  applicant  failed  to  substantiate  his  basis  of 
appeal  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


MINUTES 

BOARD  OF  APPEALS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
February  19,  1924,  as  they  appeared  in  Bulletin  No.  9, 
VoL  IX,  are  hereby  corrected  to  read  as  follows : 

(1478-23-BZ) 

!  Whereas,  William  F.  Doyle,  for  Michael  J.  Adrian 
Corp.,  owner,  filed,  December  14,  1923,  an  application,  under 
die  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles;  premises  200-208 
East  lllth  street  and  2013-2027a  Third  avenue,  Manhattan  • 
and  ’ 

I  Whereas,  a  public  hearing  was  held  on  this  application 
by  die  board  of  appeals,  at  its  regular  meeting  February 
19,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  lllth  street,  East  110th 
street  and  Third  avenue  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
ngs,  rendered  December  6,  1923,  in  acting  on  N.  B.  Apn. 
>83-23,  reads : 

“Inasmuch  as  these  premises  are  located  in  a  business 
district  tlie  erection  of  a  garage  building  for  more 


*  Correction — Words  “110”  changed  to  “111”  in  lines  43 
nd  48  of  resolution. 


than  five  cars  is  contrary  to  the  Building  Zone  Resolu¬ 
tion,  Art.  2— Sec.  r”; 
and 

W  hereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  110  It. 
and  a  depth  of  100  ft.  ll  in.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles,  with  stores  on  the  Third 
/avenue  frontage  in  the  first  story  and  show  rooms  on  the 
third  avenue  frontage  in  the  second  story;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses. 

Resolved,  that  .the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution  and  that  the  application  be  and 
hereby  is  granted  on  condition  that  the  building  be  limited 
to  a  two^story  structure  above  grade,  of  fireproof  construc¬ 
tion,  that  the  easterly  gable  wall  shall  be  unpierced  through¬ 
out  its  entire  height  and  length,  that  any  openings  in  the 
southerly  gable  wall  shall  be  in  a  court  within  the  property 
lines  of  these  premises ;  that  the  Third  avenue  front  of 
the  building  for  a  depth  not  less  than  25  ft.  shall  be  main¬ 
tained  and  operated  as  stores  or  shops,  separated  from  the 
garage  by  an  unpierced  brick  wall;  that  the  vehicular  en¬ 
trances  shall  be  restricted  to  the  lllth  street  side  of  the 
structure;  that  the  front  elevation  on  lllth  street  and  Third 
avenue  shall  be  finished  in  face  brick  with  architectural 
terra  cotta  or  stone  trimmings  other  than  the  show  windows; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


NOTICE 


RULES  GOVERNING  SPRINKLER  AND  STANDPIPE .EQUIPMENT  IN  ONE  STORY  GARAGE  BUILI 

INGb  RESCINDED  JANUARY  29,  1924. 


Notice  is  hereby  given  that  the  following  resolution, 
dopted  by  the  Board  of  Standards  and  Appeals,  April  19, 
920,  Under  Cal.  No.  179-20-X,  was  rescinded  by  the  board 
n  January  29,  1924,  as  shown  in  the  minutes  published  in 
bulletin  No.  6,  Vol.  IX: 

Under  the  powers  conferred  upon  it  by  Section  718a  of 
ne  Charter,  the  Board  of  Standards  and  Appeals  does 
ereby  make  rules  and  regulations  for  the  carrying  into 
nect  of  the  provisions  of  Section  72,  subdivision  L,  and 
cction  581  of  Chapter  5  of  the  Code  of  Ordinances  as 
ollows : 

Resolved,  that  the  provisions  of  Section  72,  subdivision  L 
1  KCh?Pter  5’  t^le  Qode  of  Ordinances,  shall  not  apply 
\  buildings  not  exceeding  one  story  in  height,  the  purpose 
which  is  occupancy  as  a  garage,  motor  vehicle  repair 
10P>  or  od  selling  station,  which  buildings  do  not  exceed 
n  area  of  15,000  sq.  ft.  when  located  on  an  interior  lot  or 


when  facing  on  only  one  street  or  24,000  sq.  ft.  when  facing 
on  two  streets  or  30,000  sq.  ft.  when  facing  on  three  streets ; 
provided  that  the  building  is  equipped  with  an  approved 
system  of  automatic  sprinklers  or  with  a  line  of  2l/2  in 
pipe  carried  around  the  interior  walls  of  the  building  or 
attached  to  the  columns  which  carry  the  roof  girders  and 
connected  with  the  street  main  by  2  in.  tap  and  sufficient 
length  of  hose,  and  from  which  line  branches  are  taken 
for  the  house  service. 

Resolved,  further,  that  under  the  provisions  of  Section 
581,  subdivision  4  of  Chapter  5  of  the  Code  of  Ordinances, 
in  similar  structures,  a  line  of  2/^  in.  pipe  connected  with 
the  street  main  by  2  in.  tap  and  sufficient  length  of  hose 
at  intervals  of  100  ft.  or.  less  shall  be  deemed  a  standpipe 
within  the  meaning  of  this  section,  but  no  Siamese  connec¬ 
tion  need  be  provided  on  condition  that  the  pressure  in  the 
street  main  shall  be  not  less  than  45  lbs. 
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RULES  ADOPTED 


EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924.’ 


Rule  1.  Classification  of  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows : 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving* 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolving  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 

A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  more  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet.  ,  JiL.i 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct.  .  _  .;,.i 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


RULES 

COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in- 
measurement  being  the  diameter  of  the  inside  basket,  whic 
machines  and  extractors  shall  be  operated  solely  by  elec 
trie  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 
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RESERVE  CALENDAR 

BOARD  OF  APPEALS. 


Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270-21-A — Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 

2 1 1-21- A  6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A  946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

U82-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A1 — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 

case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

480- 19- A— .Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A1 — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A— Pier  121,  toot  of  West  131st  street,  North 

River,  Manhattan.  (Older  No.  95587-F.) 

949- 19- A  Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19- A  Pier  121,  foot  of  West  i3lst  street.  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A  Piers  22-25,  East  River,  Manhattan. 

1003-19- A— -Pier  28,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

31-20-A— Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- ..0-A  Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A-  Pier  39,  East  River,  foot  of  Van  Dyke  street 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A  Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A  Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A  Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A  Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

3 18-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A  Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — 'Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  •  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1343-21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS.  _ 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

367-21-S— Quinn  Oil  Burner. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
11 73-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S— Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S— Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burn  well  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22- S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22- S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA—  Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 


443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

504-23 -S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23 -S A — Tilman- White  Gas  Cut-Off  valve,  approva 
of. 

766-23-SA  — Buckley  Automatic  Electric  Fire  Detector 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23- S A — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 

959- 23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook 

lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner 
approval  of. 

898-23 -S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approva 

of.  %  ' 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of 
1180-23-SA— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-S A — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approva 

of.  ,  . 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of 
1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approva 

of.  . 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  ot 
6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24- S A — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24- S A — Leiman  Oil  Pump,  approval  of. 

62-24- S A — Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA— Universe  Oil  Burner,  approval  of. 
254-24-SA— Sherman  Oil  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com 
mittee  reports,  of  this  board,  court  or  departmental  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  tin 
case  or  cases  will  be  restored  to  the  regular  calendar  one 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  thi 
appellant,  applicant  or  petitioner  of  record. 


RULE 

REPORTING  STRUCTURAL  ALTERATIONS,  AD  OPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octobei 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issuec 
subsequent  to  October  1,  1916,  a  report  shall  be  made  b) 
the  superintendent  of  buildings  to  the  fire  commissions 
stating  whether  the  work  done  complies  with  the  ordei 
of  the  State  Labor  Department,  with  the  order  of  the  nr< 
commissioner,  or  with  the  provisions  of  the  State  Laboi 
Law,  as  the  case  may  be. 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES: 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building:,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

('b)  Interior  Stairways — 'All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 


PUBLIC  HEARING 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

(410-24-SR)  - 


NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  June  13,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below;  []  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

Supplementary  to  Labor  Lazv,  §  79 -b ;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 
1916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  floor,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule: 


Number  Contents  Contents  non-  ■  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 

stones  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Imzv,  §79-a  to  79-f ;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3. — 'In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  Stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions. 

1.  “Height  of  Building” — For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  Tn  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 


2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 


and 


Bags  (cloth,  burlap 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 


beet  and  glucose  works) 

Clothing,  woolen  (wearing  Tanneries  (with  japanning  or 
apparel)  enameling) 

Cordage  Textile  mills  (including  cot- 

Furs  ton  cloth,  bagging,  burlap, 

Gloves  (other  than  leather)  carpets,  rugs,  canvas) 

Horn  and  combs  (not  cellu-  Tobacco,  cigars,  cigarettes 
loid)  and  snuff 

Leather  (with  enameling  or  Woodworking  (excluding  dip- 
japanning)  ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma 
terialss  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Pag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 

Straw  goods 
Varnish 

Woodworking  (with  dipping 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


iule  2-b. 


Subdivision  1.  Enclosures  Required.— -Except  as  here- 
provided,  in  all  factory  buildings  more  than  two  stories 


PUBLIC  HEARING 


d  less  than  six  stories  in  height,  erected  prior  to  Oc- 
ber  1,  1913,  in  which  there  are  more  than  five  persons 
lployed  at  manufacturing,  all  interior  stairways  serving 
required  means  of  exit  and  the  landings,  platforms  and 
ssageways  connected  therewith  shall  be  enclosed  on  all 
les  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


Stories  - 

i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

1  3 

Contents  of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

ree 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

ur 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 

Stairways  to  be  en¬ 

Stairways  to  be  en¬ 

Stairways  to  be  en¬ 

closed  if  more  than 

closed  if  more  than 

closed  if  more  than 

closed  if  more  than 

5  persons  are  em¬ 

25  persons  are  em¬ 

25  persons  are  em¬ 

25  persons  are  em¬ 

ployed  at  manufac¬ 

ployed  at  manufac¬ 

ployed  at  manufac¬ 

ployed  at  manufac¬ 

turing  above  first 

turing  above  second 

turing  above  second 

turing  above  second 

floor. 

floor. 

floor. 

floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
:h  fire-resisting  material. 

ixception:  Buildings  having  fireproof  roof  slab  where 
losure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
enclosure  shall  be  so  built  as  to  form  a  pent  house. 
There  shall  be  not  less  than  seven  (7)  feet  head  room 
every  stairway. 

U1  door  openings  in  such  enclosure  shall  be  protected 
h  fire  doors  opening  into  the  stairway  enclosure,  equipped 
h  self-closing  devices.  Grade  exit  doors  shall  open 
wardly  to  grade  and  need  not  be  fire  doors. 

'he  enclosure  shall  be  ventilated  by  a  skylight  in  the 
f  with  louvres  or  ventilators,  or  exterior  windows  with 
tilating  sections  at  the  top  floor.  Exterior  windows 
hin  thirty  (30)  feet  of  non-fireproof  structures  shall 
fireproof  windows.  Skylights,  unless  provided  with 
ed  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
stantial  frame  work. 

'he  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
al  at  least  four  (4)  inches  thick,  unless  the  partition 
mds  to  the  cellar  bottom. 

ubdivision  2.  Enclosures  Not  Required. — Except  in 
dings  in  which  the  contents  are  classified  as  of  high 
ard,  the  stairways  shall  not  be  required  to  be  enclosed 
:re  a  horizontal  exit,  as  defined  in  section  267  of  the 
>or  Law,  is  provided  on  all  floors  and  the  stairways 
ring  as  required  exits  on  each  side  of  the  horizontal 
are  remote  from  the  horizontal  exit,  provided  that 
er  an  approved  fire  alarm  signal  system  conforming 
rules  of  the  board  is  installed  in  the  building  and  fire 
i Is  substantially  conforming  to  rules  of  the  board  are 
11.  or  an  approved  sprinkler  system  conforming  to  rules 
he  board  is  installed. 

e  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

Required  Exits. —  In  every  two-story  factory 

ding  erected  prior  to  October  1,  1913,  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shali 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  bv  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  anv  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  May  22,  1924  .  716 

Restored  to  calendar  . . . : .  37 


DISPOSITION  OF  CASES 

Withdrawn  .  72 

Dismissed  .  sj 

Denied  .  121 

Granted  .  7 

Granted  on  condition  .  377 

Appliances  approved  .  n 

Appliances  dismissed,  disapproved  or  withdrawn .  3 

Rules  approved .  7 

Rules  disapproved  or  rescinded  .  1 


Miscellaneous  Applications. 

Requests  to  reopen  .  71 

Requests  to  amend  .  2 

Requests  for  modification  .  17 

Requests  to  rescind  .  2 

Requests  for  extension  of  time  .  9 

Requests  for  extension  of  permit  .  13 

Requests  for  mechanical  installations  .  2 

Administrative  requests  . 1 

Requests  for  interpretation .  2 

Total  . 1499 

Disposed  of  .  799 

Cases  pending  May  22,  1924  .  700 


Miscellaneous  Actions. 

Requests  to  reopen  granted  . . .  61 

Requests  to  reopen  denied  .  6 

Requests  to  amend  granted  .  2 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  15 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted  .  2 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  8 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted,  i .  11 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  4 


Total  . ; .  799 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  oi*  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  tc  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 


Name 


Street 


P.  O. 


My  subscription  to  begin  with  the  issue  for. 


750 


1924. 

36-2000-24-O’C 


16?-  -  05 
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Subscription 
$2.50  a  year 


JUNE  3,  1924 


Single  Copies,  5  cents 
By  mail,  7  cents 


No.  23 


DIRECTORY 

BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

j;ed  J.  Boulton  James  P.  Holland 

R  J.  Beatty  Henry  L.  Connell 

k  E.  Kerby  Fire  Chief  John  Kenlon 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 


ed  J.  Boulton 
:r  J.  Beatty 
u  E.  Kerby 


James  P.  Holland 
Henry  L.  Connell 
Fire  Chief  John  Kenlon 


.HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


mas  J.  Drennan  .  Fire  Commissioner 

irles  Brady  . Supt.  of  Buildings,  Manhattan 

Reville  .  Supt.  of  Buildings,  The  Bronx 

-:rt  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

u  W.  Moore  .  Supt.  of  Buildings,  Queens 


1  -i am  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

:e— Municipal  Building,  Room  914. 
iphone— Worth  0184. 

:e  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

2  noon. 

Communications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


'his  issue  of  the  Bulletin  contains,  in  the  order 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meetings,  Board  of  Appeals, 
May  23,  1924. 

Minutes  of  Meeting,  Board  of  Appeals,  Mav  27. 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  May  27,  1924. 

Correction. 

Reserve  Calendar. 

Rules  Adopted. 

Notices  of  Public  Hearings. 

Progress  Report. 


CALL  OF  CLERK’S  CALENDAR. 

rc.cur  Cl%k’s  CJ*len?ar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  June  3,  1924, 

3t  a  fi°  ^°Ci'  At  thlS  Cal1  each  case  is  set  for  bearing  on 
a  definite  day.  • 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  10,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,^  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica- 
■  tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
dention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
dafa  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

#  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman, 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  May  29,  1924. 


?20-24- A . F.D . 8633  127th  st.,  Rich.  Hill,  Q. 


Cal.  No. 

Department 

Premises  Affected. 

747-24-A. .  . 

. F.D.  ... 

.N.  W.  C.,  42d  st.  &  6th  ave., 
Man. 

L.  F.  57671. 

746-24-S . . 

. F.D.  ... 

.1162  Bway,  Manhattan. 

Alt.  1006-1924 

745-24-A. . 

. F.D.  ... 

,.9416  101st  st.,  Woodhaven,  Q. 

L.  C.  88611. 

744-24-A. . . 

. F.D.  ... 

,.100  Groton  st.,  Forest  Hills,  Q. 

L.  C.88254. 

743-24- A... 

. F.D.  ... 

,.221  77th  st.,  Bklyn. 

L.  C.  88471. 

742-24-SA. . 

. FJD.  ... 

, .  Watkins  Fire  Alarm  Box. 

Appliance. 

741-24-A . . . 

. F.D.  ... 

,.645  West  55th  st.,  Man. 

L.  C.  24098. 

740-24-BZ. 

. B.B.B.  ... 

..541-551  Warwick  st.,  Bklyn. 

Applic.  9979-1924. 

739-24-A. . . 

. F.D.  ... 

..26  Broadway,  Man. 

F-55214 

738-24-BZ. 

...B.B.Bx.  .. 

.  .N.  W.  C.,  Clinton  PI.  &  Jerome 
ave.,  Bronx. 

N.  B.  1670-1924. 

737-24-BZ . 

. B.B.B.  .. 

.  2-i2  86th  st.,  Bklyn. 

Applic.  7128-1924. 

736-24-A. . 

. F.D.  .. 

..5-11  Broadway,  Man. 

Alt.  1094-1922. 

735-24-SA. 

. -.F.D.  .. 

. .  Petro  Mechanical  Burner  &  Air 
Register.  Appliance. 

734-24-A . . 

. F.D.  .. 

..65-67  West  Houston  st.,  Man. 

L.  C.  21179. 

733-24-S . . . 

. .'.F.D.  .. 

..342-344  West.  40th  st.,  Man. 

L.  D.  59029. 

732-24-BZ. . 

....B.B.B.  .. 

.  .162-172  McDougal  st.,  Bklyn. 

N.  B.  10990-1924. 

731-24-A . . 

. F.D.  .. 

.  .9  Webster  ave.,  L.  I.  City,  Q. 

F-57571. 

730-24-A. . 

. F.D.  .. 

..512  Schenck  ave.,  Bklyn. 

L.  C.  85993. 

729-24-A.  . 

. F.D.  .. 

..558  West  173rd  st.,  Man. 

Alt.  572-1924. 

728-24-BZ. 

. B.B.B.  .. 

..2074-2088  Fulton  st.,  Bklyn. 

Applic.  9841-1924. 

727-24-A .  . 

. F.D  .. 

..36-40  John  st.,  Man. 

L.  C.  24009 

726-24-A . . 

. F.D.  .. 

..14  Fairway  Close,  Forest  Hills, 
Q.  Alt.  704-1924. 

725-24-BZ. 

. F.D.  .. 

..321-343  West  54th  st.,  Man. 

Alt.  311-1924. 

724-24-A. . 

. F.D.  .. 

..177-179  Christopher  st.,  Man. 

L.  C.  22685. 

723-24- A.  . 

. F.D.  .. 

..423  Broome  st.,  Man. 

F-58179. 

722-24-A . . 

....B.B.M.  .. 

.  .W.  S.  Audubon  Lane,  Riverside 

Drive,  359  ft.  S.  of  158th  st. 
Man. 

Alt.  1063-1924. 

721-24-A. . 

. F.D.  .. 

..449  Jackson  ave.,  L.  I.  City,  Q. 

Order  No.  33-A. 


L.  C.  88- 


719-24-A _ 

....F.D. 

....779-787  East.  Parkway,  Bkb 

L.  C.  88: 

718-24-A _ 

....F.D. 

_ 340-342  E.  38th  st.,  Man. 

F-53 

717-24-A _ 

....F.D. 

....166  Vernon  ave.,  L.  I.  City, 

L.  C.  871 

Restored  to  Calendar. 

973-23-S _ 

....H.D. 

....415  West  50th  st.,  Man. 

Sanitary  Certific 

968-23-A. . . 

....F.D. 

. . . .  N.  E.  C.  W.  157th  st.  &  Har 
River,  Man.  L.  C.  9 

496-23-BZ . . 

..B.B.Q 

_ S.  S.  Roosevelt  ave.,  from  Jj 

to  22nd  st.,  Elmhurst,  Q. 

Alt.  855-1 

1197-22-A. .  . 

....FJD. 

_ S.  S.  Nelson  ave.,  Mt.,  Scl 

sts.  and  Anable  ave.,  L' 
City,  Q.  N.  B.  1131-1  i 


— ■ 


CODE. 


F.D . Fire  Departn 

H.D . Health  Departn 

B.B.B . Bureau  of  Buildings,  Brool 

B.B.Bx . Bureau  of  Buildings,  Br 

B.B.M . Bureau  of  Buildings,  Manha. 

B.B.Q . Bureau  of  Buildings,  Quc 

B.B.R . Bureau  of  Buildings,  Richm 

T.H . Tenement  House  Departii' 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

157-24-BZ. 

APPLICANT— Frank  P.  Keniston,  for  Frank  Gut 
man,  owner. 

PREMISES — 103  Newell  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  ( 
garage  for  the  storage  of  five  (5)  pleasure  m’i 
vehicles,  four  (4)  spaces  rented  to  persons  : 
residing  on  the  premises. 

333-24-BZ. 

APPLICANT— William  F.  Doyle,  for  U.  S.  U.  Re 
Corp.,  owner. 

PREMISES — West  side  of  Second  avenue,  70  ft.  n 
of  Grand  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  mi 
tenance  of  a  garage  for  the  storage  of  five 
motor  vehicles.  f  : 

405-24-BZ. 

APPLICANT — James  Whitford,  for  Westerleigh  Bi  1 
ing  Loan  &  Savings  Association,  owner. 

PREMISES — West  side  Jewett  avenue,  11.5  ft.  south > 
Waters  avenue,  West  New  Brighton,  S.  I.,  R' 
mond.  * 

TO  PERMIT  in  a  residence  district  the  erection  and  m' 
tenance  of  a  building  to  be  used  for  business 
poses.  | 

420-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Charles  Simmo 
owner. 

PREMISES— 550-558  Morgan  avenue,  Brooklyn. 
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TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

431-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Elmer  E.  Smathers, 
owner. 

'PREMISES — 4353-4363  Broadway,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

■515-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Samuel  Himmel- 
stein,  owner. 

PREMISES — 823-829  Classon  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

'39-24-BZ. 

APPLICANT — Louis  A.  Sherman,  for  L.  Sherman  & 
Son,  Inc.,  lessee. 

PREMISES — 310-3i2  East  11th  street,  Manhattan. 

0  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

71-24-BZ. 

APPLICANT — Franklin  M.  Small,  for  Adolph  Lewisohn 
&  Sons,  Inc.,  owner. 

'REMISES— 602-604  West  158th  street.  3791-3799  Broad¬ 
way  and  7  Audubon  place,  Manhattan. 

'0  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  alteration  and  extension  of 
a  business  building. 

30-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Fordham  Triangle 
Realty  Co.,  owner. 

REMISES— East  side  Jerome  avenue,  50  ft.  north  of 
200th  street,  The  Bronx. 

0  PERMIT  in  a  “B”  area  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
°f  more  than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  required  by  the  zone  reso¬ 
lution. 

7-24-BZ. 

PPLICANT — 'Clinton  T.  Roe,  for  Estate  of  John  E. 
Lockwood,  owner. 

REMISES — Northeast  corner  of  Brook  avenue  and  East 
158th  street,  The  Bronx. 

D  PERMIT  in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  entrance  to 
and  exit  from  a  public  school,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

:  >6-23-BZ. 

1  PLICANT  Samuel  Rosenblum,  for  Isaac  Lehman, 
owner. 

UEMISES — 189  Sumpter  street,  Brooklyn. 

)  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises. 


BOARD  OF  APPEALS. 

Tuesday,  June  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

340-24-A— 290  Pearl  street,  Manhattan. 

368-24-A— 142  Bowery,  Manhattan. 

370-24-A— 481  Van  Duzer  street,  Richmond. 

568-24-A  — 1048  Bedford  avenue,  Brooklyn. 

382-24-A— 130-134  Washington  place,  Manhattan. 

384-24-A— 108-112  Junius  street,  Brooklyn. 

417- 24-A— 931  Courtlandt  avenue,  The  Bronx. 

418- 24-A  1389  Rockaway  parkway,  Brooklyn. 

173-24-A]  218-220  Oakland  street  or  230  Greenpoint  ave¬ 
nue,  rear,  Brooklyn. 

352-24-A— 219  East  avenue,  L.  I.  City,  Queens. 

357-24-A— 79-81  Rutgers  slip,  Manhattan. 

390-24-A— 120  Garretson  avenue,  Dongan  Hills  S  I 
Richmond.  ’  ‘  *’ 

393-24-A — 22  Columbus  place,  Brooklyn. 

404-24-lA— 205-207  South  Oxford  street,  Brooklyn. 

440-24-A — 49-55  West  27th  street,  Manhattan. 
1268-23-A— 57-59  Burnside  avenue,  The  Bronx. 

512-24-A — 525-531  Surf  avenue,  Brooklyn. 

1465-23- A  401-405  East  91st  street,  Manhattan. 

331-24-A— 508-534  West  212th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  3,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the’  follow¬ 
ing  matters : 

cal.  no.  347-24- BZ  Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Morris 
Gross  and  Daniel  Fuchs,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1925-1929 
Union  street,  northeast  corner  of  Por¬ 
tal  street,  Brooklyn. 

cal.  no.  363-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue.  The  Bronx. 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  201-24-BZ — Application.  February  8,  1924.  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Patrick 
A.  Gaynor,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1392-1400  Stebbins  avenue, 
The  Bronx. 
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cal.  no.  270-24-BZ— Application,  February  20,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  An¬ 
gelo  Pirozzi,  owner,  to  permit  exten¬ 
sion  into  a  business  district  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  17-23  Bancroft  place, 
Brooklyn. 

cal.  no.  603-24-BZ — Application,  April  30,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Jesse 
Thorn,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles ;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  North,  The  Bronx. 

cal.  no.  355-24-BZ— Application,  March  7,  1924,  under  the 
building  zone  resolution,  of  William 
H.  Kehoe,  applicant,  on  behalf  of  Emily 
M.  Fitall  and  Frank  Barker,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1604-1608 
Bergen  street,  Brooklyn. 

cal.  no.  345-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Paul  J. 
Morrison,  applicant,  on  behalf  of 
George  and  Adelaide  Morrison,  owners, 
to  permit  in  a  residence  district  the  al¬ 
teration  and  change  of  occupancy  from 
residence  to  a  business  use;  premises  18 
Verandah  place,  Brooklyn. 

cal.  no.  348-24-BZ— Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Levy  and 
Berger,  architects,  on  behalf  of  Nathan 
Harrison,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  change 
of  occupancy  from  residence  to  a  busi¬ 
ness  use;  premises  226-228  Tompkins 
avenue,  Brooklyn. 

cal.  no.  330-24-BZ— Application,  March  3,  1924.  under  the 
building  zone  resolution,  of  Denis  P. 
Healy,  executor,  for  the  Estate  of 
Denis  P.  Healy,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  725-727  Lincoln 
place,  Brooklyn. 

cal.  no.  358-24-BZ — Application,  March  10.  1924,  under 
the  building  zone  resolution,  of  Joseph 
A.  Arnold,  applicant,  on  behalf  of  Al¬ 
lied  Cleaning  and  Dyeing  Corporation, 
owner,  to  permit  in  a  business  district 
the  extension  of  a  dry  cleaning  estab¬ 
lishment  :  premises  330-332  Freeman 
avenue,  Long  Island  City,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  3,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

224-24-S — 45-47  East  20th  street,  Manhattan. 

226  24-S — 14-20  Sheriff  street  and  87-91  Broome  street, 
Manhattan. 

342-24-S — 2871-2875-2879  Broadway,  Manhattan. 


344-24-S — 104  East  12th  street,  Manhattan. 

413-24-S — 262-278  11th  avenue,  Manhattan. 

434-24-S— 129-133  West  27th  street,  Manhattan. 
450-24-S — 79-83  Washington  street  and  39-45  York  stret 
Brooklyn. 

456-24-S — 102-104  Greenwich  street,  Manhattan. 
462-24-S — 30  West  58th  street,  Manhattan. 

490-24-S — 2138  Third  avenue,  Manhattan. 

467-24-S — 13  East  16th  street,  Manhattan. 

476-24-S — 157  Sixth  avenue,  Manhattan. 

489-24-S — 416-418  West  26th  street,  Manhattan. 

220-24-S — 23  Washington  street,  Manhattan. 

327-24-S— 45-51  Lispenard  street,  Manhattan. 

403-24-S— 247  West  34th  street,  Manhattan. 

1 401-23-S — 23  West  20th  street,  Manhattan. 

973-23-S — 415  West  50th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 
379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  c 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel  Oil,  a 
proval  of. 

536-24-SA— Climax  Oil  Burner,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  10,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1267-23-BZ. 

APPLICANT — Emma  Gerung,  owner. 

PREMISES — 279  East  203rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  < 
a  garage  for  the  storage  of  four  (4)  pleasure  m 
tor  vehicles,  four  (4)  spaces  rented  to  persons  n 
residing  on  the  premises. 

58-24-BZ. 

APPLICANT — Agnes  Brose,  owner. 

PREMISES — Northwest  corner  of  20th  street  and  Jac’ 
son  avenue,  Queens. 

TO  PERMIT  partly  in  a  business  district  and  partly 
a  residence  district  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles. 

136-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  own< 

PREMISES — 809  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  tk 
five  (5)  motor  vehicles. 

488-24-BZ.  I 

APPLICANT — William  John  Cherry,  for  Library  Real 
Corp.,  owner. 

PREMISES — 290-300  'Gold  street,  Brooklyn. 

TO  PERMIT  in  a  portion  of  a  street,  in  which  portid 
there  exists  an  exit  and  entrance  to  a  publ 
school,  the  erection  and  maintenance  of  a  gara; 
for  the  storage  of  more  than  five  (5)  motor  v 
hides. 

517-24-BZ. 

APPLICANT— William  Katz,  owner. 

PREMISES — 1709  Centre  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance 
a  garage  for  the  storage  of  two  pleasure  inot 
vehicles,  two  spaces  rented  to  persons  not  residn 
on  the  premises. 
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y-  — -  - — - - = - 

96-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Menkors  Realty 
Co.,  Inc,  owner. 

’REMISES* — 'South  side  of  Roosevelt  avenue  from  21st 
street  to  22nd  street,  Elmhurst,  Queens. 

'0  PERMIT  in  a  business  district  the  alteration  and 
extension  in  height  of  an  additional  story  of  an 
existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


91-24-BZ. 


611-24-BZ 

J'  Sinnott-  for  Ceorge  Ehret,  owner. 
Tn^L'o^^4-62  West  167th  street>  Manhattan, 
tu  rHKMi  i  m  a  business  district  the  alteration,  exten¬ 
sion  and  conversion  of  a  storage  warehouse  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 


.P  P  LI  CANT — Char  les  B.  Meyers,  for  Samuel  Marer, 
owner. 

REMISES — 2616  University  avenue,  The  Bronx. 

0  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


2-24- BZ. 

PPPiCANT  William  Shary,  for  Martin  C.  Dyer,  owner 

REMISES— 469  East  187th  street,  The  Bronx. 

9  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


7-24-BZ. 

PPLICANT— William  F.  Doyle,  for  Walter  Pfandler, 
owner. 

jlEMISES — 41-57  Third  avenue,  Brooklyn. 

)  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  alteration,  extension  and  con¬ 
version  of  occupancy  from  a  bakery,  stable  and 
garage  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


Appeals  from  Administrative  Orders. 

3-24-A — 2242  Second  avenue,  Manhattan. 

318-24-A  139-25  Hillside  avenue,  Jamaica,  Queens. 

374- 24- A— 37  West  111th  street,  Manhattan. 

375- 24-A — 317  West  52nd  street,  Manhattan. 

376- 24-A — 419  East  66th  street,  Manhattan. 

377- 24- A — 31  West  116th  street,  Manhattan. 

381-24-A— 123  Marble  Hill  avenue,  The  Bronx. 

408-24-A— 222  South  street  and  100-102  Market  slip,  Man¬ 
hattan. 

427-24-A — 160-166  7th  street,  Brooklyn. 

447-24-A— 65-67  West  45th  street,  Manhattan. 

455-24- A — 120  Broadway,  Manhattan. 

457-24-A — 185-187  East  Broadway,  Manhattan. 

474-24-A— 254  South  street,  Manhattan. 

933-23-A  54  Main  street,  Flushing,  Queens. 

025-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
6S1-23-A  60-62  West  116th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

217-24-A — 77-79  East  130th  street  and  74-78  East  131«t 
street,  Manhattan. 


i-24-BZ. 

'PLICANT— Louis  A.  Sheinart,  for  Dormond  Realty  C 
Inc.,  owner. 

I Sduit177'18?  Gast  123rd  street,  Manhattan. 

1  PERMIT  in  a  business  “B”  area  district  the  erecti 
and  maintenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicles,  also  the  om 
sion  of  a  rear  yard  as  required  by  the  zone  resol 
tion. 


-24-BZ. 

1  PLICANT— John  J.  Dunnigan,  for  Ryer  Building  Cor- 
poration,  owner. 

EpFR\fSTm9-12  S!C°nd  ave”ue’  Long  IsIand  City,  Queens. 

I'EKAH  I  m  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 

!■ -24-BZ. 

IPnCANT— Joseph  Orlando,  for  Salvatore  and  Giuseppe 
Montalto,  owners. 

EMI SES— Southwest  corner  of  Buhre  avenue  and  Ho- 
bart  avenue,  The  Bronx. 

|  PEf-M.IT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  business  purposes. 


!  24-BZ. 

PLICANT— Louis  A.  Sheinart,  for  Samuel  Baxt, 

-n/To13orge  Baxt  and  Max  Baxt,  owners. 

.pppBB— 42-48  Hamilton  street,  Manhattan, 
r EKMl  r  in  a  business  district  within  200  feet  of  an 
exit  and  entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 


1197-22- A — South  side  Nelson  avenue,  Mount  and  School 
streets  to  Anable  avenue,  L.  I.  City,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
01  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  'Tuesday  morning,  June  10,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Bqilding,  on  the  following 
matters : 

cal.  no.  1220-23-BZ— Application,  October  25,  1923,  under 
the  building  zone  resolution,  of  Daniel 
W.  Wilkes,  applicant  and  lessee;  Ben¬ 
nett  De  Beixedon,  owner,  to  permit  in 
a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1090-1094  Gates  avenue, 
Brooklyn. 

CAL.  NO.  242-24-BZ— Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  William 
H.  Daly,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  pleasure  motor  vehicles,  five 
spaces  rented  to  persons  not  residing  on 
the  premises ;  premises  2  Dorothea 
place,  rear,  The  Bronx. 

cal.  no.  336-24-BZ — Application,  March  3,  1924,  under 
the  building  zone  resolution,  of  Gel- 
ler,  Rolston  and  Blanc,  applicants,  on 
behalf  of  Heirs  and  Legatees  of  Henry 
W.  Schmidt,  deceased,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  634-638  St.  Nicholas 
avenue,  Manhattan. 
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hides;  premises  242-270  East  98tl 
street,  southwest  corner  of  Clarksoi 
avenue,  Brooklyn. 


CAL.  NO.  76-24-BZ— Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  w  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

CAL.  no.  282-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  399-24-BZ — Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

CAL.  NO.  454-24-BZ — Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

cal.  no.  463-24-BZ — Application,  March  31,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the 
erection  and  maintenance  of  a  central 
telephone  exchange  building;  premises 
47-61  Arden  street,  45-59  Sherman  ave¬ 
nue  and  42-56  Thayer  street,  Manhat¬ 
tan. 

cal.  no.  395-24-BZ — Application,  March  17,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Chris¬ 
tian  Schuck,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles; 
premises  2251  Jerome  avenue,  The 
Bronx. 

cal.  no.  1242-23-BZ — Application,  October  31,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf 
of  Simon  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve- 


cal.  no.  484-24-BZ — Application,  April  4,  1924,  under  th 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Frey 
bell  Realty  Co.  and  Elise  I  Jr. sprung 
owners,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  ga 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  2059-212 
Jerome  avenue,  southwest  corner  o 
West  181st  street,  The  Bronx. 

cal.  no.  671-24-BZ — Application,  May  14,  1924,  upder  th 
building  zone  resolution,  of  Robert  W 
Thompson,  applicant,  on  behalf  o 
John  Wanamaker,  lessee,  to  permit  i 
a  two-times  height  district  the  erectio 
of  the  street  walls  of  an  extension  with 
out  a  setback  to  a  height  exceeding  th 
limit  required  by  the  zone  resolution, 
premises  756-770  Broadway,  42-5 
Fourth  avenue,  135-147  East  8th  stree 
and  74-86  East  9th  street,  Manhattai 

cal.  no.  514-24-BZ — Application,  April  10,  1924,  under  th 
building  zone  resolution,  of  J.  C.  Hoi 
man,  applicant,  on  behalf  of  Denma 
Realty  Co.,  owner,  to  permit  in  a  busj 
ness  district  the  alteration,  extension 
and  maintenance  of  a  garage  for  th 
storage  of  more  than  five  (5)  moto 
vehicles;  premises  303-315  West  96t 
street,  Manhattan. 

William  E.  Walsh,  «'^man. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  10,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

248-24-S — 512-520  Grand  street,  Manhattan. 

464-24-S — 981  Third  avenue,  Manhattan. 

466-24-S — 110  West  17th  street,  Manhattan. 

468- 24-S — 426  East  17th  street,  Manhattan. 

472-24-S — 256-260  West  38th  street,  Manhattan. 

482-24-S — 265  West  Broadway,  Manhattan. 

510-24-S — 210-212  West  65th  street,  Manhattan. 

524-24-S — 202-204  West  36th  street,  Manhattan. 

527-24-S — 237  Division  street,  Manhattan. 

538-24-S — 19-21  West  36th  street,  Manhattan. 

469- 24-S — 150-152  Maiden  lane,  Manhattan. 

481-24-S — 362-380  De  Kalb  avenue,  Brooklyn. 
560-24-S — 1351-1365  Broadway,  Manhattan. 

572-24-S — 237^245  West  35th  street,  Manhattan. 
102-24-S — 415-421  5th  avenue,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

149-24-S — 20-30  Morton  street,  Brooklyn. 

198-24-S — 235-243  East  23rd  street  and  409  2nd  avenu- 
Manhattan. 

Appliances  Submitted  for  Approval. 
493-24-SA — Faultless  Oil  Burner,  approval  of. 

1414- 23-SA — Enco  Type  No.  400  Steam  Atomizing  Fuel  0 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burne 

approval  of. 

590-24-SA} — Film  Insnection  Machine,  approval  of. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  13,  1924,  at  2  p.  m. 

RULES. 

.  10-24-SR — Rules  for  Stairway  Enclosures  in  Factor* 
Buildings,  etc. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

30-24-A — 322  East  24th  street,  Manhattan. 

32-24-A — 163  Crosby  street,  Manhattan. 

35- 24-A — 73-81  Dobbin  street,  Brooklyn. 

36- 24-A — 464  58th  street,  Brooklyn. 

38-24-A — 25-31  South  William  street,  Manhattan. 

L1-24-A — 17-25  North  Moore  street,  Manhattan. 

18-24-A — 2912-2914  Park  avenue,  The  Bronx. 

26-24-A — 615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 

)9-23-A — 522  West  159th  street,  Manhattan. 

S9-24-A — 47-67  Williams  place,  Brooklyn. 

'2-24-A — 123-127  Atkins  avenue,  Brooklyn. 

'2-24-A — 554  Flushing  avenue,  Brooklyn. 

5- 24-A — East  side  of  Eleventh  avenue,  from  21st  street 

to  22nd  street,  Whitestone,  Queens. 

6- 24-A — 800  Flatbush  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 
ie  resolution,  Tuesday  morning,  June  17,  1924,  at  10 
ock,  in  Room  919,  Municipal  Building,  on  the  follow- 
matters  : 

..  no.  428-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  C.  E.  Hicks, 
applicant,  New  York  Dock  Co.,  owner, 
Rexon  Realty  Corporation,  lessee,  to 
permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  264-284  Furman 
.street,  Brooklyn. 

.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

no.  494-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Aloys 
I  Nicollier,  applicant,  on  behalf  of  Louis 

A.  and  Alvina  Nicollier,  owners,  to 
permit  in  a  residence  district  extend¬ 
ing  from  a  business  district  the  main¬ 
tenance  of  a  building  used  in  part  for 
business  purposes ;  premises  106  West 
81st  street,  Manhattan. 

no.  296-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Reo 
Jamaica  Sales  Co.,  Inc.,  applicant  and 


lessee,  Villanova  Realty  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair 
shop,  also  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
piemises  37  Bergen  avenue,  Jamaica 
Queens. 

cal.  no.  406-24-BZ— Application,  March  19,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga- 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 

cal.  no.  117-24-BZ— Application,  January  25,  1924,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Powell  .  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  261-267  Penn¬ 
sylvania  avenue,  Brooklyn. 

cal.  no.  442-24-BZ — Application,  March  27,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  R.  T. 
J.  Co.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  104- 
106  Sherman  avenue,  Manhattan. 

cal.  no.  533-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to.  permit  in  a  residence  “E” 
area  district  the  alteration  and  exten¬ 
sion  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting 
percentage  of  lot  occupied  as  required 
by  Art.  4,  Section  15,  of  the  zone  reso¬ 
lution;  premises  1421-1437  Ocean  ave¬ 
nue  and  1060-1068  Kenmore  place 
Brooklyn. 

cal.  no.  562-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  architect,  on  behalf  of  Mrs. 
Pauline  A.  Reynolds,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2470-2480  Bed¬ 
ford  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

227- 24-A — 2556  Fulton  street,  Brooklyn. 

228- 24-A — 1164  Broadway,  Brooklyn. 

419-24-A — 1020  Lexington  avenue,  Manhattan. 

453-24- A — 3486  Bedford  avenue,  Brooklyn. 

458-24-A— Northwest  corner  of  2nd  street  and  Polk 
street,  Woodside,  Queens. 

535-24- A — 539-557  East  118th  street,  Manhattan. 
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543-24- A — West  side  of  Anable  avenue,  40  ft.  south  of 
Meadow  street  (Skillman  street),  Long 
Island  City,  Queens. 

546-24- A — 416-418  West  26th  street,  Manhattan. 

548- 24-A — 415-423  East  53rd  street  and  410-416  East  54th 

street,  Manhattan. 

549- 24-A — South  side  of  East  47th  street,  200  ft.  east 

of  First  avenue,  Manhattan. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

223-24- A — 29  West  25th  street,  Manhattan. 

.16-24- A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  2nd  avenue,  Manhattan. 

322- 24-A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24-A — 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24- A — 1600  Broadway,  Manhattan. 

436- 24- A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  June  17,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters: 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  304-310  East 
95th  street,  Manhattan. 

CAL.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop;  premises 
29-31  13th  street,  College  Point, 
Queens. 

cal.  NO.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Car  do,  architect,  on  behalf  of 
Giuseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes ;  premises 
237  East  203rd  street,  The  Bronx. 

cal.  no.  865-23-d3Z— Application,  July  7,  1923,  under  tfie 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 


cal.  no.  S64-23-BZ — Application,  July  7,  1923,  under  th 
building  zone  resolution,  of  Edward  I 
Doyle,  applicant,  on  behalf  of  Ditmar 
Avenue  Improvement  Co.,  Inc.,  ownei 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  mo 
tor  vehicles ;  premises  west  side  9t 
avenue,  300.01  ft.  south  of  Ditmar 
avenue,  Queens. 

cal.  no.  291-24-BZ — Application,  February  25,  1924,  unde 
the  building  zone  resolution,  of  Henr 
J.  Nurick,  architect,  on  behalf  c 
Michael  Fox,  owner,  to  permit  in 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles 
premises  925-931  Franklin  avenui 
Brooklyn. 

William  E.  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

551- 24- A— 24  Eighth  avenue,  Brooklyn. 

552- 24-A — '11611  Eighty-ninth  avenue,  Woodhaven,  Queen 

557-24- A — 311  100th  street,  Brooklyn. 

566-24-A — 259-273  Greene  street,  Brooklyn. 

575-24-A — 440  Sixth  avenue,  L.  I.  City,  Queens. 

577-24-A — 2226-2234  Third  avenue,  Manhattan. 

66-24- A — 270-282  Powell  street,  Brooklyn. 

214-24-A — Southeast  corner  of  Luydig  place  (97th  place 
and  Hunt  street  (42nd  avenue),  Coron. 
Queens. 

288- 24-A — 873-883  Lexington  avenue,  Brooklyn. 

289- 24-A — 2384-2396  Fulton  street,  Brooklyn. 

485- 24- A — 1850-54  Grand  Concourse,  The  Bronx. 

486- 24-A — 12  East  18th  street,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 

219-24-A— 523-537  Lexington  avenue,  Manhattan. 

321-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

159-24-A — 132-140  West  125th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea 
of  a  public  hearing  under  the  provisions  of  the  buildin 
-zone  resolution,  Tuesday  morning,  June  24,  1924,  at  1 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follovvin 
matters : 

cal.  no.  1212-22-BZ — Application,  April  29,  1924,  under  tl 
building  zone  resolution,  of  James  1 
Whiskeman,  architect,  on  behalf  c 
Willis  F.  Harding,  owner,  for  a  r< 
hearing  of  an  application,  previously  d< 
nied,  to  permit  in  a  business  distrii 
the  erection  of  a  garage  for  more  tha 
five  (5)  motor  vehicles;  premisi 
southeast  corner  of  Webster  avem 
and  Depot  square,  South,  The  Bron: 

cal.  no.  324-24-BZ — Application,  February  29,  1924,  und< 
the  building  zone  resolution,  of  Jam< 
E.  Connaughton,  applicant,  on  beha 
of  Walter  Glowacki,  owner,  to  perm 
in  a  residence  district  the  alteratio 
and  extension  of  an  existing  buildin 
to  be  used  for  business  purposes;  pren 
,  ises  26  Stratton  avenue,  Bays  id' 

Queens. 
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au  no.  88-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 

al.  no.  255-24-BZ— Application,  February  19,  1924,  under 
tjie  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 

\l.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 

iL.  no.  425-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  42-48 
Hamilton  street,  Manhattan. 

:l.  no.  398-24-BZ — Application,  March  17,  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Habas- 
sah  Home  Builders  Carp.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes ;  prem¬ 
ises  7905-11  Seventh  avenue,  Brooklyn. 

:l.  no.  483-24-BZt— Application,  April  4,  1924,  under  the 
building  zone  resolution,  of  William 
R.  Rust,  applicant,  on  behalf  of 
Gustave  Huttenlocher,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
four  (4)  pleasure  motor  vehicles,  two 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  157  Richmond 
street,  Brooklyn. 

..  no.  522-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of  Max 
Nirenberg,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  55-75  East  28th  street, 
southeast  corner  of  Albermarle  road, 
Brooklyn. 

Wii.liam  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  24,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

I-24-S — 51  West  19th  street,  Manhattan. 

5-24-S — 107  West  48th  street,  Manhattan. 


500-24-S  26-28  West  35th  street,  Manhattan. 
504-24-S  14-16  West  End  avenue,  Manhattan. 

528- 24-S  507-525  West  22nd  street,  Manhattan. 

529- 24-S — 28  West  22nd  street,  Manhattan. 

530- 24-S — 311  Fulton  street,  Brooklyn. 

583-24-S — 22  West  46th  street,  Manhattan. 
587-24- S — 7  Dutch  street,  Manhattan. 

596-24-S— 138  Livingston  street,  Brooklyn. 
600-24-S  261-267  West  35th  street,  Manhattan. 
581-24-S — 133  Second  avenue,  Manhattan. 

196-24-S — 21-23  Maiden  lane,  Manhattan. 

594-24- S — 692-694  Broadway,  Manhattan. 

624-24-S  337  West  38th  street,  Manhattan. 
631-24- S — 210  West  29th  street,  Manhattan. 


BOARD  CF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  27,  1924,  at  10  a.  m. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEiN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  June  27,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  477-24-BZ— Application,  April  3,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  F. 
Paul  A.  Vaccarelli,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2116  Quarry  road,  The 
Bronx. 

cal.  no.  367-24-BZ — Application,  March  10,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
A.  Provenzano,  owner,  to  permit  in  a 
portion  of  a  street  between  two  inter¬ 
secting  streets,  in  which  portion  there 
exists  an  exit  and  entrance  to  a  public 
school,  the  extension  and  change  of 
occupancy  from  a  garage  for  five  (5)' 
cars  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  225  Mott  street,  Manhattan. 
cal.  no.  519-24-BZ— Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  John 
levers  and  Robert  levers,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building 
to  be  occupied  for  business  purposes ; 
premises  2459-2467  University  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  July  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

487-24-A — 2849-55  Fulton  street,  Brooklyn. 

507-24 -A — 439-147  Emerson  place,  Brooklyn. 

544-24-A — 139-141  West  19th  street,  Manhattan. 
547-24-A— 129-135  Degraw  street  and  50-60  Tififany  place 
Brooklyn. 
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582-24-A — 1226  Flushing  avenue,  Brooklyn. 

584- 24-A — 1914-1920  Pitkin  avenue,  Brooklyn. 

585- 24- A — 538-554  Junius  street,  Brooklyn. 

593-24-A — 288-290  Broadway,  West  New  Brighton,  S. 
I.,  Richmond. 

599-24-A — 11904  Hillside  avenue,  Richmond  Hill,  Queens. 

516-24- A — 444  West  26th  street,  Manhattan. 

605-24-A — 3  Wooster  street,  Manhattan. 

614- 24-A — 212  25th  street,  Brooklyn. 

6 15- 24- A — 32  Bond  street,  Manhattan. 

626-24-A — 213-217  West  125th  street,  Manhattan. 

628-24- A — 34^2  East  12th  street,  Manhattan. 

968-23- A — West  side  of  West  157th  street,  175  ft.  east 
of  Eighth  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  1,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  496-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  L. 
Hurd  Sanford,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  fqr  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  184 
ft.  north  O'f  East  198th  street,  The 
Bronx. 


cal.  no.  244-24-BZ — Application,  February  15,  1924,  und< 
the  building  zone  resolution,  of  S.  Mil 
man  &  Son,  architects,  on  behalf  c 
Morris  Angert  and  Ernest  Edinge 
owners,  to  permit  in  a  business  distri< 
the  erection  and  maintenance  of  a  g; 
rage  for  the  storage  of  more  than  fi\ 
(5)  motor  vehicles;  premises  176: 
1765  Bushwick  avenue,  Brooklyn. 

cal.  no.  452-24-BZ — Application,  March  28,  1924,  undt 
the  building  zone  resolution,  of  Ai 
drew  Biagini,  applicant,  on  behalf  ( 
B.  Salazzo,  owner,  to  permit  in  a  res 
dence  district  the  maintenance  of  a  g; 
rage  for  the  storage  of  four  (4)  plea 
ure  motor  vehicles,  three  (3)  space 
rented  to  persons  not  residing  on  tl 
premises;  premises  58-60  Norwood  av 
nue,  Brooklyn. 

cal.  no.  475-24-BZ — Application,  April  3,  1924,  under  tl 
building  zone  resolution,  of  Louis  i 
Sheinart,  architect,  on  behalf  ( 
Charles  W.  Edwards,  owner,  to  pe 
mit  partly  in  a  residence  district  ai 
partly  in  a  business  district  the  ere 
tion  and  maintenance  of  a  garage  f< 
the  storage  of  more  than  five  (5)  it* 
tor  vehicles ;  premises  northeast  com 
of  Jerome  avenue  and  Morris  avenu 
The  Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  MORNING,  MAY  23,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

223-24-A. 

APPELLANT — John  Knirim,  for  Bertha  Pflieger,  les¬ 
see. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 29  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  John  Knirim. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at 
2  p.  m. 


16-24-A. 

APPELLANT — David  M.  Jones,  for  Philip  Wald  and 
S.  Buchman,  owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED' — 1342  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at 
2  p.  ra,  pending  a  decision  in  the  Supreme  Court. 


1490-23-A. 

APPELLANT — Patrick  J.  Cuskley,  trustee  of  estate  of 
Henry  Hunt,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AI* I' ECTED — 406  Second  avenue,  Manhat¬ 
tan. 


APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924, 

2  p.  m.,  pending  a  decision  in  the  Supreme  Coui 
on  written  request  of  appellant. 


150-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Enginee 
ing  Co.,  for  Staten  Island  Shipbuilding  Go.,  own< 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — North  side  Richmond  terrai 
opposite  Andros  avenue,  Mariner’s  Harbor,  Stat 
Island,  Richmond. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
part  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION: 

(150-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineer! 
Co.,  for  Staten  Island  Shipbuilding  Co.,  owner,  filed,  Jan 
ary  30,  1924,  an  appeal,  with  the  board  of  appeals,  frtj 
an  order  of  the  fire  commissioner,  affecting  premises  Andr 
avenue  and  Richmond  terrace,  Mariner’s  Harbor,  Stat 
Island,  Borough  of  Richmond;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  4974 
F,  dated  August  15,  1923,  reads : 

“1.  Provide  an  additional  8  in.  feed  line  connect 
to  city  main  and  fire  line. 
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|  3.  Provide  a  two  way  3x/2  in.  Siamese  connection 

for  standpipe  with  female  threads  with  clapper  valves 
placed  at  river  end,  one  at  east  and  one  at  west  end 
of  yard,  at  least  18  in.  and  not  more  than  2  ft.  above  ■ 

ground  level  *  *  *. 

4.  Provide  five  additional  fire  plugs  properly  con¬ 
nected  to  standpipe  fire  line  with  at  least  150  ft.  of 
2l/2  in.  approved  hose  attached  to  each  fire  plug  in 
lengths  not  greater  than  50  ft.  *  *  *. 

5.  Install  an  automatic  fire  alarm,  complete  with 
Central  Office  connection  on  1st  story  of  building  known 
as  mould  loft.”; 


LI 

.Vhereas,  the  premises  consist  of  a  plot  of  ground  1  650 
by  675  ft.  in  area;  OCCUPIED  as  a  ship  yard;  ’and 
equipped  with  an  8  in.  and  a  4  in.  water  main  with 
in.  hose  connections  and  sufficient  hose  distributed 
ioughout  the  yard  and  on  the  piers.  The  moulding  loft 
!  the  machine  shop  are  equipped  with  sprinkler  systems; 

^hereas,  applicant  contends  the  existing  equipment  is 

i  quate. 

'C solved,  that  the  order  of  the  fire  commissioner,  as 
■elates  to  Items  3  and  4,  ibe  and  it  hereby  is  affirmed 
i  the  appeal  as  to  these  items  be  and  it  hereby  is  denied’- 
1  ,tlie.  ordeiLasf  !lt  relates  to  Items  1  and  5  be  and  it 
ffiy  is  vwdified,  and  the  appeal  as  to  these  items  be 
it  hereby  is  granted  on  condition  that  the  present  oc- 
;incy,  use  and  fire  protection  remain  substantially  un- 


BUILDING  ZONE  CASES. 

23-BZ. 

DLI  CANT— Seel  lg  &  Finkelstein,  for  Ditmars  Avenue 
Improvement  Co.,  Inc.,  owner. 

uTT^PPlICatlon  (-re:  decision  °f  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
than  five  (5>  mc>tor  vehicles. 

-MISES  AFFECTED— W est  side  of  Ninth  avenue, 

I’EA^ANCES— Uth  °f  Dltmars  avenue>  Queens. 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Albert  Hennings,  Walter  April, 

^JT?h™R  Kleln  and  T-  C-  Capone. 

/ION  OF  BOARD— Laid  over  to  June  17,  1924,  at 

'  board01’  f°r  mspecdon  and  report  by  committee  of 


1 3-BZ. 

•UCANT-Seelig  &  Finkelstein,  for  Ditmars  Avenue 
Ttr,^Provement.  C°-,  Inc.,  owner. 

J  K-m-  PP\icati°n  ^r-e:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  garage  for  the  storage 
bve  motor  vehicles. 
v  *'^CCTED  West  side  Ninth  avenue,  300.01 

;earances°— Dltmars  avenue’  Queens- 

For  Applicant:  Edward  P.  Doyle, 
or  Opposition :  Albert  Hennings,  Walter  April, 
rAM  r\r  IConi  and  T.  C.  Capone. 

2  BOARD— Laid  over  to  June  17,  1924,  at 

boid  ’  f°r  mSpe0tl°n  and  report  h*  committee  of 


-BZ. 

LlCtmf^W,1Jenr&  Wctmore’  for  Now  York  Cen- 
pr-'r  oo'cead  Co.,  owner. 

buildffiSwt,0n  (r.e:decision  of  superintendent  of 
the  triw L t0  frmit  m  3  tw°-times  heigh*  district 
reCt  K°n  ,°f  3  Street  wal1  of  a  building  with- 

bv  the  S®tback  to.  a.  height  exceeding  the  limit  set 
,  the  zone  resolution. 


PREMISS  AFFECTED— 51-53  East  42nd  street  and  2-16 
AlPPEARANCE.S-aVe"Ue’  Ma,lhatta"' 

For  Applicant:  Julian  Holland. 

APTTOXT  ^T?PPOSlti°n:  N°ne- 

CO NDI T IO N 0 ARD^  Application  granted  on  condition. 
THE  VOTE-—  AS  Speafied  in  ^solution. 

•  AffirRmatRe:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Emef  Kenlon  .  _ 

Negative  .  1 

Absent  .  0 

THE  RESOLUTION: .  0 

„r  (256-24-BZ) 

Vhereas,  Warren  &  Wetmore,  for  New  York  Central 

urferlf’KuS'  Febr,“ary  '»•  »  applSSS 

unaer  the  building  zone  resolution,  to  permit  in  a  twn 

imes  height  dastnet  the  erection  of  a  street  wall  of  a  build- 

by  the  buildinpSetbaCk  t0  i&  •heig’ht  exceeding  the  limit  set 
street  and  t  m  zgne  ,res,J utlon  i  premises  51-53  East  42nd 
wLfr^a,  Vanderbilt  avenue,  Manhattan;  and 
whereas  a  public  hearing  was  held  on  this  apnlication 
y  the  board  of  appeals,  at  its  special  meeting  May  23  1924 

B<Sd  „Uf P“blkatiM  in  B„S  Of  the 
Hoard  of  Standards  and  Appeals;  and 

hn  i;i!nlREAS’  the  ^eigbt  district  maps  accompanying  the 

catS  TT  r,eS°1Utr  ,Sh0W  that  the  PrcmisesyaTe  lo- 
ca<*  111  a  two  times  height  district;  and 

rptA  HI',V;atSj  the  decision  of  the  superintendent  of  building's 

22>  ,924' in  actins  Alt  app  no  S 

c  ’:14'1  pht  , ,‘,>f  exc€eds  limits  imposed  by 

and  '  Bmldm&  Zotle  Resolution,  where  indicated.” ; 

construction’  tU!lding  i.s  lto  be  of  fireproof 

r,  .  .  ’  1  stories  in  height,  with  a  frontage  of  68 

ft.  5  m.  on  42nd  street,  33  ft.  8  in.  on  43rd  street  and 

a  frontage  of  200  ft.  10  in.  on  Vanderbilt  avenue  The 

permitted  height  of  the  street  wall  on  the  42nd  street 

ft°  bein"  200°  U  dl,Stance  baff  dr°m  the  corner  of  150 
(o  J>en?g  "°°  ,  ’  the  Proposed  height  to  be  193  ft  on 
42nd  street  and  220  ft.  on  Vanderbilt  avenue-  and 

fnrW™  the  sfeI  «f  the  existing  building  was  designed 
for  20  stories,  and  applicant  contends  that  there  would  be 
hardship  to  compel  him  to  comply  with  the  striS letter 

tondSonf'  roC>f  °f  the  PreSen*  slructure-  *> 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
vanatton  m  the  application  of  the  height  district  regula¬ 
tin'  h°f  het  -fU1ldlnffK  Z°ne  ^ution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  so  far  as  it  affects  the 

frn§'htfi?f  tbe  StreCt  wal1  on  the  Vanderbilt  avenue  front 
rom  the  return  on  the  setback  line  of  42nd  street  height 
regulations,  on  condition  that  the  frontage  of  the  Vander- 

qi/  ^eiTe  waf  shaI!.  »ot  extend  -beyond  a  point  157  ft 
3-2  in.  from  the  building  line  of  42nd  street  and  that 
the  street  wall  on  Vanderbilt  avenue  frontage  shall 
ZC3-r  a  bveb*  of  220  {t  above  ,curb.  and  OIfethf^X 

fr^ mtft°n  Ha,  [he .  heiSht  and  setback  on  the  43rd7  street 
frontage  shall  be  in  strict  accordance  with  the  plans  fil'd 
m  this  appeal;  that  the  requirements  of  the  building  zone 
resolution  shall  be  complied  with  in  all  other  resnects  • 
a"d  that  ab  Permits  necessary  for  the  prosecution  o?f  the 
vork  shall  be  obtained  within  nine  months  and  that  the 

pletion5  C°n  UCtl0n  Sha11  progress  continuously  to  corn- 
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313-24-BZ. 

APPLI  andN  Effif  W3fll  R  D°yIe'  f°r  James  S-  Lawso 
crrDTtr^d  B  ls  ^0Isker,  owners. 

b UBJECT—^pplication  (re:  decision  of  superintendent  o 

buildings)  to  permit  in  a  business  district  the  erec 
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tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED1 — (Northeast  corner  Jerome  ave¬ 
nue  and  West  198th  street,  The  Bronx. 
APPEARANCES _ 

*  For  Applicant:  William  F.  Doyle,  James  S.  Law- 
son,  Ellis  Weisker,  Charles  W.  Edwards,  L. 
Hurd  Sanford. 

For  Opposition:  Thomas  F.  Turley,  Herman  Bell- 
mer,  Peter '  S.  Gettell,  John  Fitzsimmons. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kerby  and  Holland  -  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Fire  Chief  Kenlon  . .  5 

Absent  .  0 

THE  RESOLUTION: 

(313-24-BZ) 

Whereas,  William  F.  Doyle,  for  James  S.  Lawson, 
owner,  filed,  February  27,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  northeast  cor¬ 
ner  Jerome  avenue  and  East  198th  street,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  May  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  East- 
198th  street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  13,  1924,  in  acting  on  N.  B.  App. 
No.  338-24,  reads: 

“1 — Erection  of  public  garage  for  storage  of  more 
than  5  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  and  basement  in  height,  with 
a  frontage  of  156  ft.  and  a  depth  of  111  ft. ;  to  be  oc¬ 
cupied  as  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  and 

Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20  of  the  building  zone  reso¬ 
lution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


231-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Samuel  Himmel- 
stein,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 745-757  Ralph  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  Stanley  S.  Smith,  Abraham  J. 


Staub,  Henry  Salant. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  _  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(231-24-BZ) 


Whereas,  Edward  P.  Doyle,  for  Samuel  Himmelstein, 
owner,  filed,  February  13,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 


of  more  than  five  motor  vehicles;  premises  745-57  R 
avenue,  Brooklyn ;  and  j  I 

Whereas,  a  public  hearing  was  held  on  this  applies 
by  the  board  of  appeals,  at  its  special  meeting  May  23,  1) 
after  due  notice  by  publication  in  the  Bulletin  of  I 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  V 
ing  zone  resolution  show  that  Ralph  avenue  and  i 
98th  street  are  business  districts  and  Union  street  is  a  j 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  b 
ings,  rendered  January  9,  1924,  in  acting  on  App.  No. 
24,  reads : 

“Proposed  one  story  public  garage  in  a  bus) 
district  is  contrary  to  Art.  II,  par.  4  (a)  of  the  B 
ing  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-firep' 
construction,  one  story  in  height,  with  a  frontage  of 
ft.  and  a  depth  of  100  fit.;  to  be  occupied  as  a  ga| 
for  more  than  five  motor  vehicles ;  and 
Whereas,  applicant  failed  to  substantiate  the  basij 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of.bi 
ings  be  and  it  hereby  is  affirmed,  and  the  applioatio 
and  it  hereby  is  denied. 


1408-23-BZ. 

APPLICANT — Merton  L.  Cushman,  owner. 
SUBJECT — Application  (re:  decision  of  superintendei 
buildings)  to  permit  partly  in  a  business  dw 
and  partly  in  a  residence  district  the  erectionfi 
maintenance  of  a  garage  for  the  storage  of  i 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 316-320  West  118th  street,  li 
hattan. 

APPEARANCES— 

For  Applicant:  Samuel  Marcus. 

For  Opposition :  Louis  Krown,  Samuel  C.  Bi 
David  Shapiro,  Chas.  Gabriel,  Abe  Gri 
Joseph  Egan. 

ACTION  OF  BOARD' — Application  granted  on  concl: 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatt 
Boulton,  Connell,  Holland  and  Kerby  .. 

Negative  . 

Absent :  Fire  Chief  Kenlon  . 


THE  RESOLUTION: 

(1408-23-BZ)  f 

Whereas,  Merton  L.  Cushman,  owner,  filed,  Dece' 
1,  1923,  an  application,  under  the  building  zone  resolt) 
to  permit  partly  in  a  residence  district  and  partly  j 
business  district  the  erection  and  maintenance  of  a  gij 
for  the  storage  of  more  than  five  (5)  motor  veil' 
premises  316-18-20  West  118th  street,  Manhattan;  ar 
Whereas,  a  public  hearing  was  held  on  this  applic  < 
by  the  board  of  appeals,  at  its  special  meeting  May  23,  ■ 
after  due  notice  by  publication  in  the  Bulletin  oh 
Board  of  Standards  and  Appeals ;  and  _  I 

Whereas,  the  use  district  maps  accompanying  the  H 
ing  zone  resolution  show  that  West  118th  street  is  a  • 
ness  district  and  Manhattan  avenue  is  a  residence  d’.s : 
and  If 

Whereas,  the  decision  of  the  superintendent  oi  I 
ings,  rendered  November  14,  1923,  in  acting  on  Alto1 
Application  No.  2429-23,  reads : 

“1.  Public  garage  in  business  districts  are 
hibited.” ; 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
struction,  three  stories  in  height,  with  a  frontage  < 
ft.  and  a  depth  of  100  fit.;  to  be  occupied  as  a  gl 
for  more  than  five  motor  vehicles ;  and 
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# 

i  a  ereas,  there  existed  on  this  street  between  the  inter¬ 
ne  streets  on  July  25,  1916,  a  garage  for  more  than 
:  motor  vehicles. 

'solved,  that  tlie  board  of  appeals  does  hereby  make  a 
tion  in  the  application  of  the  use  district  regulations 
e  building  zone  resolution,  and  that  the  application  be 
;  t  hereby  is  granted  on  condition  that  the  building  be 
cted  to  a  three-story  structure  above  grade,  and  shall 
'ected  fireproof;  and  that  the  requirements  of  the  build- 
one  resolution  otherwise  shall  be  complied  with  in  all 
;:ts;  that  the  front  elevation  shall  be  finished  in  face 
!  or  cement  stucco;  that  the  windows  on  the  rear  shall 
<ed  sash  and  shall  be  glazed  with  translucent  glass, 
not  more  than  one  ventilator  to  each  frame;  and  that 
rmits  necessary  for  the  prosecution  of  the  work  shall 
tained  within  nine  months  and  the  building  completed 

ii  eighteen  months  from  the  date  of  this  action. 


•  1-BZ. 

LI  CANT — Kings  County  Lighting  Co.,  owner. 

ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend- 
1  ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  holder  for  the  storage  of  gas. 
VISES  AFFECTED1 — iNorth  side  6Gth  street,  158 
ft.  9j/2  in.  east  of  Eighth  avenue,  Brooklyn. 
IEARANCES — 

For  Applicant:  Travis  H.  Whitney  and  John  H. 
McCooey,  Jr. 

For  Opposition :  Arthur  F.  Engel,  Albert  Clements 
and  Charles  I.  Engel. 

ON  OF  BOARD — Application  granted  on  condition. 
DITIONS — As  specified  in  resolution. 

;  VOTE- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Iverby  _  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

E  RESOLUTION : 


(438-24-BZ) 

i:ereas.  Kings  County  Lighting  Co.,  owner,  filed,  March 
24,  an  application,  under  the  building  zone  resolution, 
irmit  the  extension  from  an  unrestricted  district  into 
ness  district  of  a  holder  for  the  storage  O'f  gas;  prem- 
orth  side  of  6Gth  street,  158  ft.  9l/2  in.  east  of  Eighth 
Brooklyn;  and 

.  ereas,  a  public  hearing  was  held  on  this  application 
\~  board  of  appeals,  at  its  special  meeting  May  23, 
after  due  notice  by  publication  in  the  Bulletin  of  the 
of  Standards  and  Appeals ;  and 
'ereas,  the  use  district  maps  accompanying  the  build- 
one  resolution  show  that  66th  street  is  a  business 


■  t  and  65th  street  is  an  unrestricted  district;  and 
ereas,  the  decision  of  the  superintendent  of  build- 
endered  March  7,  1924,  in  acting  on  App.  No.  4529- 

ads: 

your  March  6th: 

“As  premises  between  65th  and  *66th  Streets  and  8th 
td  9th  Avenues  are  partly  within  a  business  zone 
signation,  gas  manufacturing  or  storage  is  prohibited 
.ider  Sect.  4,  paragraph  16  of  Zone  Resolution  and 
erefore  application  4529/24  is  denied.” ; 


■ereas,  under  the  provisions  of  section  7  A  the  board 
-owered  to  act,  a' portion  of  the  premises  having  been 
id  for  gas  holders. 

■dved,  that  the  board  of  appeals  does  hereby  make  a 
‘on  in  the  application  of  the  use  district  regulations 

■  building  zone  resolution,  and  that  the  application  be 
hereby  is  granted  on  condition  that  the  requirements 

building  zone  resolution  be  complied  with  in  all 
l respects;  that  all  permits  necessary  for  the  prosecu- 
i  the  work  shall  be  obtained  within  nine  months  and 
’>rk  of  construction  to  be  carried  to  completion  con- 

■  >ly  with  all  possible  diligence  and  dispatch. 


291-24-BZ. 


—  N  ^  Henry  J.  Nurich,  for  Michael  Fox,  owner. 

SUBJECT-  -Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AF  F  ECTED — 925-931  Franklin  avenue, 

Brooklyn. 

APPEARANCES— 


For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby  and  Holland  . ’  4 

Negative:  Mr.  Beatty  . *  [  ’  j 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion  . !  2 


335-24-BZ. 

AI  1  LIC AN'T  Edward  P.  Doyle,  for  Brecher  Building 
Corp.,  owner. 

SU BJ EC  1-— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  factory  and 
office  building  to  a  garage  for  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  Fifth  and 
Washington  avenues,  Queens. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Application  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  . .  5 

Negative  .  y 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(335-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Brecher  Building  Corp., 
owner,  filed,  March  3,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  factory  and  office  build¬ 
ing  to  a  garage  for  the  storage  of  more  than  five  motor 
vehicles;  premises  southwest  corner  of  Fifth  avenue  and 
Washington  avenue,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  May  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
W hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Washington  avenue  is  a 
business  district  and  Fifth  avenue,  south  of  Washington 
avenue,  is  an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  4,  1924,  reads : 

“Replying  to  your  request  of  February  4,  1924,  for 
a  change  of  occupancy  on  the  building  located  on  the 
southwest  corner  of  Washington  Ave.  &  5th  Ave., 
Long  Island  City,  from  light  manufacturing  on  the 
first  floor  and  offices  on  the  second  floor,  to  a  garage 
for  more  than  five  vehicles,  I  would  say  that  I  am 
unable  to  grant  this  change  of  occupancy  for  the  rea¬ 
son  that  the  building  is  located  in  a  business  zone.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  and  two  stories  in  height,  with  a  frontage 
of  67.54  ft.  and  a  depth  of  100  ft.;  it  is  proposed  to 
change  the  occupancy  from  office  and  factory  to  garage 
and  offices ;  and 
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Whereas,  there  would  be  hardship,  owing  to  location 
of  the  building,  in  preventing  applicant  from  making  pro¬ 
posed  change. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure 
shall  not  be  increased  in  area  or  capacity,  south  or  rear; 
that  there  shall  be  no  sign,  other  than  the  title  and  name 


of  the  business,  erected  or  displayed  on  the  Washington 
avenue  front  of  these  premises;  that,  if  there  is  any  gaso¬ 
line  storage  equipment  installed,  it  shall  be  located  at  the 
extreme  southerly  end  of  the  structure  on  the  Fifth  ave¬ 
nue  street  frontage;  and  that  all  necessary  permits  shall 
be  obtained  within  nine  months. 


Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  MAY  23,  1924. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Holland  and  Kerby. 


BUILDING  ZONE  CASES. 

337-24-BZ. 

APPLICANT — >L.  B.  Mapes,  for  Dean-Murray  Garage  Co., 

owner. 

SUBJECT — Application  (re:  decision  of  superintendent  o>f 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 619-621  West  152nd  street  and 
620-622  West  153rd  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Clarence  H.  Fay,  Mr.  Dean. 

For  Opposition:  Richard  J.  Morrison,  Leon  Brof, 
Frank  E.  Vitol,  Hyman  Stomonsky,  Henry 
Serteg,  Walter  M.  Weiss  and  others. 
ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Bbulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(337-24-PZ) 

Whereas,  L.  B.  Mapes,  for  Dean-Murray  Garage  Co., 
owner,  filed,  March  3,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  619-621  West 
152nd  street  and  620-622  West  153rd  street,  Manhattan ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  May  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  152nd  street  and  West 
153rd  street  are  residence  districts  ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  11,  1924,  in  acting  on  N.  B.  App. 
No.  86-24,  reads : 

“1.  The  enlargement  of  an  existing  building  to  pro¬ 
vide  for  the  extension  of  a  nonconforming  use  is  con¬ 
trary  to  the  provisions  of  section  6  of  the  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  74  ft. 
2  in.  and  a  depth  of  199  ft.  10  in.;  occupied  as  a  garage 
for  more  than  five  motor  vehioles ;  it  is  proposed  to 
extend  the  building,  the  extension  to  be  50  ft.  10  in.  by 
199  ft.  10  in.,  of  fireproof  construction,  four  stories  in 
height;  and 


Whereas,  owing  to  the  surrounding  conditions,  the  board 
deemed  that  there  would  be  hardship  in  not  permitting  the 
erection  of  the  proposed  garage  as  modified  by  the  condi¬ 
tions  imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  u 
variation  in  the  application  of  the  use  district  regulations! 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  for 
a  depth  of  100  ft.  shall  not  exceed  in  height  the  contiguous 
garage  to  the  east  in  course  of  construction  on  153rd 
street;  and  as  affects  the  152nd  street  portion  of  structure, 
it  shall  not  exceed  in  height  the  existing  garage  on  152nd 
street  for  a  depth  of  100  ft.;  that  there  shall  be  no  ad¬ 
ditional  vehicular  entranoe  installed  on  the  152nd  street 
front  of  the  building,  and  that  there  shall  be  no  additional 
door  opening  in  excess  of  3  ft.  8  in.  permitted  on  152nd 
street  .front;  that  the  building  shall  be  constructed  fireproof 
throughout;  that  the  front  elevations  on  152nd  and  153rd 
streets  shall  be  finished  in  cement  finish,  trowelled,  and 
that  all  the  sash  on  the  front  of  the  building  shall  be 
glazed  with  translucent  glass;  that  there  shall  be  no  signs 
or  advertising  display  on  the  walls  or  roof  of  these  build¬ 
ings  other  than  one  projecting  electric  sign  on  153rd  street 
and  152nd  street  fronts; 

Resolved,  further,  that  all  necessary  permits  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9) 
months  and  the  building  completed  within  eighteen  (18) 
months  from  the  date  of  this  action. 


312-24-BZ. 

APPLICANT — John  De  Hart,  for  Isidore  Berg,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  used  for 
business  purposes. 

PREMISES  AFFECTED— 1310-1320  East  15th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  De  Hart,  Isidore  Berg. 

For  Opposition:  Mrs.  Simon,  Julia  Comisky,  Helen 
Marangelo,  Mary  Crisco,  William  Benjes,  Rob¬ 
ert  Falk,  Chas.  Steiefel  and  Lewis  Nunzio 
Batorniz. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  . .• .  0 


Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 
THE  RESOLUTION: 

(312-24-BZ) 

Whereas,  John  De  Hart,  for  Isidore  Berg,  owner,  filed, 
February  7,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  an  unmapped  street  the  .erection 
of  a  business  building,  the  adjoining  streets  being  residence 
and  business  ;  premises  1310-1330  East  15th  street,  Borough 
of  Brooklyn;  and 
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Vhereas,  a  public  hearing  was  held  on  this  application 
the  board  of  appeals,  at  its  special  meeting  May  23, 
4,  after  due  notice  by  publication  in  the  Bulletin  of  the 
erd  of  Standards  and  Appeals;  and 
Vhereas,  tire  use  district  maps  accompanying  the  build- 
zone  resolution  show  that  Avenue  M  is  a  business  dis- 
1 1,  Elm  avenue  (not  shown  on  zone  map),  East  14th 
et  and  East  15th  street  are  residence  districts;  and 
Vhereas,  the  decision  of  the  superintendent  of  build- 
■>,  rendei  ed  bebiuary  25,  1924,  in  acting  on  Application 
303 9 -23 -N.  B.,  reads: 

Proposed  one  story  brick  building  to  be  used  as 
stores  located  partly  in  a  business  district  and  partly 
;  in  a  residence  district  is  contrary  to  Art.  2  Section 
3  of  the  Zone  Resolution.” ; 

Inhere  as,  the  proposed  building  is  to  be  of  non-fireproof 
, .traction,  one  story  in  height,  with  a  frontage  of  82  ft 

i.  and  a  depth  of  103  ft.  iy2  in.,  to  be  occupied  as 

es ;  and 

hereas  owing  to  the  building  facing  on  an  unmapped 
et  and  being  partly  in  the  business  district,  the  board 
ned  that  there  would  be  hardship  in  preventing  applicant 
;i  erecting  the  proposed  structure. 
e solved,  that  the  board  of  appeals  does  hereby  make  a 
iti°n  in  the  application  of  the  use  district  regulations 
ne  building  zone  resolution,  and  that  the  application  be 
it  hereby  is  granted  on  condition  that  the  show  window 
rn  on  the  corner  shall  not  exceed  20  ft. ;  that  there  shall 
,o  advertising  signs  or  display  on  the  15th  street  side 
the  building,  and  that  there  shall  be  no  door  openings 
|r  ,than  an  exit  door  not  exceeding  3  ft.  in  width,  and 
'  any  wmd°w,s  on  East  15th  street  other  than  the 
'  I1  lldows,  sha11 ,  have  sills  at  least  0  ft.  above  the 
£,?**  **  rollt  Ration  other  than  the  show  windows 
-ast  15th  street  and  Elm  avenue  shall  be  finished  with 
brick,  architectural  terra  cotta  or  stone  trimmings; 
solved  further,  that  all  permits  necessary  for  the  pros- 
■on  o:  the  work  shall  be  obtained  within  nine  (9)  months 
ithe  toaldung  completed  within  eighteen  (18)  months 
the  date  ot  this  action. 


Whereas,  the  use  district  maps  accompanying  the  build- 

e18LZOne  reso  utlon  show  that  noth  street,  115th  street  and 
Butter  avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo- 
JCr  1  ..ty  23,  1U  actmg  on  O^er  No.  83105-LC,  reads : 

.  Ols continue  the  maintenance  of  garage  on  these  prem¬ 
ises  in  which  is  kept  motor  vehicles  that  are  subject 
to  charges  for  storage  and  that  are  not  the  property  of 
persons  residing  in  a  dwelling  on  the  same  lot  ”  • 
and  ’  ’ 

Whereas,  the  existing  building  is  of  concrete  block  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  20  ft.,  to  be  occupied  as  a  garage  for  the 
storage  of  two  pleasure  motor  vehicles,  space  for  one  of 
w  nci  is  rented  to  persons  not  residing  on  premises;  and 
\\  hereas,  applicant  has  filed  the  duly  acknowledged  con¬ 
sents  of  the  owners  of  94  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected.  g 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 

lTX°hjyhe  apphcat,on.of  the  use  district  regulations 
ot  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  there  shall  be  no 
n;‘Sf°  ”le  storage  equipment  maintained  on  the  premises,  and 
that  the  necessary  permits  shall  be  obtained  within  sixty  (00) 
days  from  the  date  of  this  action. 


23-BZ. 

ilffCANT  Anna  L.  Herz,  owner. 

JECT-Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  pleasure  motor 

ing  XS°  r“,ed  PerSO”S  n0t  resid- 

M  q“E"8  U6th  Ri 

EARANCES— 

For  Applicant:  Carl  Espach. 

For  Opposition:  None. 

DITIONSBl granted  on  condition. 
VOTR-T~A  specified  m  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland  and  Kerbv  B 

Negative  .  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 
E  RESOLUTION: 

(1285-23-BZ) 

*/,Lnna  9erz’  owner,  filed,  November  10,  1923, 

esS'emS  bui!ding  20116  resolution,  to  permit 

esidence  district  the  maintenance  of  a  garage  for  the 

L.  nir  Pieasure  ™tor  vehicles,  one  space  rented 

RichmonThru  °r the  1>rIemisesi  premises  10928  116th 
Kjchmond  Hill  Borough  of  Queens;  and 

f^;(,arbllC  h?anng  was  held  on  this  application 
IftV?  ,  of  appeals,  at  its  special  meeting  May  23 

of  4UC  in0tiICe  by,  publication  in  the  Bulletin  of  the 
of  Standards  and  Appeals;  and 


1299-23-BZ. 

APPLICANT  Bernard  D.  Barnett,  for  Oscar  Schnipelsky, 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  motor  vehicles 
two  spaces  to  be  rented  to  persons  not  residing  on 
the  premises. 

A-PPH^ARANlCES— ^TED>  aV“Ue’  Brook,yn- 

For  Applicant :  Bernard  D.  Barnett. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  withdrawn 
THE  VOTE  TO  WITHDRAW-  W'“0rau"' 

Affirmative:  Chairman  Walsh,  Messrs  Beattv 
Boulton,  Holland  and  Kerby  ..  5 

Negative  . .  _ 

Absent:  Mr.  Connell  and  Fire  Chief' Kenlon  2 


1300-23-BZ. 

APPLICANT— Bernard  D.  Barnett,  for  Samuel  Heyman 
owner.  ’ 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  pleasure  motor 
vehicles,  three  spaces  rented  to  persons  not  residing 
on  the  premises. 

APPEAS^NCES-CTED~965  Putnam  avenue’  Brooklyn. 

For  Applicant :  Bernard  D.  Barnett. 

For  Opposition:  None. 

tu  l"1  P0,ARD~APPlicatic>n  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland  and  Kerby  .  ’  r. 

Negative . .  j! 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  *’  2 
1518-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Service  Realty  Co 

S  UR  J  EC  I— Application  (rej  decision  of  superintendent  of 
Hin  1  dings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 

PR  FMISES°A  FFECTF  D  ^  m°t0r  vehlcles- 
\  rsM  i  BisB  A  I  ECTED  Southwest  corner  of  Davidson 

avenue  and  181st  street,  The  Bronx 
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APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  A.  Westel. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . . , .  ® 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 


THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby . 5 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION : 

(1518-23-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Service  Realty  Co., 
owner,  filed,  December  23,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  southwest  corner  of 
Davidson  avenue  and  181st  street,  Borough  of  Bronx ;  and. 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  May  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  181st  street  is  a  business  dis¬ 
trict  and  Davidson  avenue  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  13,  1923,  in  acting  on  N.  B.  App. 
No.  2690-23,  reads: 

“1.  Erection  of  public  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.  ; 

and  ... 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
92  ft.  10  in.  and  a  depth  of  98  ft.  6  in. ;  to  he  occupied  as 
a  garage  for  more  than  five  motor  vehicles;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reports : 

REPORT  OF  COMMITTEE: 

On  May  2nd,  1924,  a  Committee  of  the  Board,  con¬ 
sisting  O'f  Chairman  Walsh,  Fire  Chief  Kenlon,  Messrs. 
Boulton,  Holland  and  Kerby,  inspected  the  premises  af¬ 
fecting  which  there  is  an  appeal  now  pending  before  the 
Board,  seeking  a  variation  of  the  building  zone  resolu¬ 
tion  under  section  20  for  the  erection  of  a  public  ga¬ 
rage.  The  plot  is  located  on  the  southwest  corner  of 
Davidson  Avenue  and  181st  Street,  approximately  92 
feet  in  area. 

On  the  southeast  and  southwest  corners  of  Davidson 
Avenue  and  181st  Street  there  exist  public  garages  one 
story  above  grade  of  Davidson  Avenue,  the  one  on  the 
southeast  corner  having  been  erected  prior  to  the  adop¬ 
tion  of  the  building  zone  resolution  and  the  one  on  the 
northeast  corner  having  been  granted  by  an  action  of 
this  Board. 

The  east  side  of  Davidson  Avenue  south  of  181st 
Street  is  occupied  practically  in  its  entirety  by  modern 
apartment  houses.  On  the  west  side  of  Dlavidson  Ave¬ 
nue  contiguous  to  the  garage  site  under  appeal,  there 
is  in  the  course  of  completion  a  row  of  three  story, 
two  family  dwellings.  The  northwest  corner  of  David¬ 
son  Avenue  and  181st  Street  is  occupied  by  a  recently 
completed  modern  six  story  apartment  house.  These 
dwelling  developments  in  major  part  have  been  completed 
since  the  erection  of  the  original  garage  on  the  south¬ 
east  corner  and  it  would  therefore  appear  that  the  orig¬ 
inal  garage  was  not  a  deterrent  to  the  adjacent  proper¬ 
ties  of  structures  of  conforming  uses. 

The  Committee  is  of  the  opinion  that  the  appellant 


has  failed  to  justify  his  basis  of  appeal  under  section 
20,  namely,  hardship  and  practical  difficulty,  and  there¬ 
fore  recommends  that  the  application  be  denied. 

(Signed)  WILLIAM  E.  WALSH, 

JOHN  KENLON, 

ALFRED  J.  BOULTON, 
JAMES  P.  HOLLAND, 

JOHN  C.  KERBY. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


84-24-BZ. 

APPLICANT — ‘John  Ingwersen,  for  Sarah  F.  Keidanz, 
owner. 

SUBJECT — ’Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building 
to  be  used  on  first  story  for  business  purposes. 
PREMISES  AFFECTED — 601  West  135th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  J  ohn  Ingwersen,  Herbert  Kei¬ 
danz. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT — 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

B'oulton,  Holland  and  Kerby  .  5 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ....  2 
THE  RESOLUTION: 

(  84-24-'BZ  ) 

Whereas,  John  Ingwersen,  for  Sarah  F.  Keidanz,  owner, 
filed,  January  21,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  alter¬ 
ation  and  extension  of  an  existing  building  to  be  used  on 
1st  story  for  business  purposes ;  premises  601  West  135th 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  May  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  135th  street  is  a  resi¬ 
dence  district  and  Broadway  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  14,  1924,  reads : 

“1.  The  extension  of  the  business  use  of  above 
premises  into  a  residence  district  is  prohibited  by  the 
zoning  resolution.”; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  six  .stories  in  height,  with  a  frontage  of  99  ft. 
11  in.  and  a  depth  of  115  ft.;  occupied  as  stores  and  apart¬ 
ments  ;  it  is  proposed  to  alter  existing  apartment  in  1st 
story  to  four  stores;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  the  provisions  of  section  20  of  the 
building  zone  resolution. 

Resolved,  that  the  deoision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


186-24-BZ. 

APPLICANT — Joseph  J.  Moore,  owner. 

SUEJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 532-538  65th  street  Brooklyn. 
APPEARANCES— 

For  Applicant:  Edward  Cassin,  Joseph  J.  Moore. 
For  Opposition:  None. 
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iCTION  OF  BOARD — Application  granted  on  condition. 
,'ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  . .  0 


Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(186-24-BZ) 

Whereas,  Joseph  J.  Moore,  owner,  filed,  February  7, 
>24,  an  application,  under  the  building  zone  resolution, 
>  permit  in  a  business  district  the  erection  and  main- 
nance  of  a  garage  for  the  storage  of  more  than  five  (5) 
otor  vehicles;  premises  532-538  65th  street,  Brooklyn; 
id 

Whereas,  a  public  hearing  was  held  on  this  application 
/  the  board  of  appeals,  at  its  special  meeting  May  23, 
>24,  after  due  notice  by  publication  in  the  Bulletin  of 
e  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build - 
g  zone  resolution  show  that  north  side  of  65th  street  is 
i  unrestricted  district,  the  south  side  of  65th  street  is  a 
isiness  district  and  Fifth  avenue  is  a  business  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
gs,  rendered  January  10,  1924,  reads: 

“l.  'Contrary  to  Art.  2,  Zone  Resolution,  as  to  use 
(Public  Garage,  more  than  five  cars  in  Business  Dis- 
1  trict).”; 
jd 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
joof  construction,  one  story  in  height,  with  a  frontage 
(  75  ft.  and  a  depth  of  82  ft. ;  to  be  occucpied  as  a  ga- 
ige  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  in- 
t  secting  streets  on  July  25,  1916,  a  garage  for  more  than 
fe  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
t, nation  in  the  application  of  the  use  district  regulations 
c  the  building  zone  resolution,  and  that  the  application  be 
3l  it  hereby  is  granted  on  condition  that  the  building  shall 
t  restricted  to  one  story  in  height;  that  the  rear  and  side 
fUs  shall  be  unpierced  throughout  their  entire  height  and 
I  gth ;  that  the  front  elevation  shall  be  finished  with 
Le  brick,  architectural  terra  cotta  or  stone  trimmings; 
\csolvcd,  further,  that  all  permits  necessary  for  the  pros- 
Mtion  of  the  work  shall  be  obtained  within  nine  (9) 
mths  and  the  building  completed  within  eighteen  (18) 
mths  from  the  date  of  this  action. 


2-23-BZ. 

J  PLICANT — Isaac  H.  Lubin,  owner. 

5  BJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  residence 
district  the  alteration  and  extension  of  the  base¬ 
ment  and  the  conversion  of  occupancy  of  the 
basement  from  dwelling  to  manufacturing  purposes. 

.EMISES  AFFECTED — 334  East  50th  street,  Manhat¬ 
tan. 

^PEAiRANCES— 

For  Applicant:  Gerald  Jackson. 

For  Opposition:  John  W.  Thompson. 

1 TIOX  OF  BOARD — Application  reopened  and  reso¬ 
lution  corrected  as  to  dimensions  of  rear  yard. 

TIOXFK  T0  RE0PEN  AND  CORRECT  RESOLU- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby  . .  ’5 

Negative  . “  Q 

HE  RESOLUTIOnT"  ““  ^  Chief '  2 

(1502-23-BZ) 

^ v hereas,  Isaac  H.  Lubin,  owner,  filed,  December  19, 
an  ^cation,  under  the  building  zone  resolution, 


sRnoT^hl"  3  re!ide"Ceudistrict  the  alteration  and  exten¬ 
sion  of  a  basement  and  the  conversion  0f  occupancy  of  the 

iSem334  ,dr'lmB  40  faring  purges*  prem- 
ises  334  Last  oOth  street,  Manhattan;  and 

by  theERboaSrda  f  Ub'1C  was  heId  on  th>s  application 

19  1924 0t  ,appeals:  at,lts  regular  meeting,  February 

of’thTp  fJi  rdce  n?tlCf  by  Publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Vhereas,  the  use  district  maps  accompanying  the  build- 

4,  zone  resolution  show  that  East  50th  street  is  a  resi- 

tricte;  and'01  ^  1St  3nd  2nd  avenues  are  business  dis¬ 
ines  HrpRn!tS’  Hthn  decilion  of  the  superintendent  of  build- 

4’ l923,  in  ^ng  011  A,t- App- 

district!” EOP°Se<^  CXtension  is  unlawful  in  a  residence 

and 

tHe  exiSting  bui,din&  is  of  non-fireproof  con- 

al"  o °20 ^ftUranJrieS/nibarement  in  height’  with  a  front- 
and  1st  stnrv  J  a.  depth  of  57  ft.  Occupied:  Basement 
and 1st  story,  dwelling;  2nd  story,  factory;  3rd  and  4th 

rear^reSr  ’’  prfosed  to  extend  the  basement  at 
f  •  oPa/  .g  fX)st>ng  frame  extension  by  a  brick  ex- 

2ndS1^o  °  ft'  T  diep-h  a”d  removing  factory  occupancy  from 
2nd  story  and  placing  rt  in  the  basement;  and 

A  th^EhEAS^  ”ndCr  tHe  provisions  of  section  7,  subdivision 
A,  the  board  is  empowered  to  act. 

Whereas,  the  application  was  granted  by  the  board  at 

its  meeting  February  19.  1924,  on  certain  conditions  and 

af  h?1denSUeSfted  3  mod’'fication  of  the  conditions  insofar 
as  the  depth  of  rear  yard  is  concerned. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 

appIlcation  of  the  use  district  regulations 

be  and  k  herS  ^  refJ,utlon’  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  existing 

frame  extension  be  removed  and  a  brick  structure  s£b 

tuted  in  lieu  thereof,  extending  not  more  than  30  ft.  beyond 

ft  rlwr  W3h  °f  J6  pres^.nt  main  building,  maintaining  a  17 
lvC  ea  and  unobstructed  yard  for  the  full  width  of  prop- 

WbS  the  rear  ,of  tbe  Pcemises;  that  the  extension  shall  be 
limited  to  one  story  in  height;  that  the  gable  walls  shall  be 
unpierced  throughout  their  entire  height  and  length-  that 

confim<iUfrifai!  ° 5  business  use  shall  be  restricted  to  and 
confined  to  the  basement  story  and  the  rest  of  the  building 
above  the  basement  story  level  shall  be  maintained  for  resi 
denoe  and  dwelling  use  only;  that  there  shall  be  no  sign 

theafryontnnf  descr[ption  displayed  or  exposed  on 

the  front  of  the  building;  that  permission  to  use  this  ex¬ 
tension  for  industrial  use  shall  be  granted  only  so  long  as 
the  premises  remain  ,n  the  present  ownership  and  occupancy 

“here™  busmess  is  oP^^ted  by  the  present  owner 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  budding  completed  within  eighteen  months 
from  the  date  of  this  action. 


1143-21-BZ. 

APPLICANT— H.  A.  Morse,  for  Grace  C.  Morse,  owner. 
ciUisjiuLl — Application  for  reopening  (re:  order  of  the 
fire  commissioner )  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage,  space  in  which 
1S  rented  to  persons  not  residing  on  the  premises 

APpR^lisN^5TBD— East  i9th  ■**.  b™G"- 

For  Applicant :  H.  A.  Morse. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  extension 
of  permit  granted  for  two  years. 

SIONOT  TIM^OPEN  AN*  GRANT  EXTEN- 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Kerby  and  Holland . 5 
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Negative . . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon..  2 

THE  RESOLUTION: 

(1143-21-BZ) 

Whereas,  H.  A.  Morse,  for  Grace  C.  Morse,  owner, 
filed,  October  6,  1921,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises,  premises  857  East  19th  street, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  the  application 
by  the  board  of  appeals,  at  its  regular  meeting  March  7th, 
1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  standards  and  appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  19th  street,  Avenue 
H  and  Ocean  avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
September  17,  1921,  in  acting  on  order  No.  66926-LC,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  article  2  of  the  Building  Zone  Resolution 
of  the  Board  of  Estimate  and  Apportionment  of  the 
City  of  New  York,  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent,  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  storecLby  others  than  occupants  of  dwellings 
on  lot  where  garage  is  situated.” ; 
and 

Whereas,  the  building  is  one  story  in  height  with  a 
frontage  of  40  ft.  and  a  depth  of  21  ft.,  occupied  as  a 
.  garage  for  5  cars,  3  spaces  in  which  are  rented  to  persons 
not  residing  on  the  premises;  and 

Whereas,  applicant  states  that  there  would  be  undue 
hardship  in  preventing  him  from  using  the  garage,  as  he 
erected  it  in  good  faith,  understanding  that  he  could  rent 
space  therein. 

Whereas  this  application  was  granted  by  the  board  at 
its  meeting  Mar.  7,  1922,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  condition 
imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  to  permit  the  renting  of  space 
in  this  garage  to  persons  not  residing  on  premises  for  3 
automobiles  of  the  pleasure  car  type  for  a  period  not  to 
extend  beyond  two  years  from  Mar.  7,  1924. 


399-23-BZ. 

APPLICANT — J.  Henry  Hamann,  for  Rebecca  Liebman, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  the 
superintendent  of  buildings)  to  permit  in  a  business 
district  erection  and  maintenance  of  garage  for 
storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 823-829  Classon  Avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  time  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTEN¬ 
SION  OF  TIME— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Kerby  and  Holland  .  5 

Negative .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon. ...  2 

THE  RESOLUTION: 

(399-23-BZ) 

Whereas,  J.  Henry  Hamann,  for  Rebecca  Liebman, 
owner,  filed,  April  5,  1923,  an  application,  under  the  build¬ 


ing  zone^  resolution,  to  permit  in  a  business  district  th< 
erection  and  maintenance  of  a  garage  for  the  storage  o{. 
more  than  five  (5)  motor  vehicles;  premises  823-29  Classot 
avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  applica 
tion  by  the  board  of  appeals,  at  its  special  meeting  Jum 
26,  1923,  after  due  notice  by  publication  in  the  Bulled: 
of  the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Classon  avenue  is  a  busines 
district  and  Lincoln  place  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build 
ings,  rendered  March  16,  1923,  in  acting  on  N.  B.  App 
No.  4418-23,  reads : 

“Proposed  one-story  garage  in  business  district  con 
trary  to  article  2,  Sec.  4-a  of  Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproo 
construction,  one  story  in  height,  with  a  frontage  of  65  fee 
and  a  depth  of  100  feet ;  to  be  occupied  as  a  garage  fo 
more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  in  this  street  between  the  inter 
secting  streets  on  July  25,  1916,  a  stable  for  more  thai 
five  horses ;  and 

Whereas,  the  application  was  granted  by  the  board  at  it 
meeting  June  26,  1923,  on  certain  conditions  and  applican 
requested  a  modification  of  the  time  limit  condition  imposed 
Resolved,  that  the  board  of  appeals  does  hereby  make  i 
variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution,  and  that  the  application  b 
and  it  hereby  is  granted  on  condition  that  the  building  shal' 
be  restricted  to  a  one-story  structure ;  that  the  roof  shall  b 
of  flat  type  construction,  that  the  gable  and  rear  walls  shal 
be  unpierced  throughout  their  entire  height  and  length;  tha 
the  front  wall  shall  be  finished  in  front  brick  with  archi 
tectural  trimmings ;  and  that  but  one  vehicular  entrance  shal 
be  installed  and  operated  on  the  front  of  the  buiding,  am 
that  any  skylights  in  the  roof  of  this  proposed  garage  shal 
be  glazed  with  plain  glass  protected  with  wire  guards  abov 
and  below  and  shall  not  be  within  25  ft.  of  the  rear  wall  am 
20  ft.  of  the  side  walls ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros 
ecution  of  the  work  shall  be  obtained  within  six  (6)  month 
and  the  building  completed  within  6  months  from  the  dat 
of  this  action. 


49G-23-BZ. 

APPLICANT — John  J.  Dunnigan  for  Menkors  Realty  Co 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  Su 
perintendent  of  Bldgs.)  to  permit  in  a  business  dis 
trict  the  alteration  and  extension  in  height  of  a 
additional  story  of  an  existing  garage  for  the  stor 
age  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — South  side  of  Roosevelt  ave 
nue,  from  21st  to  22nd  streets,  Borough  of  Queen: 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  restored  to  calendar,  t 
be  presented  under  section  7-g,  and  area  of  con 
sents  fixed.  Set  for  calendar  -call  June  10,  192: 
at  2  p.  m. 

THE  VOTE  TO  RESTORE  TO  CALENDAR,  SUB, 
JECT  TO  SECTION  7-G— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby . 

Negative:  . 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon... 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

58-23- A. 

APPELLANT — Acorn  Silk  Company  (Aaron  Cohei 

owner.) 
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SUBJECT  Application  for  reopening- — appeal  from  orders 
of  Fire  Commissioner. 

PREMISES  AFFECTED — 313-331  William  street,  Long 
1  •  Island  City,  Queens. 

APPEARANCES — 

For  Appellant:  Aaron  Cohen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  granted  on 

condition. 

HE  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI¬ 
TION — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby  and  Holland . ’  5 

Negative . ’  ’ '  ’  q 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion...  2 

THE  RESOLUTION: 

(58-23-A) 

Whereas,  Aaron  Cohen,  owner,  filed,  Jan.  17,  1923  an 
ipeal,  with  the  board  of  appeals,  from  orders  of  the 
re  commissioner,  affecting  premises  313-331  William  street 
ong  Island  City,  Borough  of  Queens  *  and 
Whereas,  the  orders  of  the  fire  commissioner  read  • 

■  Order  No.  40583-F: 

.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2l/2  in.  regulation  Fire 
Department  outlets  on^  each  story  (including  base¬ 
ments,  cellars  and  roofs')  placed  within  main  stairway 
enclosure.  Each  outlet  to  be  provided  with  sufficient 
teet  of  2y2  in.  standard  hose  attached  thereto.” 

Order  No.  40584-F: 

“Disconnect  the  present  standpipe  system  from  the 
sprinkler  system.  Ses.  20,  ch.  12,  code  of  ordinances  ”  • 

;d  ’ 

Whereas,  the  building  is  non-fireproof,  3  stories  and 
jement  m  height,  204  ft.  by  67  ft.  in  area.  OCCUPIED: 
sement,  vacant;  1st  story,  leather  goods  manufacture; 

■  1  and  3rd  stories,  silk  manufacturers,  25  persons  per 
:  D  >  quipped  with  a  standpipe  system  with  4  in  riser 

each  end  of  the  building  with  2^  in.  outlets  on  each 
ry;  the  standpipe's  being  connected  to  6  in.  city  main  • 
standpipe  supplying  the  sprinkler  system,  a  check  valve 
inserted  on  the  sprinkler  supply  beyond  the  standpipe 
-inection,  supplying  a  tank  containing  25,000  gallons  of 
‘ter;  and 

Vhereas,  this  appeal  was  denied  by  the  board  at  its 
-ting  March  20,  1923,  and  appellant  requested  a  reopen - 
of  the  case  on  the  ground  that  he  proposed  to  install 

«  ' ?L!tandpipe  system’  and  ^e  case  was  reopened 

y  6,  1924. 

that  the  order  of  the  fire  commissioner  No 
83  be  and  it  hereby  is  modified  and  the  appeal  as  to  this 
er  be  and  it  hereby  is  granted  on  condition  that  a  stand- 
-  system  be  installed  with  not  less  than  6  in.  connection 
he  street  mam;  with  Siamese  on  each  street  front-  with 
T  cross  connections,  and  that  the  order  of  the  fire  com- 

denied  °584’  **  a$irmedj  and  the  aPPeal  as  to  this 


23-A. 

NT— Eclipse  Box  &  Lumber  Co.,  Inc. 
-Application  for  reopening— appeal  from  ordei 
01  rire  Commissioner. 

EMSES  AFFECTED — 856-860  Humboldt  street 

Brooklyn. 

PEARANCES— 

lrTr,^0^T^P^ant:  ^rn-  Fisher,  Chas.  C.  Miller 

;  B0ARDt— .appeal  reopened  and  resolutior 

modified. 


THE  VOTE  TO  REOPEN  AND  MODIFY' _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

'  Boulton,  Kerby  and  Plolland  . .’  5 

Negative  . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion! .  !  2 

THE  RESOLUTION: 

(648-23-A) 

Whereas  S  A.  Swenson,  for  Eclipse  Box  &  Lumber 
Co.,  lessee,  tiled.  May  25,  1923,  an  appeal,  with  the  board 
ol  appeals,  from  an  order  of  the  fire  commissioner  af¬ 
fecting  premises  856-860  Humboldt  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
7,1923,  m  acting  0n  Order  No.  45224-F,  reads: 

Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  nec¬ 
essary  check  valves  and  2l/2  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient 
teet  of  2)4  inch  standard  hose  attached  thereto. 

“Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times. 

“Standpipe  to  be  connected  with  one  two-way,  3  inch 
Siamese  connection  with  double  clapper  valves  and 
caps  and  signs,  placed  on  street  front  of  building  at 
least  18  inches  and  not  more  than  two  feet  above 
sidewalk  in  a  horizontal  position,  accessible  to  the  Fire 
Department. 

All  connections  to  be  of  regulation  Fire  Depart¬ 
ment  pattern  and  sizes.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 

75  ft.  by  200  ft.  (15,000  sq.  ft.)  in  area.  OC- 
EUi  1ED  for  the  manufacture  of  wood  boxes,  30  persons 
with  a  boiler  room  in  basement ;  and 
.  Whereas,  appellant  contends  building  is  only  one  story 
in  height,  and  fronts  on  two  streets,  and  proposes  to 
maintain  a  continuous  aisle  10  feet  in  width  from  front 
to  rear  without  moving  machinery;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  July  24,  192J,  on  certain  conditions  and  appellant 
requested  a.  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  one  source  sprinkler 
system  be  installed. 


699-23-A. 

APPELLANT  Loening  Aero  Eng.  Corp.  lessee. 
SUBJECT — Application  for  reopening — appeal  from  decis¬ 
ion  of  fire  commissioner. 

PREMISES  AFFECTED— 436  East  31st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  E.  P.  Loening. 

For  Administration :  Inspector  Carroll,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Extension  of  time  granted  for  two 
years. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTEN¬ 
SION  OF  TIME— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby  and  Holland . ’  5 

Negative . "  0 

Absent:  Mr.  Connell  and  Fire  Chief  kenion! . !  2 
THE  RESOLUTION: 

(699-23-A) 

Whereas,  Loening  Aero.  Eng.  Corpn.,  lessee,  filed,  June 
5,  1923,  an  appeal,  with  the  board  of  appeals,  from  a 
decision  of  the  fire  commissioner  affecting  premises  436 
East  31st  street,  Manhattan;  and 


T69 


MINUTES 


Whereas,  the  decision  of  the  fire  commissioner  reads : 

“1.  Section  74,  chapter  5,  code  of  ordinances,  limits 
one  story  buildings  to  only  1,250  sq.  ft.  and  Side  walls 
15  ft.  high,  building  is  therefore  classed  as  a  frame 
building.  Storage  of  gasoline  or  other  occupancy  is 
therefore  not  permitted  in  a  frame  building.” ; 

3  Whereas,  the  premises  consist  of  a  plot  of  ground  on 
the  bulkhead  line  at  the  East  River,  on  which  is  located 
a  one-story  steel  frame  and  sheet  iron  airplane  hangar,  50 
ft.  by  40  ft.  in  area  and  an  18  ft.  by  18  ft.  shed;  it  is 
proposed  to  install  a  550  gallon  gasoline  tank  and  pump 
on  vacant  portion  of  property;  the  entire  plot  being  cov¬ 
ered  with  a  concrete  floor;  and 

W^hereas,  appellant  contends  that  the  metal  structure 
with  concrete  floor  should  not  be  classified  as  a  frame 

building;  and  ,  ., 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  July  10,  1923,  on  certain  conditions  and  appellant 
requested  a  modification  of  the  time  limit  imposed. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 


and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  gasoline  storage  be  lim¬ 
ited  to  550  gallons,  the  tank  to  be  buried  below  grade,  access 
to  same  to  be  enclosed  and  roofed  over  with  a  corrugated 
metal  shed;  and  granted  for  a  temporary  period  not  tc 
extend  beyond  October  1,  1925. 


1073-23-A.  i 

APPELLANT— Frederick  G.  Frost,  for  Flower  Hospital 
owner. 

SUBJECT— Application  for  reopening— appeal  from  decis 
ion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 423-425  East  63rd  street,  Man 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  spe 
dal  order  of  business. 


Adjourned  5  P.  M. 

William  J.  O’Gorman, 

Secretary. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  MAY  27,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  'Cbn- 
nell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  ot  ap¬ 
peals,  held  on  Tuesday  morning,  May  20,  1924  and  the 
minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  May  27,  1924,  were  approved 
as  printed  in  the  Bulletin,  No.  22,  Vol.  IX. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

369-24-A.  ,  „T  .  „ 

APPELLANT— Samuel  Rosenblum,  for  Wagmore  Realty 

Co.,  Inc.,  owner.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 133-135  West  25th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Laid  over  to  June  24,  1924,  at 
10  a.  m.,  on  request  of  appellant  (for  final  dis¬ 
position)  . 


APPELLANT— James  T.  Lee,  for  Shelton  Holding  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED — *523-537  Lexington  avenue,  137 
East  48th  street  and  134-140  East  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  E.  H.  Becker. 

ACTION  OF  BOARD— -Laid  over  to  June  24,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


217-24- A. 

APPELLANT — 'Joseph  Morrison,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  .AFFECTED— 75-79  East  130th  street,  74- 
78  East  131st  street  and  1918-38  Park  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  John  Fitzgerald. 


For  Administration:  .Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  10,  1924,  a 
10  a.  m.,  on  request  of  appellant’s  representativi 


321-24-A. 

APPELLANT — A.  Heilbronn,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 5214-5224  Fifth  avenue,  Brool 
lyn. 

APPEARANCES— 

For  Appellant :  Myles  Purvin. 

For  Administration :  Inspector  Maher  of  fire  di. 
partment. 

ACTION  OF  BOARD1 — ‘Laid  over  to  June  24,  1924,  i>. 
10  a.  m.,  on  request  of  appellant’s  representaitiv 


331-24-A. 

APPELLANT — Board  of  Education,  City  of  New  Yorl 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  c 
buildings. 

PREMISES  AFFECTED— 508-534  West  212th  stree 
Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  Tilger. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1924,  < 
10  a.  m.,  on  request  of  representative  of  boar 
of  education. 


159-24-A.  -  1 

APPELLANT— H.  C.  F.  Koch  &  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 132-140  West  125th  street,  Mar 
hattan. 

APPEARANCES— 

For  Appellant :  S.  G.  Missenson,  George  Missei 
son. 

For  Administration :  Inspector  Maher  of  fire  d 
partment.  \ 

ACTION  OF  BOARD — (Laid  over  to  June  24,  1924,  < 
10  a.  m. ;  to  confer  with  adjoining  owner. 


371-24-A. 

APPELLANT — F.  P.  Keniston,  for  Morris  Jacoby,  own€ 
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MINUTES 


SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 17  Bowery,  Manhattan. 
APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(371-24-A) 

Whereas,  F.  P.  Keniston,  for  Morris  Jacoby,  owner, 
filed,  March  11,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  17  Bowery,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  20,  1924,  in  acting  on  Order  No.  55083-F,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLERS  throughout  building  having 
at  least  one  source  of  water  supply  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories,  cel¬ 
lar  and  sub-cellar  in  height,  30  ft.  by  100  ft.  in  area. 
OCCUPIED  as  follows:  Cellar,  storage;  1st  story,  store, 
6  persons;  2nd  story,  manufacture  fibre  trunks,  3  persons; 
3rd  story,  manufacture  paper  boxes,  12  persons;  4th  story, 
manufacture  paper  boxes,  10  persons;  5th  story,  manufac¬ 
ture  fibre  trunks,  5  persons;  and 
Whereas,  applicant  contends  that  the  hazardous  occu¬ 
pancies  will  be  vacated  on  May  1,  1925,  and  owing  to  the 
small  area  of  the  premises  the  quantity  of  hazardous  ma¬ 
terials  stored  is  quite  small. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  100  ft.  by  105  ft.  (irregular)  in  area;  OCCUPIED 
as  a  piano  factory,  260  persons  employed;  there  are  17 
windows  m  the  westerly  wall  which  are  within  30  ft.  of 
windows  in  an  adjoining  building  under  the  same  owner- 

within  m  ?f3ref  It  wmd?wf  \a  the  easterly  wall  which  are 
ri  of  ^e  roof  of  the  adjoining  non-fireproof  ga¬ 

rage  building;  there  are  12  windows  in  the  northerly  wall  of 
rear  extension  Which  are  within  50  ft.  of  roof  of  the  exten¬ 
sion  of  adjoining  building  under  the  same  ownership:  and 
Whereas,  appellant  contends  that  the  building  is  equip¬ 
ped  with  automatic  sprinkler  heads  within  3  ft.  of  window 
openings;  that  the  property  is  in  the  condemned  area  for 

d°vu  a.ud  ,S  ,?xpected  to  be  taken  over  and  that  to 
comply  with  the  order  would  be  a  hardship  as  they  will 
have  to  vacate  the  building.  y 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 

detn-ed^  15  afflrmed>  and  the  appeal  ^  and  it  hereby  is 


205-24-A 

APPELLANT — Brambach  Piano  Company,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 635-641  West  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Curt  Hengsbach. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ...  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION 

(205-24-A) 

Whereas,  Brambach  Piano  Company,  for  Isabella  Baird, 
owner,  filed  February  8,  1924,  an  appeal,  with  the  board 
?  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  635-641  West  49th  street,  Manhattan;  and 

W  hereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  30.  1924.  reads: 

‘T— Replace  the  missing  shutters  on  4th,  5th  and 
6th  stones  ea«t  and  west  sides  of  building  and  de- 

fkV^iJ?hutter?  011  2nd  .and  3rd  stor’es>  west  side 
of  building,  with  proper  iron  or  kalameined  shutters 

at  a[*  opena!'Ss  in.  the  exterior  walls  above  1st  story 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in.  any  other  building  and  not  in  the  same 
jwane  with  said  openings  and  which  are  not  more 
than  50  ft.  above  a  neighboring  roof.  Sec.  375,  Arti- 
ce  18,  Chapter  5  of  the  Code  of  Ordinances.”’ 

MM  9  j 


360-24-A. 

APPELLANT— Cornell  Utilities  Co,  for  Mrs.  Katherine 
Tarr,  owner. 

^U{;{kCT-Appeal  from  orclcr  of  fire  commissioner. 
PREMISES  AFFECTED— lio  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CO  NUT  T T nw  q  BC1 A R D~  r PT,>Ca  1  granted  on  condition. 
UUNDITIONS— As  specified  in  resolution. 

1  rl  E  V  OTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ’  6 

Negative:  .  _ 

Absent:  Fire  Chief  Kenlon .  j 

THE  RESOLUTION : 

(360-24-A) 

Whereas,  'Cornell  Utilities  Co.,  for  Katherine  Tarr, 
owner,  filed,  March  10.  1924,  an  appeal,  with  the  board  of 
ppeals,  from  an  order  of  the  fire  commissioner,  affecting 
p remises  110  East  17th  street,  Manhattan;  and 

V  : tbe  order  of  the  fire  commissioner,  dated  Feb 
2lst,  1924,  reads: 

“1.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises, 
and 

Whereas  the  building  is  non-fireproof.  24  stories  in 
height,  24  ft  by  68  ft.  in  area;  OCCUPIED  as  a  private 
residence.;  it  is  proposed  to  install  a  Nokol  Oil  Heating  sys¬ 
tem  consisting  of  a  55  gallon  storage  tank  covered  with  4 
in.  terra-cotta,  a  55  gallon  auxiliary  tank  and  a  Nokol  burn¬ 
er  with  the  necessary  piping  valves,  etc. ;  and 
Whereas,  appellant  requests  the  approval  of  the  system 
permitting  the  use  of  the  Nokol  Oil  Burner  in  these  prem¬ 
ises.  y 

.  Resolved ',  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  basement  stairhall  shall  be"  en- 
dosed  in  brick  walls,  any  opening  therein  to  be  protected 
with  self-closing,  fireproof,  door ;  that  direct  ventilation  to 
the  outer  air  shall  be  provided  from  cellar;  that  the  instal¬ 
lation  shall  comply  with  the  fuel  oil  rules  in  all  other  re¬ 
spects ;  and  that  necessary  permit  shall  be  obtained  from 
the  fire  department. 


317-24-A. 

cT^ES'^ANT~Commerc'al  Stores<  Inc.,  owner. 
SUBJECT  Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 91-93  Thompson  sire*,'  Man- 
hattan. 
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MINUTES 


AjPPEARAN  CES — 

For  Appellant:  Dr.  Mclninery. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(317-24-A) 

Whereas,  Commercial  Stores,  Inc.,  owner,  filed,  Feb.  28, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  91-93  Thomp¬ 
son  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  Feb. 
8,  1924,  reads: 

“1.  Remove  all  sodium  cyanide  from  premises.  Sec¬ 
tion  10,  Chapter  10,  Code  of  Ordinances.” 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  50  ft.  by  90  ft.  in  area,  OCCUPIED  as  a  ware¬ 
house;  and 

Whereas,  appellant  contends  that  there  is  no  heat  in 
the  building  except  for  a  small  gas  stove  in  office  on  1st 
story  and  that  the  cyanide  is  packed  in  sealed  tin  containers 
and  placed  in  a  nailed  and  strapped  1  in.  wooden  box. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  sodium  cyanide  storage  shall 
be  maintained  in  sealed  metal  cans,  encased  in  wood  cases 
confined  to  the  top  story ;  that  there  shall  not  be  more  than 
one  tin  of  the  sodium  cyanide  opened  at  any  one  time ;  that 
there  shall  be  no  heat  in  the  building:  and  that  the  top 
floor  shall  be  posted  with  signs  specifying  the  material 
stored  therein. 


364-24-A. 

APPELLANT — Gould-Mersereau  Co.,  owner. 

SUBJECT — Appeal  from  order  of  the  fire  commissioner. 
PREMISES  AFFECTED — 184-210  13th  street  and  252-260 
Van  Alst  avenue,  L.  I.  City,  Queens. 

APPEAR  AN  CESl— 

For  Appellant :  Edward  G.  Doyle  and  Ernest  T. 
Metcalf,  Jr. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby .  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(364-24-A) 


Whereas,  Gould-Mersereau  Co.,  owner,  filed  March  10th, 
1924,  an  appeal  with  the  board  of  appeals  from  an  order  of 
the  fire  commissioner  affecting  premises  184-210  13th  street, 
and  252-260  Van  Alst  avenue,  L.  I.  City,  Borough  of 
Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  7,  1923,  reads: 

“No.  49522-F: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter.  *  * 

and 

W  hereas,  the  building  is  fireproof,  four  stories  and  base¬ 
ment  in  height,  314  ft.  2  in.  by  99  ft.  3  in.  (about  28,000  sq. 
ft.)  in  area.  OCCUPIED  as  follows: 

Basement,  1st  and  2nd  floors,  manufacture  of  steel  and 


brass  articles;  basement,  3  persons;  1st  floor,  125  persons; 
2nd  floor,  50  persons;  3rd  floor,  vending  machine  manu¬ 
facturer,  75  persons ;  4th  floor,  lithographer,  rug-renovating, 
95  persons ;  and 

Whereas,  appellant  contends  the  building  is  equipped 
with  a  two  source  sprinkler  system  having  225  sprinkler 
heads  on  each  story  and  there  is  a  watchman  on  the  prem¬ 
ises  at  all  times. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  i$ 
granted  on  condition  that  an  approved,  two-source  sprinkler 
system  shall  be  installed  and  maintained ;  that  necessary 
permits  shall  be  obtained  within  ninety  days ;  that  the 
work  shall  be  completed  forthwith ;  and  granted  only  so 
long  as  conditions  as  to  occupancy,  use  and  operation  re¬ 
main  substantially  unchanged. 


1344-23-A. 

APPELLANT — Christ  Caraley,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 256  West  69th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  H.  Kunstlich  and  'Christ 
Caraley. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell.  Holland  and  Kerbv  ....  6 


Negative .  0 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(1344-23-A) 


Whereas,  Samuel  Kunstlich,  for  Christ  Caraley,  owner, 
filed,  November  21,  1923,  an  appeal  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  256  West  69th  street,  Borough  of  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  No.  20586-C, 
dated  November  1st,  1923,  reads : 

“1.  Discontinue  the  use  of  these  premises  for  stor¬ 
age  garage  for  the  reason,  2nd  story  used  for  bil¬ 
liard  academy,  public  assembly  and  3rd  story  used  as 
living  apartment,  contrary  to  Sections  154  and  151-E, 
Chapter  10,  Code  of  Ordinances.” ;  and 
Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  100  ft.  in  area;  OCCUPIED  1st  story; 
garage  for  14  motor  vehicles ;  2nd  story,  pool  room  and 
machine  shop;  3rd  story,  dwelling;  and 
Whereas,  appellant  contends  the  pool  room  is  used  only 
by  chauffeurs  storing  cars  on  the  premises  and  the  dwell¬ 
ing  is  occupied  by  the  caretaker  of  the  garage. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  billiard  or  pool  room  occu¬ 
pancy  shall  be  discontinued  forthwith;  that  the  ceiling  of 
garage  on  first  floor  shall  be  fire  retarded  and  the  stair- 
hall  on  second  story  shall  be  enclosed  in  fire  retarding  par¬ 
titions,  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals,  any  opening  therein  shall  be  protected 
with  self-closing,  fireproof  doors ;  and  that  the  stair  hall 
partition  of  1st  story  shall  be  constructed  oi  fireproof  mate¬ 
rial  and  any  opening  therein  equipped  with  self-closing, 
fireproof  doors ;  and  that  no  open  flame  or  forge  be  main¬ 
tained  on  second  floor. 


67-24-A. 

APPELLANT — Sexauer  &  Lemke,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 801-811  Vernm  avenue,  rear, 
Queens. 


MINUT 


APPEARANCES — 

For  Appellant :  William  E.  Lemke. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

tCTION  Oh  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

.'HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby......  6 

Negative .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(67-24- A) 

Whereas,  Sexauer  &  Lemke,  Inc.,  lessee,  filed,  Jan.  17, 
D24,  an  appeal,  with  the  board  of  appeals,  from  an  order 
f  the  fire  commissioner,  affecting  premises  801-811  Vernon 
.enue,  rear,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner  dated  Dec. 
7,  1923,  in  acting  on  Order  No.  50932-F  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  *  ” 
iff 

Whereas,  the  building  is  constructed  of  steel  frame 
ood  covered,  one  story  in  height,  100  ft.  by  240  ft. 
!4,000  sq.  ft.)  in  area,  OCCUPIED  by  manufacturers  of 
namental  ironwork,  50  persons;  and 
Whereas,  appellant  contends  that  the  only  materials  used 
the  premises  are  metal,  the  premises  being  located  within 
ft.  of  a  city  fire  hydrant  and  an  ample  number  of  exits 
ve  been  provided ; 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
lottfed  on  condition  that  ithe  present  occupancy,  use  and 
'  eration  remain  substantially  unchanged. 


\\  hereas,  the  building  m  question  is  fireproof,  six  stories 
in  height,  150  ft.  by  75  ft.  in  area;  OCCUPIED  for  offices 
and  experimental  bacteriology  and  surgery.  Adjoining  this 
budding  to  the  east  and  separating  it  from  the  film  vault  is 
a  b  it.  wide  corridor,  roofed  over;  and 

Whereas,  appellant  proposes  to  install  in  the  film  vault 
a  sprinkler  system  with  a  two  source  supply,  and  the  re¬ 
quired  number  of  sprinkler  heads ;  and  further  contends  the 

..  m?  are. 1,1  110  way  commercial,  but  a  necessary  adjunct  to 
the  hospital. 

Resolved  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  films  shall  be  stored  in  fire- 
proof,  sprinklered  vaults,  vented  to  the  outer  air,  located 
outside  of  laboratory  building,  with  a  vestibule  between 
same,  leading  from  “connecting  corridor”;  that  the  open- 
ings  to  each  vault  shall  be  protected  with  self-closing 
fireproof  doors;  and  that  the  films  maintained  shall  be  re¬ 
stricted  to  the  use  and  conduct  of  laboratory  research. 


3-24- A. 

PPEiLLA N T — 'Marc  Eidlitz  &  Son,  Inc.,  for  Rockefeller 
Institute  for  Medical  Research,  owner. 

JBJECT — Appeal  from  decision  of  fire  commsisioner. 
DEMISES  AFFECTED — 64th  to  67th  streets,  Exterior 
street  to  avenue  A,  Manhattan. 

^PEARANOES — 

For  Appellant:  Julius  Eckman  and  Bernard  Lupi- 
mek. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

,/riON  OF  BOARD — Appeal  granted  on  condition. 
j-MDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell  and  Holland .  5 

Negative  .  0 

Absent :  Mr.  Kerby  and  Fire  Chief  Kernlon  . .  2 

'HE  RESOLUTION : 

(332-24- A) 

Vhereas,  Marc  Eidlitz  &  Son,  Inc.,  for  Rockefeller  In- 
fute  for  Medical  Research,  owner,  filed,  March  3,  1924, 
appeal  with  the  board  of  appeals,  from  a  decision  of  the 
commissioner,  affecting  premises  64th  to  67th  street, 
erior  street  to  avenue  A,  Manhattan;  and 
'  hereas,  the  decision  of  the  fire  commissioner,  dated 
mary  15th,  1924,  reads: 

1.  Storage  of  nitro-cellulose  is  not  permitted  in 
any  building  where  highly  inflammable  material  is 
stored  (laboratory). 

.  “2-  Storage  must  be  limited  to  100  lbs.  in  any  build- 
ing  where  more  than  6  people  are  likely  to  congregate 

(laboratory). 

3.  Provide  two  source  sprinkler  system  consisting 
of  gravity  tank  and  pressure  tank.” ; 


569-24-A. 

Equitable  Office  Building  Corp.,  owner. 

,  J?ea  ^rom  decision  of  fire  commissioner. 

A  PPL  A  RASN  CES— CTED~12°  Broadway’  Manhattan. 

For  Appellant :  Clarence  T.  Coley  and  H.  A. 
Mumma. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

Aw^STSFrcB0^'R,D~Appeal  §ranted  on  condition. 
CONDITIONS' — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby . 6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  ] 

THE  RESOLUTION: 

(569-24-A) 

Whereas,  Equitable  Office  Building  Corp.,  owner,  filed, 
pril  22,  1924,  an  appeal  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  120 
Broadway,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  dated 
February  7,  1924,  reads: 

.  “In  reply  to  your  letter  of  January  4th,  1924,  regard¬ 
ing  the  fuel  oil  installation  in  the  Equitable  Building 
120  Broadway,  New  York  City,  I  have  to  advise  that  a 
permit  for  the  storage  and  use  of  fuel  oil  will  not  be 
issued  as  the  standpipe  system  in  this  building  has  not 
yet  been  approved  and  acepted  by  this  department’ 
and 

Whereas,  the  building  is  fireproof,  40  stories  in  height 
167  ft.  by  312  ft.  in  area;  OCCUPIED  as  an  office  building 
250  persons  per  story;  and 

Whereas,  appellant  contends  the  Fuel  Oil  Burning  Sys¬ 
tem  installed  is  in  conformity  with  the  Fuel  Oil  Rules  ex¬ 
cept  as  to  the  reducing  valves  and  requests  a  temporary 
permit  pending  the  installation  of  proper  reducing  valves. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
gi anted  for  a  temporary  period  of  ninety  (90)  days. 


459-24-A. 

APPELLANT-Elliott,  Lynch  and  McKenna,  for  Rev, 
Emlip  Brady.  owner. 

SUBJECT— Appeal  from  decision  of  the  superintendent  of 
PREMISES  ‘aFFEctED-N.  S.  Warburton  avenue  be- 

APPEARANCES-d  ^  StrCetS’  Bayside-  Queens- 
For  Appellant:  Felix  jP.  McKenna 
ACTION  Of  BOARD— Appeal  granted  on  condition. 
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CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon... .  1 

THE  RESOLUTION : 

(459-24-A) 

Whereas,  Elliott,  Lynch  &  McKenna  for  Rev.  Philip  T. 
Brady,  owner,  filed,  March  29,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  north  side  of  Warburton  ave¬ 
nue  between  4th  and  5th  streets,  Bayside,  Borough  of 

Queens;  and  .  , 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  24,  1924,  in  acting  on  N.  B.  Application  No. 
6896-24  reads : 

“Building  is  not  fireproof  construction.” 

and 

Whereas,  the  proposed  building  is  fireproof,  excepting 
for  a  portion  of  the  roof,  two  stories  in  height,  164  ft.  4  in. 
by  84  ft.  10  in.  in .  area,  to  be  OCCUPIED  as  a  school 
(parochial)  ;  and 

Whereas,  the  appellant  contends  that  the  construction  of 
the  peak  roof  in  question  is  to  be  steel  trusses,  fifteen  and 
twenty  feet  on  centers,  with  span  of  thirty  feet ;  the  sloping 
sides  of  the  slate  roof  are  to  be  carried  on  planking  nailed 
to  3  in.  by  8  in.  long  leaf  yellow  pine  reinforced  with  steel 
channels.  '  This  roof  is  to  be  fire-retarded  with  3  in.  gypsum 
blocks,  set  in  T  irons  2  ft.  6  in.  on  centers ;  the  angles  are 
supported  on  steel  I  beams  seven  feet  on  centers  which  are 
connection  with  the  lower  chord  of  each  truss. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  truss  area  of  roof 
construction  shall  be  separated  from  the  rest  of  building 
enclosed  on  line  of  lower  chord  of  trusses  with  gypsum 
blocks;  and  that  roof  surface  shall  be  covered  with  slate 
or  other  approved  incombustible  material. 


491-24-A. 

APPELLANT— James  F.  Delany,  for  Anahma  Realty  Cor¬ 
poration,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 730  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  James  F.  Delany,  Dan  Lester,  Wal¬ 
ter  Murphy,  Howard  Tierney  and  Thomas  G. 
McCarthy. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby,  and  Fire 

Chief  Kenlon . •  ••  7 

Negative  . «... .  0 

Absent  . . .  0 

THE  RESOLUTION: 

(491-24-A) 

Whereas,  James  F.  Delany,  for  Anahma  Realty  Corp., 
owner,  filed,  April  5,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  730  Fifth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  3,  1924,  reads : 

“3.  Entire  building  must  be  provided  with  an  ap¬ 
proved  sprinkler  equipment  having  two  sources  of  sup¬ 
ply  consisting  of  an  approved  pressure  tank  supply  and 
an  approved  gravity  tank  supply.” ;  and 
Whereas,  the  building  consists  of  two  sections — the  5th 
avenue  section  is  100  ft.  6  in.  by  162  ft.  6  in.  in  area  and  six 


stories  and  pent  house  in  height  and  the  56th  St.  section 
is  100  ft.  by  100  ft.  6  in.  in  area  and  23  stories  in  height— 
(both  buildings  having  a  total  area  of  about  25,000  sq.  ft.) 
OCCUPIED  as  offices;  and 

Whereas,  it  is  proposed  to  erect  a  pent  house  on  tin 
roof  of  the  56th  St.  section  for  the  storage  of  motion  pic¬ 
ture  films ;  and 

Whereas,  appellant  proposes  to  install  a  gravity  anc 
pressure  sprinkler  system  for  the  pen/t  house. 

Resolved,  that  the  order  of  the  fire  commissioner,  Iten 
3,  be  and  it  hereby  is  modified  and  the  appeal  be  and  i 
hereby  is  granted  on  condition  that  the  structure  be  locatec 
on  the  roof  deck  of  the  six-story-  extension,  that  it  shall  b< 
constructed  of  fireproof  material  and  equipped  with  twe 
vaults;  that  an  air  space  of  not  less  than  18  inches  shall  b< 
provided  by  the  installation  of  an  unpierced  floor  of  fire 
proof  construction  between  existing  roof  deck  and  floor  o 
this  proposed  pent  house ;  that  the  exterior  openings  in  th< 
walls  of  this  structure  shall  be  equipped  with  double  fire 
proof  windows  with  air  spaces ;  that  the  film  vaults  am 
operating  booth  and  cutting  room  shall  be  equipped  with  ai 
approved  two-source  sprinkler  system ;  that  a  self-closinj 
fireproof  door  shall  be  provided  at  the  rear  between  tb 
projecting  room  and  passageway  in  the  northeast  come 
of  this  room;  that  the  opening  between  the  main  structur 
and  the  roof  structure  shall  be  protected  with  self-closin; 
fireproof  door;  that  the  aggregate  amount  of  film  store 
or  maintained  on  this  premises  shall  at  no  time  exceed  75, 
000  feet;  that  all  reels  shall  be  maintained  in  metal  con 
tainers,  stored  in  the  vaults ;  that  any  windows  withi 
thirty  feet  of  the  main  structure  shall  be  made  stationary 
the  receipt  and  delivery  of  film  to  these  premises  shall  b 
made  through  the  freight  exit  at  the  southwest  corner  o 
the  six-story  structure;  and  that  all  necessary  permits  as  t 
approval  of  the  sprinkler  system  shall  be  obtained  from  th 
fire  department. 


968-23-A. 

APPELLANT — William  J.  Howe  Co.,  lessee. 
SUBJECT— Application  for  reopening  appeal  from  orde 
of  fire  commissioner. 

[PREMISES  AFFECTED— N.  E.  Cor.  of  West  157th  stre< 
and  Harlem  River,  Manhattan. 
APPEARANCES— 

For  Appellant :  William  J.  Howe  and  Thos.  . 
McEvoy,  Jr. 

ACTION  OF  BOARD — Appeal  restored  to  calendar  an 
set  for  hearing  July  1,  1924,  at  10  a.  m. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby . 

Negative  . 

Absent:  Fire  Chief  Kenlon . 


7-23-A 

APPELLANT — P.  F.  McArdle,  lessee. 

SUBJECT — Application  for  reopening  (appeal  from  ord< 
of  fire  commissioner.) 

PREMISES  AFFECTED— 1238  Walton  avenue,  tf 
Bronx. 

APPEARANCES— 

For  Appellant :  P.  F.  McArdle. 

ACTION  OF  BOARD — Appeal  reopened  and  extension  ( 
permit  granted  for  two  years. 

THE  'VOTE  TO  REO|PEN  AND  GRANT  EXTE> 
SION  OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  — 

Negative  . 

Absent:  Fire  Chief  Kenlon . 

THE  RESOLUTION  : 

(7-23-A) 

Whereas,  Patrick  McArdle,  lessee,  filed,  March  16,  192 
an  appeal,  with  the  board  of  appeals,  from  an  order  < 


774 


MINUTES 


the  fire  commissioner,  affecting  premises  1238  Walton  ave¬ 
nue,  Borough  of  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“With  reference  to  your  application  dated  Sept. 
5th,  1922,  for  a  permit  to  maintain  a  non-storage 
garage  at  the  above  location,  I  regret  to  inform  you 
that  I  am  without  power  to  grant  such  permit  be¬ 
cause  the  building  is  of  frame  construction. 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  no  empty  and  to  discontinue  the  use  of 
premises  as  a  garage”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  a  private  residence  and  in  the  rear  a 
one-story  frame  building,  9  ft.  by  14  ft.  in  area;  occupied 
as  a  garage,  located  in  a  residence  district,  in  the  subur¬ 
ban  limits;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  April  17,  1923,  on  certain  conditions  and  appellant 
requested  a  modification  of  the  time  limit  conditions  im¬ 
posed. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  maintenance  of  one  automobile 
of  tire  pleasure  car  type,  the  property  of  the  owner  or 
occupant  of  premises,  for  a  period  not  to  extend  beyond 
February  1,  1926,  on  condition  that  there  be  no  gasoline 
stored  on  premises  other  than  in  tank  of  car. 


1197-22-A. 

APPELLANT— William  Higginson,  for  James  Butler,  Inc., 
owner. 

SUBJECT— -Application  for  reopening — appeal  from  de¬ 
cision  of  fire  commissioner. 

PREMISES  AFFECTED — South  side  Nelson  avenue, 
Mount  and  School  streets,  to  Anable  avenue,  Long 
Island  City,  Queens. 

APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  June  10.  1924,  at  10  a.  m. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEAR¬ 
ING — 

Affirmative:  Chairman  Walsh,' Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  ’  0 

Absent:  Fire  Chief  Kenlon .  l 


F.  Doyle,  for  Franklin  Quincy 


BUILDING  ZONE  CASES. 

88-24-BZ. 

APPLICANT— William 

Inc.,  owner. 

SUBJECT  Application  (re:  decision  of  the  superintenden 
•  of  buildings)  to  permit  in  a  business  district  th< 
erection  and  maintenance  of  a  garage  for  the  stor- 
Tinr"irT^n°^  more  than  five  (5)  motor  vehicles. 

Hul1  street’  Br°°kiyn 

For  Applicant :  William  F.  Dayle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  June  24th,  1924,  at 
10  a.  m.  for  inspection  and  report  by  committee 

of  board. 


255-24-BZ. 

APPLICANT— William  C.  Winters,  for  Kalman  Pincus, 
owner. 

SUBJECT  Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  one-story  extension 
n  to  be  used  for  business  purposes. 

REMISES  AFFECTED — 499-501  Grant  avenue,  Brook¬ 

lyn. 


APPEARANCES— 

For  Applicant:  Newton  G.  Abrutis. 

For  Opposition:  Alfred  Loeloll. 

ACTION  Ob  BOARD — Laid  over  to  June  24,  1924,  at  10 
a.  m.,  on  request  of  applicant’s  representative  and 
consent  of  objectors’  representative. 

334-24-BZ. 

AI  PLICANT  William  F.  Doyle,  for  Daniel  Meenan 
owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  (5)  motor  vehicles. 

PREMISES  AFFECTED-S.  E.  Cor.  „f  J 72n<l  street  a„d 
Plimpton  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Dayle. 

For  Opposition:  .  Many  objectors  not  noted  on  ac¬ 
count  of  request  for  adjournment  being  the 
only  question. 

ACTION  OF  BOARD — Laid  over  to  June  24,  1924,  for 
final  disposition,  on  request  of  applicant. 

425-24-BZ. 

APPLICANT — Louis  A.  Sheinarft,  for  Samuel  Baxt, 
George  Baxt  and  Max  Baxt,  owners. 

SUBJECT  Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  within  200  feet  of  an  exit 
and  entrance  to  a  public  school,  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 42-48  Hamilton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid,  over  to  June  24th,  1924,  at 
10  a.  m.,  on  request  of  applicant,  to  determine 
question  under  appeal,  whether  use  regulation  or 
otherwise. 


675-19-BZ. 

enmrfiNI~?zerHp  &  Szerlip,  for  Otto  Heepe. 

SUtfjULl  Application  for  reopening  (re:  decision  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenace  of  a  garage,  space  in  which  is  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 325-327  Seventh  avenue 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Miss  Greenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Request  to  reopen  application  laid 
over  to  June  24,  1924,  at  10  a.  m.,  on  request  of 
applicant’s  representative. 


1 417-23-BZ. 

APPLICANT — John  P.  Carroll. 

SUBJECT  Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 1498-1506  Fulton  street 

Brooklyn. 

APPEARANCES— None. 


ACTION  OF  BOARD^— Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative .  Chairman  Walsh,  Messrs  Beatty 
Boulton,  Connell,  Holland  and  Kerby  . .  ’  c 

Negative  . 

Absent :  Fire  Chief  Kenlon _ _ ! . .  , 
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380-24-BZ. 

APPLICANT— John  De  Hart,  for  M.  Lichtenstein,  owner. 

SUBJECT— Application  (re:  decision  of  the  supeinten- 
dent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2386-2392  Ryer  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  THE  BOARD — Chairman  read  request  to 
withdraw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW- — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  ICerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


237-24-BZ. 

APPLICANT— Morris  J.  Werner,  owner. 

SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2364  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  M.  J.  Werner,  George  Wolf. 

For  Opposition:  Arthur  G.  Basch,  Frank  Read, 
S.  J.  Taylor,  Julius  Kuhn,  August  Kuhn  and 
Anna  Bosmam. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .„ .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . .  •  7 

Absent  .  0 

THE  RESOLUTION : 

(237-24-BZ) 

Whereas,  Morris  J.  Werner,  owner,  filed,  Feb.  15,  1924, 
an  application  under  the  Building  Zone  Resolution,  to  per¬ 
mit  in  a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  2364  Jerome  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  27, 
1924,  after  due  notice  by  publication  in  the  Bulletion  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  Build¬ 
ing  Zone  Resolution  show  that  Jerome  avenue  and  184th 
street  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Jan.  26,  1924,  in  acting  on  N.  B.  App.  No.  2754-23 
reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ;  and 
Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20  of  the  Building  Zone  Reso¬ 
lution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 

284-24-BZ. 

APPLICANT — Walter  B.  Wills,  architect,  on  behalf  of 
Ellman  and  Rosen,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 


maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 162-164  Union  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Clifford  Wills. 

For  Opposition:  Orville  J.  Dodge  and  Charles 
Tilger. 

ACTION  OF  BOARI>— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 


Kenlon  • .  6 

Negative :  Mr.  Beatty  .  t 

Absent  .  0 

THE  RESOLUTION: 


(284-24-TZ) 

Whereas,  Walter  B.  Wills,  for  Ellman  &  Rosen,  owner, 
filed,  February  25,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  motor  vehicles;  premises 
162-164  Union  avenue.  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  May  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  Build¬ 
ing  Zone  Resolution  show  that  Union  avenue  is  unrestricted 
district  and  Ainslie  street  and  Powers  street  are  business 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  Jan.  25,  1924,  reads: 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  partly  in  an  unrestricted  dis¬ 
trict  and  partly  in  a  business  district  is  contrary  to 
Art.  2,  4  (a)  of  the  Zone  Resolution.”;  and 
Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  108  ft.  6  in.,  extending  an  average  depth  of 
7  ft.  into  the  business  district,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  be  re¬ 
stricted  to  a  one-story  structure;  that  the  rear  and  gable 
walls  be  unpierced  throughout  their  entire  height  and 
length ;  that  there  shall  be  no  vehicular  openings  on  Ainslie 
street ;  that  the  sills  of  any  windows  opening  on  the  Ains¬ 
lie  street  side  shall  be  at  least  five  feet  above  grade,  ex¬ 
cepting  office  show  window  at  front  of  building  on  the  cor¬ 
ner;  that  the  street  fronts  of  the  building  on  Ainslie  ftreet 
and  on  Union  avenue  shall  be  faced  with  front  brick  and 
architectural  terra  cotta  or  stone  trimmings ;  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


204-24-BZ. 

APPLICANT — Robert  B.  Martin,  owner. 

SUBJECT — Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
change  of  occupancy  of  an  existing  building  from 
dead  storage  of  motor  vehicles  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 469-475  Hemlock  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Robert  B.  Martin,  A.  W.  Bur¬ 
lingame. 
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For  Opposition.  H  H.  Tarborg,  Howard  C.  THE  VOTE  TO  REOPEN  AND  MODIFY 
Franklin,  James  J.  Morns,- Samuel  Holmes  and  Affirmative- • fin  \v  i , If  “  n 

John  Ruccione.  n  u  irha,r”iai3T  Walsh,  Messrs.  Beatty, 

Sranted  on  condition.  Negate  ’  Co"n'11,  H°"and  and  Kerb^  J 

CONDITIONS — As  -specified  in  resolution,  Ak~ptlf.  T7,vl ru-’  V  v  .  0 

THE  VOTE-  Thf  r pcfnTT mnMhe  Kenlon .  1 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty,  '  "  3L..,„7, 

Boulton,  Connell,  Holland  and  Kerby .  6  Whereas  Ca rr^  *  cu  T  ,  „ 

Negative  .  *  0  fnrTbfiJro  m  ^ &  Hastmgs-  Shreve,  Lamb  &  Blake, 

Absent:  Fire  Chief  Kenlon  .  1  an  a",  Company,  owner,  filed,  August  24,1923, 

THE  RESOLUTION :  .  St  £?  *  ’  “nder  .th*.  building  zone  resolution,  to  per- 

(204-24-BZ)  district  The  7°*^  ,dlStnct  extendi»S  into  a  residence 

Whereas,  Robert  B.  Martin,  owner  filed  February  8  u^erl  ft,,-  w  Ctl0n  and  maintenance  of  a  building  to  be 
1924,  an  application  under  the  Building  Zone  Resolution,  to  and  60-02  Fi  f  and 1  WCSt  12th  StrCCt 

permit  in  a  -business  district  the  change  of  occupancy  of  an  Whereas  9  u  •  " 

existing  building  from  dead  storage  of  motor  vehicles  to  a  by  the  board  o?f  aoLSls  aT*  °"  1  h'-S  app’,cation 

garage  -for  the  storage  of  more  than  five  motor  vehicles;  30  1923  after  due  if 1  lts  reSular  meeting,  October 

premises  460-475  Hemlock  street.  Brooklyn;  and  '  the  Boafd  of  slndardf,,^  rbllC,a“°"  1’  the  Bulleti"  °‘ 

Whereas,  a  public  hearing  was  held  on  this  application  Whereas the  ^dtatri«  ^ 

by  the  board  of  appeals,  at  its  regular  meeting  Mav  97  imr  7(1nr  me  i  Se  ,  StnCf  maps.  accompanying  the  build- 

:  1024,  after  due  notice  by'  publication  in  the  BuSetin  of  the  deLe  district  Sth"  WeSt  12th.  str,eet  is  a 

Board  of  Standards  and  Appeals;  and  .  West  13th Zl’J  l  *  u  13  unrestri,cted  district  and 

_  Whereas,  the  use  district  maps  accompanying  the  Build-  Whereas  the  decision' nf°d  C  1Stuct.:  and,  . 

ing  Zone  Resolution  show  that  Hemlock  street,  Autumn  rendered '  July  27  iS  ?nthf  f.upenntendent  of  buildings, 

-  avenue  and  Conduit  avenue  are  business  districts ;’ and  Umn  391-2*3, 6  read”  f  ^  VU3’  actmg  on  N-  B-  APP-  N°. 

Whereas,  the  decision  of  the  superintendent  of  buildings  “i  Rnsinpcc  k,,:i  j:  •  . , 

rendered  Jan.  30,  1924,  in  acting  on  App.  No.  meS  unlawful  ”S,ineSS  “  a  residenCe  district  are 

reads :  and  ’  ’ 

Proposed  change  of  occupancy  of  present  one-story  Whereas  the  nrooosed  hmlrhnrr  f  u  r  c  . 
brick  building  in  a  business  district,  occupied  as  dead  struction,  eight  stories  in  he -I  t  with  T  °/  fifreprooff  con- 
storage  of  automobiles  to  public  garage  for  more  than  ft.  1  y2  in  and  a  depth  of  lo-Tf/.  t  'l  rontage  of  103 
five  motor  vehicles  is  contrary  to  Art.  II,  section  4  (a)  and  offices;  and  ‘  f  b  occupied  as  stores 

Whereas,  °the  existing0 buiidffi g  is  of  non-fireproof  con-  B  mdT  of  theZ  ilffi  pr°visions  °f  .section  7>  subdivision 

struction,  one  story  in  height,  with  a  fro^e  of?75  ft.  and  powered  to  aSb  -  and  g  ““  re£°Iut,°n’  the  board  is 

Z  of  been  ttZZllu-  nZZo'ci  !*  «*  board  a,  its 

ito«  nr  —  - a — -  ~ 

SEE  ***  ” Ju,)' 25’  a  £-  —  ‘>’a-  ° 

r °oV ass 

wenty  feet  of  the  rear  walls,  and  shall  be  glased  with  with  sflid  ioorro™?n£Z^iZ  jFl*^,mi 
plain  glass,  protected  above  and  below  with  wire  Guards  •  exit  located  immediatpl,  „  A  •  &  v  emergency 

om  me  aate  ot  this  action.  Fifth  avenue  front;  that  the  westerly  gable  wall  shall  be 

_  faced  with  front  brick; 

037-23-BZ  Resolved,  further,  that  all  permits  necessary  for  the 

cK  “  wi,hin  nine 

owner. 

lUBJECT)— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  an  unre¬ 
stricted  district  extending  into  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  building  to 
used  for  business  purposes. 

-REMISES  AF1-ECTED — 60-62  Fifth  avenue  and  9-11 
West  12th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  R.  H.  Shreve  and  W.  L.  Bolton. 

(’Tiov°r  Opposition:  H.  E.  Herrick  and  Mr.  Rose. 
iLliOY  Oh  BOARD — Application  reopened  and  original 
resolution  modified  only  in  so  far  as  it  affects  the 
/-,*rT>T.£mergency  exit  required  by  the  labor  law. 

ONDITIONS — As  specified  in  resolution. 


AREA  FIXED 
(639-24-BZ) 

.The  chairman  presented  and  read  a  communication  from 
VViIbam  J.  Conway,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises— 70-78 
Weft  9th  street,  Brooklyn, 

The  following  area  was  approved  by  the  board  ■ 

Both  sides  of  West  9th  street  from  Henry  'sitreet  to 
a  point  400  ft  west  of  proposed  garage,  also  the 
north  side  of  West  9th  street  from  Henry  street  to  a 
point  100  ft.  east  of  Henry  street. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  MAY  27,  1924. 
Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hol¬ 
land,  Kerby,  Connell,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kiednert,  Moore  and  Mc¬ 
Dermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  May  13,  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  21,  Vol.  IX. 

PETITIONS  FOR  VARIATIONS. 

198-24-S. 

PETITIONER— Kranich  &  Bach,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 235-243  East  23rd  street  and  409 
Second  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Louis  H.  Maier. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at 
10  a.  m.,  at  requestb  of  petitioner. 


252-24-S. 

PETITIONER — Wm.  Tonk  &  Brother,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECT  ED — 452-456  Tenth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  B.  ID.  Kaplen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


196-24-S. 

PETITIONER— Wm.  A.  White  &  Sons,  for  F.  K.  and 
Ellen  Hays,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED— 21-23  Maiden  lane,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Charles  B.  Meyers. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— 'Laid  over  to  June  24,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


102-24-S. 

PETITIONER — Bonwit  Teller  &  Company,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 415-421  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Wilbert  J.  Wright. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


327-24-S. 

PETITIONER — H.  H.  Murdock,  for  Elsa  L.  Oppenheimer 
and  William  Rau,  owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 45-51  Lispenard  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


403-24-S. 

PETITIONER — Schwartz  &  Gross,  for  Jatison  Construc¬ 
tion  Co.,  Inc.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 247  West  34th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Alfred  E.  Tearle. 

ACTION  OF  BOARD — Laid  over  to  June  3,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


1461-23-S. 

PETITIONER — Philip  Steigman,  for  21-25  West  20th 
Street  Corp.,  owner. 

SUBJEGT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 23  West  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Laid  over  to  June  3,  1924,  at 
2  p.  m.,  at  request  of  petitioner. 


149-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Brooklyn  Factory  and  Power  Co.,  Ltd., 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED1 — 20-30  Morton  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  10,  1924,  at  2 
p.  m. ;  to  submit  corrected  plans. 


578-22-S 

PETITIONER — Samuel  Rosenblum,  for  Shaff  &  Silber- 
man,  owners. 

SUBJECT — Application  for  modification  of  resolution — 
variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED1 — 125-131  Canal  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Paid  over  to  June  24,  1924,  at 
2  p.  m.  Special  order  of  business. 


75-24-S. 

PETITIONER — Tobias  Goldstone,  for  Paul  Marchesano, 
as  administrator  for  Lovie  Marchesano,  deceased, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED — 495  Lincoln  road,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Tobias  Goldstone. 
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For  Administration:  Inspector  John  S.  McCauley 
of  health  department 

BO  ARID— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby,  Su¬ 
perintendents  Brady,  Reville,  Kleinert, 

Moore  and  McDermott  .  8 

Negative:  Chairman  Walsh,  Messrs.  Holland 

and  Connell  .  3 

Absent:  Fire  Chief  Kenton  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(75-24-S) 

Whereas,  Tobias  'Go  Id  stone,  for  Paul  Marchesano,  as 
.dmimsttrator  for  Lovie  Marchesano,  filed,  January  18 
924,  a  petition,  with  the  board  of  standards  and  appeals’ 
or  variation  from  the  requirements  of  the  labor  law  as 
ited  in  a  decision  of  the  health  department,  affecting  prem¬ 
ies  495  Lincoln  road,  Brooklyn;  and 

Whereas,  the  decision  o-f  the  health  department,  dated 
totober  9,  1923,  reads: 

The  purpose  of  this  communication  is  to  advise 
you  that  the  Cellar  Bakery  located  in  the  building  owned 
by  you  does  not  conform  with  Section  116,  Article  8 
Ch^er  113»  Laws  of  1913,  in  the  following  respect: 

that  the  said  Bakery  is  less  than  the  required  ha’gh-t 
and  further,  that  satisfactory  proof  of  the  time  of  con¬ 
struction  of  the  building  and  of  the  use  of  the  Cellar 
as  a  Bakery  was  not  submitted  to  the  Commissioner 
oi  Health  on  or  before  the  twenty-eighth  day  of  Febru¬ 
ary,  1914,  as  provided  by  the  said  law,  which  requires 
that  a  Certificate  of  Exemption  to  operate  a  cellar 

bakery  shall  have  been  obtained  prior  to  the  said  date  ”  • 

id  ‘  ’ 

Whereas,  the  building  is  non-fireproof,  three  stories  and 

'ii  l1618^’  20  ft-  by  50  ft.  in  area.  OCCUPIED: 
ellar,  bakery;  1st  story,  store;  upper  stories,  dwellings! 
be  height  of  the  bakery  from  floor  to  ceiling  is  8  ft  •  the 
ding,  is  23  in.  above  the  curb  level  and  the  floor  ’is  6 

•  1  m.  below  -the  yard  level;  the  means  of  ventilation 
-nsistmg  of  two  windows,  1  ft.  by  3  ft.,  opening  on  rear 

UH  and  T  W’  A  ft*  o9  i11,  by  4  ft’  °Pening  ^  side 

eaVtoM-  aWndd°W  2  ft  9  “•  *  4  **•  « 

Whereas,  petitioner  contends  that  the  premises  were  used 

•  a  bakery  since  1907. 

Resolved  that  the  board  of  standards  and  appeals  does 

ir 

t»^zSstaSizsrr  permits  shairbe  obta,n£d 


THE  RESOLUTION: 

...  (320-24-S) 

Whereas,  Edward  P  Doyle,  for  455  Seventh  Avenue 
Co.  Inc  lessee,  filed,  February  29,  1924,  a  petition  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  459-499 

WeSe,35,hVCr%  m'T  Wes*  3«h  S‘r“‘  ““  16W66 

u  est  3jth  street,  Manhattan;  and 

HEREiAS’ decision  of  the  superintendent  of  build- 
mgs,  rendered  February  20,  1924,  in  acting  on  N  B  Ap¬ 
plication  No.  38-1924,  reads:  1 

A11  Tindows  shoukI  be  fire  windows  with 
panes  not  exceeding  720  square  inches,  H  inch  plate 

fx/id^Io  m  fr°nt  l°Wur  St0rTy  windows  should  not 
264  7  ”-  °  QUare  mCheS‘  Lab°r  Uw-  Section 

and 

13^ftTvA200AftbrIdingli%fiEepr°Of’  16  storips  in  height, 

132  it.  by  200  ft.  (irregular)  in  area,  OCCUPIED  cellar 

rnh^o50  PmSOnS;  ?  ?tory>  stores-  100  persons;  2nd  to 
>  tones,  offices  and  25  per  cent  manufacturing  250  per- 

sTreetPandStWntherC  ^  °fnlngs  in  the  34th  street,  35th 
f  ST  -tt  Tvc.nue  fronts  on  the  1st,  2nd  and  3rd 
stories,  glazed  with  %  in.  plate  glass ;  the  areas  of  the  glass 
exceeding  the  limitation  set  by  the  labor  law  g 

Whereas  petitioner  contends  that  to  comply  with  the 
provisions  of  the  labor  law  as  to  the  area  of  thl  glass  would 
aterially  affect  -the  architectural  treatment  of  the  building 
and  also  the  use  intended  for  the  tower  stories.  g 

h^rJf°  Ve1'  that  'board  of  standards  and  appeals  does 
a  variation  from  the  requirements  of  the  labor 

‘Ht  affeli  C  e  ?eu“0n  be  “d  i,‘  is  srantei  so  far 

as  it  affects  the  windows  on  the  three  (3)  tower  stories  on 

the  street  -front  on  the  34th  street  and  Seventh  avenue  side 

ished  °nlarf°I1'dlf10n  tha*t  the  W1,udows  sha11  be  glazed  with  pol- 
ished  plate  glass  not  less  than  inch  in  thickness,  with 

metal  frames,  granted  on  further  condition  that  the  build¬ 
ing  complies  in  all  other  respects  with  the  labor  law  re¬ 
quirements. 


D-24-S. 

ETI T I  ON  ER-  Edward  P.  Doyle,  for  455  Seventh  Avenue 
(  Inc.,  lessee. 

JECT— Variation  of  labor  law  as  cited  in  decision 
superintendent  of  buildings. 

f  ^V^?^59-499  Seventh  avenue,  163- 
Manhluan  *  ***  1G(M66  West  35th  street, 

^PEA  RANGES— 

;  'TTrkM°rrhSeti^n5r :  Edward  p-  'Doyle. 

HNIDITIONS  RD—Petition  granted  on  condition. 
-  iwillUNS— As  specified  in  resolution 

HE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beattv 
Boulton,  Holland,  Kerby,  Connell,  Superiii- 

tend-;-T  krady’  Reville,  Kleinert,  Moore 

and  McDermott  .  n 

Negative  . . .  d 

Absent:  Fire  Chief  Kenton  and  Deputy  Fire 
Commissioner  Hannon .  2 


326-24-S. 

PETIT  I  ONER— Oroker  National  Fire  Prevention  Engi- 

QTrPTT7,^enwg  €o-.-  for  William  Fox,  owner. 

SUBJECT— -Variation. of  the  labor  law  as  cited  in  order  of 
tne  hre  commissioner. 

PREMISES  AFFECTED— 64  University  Place,  Manhat- 
tan. 

APPEARANCES — 

For  Petitioner :  Herman  E.  Howard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rONraTTnM?°^RD"~Pcetiti°n  granted  on  condition. 
L^LJTIONS— As  specified  -in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  in 

Negative  . o 

Absent:  Mr.  Kerby,  Fire  Chief  Ken  Ion  "and 
Deputy  Fire  Commissioner  Hannon  q 

THE  RESOLUTION:  . 

...  (326-24-S) 

Whereas,  Croker  Nat’l.  Fire  Prev.  Eng  Co  for  William 
Fox,  owner  filed  March  3,  1924,  a  peffffton  with  th^S 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com- 

SnTand’  affeCtmg  Pre*™es  64  University  Place,  Manhat- 

“r  °f  ‘he  fire  “mmissioner’  Au- 
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“1.  Provide  safe  and  unobstructed  egress'  from  the 
termination  of  fire  escape  by  means  of  an  open  court  or 
a  fireproof  passageway  at  least  3  ft.  throughout  leading 
to  the  street,  as  per  Section  271  of  (the  labor  law.”; 

and 

Whereaas,  the  building  is  noil-fireproof,  seven  stories  in 
height,  21  ft.  9  in.  by  103  ft.  9  in.  in  area  at  1st  story  and 
2  ft.  9  in.  by  90  ft.  in  area  above;  OCCUPIED  as  a  tenant 
factory;  EQUIPPED  with  a  fire  alarm  signal  system. 
EXITS:  One  interior  wooden  stairway  extending  from 
1st  story  to  top  story  with  iron  ladder  to  scuttle  in  roof  en¬ 
closed  in  fire  retarded  partition  with  fire  doors  at  openings ; 
a  fire  escape  on  the  rear  of  the  building,  with  fireproof  win¬ 
dows  along  the  course,  extending  from  roof  to  a  counter¬ 
balanced  stair  to  adjoining  yard;  with  EGRESS  from  yard 
by  means  of  a  fire  escape  on  building  to  south.  ROOF  of 
building  to  south  is  three  stories  lower — to  north  is  one 
story  lower ;  and 

Whereas,  petitioner  contends  additional  egress  from  yard 
may  be  had  through  adjoining  building  to  south  and  con¬ 
tends  that  the  existing  means  of  egress  from  the  yard  are 
ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  (the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  egress  from  termination  of  the  fire  escape  only 
on  condition  that  the  rear  fire  escape  shall  be  carried  to  the 
yard  with  egress  through  sash  door  in  rear  premises  to  the 
south  (No.  62  University  Place)  and  granted  so  long  as  con¬ 
ditions  remain  substantially  unchanged,  the  occupancy  to  be 
posted  on  each  floor  not  to  exceed  the  allowable  capacity  of 
stairs. 


341-24-S. 

PETITIONER — 290  Pearl  Streot  Corporation,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  orders  of 
the  fire  commissioner. 

PREMISES  AFFECTED— 290  Pearl  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Albert  H.  Frankel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Petition  withdrawn. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 


Dermott  .  10 

Negative  .  0 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


389-24-S. 

PETITIONER — Richard  Berger,  for  Gebrge  P.  Lies, 
owner. 

SUBJECT — Variation  of  Ithe  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 43-51  West  4th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Richard  Berger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott . n 

Negative  . o 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 


THE  RESOLUTION: 

(389-24-S) 

Whereas,  Richard  Berger,  for  George  P.  Lies,  owner, 
filed,  March  15th,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  43-51  West  4th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  26th,  1924,  reads : 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  stairway  on  north  side 
of  building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout, 
leading  to  the  street,  adequately  lighted  at  all  times  dur¬ 
ing  working  hours,  or  by  means  of  providing  access  to 
an  open  area  having  communication  with  the  street,  as 
per  Section  273  of  the  labor  law.” ; 
and 

Whereas,  the  building  is  non-fireprooif,  seven  stories  in 
height,  55  ft.  6  in.  by  100  ft.  in  area;  OCCUPIED  as  a  ten¬ 
ant  factory,  115  persons  above  1st  story;  equipped  with  a 
fire  alarm  signal  system.  EXITS:  One  interior  wooden 
stairway  extending  from  1st  story  to  roof,  enclosed  in  fire 
retarded  partitions  with  metal  covered  wooden  doors  at  open¬ 
ings ;  an  exterior  iron  stairway  at  the  rear  of  the  building 
extending  from  the  roof  to  yard ;  with  EGRESS  from  the 
yard.  through  building  adjoining  to  the  north ;  ROOFS  of 
adjoining  buildings  are  at  same  height;  ami 

Whereas  petitioner  contends  a  similar  order  was  rescinded 
by  the  fire  department  on  Jan.  14,  1922,  and  further  contends 
the  existing  means  of  egress  from  termination  of  fire  es¬ 
cape  is  adequate  and  files  consent  of  adjoining  property 
owner  for  such  egress ; 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  stipulations  set  forth  in  the  action  of  the 
fire  department  under  date  of  January  14,  1922,  dismissing 
this  order  shall  be  maintained  and  complied  with,  and  that 
the  occupancy  shall  not  exceed  twenty  (20)  persons  per 
story  above  the  2nd  story. 


401-24-S. 

PETITIONER — Ferdinand  Savignano,  for  Louis  Ambrose, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  the  superintendent  of  buildings. 

PREMISES  AFFECTED — 70  West  3rd  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  A.  W.  Lederer,  John  Caldwell 
Meyers. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore 

and  McDermott  .  li 

Negative .  o 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(401-24-S) 

Whereas,  Ferdinand  Savignano,  for  Louis  Ambrose, 
owner,  filed,  March  18,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  70  West  3rd  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  18th,  1924,  in  acting  on  Alt.  Application  No. 
2467-23,  reads: 

“4.  Provide  fireproof  passageway  from  foot  of  fire 
escape  to  street  Section  273-9  labor  law.  Reconsidera- 
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tion  is  denied  as  this  bureau  has  no  authority  to  modify 
the  provisions  of  the  labor  law. 

“5-  ProYjde  tw.°  lawful  exits  from  cellar  and  from 
1st  floor.  Reconsideration  is  denied  as  this  bureau  has 
no  authority  to  modify  the  labor  law”; 


Whereas,  the  building  is  non-fireproof,  three  stories  and 
cellar  in  height,  25  ft.  by  120  ft.  4  in.  in  area.  OCCUPIED 
as  follows :  Cellar  and  1st  story,  auto  repair  shop,  4  per¬ 
sons ;  2nd  story,  mfr.  of  artificial  flowers,  3  persons;  3rd 
story,  machine  shop  and  dwelling,  2  persons.  EXITS:  One 
interior  wooden .  stairway  extending  from  the  street  to  the 
roof,  enclosed  in  fire  retarded  partition  with  kalameined 
doors  at  the  openings ;  a  fire  escape  on  the  rear  of  the  prem¬ 
ises  .with  fireproof  windows  along  the  course  thereof  ex¬ 
tending  from  (top  story  to  yard,  with  egress  through  doors 
in  fence  to  adjoining  premises;  ROOF  of  building  to  east 
15  ft.  lower;  and 

Whereas  , petitioner  contends  that  in  view  of  the  small 
occupancy  of  the  premises,  that  the  egress  from  the  termi¬ 
nation  of  (the  fire  escape  and  the  egress  from  the  cellar  by 
means  of  the  ramp  are  adequate; 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 

hLti!>n  4hat  thfC  Petlt'°n  *  and  h  hereby  is  granted  as  to 
objection  4,  so  far  as  it  affects  egress  from  termination  of 

v®/'??1’  escfP€  on  condition  that  the  fire  escape  is  car- 

dlrect,y  to  ,tbc  yard  an<J  that  any  fence  between  this  and 

K^,?^PremiSCS  °uU  Na.68  sha11  lbe  amoved;  that  an  un- 
bstructed  passage  be  maintained  from  adjoining  premises 

bh[f  ‘  *°  panted  as  to  item  No  5  l m  SlZ 

hat  a  doorway  shall  be  provided  at  the  rear  of  the  1st 
tory  leading  directly  to  fire  escape  balcony. 


i„Yh"  MdW 7-  rt,e"<is  7'  ‘here  are  occupants 
,  !  Tt,  c  ?rc  hcads  of  «  are 

'lSdwhands-®f  emplo>,ees,  been  designated  as 

-the  °nd  storv  ■  these  a,rc  omployed  in  the  dress  shop  on 

to»r  t  y tw?  are  emPloyed  by  tailor  on  the  f»th  story 
four  are  employed  on  the  7th  story  and  that  it  /’ 

make*  thl  h^ld' 11  cmI>,oyees  that  llc' lias  been  requested  "to 
;  1  e, btnldmg  comply  with  the  labor  law;  that  the  build- 

Y  ?"1a&i„bfeW“e  ,t,S„°sf 
S2%££g°3  r^uXef re  *»<“»*  » I*** 

hJr£?lVed\  that  tbe  lboard  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  oTtol  l.h 

JSTajK  Z  be  a'Kl  11 

bled  a.  this  heari^Tte  eStS^&r^^ 
prom,s«  W,th  egress  from  termination  through  yard 
of  adjoining  property  on  the  south,  and  that  The  factorv 

ofatLnexM„T^S'rya"^er”i,‘ed  °',ly  dUri,’g 


35-24-S. 

;URTPrTN^~2267  BT°f1Way  Corporation,  owner. 

i  ^riSeM  ol  SSingT  “  d,e<1  “  dedS“  °f 

SEANcII-CTED-2007  *"*»"  Manhattan. 

CTION<OF>RO AT?Cn  p0!—  ^od’ns>  Victor  M.  Earle. 
ONMTTOV? °a  f4?1?11  granted  on  condition  . 

HE  VOTE^~AS  Specified  m  resoIution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Bouhon,  Holland,  Kerby,  Connell,  Deputy 
p  ir  j  'Commissioner  Hannon,  Superintendents 
tsrady,  Moore  and  McDermott. .  .  1n 

NegmVG:  Superintendents  Seville  and  Klein-* 

TWP  ~r Fire  Chief  Kenlon .*  .  7 

nr  (135-24-S) 

■  2-087  Broadway  Corporation,  owner  filed  Tin 

‘r  vf  ia 1*  thG  ^  °f  staadards  and  appeals 
r  variation  from  the  requirements  o,f  the  labor  law  a 

m  a  decision  of  the  superintendent  of  buildings  affect 
>  ^premises  2067  Broadway,  Manhattan ;  and 

-Stjas™t^ds:° mi  zdTrhtcndcnt  buiidings 

Answering  your  letter  of  January  9,  1924  request- 
catea0fen^ertlfiCatexTOf  °CCUpancy  t0  supersede  Certifi- 

rn  buildi^rTte^vtS4  SST&SSfiSIS 

’F  buil,,lmg  T  n°n-ffireproof,  seven  stories  in 

'PIED  foi-  V9  ft  11  in'  irregular  ^  area,  OC- 

i  rior  tiie  means  of  egress  consisting  of  an 

Hosed tffiS  ertendlUg  from.the  1st  story  to  the  roof, 

1  the  roof rrm-10nS’  W!th  fire  doors  at  the  open- 
l  'roof  of  h?,  •  dmg  die  north  bei”g  5  above 

ClhZMtf  m  quftlr°?  the  building  to  the 

S  15  ft.  below  roof  of  building  in  question ;  and 


356-24-iS. 

PETrnONER  Will.  H.  Kehoe,  for  Joseph  Flanders, 

SUBJ^““?  ^  as  »  decision  of 
PREMISES  AFFECTED  Laurel  Hill  Boulevard,  Wiu- 

appeara^e^1' of  Qwens- 

,  Por  Petitioner :  Wm  H  Kelw 

cSmoLT'’'^  «  co.Aioa 

THE  VOTE—  ^AS  Specified  m  resolution. 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby 
Deputy  Fire  Commissioner  Hannon,  Super- 

“lUSf  ReVi"e' 

“eCoSfman  WalVh'  Holiand  * 

the  SiuFfireoSWef  i 

(356-24-S) 

filed  ^mxh  7  uio^'  ^ebof>  for  Joseph  Flanders,  owner 
meo,  iviaren  7,  1924,  a  petition,  with  the  bnstto  LXT  » 

&TOiK  f*S‘  F- 

S  IndLaUre'  Hm  b<MWd'  Winllertrofrsf 
deSte,  0,1  t,K  dq>art”“*  °f  heal'h 

“At  a  meeting  of  the  board  of  health  of  . 

men,  of  health  of  the  City  of  New  vtk,  h‘eW  jTs" 
1924,  your  application  for  a  sanitary  certificate  a 
cellar  bakery  at  7  Laurel  Hill  Boulevard,  Wnfield  in 
the  Borough  of  Queens  was  denied  ”  •  ’ 

hcK^Sell  oSfefj'.S  STf  ’n 

1st  story,  bakery  lunch  room  and  dwelling  SrS  torv  dwVl' 
S  &STT4  °l  Y  ^Xccy^mm  flo°or ^  c  I 

aad  .heio/s  ft.  “in  ebefoew".he  ya"rd  St 

windwv  14  - ty  21 

Whereas,  petitioner  contends  that  .the  premises  i 
occupied  as  a  bakery  for  25  years  and  filJrlTffla  ■*  e  hf611 
such  use  existed  prior  to  1916^  affidavits  stating 

Resolved,  that  the  hoard  of  standards  and  armenk  ^ 
hereby  make  a  variation  from  the  requirements  oi  tho  1u\ 
law  and  that  the  petition  be  and  ft  hJLu  -  e  tS  ot  b,lc  ‘abor 

dition  that  the  doors  on  the  front  and*  i^of ^he^lT' 
shah  be  provided  with  hinged  sash  (upper  secfion\  "ar 

guards  oil  the  outside  and  that  V  section)  with  wire 

ventilator  shall  be  provided  at  the  front  o7celkm.  HlIkhead 
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PETITIONER — Louis  H.  Friedland,  for  the  Estate  of 
Charles  Perceval,  owner.  .  .  f 

SUBJECT — 'Variation  of  labor  law  as  cited  in  decision  ot 
superintendent  of  buildings. 

PREMISES  AFFECTED— 12  Waverly  Place,  Manhattan. 

APPEARANCES— 

For  Petitioner:  S.  M.  Teeter. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— [Petition  granted  0n  condition. 
CONDITIONS— As  specified  in  resolution. 


11 

1 


THE  VOTE 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Reville,  Kleinert,  Moore  and  McDermott. 

Negative:  Superintendent  Brady . 

Absent:  Fire  Chief'  Kenlon .  1 

THE  RESOLUTION: 

(444-23-S) 

Whereas,  Louis  H.  Friedland,  for  the  Estate  of  Charles 
Perceval,  owner,  filed,  April  12,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner  and  a  decision  of  the  superintendent  of  build¬ 
ings  affecting  premises  12  Waverly  Place,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  reads:  _ 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  tihe  course  thereof  so1  that  same  are  in  compliance 
with  the  nrovisions  of  Sections  273  and  274  of  the 


labor  law.  ,  .  _ 

“NOTE:  Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following :  Glass  broken  in  doors  and 
windows  (not  fireproof).  Not  screened  to  a  height  of 
4  ft.  6  in.  No  stairway  from  lowest  balcony  to  street. 
Fire  escape  needs  painting.”  ; 


Whereas,  the  decision  of  the  superintendent  of  buildings 

rea(JS  • 

“2.  Fire  escape  must  be  remote  from  stairway.” ; 


Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  25  ft.  by  78  ft.  9  in.  in  area ;  no  interior  fire  alarm 
signal’ or  sprinkler  system.  EXITS:  One  interior  iron 
stairway  from  1st  story  to  roof,  enclosed  in  partitions  of 
terra  cotta  blocks,  with  kalameined  doors  at  openings;  a  fire 
escape  on  rear  of  building  with  gooseneck  ladder  to  roof, 
with  balconies  and  stairways  from  top  story  to  2nd  story. 
ROOFS  :  On  west  same  level— on  east  4  stories  higher. 
OCCUPIED  AS  FOLLOWS:  1st  story,  restaurant,  8  per¬ 
sons;  2nd  to  6th  stories  inclusive  manufacturing,  35  per¬ 
sons  ;  and 

Whereas,  this  case  was  granted  by  the  board  at  its  meet¬ 
ing  held  on  June  12,  1923, 

“on  condition  that  a  fire  escape  shall  be  provided  on 
the  front  of  the  building  and  that  the  rear  fire  escape 
shall  be  maintained  in  a  satisfactory  and.  safe  condition 
and  that  a  counterbalanced  drop  ladder  in  guides  shall 
be  provided  from  lowest  balcony  of  rear  fire  escape  of 
the  building  with  egress  from  termination  to  property 
on  the  west,  and  granted  so  long  as  the  conditions  as  to 
occupancy  and  use  shall  remain  substantially  un¬ 
changed’.”  ; 

and 

Whereas,  this  case  was  reopened  by  the  board  at  its 
meeting  held  on  April  8,  1924,  and  petitioner  contends  that  it 
is  impossible  to  get  the  consent  of  owner  of  premises  to 
west,  to  permit  this  condition  and  in  lieu  of  providing  egress 
through  property  to  west,  proposes  to  install  a  sliding  coun¬ 
terbalanced  drop  ladder  from  the  2nd  story  fire  escape  bal¬ 
cony  to  the  property  on  the  south. 

Resolved ,  that  the  board  of  standards  and  appeals  does 


hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  balcony  shall  be  installed  on  the  rear  of  the 
1st  story,  west  end,  with  a  60  degree  stairway  from  the  2nd 
story  balcony  to  the  new  balcony  on  the  1st  story  level, 
with  egress  through  plain  glass  window  into  store  and  thence 
to  street  and  that  the  original  resolution  shall  be  complied 
with  in  all  other  respects. 


44-24-S. 

PETITIONER — John  J.  Dunnigan,  for  Joseph  Harmatz, 
lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECT  ED1 — 2 18-222  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  John  J.  Dunnigan. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville,  Kleinert,  Moore  and  McDermott - 

Negative:  Mr.  Connell  . 

Absent :  Fire  Chief  Kenlon . 

THE  RESOLUTION  : 

(44-24-S) 

Whereas,  John  J.  Dunnigan,  for  Joseph  Harmatz,  lessee, 
filed,  Jan.  11,  1924,  a  petition  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law  as  cited  in  a  decision  of  the  superintendent  of 
buildings  affecting  premises  218-222  West  34th  street,  Bor¬ 
ough  of  Manhattan ;  and  .  , 

Whereas,  the  decision  of  'the  superintendent  of  buildings, 
dated  Jan.  7,  1924,  reads : 

“With  reference  to  application  for  certificate  of  occu¬ 
pancy  objections  were  found  and  before  certificate  can 
be  issued  it  will  be  necessary  to  remove  the  objections: 

“No  fireproof  passageway  from  foot  of  fire  escape 
to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  equipped  with  a  sprinkler  system,  49  ft.  5J4  in-  by 
98  ft.  9  in.  in  area  at  1st  story  and  49  ft.  5%  in.  by 
88  ft.  9  in.  above.  PROPOSED  OCCUPANCY:  25 
per  cent  to  be  occupied  for  factory  purposes,  the  remainder 
to  be  occupied  for  offices  and  show  roows,  not  more  than  70 
persons  above  1st  story  engaged  at  factory  work.  EXITS: 

An  interior  stairway  extending  from  1st  story  to  roof,  en¬ 
closed  in  channels,  metal  lath  and  cement  plaster  partitions 
with  kalameined  doors  at  the  openings ;  one  standard  fire 
escape  with  fire  windows  along  course  on  rear  of  building 
from  main  roof  to  landing  on  roof  of  1st  story  extension 
with  EGRESS  to  roof  of  adjoining  premises  and  .through 
same  to  street.  ROOF  to  east  one  story  lower,  to  west 
three  stories  lower ;  and 

Whereas,  petitioner  contends  a  letter  from  owner  of  ad¬ 
joining  premises  giving  permission  to  use  his  building  as  a 
mode  of  egress  in  the  event  of  fire  was  filed  with  the  super¬ 
intendent  of  buildings  and  egress  from  termination  of  fire 
escape  was  accepted  when  the  two  stories  were  added  to 
the  business  building,  and  further  contends  the  number  of 
occupants  will  be  no  greater  by  using  25  per  cent  of  the 
building  for  factory  purposes. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  screened  fire  escape  shall  be  provided  on  rear 
of  the  building,  with  egress  from  termination  at  second 
story  level  by  balcony  from  rear  of  extension  roof  to  ad¬ 
joining  premises  to  the  east. 
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1258-23-S. 

PETITIONER— Sigmund  Schuler,  for  United  Cigar  Stores 
Co.  of  America,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  Ah FECTBD — 336  Lafayette  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Sigmund  Schuler. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Former  action  rescinded  and  peti¬ 
tion  withdrawn. 

THE  VOTE  TO  RESCIND  FORMER  ACTION  OF 
BOARD— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  .  12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  VOTE  T9  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1258-23-S) 

Whereas,  Sigmund  Schuler,  for  United  Cigar  Stores  Co. 
of  America,  lessee,  filed,  November  5,  1923,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  336  Lafayette  street,  Man¬ 
hattan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

October  17,  1923,  read: 

“Order  No.  50717-LD  : 

“1.  Arrange  the  fire  escape  on  the  south  side  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  counterbalanced  stairway  to 
street.  Doors  to  balconies  not  fireproof.” 

“Order  No.  50718-LD : 

“1.  Provide  a  sign  with  letters  ait  least  8  in.  in 
height  over  openings  leading  to  fire  escape  at  north  side 
of  building  reading:  THIS  IS  NOT  AN  EXIT,  or 
preferably  a  sign  reading  THIS  IS  NOT  CONSID¬ 
ERED  AN  EXIT,  on  all  stories,  as  per  Rule  380  of 
the  Industrial  Code. 

“2.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness.” 

“'Order  No.  50719-LF: 

“An  inspection  of  premises  336  Lafayette  street,  Bor¬ 
ough  of  Manhattan,  shows  that  a  fire  drill  should  be 
established  and  maintained  therein  *  *  *  ”  • 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  3 ys  in.  by  95  ft.  in  area.  OCCUPIED:  1st 
story,  store,  7  persons;  2nd  story,  millinery  factory,  15  per¬ 
sons;  3rd  story,  clothing  factory,  30  persons.  EXITS:  One 
interior  fireproof  stairway,  enclosed  in  fireproof  partitions, 
extending  from  the  1st  story  to  the  roof,  with  wooden  doors 
at  the  openings;  two  60  degree  fire  escapes,  one  on  the  front 
and  one  on  the  rear  of  the  building,  with  drop  ladders  to 
street ;  windows  along  course  of  the  fire  escape  arc  unpro¬ 
tected.  ROOFS  of  adjoining  buildings  are  at  same  level- 
and  ’ 

Whereas,  petitioner  proposes  to  replace  the  wooden  stair 


doors  with  self-closing  fireproof  doors  and  install  counter¬ 
balanced.  drop  ladders  in  guides  on  fire  escapes;  install  a 

fireprTf,do°r  leadinff  to  the  bre  escapes  on  each 
andY  and  fireproof  the  endows  on  the  course  thereof. 

'  m!!?ERETS'  petition  was  granted  by  the  board  at  its 
meeting  Jan.  22,  1924,  on  certain  conditions  and  petitioner 
requests  a  reopening  0f  the  case  and  a  rescindment  of  action 

the  fiTe  departaLt  ““  C°ml>'y  With  the  rc1l'est  ord'r  of 

Resolved,  that  the  board  of  standards  and  appeals  does 
Hereby  rescind  its  action  of  January  22,  1924 

524-23-S 

/A;  Porter,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
nre  commissioner. 

PREMISES  AFFECTED — 1 5  West  17th  street,  Manhat- 
tan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Howard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  4 

rONDITTOM^f  RD— Petition  granted  on  condition. 

w Iir S ~ A s  sPecified  MX  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland,  ICerby,  Connell,  Deputy 
c ire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  . 

Negative  .  .  ~ 

_TTT,  Absent:  Fire  Chief  Kenlon .  . 

(524-23-S  ) 

Whereas  A.  M.  Porter,  owner,  filed,  April  30  19,23  a 
petition,  with  the  board  of  standards  and  appeals'  for  va 

aTorder  oTJht  fi  requir™ts  of  **  labor  law,  ai  cited  in 

s  premisos  15  Wcst 

15^f,T;Sin°;trO^Noe  4Sfcdsafcd  March 

1.  Provide  a  fireproof  enclosed  passagewav  from 
termination  of  exterior  screened  stairway  on  rear  of 
budding  independent  of  other  exit  from  the  building, 

bor  lawd”-g  t0  ^  Street’  as  Section  268  of  the  Ia- 
and 

t;JnEfAs.  ^Petition  was  dismissed  for  lack  of  prosecu- 

on  Aapnrll  °f  ‘l,e  b°ard  a' 

tbf  boui.,dinF  is  fireproof,  li  stories  in  height 
28  ft.  by  84  ft  8  in.  in  area.  OCCUPIED  :  1st  story 
showrooms;  2nd  to  11th  stories,  tenant  factory,  128  persons 
per  story;  EQUIPPED  with  a  sprinkler  system.  EXITS- 
A  fireproof  stairway  extending  from  the  1st  story  to  the 
roof ;  a  fire  escape  on  the  rear  of  the  building  with  fireproof 
windows  along  the  course,  extending  from  the  roof  to  the 
}aid,  with  egress  from  yard  by  means  of  gate  in  fence  to 
y*n\  of  premises  No.  13  West  17th  street  and  also  iron 
fna’[s  J0  fire  escape  on  premises  No.  13  West  17th  street- 
and  °f  bU1  dmg  t0  West  15  ft  b’g’her— to  east  125  ft.  lower; 

Whereas,  petitioner  contends  that  the  means  of  eeress 
from  the  termination  of  the  fire  escape  are  adequate 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  vacation  from  the  requirements  of  lls 
law  and  that  the  petition  he  and  it  hereby Ts  gran  ed  Is  to 
egrers  from  termination  of  fire  escape  n»  couditZl  that  the 
rear  fire  escape  shall  be  continuous  to  the  ut  th,at  the 

nected  to  the  fire  escape  on  Xe  bi  dd/nl  V  Y  a"d  COn' 
egress  through  Z'ZT\ 

ai.fl  with  a  wood  and  sla«C  d^or  TroJ,  ,1  •' 
budding  and  jrnW  so  long  as  conditions  as  to  E  ",ln 
and  use  remain  substantially  unchanged  "“"lwncy 
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349-22-S. 

PETITIONER — Elisha  H.  Janes,  for  Charles  Duffy,  lessee. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 600  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Charles  G.  Duffy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Resolution  modified. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 


mott  .  12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION : 

(349-22-S) 


Whereas,  Elisha  H.  Janes,  foe  T.  Gailliard  Thomas, 
owner,  filed,  March  8,  1922,  a  petition  with  the  board  of 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  GOO  Madison  avenue,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner  reads  : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building — 
so  that  same  are  in  compliance  with  the  provisions  of 
sections  273-274  of  the  Labor  Law — in  carrying  out  a 
proper  alternative  method  of  complying  with  the  re¬ 
quirements  of  section  271  of  the  Labor  Law. 

“NOTE:  Among  the  defects — 

“iNo  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

W  hereas,  the  building  is  of  non-fireproof  construction,  5 
stories  in  height,  25  ft.  x  72  ft.  in  area,  with  extension  in 
the  1st  story,  occupied,  1st  story,  store,  6  persons;  2nd  story, 
vacant ;  3rd  story,  salesroom  and  beauty  parlor,  4  persons ; 
4th  story,  millinary  show  room,  10  persons;  5th  story,  sculp¬ 
tor,  2  persons ;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof  enclosed 
in  terra  cotta  block  partitions  with  kalamein  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building  with 
landing  in  yard  at  basement  level;  and 

W hereas,  it  is  proposed  to  provide  an  exit  from  the 
rear  yard  by  gate  in  fence  to  yard  adjoining;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  April  25,  1922,  on  certain  conditions  and  petitioner 
requested  a  modification  of  the  conditions  as  to  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  on 
condition  that  an  exit  be  provided  from  the  termination  of 
the  fire  escape  to  the  adjoining  property  by  means  of  a  gate 
in  the  fence,  same  to  be  maintained  unfastened;  and  that 
the  occupancy  above  the  first  story  shall  not  exceed  16 
persons  on  any  one  story;  and  that  petition  be  granted  so 
long  as  conditions  remain  substantially  unchanged. 


188-24-S. 

PETITIONER — Morbengold  Realty  Corp.,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
fire  commissioner. 

PREMISES  AFFECTED — 131  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Howard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 
Brady,  Reville,  Kleinert,  Moore  and  McDer¬ 
mott  .  10 

Negative:  Mr.  Connell  .  l 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(188-24-iS) 

Whereas,  Morbengold  Realty  Corp.,  owner,  filed,  Feb. 
7,  1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  131  West  14th  street,  Manhattan;  and 

Whereas,  the  decision  o>f  the  superintendent  of  buildings 
rendered  Oct.  4,  1923,  reads : 

“Referring  further  to  your  application  for  a  certificate 
of  occupancy  to  use  this  building  for  factory  purposes, 
you  are  advised  that  all  of  the  objections  noted  in  my 
letter  of  September  18th  have  been  removed,  except  that 
the  fireproof  passageway  from  the  foot  of  the  fire  es¬ 
cape  to  the  street  has  not  been  provided.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  103  ft.  in  area  at  the  1st  story  and  25  ft.  by 
92  ft.  8  in.  in  area  above;  OCCUIPIE.D  as  a  tenant  factory, 
54  persons  above  the  1st  story,  one  story  being  vacant.  EX¬ 
ITS  :  One  interior  fireproof  stairway  at  the  front  of  the 
building,  extending  from  the  1st  story  to  the  2nd  story,  and 
an  interior  fireproof  stairway,  extending  from  the  1st  story 
to  the  roof,  enclosed  in  fireproof  partitions,  with  fire  doors 
at  the  openings ;  a  fire  escape,  with  fireproof  openings  along 
the  course  thereof,  on  the  rear  of  the  building,  extending 
from  the  main  roof  to  landing  on  the  roof  of  the  1st  story 
extension  and  counterbalanced  stair  from  the  balcony  to  the 
yard  of  premises  to  rear;  EGRESS  from  yard  through  ten¬ 
ement  house  to  street ;  and 

Whereas,  petitioner  contends  filing  with  the  bureau  of 
buildings  a  letter  of  permission  from  the  owner  of  15th 
street  building,  to  use  his  premises  as  a  means  of  egress 
from  termination  of  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  egress  from  the  termination  of  the  fire  es¬ 
cape  on  condition  that  a  counterbalanced  stairs  shall  be 
provided  from  the  2nd  story  balcony  to  adjoining  premises, 
consent  for  which  shall  be  filed  with  the  superintendent  of 
buildings  and  that  egress  therefrom  shall  be  maintained  un¬ 
obstructed. 


197-24-S. 

PETITIONER — Morris  Wisoff,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 98  East  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Sidney  Hauptman,  Morris  Wisoff. 
For  Administration  :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  Moore  and 

McDermott  .  11 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon .  2 

THE  RESOLUTION :  'W 

(197-24-S) 

Whereas,  Morris  Wisoff,  owner,  filed,  April  11,  1924,  a 

petition,  with  the  board  of  standards  and  appeals,  for  va- 
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riation  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  of  the  fire  commissioner,  affecting  premises  98  East 
Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  May 
10,  1923,  in  acting  on  Order  No.  46G38-LD,  reads : 

“1.  Arrange  the  fire  escape  on  the  west  side  of  rear 
section  of  building  and  the  openings  leading  thereto  and 
the  windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  section  273  and 
274  of  the  Labor  Law  *  *  * 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
not  self-closing.  No  60  degree  connecting  stairways 
between  balconies.  No  stairway  from  lowest  balcony  to 
ground.  No  handrails  on  balcony  openings.  No  pas¬ 
sageway  from  termination  of  fire  escape  to  street. 

•  "2‘  r‘^rTi1-Se  tbe  bre  escaPe  on  the  rear  of  front  sec¬ 
tion  of  building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  section  273  and  274 

of  the  Labor  Law  *  *  *. 

"NOTE:  Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following:  No  passageway  from  termina- 
on  of  fire  escape  to  street.  Windows  on  course  at 
basement  not  fireproof,  not  self-closing.”- 

and 

Whereas,  the  building  is  non-fireproof,  25  ft.  by  72  ft. 
11  in.  in  area,  divided  into  two  sections  by  a  brick  wall  with 
opening  in  1st  story,  the  front  section  is  three  stories  and 
lasement  in  height  and  the  rear  section  is  four  stories  and 

-Z7elrn  oe,gbt  0CC^PIBD  as  follows :  Basement, 
ront  store,  -  persons;  rear,  stockroom;  1st  story,  front 

namifacture  (furs),  rear  manufacture,  10  persons;  2nd 

nZ},7{rZnt’  man“facture  (dresses),  rear  manufacture  but- 
ons,  ,  persons;  3rd  story,  front,  manufacture  (raincoats) 

^XITSamiTaCtUrC,  buttonh°lf  and  embroidery,  6  persons! 
b  •.  V°  ,nltenor  wooden  stairways  (one  in  each  sec- 
\  ^  extending  from  1st  to  top  story,  enclosed  in  wood  lath 
nd  plaster  partitions  with  wooden  doors  at  the  openings  • 
wo  fire  escapes,  one  on  the  rear  of  main  bnilding  S  ®ne 

esfside' ofS',dh  °f  ™  e.xtension  i  th=  fire  escape  on  the 
hfL  f  f  theTeaT  extension,  extending  from  the  1st  to 

e  Sr  ofry,h'V'th'dr?Pkdder  *°  yard:  <he  S'*  ^  on 
TkF^°f thC  malj  hLuldmg  extends  from  roof  to  yard  • 

£ds  loopc:  y%rd  f.V0UPh  door  in  fence  to  adjoining 
iffher;  a^d°rS  °f  adjOImng  buildings  are  three  stories 

Whereas  petitioner  contends  that  owing  to  the  small  oc- 

£5  XuZ0i  the  bUilding  that  the  -Ss  of 

R<£olved.  that  the  board  of  standards  and  appeals  does 
w  andTlifi  a™rxa\l°n  from  the  requirements  of  the  labor 

ems  No  f  and  9  7  a"d  £  'hereb-v  is  panted  as  to 

■ruination  r?  ar  33  11  afl^Cts  the  egress  from  the 

Tess  Shah  befnrnMru  fescaPe  uonly’  on  condition  that  the 
IrS  bj-P.  °.vlded  from  the  termination  of  the  fire  es- 
Peto  the  adjoining  yards  to  the  west,  and  that  the  order 
•all  be  complied  with  in  all  other  respects. 


00-22-S. 

STITIONER-0.  Pagani  &  Bro.,  for  Emma  and  Angelo 
-ragani,  owners. 

JE(fJ~Appbc?lt1.011  for  reor>eni'ng— variation  of  labor 
order  of  fire  commissioner. 

■  PPEA R ANCES-  0-4289  Bleecker  strect,  Manhattan. 

For  Petitioner:  O.  Pagani,  M.  J.  Ross. 
for  Administration:  Inspector  Maher  of  fire  dc- 
partment. 

mo^fie<rOARD^Petitl0n  reopencci  amI  resolution 

IE  VOTE— '  ’ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton  Holland.  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Moore.  10 


Negative  . 

Absent:  Fire  Chief  Keiiion,' Deputy' Fhe’c'oml 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  „ 

THE  RESOLUTION:  .  3 

...  „  (1400-22-S) 

\  hereas  Guy  W.  Culgin  for  Emma  and  Angelo  Pagani 

standards^  and  °V'  /°U1022’  a.  Petition,  with  the  board  of 
^tandju-ds  and  appeals,  for  variation  from  the  requirements 

of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  289  Bleecker  street,  Manhattan; 

Whereas  the  order  of  the  fire  commissioner  reads  : 

inA  ^ranS.tbebre;sfPes  at  the  rear  of  the  build- 

“o  t,'  ■  79'1  of  the  Labor  Law. 

Hoiywpvt?  a?  unobstructed  passageway  around 

*  *  ,°op  ?f  tlhe  stairway  to  the 

b  -p  ,  ■  Sec.  T9B't  of  the  Labor  Law. 

u,  .  Lnc-ose  interio,r  stairway  at  the  south  side 

o  -!apnf’  s/rrn?  a,s  a  recIuired  means  of  exit,  *  *  *. 

oec.  (9B-1  of  the  Labor  Law”- 
and  '  ’ 

^Whereas,  the  building  is  non-fireproof,  6  stories  in  height, 

musical  instruments  f  6  persons-  aSd^fr  mJt0ry’  s'to.'re’ 
mntrsrtnr  a  ’  Pe,rsons »  2nd  story,  office,  painting 

r  ’  4  persons;  3rd  story,  antique  furniture,  5  per 
sons,  4th  story,  artificial  flowers,  4  persons-  5th  storv 
comb  engravers,  4  persons;  6th  storv,  storage,  1  person-  the 
means  of  egress  consisting  of  an  interior  stairway  extend¬ 
ing  from  the  1st  story  to  the  6th  story,  enclosed  in  board 

ter  a  sub  sTa ndafd °fi  ^  Ioft  S'de  f th  me)taI  Iatb  and  plas- 
*  *  d  fire.esCc?I>e  on  The  rear  of  the  building- 

in  f  °™-  terminat,°n  of  fire  escape  through  gate 

in  fence  to  adjoining  premises  29  Jones  street;  and 

Whereas  petitioner  oonJtends  that  the  interior  stairway 

XT  19^1  °f  ^  °f  the 

J  •  7,  1921,  and  it  is  proposed  to  erect  a  standard  firp 

escape  on  the  front  of  the  building;  and  6 

meetinfMa3;  t6  >  **  b oard  at  its 

20  1 923,  on  certain  conditions  and  petitioner 
equested  a  modification  of  these  conditions  as  to  occupancy 
^solved  that  the  board  of  standards  and  appea TdZs 
hereby  make  a  variation  from  the  requirements  of  the  h- 

or  law  and  that  the  petition  be  and  it  hereby  is  granted 

shfl  htem  0,1  condition  that  a  standard  fire-escape 

shall  be  provided  on  the  front  of  building,  and  as  to  Item 

nr ntorf0’1  c?1ldtHon  ^  the  hoistway  is  equipped  with  chain 

board  of1  T  acoo,rdanc5  Wlth  the  recommendations  of  the 
oaid  of  standards  and  appeals,  and  granted  as  to  Item 

S l  C0"dUl°"  that  the  action  of  the  board  of  review 

ePa7ment  °f  Ja’!-  17’  1921>  is  complied  with, 
and  granted  so  long  as  conchtions  otherwise  remain  un- 

pefsgtorvand  tHat  116  °CCUI>anCy  sha11  not  e^ceed  14  persons 


973-23-S 

SUB  TECT— AR~T-E'  ;?hlet/os  and  V-  Gounus,  lessees. 

.  U EJECT  Application  for  reopening  (variation  of  laboi 

PRFMrf^V  AP'T?T7r’'rr-<T3 CIS1°n  of  health  commissioner. 
PREMISES  A FFEC T ED  4 1 5  West  50th  street,  Manhat- 

APPEARANCES— 

For  Petitioner :  Dicran  Simsarian,  C.  Beckcl,  Fran! 
Kuch,  E.  Mylones. 

(  ION  OF  BOARD— Laid  over  to  June  3,  1924,  at  S 

mux-  ,  P-JH’  for  fu!1  v°te  of  board.  ’ 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boidton,  Holland,  Kerby,  Connell.  Superin- 

Negatfe6  5"^7’  ReV1”e’  K1'dnert  and  Moore  M 
Absent:  Fire  Chief  Kenlon,  Deputy’ Fire  Com-  C 
Dermotf  Hannon  and  Superintendent  Mc- 

THE  VOTE  TO  GRANT— .  3 

Affirmative :  Messrs.  Beatty,  Boulton,  Kerby 
785  Superintendents  Reville,  Kleinert  and  Moore  6 


MINUTES 


Negative:  Chairman  Walsh,  Messrs.  Holland, 

Connell  and  Superintendent  Brady . 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc- 
mott  . 


156-23-S.  ,  ,,  A 

PETITIONER— Samuel  Rosenblum,  for  Mrs.  Anna  V. 

Nicholas,  lessee. 

SUBJECT— Application  for  modification  of  resolution— va¬ 
riation  of  labor  law  as  cited  in  order  of  fire  com¬ 


missioner. 

PREMISES  AFFECTED— 105  West  28th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 


modified. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Moore. 


Negative  . 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  . 


10 

0 

3 


THE  RESOLUTION : 

(156-23-S) 

Whereas,  Samuel  Rosenblum,  for  Marie  T.  Berge,  et 
al.,  owners,  filed,  Feb.  5,  1923,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  'the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  105  West  28tlh  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  build¬ 
ing  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof,  so  that  same 
are  in  compliance  with  the  provisions  of  sections  273 
and  274  of  the  Labor  Law,  and  the  rules  of  the  Board 
of  Standards  and  Appeals,  or  carry  out  a  proper  alter¬ 
native  method  of  complying  with  the  requirements  of 
section  271  of  the  Labor  Law. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following :  No  safe  passageway  from 
termination  of  fire  escape  to  street.  No  wire  glass 
in  skylight  under  fire  escape.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stones  in 
height,  21  ft.  6  in.  by  95  ft.  9  in.  in  area  in  the  1st  story 
and  21  ft.  6  in.  by  89  ft.  9  in.  in  area  above;  no  fire  alarm 
signal  or  sprinkler  system;  EXITS,  one  interior  wood  stair¬ 
way  from  1st  to  top  story,  with  scuttle  and  ladder  in  hall 
to  "roof,  partly  enclosed  in  brick  partitions  1st  to  2nd 
story,  plaster  board  and  plaster  above;  with  fire  doors 
at  openings ;  a  fire  escape  on  the  rear  of  building  con¬ 
sisting  of  balconies  and  connecting  stairways  from  roof  to 
a  proposed  balcony  at  2nd  story  connecting  Nos.  105,  107 
and  109,  with  stair  to  yard  and  egress  from  yard  through 
a  proposed  door  in  the  rear  extension  of  No.  107;  fire¬ 
proof  windows  along  course  of  the  fire  escape  ;  OCCUPIED 
as  follows,  1st  story,  florist ;  2nd  story,  furrier,  10  persons ; 
3rd  story,  furrier,  11  persons;  4th  story,  manufacture  of 
dresses,  12  persons;  ROOF  of  building  to  east  and  to  west 
same  level ;  and 

Whereas,  petitioner  contends  Nos.  105,  107  and  109  are 
in  the  one  ownership;  and 

Whereas,  the  petition  was  granted  by  the  board  at  its 
meeting  May  15,  1923,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions  as  to  the  occu¬ 
pancy  of  the  2nd  story. 

Resoh'ed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 


on  condition  that  an  iron  stairway  shall  be  provided  lead¬ 
ing  from  fire  escape  balcony  in  2nd  story  to  open  yard 
of  adjoining  premises,  No.  107,  and  that  a  door  shall 
be  provided  in  the  rear  extension  at  the  foot  of  these 
stairs  providing  exit  through  building  No.  107 ;  that  the 
2nd  story  balcony  of  fire  escape  shall  be  connected  by 
a  party  wall  balcorty  to  adjoining  buildings  Nos.  107  and 
109,  and  granted  so  long  as  the  premises  Nos.  105,  107  and 
109  remain  in  one  ownership  and  the  occupancy  does  not 
exceed  20  persons  on  the  2nd  story  and  25  persons  above 
the  2nd  story ;  that  the  occupancy  shall  be  limited  to  that 
included  in  the  definition  of  low  and  moderate  hazards  In 
the  rules  now  before  the  board  for  approval  and  that  a  fire 
alarm  system  shall  be  installed  and  fire  drills  maintained. 


837-23-S 

PETITIONER— William  Schimpf. 

SUBJECT — Application  for  modification  of  resolution — va¬ 
riation  of  labor  law  as  cited  in  order  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED — 67-9  Prospect  street  and  130- 
138  Pearl  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  William  Schimpf. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — ‘Petition  reopened  and  resolution 
modified. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Moore.  10 


Negative  .  0 

Absent:  Fire  'Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  3 

THE  RESOLUTION: 

(837-23-S) 


Whereas,  William  Schimpf,  owner,  filed,  June  29,  1923, 
a  petition,  wtih  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  67- 
69  Prospect  street  and  130-38  Pearl  street,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner  read: 

“No.  47917-LD. — 

“2.  Arrange  bars  and  gratings  on  windows  on  all 
sides  of  building  on  1st  story  and  basement  so  as  to  be 
readily  movable  or  removable  from  both  sides  in  such 
a  manner  as  to  afford  the  free  and  unobstructed  use 
of  such  windows  for  purposes  of  egress  as  per  Section 
272  of  the  Labor  Law.” 

“No.  47918-LD. — 

“1.  Arrange  the  fire  escapes  on  the  east  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  Sections  273  and 
274  of  the  Labor  Law.  *  *  ; 

“3.  Enclose  the  interior  stairway  at  the  center  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  cellar  to  3  feet 
above  the  roof,  constructed  as  per  Section  271  of  the 
Labor  Law  and  rule  2  of  the  Industrial  Code.  *  *  *•”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  45  ft.  by  90  ft.  in  area.  EXITS :  One  interior  un¬ 
enclosed  wood  stairway,  extending  from  1st  story  to  top 
story  with  iron  ladder  to  scuttle  in  roof ;  a  fire  escape 
on  east  side  of  building,  with  balconies  on  the  2nd,  3rd 
and  4th  stories,  with  75  degree  connecting  iron  stairway  and 
drop  ladder  from  1st  story  to  street;  ROOFS,  west  side, 
three  stories  lower ;  to  north,  one  story  higher.  OCCU¬ 
PIED  AS  FOLLOAVS :  Basement,  dressing  skins,  25  per¬ 
sons;  1st  story,  office  and  shipping,  10  persons;  2nd  story, 
die  brush  department,  35  persons ;  3rd  story,  finishing  skins, 
45  persons ;  4th  story,  drying  skins,  4  persons ;  and 
786 


MINUTES 


,  Whereas,  petitioner,  in  regard  to  Item  No.  1,  proposes 
•  o  provide  a  safe  landing  place  at  termination  of  fire  escape, 
o  provide  steps  at  windows  where  same  are  more  than  36 
n.  above  floor,  and  requests  to  be  relieved  of  providing 
Counterbalanced  stairway  and  2  ft.  by  6  ft.  doors  owing  to 
radical  difficulties  involved,  and  contends  that  to  remove 
he  bars  and  gratings  on  1st  story  and  basement  would  ex¬ 
cise  valuable  stock  to  theft;  and 

i  Whereas,  this  petition  was  granted  in  part  and  denied  in 
art  by  the  board  at  its  meeting  Oct.  16,  1923,  and  petitioner 
ow  requests  a  further  modification  to  permit  the  omission 
■r  the  extension  of  the  stair  enclosure  above  the  roof 
Resolved,  that  the  board  of  standards  and  appeals  does 
erefcy  make  a  variation  from  the  requirements  of  the  labor 
iw  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
•rder  No.  47917,  Item  2,  on  condition  that  not  less  than 
ne  window  in  each  bay  of  the  east  side,  and  one  window 
font  and  rear  on  the  westerly  side  of  the  basement  be 
ade  movable  with  steps  leading  to  the  windows ;  granted 
to  Order  No.  47918  on  condition  that  the  present  fire 
cape  shall  be  equipped  with  not  less  than  a  60  degree 
mnecting  stairs  and  that  counterbalanced  stairs  shall  be 
ovided  from  the  lowest  balcony  to  a  landing  platform  at 
e  sidewalk  level,  and  that  all  windows  on  the  course  of 
e  fire  escape  (with  the  exception  of  the  top  story)  shall 
made  fireproof,  self-closing  and  that  the  order  of  the 
e  commissioner  as  to  Item  No.  3  of  Order  No  47918-LD 
affirmed  and  the  petition  as  to  this  item  be  denied  except 
to  the  requirement  as  to  extending  the  stair  enclosure  3 
above  the  roof,  on  condition  that  the  stair  hall  enclosure 

all  be  carried  to  the  underside  of  the  roof  and  made  air 
i  tic. 


:5-24-SA. 

!  r 1  V  — n '.t P 1  e x  Oil  Heating  Corporation. 

fPEARANCEs”-'  °f  ““  KoaIess  0iI  B“mer' 

For  Petitioner:  J.  W\  Newberry. 


ACTION  OF  BOARD— Placed  on  reserve  calendar  pending 
report  of  committee  of  inspection. 

315-22-S 

SURlFrTNEAR~Con,ran  Stand  Pipe  ComPany- 

appeTr^ce™-!.  °l  Conr“  Pressure  Red“c«- 

For  Petitioner:  William  F  Cnnnn 

ACTION  OF  BOARD-Pe  hbn  approved 
THE  VOTE  TO  APPROVE^-  approvcd' 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton  Holland,  Kerby,  Connell,  Superin- 

Negative  rady’  ReVilk’  KldnCrt  and  Moore‘  10 
Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com-  ° 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  . 

THE  RESOLUTION :  .  3 

(315-22-S) 

Wh£R£as,  the  Conran  Standpipe  Co.,  by  William  F.  Con- 

a\’  FeR  ?8’r1922’  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals  for  approval  of  his  device  known  as  the 
Conran  Pressure  Reducer;  and 

Whereas,  petitioner  submits  for  consideration  of  the 

sooner  un^efda^f  &  C  H'  Fay>  deputy  commis! 
sioner,  under  date  of  May  19,  1917,  incorporating  an  action 

of  the  board  of  standards  approving  this  device  under  cer 
tain  conditions,  on  May  17,  1917 ; 

Resolved  that  the  board  of  standards  and  appeals  does 
ereby  ratify  the  action  of  the  board  of  standards  of  the  fire 
department  dated  May  17,  1917,  and  approve  the  device 

SoTLic^'with  tbran  PrCSSUre,  Redu'Cer’  'Vhen  Stalled  in 
u  ™lth  the  recommendations  set  forth  in  said  ac- 

U  1917  °  StandardS  °f  the  fire  department,  May 


Adjourned. 


William  J.  O’Gorman,  Secretary, 


MINUTES 


BOARD  OF  APPEALS 


L  .  ♦CORRECTION. 

-he  minutes  of  the  meeting  of  the  board  of  appeals  held 
I  esday  morning,  May  20,  1924,  as  they  appeared  in  Bulletin 

■HE  RESOLOTION:  y  C°rreCted  *°  read  35  f°'1<>WS: 

L  (139-24-BZ) 

hereas,  Henry  J.  Nurick,  for  Louis  Bergstein,  owner, 
1,  January  29,  1924,  an  application,  under  the  building 
e  resolution,  to  permit  in  a  business  district  the  erection 
maintenance  of  a  garage  for  the  storage  of  more  than 
motor  vehicles;  premises  688-696  Central  avenue,  Bor- 
ln  of  Brooklyn;  and 

a,  public,  heanng  was  held  on  this  application 
.  board  of  appeals,  at  its  regular  meeting,  May  20,  1924 
P.  duf  notice  by  publication  in  the  Bulletin  of  the  Board 
standards  and  Appeals;  and 

hereas,  the  use  district  maps  accompanying  the  build- 

aT  ^,fUtir0n  ShmV  that  C€ntral  avenue  is  a  business 
Act  and  Moffat  street  is  a  residence  district;  and 

hereaS  the  decision  of  the  superintendent  of  build- 

.In  Na^irreads1:8'  ~  »»•  B-  A**- 

mZrOP°rn  1  °°?  Stofy  public  garage  for  more  than  five 
?”°J \Va  ' busmess  district  is  contrary  to  Art. 

. 2  and  4A  of  the  Zone  Resolution.”; 

J, 

■  hereas,  the  proposed  building  is  to  be  of  non-fireproof 

■  orrection  Word  “not”  added  after  shall  in  line  44. 


f?nf^UCtiAn\nne/t°ry,in  height’  with  a  Montage  of  10C 
t.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  foi 
more  than  five  motor  vehicles;  and 

Whereas,  the  board  deemed  that,  owing  to  the  prox¬ 
imity  of  the  unrestricted  district  and  the  garage  immediately 
adjoining  these  premises,  that  there  would  be  undue  hard- 

as  proposedVentmg  aPpHcant  from  developing  his  property 

Rcsoived,  that  the  board  of  appeals  does  hereby  make  a 
o?  hlT  hG  appllCatl<f  of  lthe  use  district  regulations 

mid  WK  g-  Z°ne  r(e!,°Iutlon’  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 

limited  to  a  one-story  structure  above  grade;  that  the  front 
elevations  on  Central  avenue  and  Moffat  street  be  finished 
in  light  buff  front  brick  with  architectural  terra  cotta  or 
stone  trimmings;  that  there  shall  be  no  door  opening  on 
Moffat  street  other  than  an  emergency  exit  not  exceeding 
3  ft  8  in.  in  width;  that  the  sills  of  windows  installed 

gnff e  StrC?  Sidf  °f  thc  building  shall  be  at  least 

6  ft.  above  the  sidewalk  grade;  that  the  southerly  gable 
wall  shall  be  finished  and  laid  up  in  light  colored  brick 
and  shall  be  unpierced  throughout  its  entire  height  and 
length ;  that  any  skylight  installed  shall  not  be  within  25  ft 
of  the  southerly  gable  wall ;  5 

Resolved,  further  that  all  permits  necessary  for  the  pros- 
ecution  of  he  work  shall  be  obtained  within  nine  mondis 

date  of  .Ms  aSonere0ted  Wi'hin  eigh,een  mon,hs  from  ^ 
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RULES  ADOPTED 

EXIT  RULES— REVOLVING  DOORS. 


Adopted,  under  Cal.  No.  842-17-S,  Sept.  6,  1917;  amended, 
under  Cal.  No.  41-19-S,  Feb.  11,  1919;  under  Cal.  No.  412- 
20-S,  July  8,  1920,  and  under  Cal.  No.  41-19-S,  Jan.  8, 
1924. 


Rule  1.  Classification  o£  Revolving  Doors.  For  the 
purpose  of  these  rules  revolving  doors  shall  be  classified 
as  follows: 

(a)  Type  A.  “Automatic  Collapsible”  in  which  the 
individual  wings  are  maintained  in  the  normal  revolving 
position,  but  which  doors  are  so  designed  and  constructed 
that  in  the  event  of  excessive  pressure  being  exerted  on  the 
wings,  the  braces  or  other  devices  which  hold  the  wings 
in  their  normal  position  shall  be  disconnected,  thereby  per¬ 
mitting  easy  egress  through  the  vestibule  at  least  equivalent 
to  that  provided  by  a  pair  of  swinging  doors  having  the 
same  width  as  the  vestibule  opening. 

No  revolving  doors  shall  be  included  in  this  classifica¬ 
tion  if  the  pressure  necessary  to  collapse  any  wing  ex¬ 
ceeds  one  hundred  and  fifty  (150)  pounds  when  exerted 
at  a  point  three  (3)  inches  from  the  outer  edge  of  the 
wing,  and  three  (3)  feet  six  (6)  inches  above  the  floor,  but 
shall  be  classified  under  type  B. 

(b)  Type  B.  “Rigid  Brace”  in  which  the  individual 
wings  are  maintained  in  the  normal  revolving  position  by 
rigid  braces  or  similar  devices,  but  which  doors  are  so 
designed  and  constructed  that  the  braces  or  other  devices 
which  hold  the  wings  in  their  normal  position  may  be 
manually  released  by  simple  mechanical  means,  thereby 
permitting  the  individual  wings  to  be  manually  collapsed  and 
so  arranged  as  to  permit  free  egress  through  the  vestibule. 

Rule  2.  Revolting  Doors.  Prohibitions.  Revolving 
doors  shall  be  prohibited  in  exit  doorways  from  assembly 
halls,  asylums,  auditoriums,  churches,  dance  halls,  hospi¬ 
tals,  motion  picture  theatres,  schools,  theatres,  or  from  any 
room  or  space  within  a  building  where  more  than  three 
hundred  (300)  persons  congregate  for  purposes  of  amuse¬ 
ment,  instruction  or  worship ;  except  that  the  main  entrance 
doorway  to  a  hospital  or  sanitarium  may  be  equipped  with 
.either  type  A  or  B  revolving  doors  when  supplemented 
by  swinging  doors  not  less  than  three  (3)  feet  eight  (8) 
inches  wide  at  this  or  other  paths  of  egress. 

Rule  3.  Revolving  Doors— Department  Stores.  Type 

A  revolving  doors  hereafter  installed  shall  be  accepted  in 


exit  doorways  from  department  stores  provided  doorways 
aggregating  at  least  fifty  (50)  per  cent  of  the  legal  re¬ 
quired  width,  equipped  with  swinging  doors,  are  installed, 
and  one  or  mere  such  outwardly  swinging  doors  are  lo¬ 
cated  immediately  adjacent  to  each  revolving  door.  Such 
swinging  doors  need  not  be  equipped  with  handles  on  the 
outside,  and  shall  have  a  minimum  clear  width  of  three  (3) 
feet. 

Rule  4.  Existing  Revolving  Doors.  Except  where 
otherwise  prohibited  existing  Type  A  revolving  doors  may 
be  retained  as  required  means  of  exit  in  doorways  from 
buildings. 

Except  where  otherwise  prohibited  existing  Type  B 
revolving  doors  may  also  be  retained  as  required  means 
of  exit  in  buildings,  when,  in  the  opinion  of  the  admin¬ 
istrative  official  having  jurisdiction,  no  dangerous  exit  con¬ 
dition  exists.  If,  however,  such  dangerous  exit  condition 
is  deemed  by  him  to  exist,  they  shall  be  either  replaced 
by  Type  A  revolving  doors,  or  supplemented  by  at  least 
one  swinging  door  not  less  than  three  (3)  feet  wide  located 
adjacent  to  the  revolving  door,  as  the  administrative  official 
may  direct. 

Rule  5.  New  Revolving  Doors.  In  buildings  other 
than  assembly  halls,  asylums,  auditoriums,  churches,  dance 
halls,  department  stores,  hospitals,  motion  picture  theatres, 
schools  and  theatres,  coming  under  the  exit  provisions  of 
the  building  code,  doorways  serving  as  required  exits  may 
hereafter  be  equipped  with  Type  A  revolving  doors  or 
with  Type  B  revolving  doors,  provided  such  revolving  doors, 
not  exceeding  three  in  a  unit,  shall  have  an  outwardly 
swinging  door  at  least  three  (3)  feet  wide  located  imme¬ 
diately  adjacent  thereto. 

Rule  6.  Revolving  Doors — Subway  Entrances.  Re¬ 
quired  exit  doorways  from  buildings  which  serve  in  addi¬ 
tion  as  a  means  of  subway  entrance  and  exit  may  be 
equipped  with  type  A  revolving  doors,  provided  door¬ 
ways  of  the  legal  required  width  equipped  with  swinging 
doors  are  also  installed  and  one  or  more  such  outwardly 
swinging  doors  are  located  adjacent  to  each  revolving  door 

Rule  7.  Saving  Clause.  But  nothing  in  these  rules 
shall  prevent  the  installation  on  the  exit  doors  from  a 
bank,  trust  company,  jewelry  store,  or  any  store  de¬ 
voted  to  a  single  similar  use,  of  a  locking  device  which 
may  be  operated  by  electricity  or  other  means  from 
the  interior  of  the  building,  to  be  used  only  in  an 
emergency. 


RULES 


COMMUNITY  LAUNDRIES 

Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  sn  construed 


IN  BUSINESS  DISTRICTS. 

under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary.  .  . 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  ot 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  ot  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  m  lengm 
over  all  nor  more  than  two  20  in.  extractors,  the  20  m. 
measurement  being  the  diameter  of  the  inside  basket,  w  ' 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  ot  s 
boiler  or  plant. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
1  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
on  picture  theatres. 

Appeals  from  Administrative  Orders. 

'80-20- A — 8802-8808  Jamaica  avenue,  Queens. 

84-21-A — 237  East  Fordham  road,  The  Bronx. 

70- 21-A— Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

71- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

73-21-A — 723  Manhattan  avenue,  Brooklyn. 

J8-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

87-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  stieet  and  Lenox  avenue,  Manhattan. 
52-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

D5-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

32-21-A — 2180  Third  avenue,  Manhattan. 

J2-21-A — 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
B5-21-A — 2152  Metropolitan  avenue,  Queens. 

B4-21-A — 779  De  Kalb  avenue,  Brooklyn. 

37-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
39-22-A — 75  Ogden  avenue,  The  Bronx. 

13-22-A — 1685-1695  78th  street,  Brooklyn. 

19-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn. 

8-22- A— 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

.he  forty-eight  pier  cases  listed  herewith  were  laid 
1  r,  pending  decision  by  the  Supreme  Court  on  a  test 

•  e. 

Appeals  from  Administrative  Orders. 

•4-19-A— Pier  8,  North  River,  Manhattan. 

•  5-19-A — Pier  44,  East  River,  Manhattan. 

■0-19-A  .Piers  4  and  5,  North  River,  Manhattan. 

1 1-19-A  Old  Pier  3,  North  River,  Manhattan. 

i  7-19-A  Pier  14,  North  River,  Manhattan. 

13-19-A— Pier  15,  North  River,  Manhattan. 

*1-19- A— Pier  15,  North  River,  Manhattan. 

:)-19-A— Pier  28,  East  River,  Manhattan. 

'1-19-A  Pier  1  (Old),  North  River,  Manhattan. 

:i-19-A — Pier  27,  North  River,  Manhattan. 

:f-19-A — 'Pier  29,  North  River,  Manhattan. 

■  i-19-A  Pier  30,  North  River,  Manhattan. 

:"19-A- — Pier  78,  North  River,  Manhattan. 

>  >-19- A— Pier  42,  North  River,  Manhattan. 

'  -19-A— Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A- 

949- 19-A- 

950- 19-A- 

981-19-A- 

1003-19-A- 

890-19-A- 

31-20-A- 


265- 20-A 

266- 20-A 

26 7- 20- A- 

268- 20-A 

269- 20-A- 

270- 20-A- 

271- 20-A- 

272- 20-A- 

273- 20-A- 
318-20-A- 

352- 20-A- 

353- 20-A- 

383-20-A- 

420- 20-A- 

421- 20-A- 

422- 20-A- 

423- 20-A- 
47 1-20- A— 

1205-21  -A- 

907-21-A— 

1302-2 1-A— 

1541- 21-A— 

1542- 21-A — 
1343-21 -A — 

1544- 21-A — 

1545- 21-A— 


Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Older  No.  95587-F.) 

-Pier  121,  foot  of  West  131st  street,  Nortii 

River,  Manhattan.  (Order  No.  95586-F.) 

-Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

-I  lers  22-25,  East  River,  Manhattan. 

-Pier  28,  North  River,  Manhattan. 

-Piei  i0,  East  River,  Manhattan. 

-Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

—Pier  46,  East  River,  foot  of  Van  Brunt  street 
Brooklyn.  ’ 

—Pier  39,  East  River,  foot  of  Van  Dyke  street 
Brooklyn. 

—Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin 
Brooklyn.  ’ 

—Pier  36,  East  River,  foot  of  Pioneer  street 

Brooklyn.  ’ 

-Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin 

Brooklyn. 

—Pier  34,  East  River,  foot  of  Hamilton  street 
Brooklyn.  ’ 

-Pier  27,  East  River,  foot  of  Baltic  street 

Brooklyn. 

—Pier  17,  East  River,  foot  of  Joralemon  street 
Brooklyn. 

-Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

-Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 

—Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

-Pier  20,  East  River,  Manhattan. 

-Pier  5,  between  Poplar  and  Middagh  streets 
Brooklyn. 

-Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

-Pier  29,  foot  of  Harrison  street,  Brooklyn. 

-Pier  32,  foot  of  Degraw  street,  Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

-Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

-East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

-Pier  15,  East  River,  Manhattan. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


applicants,  under  the  building  zone  resolution,  desire 
is  of  I'orm  13A,  for  notices  to  property  owners,  such 
is  are  not  to  be  supplied  by  this  office. 
ie  applicant  is  entitled  only  to  one  copy  of  Form  13A 

1  erly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
m  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S— Angle  Hose  Valve. 

367-21-S— Quinn  Oil  Burner. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S— Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

J230-22-S— Thermostats  for  automatic  fire  alarm  gystems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burnef,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S  — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22 -S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA— S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA— Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA — “Automatic”  Deluge  Vaive,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

S97-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 


443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approva 
of. 

786-23-SA  —  Buckley  Automatic  Electric  Fire  Detector 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
U52-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook 

lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approva 

of. 

11G3-23-SA— Todd  Turbine  fuel  oil  burner,  approval  of 
1180-23-S A— Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap 
proval  oR 

143 1-23- S A — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA— Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  of 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approva 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of 
1429-23- S A — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approva 
of. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of 
6-24-SA — Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

9 5-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Ivleen-Heet  Oil  Burner,  approval  of. 

269-24-S A — Universe  Oil  Burner,  approval  of. 

254-24-S A — Sherman  Oil  Burner,  approval  of. 

365-24 -S A — Koaless  Oil  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
zvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  IV hereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  one 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


RULE  

REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16- S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octobei 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issuec 
subsequent  to  October  1,  1916,  a  report  shall  be  made  b) 
the  superintendent  of  buildings  to  the  fire  commissions 
stating  whether  the  work  done  complies  with  the  ordei 
of  the  State  Labor  Department,  with  the  order  of  the  fin 
commissioner,  or  with  the  provisions  of  the  State  Laboi 
Law,  as  the  case  may  be. 
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AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Roard  of  Standards  and 
Vppeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S ;  Amended 
lee.  12,  1918,  Cal.  No.  1708-18-S ;  Amended  May  9,  1924; 
'al.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
>ry  or  factory  building',  there  exist  other  means  of  egress 
hich  are  not  entirely  in  accordance  with  the  requirements 
f  the  Labor  Law  and  the  Rules  of  the  Roard  of  Standards 
nd  Appeals,  such  means  of  egress  may  be  retained  under 
le  following  conditions. 

(al  Fire  Escapes.— All  substandard  fire  escapes  on  fac- 
|>ry  buildings  shall  be  removed  or  reconstructed  in  ac- 
irdance  with  Section  274  of  the  Labor  Law.  except  that 
i  lieu  of  a  counterbalanced  stair  a  dmp  ladder  in  guides 
-om  the  lowest  balconv  to  ground  mav  be  provided.  Sub- 
andard  fire  escapes  shall  not  be  considered  as  a  basis  for 
icreased  occupancy  of  the  building.  When  such  sub- 
andard  fire  escapes  are  located  in  any  court  or  on  the 
de  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
tall  be  provided,  either  to  open  adjoining  yards,  or  the 
west  balcony  may  be  connected  to  an  adjoining  fire  escape, 
cterior  stairway,  or  to  roof  of  adjoining  extension,  or 


—RULES  RELATING  TO  SURSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  hre  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — 'All  interior  stairways  not  con- 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 

.j  j0T(  °*  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Fridges— Horizontal  bridges  and  partv 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properlv  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

.  (e\  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


RUILDIN'G  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


isSing  Reco™ Office  Sm  Worth  DifSlng  ^  «  ft. 

reet.  Price,  $,  ;  bv  mail,  $lis.  W°r'h  SE? * p",^ ^  ™  W‘>rth 
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Number  Contents 
of  combustible, 
stories  no  sprSnkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


KOPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS^ 

(410-24-SR)  -  - 

NOTICE  TS  HEREBY  GIVEN  that  a  public  hearing 
vll  be  held  by  the  Board  of  Standards  and  Appeals  on 
'  ’day,  June  13,  1924,  at  2  p.  m,  in  Room  919,  Municipal 
Hiding,  on  proposed  amendments  of  Rules  2  and  3,  In- 
strial  Code,  and  the  adoption  of  the  amended  rules  as 
res  of  the  Board  of  Standards  and  Appeals  affecting  the 
I  closure  of  Factory  Stairways,  and  the  storage  of  combus- 
le  material  about  factory  stairways. 

.'Jew  matter  printed  below:  \]  old’ matter  to  be  omitted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

\Pplementary  to  Labor  La7v,  §  79 -b ;  originally  adopted 
lugust  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 

°16,  effective  March  1,  1916. 

Rule  2. — Except  as  herein  provided,  in  all  factory 
Mdings  five  stories  or  less  in  height,  erected  prior  to 
■  ober  1,  1913,  in  which  there  are  more  than  twenty- 
i  persons  employed  above  the  second  floor,  al!  interior 
frways.  serving  as  required  means  of  exit,  and  the 
JiikS’  Platforms  and  passageways  connected  therewith, 

II  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
"n6  material  extending  continuously  from  the  lowest 
‘t  o!  the  stairway  in  accordance  with  the  following 
-;dule: 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  contents  as  used  above  means  articles,  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  combustible  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

Hie  term  sprinkler  ’  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway. 

A  horizontal  exit,  as  defined  in  section  <9-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Lazv.  §79-a  to  79-f ;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3.— In  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 


Rule  2.— Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be’ taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  wth  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japannini 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma 
terials  which  are  liable  to  burn  with  moderate  rapidit; 
and  to  give  off  considerable  volume  of  smoke,  but  fron 
which  neither  poisonous  fumes  nor  explosions  are  to  b 
apprehended  in  the  event  of  fire.  The  following  list  in 
eludes  and  indicates  the  types  of  occupancy  coming  withii 
this  class : 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enamelirtg  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  o 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book 
binding 
Silk 

Sugar  refineries  (includinf 
beet  and  glucose  works) 
Tanneries  (with  japanning  o; 
enameling) 

Textile  mills  (including  cot 
ton  cloth,  bagging,  burlap 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarett" 
and  snuff 

Woodworking  (excluding  dip 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma 
terialss  which  are  liable  to  burn  with  extreme  rapidity  oi 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  include; 
and  indicates  the  types  of  occupancy  coming  within  thi: 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

*Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 
The  Board  shall  rule 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sort  ng  (including  cot 
ton) 

Shoddy  mills 
Starch  and  sugar  mills  'in 
hiding  pulverizing) 
Straw  goods 
Varnish 

Woodworking  (with  dipping 


or  varnishing) 

upon  new  occupancies  as  the) 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  o 
hazard,  the  building  shall  be  classified  according  to  th< 
higher  hazard,  unless  special  modification  is  made  by  thi 
Board  in  cases  where  the  higher  hazard  is  incidental  oi 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.— -Except  as  here 
in  provided,  in  all  factory  buildings  more  than  two  storie: 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


Stories - 

i  ^  i 

Contents  of 
high  hazard 

1  -  2 

Contents  of  moderate  hazard 

Contents 

3 

of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

• 

rour 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em- 
•  ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

.. 

ive 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
'ith  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
iclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
le  enclosure  shall  be  so  built  as  to  form  a  pent  house. 
There  shall  be  not  less  than  seven  (7)  feet  head  room 
every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
ith  fire  doors  opening  into  the  stairway  enclosure,  equipped 
ith  self-closing  devices.  Grade  exit  doors  shall  open 
ttwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
■of  with  louvres  or  ventilators,  or  exterior  windows  with 
ntilating  sections  at  the  top  floor.  Exterior  windows 
ithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
fireproof  windows.  Skylights,  unless  provided  with 
ired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
bstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
rial  at  least  four  (4)  inches  th:ck,  unless  the  partition 
'  tends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
ildings  in  which  the  contents  are  classified  as  of  high 
Izard,  the  stairways  shall  not  be  required  to  be  enclosed 
lere  a  horizontal  exit,  as  defined  in  section  267  of  the 
•  bor  Law,  is  provided  on  all  floors  and  the  stairways 
■‘wing  as  required  exits  on  each  side  of  the  horizontal 
‘it  are  remote  from  the  horizontal  exit,  provided  that 
‘her  an  approved  fire  alarm  signal  system  conforming 
t  rules  of  the  board  is  installed  in  the  building  and  fire 
f  lls  substantially  conforming  to  rules  of  the  board  are 
I  d.  or  an  approved  sprinkler  system  conforming  to  rules 
r  the  board  is  installed. 

lile  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

Required  Exits. — In  every  two-story  factory 

•  ling  erected  prior  to  October  1,  1913  in  which 


Ini  fikVC  P61*5?"®  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 

and  fift°r  ?ifsnw  bui^,ng  sba11  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways.— In  two-story  buildings  in 
wmch  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of.  hr e- resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
roan  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices.  6 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factorv 
Stairways.  3 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairwav,  or  on  the 
landmgs  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  anv 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  May  29,  1924 .  747 

Restored  to  calendar  .  41 


Miscellaneous  Applications. 


Requests  to  reopen .  86 

Requests  to  amend  .  3 

Requests  for  modification  .  24 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  12 

Requests  for  extension  of  permit  .  14 

Requests  for  mechanical  installations  . ; .  2 

Administrative  requests  .  1 

Requests  for  interpretation .  2 

Total  . 1562 

Disposed  of  .  874 

Cases  pending  May  29,  1924 .  688 


DISPOSITION  OF  CASES 

With-drawn  .  78 

Dismissed  .  81 

Denied  .  128 

Granted  .  9 

Cranted  on  condition .  408 

Appliances  approved .  12 

Appliances  dismissed,  disapproved  or  withdrawn .  3 

Rules  approved .  7 

Rules  disapproved  or  rescinded  .  l 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  76 

Requests  to  reopen  denied  .  6 

Requests  to  amend  granted  .  3 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  22 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted .  ll 

Requests  for  extension  of  time  denied .  l 

Requests  for  extension  of  permit  granted .  12 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  2 

Requests  withdrawn  or  dismissed  .  4 

Total  .  874 


WARNING. 

of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

» 

Street  . 

P.  O . * . * . 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


My  subscription  to  begin  with  the  issue  for 


1924. 
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Single  Copies,  5  cents 
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DIRECTORY 


BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

•her  J.  Boulton  James  P.  Holland 

3 n  J.  Beatty 


>N  E.  Kerby 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal 
endar. 

Fire  Chief  John  Kenlon  M^hattaT^  ^  ^  R°°m  °19’  Municipal  aiding 


Henry  L.  Connell 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

i-  ed  J.  Boulton  James  P.  Holland 

Tr  J-  Beatty  Henry  L.  Connell 

t  E.  Kerby  Fire  Chief  John  Kenlon 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 


N1VL» 


Any  communication  purporting  to  be  an  appeal,  applica 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


hmas  J.  Drennan  . . .  Fire  Commissioner 

hiles  Brady  . Supt.  of  Buildings,  Manhattan 

Seville .  Supt.  of  Buildings,  The  Bronx 

1  C.  Kt.einert . Supt.  of  Buildings,  Brooklyn 

jr  W.  Moore .  Supt.  of  Buildings,  Queens 

i.iam  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 
William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

■i:e—  Municipal  Building,  Room  914. 
ii?HONE — Worth  0184. 


fr:E  Hours — 9  a.  m.  to  5  p.  m. ;  Saturdays,  9  a.  m.  to 

2  noon. 


/  ommunications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


his  issue  of  the  Bulletin  contains,  in  the  order 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases.  . 

Minutes  of  Meeting,  Board  of  Appeals,  June  3, 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  June  3,  1924 
Correction.  - 

Reserve  Calendar.  -  . 

Rules  Adopted. 

Notices  of  Public  Hearings. 

Progress  Report. 


BhTmw 7k  ^alenfa:  consists  of  applications  under  th 
Building  Zone  Resolution,  and  its  object  is  to  give  inter 

.  d  P[°Perty  owners  opportunity  to  file  objections  if  an> 

l”  2 A,  Z  R<’0.T  M9k  Tuesday’  hme  >92’ 

a  definite  day  each  CaSe  IS  set  ,or  h'ari"®  «■ 

T„lhf  ne*1  Call  of  the  Calendar  will  be  ot 

~  4?  y;- ,June  ’  V>2*  at  2  o'cl'tok. 

Ihe  Clerk’s  Calendar  is  not  to  be  confused  with  th< 

int  ndafi  0f,  CASeS  that  have  been  definiteJy  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal.,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
dention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data. required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire,  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  10,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


DOCKET.  ' 

Neiv  Cases  Filed  Week  Ending  June  5,  1924. 

Cal.  No.  Department  Premises  Affected 

770-24-BZ . B.B.Bx.  ..1,000  ft.  E.  172nd  st.,  S.  E.  cor. 

of  Longfellow  ave.,  Bx. 

_  Alt.  9-1924. 

769-24- \  ..B.B.M.  . .  151-159  W.  109th  st.,Man. 

"  N.  B.  175-1924. 

768-24-BZ . B.B.Q.  ...N.  W.  C.  Metropolitan  ave.  & 

LaForge  st.,  Middle  Village, 
_  Q.  Applic.  10476-1924. 

24  S  FD  _ 11  Tompkins  ave.,  Bklyn. 

L.  D.  59339. 

766  24-S  F.D . 28-30  W.  57th  st.,  Man. 

L.  F.  57019. 

7fi^~24-S  ..F.D . 375  7th  ave.,  Man. 

L.  D.  49312. 

7fi4  24-BZ  F.D . 260  W.  Tremont  ave.,  Bx. 

‘ ' ‘  C-24069. 

763  24  A  F.D . 228  E.  122nd  st.,  Man. 

L.  C.  22593. 

"69  24-A  ..F.D . 90-92  Beckman  st.,  Man. 

‘  L.  C.  23050. 

761-24-BZ . B.B.Q.  .  .N.  W-  C.  Broadway  &  Vietor 

pi.,  Elmhurst,  Q. 

_ _  Alt.  767-1924. 

760-24-A  F.D . 1002-1012  Grand  st.,  Bklyn. 

F-55523. 

759-24-BZ . B.B.B.  ...16-24  Saratoga  ave.,  Bklyn. 

Applic.  11698-1924. 

758-24-BZ  . B.B.M.  ..253-257  W.  153rd  st.,  Man. 

_______  N.  B.  326-1924. 

757-24-S . B.B.M.  ..36-42  W.  47th  st.,  Man. 

_ .  Variation  of  Labor  Law. 

756-24-S . B.B.M.  ..562  5th  ave.,  Man. 

_ _  Variation  of  Labor  Law. 

7tt  04.-SA  FD  _ Wills  Automatic  Gas  Shut-off 

___ .  Valve.  Appliance. 

754-24- A . :.F.D . 360  Bowery,  Man. 

'  L.  C.  22829. 

753-24-A . F.D . 92  South  st.,  Man. 

'  '  F-58036. 

752-24- A . F.D . 25-27  3rd  ave.,  Man. 

_  F-59102. 

751-24-BZ . B.B.B.  .  ..17-23  College  pi.,  Bklyn. 

_ _  Applic.  10361-1924. 

750-24-BZ . B.B.B.  .. >491-495  Bergen  st.,  Bklyn. 

_ _  Applic.  11528-1924. 

749-24-S . .  .B.B.M.  ..156  E.  23rd  st.,  Man. 

_ _  Variation  of  Labor  Law. 

748-24-BZ . B.B.Bx.  ..N.  W.  C.  Webster  ave.  &  Mo- 

sholu  pkway.,  N.,  Bx. 

N.  B.  1799-1924. 


CODE. 

F  D . Fire  Department 

H.E> . • . Health  Department 

B.B.B.  .* . Bureau  of  Buildings,  Brooklyn 

B.B.Bx.  ..." . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q  . Bureau  of  Buildings,  Queens 

B.B.R.  . Bureau  of  Buildings,  Richmond 

TH . Tenement  House  Department 
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1267-23-BZ. 

APPLICANT— Emma  Gerung,  owner. 

PREMISES— 279  East  203rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure  mo¬ 
tor  vehicles,  four  (4)  spaces  rented  to  persons  not 
residing  on  the  premises. 

58-24-BZ. 

APPLICANT— Agnes  Brose,  owner. 

PREMISES — 'Northwest  corner  of  20th  street  and  Jack- 
son  avenue,  Queens. 

TO  PERMIT  partly  in  a  business  district  and  partly  lr 
a  residence  district  the  erection  and  maintenanc( 
of  a  garage  for  the  storage  of  more  than  fiv< 
(5)  motor  vehicles. 

136-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Max  Katz,  owner 

PREMISES— 809  Union  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

488-24-BZ. 

APPLICANT— William  John  Cherry,  for  Library  Realt 
Corp.,  owner. 

PREMISES— 290-300  'Gold  street,  Brooklyn. 

TO  PERMIT  in  a  portion  of  a  street,  in  which  portio 
there  exists  an  exit  and  entrance  to  a  publl 
school,  the  erection  -and  maintenance  of  a  garag 
for  the  storage  of  more  than  five  (5)  motor  v( 
hides. 

517-24-BZ. 

APPLICANT — William  Katz,  owner. 

PREMISES — 1709  Centre  street,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  c 
a  garage  for  the  storage  of  two  pleasure  mote 
vehicles,  two  spaces  rented  to  persons  not  residin 
on  the  premises. 

496-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Menkors  Real 
Co.,  Inc.,  owner. 

PREMISES — South  side  of  Roosevelt  avenue  from  21 
street  to  22nd  street,  Elmhurst,  Queens. 

TO  PERMIT  in  a  business  district  the  alteration  ai 
extension  in  height  of  an  additional  story  of  ; 
existing  garage  for  the  storage  of  more  than  fr 
(5)  motor  vehicles. 

591-24-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Samuel  Man 
owner. 

PREMISES — 2616  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th> 
five  (5)  motor  vehicles. 

612-24-BZ. 

APPLICANT — William  Shary,  for  Martin  C.  Dyer,  own 

PREMISES — 469  East  187th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  v 
restricted  district  the  erection  and  maintenance  oil 
garage  for  the  storage  of  more  than  five  (5)  mo’: 
vehicles. 

617-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Walter  Pfandl 
owner. 

PREMISES — 41-57  Third  avenue,  Brooklyn. 
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TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  alteration,  extension  and  con¬ 
version  of  occupancy  from  a  bakery,  stable  and 
garage  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

146-24-BZ. 

« 

APPLICANT — Louis  A.  Sheinart,  for  Dormond  Realty  Co., 
Inc.,  owner. 

’REMISES— 177-183  East  123rd  street,  Manhattan. 

rO  PERMIT  in  a  business  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the  zone  resolu¬ 
tion. 


97-24-BZ. 

VPPLICANT— John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner. 

’REMISES— 912  Second  avenue,  Long  Island  City,  Queens. 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


861-23-A— 60-62  West  116th  street,  Manhattan 
867-23- A — 2715  Webster  avenue,  The  Bronx. 

217-24-A— 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 

1197-22-A— South  side  Nelson  avenue,  Mount  and  School 
streets  to  Anable  avenue,  L.  I.  City,  Queens. 

Under  the  Building  Zone  Resolution 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
oi  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  7  ucsday  morning,  June  10,  1924,  at  10 

o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters  i 


cal.  no.  1220-23-BZ— Application,  October  25,  1923,  under 
the  building  zone  resolution,  of  Daniel 
W.  Wilkes,  applicant  and  lessee;  Ben¬ 
nett  De  Beixedon,  owner,  to  permit  in 
a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1090-1094  Gates  avenue, 
Brooklyn. 


51-24-BZ. 

PPLICANT — Joseph  Orlando,  for  Salvatore  and  Giuseppe 
Montalto,  owners. 

REMISES — Southwest  corner  of  Buhre  avenue  and  Ho¬ 
bart  avenue,  The  Bronx. 

0  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  business  purposes. 

25-24-BZ. 

.PPLICANT — Louis  A.  Sheinart,  for  Samuel  Baxt, 
George  Baxt  and  Max  Baxt,  owners. 

REMISES— 42-48  Hamilton  street,  Manhattan. 

0  PERMIT  in  a  business  district  within  200  feet  of  an 
exit  and  entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 

1-24-BZ 

PPLICANT  Philip  J.  Sinnott,  for  George  Ehret,  owner. 

REMISES — 462  West  167th  street,  Manhattan. 

0  PERMIT  in  a  business  district  the  alteration,  exten¬ 
sion  and  conversion  of  a  storage  warehouse  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  10,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3- 24-A — 2242  Second  avenue,  Manhattan. 

18-24-A— 139-25  Hillside  avenue,  Jamaica,  Queens. 
'4-24- A — 37  West  111th  street,  Manhattan. 

,  5-24- A — 317  West  52nd  street,  Manhattan. 

'6-24-A — 419  East  66th  street,  Manhattan. 

.<-24- A  31  West  116th  street,  Manhattan. 

^  1-24 -A  123  Marble  Hill  avenue,  Manhattan. 

J8-24-A— 222  South  street  and  100-102  Market  slip,  Man¬ 
hattan. 

>7-24- A— 160-166  7th  street,  Brooklyn. 

1,-24-A— 65-67  West  45th  street,  Manhattan. 

•5-24- A — 120  Broadway,  Manhattan. 

>. -24- A  185-187  East  Broadway,  Manhattan. 

4- 24-A  254  South  street,  Manhattan. 

13-23-A— 54  Main  street,  Flushing,  Queens.  i 

.’6-23-A  1495  St.  Nicholas  avenue,  Manhattan.  CJ 

.  —  — r 

_ j* 


CAL.  NO.  242-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  William 
H.  Daly,  applicant  and  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
five  (5)  pleasure  motor  vehicles,  five 
spaces  rented  to  persons  not  residing  on 
the  premises ;  premises  2  Dorothea 
place,  rear,  The  Bronx. 

cal.  no.  336-24-BZ — Application,  March  3,  1924,  under 
the  building  zone  resolution,  of  Gel- 
ler,  Rolston  and  Blanc,  applicants,  on 
behalf  of  Heirs  and  Legatees  of  Henry 
W.  Schmidt,  deceased,  owner,  to  per¬ 
mit  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  634-638  St.  Nicholas 
avenue,  Manhattan. 

CAL.  NO.  76-24-BZ — Application,  January  18,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Efficient 
Building  Corporation,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  th- 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles ;  premises  northeast  corner  of  Je¬ 
rome  avenue  and  Clifford  place,  The 
Bronx. 

cal.  no.  282-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  399-24-BZ— Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
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for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  454-24-BZ — Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

cal.  no.  463-24-BZ — Application.  March  31,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and  own¬ 
er,  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the 
erection  and  maintenance  of  a  central 
telephone  exchange  building;  premises 
47-61  Arden  street,  45-59  Sherman  ave¬ 
nue  and  42-56  Thayer  street,  Manhat¬ 
tan. 

cal.  no.  395-24-BZ — Application,  March  17,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Chris¬ 
tian  Sohuck,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles; 
premises  2251  Jerome  avenue,  The 
Bronx. 

cal.  no.  1242-23-BZ — 'Application,  October  31,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf 
of  Simon  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  242-270  East  98th 
street,  southwest  corner  of  Clarkson 
avenue,  Brooklyn. 

cal.  no.  484-24-BZ — Application,  April  4,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Frey- 
bell  Realty  Co.  and  Elise  Ursprung, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2059-2129 
Jerome  avenue,  southwest  corner  of 
West  181st  street,  The  Bronx. 

cal.  no.  671-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  Robert  W. 
Thompson,  applicant,  on  behalf  of 
John  Wanamaker,  lessee,  to  permit  in 
a  two-times  height  district  the  erection 
of  the  street  walls  of  an  extension  with¬ 
out  a  setback  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution ; 
premises  756-770  Broadway,  42-58 
Fourth  avenue,  135-147  East  8th  street 
and  74-86  East  9th  street,  Manhattan. 

cal.  no.  514-24-BZ — Application,  April  10,  1924,  under  the 
building  zone  resolution,  of  J.  C.  Hol¬ 
man,  applicant,  on  behalf  of  Denman 
Realty  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration,  extension 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  303-315  West  96th 
street,  Manhattan. 

William  E.  Walsh,  f'Kr,'*rman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  10,  1924,  at  2  />.  m. 

Petitions  for  Variations. 

248-24-S— 512-520  Grand  street,  Manhattan. 

464-24-S — 981  Third  avenue,  Manhattan. 

466-24-S — 110  West  *17th  street,  Manhattan. 

468- 24-S — 426  East  17th  street,  Manhattan. 

472-24-S — 256-260  West  38th  street,  Manhattan. 

482-24-S — 265  West  Broadway,  Manhattan. 

510-24-S — 210-212  West  65th  street,  Manhattan. 
524-24-S— 202-204  West  36th  street,  Manhattan. 

527-24-S — 237  Division  street,  Manhattan. 

538-24-S — 19-21  West  36th  street,  Manhattan. 

450-24-S — 79-83  Washington  street  and  39-45  York  stre, 
Brooklyn. 

327-24- S — 45-51  Lispenard  street.  Manhattan. 

973-23-S — 415  West  50th  street,  Manhattan. 

469- 24-S — 150-152  Maiden  lane,  Manhattan. 

481-24-S — 362-380  De  Kalb  avenue,  Brooklyn. 
560-24-S — 1351-1365  Broadway,  Manhattan. 

572-24-S — 237-245  West  35th  street,  Manhattan. 
102-24-S — 415-421  5th  avenue.  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

149-24-S — 20-30  Morton  street,  Brooklyn.  , 

198-24-S — 235-243  East  23rd  street  and  409  2nd  aven . 
Manhattan. 

Appliances  Submitted  for  Approval. 
493-24-SA — Faultless  Oil  Burner,  approval  of. 

1414- 23-SA — Enco  Type  No.  400  Steam  Atomizing  Fuel  <1 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burn, 

approval  of. 

590-24-SAi— Film  Inspection  Machine,  approval  of. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  13,  1924,  at  2  p.  m. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Facto 
Buildings,  etc. 


’CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

350-24-BZ. 

APPLICANT — Eugene  Cummings,  for  Wallaston  Rea' 
Company,  owner. 

PREMISES — 1064  Ocean  parkway,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  i 
a  confectionery  and  soda  water  business. 

■  '•  il 

498-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  Agelc, 
owner. 

PREMISES — '590-602  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  i 
unrestricted  district  the  erection  and  maintenaifc 
of  a  garage  for  the  storage  of  more  than  five  0 
motor  vehicles. 
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323-24-BZ. 

APPLICANT— Emery  Roth,  for  Church  of  The  Holy  In¬ 
nocents,  owner. 

PREMISES  135-139  West  36th  street  and  122-126  West 
37th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  a  street  wall,  without  a  setback,  to  ex¬ 
ceed  the  height  limit  required  by  the  zone  resolution. 

.40-24-BZ. 

\PPLI CANT— Henry  J.  Nurick,  for  Louis  Reinhardt 

owner. 

’REMISES— 243-249  Hopkins  street,  Brooklyn. 

TO  PERM  11  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


41-24-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Abraham  L  Jaffe 

owner.  ’ 

'REMISES' — 33-41  Park  avenue,  Brooklyn. 

0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

8-24-BZ. 

PPLICANT — A.  I.  Nova,  for  Frederick  W.  Shauf 
owner. 

REMISES  21-23  Lenox  road,  Brooklyn. 

fQ  PERMIT  in  a  residence  district  the  alteration  and 
extension  in  height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

2-24-BZ. 

[PPLICANT— Edward  P.  Doyle,  for  St.  John’s  Estates, 

Inc.,  owner. 

.REMISES—2!0-250  Empire  boulevard,  Brooklyn. 

J  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5) ‘motor  vehicles. 

’-24-BZ. 

-?MIrc4?Tr'^oh^-:Re  Hart’  for  Anna  Krudener,  owner. 

aSMISES — 2377  Tiebout  avenue,  The  Bronx. 

)  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

-24-BZ. 

PLI CANT— William  Wiegand,  for  Schnaier  Realty  Cor¬ 
poration,  owner. 

Epn)mT2°7’211  West  76th  street>  Manhattan. 
i'PKMl  r  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

J-24-A  322  East  24th  street,  Manhattan. 

•  o4'^~163  Crosby  street,  Manhattan. 

>-24-A— 73-81  Dobbin  street,  Brooklyn. 

>-24-A — 464  58th  street,  Brooklyn. 

i-24-A— 25-31  South  William  street,  Manhattan. 

-24-A— 17-25  North  Moore  street,  Manhattan. 

-24-A— 2912-2914  Park  avenue,  The  Bronx. 

-24-A  615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 


1499-23-A  522  West  159th  street,  Manhattan. 

39-24-A— 47-67  Williams  place,  Brooklyn. 

<2-24- A  123-127  Atkins  avenue,  Brooklyn. 

R2-24-A  554  Flushing  avenue,  Brooklyn. 

210-24-A— East  side  of  Eleventh  avenue,  from  21st  street 
to  22nd  street,  Whitestone,  Queens. 
216-24-A— 800  Flatbush  avenue,  Brooklyn. 

357-24-A— 79-81  Rutgers  slip,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  17,  1924  at  10 

ing^mattersf00111  919’  Mumcipal  Building,  on  the  ’follow- 

cal.  no.  201-24-BZ— Application,  February  8,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Patrick 
A.  Gaynor,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles: 
premises  1392-1400  Stebbins  avenue 
The  Bronx.  ’ 

CAL.  NO.  428-24-BZ— Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  C.  E  Hicks 
applicant,  New  York  Dock  Co.,  owner’ 
Rexon  Realty  Corporation,  lessee,  to’ 
permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  264-284  Furman 
street,  Brooklyn. 

cal.  no.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  494-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Aloys 
Nicollier,  applicant,  on  behalf  of  Louis 
A.  and  Alvina  Nicollier,  owners,  to 
permit  in  a  residence  district  extend¬ 
ing  from  a  business  district  the  main¬ 
tenance  of  a  building  used  in  part  for 
business  purposes;  premises  106  West 
81st  street,  Manhattan. 

cal.  no.  296-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Reo 
Jamaica  Sales  Co.,  Inc.,  applicant  and 
lessee,  Villanova  Realty  Co.,  Inc.,  own¬ 
er,  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair 
shop,  also  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  37  Bergen  avenue,  Jamaica 
Queens. 

cal.  no.  406-24-BZ — Application,  March  19,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  ot 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 
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CAL.  NO.  117-24-BZ— Application,  January  25,  1924,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Powell  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  261-267  Penn¬ 
sylvania  avenue,  Brooklyn. 

cal.  no.  442-24-BZ — Application,  March  27,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  R.  T. 
J.  Co.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles ;  premises  104- 
106  Sherman  avenue,  Manhattan. 

CAL.  NO.  533-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  "E” 
area  district  the  alteration  and  exten¬ 
sion  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting 
percentage  of  lot  occupied  as  required 
by  Art.  4,  Section  15,  of  the  zone  reso¬ 
lution  ;  premises  1421-1437  Ocean  ave¬ 
nue  and  1060-1068  Kenmore  place, 
Brooklyn. 

cal.  NO.  562-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  R.  ihomas 
Short,  architect,  on  behalf  of  Mrs. 
Pauline  A.  Reynolds,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2470-2480  Bed¬ 
ford  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

227- 24- A — 2556  Fulton  street,  Brooklyn. 

228- 24- A — 1164  Broadway,  Brooklyn. 

4 19-24- A — 1020  Lexington  avenue,  Manhattan. 

453-24-A— 3486  Bedford  avenue,  Brooklyn. 

458-24-A — Northwest  corner  of  2nd  street  and  Polk 
street,  Woodside,  Queens. 

535-24-A— 539-557  East  118th  street,  Manhattan. 

543-24-A— West  side  of  Anable  avenue,  40  ft.  south  of 
Meadow  street  (Skillman  street),  Long 
Island  City,  Queens. 

546-24-A— 416-418  West  26th  street,  Manhattan. 

548- 24-A— 415-423  East  53rd  street  and  410-416  East  54th 

street,  Manhattan. 

549- 24-A — South  side  of  East  47th  street,  200  ft.  east 

of  First  avenue,  Manhattan. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23- A — 2814  Avenue  N,  Brooklyn. 

223-24- A — 29  West  25th  street,  Manhattan. 

.16-24-A — 1342  Park  avenue,  Manhattan. 

126S-23-A — 57-59  Burnside  avenue,  The  Bronx. 

382-24-A — 130-134  Washington  place,  Manhattan. 
1494>-2a-A — 406  2nd  avenue,  Manhattan. 

322-24- A — 1600  Broadway,  Manhattan. 


323-24-A— 1600  Broadway,  Manhattan. 

3  72-24- A — 1600  Broadway,  Manhattan. 

373-24-A— 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A— 1600  Broadway,  Manhattan. 

436- 24- A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  app-1 
of  a  public  hearing  under  the  provisions  of  the  built, 
zone  resolution,  liiesday  afternoon,  June  17,  1924,  a 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
matters : 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  ui: 

the  building  zone  resolution,  of  Ji 
De  Hart,  applicant,  on  behalf  of  J  i 
phine  J.  Schnurmacher,  owner,  to 
mit  in  an  unrestricted  district  i: 
street  between  two  intersecting  stre 
in  which  portion  there  exists  an  : 
and  entrance  to  a  public  school,  : 
erection  and  maintenance  of  a  gai 
for  the  storage  of  more  than  five  : 
motor  vehicles;  premises  304-310  . 
95th  street,  Manhattan.  i 

cal.  no.  123-24-BZ— Application,  January  26,  1924,  u 
the  building  zone  resolution,  of  Jo | 
Di  Benedetto  and  Nicholas  Di  Bi 
detto,  owners,  to  permit  in  a  busi: 
district  the  erection  and  maintenance 
a  motor  vehicle  repair  shop;  prem 
29-31  13th  street,  College  Pi 
Queens. 

cal.  no.  176-24-BZ— Application,  February  4,  1924,  ul 
the  building  zone  resolution,  of  Mi<S 
A.  Cardo,  architect,  on  behalf 
Giuseppa  Daniele,  owner,  to  permit  i 
residence  district  the  alteration  anc 
tension  of  an  existing  building  us< 
part  for  business  purposes;  prei; 
237  East  203rd  street,  The  Bronx 

cal.  no.  865-23-BZ— Application,  July  7,  1923,  undeit 
building  zone  resolution,  of  Ed  i 
P.  Doyle,  applicant,  on  behalf  of  > 
mars  Avenue  Improvement  Co.,  ; 
owner,  to  permit  in  a  business  di' 
the  erection  and  maintenance  of  i\ 
rage  for  the  storage  of  more  thar| 
(5)  motor  vehicles;  premises  west i 
of  9th  avenue,  100  ft.  south  of  1 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ— Application,  July  7,  1923,  unde  i 
building  zone  resolution,  of  Edwa 
Doyle,  applicant,  on  behalf  of  Di  ■ 
Avenue  Improvement  Co.,  Inc.,  oi 
to  permit  in  a  business  district  the; 
tion  and  maintenance  of  a  garag 
the  storage  of  more  than  five  (5,1 
tor  vehicles ;  premises  west  sic) 
avenue,  300.01  ft.  south  of  Di > 
avenue,  Queens. 

CAL.  no.  291-24-BZ— Application,  February  25,  1924,  1 
the  building  zone  resolution,  of  I! 
J.  Nurick,  architect,  on  beba 
Michael  Fox,  owner,  to  permit  t 
business  district  the  erection  and  2 
tenance  of  a  garage  for  the  sr 
of  more  than  five  (5)  motor  vel 
premises  925-931  Franklin  ar 
Brooklyn. 

William  E.  Walsh.  Chaim* 
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BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

551- 24-A — 24  Eighth  avenue,  Brooklyn. 

552- 24- A — ’11611  Eighty-ninth  avenue,  Woodhaven,  Queens. 

557-24- A— 311  100th  street,  Brooklyn. 

566-24-A — 259-273  Greene  street,  Brooklyn. 

575-24-A — 440  Sixth  avenue,  L.  I.  City,  Queens. 

.  577-24-A — 2226-2234  Third  avenue,  Manhattan. 

66-24-A — 270-282  Powell  street,  Brooklyn. 

214-24-A — Southeast  corner  of  Luydig  place  (97th  place) 
and  Hunt  street  (42nd  avenue),  Corona, 
Queens. 

288- 24-A — 873-883  Lexington  avenue,  Brooklyn. 

289- 24-A — 2384-2396  Fulton  street,  Brooklyn. 

485- 24-A — 1850-54  Grand  Concourse,  The  Bronx. 

486- 24-A — 12  East  18th  street,  Manhattan. 

369-24-A — 133-135  West  25th  street,  Manhattan. 

219-24-A— 523-537  Lexington  avenue,  Manhattan. 

321-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

159-24-A — 132-140  West  125th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  24,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 

cal,  no.  1212-22-BZ — Application,  April  29,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Willis  F.  Harding,  owner,  for  a  re¬ 
hearing  of  an  application,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  South,  The  Bronx. 
cal.  no.  324-24-BZ — ’Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  James 

E.  Connaughton,  applicant,  on  behalf 
of  Walter  Glowacki,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  an  existing  building 
to  be  used  for  business  purposes  ;  prem¬ 
ises  26  Stratton  avenue,  Bayside, 
Queens. 

cal.  no.  88-24-BZ — Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 
cal.  no.  255-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes ;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 
cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 

F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 


tenance  of  a  garage  for  the  storage  of 
more  than,  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 

cal.  no.  515-24-BZ—  Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Samuel 
Himmclstein,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
,  premises  823-829  Classon  avenue,  Brook¬ 

lyn. 

cal.  no.  425-24-BZ— Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  within  200  feet  of  an 
exit  and  entrance  to  a  public  school, 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  tnan  five 
,  (5)  motor  vehicles;  premises  42-48 

Hamilton  street,  Manhattan. 

CAL.  no.  398-24-BZ — Application,  March  17,  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Habas- 
sah  Home  Builders  Corp.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes ;  prem¬ 
ises  7905-11  Seventh  avenue,  Brooklyn. 

cal.  no.  483-24-BZ) — Application,  April  4,  1924,  under  the 
building  zone  resolution,  of  William 
R.  Rust,  applicant,  on  behalf  of 
Gustave  Hutitenlocher,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
four  (4)  pleasure  motor  vehicles,  two 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  157  Richmond 
street,  Brooklyn. 

cal.  no.  522-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of  Max 
Nirenberg,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  55-75  East  28th  street, 
southeast  corner  of  Albermarle  road, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  24,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

421-24-S — 51  West  19th  street,  Manhattan. 

465-24-S — 107  West  48th  street,  Manhattan. 

500-24-S — 26-28  West  35th  street,  Manhattan. 
504-24-S — 14-16  West  End  avenue,  Manhattan. 

528- 24-S — 507-525  West  22nd  street,  Manhattan. 

529- 24-S — 28  West  22nd  street,  Manhattan. 

530- 24-S — 311  Fulton  street,  Brooklyn. 

583-24-S — 22  West  46th  street,  Manhattan. 

587-24-S — 7  Dutch  street,  Manhattan. 

596-24-S — 138  Livingston  street,  Brooklyn. 

600-24-S— 261-267  West  35th  street,  Manhattan. 
581-24-S — 133  Second  avenue,  Manhattan. 

196-24-S — 21-23  Maiden  lane,  Manhattan. 
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594-24- S — 692-694  Broadway,  Manhattan. 

624-24-S — 337  West  38th  street,  Manhattan. 

631-24- S — 210  West  29th  street,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

681-24-S — 35  West  21st  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

503-24-SA — -Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

684-24-SA — Donovan  Water  Closet  Flange,  approval  of. 

BOARD  CF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  June  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

404-24-A — 205-207  South  Oxford  street,  Brooklyn. 
512-24- A — 525-531  Surf  avenue,  Brooklyn. 

1465-23-A — 401-405  East  91st  street,  Manhattan. 

331-24- A — 508-534  West  212th  street,  Manhattan. 

593-24- A— 288-290  Broadway,  West  New  Brighton,  S. 

I.,  Richmond. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  June  27,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  477-24-BZ — Application,  April  3,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  F. 
Paul  A.  Vaccarelli,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2116  Quarry  road,  The 
Bronx. 

cal.  no.  367-24-BZ — Application,  March  10,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
A.  Provenzano,  owner,  to  permit  in  a 
portion  of 'a  street  between  two  inter¬ 
secting  streets,  in  which  portion  there 
exists  an  exit  and  entrance  to  a  public 
school,  the  extension  and  change  of 
occupancy  from  a  garage  for  five  (5) 
cars  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  225  Mott  street,  Manhattan. 
cal.  no.  519-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  John 
levers  and  Robert  levers,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building 
to  be  occupied  for  business  purposes ; 
premises  2459-2467  University  avenue, 
The  Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 


Dunnigan,  applicant,  on  behalf  of  Hesi 
Realty  Co.,  Inc.,  owner,  to  permit  in  , 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  ol 
more  than  five  (5)  motor  vehicles 
premises  1101-1109  Union  avenue,  Th< 
Bronx. 

cal.  no.  603-24-BZ — Application,  April  30,  1924,  under  th< 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  Jess< 
Thorn,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenanci 
of  a  garage  for  tire  storage  of  mon 
than  five  (5)  motor  vehicles;  premise; 
southeast  corner  of  Webster  avenui 
and  Depot  square,  North,  The  Bronx. 

cal.  no.  580-24-BZ — Application,  April  24,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Fordhan 
Triangle  Realty  Co.,  owner,  to  permi’ 
in  a  “B”  area  district  the  erection  anc 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yarc 
required  by  the  zone  resolution;  prem 
ises  east  side  of  Jerome  avenue,  50  ft 
north  of  200th  street,  The  Bronx. 

cal.  no.  539-24-BZ — Application,  April  15,  1924,  under  th( 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect ;  L.  Sherman  &  Son 
Inc.,  lessee;  John  F.  and  Annie  Stork 
owners,  to  permit  in  a  business  dis 
trict  the  alteration  and  conversion  ol 
occupancy  from  a  stable  for  more  thai 
five  (5)  horses  to  a  garage  for  tht 
storage  of  more  than  five  (,5)  motoi 
vehicles;  premises  310-312  East  lit! 
street,  Manhattan. 

cal.  no.  1456-23-BZ — -Application,  December  10,  1923,  undei 
the  building  zone  resolution,  of  Sam 
uel  Rosenblum,  architect,  on  behalf  ol 
Isaac  Lehman,  owner,  to  permit  in  i 
residence  district  the  maintenance  of  i 
garage  for  the  storage  of  three  (3J 
pleasure  motor  vehicles ;  premises  18! 
Sumpter  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  27,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

441-24-A — 411  Hart  street,  Brooklyn. 

520-24- A — 787-807  Tenth  avenue,  Manhattan. 

579-24-A — 38  East  53rd  street,  Manhattan. 

622-24-A— 310-28  West  38th  street  and  327-329  West  37tl 
street,  Manhattan. 

672-24-A — 24  West  170th  street,  The  Bronx. 

679-24-A — 80-92  3rd  street,  Brooklyn. 

682-24-A — 541-545  West  21st  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal; 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  June  27,  1924,  at  2  o’clock- 
in  Room  919,  Municipal  Building,  on  the  following  mat 
ters : 

cal.  no.  157-24-BZ — Application,  January  31,  1924,  undei 
the  building  zone  resolution,  of  Frank 
P.  Kenisto-n,  applicant,  on  behalf  oi 
Frank  Gutherman,  owner,  to  permit  ir 
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a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  103  Newell 
street,  Brooklyn. 

cal.  no.  333-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  U.  S.  U. 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  west  side  Second  avenue,  70 
ft.  north  of  Grand  avenue,  L.  I.  City, 
Queens. 

cai.  no.  420-24-BZ— Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Charles 
Simmoneli,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Morgan  avenue,  south¬ 
east  corner  of  Meeker  avenue,  Brook¬ 
lyn. 

cal.  no.  431-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Elmer 
E.  Smathers,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4353-4363  Broadway,  northwest 
corner  of  West  186th  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  July  1,  1924,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

487-24-A — 2849-55  Fulton  street,  Brooklyn. 

507-24-A — 139-147  Emerson  place,  Brooklyn. 
o44-24-A — 139-141  West  19th  street,  Manhattan. 

547-24-A — 129-135  Degraw  street  and  50-60  Tiffany  place, 
Brooklyn. 

582-24-A — 1226  Flushing  avenue,  Brooklyn. 

584- 24-A — 1914-1920  Pitkin  avenue,  Brooklyn. 

585- 24-A — 538-554  Junius  street,  Brooklyn. 

599-24-A— 11904  Hillside  avenue,  Richmond  Hill,  Queens. 
ol6-24-A — 444  West  26th  street,  Manhattan. 

605-24-A — 3  Wooster  street,  Manhattan. 

614- 24-A— 212  25th  street,  Brooklyn. 

615- 24-A — 32  Bond  street,  Manhattan. 

626-24-A— 213-217  West  125th  street,  Manhattan. 

628-24-A — 34^  East  12th  street,  Manhattan. 

968-23-A— West  side  of  West  157th  street,  175  ft.  east 

of  Eighth  avenue,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOT  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeah 
oi  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  July  1,  1924,  at  1( 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow 

■ng  matters : 

cal.  no.  496-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  L 


Hurd  Sanford,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  184 
ft.  north  of  East  198th  street,  The 
Brohx. 

CAL.  NO.  244-24-BZ— Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

cal.  no.  452-24-BZ— Application,  March  28,  1924,  under 
the  building  zone  resolution,  of  An¬ 
drew  Biagini,  applicant,  on  behalf  of 
B.  Salazzo,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  four  (4)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises1;  premises  58-60  Norwood  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  475-24-BZ— Application,  April  3,  1924,  under  the 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of 
Charles  W.  Edwards,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erec- 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  northeast  corner 
of  Jerome  avenue  and  Morris  avenue 
The  Bronx. 

cal.  no.  571-24-BZ— Application,  April  22,  1924,  under  the 
budding  zone  resolution,  of  Franklin 
1.  Small,  architect ;  Adolph  Lewisohn 
&  Sons,  Inc.,  owner ;  Fleischers  Res¬ 
taurant,  Inc.,  lessee,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  602-604  West  158th  street,  3791- 
3799  Broadway  and  7  Audubon  place 
Manhattan. 

CAL.  NO.  405-24-BZ— Application,  March  19,  1924,  under  the 
building  zone  resolution,  of  James  Whit- 
ford,  architect,  on  behalf  of  Wester- 
leigh  Building  Loan  and  Savings  As¬ 
sociation,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
business  purposes ;  premises  west  side 
of  Jewett  avenue,  11.5  St.  south  of 
Waters  avenue,  West  New  Brighton, 

S.  I.,  Richmond. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
Jn  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 

Z,  premises  northeast  corner  of  Brook 
avenue  and  East  158th  street  The 
/'  ^  Bronx. 

*  _j  William  E.  Walsh,  Chairman. 
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BOARD  OF 

REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  3,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meetings  of  the  board  of  ap¬ 
peals,  held  on  Friday,  May  23,  1924,  and  the  minutes  of  the 
regular  meeting  of  the  board  of  appeals,  held  on  Tuesday 
morning,  May  27,  1924,  were  approved  as  printed  in  the  Bul¬ 
letin,  No.  23,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
382-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Rice  &  Hochster, 
owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 130-134  Washington  place, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

ACTION  OF  BOARD1 — Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


357-24-A. 

APPELLANT — F.  P.  Keniston,  for  Wikon  Realty  Corpora¬ 
tion,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 79-8J  Rutgers  slip,  Manhattan. 
APPEARANCES— 

For  Appellant :  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1— Laid  over  to  June  17,  1924,  at 
10  a.  m.,  on  request  of  appellant. 


404-24-A. 

APPELLANT — Oscar  Wm.  Swift,  for  Ruth  Rosell,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 205-207  S.  Oxford  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant1:  Oscar  W.  Swift. 

For  Administration :  Inspector  Lynch  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD' — Laid  over  to  June  27,  1924,  at 
10  a.  m.,  to  determine  whether  a  tenement  house. 


1268-23-A. 

APPELLANT — Eugene  de  Rosa,  for  Jupiter  Real  Estate 
Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 51-9  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Alexander  J.  McManus. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


512-24- A. 

APPELLANT — Joseph  J.  Reiher,  for  Allwell  Development 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 525-551  Surf  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Joseph  J.  Reiher. 

ACTION  OF  BOARD — 'Chairman  read  correspondence. 
Laid  over  to  June  27,  1924,  at  10  a.  m.,  on  request 
of  appellant,  in  order  to  submit  further  data. 


APPEALS 

1465-23-A. 

APPELLANT— Estate  of  J.  J.  Schillinger,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 401-405  East  91st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Francis  S.  McAvoy. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


331-24-A. 

APPELLANT — Board  of  Education,  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 508-534  W.  212th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner,  William  H.  Gom- 
pert,  Clarence  E.  Dobbin. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
10  a.  m.,  pending  conference  between  board  mem¬ 
bers  and  representatives  of  board  of  education  or 
the  whole  subject  of  standpipes  in  schools. 


340-24- A.  _  »  | 

APPELLANT — 290  Pearl  Street  Corporation,  owner. 
SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED'— 290  Pearl  street,  Manhattan 
APPEARANCES— 

For  Appellant:  Albert  H.  Frankel.  I 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS- — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon  .  ' 


Negative  .  ( 

Absent  .  ( 


THE  RESOLUTION: 

(340-24-A) 

Whereas,  290  Pearl  Street  Corporation,  owner,  filed 
March  4,  1924,  an  appeal,  with  the  board  of  appeals,  frotr 
an  order  of  the  fire  commissioner,  affecting  premises  29C 
Pearl  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  datec 
February  25,  1924,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open-' 
ings  in  the  exterior  wall  above  1st  story  which  are  di-s 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening1 
in  any  other  building  and  not  in  the  same  plane  wit! 
said  openings  and  which  are  not  more  than  50  ft.  above' 
a  neighboring  roof  at  rear  of  building,  or  other  ap¬ 
proved  protection,  as  per  Sec.  375,  Article  18,  Chapter, 
5  of  the  Code  of  Ordinances.”; 
and  '  j 

Whereas,  the  building  is  non-fireproof,  five  stories  ir- 
height,  24  ft.  10  in.  by  80  ft.  in  area  at  1st  story  and  21 
ft.  10  in.  by  60  ft.  in  area  above.  OCCUPIED':  1st  story 
storage  of  steel  bars,  2  persons;  2nd  story,  storage  of  pumice 
stone,  2  persons ;  3rd  story,  vacant  at  present ;  4th  story 
printers,  4  persons ;  5th  story,  'bookbinder,  2  persons ;  anc 
Whereas,  there  are  three  openings  on  each  story  above 
the  1st  story  which  are  within  30  ft.  of  a  building  at  rear 
and  I 

Whereas,  appellant  contends  the  openings  on  the  2nd  ane 
3rd  stories  are  protected  with  iron  shutters  and  that  the 
openings  on  the  4th  and  5th  stories  are  more  than  30  ft 
from  the  exposure  to  the  rear. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  far  as  it  affects  the  windows  of  the  two  upper 
itories,  on  condition  that  the  windows  of  the  two  lower 
stories  are  protected. 


(68-24-A. 

kPPELLAN  I — Edward  P.  Doyle,  for  Philip  Rosenblatt, 
lessee. 

iUBJLL  1 — Appeal  from  order  of  fire  commissioner. 
’REMISES  A  I*  FECTED — 142  Bowery,  Manhattan. 
VPPEARANCES — 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

VCTION  OF  BOARD — Appeal  granted  on  condition. 
"ONDITIONS — As  specified  in  resolution. 

"HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(368-24-A) 

Whereas,  Edward  P.  Doyle,  for  Philip  Rosenblatt,  les- 
■ee.  filed,  March  10,  1924,  an  appeal,  with  the  board  of  ap¬ 
pals,  from  an  order  of  the  fire  commissioner,  affecting 
remises  142  Bowery,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
ebruary  23,  1924,  reads: 

“Order  No.  23086-LC : 

“Section  232-2,  Chapter  10,  Code  of  Ordinances, 
prohibits  the  storage  of  nitro -cellulose  products  in  any 
•building  which  is  not  equipped  with  an  approved  two- 
source  system  of  automatic  sprinklers  and  in  any  build¬ 
ing  in  which  all  vertical  openings  are  not  protected  as 
specified  in  Articles  8  and  18  of  the  Building  Code. 

“You  are,  therefore,  ordered  to: 

“1.  Remove  all  nitro-cellulose  products.” ; 
id 


CoilMTinM^AARD_T^PPCaI  grantcd  0,1  condition. 
Tur^lIl^NS~As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  - 

Negative  . . .  n 

Absent :  Mr.  Kerby  .... 

THE  RESOLUTION:  .  1 

...  ^  (370-24-A) 

t>V™AS’  rPfcpar(fme"t  of  Water  Supply,  Gas  and  Elec- 
opl  ^  f°'r  C,fy  °f,  Pew,  York-  owner>  filed,  March  11, 
appea1’  wFh  the  board  of  appeals,  from  an  order 
O  the  fire  commissioner,  affecting  premises  481  Van 

Duz-er  street,  Borough  of  Richmond;  and 

Whereas  the  order  of  the  fire  commissioner,  dated 

November  24,  1923,  reads: 

“Order  No.  21350-LC: 

1.  Separate  boiler  from  remainder  of  building  bv 
unpierced  wall  of  solid  masonry  at  least  8  in.  in  thick - 
nT\  •1j.ntranc<;  to  toiler  room  to  be  from  exterior 

Ch-dimiS’  y'  "  159'1'  C5'ap'  I0’  Cwde  »' 

and 

Whereas,  the  building  is  frame,  two  stories  and  base¬ 
ment  in  height,  24  ft.  by  34  ft.  in  area.  OCCUPIED: 
basement,  pipe  shop  and  boiler  room,  2  persons;  1st  story" 
storage  of  two  motor  vehicles,  2  persons;  2nd  story  of¬ 
fices,  6  persons;  and 

Whereas,  appellant  contends  that  the  floor  of  the  1st 
story  is  concrete,  that  the  building  occupies  the  entire 
lot  and  it  is  impracticable  to  provide  a  separate  outside 
entrance  due  to  this  fact. 

Resolved,  that  the.  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  soffit  and  stairs  on  1st 
story  shall  be  fire  retarded  in  accordance  with  rules  of 
ward  of  standards  and  appeals,  and  the  opening  leading 
to  cellar  from  1st  story  equipped  with  self-closing  fireproof 
door. 


Whereas,  the  building  is  non-fireproof,  three  stories  and 
ilar  in  height,  26  ft.  11  in.  by  102  ft.  4  in.  in  area  at 
e  1st  story  and  26  ft.  11  in.  by  51  ft.  4  in.  in  area  above. 
CGUPIED  as  follows :  Cellar,  boiler  room ;  1st  story, 
loto  supplies,  celluloid  storage  at  rear,  5  persons;  2nd 
3ry  and  3rd  story,  cake  ornaments,  5  persons ;  and 
\V  hereas,  appellant  contends  that  the  amount  of  cel* 
loid  on  hand  will  not  exceed  30  lbs.  and  that  it  is  stored 
an  approved  metal  container  properly  vented  to  the 
ter  air. 

Resolved that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
anted  on  condition  that  not  more  than  30  pounds  of 
eet  celluloid,  used  in  photographic  reproduction,  shall 
maintained  on  premises,  stored  in  metal  cabinet  at  the 
treme  rear  of  1st  story,  between  two  existing  windows, 
I  that  the  work  on  the  cellulose  shall  be  restricted  to 
story ;  that  the  ceiling  shall  be  covered  with  metal ; 
at  not  less  than  two  fireproof  doors  shall  be  provided 
im  rear  portion  of  premises,  1st  story,  to  the  store  at  front 
premises;  and  granted  so  long  as  conditions  as  to  occu- 
icy  and  use  remain  substantially  unchanged. 


>-24-A.  , 

TELL  A  NT— -Department  of  Water  Supply,  Gas  and 
r.R  Electricity,  for  City  of  New  York,  owner. 

BJFC  T — Appeal  from  order  of  fire  commissioner. 

•  EMISKS  AFFECTED — 481  Van  iDuzer  street,  Rich¬ 
mond. 

’PEARANCES— 

For  Appellant:  Frank  S.  Sims. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 


568-24-A. 

Oliver  Rouse,,  for  Mary  Rouse,  owner. 
oUdJULI-  'Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — -1048  Bedford  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Oliver  Rouse. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 


Affirmative:  Chairman  Walsh.  Messrs.  Beatty. 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  . ’  ’  0 

Absent:  Mr.  Kerby  . . .  .  i 

THE  RESOLUTION : 

(568-24-A) 

Whereas,  Oliver  Rouse,  for  Mary  Rouse,  owner,  filed. 
April  .22,  1924,  an  appeal,  with  the  hoard  of  appeals.’  from 
a  decision  of  the  superintendent  of  bulidings,  affecting 
premises  1048  Bedford  avenue,  Borough  of  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  21,  1924,  in  acting  on  Application 
No.  8056,  reads: 

“The  proposed  conversion  of  the  three  story  build¬ 
ing  occupied  at  present  for  the  manufacture  of  auto¬ 
mobile  radiators  on  the  first  floor  and  bv  one  family 
each  on  the  2nd  and  3rd  floors,  to  an  automobile  re¬ 
pair  shop  for  minor  repairs  and  adjustments  on  the 
first  floor  and  by  one  family  each  on  the  2nd  and 
3rd  floors  in  a  business  district,  is  contrary  to  Art. 
II,  Sec.  6  of  the  Zone  Resolution.”; 

and 
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Whereas,  the  building  is  non-fi reproof,  three  stories  in 
height,  20  ft.  by  95  ft.  in  area  at  the  1st  story  and  20 
ft.  by  40  ft.  in  area  above.  OCCUPIED:  1st  story,  minor 
auto  repairs,  and  dwelling  above;  and 

Whereas,  appellant  contends  that  only  minor  repairs 
on  automobiles  are  made  and  that  no  heavy  or.  power- 
driven  machinery  is  used  other  than  electric  hand  drills ;  that 
the  ceiling  of  the  1st  story  is  protected  with  26  gauge  metal 
and  the  floor  is  constructed  with  6  in.  of  concrete;  and  pro¬ 
poses  to  erect  a  fire  escape  on  the  rear  of  building,  with 
balcony  taking  in  one  window,  third  story,  with  gooseneck 
ladder  to  roof,  and  60  degree  stairs  to  roof  of  one-story 
extension,  with  egress  to  adjoining  extension  roofs  and  non- 
fireproof  windows  along  course  of  fire  escape. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  modified ,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  business 
operated  on  the  premises  shall  be  confined  to  minor  ad¬ 
justments  incident  to  the  conduct  of  an  automobile  serv- 
ice  station ;  the  conduct  of  the  repair  business  restricted 
to  manual  operation. 

384-24-A.  ,  ,  T 

APPELLANT — Block  &  Greenberg  Lumber  Co.,  Inc., 

lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 108-112  Junius  street,'  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Max  Greenberg. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  'Chief 

Kenlon  .  ^ 

Negative  .  0 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(384-24-A) 

Whereas,  Block  &  'Greenberg  Lumber  Co.,  Inc.,  lessee, 
filed,  March  13,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  108-112  Junius  street,  Borough  of  Brooklyn; 

and  .  .  ,  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

December  12,  1923,  reads: 

“Order  No.  51714-F: 

“1.  Provide  a  fireproof  wall  on  the  south,  north 
and  west  sides  of  property.  Section  776,  Greater  New 
York  Charter.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground 
with  a  frontage  of  85  ft.  on  Junius  street  and  a  depth 
of  100  ft.,  on  which  is  located  the  yard  of  the  Block  & 
Greenberg  Lumber  Company,  a  one-story  office,  four  lum¬ 
ber  sheds  and  three  driveways,  with  a  cross  driveway 

to  rear;  and  . 

Whereas,  appellant  contends  that  there  is  a  city  tire 
hydrant  opposite  the  yard  and  that  there  are  open  yards 
to  the  west  and  to  the  south;  there  is  a  frame  shed  used 
for  the  storage  of  cement;  that  the  lumber  yard  is  small 
in  area,  and  to  be  compelled  to  construct  the  walls  would 
be  a  very  great  hardship  and  would  cause  the  suspension 
of  the  business. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  15  ft.  driveway  shall  be 
maintained  around  the  lot  line  of  property,  on  both  sides 
and  rear ;  with  one  centre  connecting  driveway  not  less 
than  10  ft.  wide;  that  no  lumber  pile  shall  exceed  a  height 
of  15  ft.;  and  that  there  shall  be  no  lumber  stored  on  the 
roofs  of  the  lumber  sheds. 


417-24-A. 

APPELLANT— Samuel  Rosenblum,  for  M.  Fomabio,  les- 
see. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 931  Courtlandt  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent  :  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(417-24-A) 

Whereas,  Samuel  Rosenblum,  for  M.  lornabio,  les¬ 
see,  filed,  March  21,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  931  'Courtlandt  avenue,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  19,  1924,  reads: 

“Section  24,  Sd.  3-c  of  Chapter  12  of  the  Code  of 
Ordinances  provides  that  no  permit  shall  be  issued 
for  the  storage  of  combustible  fibres  in  excess  of 
one  ton  in  any  building  or  premises  of  wooden  con¬ 
struction,  except  sparsely  populated  districts,  where 

it  shall  be  in  the  discretion  of  the  Commissioner. 
“You  are,  therefore,  ordered  to 
“1.  Reduce  the  stock  of  paper  and  rags  to  one 
ton.” ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  upor 
which  are  located  several  one-story  frame  sheds  and  i 
frame  building,  two  stories  in  height,  22  ft.  by  34  ft.  ir 
area;  OCCUPIED  for  the  sorting  and  baling  of  wast< 
paper  and  rags,  3  persons ;  and 

Whereas,  appellant  contends  that  the  greater  part  o 
the  stored  material  is  baled  and  that  the  quantity  storec 
in  the  frame  building  does  not  exceed  two  tons. 

Resolved,  that  the  order  of  the  fire  commissioner  be  an< 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i. 
granted  on  condition  that  not  more  than  two  tons  of  loos> 
or  unbaled  material  shall  be  maintained  in  the  two-stor 
frame  structure  at  front  of  premises;  that  the  side  wall 
and  ceiling  of  two-story  structure  throughout  shall  be  cov 
ered  with  not  less  than  one-half  inch  plaster  boards  witl 
broken  joints  and  maintained  in  good  condition;  that  no 
more  than  five  tons  of  baled  material  shall  be  stored  n 
the  structure  at  rear  of  property,  and  that  the  bale 
material  shall  be  restricted  to  shed  in  rear. 

- - 

418-24-A.  .  ,  _  , , 

APPELLANT— Samuel  Rosenblum,  for  David  Ruddei 

owner.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1389  Rockaway  parkwa} 

Brooklyn. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum.  J 

For  Administration:  Inspector  Maher  of  fire  d( 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  'Connell,  Holland  and  Fire  Chief 

Kenlon  . . 

Negative  . 

Absent:  Mr.  Kerby  . 


'  <*■ 
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THE  RESOLUTION: 

(418-24-A) 

Whereas,  Samuel  Kosenblum,  for  David  Rudder,  owner, 
filed,  March  21,  1924,  an  appeal,  with  the  board’  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1389  Rockaway  parkway,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  10,  1924,  reads: 

!•  Provide  a  brick  wall  18  feet  high  around  yard, 
where  said  yard  adjoins  frame  buildings,  Sec.  776, 
Greater  New  York  Charter.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
159  ft.  by  124  ft.  (irregular)  in  area,  on  which  is  located 
the  lumber  yard  of  David  Rudder,  consisting  of  a  one- 
story  office,  a  one-story  garage,  a  stable,  two  lumber  sheds 
and  three  lumber  piles ;  and 

Whereas,  appellant  contends  that  there  are  wide  drive¬ 
ways  throughout  the  premises;  that  there  are  city  fire 
hydrants  in  the  immediate  vicinity,  and  proposes  to  keep 
the  lumber  piles  15  ft.  away  from  the  dwellings. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  layout  of  premises  shall 
be  maintained  as  indicated  on  plans  filed  in  this  appeal; 
and  that  lumber  piles  shall  not  exceed  15  ft.  in  height. 


173-24-A. 

APPELLANT — 'George  Mittelstaedt,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AEFECTED — 218-220  Oakland  street  or  230 
Greenpoint  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant :  George  Mittelstaedt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — . 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 


Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(173-24-A) 

Whereas,  George  Mittelstaedt,  owner,  filed,  February  4, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  218  and  220 
Oakland  street  or  230  Greenpoint  avenue,  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
November  16,  1923,  and  January  3,  1924,  read: 

“No.  51543-LF : 

“1.  Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system  of 
time  detectors  to  properly  record  the  movements  of 
the  watchman.  Sec.  776,  Greater  New  York  Char¬ 
ter.” 

“No.  51545-F : 

“1.  Provide  a  brick  wall  18  ft.  high  around  lum¬ 
ber  yard  where  lumber  is  stored  within  30  ft.  of  frame 
buildings,  or  within  30  ft.  of  unprotected  openings 
in  exterior  walls  of  brick  buildings.  Sec.  776,  Greater 
New  York  Charter.” ; 
nd 

Whereas,  the  premises  consist  of  a  plot  of  ground 
vith  a  frontage  of  270  ft.  on  Oakland  street  and  104  ft. 

Greenpoint  avenue;  OCCUPIED  by  the  lumber  yard 
>f  the  Point  Lumber  Co.,  consisting  of  three  lumber  piles, 

1  one-story  frame  stable  and  two  three-story  frame  build- 
ngs;  and 

Whereas,  appellant  contends  that  the  yard  manager  lives 
n  a  dwelling  on  the  property;  that  the  quantity  of  lumber 
n  the  yard  is  small;  that  there  are  three  city  fire  hydrants 


in  the  immediate  vicinity  of  the  yard  and  the  cost  of 
the  required  brick  walls  would  be  prohibitive  and  force 
him  out  of  business. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
g>  anted,  on  condition  that  the  layout  of  premises  shall  be 
maintained  as  indicated  on  plans  filed  in  appeal,  and  that 
no  lumber  shall  be  piled  on  the  roofs  of  any  buildings  on 
the  premises. 


352-24-A 

AP PELLANT — A.  Fischer,  lessee. 

SUBJEC1 — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 219  East  avenue,  L.  I.  City, 
Queens. 

APPEARANCES— 

For  Appellant :  August  Fisher. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  . 7 

Negative  .  q 

Absent  .  0 


THE  RESOLUTION: 

(352-24-A) 

Whereas,  A.  Fisher,  lessee,  for  Samuel  Noller,  owner, 
filed,  March  6,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
219  East  avenue,  Long  Island  City,  Borough  of  Queens; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  18,  1924,  reads : 

“Order  No.  86437-LC: 


and 


“1.  Install  an  approved  oil  separator,  trap  or  other 
similar  apparatus  in  accordance  with  plan  1553-23  filed 
with  the  Fire  Department,  Sec.  155,  Ch.  10,  Code  of 
Ord.” ; 


Whereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing,  one  story  in  height,  23  ft.  by  96  ft.  in  area;  OCCU¬ 
PIED  as  a  public  garage;  and 
Whereas,  appellant  contends  that  the  floor  drain  has 
been  sealed  with  sand  and  concrete. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  floor  drain  shall  be  either 
permanently  sealed  with  cement  concrete  or  removed. 


390-24-A. 

APPELLANT — John  C.  Quinn,  for  David  G.  Kindleberger, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 120  Garretson  avenue,  Rich¬ 
mond. 

APPEARANCES— 

For  Appellant:  John  C.  Quinn. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby .  4 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon  .  3 

Absent  .  0 

THE  RESOLUTION: 

(390-24-A) 


Whereas,  John  C.  Quinn,  for  David  G.  Kindleberger, 
owner,  filed.  March  15,  1924,  an  appeal,  with  the  board 


807 


MINUTES 


of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  120  Garretson  avenue,  Borough  of  Rich¬ 
mond  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  March  12,  1924,  in  aoting  on  Alteration  Applica¬ 
tion  No.  247-24,  reads: 

“1.  Supply  tanks  of  this  type  are  considered  as 
inside  storage  tanks  and  must  conform  to  the  Require¬ 
ments  of  Rule  19.” ; 

and 

Whereas,  the  building  is  frame,  two  stories  in  height, 
20  ft.  by  25  ft.  in  area;  OCCUPIED  as  a  residence; 
there  has  been  installed  a  Richmond  gravity  fuel  oil  burner 
system,  consisting  of  a  60-gallon  tank  and  a  Richmond 
gravity  burner  and  the  necessary  piping;  and 

Whereas,  appellant  contends  that  the  60-gallon  tank  is 
an  auxiliary  tank,  although  no  other  larger  size  tank  has 
been  provided  and  the  60-gallon  tank  has  not  been  covered 
with  fire-retarding  material. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


393-24-A. 

APPELLANT — Speed  Key  Mfg.  Co.,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES — 22  Columbus  place,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Herbert  E.  Frost. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTEH 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


•Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(393-24-A) 

Whereas,  Speed  Key  Mlg.  Co.,  Inc.,  lessee,  for  Dr. 
J.  A.  Shields,  owner,  filed,  March  17,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  22  Columbus  place,  Brooklyn; 
and  !  *1  -i 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  27,  1924,  reads: 

“Order  No.  86543-LC: 

“1.  Enclose  stairway  in  accordance  with  the  provi¬ 
sions  of  articles  8  and  18  of  Chapter  5  of  the  Code 
of  Ordinances.  Sec.  232,  Ch.  10. 

“8.  Provide  vent  duct  for  nitro-cellulose  cabinet 
as  prescribed  by  sec.  232. 

“9.  Provide  vent  on  cabinet  against  the  weather 
by  a  single  thickness  of  glass  (one  sixteenth  inch 
thick)  painted  dark  color,  or  by  other  incombustible 
fragile  material,  mounted  on  a  sash  arranged  to  open 
automatically  in  case  of  fire,  by  the  use  of  an  approved 
releasing  device  placed  inside  the  vault.  The  total 
area  of  the  glass  shall  be  taken  as  the  effective  sec¬ 
tional  area  of  the  vent  opening — no  pane  of  glass 
shall  be  smaller  than  200  square  inches.  Sec.  232- 
3-C. 

“10.  Provide  a  light  wire  screen  not  coarser  than 
one-eighth  inch  mesh  over  vent  for  cabinet,  so  ar¬ 
ranged  as  not  to  interfere  with  the  automatic  opera¬ 
tion  of  the  sash.  Bars  or  screen  designed  to  prevent 
burglary  or  injury  to  contents  must  not  have  a  mesh 
of  less  than  4  inch,  shall  be  located  inside  the  light 
wire  screen  and  give  a  net  opening  equal  to  that 
called  for  under  vents.  Sec.  232-3C.” ; 
and 


Whereas,  the  building  is  of  frame  construction,  one  and 
two  stories  in  height,  65  ft.  by  25  ft.  (irregular)  in  area; 
OCCUPIED  for  the  manufacture  of  celluloid  typewriter 
keySr  6  persons  in  the  building;  and 

Whereas,  appellant  contends  that  in  the  prior  case  on 
these  premises  (Cal.  No.  645-23-A)  that  the  board  sug¬ 
gested  in  lieu  of  enclosing  stairway  that  a  horizontal  exit 
be  provided  over  the  one-story  extension,  and  that  this  has 
been  done;  that  conditions  are  precisely  the  same  as  at  the 
time  the  former  appeal  was  granted 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  terms  of  the  resolution 
adopted  by  the  board  in  Cal.  645-23-A,  affecting  these 
premises,  shall  be  complied  with  and  maintained. 


440-24-A. 

APPELLANT — Rudolph  P.  Miller,  for  Earlington  Realty 
Corporation,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 49-55  West  27th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Rudolph  P.  Miller. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty,  . 
Boulton,  Connell,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(440-24tA) 

Whereas,  Rudolph  P.  Miller,  for  Earlington  Realty 
Corporation,  owner,  filed,  March  27,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  49-55  West  27th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  11,  1924,  reads : 

“Order  No.  54315-F: 

“1.  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more  than 
50  ft.  above  a  neighboring  roof  at  north  side  of  build¬ 
ing,  or  other  approved  protection,  as  per  Sec.  375, 
Article  18,  Chapter  5  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  10  stories  in  height, 
100  ft.  by  92  ft.  in  area.  OCCUPIED  as  follows:  Base¬ 
ment,  stores,  50  persons ;  1st  to  10th  stories,  offices  and 
light  mfg.,  55  persons  per  story ;  there  are  windows  in 
the  westerly  wrall  from  the  2nd  to  the  10th  story  which 
are  within  30  ft.  of  windows  and  50  ft.  of  the  roof  to  the 
west ;  and 

Whereas,  appellant  requests  that  the  order  be  modified 
to  permit  the  protection  of  the  21  windows  of  the  rear 
section  of  the  west  wall,  those  which  are  opposite  and 
above  the  roof  of  the  seven-story  manufacturing  building 
as  other  window  openings  in  adjoining  buildings  to  the 
west  are  protected  with  fire  shutters ;  that  the  windows 
in  building  to  the  north  are  protected  with  fire  windows 
and  are  20  ft.  away,  and  further  contends  that  the  building 
in  question  is  equipped  with  a  complete  automatic  sprinkler 
system  and  is  subdivided  by  interior  fire  walls. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  far  ac  affects  the  openings  in  the  rear  and 
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the  front  westerly  seotion  on  condition  that  all  openings  in 
the  westerly  gable  wall  to  the  rear  of  the  westerly  light 
shaft  shall  be  protected. 


721-24-A. 

APPELLANT — Simon  Flaherty  and  Queensboro  Athletic 
Club,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 449  Jackson  avenue,  L.  I. 

City,  Queens. 

APPEARANCES— 

For  Appellant1:  Daniel  F.  Cohalen  and  Wm.  F. 
Conran. 

For  Administration:  Commissioner  Drennan  of 
fire  department. 

ACTION  OF  BOARD — 'Case  added  to  calendar.  Granted 
temporary  permit  for  one  month,  pending  inspec¬ 
tion  by  committee  of  the  board,  on  condition  that 
proposed  fire  protective  measures  be  installed  be¬ 
fore  use  or  occupancy. 

CONDITIONS — As  stated  in  resolution. 

THE  VOTE  TO  ADD  CASE  TO  CALENDAR  FOR 
HEARING  ON  THIS  DATE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 


\\  here  as,  appellant  proposes  to  provide  certain  safe¬ 
guards  in  order  to  prevent  the  spread  of  fire  and  maintain 
a  sate  condition. 

Resolved,  that  the  order  of  the  fire  commissioner  lie  and 

hereby  is  modified,  and  a  temporary  permit  granted  for 
a  period  of  one  month  from  the  date  of  this  action,  pend¬ 
ing  inspection  by  committee  of  the  whole  of  this  board,  on 

nronn^d  fire  Protective  measures  and  equipment 

proposed  by  the  appellant  be  installed  before  any  public 
exhibition  is  held  or  the  structure  occupied,  with  the  ex¬ 
ception  of  the  fire  monitor  nozzles,  which  shall  be  in¬ 
stalled  as  rapidly  as  possible. 

i  1  h?  u  ury  sta^PjPe  system  equipped  with  monitor  noz¬ 
zles  shall  be  provided  above  the  top  of  the  stadium,  covering 
e\ery  portion  of  the  arena,  with  a  Siamese  connection  at  the 
street  level  for  fire  department  use;  and  that  the  space  un¬ 
der  the  stadium  structure  shall  be  subdivided  with  galvan¬ 
ized  iron  partitions,  with  connecting  openings  therein 
equipped  with  metal  doors ;  that  each  section  of  this  space 
under  the  stadium  shall  be  provided  with  an  opening  direct 
to  the  street,  equipped  with  a  door:  that  40-gallon  water 
casks  equipped  with  six  pails  to  each  cask  and  painted  REiD 
and  marked  FIRE  shall  be  installed  not  less  than  50  ft. 
apart  throughout  the  under  side  of  the  stadium,  also  that 
covered  metal  receptacles  not  less  than  100  ft.  apart  shall  be 
provided  in  which  all  waste,  paper  and  refuse  shall  be  placed  • 
that  a  watchman  patrol  service  shall  be  maintained  at  all 
times  night  and  day. 


THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 


Affirmative :  Messrs.  Beatty,  Boulton,  Connell, 

Holland  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  and  Chairman 

Walsh  .  2 

Absent  .  0 


THE  RESOLUTION : 

(721-24-A) 

Whereas,  the  Queensboro  Athletic  Club,  Simon  Flaherty, 
president,  filed,  May  20,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  449  Jackson  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  12,  1924,  reads : 

“Order  No.  33-A: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED  FORTHAVITH  from  date  of  the  service  of 

this  order 

“By  virtue  of  the  power  invested  in  me  by  the 
Greater  New  York  Charter,  it  is  my  opinion  that  a 
condition  imminently  perilous  to  life  and  property  ex¬ 
ists  in  the  premises  constructed  and  used  as  a  stadium 
at  449  Jackson  Avenue,  Long  Island  City,  Borough  of 
Queens,  City  of  New  York,  and  you  are  hereby  or¬ 
dered  and  required  to  vacate  and  remove  said  build¬ 
ing  and  all  its  appurtenances  forthwith. 

“Notice  is  hereby  given  that  unless  this  order  to  va¬ 
cate  said  building  is  forthwith  complied  with,  I  shall 
take  such  steps  as  I  am  authorized  to  take  pursuant 
to  law.”; 

.nd 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
vhich  is  located  an  outdoor  arena,  constructed  of  timber, 
pproximately  230  ft.  8  in.  by  378  ft.  irregular  in  area ; 

nd 

W hereas,  plans  for  the  construction  of  this  structure  were 
pproved  and  a  permit  issued  for  its  erection  by  the  Bureau 
f  Buildings,  Borough  of  Queens ;  and 

Whereas,  the  fire  commissioner  contends  that  a  hazard 
xists  owing  to  a  large  amount  of  combustible  material 
nd  owing  to  the  proximity  of  the  adjoining  structures; 
nd 


BUILDING  ZONE  CASES. 

363-24-BZ. 

APPLICANT— John  De  Hart,  for  Breslauer  Construc¬ 
tion  Co.,  Inc.,  lessee. 

SUBJECT— ^Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  moie  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 2256-2272  Jerome  ie  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  Peter  J.  McCoy. 

ACTION  OF  BOARD. — Laid  over  to  June  27,  1924,  at 
10  a.  m.,  on  request  of  applicant. 


378-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hesu  Realty  Co. 
Inc.,  owner. 

SUBJECT-  'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — 1 101-2 109  Union  avenue  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Arthur  G.  Basch  and  others 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
10  a.  m.,  oil  request  of  objector’s  attorney,  appli¬ 
cant  consenting. 


201-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Patrick  A.  Gaynor 
owner.  ’ 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1392-1400  Stebbins  avenue  The 
Bronx. 


809 


MINUTES 


APPEARANCES— 

For  Applicant : 
nor. 


William  F.  Doyle,  Patrick  A.  Gay- 


For  Opposition:  Augusta  Teretsky. 

ACTION  OF  BOARD — Laid  over  to  June  17,  1924,  at 
10  a.  m.,  on  request  of  objector’s  representative, 
applicant  consenting. 


603-24-BZ.  „ 

APPLICANT — ‘Louis  A.  Sheinart,  for  Jesse  Thorn,  owner. 

SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  Webster 
avenue  and  Depot  square,  N.,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARDi— Laid  over  to  June  27,  1924,  at 
10  a.  m. ;  to  amend  7-g,  and  subject  to  fixing  of 
area  by  board. 


Resolved,  that  the  board  of  appeals  does  hereby  make  . 
variation  in  the  application  of  the  use  district  regula 
tions  of  the  building  zone  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted  on  condition  that  th 
building  be  restricted  to  a  two-story  structure  above  grad 
on  the  Union  street  frontage;  that  the  rear  and  gabl 
walls  shall  be  unpierced  throughout  their  entire  height  an 
length,  and  the  exterior  of  said  wall  to  be  finished  wit 
light  colored  brick;  that  the  vehicular  entrances  shall  b 
restricted  to  Portal  street;  that  there  shall  be  no  oper 
ings  other  than  windows  on  Union  street,  the  sills  of  sam 
shall  be  not  less  than  6  ft.  above  grade;  that  the  fror 
elevations  on  Portal  street  and  Union  street  shall  be  lai 
up  in  front  brick,  with  architectural  terra  cotta  or  ston 
trimmings ;  that  there  shall  be  no  signs  nor  advertisin 
display  permitted  on  the  street  fronts  in  any  shape  c 
manner,  other  than  one  electric  projecting  sign  at  tl 
comer  of  the  building  at  the  intersection  of  Union  an 
Pontal  streets;  that  there  shall  be  no  roof  signs  of  an 
nature  or  description  permitted ;  and  that  all  permits  net 
essary  for  the  prosecution  of  the  work  shall  be  obtaine 
within  nine  months  and  the  building  completed  withi 
eighteen  months  from  the  date  of  this  action. 


347-24-BZ.  ,  „  .  _  , 

APPLICANT— William  F.  Doyle,  for  Morris  Gross  and 

Daniel  Fuchs,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a-  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1925-1929  Union  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Stanley  S.  Smith,  A.  J.  Staub, 
Morris  Meskin  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . ® 

Negative:  Mr.  Beatty  .  1 

Absent  .  ® 

THE  RESOLUTION  : 

(347-24-BZ) 

Whereas,  William  F.  Doyle,  for  Morris  Gross  and 

Daniel  Fuchs,  owners,  filed,  March  6,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  1925-29 
Union  street,  Borough  of  Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  street  and  Portal 
street  are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  20,  1924,  in  noting  on  Application 
No.’ 2684-1924,  reads: 

“Proposed  two  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  residence  district  is^  con¬ 
trary  to  Art.  II,  Sec.  3,  of  the  Zone  Resolution.  , 

and  ...  ,  ,  a 

Whereas,  the  proposed  building  is  to  be  of  non-hre- 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  78  ft..  2  in.  and  a  depth  of  100  ft.;  to  be  occupied  as 
a  garage  for  the  storage  of  more  than  five  motor  vehicles; 
and 

Whereas,  the  board  deemed  that  there  would  lie  hard¬ 
ship  in  preventing  applicant  from  making  proposed  use  of 
property,  owing  to  its  location  in  relation  to  the  railroad 
cut. 


270-24-RZ. 

APPLICANT— Edward  P.  Doyle,  for  Angelo  Pirozi 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  < 
buildings)  to  permit  extension  into  a  business  di 
trict  from  an  unrestricted  district  the  erectic 
and  maintenance  of  a  garage  for  the  storage  c 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFF BCT ED1 — South  side  Bancroft  place,  ! 

ft.  7  in.  north  of  Atlantic  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  conditio 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative:  Mr.  Beatty  . 

Absent  . 

THE  RESOLUTION: 

(270-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Angelo  Pirozzi,  own»' 
filed,  February  20,  1924,  an  application,  under  the  buil 
ing  zone  resolution,  to  permit  partly  in  a  business  distr 
and  partly  in  an  unrestricted  district  the  erection  and  tnai 
tenance  of  a  garage  for  the  storage  of  more  than  fi 
motor  vehicles;  premises  17-21  Bancroft  place,  BorouJ 
of  Brooklyn;  and  t  . 

Whereas,  a  public  hearing  was  held  on  this  applicati 
by  the  board  of  appeals,  at  its  regular  meeting,  June 
1924,  after  due  notice  by  publication  in  the  Bulletin 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  bull¬ 
ing  zone  resolution  show  that  Bancroft  place  is  a  busino 
district  and  Atlantic  avenue  is  an  unrestricted  distriC 

Whereas,  the  decision  of  the  superintendent  of  bui  • 
rendered  April  23,  1924,  in  acting  on  Application  N 
2261-24,  reads: 

“Proposed  oqe  story  brick  public  garage  for  me; 
than  five  motor  vehicles  partly  in  an  unrestricted  d- 
trict  and  partly  in  a  business  district  is.  contrary  > 
Art.  Ill,  Par.  4  (a)  .of  the  Zone  Resolution.”; 

and  ...  .  r  ; 

Whereas,  the  proposed  building  is  to  be  of  non-nrepre 

construction,  two  stories  in  height,  with  a  frontage  t 
69  It.  and  a  depth  of  90  ft.;  to  be  occupied  as  a  gara; 
for  more  than  five  motor  vehicles;  and 
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W  here  as,  a  portion  of  the  plot  on  which  it  is  proposed 
to  erect  the  building  is  in  the  unrestricted  district,  and 
applicant  has  liled  the  duly  acknowledged  consents  of  the 
owners  of  80  per  cent  of  the  property  frontage  deemed 
by  the  board  to  be  affected. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
ivriation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  restricted  to  one  story  above  grade;  that  the 
rear  and  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length;  that  there  sliall  be  no  skylight 
incorporated  within  25  ft.  of  the  rear  wall,  and  any  sky¬ 
light  installed  shall  be  glazed  with  plain  glass,  and  equipped 
with  wire  guards  above  and  below;  that  the  front  eleva¬ 
tions  shall  be  finished  in  face  brick,  with  architectural 
terra  cotta  or  stone  trimmings;  that  the  ceiling  of  the 
garage  shall  be  fire-retarded  hi  accordance  with  the  rules 
of  the  board  of  standards  and  appeals;  that  any  gasoline 
storage  equipment  installed  on  the  premises  shall  be  lo¬ 
cated  at  the  extreme  south-westerly  front  of  the  building; 
and  that  all  permits  necessary  for  the  prosecution  of  the 
work  sliall  be  obtained  within  nine  months  and  the  build¬ 
ing  completed  within  eighteen  months  from  the  date  of 
this  action. 


355-24-BZ. 

APPLICANT — William  H.  Kehoe,  for  Emily  M.  Fitall 
and  Frank  Barker,  owners. 

SUBJECT.- — ’Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1604-1608  Bergen  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  H.  Kehoe. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and 


Kerby  .  3 

Negative:  Chairman  Walsh,  Messrs.  Holland, 

Connell  and  Fire  Chief  Kenlon  .  4 

Absent  .  0 

THE  RESOLUTION : 

(355-24-BZ) 


Whereas,  Wm.  H.  Kehoe,  for  Emily  M.  Fitall,  owner, 
filed,  March  7;  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  1604-1608  Bergen  street, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bergen  street,  north  side, 
is  unrestricted  and  south  side  is  a  business  district ;  Roch¬ 
ester  avenue  and  Utica  avenue  are  business  districts ;  and 
.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  bebruary  4,  1924,  in  acting  on  Application 
No.  2046-24,  reads: 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles,  partly  in  a  business  district 
and  partly  in  a  residence  district  is  contrary  to  Art. 

II,  Sec.  3  and  Sec.  4  (a)  of  the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  58 
ft-  S'A  in.  and  a  depth  of  127  ft.  8J4  in. ;  to  be  occupied 
as  n  garage  for  the  storage  of  more  than  five  motor 

vehicles;  and 


Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20  of  the  building  zone  reso¬ 
lution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


345-24-BZ. 

Ai  PLLCA.NT — Paul  J.  Morrison,  for  George  and  Ade¬ 
laide  Morrison,  owners. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from  residence 
to  a  business  use. 

PREMISES  AFFEC  1  ED — d8  Verandah  place,  Brooklyn 
APPEARANCES— 

For  Applicant:  Everett  Greene  and  Paul  J.  Mor¬ 
rison. 

For  Opposition:  Charles  A.  Weber,  William  H. 
Good,  Mary  W.  Whitton,  Emma  McKee,  John 
J.  Foster,  William  Whitton,  Peter  Gissgio  and 
Thomas  G.  Barry. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE,  TO  GRANT— 

Affirmative  . o 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 


(345-24-BZ) 

Whereas,  Paul  J.  Morrison,  for  George  and  Adelaide 
Morrison,  owners,  filed,  March  6,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  change  in  occupancy  from  residence 
to  business  use;  premises  18  Verandah  place,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  "ts  regular  meeting,  June  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Verandah  place  is  an  un¬ 
mapped  street,  Warren  and  Congress  streets  are  residence 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  13,  1924,  in  acting  on  Alt.  Appli¬ 
cation  No.  2698-24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Article  2,  Section  3.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  28 
ft.  and  a  depth  of  25  ft. ;  occupied  as  private  garage, 
1st  story,  and  dwelling  above;  it  is  proposed  to  occupy 
1st  story  for  manufacture  of  artists’  colors  and  to  occupy 
upper  stories  as  drafting  rooms  and  offices  ;  and 
Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  the  provisions  of  section  20  of  the  build¬ 
ing  zone  resolution. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 

348-24-BZ. 

APPLICANT — -Levy  &  Berger,  for  Nathan  Harrison, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  change  of  occupancy  from  residence 

fr»  a  iiqa 

PREMISES  AFFECTED— 226-228  Tompkins  avenue, 

Brooklyn. 
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APPEARANCES— 

For  Applicant:  Joseph  Levy,  Jr. 

For  Opposition:  Thomas  Cochran. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution, 

THE  VOTE-  w 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION : 

(348-24-BZ) 

Whereas,  Levy  &  Berger,  for  Nathan  Harrison,  owner, 
filed,  March  6,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  of  a  building  and  the  change  of  occupancy  from 

dwelling  to  business  use;  premises  226-228  Tompkins  ave¬ 
nue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  four  corners  of  Kos¬ 
ciusko  street  and  Tompkins  avenue  are  in  a  residence  dis¬ 
trict;  and  .  ,  ,  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  15,  1924,  reads: 

“Proposed  change  of  occupancy  from  dwelling  to 
business  use,  in  a  residence  district,  is  contrary  to 
Art.  2,  Paragraph  3  of  the  Zone  Resolution.  ; 

and  r 

Whereas,  the  existing  building  is  of  non-hreproof  con¬ 
struction,  (three  stories  in  height,  with  a  frontage  of  33 
ft.  4  in.  and  a  depth  of  41  ft.  3  in. ;  occupied  as  dwelling , 
it  is  proposed  to  alter  the  1st  story  and  convert  it  into  a 

store;  and  w 

Whereas,  the  board  deemed  there  would  be  hardship 
in  preventing  applicant  from  carrying  out  the  proposed 
work,  the  opposite  corners  Being  occupied  for  store  pur- 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
change  be  restricted  to  the  1st  story  street  level  and  the 
business  use  confined  thereto  and  to  a  use  permitted  in  a  busi¬ 
ness  district,  that  is,  restricted  to  stores  or  shops;  and 
that  the  extension  shall  not  exceed  one  story  in  height 
above  sidewalk  level;  and  that  all  permits  necessary  for 
the  prosecution  of  the  work  shall  be  obtained  within  six 
months  and  the  building  completed  within  twelve  months 
from  the  date  of  this  action. 


330-24-BZ. 


THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 
Negative:  Chairman  Walsh,  Messrs.  Connell 

and  Holland  .  3 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION: 

(330-24-BZ) 

Whereas,  Denis  P.  Healy,  for  Estate  of  Denis  P.  Healy, 
owner,  filed,  March  3,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and .  extension  of  an  existing  garage  to  be 
occupied  for  the  storage  of  more  than  five  motor  vehicles; 
premises  725-727  Lincoln  place,  Borough  of  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lincoln  place  is  a  residence 
district  and  St.  Johns  place  and  Rogers  avenue  are  busi¬ 
ness  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  12,  1924,  reads : 

“Proposed  one  story  brick  extension  to  present  one 
story  public  garage  for  more  than  five  motor  vehicles 
is  contrary  to  Art.  II,  Sec.  6  (a)  of  the  Zone  Reso¬ 
lution.”  ; 

and 

Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  20  ft. 
and  a  depth  of  40  ft.;  it  is  proposed  to  extend  this  garage 
so  as  to  cover  the  entire  lot,  the  building  to  be  non-fire¬ 
proof,  one  story,  45  ft.  by  133  ft.  in  area,  and  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles; 
and  ^  ,  . 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners,  and 
a  similar  application,  No.  997-19- BZ,  was  denied  by  the 
board. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


APPLICANT— Denis  P.  Healy,  executor  of  Estate  of 
Denis  P.  Healy,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
alteration  and  extension  of  an  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 725-727  Lincoln  place,  Brook¬ 
lyn. 

appearances— 

For  Applicant:  Henry  F.  Cochran. 

For  Opposition:  Thomas  J.  Evers,  Mr.  M.  Far¬ 
rell,  Simon  Messall,  Timothy  P.  Cronin,  John 
White,  Harry  Buck,  Herbert  Cridland,  Susan 
Bartholomew,  May  A.  Lowry,  James  B.  Allen, 
George  F.  Hickey,  Thomas  C.  Walter,  Milton 
Greenwood. 

ACTION  OF  BOARD — Application  denied. 


358-24-BZ. 

APPLICANT— Joseph  A.  Arnold,  for  Allied  Cleaning  & 
Dyeing  Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  fire  commissioner) 
to  permit  in  a  business  district  the  extension  of 
a  dry  cleaning  establishment. 

PREMISES  AFFECTED— 330-332  Freeman  avenue,! 

Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Arnold. 

For  Opposition:  F.  N.  Smith,  James  McGrane, 
John  Gallagher. 

ACTION  OF  BOARD — Application  granted  on  condition 
CONDITIONS— As  specified  in  resolution, 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  ' 

Negative  .  ( 

Absent  .  ( 

THE  RESOLUTION: 

(358-24-BZ)  j 

Whereas,  Joseph  A.  Arnold,  for  Allied  Cleaning  &  Dye 
ing  Corp.,  owner,  filed,  March  10,  1924,  an  application,  undei 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  extension  of  a  dry  cleaning  establishment;  prem 
ises  330-332  Freeman  avenue,  Borough  of  Queens;  anc 
Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  appeals,  at  its  regular  meeting,  June  3 
1924,  after  due  notice  by  publication  in  the  Bulletin  oi 
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the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Academy  street  is  a  business 
district,  First  avenue  is  an  unrestricted  district  and  Free¬ 
man  avenue  is  partly  a  business  and  partly  an  unrestricted 
district;  and 

\\  here  as,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  February  18,  1924,  reads: 

1.  .  Extending  of  dry  cleaning  establishment  into 
a  business  district  on  Freeman  Avenue  not  permit¬ 
ted.”  ; 
and 

Whereas,  it  is  proposed  to  erect  a  one-story  non-fire- 
proof  extension  25.88  ft.  by  13  ft.  to  the  existing  build¬ 
ing  and  to  install  a  buried  system  for  volatile  inflammable 

oil ;  and 


Khe  pr?erty  ,w*s  lnirc,lased  one  day  after  the 
district  had  been  changed  from  unrestricted  to  business 
December  7,  1923,  and  purchaser  was  unaware  of  change’ 
and  the  board  deemed  there  would  be  hardship  in  pre¬ 
venting  hnn  from  using  his  property. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  an  condition  that  all  per¬ 
mits  _  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  six  months  and  the  building  completed 
within  one  year  from  the  date  of  this  action 


Adjourned  3.30  p.  m. 

William  J.  O  Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 

REGULAR  MEETING.  ■  ACTION  OF  BOARD' — Laid  over  to  June  10  1904 

TUESDAY  AFTERNOON,  JUNE  3,  1924.  2  P-  m„  for  report  from  superintendent’ of  build- 

Present  ’  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hoi-  m&s- 

land,  Kerby,  Connell,  Deputy  Fire  Commissioner  Hannon,  qtq  oo  c 

Superintendents  Brady,  Revi.le,  Kleiner,  and  Moore.  pItItIoNER-E.  Odetses  and  V.  Gounus  lessees 

SUBJECT—' Variation  of  labor  law  as  cited  in  decision 
PETITIONS  FOR  VARIATIONS.  °,f  health  commissioner. 

1461-23-S.  PREMISES  AFFECTED— 415  West  50th  street,  Manhat- 

PETITIONER— Philip  Steigman,  for  21-25  West  20th  '  APPEARANCES— 

Street  Corp.,  owner.  r>  ta- 

SUBJECT— Variatan  of  labor  law  as  cited  in  order  of  fire  ACTION  OF  BOAMJ-LLToverT'jSe  10,  1924,  a. 
PREMISES  AFFBCTED-23  West  20th  street,  Manhat-  THE  VOTE-’  V°‘e  °f  b°ard' 

APPEARANCES—  Affirmative:  Messrs.  Beatty,  Boulton,  Kerby, 

For  Petitioner :  Philip  Steigman  M  S\1PeniCtendents  Kleinert  and  Moore  .  5 

FOr  “SET**  ■  ""SET COnne"'  S“-  4 

ACT10l  Z  Z l“7Laid  W  *°  J“"e  24’  «*<•  “  2  AbX  ^  Commissioner  Son^Su^ 

* _ _  intendent  McDermott  .  4 

327-24-S  — — 

PETITIONER— H.  H.  Murdock,  for  Elsa  L.  Oppen-  P^FT  TTT  O IMF1?  u  vr  *•  *  r- 

heimer  and  William  Rau,  owners.  FT  I T 10  N  ER— Henry  Matier  &  Company,  Ltd.,  for  45 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire  STTR TF'rT-^v^^V  S^trefti  C°r'P°ration,  owner. 

commissioner.  SUBJECT  \  ariation  of  labor  law  as  cited  in  order  of  fire 

PREMISES  AFFECTED— 45-51  Lispenard  street,  Manhat-  prkmt^IfffFt.fd  a-  „  n  „  u 

tan.  ^  KLMI.SES  AI  I  ECTnD — 45-47  East  20th  street,  Man- 

APPEARANCES—  .  „  hattan. 

For  Petitioner  :  H.  H.  Murdock.  I’ PEA  RANGES— 

For  Administration:  Inspector  Maher  of  fire  de-  £0r  B^honer :  Luke  Flanagan. 

partment  For  Administration:  Inspector  Maher  of  fire  de- 

ACnON  OF  BOARD' — Laid  over  to  June  10,  1924,  at  AC  IT  ON 

2  p.  m.;  to  file  oopy  of  covenant  for  egress  nONT ?T  t  I  ny  c  B°ARD_7*  ellt,on  granted  on  condition. 
fire0l?h  adjoming  Premises  h'om  termination  of  THE  VOTE—  A  sPeclfied  in  resolution. 

PC’ _  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

450-24-S.  Boulton,  Holland,  Kerby,  Connell,  Super- 

PETITIONER — Croker  National  Fire  Prevention  Engin-  pendents  Brady,  Reville,  Kleinert  and 

f°r  Realty  Corporation,  owner.  NeMtiv°  C  .  10 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  of  vkSI  t  f;  rh-‘ Y  v"  i . V- .  0 

fire  commissioner.  Absent.  Tire  Chief  Ivenlon,  Deputy  Fire  Com- 

PREMISES  AFFECTED— 79-83  Washington  street  and  missioner  Hannon  and  Superintendent  Mc- 

39‘45  York  ^get,  Brooklyn.  Dermott  .  3 

APPEARANCES—  THE  RESOLUTION: 

For  Petitioner:  Herman  E.  Horwood.  (224-24-S) 

oardtm!»ntStratl0n  :  Inspector  Maher  of  fire  de-  Whereas,  Henry  Matier  &  Company,  Ltd.,  for  45  East 

20th  Street  Corporation,  owner,  filed,  February  11,  1924, 
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a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
45  and  47  East  20th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  19,  1924,  reads:  _  f 

“1.  -Arrange  bars  on  windows  north  side  rear  ot 
building,  so  as  to  be  readily  movable  or  removable 
from  both  sides  in  such  a  manner  as  to  afford  the 
free  and  unobstructed  use  of  such  windows  for  pur- 
pose  of  egress,  as  per  Section  272  of  the  Labor  Law.  ; 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
50  ft.  by  85  ft.  in  area.  OCCUPIED:  Basement,  storage 
room  and  shipping  room,  linens,  4  persons;  1st  story,  of¬ 
fice  and  salesroom,  12  persons ;  2nd  story,  stockroom,  linens, 
4  persons;  upper  stories,  office  and  factory,  30  persons 
per  story  EQUIPPED  with  a  sprinkler  and  fire  alarm 
signal  system.  EXITS:  An  interior  fireproof  stairway 
extending  from  1st  story  to  roof,  enclosed  m  fireproof 
partitions,  with  kalameined  doors  at  the  openings;  a  fire 
escape  on  the  rear  of  the  building  extending  from  roof 
to  1st  story;  with  EGRESS  through  fireproof  passage- 
way  to  street;  and 

Whereas,  there  are  nine  windows  on  the  1st  story  and 
three  windows  in  the  cellar  with  iron  bars  across  the  win¬ 
dow  openings  ;  and 

Whereas,  petitioner  proposes  to  arrange  one  set  ot  Pars 
on  each  story  so  as  to  act  as  a  gate,  and  contends  the 
building  is  amply  equipped  with  other  exits. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  three  windows  in  the  cellar  court 
at  the  intersection  of  the  rear  and  gable  walls  in  the  first 
and  cellar  floors  on  condition  that  the  remainder  of  the 
order  shall  be  complied  with. 


and 


Labor  Law  and  Rule  2  of  the  Industrial  Code  or 
carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  Section  271  of  the  Labor 
Law.” ; 


Whereas,  die  building  is  non-fireproof,  four  stories  in 
height,  with  a  total  frontage  of  100  ft.  3  in.  on  Sheriff 
street  and  a  frontage  of  100  ft.  on  Broome  street;  OC¬ 
CUPIED  as  machine  shops  with  a  total  of  150  persons 

in  the  entire  building;  the  building  being  “L”  shape  in 
area;  the  means  of  EGRESS  consisting  of  an  exterior 
iron  stairway  in  the  rear  court,  extending  from  the  1st 
story  to  the  roof,  an  opening  in  the  division  wall  between 
the  two  portions  of  the  building,  protected  with  self-clos¬ 
ing  fireproof  door;  a  fire  escape  on  the  Broome  street 
front  and  one  on  the  Sheriff  street  front ;  an  exit  in  the 

division  wall  between  this  building  and  the  building  ad¬ 

joining  in  the  2nd  and  4th  stories ;  and 

Whereas,  petitioner  contends  that  a  similar  order  was 
modified  by  the  board  of  review  of  the  fire  department; 
and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department,  dated  February  3,  1920, 
should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  stipulations  set  forth  in  the  action 
of  the  board  of  review  of  the  fire  department  of  February 
3,  1920,  shall  be  complied  with. 


342 -24- S.  ,  _ 

PETITIONER— F.  P.  Keniston,  for  C.  &  L.  Lunch  Com¬ 
pany,  Inc.,  owner.  _  . 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 2871-2875-2879  Broadway,  Man- 


226-24-S. 

PETITIONER— R.  Hoe  &  Co,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  hre 
commissioner.  -  ,  „„ 

PREMISES  AFFECTED— 14-20  Sheriff  street  and  87-91 
Broome  street,  Manhattan. 

appearances— 

For  Petitioner:  W.  J.  Strain. 

,  For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


T  H  E  YO  TE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Reville.  Kleinert  and  Moore  . 


Negative  . . . • :  "  - - 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  McDermott . 


9 

0 

4 


THE  RESOLUTION: 

(226-24-S) 

Whereas,  R.  Hoe  &  Co,  owner,  filed,  February  13, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  14-20  Sheriff  street  and  87-91  Broome  street,  Man¬ 
hattan;  and  .  .  ,  c 

Whereas,  the  order  of  the  fire  commissioner,  dated  bep- 

tember  25,  1923,  reads:  .  , 

“1.  Enclose  the  exterior  stairway  at  the  east  side  ot 
building  serving  as  a  required  means  of  exit  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides,  with  partitions  of  fire  resisting 
material  extending  continuously  from  cellar  to  3  feet 
above  the  roof,  constructed  as  per  Section  266  of  the 


APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  t  , 

Affirmative :  Messrs.  Boulton,  Holland,  Kerby, 
Connell,  Superintendents  Brady,  Reville, 

Kleinert  and  Moore  .  8 

Negative:  Chairman  Walsh  and  Mr.  Beatty  ....  2 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  ^ 

THE  RESOLUTION : 

(342-24-S) 

Whereas,  F.  P.  Keniston,  for  C.  &  L.  Lunch  Co,  Inc, 
owner,  filed,  March  5,  1924,  a  petition,  with  the  board  ol 
standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  2871-2875- 
2879  Broadway,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
re:  Certificate  of  Occupancy,  dated  February  13,  1924 
reads ; 

'  “1.  Exit  doors  to  stairs  at  2nd  story  north  side  opei 


in  and  should  open  out. 

“2.  Exit  doors  at  south  side  leading  to  stairway 
open  out  but  obstruct  stairway. 

“3.  Exit  doors  to  stairway  open  in  at  3rd  story 
and  should  open  out  but  not  obstruct  stairway. 

“4.  Fire  escape  at  rear  must  extend  to  roof  a 
building  becomes  a  factory  building.  ; 


Whereas,  the  building  is  fireproof,  three  stories  n 
height,  100  ft.  by  75  ft.  in  area.  OCCUPIED:  1st  story 
stores  and  restaurant,  30  persons;  2nd  story,  offices  an< 
showrooms,  25  persons;  3rd  story,  business  school,  10  t< 
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200  persons.  EXITS:  An  interior  fireproof  stairway  ex¬ 
tending  from  1st  story  to  roof,  enclosed  in  fireproof  par¬ 
titions  with  kalamein  doors  with  wire  glass  panels  at  open¬ 
ings;  two  fire  escapes  on  the  rear  of  the  building,  the 
northerly  fire  escape  extends  from  3rd  story  to  yard,  with 
EGRESS  by  means  of  gate  in  fence  to  street;  windows 
along  the  course  of  this  fire  escape  are  fireproof;  the 
southerly  fire  escape  extends  from  the  2nd  story  to  yard. 
ROOFS  of  adjoining  buildings  are  more  than  8  ft.  lower; 
and 

Whereas,  petitioner  proposes  to  put  double  butts  on  the 
doors,  making  them  double  swinging;  and  proposes  also 
to  provide  a  gooseneck  ladder  to  roof  in  lieu  of  stairs  on 
the  fire  escape  balcony  on  the  3rd  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  of  the  3rd  story  shall  not 
exceed  the  allowable  capacity  of  the  stairs  as  exits  and 
that  the  conditions  otherwise  remain  unchanged;  that  the 
doors  be  equipped  with  double  acting  butts  and  that  a 
gooseneck  ladder  shall  be  provided  from  top  balcony  of 
northerly  fire  escape  to  the  roof. 


344-24-S. 

PETITIONER— Patrick  Reynolds,  for  Benjamin  Lust- 
garten,  lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 104  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Eugene  Reynolds. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — ■Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Superintendent 

McDermott  .  2 

THE  RESOLUTION: 

(344-24-S) 


Whereas,  Patrick  Reynolds,  for  Benjamin  Lustgarten, 
lessee,  filed,  March  6,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  104  East  12th  street,  Manhattan; 
and 

Whereas,  tire  order  of  the  fire  commissioner,  dated 
June  5,  1923,  reads : 

“Order  No.  47617-LD : 

“l._  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win- 
lows.  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273 
and  274  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Doors  to  balconies  not  self-closing.  No  stairway 
from  top  balcony  to  roof.  No  passageway  from  ter¬ 
mination  of  fire  escape  to  street. 

“2.  Extend  the  interior  stairway  at  the  east  side 
of  building  .to  the  roof,  as  per  Section  271  of  the 
Labor  Law.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  45  ft.  in  area;  OCCUPIED  as  a  factory, 
24  Persons  above  the  1st  story.  EXITS:  An  interior 
wooden  stairway  extending  from  the  1st  to  the  top  story, 
enclosed  in  wood  lath  and  plaster  partitions  with  wooden 


doors  at  the  openings ;  a  party  wall  balcony  on  the  2nd 
and  3rdr  stories,  the  openings  on  the  balconies  are  fire¬ 
proof  ;  ROOF  to  east  is  at  same  level ;  and 

Whereas,  petitioner  contends  that  the  roof  has  a  pitch 
o  14  inches  in  6  feet  and  is  not  a  safe  means  of  egress. 

Resolved  that  the  board  of  standards  and  appeals  does 
icreliy  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  qranted 
as  to  Item  No.  1  of  order  No.  47617-LD,  only  so  far  as 
it  affects.  the  stairway  from  the  top  balcony  to  the  roof 
on  condition  that  60  degree  iron  stair  shall  be  installed  from 
the  top  story  balcony  to  the  roof,  and  granted  so  far  as  it 
affects  the  egress  from  termination  of  fire  escape  so  long 
as  open  and  unobstructed  yard  is  maintained,  with  egress 
theiefrom  between  this  and  adjoining  property  to  the  east; 
granted  as  to  Item  No.  2  on  condition  that  a  fixed  double 
rung  iron  ladder  shall  be  provided  from  the  top  story  hall¬ 
way  to  a  scuttle  in  the  roof,  and  granted  only  so  long  as 
conditions  as  to  occupancy  and  use  remain  unchanged. 


413-24-S.  q-  ,j- 

PETITIONER— Edwin  P.  Deeves,  for  Terminal  Ware¬ 
house  Company,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 262-278  Eleventh  avenue,  Man¬ 
hattan. 

A  P  P  EAR  ANCES— None. 

AC  HON  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore .  11 

Negative .  0 

Absent :  Fire  Chief  Kenlon  and  Superintendent 
McDermott  .  <> 


434-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engin¬ 
eering  Co.,  for  Abraham  Epstein,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED* — 129-133  West  27th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

A(  TION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  ,  Connell,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore  .  10 

Negative  .  q 

Absent:  Mr.  Kerby,  Fire  Chief  Kenlon  and 

Superintendent  McDermott  .  3 

THE  RESOLUTION : 

(434-24-S) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co..,,  for  Abraham  Epstein,  owner,  filed,  March  25,  1924,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  129- 
133  West  27th  street.  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
February  23,  1923,  reads: 

“Order  No.  55271 -LD: 

“1.  Provide  an  additional  means  of  exit  from  the 
East  and  West  side  of  cellar,  remote  from  the  exist¬ 
ing  exit,  as  per  Sec.  271  of  the  Labor  Law  *  *  *. 

“2.  Provide  approved  self-closing  fire  doors  at  open- 
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ings,  leading  to  the  interior  stairway  on  all  stories, 
opening  outwardly  so  as  not  to  obstruct  the  stairway, 
as  per  Sec.  271  of  the  Labor  Law  and  Rule  507  of 
the  Industrial  Code,  *  *  * 

“3.  Arrange  the  exterior  screened  stairway  on  the 
westerly  end  of  north  side  of  building  and  the  openings 
leading  thereto  so  that  same  are  in  compliance  with 
the  provisions  of  Section  268  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  exterior 
stairway  are  the  following :  Screening  enclosing  stair¬ 
way  not  securely  fastened.  Plain  glass  in  roof  of 
extension  beneath  stairway.  No  fireproof  passageway 
to  the  street  from  termination.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  and  cel¬ 
lar  in  height,  75  ft.  by  98  ft.  in  area  at  the  1st  story  and 
75  ft.  by  88  ft.  in  area  above;  OCCUPIED  as  a  tenant 
factory,  485  persons  above  the  1st  story;  equipped  with 
a  sprinkler  system.  EXITS :  An  interior  fireproof  stair¬ 
way.  extending  from  the  1st  story  to  the  roof,  enclosed 
in  'fireproof  partitions  with  metal  covered  doors  at  the 
openings ;  a  fire  escape  on  the  rear  of  the  building,  with 
fireproof  windows  on  the  course  thereof,  extending  'from 
the  main  roof  to  the  roof  of  the  1st  story  extension,  with 
egress  to  fire  escape  on  building  to  rear ;  ROOF  of  ad¬ 
joining  buildings  are  at  same  level;  and 

Whereas,  petitioner  contends  that  additional  exits  from 
the  cellar  are  provided  by  engineer’s  ladder  to  street; 
proposes  to  remove  the  glass  panels  and  replace  same 
with  metal  on  all  doors  leading  to  interior  stairway,  and 
further  proposes  to  arrange  the  fire  escape  in  accordance 
with  the  labor  law,  except  as  to  egress  from  termination, 
contending  that  a  similar  order  was  dismissed  on  Au¬ 
gust  17,  1918,  by  the  fire  department,  as  having  been  sat¬ 
isfactorily  complied  with. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby,  is  granted 
as  to  Item  No.  1  on  condition  that  a  fixed  iron  ladder 
shall  be  installed  in  the  easterly  section  of  cellar  at  side¬ 
walk  elevator  to  street  and  that  an  engineer’s  ladder  -shall 
be  maintained  in  the  westerly  section;  granted  as  to 
Item  No.  2  on  condition  that  the  entire  glass  panel  shall 
be  covered  with  sheet  metal  not  less  than  No.  10  gauge, 
granted  as  to  Item  No.  3  on  condition  that  the  occupancy 
of  the  building  shall  not  exceed  the  allowable  capacity 
of  the  interior  stairway,  and  that  the  screening  of  exterior 
stairway  shall  be  made  secure  and  wire  glass  substituted  for 
plain  glass  in  the  roof  of  the  skylight  on  the  1st  story,  and 
egress  maintained  through  adjoining  building,  and  granted 
so  long  as  conditions  remain  substantially  unchanged. 


456-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Estate  of  Daniel 
J.  Faour,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 102-104  Greenwich  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs^  Beatty, 
Boulton,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  10 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Superintendent  McDermott .  3 


THE  RESOLUTION: 

(456-24-S) 

Whereas,  Samuel  Rosenblum,  for  Est.  Daniel  J.  Faour, 
owner,  filed,  March  28,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  102-104  Greenwich  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  15,  1924,  reads: 

“1.  Enclose  the  interior  stairway  at  centre  of  build¬ 
ing  serving  as  a  required  means  of  exit,  and  the  land¬ 
ings,  platforms  and  passageways  connecting  therewith 
on  all  sides  with  partitions  of  fire  resisting  material 
extending  continuously  from  1st  story  to  3  ft.  above 
roof. 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  section  273  and  274  of 
the  labor  law. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  ' 

“No  fireproof  passageway  leading  to  the  street  from 
the  lower  termination.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  49  ft.  11  in.  by  91  ft.  10  in.,  irregular  in  area,  sep¬ 
arated  into  two  sections  by  a  brick  wall  with  horizontal 
openings  therein.  OCCUPIED  as  follows:  1st  floor, 
restaurant;  2nd  floor,  printing  and  jobbing,  13  persons;  3rd 
floor,  printing,  14  persons;  4th  floor,  printing,  17  persons; 
5th  floor,  printing,  14  persons.  EXITS :  An  interior 
wooden  stairway  extending  from  1st  to  top  story  (with 
iron  ladders  to  scuttle  in  roof),  enclosed  in  wood  lath 
and  plaster  partitions,  with  glass  paneled  wooden  doors 
at  openings;  a  sub-standard  fire  escape  on  the  front  of 
the  building  and  a  fire  escape  on  the  rear  of  the  building 
extending  from  the  roof  to  yard,  with  fireproof  windows 
along  the  course;  EGRESS  from  the  yard  to  open  yard  to 
north  and  through  tenement  house  to  street ;  ROOFS  of 
adjoining  buildings  are  at  same  level;  and 

Whereas,  petitioner  contends  that  in  view  of  the  light 
occupancy  of  the  building  the  existing  means  of  egress 
are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  ,  is  granted 
on  condition  THAT  THE  DOORS  to  the  stair  hall  and 
party  wall  partition  shall  he  made  fireproof  and  self- 
closing,  and  granted  on  further  condition  that  the  occu¬ 
pancy  shall  not  exceed  forty-five  (45)  persons  per  story 
above  the  1st  story,  and  that  the  front  fire  escape  shall 
be  made  standard,  and  that  egress  be  maintained  from 
termination  of  rear  fire  escape  through  adjoining  yard  to 
the  north,  with  egress  through  hall  to  street. 


462-24-S.  | 

PETITIONER— Charles  H.  Richter,  for  Farquharson  & 
Wheelock,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED1 — 30  West  58th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Charles  H.  Richter. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Superintendents  Brady,  Re¬ 
ville,  Kleinert  and  Moore  .  8 

Negative:  Mr.  Connell  .  I 
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— 


Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  hire  Commissioner -Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

(462-24-S) 

Whereas,  Charles  IT.  Richter,  for  Farquharson  &  Whee- 
lock,  owners,  filed,  March  31,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  30  West 
58th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  March  27,  1924,  Alt.  App.  No.  633-1924,  reads : 

“T.  Egress  from  the  termination-  of  fire  escape  to 
street  must  be  through  a  3  ft.  0  in.  fireproof  passage¬ 
way. 

“2.  Interior  stairs  must  be  continued  to  the  roof.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  71  ft.  in  area.  OCCU¬ 
PIED:  Basement,  stores  and  offices,  5  persons;  1st  to 
3rd  floors,  bachelor  apartments,  4  persons ;  4th  floor,  factory, 
15  persons.  EXITS :  An  interior  wooden  stairway  extend- 
ing  from  1st  to  top  story  with  75  degree  iron  ladder  to 
scuttle  in  roof ;  enclosed  in  wood  lath  and  plaster  parti¬ 
tions  with  wooden  doors  at  openings ;  a  fire  escape  on 
the  rear  of  the  building  extending  from  roof  to  vard,  with 
five  windows  along  the  course;  EGRESS  from  yard  by 
means  of  opening  in  fence  to  yard  of  premises  to  rear; 
ROOFS  of  adjoining  buildings  are  at  same  level;  and 
;  Whereas,  petitioner  contends  the  existing  means  of  exit 
are  ample. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  egress  shall  be  maintained  through  gate  in 
fence  to  adjoining  premises  to  the  rear,  the  gate  to  be  main¬ 
lined  unfastened  and  unlocked,  egress  through  the  adjoining 
'’remises  to  be  available  at  all  hours,  that  a  double  rung  fixed 
ron  ladder  shall  be  installed  in  the  top  story  hall  to  scuttle 
n  the  roof,  and  granted  so  long  as  occupancy  and  use  re- 
nain  unchanged. 


and 


1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof,  so  that  same  are  in 
compliance  with  the  provisions  of  Section  273  and 
2i4  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire 
escape  are  the  following: 

“No  passageway  from  termination  of  fire  escape 
to  street. 

“No  balcony  at  3rd  floor. 

“No  stairway  from  top  floor  balcony  to  roof. 

3  ft.  balcony  not  provided.” ; 


W  HEREAS,  the.  building  is  non-fireproof,  three  stories  in 
height  25  ft  3  in.  by  94  ft.  in  area  at  1st  and  2nd  stories 
and  25  ft .  3  m.  by  60  ft.  in  area.  OCCUPIED:  1st  storv 
store;  2nd  story,  billiard  parlor;  3rd  story,  light  mfg.’ 
vacant  at  present  (will  have  occupancy  of  15).  EXITS: 
An  interior  stairway  extending  from  1st  story  to  roof  • 
enclosed  in  fireproof  partition  with  fire  doors  at  openings ! 
a  fire  escape  on  the  rear  of  the  building  extending  from 
the  roof  of  the  2nd  story  extension  to  yard  of  tenement 
house  to  rear;  ROOFS  of  adjoining  buildings  are  5  ft 
higher ;  and 

Whereas,  petitioner  proposes  to  install  a  gooseneck  lad¬ 
der  from  roof  of  2nd  story  to  main  roof,  and  fireproof 
the  openings  on  the  course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on '  condition  that  open  and  unobstructed  egress  shall  be 
maintained  from  termination  of  fire  escape  to  premises 
in  the  rear  and  that  the  ceiling  under  roof  of  the  2nd 
story  extension  shall  be  covered  with  metal  throughout, 
openings  on  the  1st  and  2nd  stories  to  be  made  fireproof, 
and  that  a  60  degree  stairway  shall  be  provided  from  the 
roof  of  the  extension  to  the  main  roof;  and  granted 
only  so  long  as  conditions  as  to  occupancy  and  use  remain 
substantially  unchanged. 

467-24-S. 

PETITIONER— F.  P.  Keniston,  for  Frank  H.  Grether 
owner. 


490-24-S. 

PETITIONER — Samuel  Rosenblum,  for  S.  A.  Sherman, 

owner. 

SUBJECT — -Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

’REMTSES  AFFECTED — 2138  Third  avenue,  Manhat¬ 
tan. 

\PPEARANCES — 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

vOTION  OF  BOARD- — Petition  granted  on  condition. 
OXDITIONS — As  specified  in  resolution. 

'HE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Kerby,  Connell,  Superintendents 


Brady,  Reville,  Kleinert  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

(490-24-S) 


Whereas,  Samuel  Rosenblum,  for  S.  A.  Sherman,  owner, 
ed,  April  5,  1924,  a  petition,  with  the  board  of  stand- 
hs  and  appeals,  for  variation  from  the  requirements  of 
e  labor  law  as  cited  in  an  order  of  the  fire  commissioner, 
ferting  premises  2138  Third  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
me  24,  1923,  No.  48183-LD,  reads: 


SUBJECT  Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 13  East  1 6th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AS™™  PJL B CARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Connell,  Superintendents 

Brady,  Reville,  Kleinert  and  Moore  .  9 

Negative  .  ’  q 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  ± 

THE  RESOLUTION:  . 

'(467-24-S) 

Whereas,  F.  P.  Keniston,  for  Frank  H.  Grether.  owner, 
filed,  April  1,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation,  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner 
affecting  premises  13  East  16th  street,  Manhattan:  and 
Whereas,  the  order  of  the  fire  commissioner  dated 
July  20,  1923.  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  north  side 
of  building  by  constructing  a  fireproof  passageway 
with  an  unobstructed  width  of  at  least  3  feet  through¬ 
out,  leading  to  the  street,  adequately  lighted  at  all 
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and 


times  during  working  hours,  or  by  means  of  providing 
access  to  an  open  area  having  communication  with 
the  street,  as  per  Section  273  of  the  Labor  Law.  , 


Whereas,  the  building  is  fireproof,  eight  stones  in  height, 
25  ft.  by  98  ft.  in  area.  OCCUPIED:  1st  story,  stores, 

6  persons;  2nd  story,  offices  and  stock  rooms,  12  P^sons; 
3rd  story,  printing,  10  persons ;  4th  story  offices  and  stock 
rooms,  4  persons ;  5th  story,  cutting  and  stock  rooms 
persons;  6th  story,  manufacture  clothing,  15  persons,  7th 
story  manufacture  clothing,  15  persons;  8th  story,  manu¬ 
facture  clothing,  10  persons;  EQUIPPED  with  a  fire 
alarm  system.  EXITS:  A  fireproof  stairway  extending 
from  1st  story  to  roof,  enclosed  in  a  fireproof  partition 
with  fire  doors  at  openings;  a  fire  escape  on  the s  rear  o 
the  building,  with  fireproof  windows  along  the  course 
thereof  extending  to  roof  and  terminating  at  the  2nd 
story  balcony,  with  EGRESS  from  2nd  story  balcony 
to  fire  escape  balconies  on  adjacent  buildings,  ROO 
of  building  to  west  is  6  ft.  lower;  and  # 

Whereas,  petitioner  contends  the  existing  means  of 
egress  from  the  termination  of  the  fire  escape  is  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  bt  and  it  hereby  is  granted 
on  condition  that  a  party  wall  fire  escape  shall  be  erected 
in  the  2nd  story  connecting  with  premises  Nos.  14,  16,  18  anU 
20  East  17th  street  and  Nos.  9,  11,  15  and  l<  East  16 
street  the  balcony  to  be  maintained  free  and  unobstructed. 


ing  extension  to  rear;  ROOFS  of  adjoining  building  are 

same  height ;  and  .  - 

Whereas,  petitioner  proposes  to  bring  the  rear  hre  escape 
up  to  standard,  and  further  proposes  to  fire  retard  the 
rood  of  the  extension. 

Resolved,  that  the  board  of  standards  and  appeals  docs 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  fire  escape  shall  be  made  standard 
with  the  exception  of  the  termination,  on  condition  that 
egress  shall  be  provided  to  extension  of  premises  No.  IOC 
West  28th  street,  with  egress  therefrom  to  adjoining  prem¬ 
ises  ;  and  that  an  additional  metal  ceiling  shall  be  installed 
additional  to  the  existing  metal  ceiling  of  the  extension  pro- 
viding  an  air  space  of  not  less  than  one  (1)  inch. 


476-24-S.  .  r 

PETITIONER — Samuel  Rosenblum,  for  Lion  Lunch  ko., 

lessee  •  •  • 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 

of  superintendent  of  buildings. 

PREMISES  AFFECTED1 — 457  Sixth  avenue,  Manhattan. 

APPEARANCES—  _  , , 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  .  10 

M  pp’QtlVC  . . . . . . . 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon  and 
Superintendent  McDermott .  3 

THE  RESOLUTION : 

(476-24-S) 

Whereas,  Samuel  Rosenblum,  for  Lion  Lunch  Co.,  les¬ 
see  filed,  April  3,  1924,  a  petition,  with  the  board  of  stand¬ 
ard’s  and  appeals,  for  variation  from  the  requirements  o 
the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  457  Sixth  avenue,  Bor 

OU\VHEREAsanthet: decision  of  the  superintendent  of  build- 
ingCdied  March  26.  1024,  Alt.  App.  No.  2175-23  reads  : 
“5  Provide  fireproof  passageway  from  foot  of  hre 
escape  to  street.  *  *  *  Fire  retard  ceil  mgs  to  ex- 
tensions  used  as  a  means  of  exit  from  foot  of  fire 
escape.” ; 

^Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  20  ft.  by  100  ft.  in  area  at  1st  story  and  20  ft.  by 
50  ft.  in  area  above.  OCCUPIED:  1st  floor,  lunch  room; 
2nd  floor,  dentist,  5  persons;  3rd  and  4th  floors,  light  man¬ 
ufacturing.  10  each  floor.  EXITS:  An  interior  wooden 
stairway  extending  from  1st  to  top  story,  enclosed  in 
wood  lath  and  plaster  partitions  with  wooden  doors  at 
openings;  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  main  roof  to  roof  of  1st  story  extension, 
with  EGRESS  across  roof  of  extension  to  roof  of  adjoin- 


489-24-S.  .M 

PETITIONER— Samuel  Rosenblum,  for  Pelham  Hod  Ele¬ 
vating  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner.  i 

PREMISES  AFFECTED— 416-418  West  26th  street,  Man¬ 
hattan. 

appearances— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  _  .  i 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  ,  „  .. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  Moore  .  1( 

Negative  . . .  •  . . • 

Absent:  Mr.  Holland,  Eire  Chief  Kenlon  and 
Superintendent  McDermott .  : 

THE  RESOLUTION : 

(489-24-S)  ■ 

Whereas,  Samuel  Rosenblum,  for  Pelham  Hod  Elevat 
ing  Co.,  owner,  filed,  April  5,  1924,  a  petition,  with  th 
board  of  standards  and  appeals,  for  variation  from  tn 
requirements  of  the  labor  law  as  cited  in  an  order  o  1 
fire  commissioner,  affecting  premises  416-18  West  26t, 

street,  Manhattan;  and  .  .  ,T  rr9,n. 

Whereas,  the  order  of  the  fire  commissioner,  No. 

LD,  dated  March  20,  1924,  reads: 

“1.  Arrange  the  fire  escape  on  the  south  side  o 
building  and  the  openings  leading  thereto  and  the  wir 
dows  opening  on  the  course  thereof  so  that  same  ar 
in  compliance  with  the  provisions  of  Section  273  an 

274  of  the  Labor  Law  *  *  *• 

“NOTE:  Among  the  defects  noted  on  this  fire  escar 

are  the  following: 

“No  45  degree  stairway  connecting  balconies  on  eac 
storv.  Windows  on  course  of  fire  escape  not  fir<| 
proof,  self-closing.  No  counterbalanced  stairway  Iroi 
2nd  story  balcony.  No  passageway  from  termmatic 
of  fire  escape  at  1st  story.”; 

^Whereas,  the  building  is  non-fireproof,  five  stories  n 
height,  40  ft.  by  94  ft.  in  area.  OCCUPIED:  1st  floo 
storage;  2nd  floor,  office  and  storage,  8  persons;  3rd  floo 
machine  shop,  8  persons;  4th  floor,  storage  on  y ,  » 
floor,  carpenter  shop,  6  persons.  EXITS:  An  mteri 
wooden  stairway  extending  from  1st  to  top  story  w 
iron  ladder  to  roof,  enclosed  in  a  wood  and  glass  pa 
tion  with  Avooden  doors  at  openings ;  a  fire  escape  baicoi 
on  the  rear  of  the  building  from  the  2nd  to  5th  store 
inclusive,  connecting  with  balconies  on  the  60  degree  n 
escape  on  the  rear  of  the  adjoining  building  (under  sar 
ownershio)  :  and 
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Whereas,  petitioner  contends  the  maximum  occupancy 
above  the  2nd  story  is  14  persons  and  contends  the  exist¬ 
ing^  lire  escape  altords  ample  means  of  exit. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la- 
:>or  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  present  conditions  as  to  occupancy  and  use 
are  restricted  to  the  operation  of  the  business  of  the 
present  owner. 


220-24- S. 

PETITIONER— Luke  Flanagan,  for  Laris  Building  Com¬ 
pany,  Inc.,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFBECTED— 23  Washington  street,  Manhat¬ 
tan. 

APPEARANCES— 

_  Petitioner ;  Luke  Flanagan,  G.  Farris. 

AC1ION  Oh  BOARD — 'Petition  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty', 
Boulton,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 

Reville,  Kleinert  and  Moore  . ’  io 

Absent.  Mr.  Holland,  hire  Chief  Kenlon  and 

Superintendent  McDermott .  3 

THE  RESOLUTION: 

(220-24-S) 

Whereas,  Luke  Flanagan,  for  Paris  Building  Co.,  Inc 
>wner,  filed,  February  11,  1924,  a  petition,  with  the  board 
>t  standards  and  appeals,  for  variation  from  the  require- 
nents  of  the  labor  law,  as  cited  in  a  decision  of  the  su- 
erintendent  of  buildings,  affecting  premises  23  Washing- 
on  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
igs,  rendered  January  14,  1924,  reads: 

“No  second  means  of  exit  provided.”; 
nd  a  further  decision  of  the  superintendent  of  buildings 
ated  April  4,  1924,  reading : 

“Certificate  of  Occupancy  application  was  disap¬ 
proved  on  January  14  and  March  17,  1924,  objections 

reading : 

“  ^No  self-closing  fireproof  door  to  room  ^ 

cellar;  doors  to  stair  enclosure  in  cellar  not  self-clos¬ 
ing  ;  area  of  wire  glass  in  stair  enclosure  on  each  floor 
exceeds  720  square  inches ;  and  area  of  single  panes 
exceeds  360  square  inches;  no  second  means  of  exit 
provided ;  no  floor  weight  signs  or  exit  signs  and  lights ; 
no  dressing  rooms  for  females  or  screens  provided 
around  females’  toilets;  only  a  3  foot  door  as  exit 
from  tea  room  1st  floor  in  which  there  are  accommo¬ 
dations  for  more  than  100  persons;  halls  and  stairs 
not  properly  lighted  and  windows  in  rear  wall  are 
not  self-closing. 

‘“Floors  of  the  building  are  sufficient  for  60  lbs. 
per  square  foot  live  load  to  be  used  for  factory  pur- 
Pose.  I  hey  should  be  reinforced  so  as  to  support  a 
120  lbs.  per  square  foot  live  load.’ 

“It  appears  from  the  records  of  this  Bureau  that 
under  Alteration  962-20  approved  September  28,  1920, 
the  above  building  was  increased  in  height  from  5  to 
7  stories  and  the  occupancy  converted  from  stores  and 
tenement  to  stores  and  offices  and  Certificate  of  Oecu- 
pancy  No.  3183  was  issued  for  said  occupancy. 

.  reason  of  this  building  having  been  increased 
m  height  since  1913,  the  objections  to  issuance  of  Cer- 
tihcate  of  Occupancy  for  use  of  building  as  factory 
a  ed  January  14,  and  March  17,  1924,  were  made  in 

?urror;,the  objection  to  use  of  building  as  factory  are 

the  following : 

does  not  meet  tbe  requirements  of  Section 

d2<0  of  the  Labor  Law.”; 


height  37  ft  by  b66  f t  •  llon-fireProof>  seven  storeis  in 
.,  7  ’  nr  area  at  1st  story  and  37  ft  hv 

ft-  ln  area  above.  PROPOSED  OCCUPANCY  '  S 

StCTf  aUC*  room>  50  Persons;  2nd  to  7th  s'torv 
An  int'1  ■  ten.ant  factory ,  40  persons  per  story  EXITS- 
.  intenor  iron  stairway  extending  from  the  1st  stnrv 

at  openin'"' ROOFS fireproof  partitions  with  fire  doors 
and  P  °  ’  KO(->PS  to  north  and  south  20  ft.  lower; 

Whereas,  petitioner  proposes  to  erert  a  c 

onThe  ofX°b  Sndows  along  the  course  therref 

roof  US  “Stes  t'^s'  T, 

of  ad  j  oiiting  ‘  p^endses^  ghd’ng  ESJS&T.SS  ™air'' 

of 

and  Kerens  HSf  “  and  the  be 


403-24-S 

PETITI^™7tntaiesZset  &°SS’  f°r  Jatis0“  C°"Stra<:- 

^uiMngf  Ci'ed  “  deCiSi°'‘ 
PREMISES  AFFECTED  247  Wes,  34th  street,  Manhat- 

APPEARANCES— 

For  Petitioner:  Alfred  A  TearL 

CONDITIONS8  granted'  011  condition. 

THE  VOT^~AS  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Kerby,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
Reville,  Kleinert  and  Moore  .  10 

Negative  . .  } 

Absent:  Mr.  Holland,  Fire' Chief'  Ken'lon'a'nd 
Superintendent  McDermott .  3 

THE  RESOLUTION: 

(403-24-S) 

Whereas  Schwartz  &  Gross,  for  Jatison  Construction 

,  Inc7  lef ' ee’  5led;  March  19,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 

e  requirements  of  the  labor  law,  as  cited  in  a  decision 

WP  oSflPe?n  ?dM 1  Pf  buildm^s>  affecting  premises  247 

West  34th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build - 
mgs  rendered  March  12,  1924,  in  acting  on  Alteration  Ap¬ 
plication  No.  290-24,  reads:  -  P 

“4.  Provide  proper  exit  to  street  from  foot  of  fire 

escape.  Show  means  of  exit  to  street  from  court  ”  • 
and  ’ 

.  the  building  is  non-fireproof,  four  stories  in 

height,  22  ft.  10  in.  by  98  ft.  9  in.  in  area  at  1st  and  2nd 
stories,  22  ft.  10  in.  by  51  ft.  in  area  above.  OCCUPIED 
as  fallows:  Cellar,  storage;  1st  story,  store,  30  persons; 
~nd  story,  showroom  with  25  per  cent  factory,  30  persons  • 
3rd  story,  showroom  with  25  per  cent  factory,  15  persons  •’ 

tvrScry’  Asho.wro°m  Wlth  25  Per  cent  factory,  15  persons’. 
JiAtib:  A11  interior  wooden  stairway,  extending  from  the 
1  st  story  to  the  roof,  enclosed  in  fire  retarding  partitions 
with  kalameined  doors  at  openings;  a  fire  escape  on  the 
icar  ot  the  building,  with  fireproof  windows  along  the 
course  thereof,  extending  from  the  roof  to  the  3rd  story 
balcony,  crossing  roof  of  2nd  story  extension  by  iron 
bridge  protected  with  flame  shield,  to  2nd  story  fire  escape 
balcony,  with  egress  by  means  of  iron  stairs  to  adjoining 
extension  roof,  roof  of  building  to  west  is  5  ft  higher’ 
to  east  at  same  level;  and  ’ 

Whereas,  petitioner  contends  that  to  comply  with  the 
strict  provisions  of  the  labor  law,  that  of  providing  pas- 
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sage  from  rear  yard  to  street,  would  affect  the  use  ot 
the  1st  story  as  a  store  because  of  the  narrow  frontage 
which  would  have  to  be  further  reduced  to  accommodate 

thRe*olved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  a  granted 
on  condition  that  the  proposed  plan  shall  be  carried  out  as 
to  egress  from  termination  as  indicated  on  plans  hied  in 
this  case  and  that  the  ceiling  under  the  roof  of  the  exten¬ 
sion  shall  be  fire  retarded  in  accordance  with  the  rules  ot 
the  board  of  standards  and  appeals. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
379-24-SA. 

PETITIONER— Economy  Heater  Co.,  Inc. 

SUBJECT— Approval  of  the  Sure  Heat  Automatic  Oil 
Burner. 

APPEARANCES— 

For  Petitioner:  Richard  J.  Lease. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


501-24-SA. 

PETITIONER— ‘George  J.  Hagan  Company. 

SUBJECT — Approval  of  Hagan  Swivel  Type  Burner  tor 

fuel  oil. 

APPEARANCES— None. 

\CTION  OF  BOARD1 — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  oommittee  of  inspection. 


536-24-SA.  c  . 

PETITIONER— The  Heating  and  Combustion  Service  Uo. 
SUBJECT— Approval  of  the  Climax  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspection. 


1203-22-S. 

PETITIONER— Simplex  Oil  Heating  Corporation. 

SUBJECT — Approval  of  Simplex  Turbine  Fuel  Oil  Burne 

APPEARANCES— None. 

ACTION  OF  BOARD1— Resolution  modified. 

THE  VOTE  TO  MODIFY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Kerby,  Connell,  Superintendents 
Brady,  Reville,  Kleinert  and  Moore  . 

Negative  . 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  . 

THE  RESOLUTION: 

(1203-22-S) 

Whereas,  the  Simplex  Oil  Heating  Corporation  file 
October  18,  1922,  a  petition,  with  the  board  of  standar 
and  appeals,  for  approval  of  their  device  known  as  t 
Simplex  Turbine  Fuel  Oil  Burner ;  and 

Whereas  a  committee  of  the  board  inspected  this  dew 
in  operation  at  513  West  40th  street,  Manhattan,  and  rt 
o  mm  ended  the  approval  of  the  device;  and 

Whereas,  this  device  was  approved  by  the  board  at 
meeting  May  13,  1924,  and  petitioner  requested  that  t 
resolution  of  the  board  be  amended  to  include  the 
and  pump  set  as  integral  parts  of  the  burner. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  approve  the  device  known  as  the  Simplex  lurbi: 
Fuel  Oil  Burner,  including  the  fan  and  pump  unit,  i 
use  with  Grade  A  fuel  oil,  on  condition  that  the  instal- 
tion  comply  with  the  fuel  oil  rules  in  all  respects. 


Adjourned  6  p.  m. 


William  J.  O’Gorman,  Secretary 
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♦correction. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Tuesday  afternoon,  May  20,  1924,  as  they  appeared  in  Bu  - 
letin  No.  22,  Vol.  IX,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION : 

(192-24-BZ) 

Whereas,  John  De  Hart,  for  J.  J.  Theodore  Rieper 
Estate,  owner,  filed,  February  7,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  a  s 
trict  the  erection  and  maintenance  of  a  garage  for _  the 
storage  of  more  than  five  motor  vehicles ;  premises  2359-69 

Terome  avenue,  Borough  of  Bronx;  and  . 

J  Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting.  May  20 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 

Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  Davidson  avenue  is  a  residence  district  an 
Whereas,  the  decision  of  the  superintendent  of  build 
ings,  rendered  February  4,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  285-24,  reads: 

“1.  Erection  of  proposed  garage  for  storage  ot  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  Building  Zone  Resolution.  , 

and 


*Corrcctioii — “John  De  Hart ”  substituted  for  “Philip  J. 
Sinnott’’  in  line  one. 


Whereas,  the  proposed  building  is  to  be  of  non-firepr< 
construction,  two  stories  in  height,  with  a  frontaSe<\  ’ 
ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a  garage 
more  than  five  motor  vehicles;  and  . 

Whereas,  there  existed  on  this  street  between  the  ml 
secting  streets  on  July  25,  1916,  a  stable  for  more  U 

hV Resolved,  that  the  board  of  appeals  does  hlvehy 
variation  in  the  application  of  die ;  use  distnH :  b 

of  the  building  zone  resolution,  and  that  the  RPP  ,, 

and  it  hereby  is  grant, i  on  condition  that  the  building  s  ' 
be  restricted  tUa  two  (3)  story  structure  above  gra 
that  the  entire  first  story  on  Jerome  avenue  other  than 
vehicular  entrances  at  the  extreme  ends  of  the  build mg,  s 
be  constructed  and  maintained  for  store  use j  with id 
window  fronts  of  plate  glass,  and  that  the  s 
separated  from  the  garage  by  unpierced  walls  of  appro 
masonry  that  the  rear  wall  shall  be  unpierced  th 
out  its  entire  height  and  length  and  that  any  opemng^ 
the  gable  walls  shall  be  permitted  only  and  restrict 
the  property  in  the  ownership  of  the  garage  oper  ■ 
that  the  front  elevation  as  to  finish  and  desigi 
completed  in  accordance  with  the  water  color  draw. ngj 
mitted  at  hearing  and  marked  Exhibit  A,  a  ]; 

plicant  shall  make  return  to  this  board  for  appro 
the  working  drawings  before  submission  to  the  P* 
tendent  of  buildings  for  acceptance; 

Resolved,  further,  that  all  permits  necessary  for  the  i 
edition  of  the  work  shall  be  obtained  within  nine  0)  », 
and  the  building  completed  within  eighteen  (18) 
date  of  this  action. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  Fast  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 2J-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21- A — 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 477-463  Pierce  avenue,  L.  L  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A1 — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 

case. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — 'Pier  44,  East  River,  Manhattan. 

480- 19- A— .Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  Liver,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A'— Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Older  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  i31st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  13lst  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 
981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A  Pier  28,  North  River,  Manhattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

31-20-A  Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 


265- 20-A- 

266- 20-A- 

267- 20-A- 

268- 20-A- 

269- 20-A- 

270- 20-A- 

271- 20-A- 

272- 20-A- 

273- 20-A- 
318-20-A- 

352- 20-A- 

353- 20-A- 

383-20-A- 

420- 20-A- 

421- 20-A- 

422- 20-A- 

423- 20-A- 
471-20-A- 

1205-21-A— 

907-21-A— 

1302-21-A— 

1 54 1- 21- A— 

1542- 21-A— 
i  543-21 -A- 

1544- 21-A— 

1545- 21-A— 


-Pier  46,  East  River,  foot  of  Van  Brunt  street 
Brooklyn. 

-Pier  39,  East  River,  foot  of  Van  Dyke  street 
Brooklyn. 

-Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

Last  River,  foot  of  Pioneer  street 
Brooklyn.  ’ 

-Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 
Brooklyn. 

-Pier  34,  East  River,  foot  of  Hamilton  street 
Brooklyn. 

—Pier  27,  East  River,  foot  of  Baltic  street 
Brooklyn. 

-Pier  17,  East  River,  foot  of  Joralemon  street, 
Brooklyn. 

-Pier  19,  East  River,  foot  of  Clark  street 
Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

—Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 

—Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

-Pier  20,  East  River,  Manhattan. 

-Pier  5,  between  Poplar  and  Middagh  streets, 
Brooklyn. 

-Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

-Pier  29,  foot  of  Harrison  street,  Brooklyn. 

-Pier  32,  foot  of  Degraw  street,  Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

-Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

-East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

-Pier  15,  East  River,  Manhattan. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  3,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

-Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form  13A, 

properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

1.3-21-S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

367-21-S— Quinn  Oil  Burner. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
11 73-22- S— Anti-Syphon  Valve,  approval  of. 

1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

J230-22-S — Thermostats  for  automatic  fire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnvvell  Mechanical  Burner,  approval  of. 
357-22-S—  Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

•  447-22-S — .Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S—  Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-S A — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 


of. 


397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 
of. 


?60-23-SA — 


544-23-SA- 

628-23-SA- 

888-23-SA- 

U59-23-SA— 

U52-23-SA- 


1046-23-SA- 

898-23-SA- 


936-23-SA — 


1146-23-SA- 

960-23-SA- 


1163 

1176 

1180 

1231 

1339 

1346 

1358 

1169 


-23-SA- 

23-SA- 

-23-SA- 

23-SA- 

23-SA- 

23-SA- 

23-SA- 

-23-SA- 


1431-23-SA- 

1444-23-SA- 

1361-23-SA- 

1493-23-SA- 

1364-23-SA- 

1050-23-SA- 


1363-23-SA- 

1429-23-SA- 

1550-23-SA- 

1515-23-SA- 


820-23-SA- 
6-24-SA- 
5-24-SA- 
68-24- SA- 
95-24-SA- 
62-24-  SA- 
269-24-SA- 
254-24-SA- 
365-24-SA- 
379-24-SA- 
501-24-SA- 


536-24-SA — 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16- S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

-Domestic  Fuel  Oil  Burner,  approval  of. 
-Powerlight  oil  heat  burner,  approval  of. 

Lewis  Oil  Burner,  approval  of. 

Hydro  Carbon  Oil  Burner,  approval  of. 
-Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

-Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of.  ■  < 

-Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

McGowan  horizontal  duplex  fuel  oil  puinp, 
approval  of. 

-Pennsylvania  Globe  oil  burner,  approval  of. 
-Crescent  Combustion  fuel  oil  burner,  approval 
of. 

-Todd  Turbine  fuel  oil  burner,  approval  of. 
-Ziegler  Oil  Burner,  approval  of. 

-Viking  Pump,  approval  of. 

-Gill  Off  Burner,  approval  of. 

-National  Light  Service  Oil  Pump,  approval  of. 
-Heatiator  Oil  Burner,  approval  of. 
-Worthington  Oil  Burner,  approval  of. 

-Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

-Espo  Oil  Gas  Burner,  approval  of. 

-Tate-Jones  No  6  Oil  Burner,  approval  of. 
-Tod«!  Residence  Fuel  Oil  Burner,  approval  of 
-Newport  Rotary  Oil  Burner,  approval  of. 
-Staples  &  Pfeiffer  oil  burner,  approval  of. 
Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

-Ballard  Domestic  Oil  Burner,  approval  of. 
-Kerrihard  Oil  Burner,  approval  of. 

-Apex  Gas  Cut-Off  Valve,  approval  of. 
-Apartment  House  Oil  Burner  A-25,  approval 

of.  ■ 

-Morse  Fuel  Oil  Burning  System,  approval  of. 
-Universal  Oil  Burner,  approval  of. 

-Induslo  Fuel  Oil  Burner  1-27,  approval  of. 
-May  Burner,  approval  of. 

-Leiman  Oil  Pump,  approval  of. 

-Kleen-Heet  Oil  Burner,  approval  of. 

-Universe  Oil  Burner,  approval  of. 

-Sherman  Oil  Burner,  approval  of. 

-Koaless  Oil  Burner,  approval  of. 

-Sure  Heat  Automatic  Oil  Burner,  approval  of. 
-Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

Climax  Oil  Burner,  approval  of. 


Cases  listed  in  the,  Reserve  Calendar  are  cases  upon, 
rvhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  zvill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 


Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9  1924' 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building',  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes.— All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balconv  to  ground  mnv  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  hre  escapes  shall  be  maintained  structurally  safe  and 
properly  painted.  3 

(b)  Interior  Stairways — All  interior  stairways  not  con- 

;,°:Tg  !i°  ?ec5eqVirTentS  of  the  Labor  Law  or  rules  of 
liLdfw  °f  Standards  and  Appeals  may  be  retained,  pro- 
ed  that  egress  to  same  is  maintained  unobstructed,  halls 
e  properly  lighted,  and  all  landings,  passageways  etc 
are  maintained  free  and  unobstructed.  An  easily  operated 

panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  cioor. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  Panted  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egres* 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

,H°r;zo"taI  Bndffes— Horizontal  bridges  and  partv 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  nainted,  and  access 

obstructed  3  passa^ewa'-vs  thereof  shall  be  maintained  un- 

.  (e\  N.P  s!^n  °,f  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 


.  ELECTRICAL  CODE  ON  SALE. 

Distributing  Division  of  fhe^Oty  Record  ^Office  S125  Wo-th  Distributing  T ry  e-  ?Iect"ca1  Code  are  now  on  sale  at  the 
S«rec«.  Price.  ft;  by  mail,  ft*  .  W°',h  2S” ^cTby'  155  Worth 


PUBLIC  HEARING 


Number 

of 

stories 


Contents 
combustible, 
no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

(410-24-SR)  — - 

NOTICE  TS  HEREBY  GIVEN  that  a  public  hearing 
he  held  by  the  Board  of  Standards  and  Appeals  on 
;nday,  June  13,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
>uilding,  on  proposed  amendments  of  Rules  2  and  3,  In- 
lustrial  Code,  and  the  adoption  of  the  amended  rules  as 
ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
'"closure  of  Factory  Stairways,  and  the  storage  of  combus- 
ble  material  about  factory  stairways. 

^wxT1]iTtt^nP*rinted  helow;  n  old  matter  to  be  omitted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR  ) 

supplementary  to  Labor  Law.  §  79 -b ;  originally  adopted 
August  28,  1913.  and  effective  October  1,  1913;  amended 

,°X'CmiCr  1S-  19,5i  revised  and  read  opted  February  10, 

1916,  effective  March  1,  1916. 

[Ride  2— Except  as  herein  provided,  in  all  factory 
in  dings  five  stories  or  less  in  height,  erected  prior  to 
dober  1,  1913,  in  which  there  are  more  than  twenty- 
persons  employed  above  the  second 'floor,  all  interior 
ainvays.  serving  as  required  means  of  exit,  and  the 
n  k5'  platforms  and  passageways  connected  therewith, 
ia-  )e  enclosed  on  all  sides  by  partitions  of  fire-rc- 
stuig  material  extending  continuously  from  the  lowest 

hedule  •  Stalrway  in  accordance  with  the  following 


Three 

Stairways 

Enclosed 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
m  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  /  . .  . 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resistmg  materia  , 
except  where  such  openings  are  in  the  exterior  wall  of 

th The11  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom.  .  ,  ,  _ 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  .  . 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 

this  rule. 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law,  §79-a  to  79-f  i adoPted 
August  28.  1913;  effective  October  1,  1913. 

Ru]e  3, — qn  all  factory  buildings  no  articles  or  ware 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  sta 
way  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rule  2. — Definitions.  .c 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows. 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2  “Grade  Exit”  means  a  door  in  an  exterior  wall  ol  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided 

3.  “Story”  means  that  part  of  any  building  comprised 

between  any  floor  or  roof  next  abot  e. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

'  The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established : 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 


Z.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class : 


Bags  (cloth,  burlap  and  Linoleum  works 

paper)  Metals  (with  enameling  or 

Bakeries  japanning) 

Bamboo  and  rattan  Packing  houses 

Baskets 

Belting  (including  canvas)  Taper  mills 
Boots  and  shoes  Printing,  lithographing,  book- 

Buttons  (including  cloth  binding 
covered)  Silk 

Cardboard  (including  box-  Sugar  refineries  (including 

es)  beet  and  glucose  works) 

Clothing,  woolen  (wearing  Tanneries  (with  japanning  or 
apparel)  enameling) 

Cordage  Textile  mills  (including  cot- 

Furs  ton  cloth,  bagging,  burlap, 

Gloves  (other  than  leather)  carpets,  rugs,  canvas) 

Horn  and  combs  (not  cellu-  Tobacco,  cigars,  cigarettes 
loid)  and  snuff 

Leather  (with  enameling  or  Woodworking  (excluding  dip- 


japanning) 


ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are.  to.  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list,  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
dasS  ! 

Artificial  flowers  Feed,  flour  and  grist  mills 

Artificial  leather  Firev/orks 

Celluloid  Imitation  leather 

Cereal  mills  .  . 

♦Chemicals  of  all  kinds  (ex-  Matches  ..... 

cept  where  serious  flame,  Rag  sorting  (including  cot- 

fume  or  explosion  hazards  ton) 

are  not  present)  Shoddy  mills 

Cotton  batting  Starch  and  sugar  mills  jn- 

Cotton  clothing  (women’s)  eluding  pulverizing) 

Cotton  waste  Straw  goods 

Dry  cleaning  Varnish  . 

Explosives  Woodworking  (with  dipping 

Feather  renovating  or  varnishing). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  oi 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.—Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stories 
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id  less  than  six  stories  in  height,  erected  prior  to  Oc- 
iber  1,  1913,  in  which  there  are  more  than  five  persons 
nployed  at  manufacturing,  all  interior  stairways  servfng 
>  required  means  of  exit  and  the  landings,  platforms  and 
issagcways  connected  therewith  shall  be  enclosed  on  all 
des  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
approved  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table: 


Stories  - 

i 

Contents  of 
high  hazard 

2 

Contents  of  moderate  hazard 

1  3 

Contents  of  low  hazard 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

ire© 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em- 
nloyed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

>ur 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor.  | 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

re 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
th  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
closure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
;  enclosure  shall  be  so  built  as  to  form  a  pent  house. 
There  shall  be  not  less  than  seven  (7)  feet  head  room 
every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
th  fire  doors  opening  into  the  stairway  enclosure,  equipped 
th  self-closing  devices.  Grade  exit  doors  shall  open 
twardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
)f  with  louvres  or  ventilators,  or  exterior  windows  with 
itilating  sections  at  the  top  floor.  Exterior  windows 
thin  thirty  (30)  feet  of  non-fireproof  structures  shall 
fireproof  windows.  Skylights,  unless  provided  with 
red  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
)stantial  frame  work. 

Hie  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
ial  at  least  four  (4)  inches  thick,  unless  the  partition 
ends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
ldings  in  which  the  contents  are  classified  as  of  high 
:ard,  the  stairways  shall  not  be  required  to  be  enclosed 
ere  a  horizontal  exit,  as  defined  in  section  267  of  the 
bor  Law,  is  provided  on  all  floors  and  the  stairways 
ving  as  required  exits  on  each  side  of  the  horizontal 
t  are  remote  from  the  horizontal  exit,  provided  that 
ier  an  approved  fire  alarm  signal  system  conforming 
rules  of  the  board  is  installed  in  the  building  and  fire 
11s  substantially  conforming  to  rules  of  the  board  are 
d.  or  an  approved  sprinkler  system  conforming  to  rules 
the  board  is  installed. 

le  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

•  Required  Exits. — In  every  two-story  factory 
Iding  erected  prior  to  October  1,  191  ^  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shali 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex¬ 
terior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 

2.  Enclosure  of  Stairways. — In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factory 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings,  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  un'ess  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustible 
material. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  June  5,  1924  .  770 

Restored  to  calendar  .  41 


Miscellaneous  Applications. 


Requests  to  reopen  .  86 

Requests  to  amend  .  4 

Requests  for  modification  .  24 

Requests  to  rescind  .  3 

Requests  for  extension  of  time . 12 

Requests  for  extension  of  permit  .  15 

Requests  for  mechanical  installations  .  2 

Administrative  requests  . '. .  1 

Requests  for  interpretation .  2 

Total  . 1587 

Disposed  of  .  910 


DISPOSITION  OF  CASES 


Withdrawn  .  79 

Dismissed  .  81 

Denied  .  133 

Granted  .  10 


Granted  on  condition  .  435 

Appliances  approved . 12 

Appliances  dismissed,  disapproved  or  withdrawn .  3 

Rules  approved .  ■; 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  76 


Requests  to  reopen  denied  .  6 

Requests  to  amend  granted  .  4 

Requests  to  amend  denied  .  C 

Requests  for  modification  granted  .  22 

Requests  for  modification  denied .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  ( 

Requests  for  extension  of  time  granted .  ll 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  .  IS 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  C 

Administrative  requests  granted  .  ( 

Administrative  requests  denied  or  withdrawn  .  ] 

Interpretations  .  fl 

Requests  withdrawn  or  dismissed  .  4 


Total  . . . .  91C 


Cases  pending  June  5,  1924  .  677 

- 

WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  0?  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
af  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  tc 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an, 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
en — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  June  10 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  June  10,  1924. 

Corrections. 

Reserve  Calendar.  ,  j 

Rules  Adopted. 

Notices  of  Public  Hearings, 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


or  CALENDAR. 

Cle*k’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 

,en?  /nTrtyn°Tn.erS  "PP°rtun’>  to  file  Ejections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday.  June  17,  1924 

at  a  a  viOCj  At  thlS  cal1  each  case  is  set  for  hearing  on 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  June  24,  1924,  at  2  o’clock 

_  The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  AnY  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire,  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 

CALL  OF  CLERK’S  CALENDAR. 


New  Cases  Filed  Week  Ending  June  12,  1924. 


Cal.  No. 

Department 

Premises  Affected 

790-24-S - 

_ F.D.  ... 

.124  W.  21st  st.,  Man. 

L.  D.  60240. 

789-24-S - 

....B.B.M.  . 

.189-95  Hudson  st.,  Man. 

N.  B.  211-1924. 

788-24- A - 

. F.D.  ... 

.526-28  Fulton  st.,  Bklyn. 

F-52805. 

787-24-BZ . . 

. B.B.B.  . 

..345-57  Ocean  ave.,  Bklyn. 

Applic.  11234-1924. 

786-24- A.... 

_ F.D.  ... 

.N.  S.  152nd  st.,  120  ft.  E.  of 
Melrose  ave.,  Bx. 

N.  B.  728-1924. 

785-24-A . . . 

. F.D.  ... 

.6118  Rockaway  Bch.  blvd.,  Q. 

N.  B.  582-1923. 

784-24-BZ. . . 

....B.B.M.  . 

.531-35  5th  ave.,  Man. 

N.  B.  334-1924. 

783-24-BZ. . . 

....B.B.B.  ., 

..1569-1583  Prospect  pi.,  Bklyn. 

Applic.  10320-1924. 

782-24-BZ . . 

. B.B.B.  . 

..754-756  5th  ave.,  Man. 

N.  B.  10034-1924. 

781-24-A - 

. F.D.  ... 

.714-716  Atlantic  ave.,  Bklyn. 

F-54544. 

780-24-S . . . . 

. F.D.  ... 

.250-252  Bowery,  Man. 

L.  D.  22941. 

779-24-BZ. . . 

_ B.B.Bx. 

.E.  S.  Jerome  ave.,  75.71  ft.  N. 
of  Burnside  ave.,  Bx. 

N.  B.  1579-1924. 

778-24-BZ. . . 

- B.B.Q.  . 

..N.  E.  cor.  35th  ave.  &  Farring¬ 
ton  st.,  Flushing.  Q. 

N.  B.  11043-1924. 

777-24- A. . . 

. F.D.  ... 

.282  Beaumont-  st.,  Man.  Beach, 
Bklyn.  Alt.  1772-1923. 

776-24-BZ. . . 

..’..B.B.B.  . 

..807-817  Caton  ave.,  Bklyn. 

Applic.  11415-1924. 

775-24- A... 

. F.D.  ... 

.517-519  Academy  st.,  L.  I.  City, 
Q.  L.  C.  87239. 

774-24-A . . . 

. F.D.  ... 

.63  Orchard  st.,  Man. 

F-59256. 

773-24-A.  .  . 

. F.D.  ... 

.58-62  3rd  ave.,  Bklyn. 

L.  C.  88849. 

772-24- A. . . 

. F.D.  ... 

.  N.  W.  cor.  Asean  ave.  &  Rus¬ 
sell  pi.,  Forest  Hills,  Q. 

L.  C.  88592. 

771-24-A. . . 

. F.D . 625  W.  55th  st.,  Man. 

N.  B.  741-1924. 

Restored  to  Calendar. 

565-23-BZ.  . 

. B.B.B.  . 

..488-494  E.  N.  Y.  ave.,  Bklyn. 

N.  B.  4996-1923. 


F  D.  . 
H.D. 

B.B.B.  . 
B.B.Bx. 
B.B.M, 
R.B.Q 
B  B  R. 
T.H.  '. 


CODE. 

. Fire  Department 

. Health  Department 

. . . .  Bureau  of  Buildings,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

- Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 
. Tenement  House  Department 


Tuesday,  June  17,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

350-24-BZ. 

APPLICANT — Eugene  Cummings,  for  Wallaston  Realty 
Company,  owner. 

PREMISES — 1064  Ocean  parkway,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  confectionery  and  soda  water  business. 

498-24-BZ. 

APPLICANT — .Philip  J.  Sinnott,  for  Samuel  Ageloff, 
owner. 

PREMISES — '590-602  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

523-24-BZ. 

APPLICANT — Emery  Roth,  for  Church  of  The  Holy  In¬ 
nocents,  owner. 

PREMISES— 135-139  West  36th  street  and  122-126  West 
37th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  a  street  wall,  without  a  setback,  to  ex¬ 
ceed  the  height  limit  required  by  the  zone  resolution. 

540- 24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

PREMISES — 243-249  Hopkins  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 

than  five  (5)  motor  vehicles. 

541- 24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Abraham  L.  Jaffe, 
owner. 

PREMISES' — 33-41  Park  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 

than  five  (5)  motor  vehicles. 

558-24-BZ. 

APPLICANT — A.  I.  Nova,  for  Frederick  W.  Shauf, 

owner. 

PREMISES — 21-23  Lenox  road,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  in  height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

592-24-BZ.  ; 

APPLICANT — Edward  P.  Doyle,  for  St.  John’s  Estates, 
Inc.,  owner. 

PREMISES — 240-250  Empire  boulevard,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

607-24-BZ. 

APPLICANT — John  De  Hart,  for  Anna  Krudener,  owner. 

PREMISE’S — 2377  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

613-24-BZ. 

APPLICANT — William  Wiegand,  for  Schnaier  Realty  Cor¬ 
poration,  owner. 
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PREMISES— 207-211  West  76th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1267-23-BZ. 

APPLICANT — Emma  Gerung,  owner. 

PREMISES— 279  East  203rd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  ot 
a  garage  for  the  storage  of  four  (4)  pleasure  mo¬ 
tor  vehicles,  four  (4)  spaces  rented  to  persons  not 
residing  on  the  premises. 


BOARD  OF  APPEALS. 

Tuesday,  June  17,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

430-24-A — 322  East  24th  street,  Manhattan. 

502-24-A — 163  Crosby  street,  Manhattan. 

505- 24-A — 73-81  Dobbin  street,  Brooklyn. 

506- 24-A — 464  58th  street,  Brooklyn. 

508-24-A — 25-31  South  William  street,  Manhattan. 
511-24-A — 17-25  North  Moore  street,  Manhattan. 

518-24-A— 2912-2914  Park  avenue,  The  Bronx. 

526-24-A — 615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

39-24-A— 47-67  Williams  place,  Brooklyn. 

72-24-A — 123-127  Atkins  avenue,  Brooklyn. 

172-24-A — 554  Flushing  avenue,  Brooklyn. 

215- 24-A — East  side  of  Eleventh  avenue,  from  21st  street 

to  22nd  street,  Whitestone,  Queens. 

216- 24-A — 800  Flatbush  avenue,  Brooklyn. 

357-24-A— 79-81  Rutgers  slip,  Manhattan. 

i 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
>f  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  June  17,  1924,  at  10 
■’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters: 

al.  no.  201-24-BZ — Application,  February  8,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Patrick 
A.  Gaynor,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1392-1400  Stebbins  avenue, 
The  Bronx. 

u..  no.  428-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  C.  E.  Hicks, 
applicant,  New  York  Dock  Co.,  owner, 
Rexon  Realty  Corporation,  lessee,  to 
permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles :  premises  264-284  Furman 
street,  Brooklyn. 

L'  N0-  444-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 


age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

CAL.  NO.  494-24- BZ— Application,  April  8,  1924,  under  the 
budding  zone  resolution,  of  Aloys 
Nicolher,  applicant,  on  behalf  of  Louis 
A.  and  Alvina  Nicollier,  owners,  to 
permit  in  a  residence  district  extend¬ 
ing  from  a  business  district  the  main¬ 
tenance  of  a  building  used  in  part  for 
business  purposes;  premises  106  West 
81st  street,  Manhattan. 

cal.  no.  296-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Reo 
Jamaica  Sales  Co.,  Inc.,  applicant  and 
lessee,  Villanova  Realty  Co.,  Inc.,  own¬ 
er,,  to  permit  in  a  business  district  the 
maintenance  of  a  motor  vehicle  repair 
shop,  also  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  37  Bergen  avenue,  Jamaica' 
Queens. 

cal.  no.  406-24-tBZ  Application,  March  19,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 

cal.  no.  117-24-BZ— Application,  January  25.  1924,  under 
the  building  zone  resolution,  of  Abra¬ 
ham  Farber,  architect,  on  behalf  of 
Powell  ^  Realty  Company,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  261-267  Penn¬ 
sylvania  avenue,  Brooklyn. 

cat.,  no.  442-24-BZ — Application,  March  27.  1924.  under 
the  building  zone  resolution,  of  Tames 
Kearney,  applicant,  on  behalf  of  R.  T. 

J.  Co.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles:  premises  104- 
106  Sherman  avenue,  Manhattan. 

cal.  no.  533-24-BZ— Appjication,  April  14,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  “E” 
area  district  the  alteration  and  exten¬ 
sion  of  a  central  telephone  exchange 
building,  also  to  exceed  the  limiting 
percentage  of  lot  occupied  as  required 
by  Art.  4.  Section  15,  of  the  zone  reso¬ 
lution;  premises  1421-1437  Ocean  ave¬ 
nue  and  1060-1068  Kenmore  place, 
Brooklyn. 

cal.  no.  562-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  R.  Thomas 
Short,  architect,  on  behalf  of  Airs. 
Pauline  A.  Reynolds,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2470-2480  Bed¬ 
ford  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 


SPECIAL  MEETING. 

Tuesday,  June  17,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

227- 24-A — 2556  Fulton  street,  Brooklyn. 

228- 24- A — 1164  Broadway,  Brooklyn. 

419-24-A — 1020  Lexington  avenue,  Manhattan. 

453-24- A — 3486  Bedford  avenue,  Brooklyn. 

458-24-A — Northwest  corner  of  2nd  street  and  Polk 
street,  Woodside,  Queens. 

535-24-A— 539-557  East  118th  street,  Manhattan. 

543-24-A — West  side  of  Anable  avenue,  40  ft.  south  of 
Meadow  street  (Skillman  street),  Long 
Island  City,  Queens. 

546-24-A— 416-418  West  26th  street,  Manhattan. 

548- 24-A — 415-423  East  53rd  street  and  410-416  East  54th 

street,  Manhattan. 

549- 24-A— South  side  of  East  47th  street,  200  ft.  east 

of  First  avenue,  Manhattan. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

223-24-A— 29  West  25th  street,  Manhattan. 

1ft- 24- A — 1342  Park  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

382-24-A — 130-134  Washington  place,  Manhattan. 
1490-23-iA — 406  Second  avenue,  Manhattan. 

322- 24- A — 1600  Broadway,  Manhattan. 

323- 24-A — 1600  Broadway,  Manhattan. 

372- 24-A — 1600  Broadway,  Manhattan. 

373- 24- A — 1600  Broadway,  Manhattan. 

397-24-A — 1600  Broadway,  Manhattan. 

424-24-A — 1600  Broadway,  Manhattan. 

435- 24-A— 1600  Broadway,  Manhattan. 

436- 24-A — 1600  Broadway,  Manhattan. 

439-24-A — 1600  Broadway,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 


Under  the  Building  Zone  Resolution. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon.  June  17,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 


= 


CAL.  NO.  176-24-BZ — Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
Giqseppa  Daniele,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  used  in 
part  for  business  purposes ;  premises 
237  East  203rd  street,  The  Bronx. 


cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  304-310  East 
95th  street,  Manhattan. 


cal.  no.  865-23-jBZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co.,  Inc., 
owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 


cal.  no.  S64-23-BZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 


cal.  no.  291-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Henry 
J.  Nurick,  architect,  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  925-931  Franklin  avenue, 
Brooklyn. 

William  E.  Walsh.  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  24,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


361-24-BZ. 

APPLICANT — Morgan  M.  O’Brien,  for  Henry  Grupe, 
owner. 

PREMISES — 471-473  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


416-24-BZ. 

APPLICANT — McLain  Realty  Co.,  owner. 

PREMISES — West  side  Linden  avenue,  147  ft.  north  of 
Broadway  (Northern  boulevard),  Flushing,  Queens. 

TO  PERMIT  in  a  “C”  area  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  Section  16  of 
the  zone  resolution. 


cal.  no.  123-24-BZ — Application,  January  26,  1924,  under 
the  building  zone  resolution,  of  Joseph 
Di  Benedetto  and  Nicholas  Di  Bene¬ 
detto,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  motor  vehicle  repair  shop ;  premises 
29-31  13th  street,  College  Point, 
Queens. 


445-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  Ageloff, 
owner. 

PREMISES — 769-781  Chauneey  street,  Brooklyn. 

TO  PERMIT  in  a  portion  of  a  street  between  two  inter¬ 
secting  streets,  in  which  portion  there  exists  an 
entrance  and  exit  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 


CALENDAR 


559-24-BZ. 

APPLICANT— William  R  Doyle,  for  Achilles  Realty 
Carp.,  owner. 

PREMISES — 237-243  East  55th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


570-24-BZ. 

APPLICANT — Arthur  B.  Rampe,  owner. 

PREMISES— South  side  233rd  street,  30  ft.  east  of  Car¬ 
penter  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

606-24-BZ. 

APPLICANT — William  F.  Doyle,  for  1111  Park  Avenue, 
Inc.,  owner. 

PREMISES — 1109-1115  Park  avenue  and  102-110  East 
90th  street,  Manhattan. 

TO  PERMIT  in  a  residence  ll/2  times  height  district  the 
erection  of  the  street  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  required 
by  the  zone  resolution. 

616-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Sollis  Cohen,  owner. 

PREMISES — 230-42  68th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

621-24-BZ. 

APPLICANT — Sloan  and  Robertson,  for  Dexter  Holding 
Corp.,  owner. 

PREMISES — 234-240  East  54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

696-24-BZ. 

APPLICANT — Samuel  Gardstein,  for  Saul  Rendelstein, 
owner. 

PREMISES — 123-139  Louisa  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

565-23-BZ. 

APPLICANT — Jenks  &  Rogers,  for  John  Tedesco,  owner. 

PREMISES — 488-494  East  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 


BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

551- 24-A — 24  Eighth  avenue,  Brooklyn. 

552- 24-A — 11611  Eighty-ninth  avenue,  Woodhaven,  Queens. 
557-24-A — 311  100th  street,  Brooklyn. 

566-24-A — 259-273  Greene  street,  Brooklyn. 


575-24-A — 440  Sixth  avenue,  L.  I.  City,  Queens. 

577-24- A — 2226-2234  Third  avenue,  Manhattan. 

66-24-A — 270-282  Powell  street,  Brooklyn. 

214-24-A— Southeast  corner  of  Luydig  place  (97th  place) 
and  Hunt  street  (42nd  avenue),  Corona, 
Queens. 

288- 24-A — 873-883  Lexington  avenue,  Brooklyn. 

289- 24- A — 2384-2396  Fulton  street,  Brooklyn. 

485- 24-A— 1850-54  Grand  Concourse,  The  Bronx. 

486- 24-A — 12  East  18th  street,  Manhattan. 

369-24-A  133-135  West  25th  street,  Manhattan. 

219-24-A— 523-537  Lexington  avenue,  Manhattan. 

321-24- A — 5214-5224  Fifth  avenue,  Brooklyn. 

159-24-A — 132-140  West  125th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ol  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  June  24,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters :  6 

cal.  no.  1212-22-BZ— Application,  April  29,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of 
Willis  F.  Harding,  owner,  for  a  re¬ 
hearing  of  an  application,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  South,  The  Bronx. 
cal.  no.  324-24-BZ— 'Application,  February  29,  1924,  under 
the  building  zone  resolution,  of  James 
E.  Gonnaughiton,  applicant,  on  behalf 
of  Walter  Glowacki,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  an  existing  building 
to  be  used  for  business  purposes ;  prem¬ 
ises  26  Stratton  avenue,  Bavside 
Queens. 

CAL.  NO.  88-24-BZ— Application,  January  21,  1924,.  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  40-48  Hull  street,  Brooklyn. 
cal.  no.  255-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  C.  Winters,  applicant,  on  behalf 
of  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 
cal.  no.  334-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 
cal.  no.  515-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Samuel 
Himmelstein,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex- 
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tension  of  a  garage  for  the  storage  of 
more  than  tive  (.5)  motor  vehicles; 
premises  833-829  Llasson  avenue,  Brook¬ 
lyn. 

cal.  no.  425-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Shemart,  arcliitect,  on  beiiali  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  in  a  business  district 
within  200  teet  of  an  exit  and  entrance 
to  a  public  school,  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5J  motor  ve¬ 
hicles  ;  premises  42-48  Hamilton  street, 
Manhattan. 

cal.  no,  398-24-BZ — Application,  March  17,  1924,  under  the 
building  zone  resolution,  ot  Abraham 
Farber,  arcliitect,  on  behalf  of  Habas- 
sah  Home  Builders  Corp.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes ;  prem¬ 
ises  7905-11  Seventh  avenue,  Brooklyn. 

cal.  no.  483-24-BZi — Application,  April  4,  1924,  under  the 
building  zone  resolution,  of  William 
R.  Rust,  applicant,  on  behalf  ot 
Gustave  Huttenlocher,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  lor  the  storage  of 
four  (.4 ;  pleasure  motor  vehicles,  two 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  157  Richmond 
street,  Br  ooklyn. 

cal.  no.  522-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  ot  Char  lea 
1>.  Lords,  applicant,  on  behalf  ot  Max 
Nirenberg,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  trom  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  ot  a  garage  tor  the  storage 
of  more  than  hve  t.5 )  motor  vehicles, 
premises  55-75  Last  28th  street, 
southeast  corner  of  Albermarle  road, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  24,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

421-24-S — 51  West  19th  street,  Manhattan. 
465-24-S— 107  West  48th  street,  Manhattan. 

500-24-S — 2(5-28  West  35th  street,  Manhattan. 
504-24-S — 14-16  West  End  avenue,  Manhattan. 

528- 24- S — 507-525  West  22nd  street,  Manhattan. 

529- 24-S — 28  West  22nd  street,  Manhattan. 

530- 24-S— 311  Fulton  street,  Brooklyn. 

583-24- S — 22  West  46th  street,  Manhattan. 

587-24-S — 7  Dutch  street,  Manhattan. 

596-24-S — 138  Livingston  street,  Brooklyn. 

600-24-S— 261-267  West  35th  street,  Manhattan. 
581-24-S — 133  Second  avenue,  Manhattan. 

196-24-S — 21-23  Maiden  lane,  Manhattan. 

594-24-S — 692-694  Broadway,  Manhattan. 

624-24-S — 337  West  38th  street,  Manhattan. 


631-24-S — 210  West  29th  street,  Manhattan. 

1481-23-S — 23  West  20th  street,  Manhattan. 

681-24-S — 35  West  21st  street,  Manhattan. 

468-24-S — 426  East  17th  street,  Manhattan. 

973-23-S — 415  West  50th  street,  Manhattan. 

252-24-S — 452-456  10th  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 
503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 
684-24-SA— Donovan  Water  Closet  Flange,  approval  o 


BOARD  CF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

404-24-A — 205-207  South  Oxford  street,  Brooklyu. 
512-24-A — 525-531  Surf  avenue,  Brooklyn. 

1465-23-A — 401-405  East  91st  street,  Manhattan. 

33 1-24- A — 508-534  West  212th  street,  Manhattan. 

593-24- A — 288-290  Broadway,  West  New  Brighton,  ! 

I.,  Riclimond. 

i 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea 
of  a  public  hearing  under  the  provisions  of  the  buildir 
zone  resolution,  Friday  morning,  June  27,  1924,  at  J 
o’clock,  in  Room  919,  Municipal  Building,  on  the  followin 
matters : 

cal.  no.  477-24-BZ — Application,  April  3,  1924,  under  tl 
building  zone  resolution,  of  John 
Dumiigan,  applicant,  on  behalf  of  1 
Paul  A  Vaccarelli,  owner,  to  permit . 
a  business  district  extending  from  « 
.  unrestricted  district  the  erection  ar 

maintenance  of  a  garage  for  the  sto 
age  of  more  than  five  (5)  motor  vi 
hides;  premises  2116  Quarry  road,  Tl 
Bronx. 

cal.  no.  367-24-BZ — Application,  March  10,  1924,  und; 

the  building  zone  resolution,  of  Wi 
liam  F.  Doyle,  applicant,  on  behalf  < 
A.  Provenzano,  owner,  to  permit  in 
portion  of  a  street  between  two  inte 
secting  streets,  in  which  portion  the: 
exists  an  exit  and  entrance  to  a  publ 
school,  tlie  extension  and  change  < 
occupancy  from  a  garage  for  five  (1 
cars  to  a  garage  for  the  storage  < 
more  than  five  (5)  motor  vehicle 
premises  225  Mott  street,  Manhattan. 
cal.  no.  519-24-BZ — Application,  April  11,  1924,  under  tl 
building  zone  resolution,  of  John  1 
Hart,  applicant,  on  behalf  of  Jol 
levers  and  Robert  levers,  owners, 
permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  buildii 
to  be  occupied  for  business  purpose 
premises  2459-2467  University  avenr 
The  Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  t 
building  zone  resolution  of  John  1 
Hart,  applicant,  on  behalf  of  Estate 
Katherine  Jackson,  owner,  and  Bre 
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lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;'  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

Cal.  no.  378-24- BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  2S2-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal  no.  399-24-BZ — Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

cal.  no.  454-24-BZ— Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

cal  no.  395-24-BZ — Application,  March  17,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Chris¬ 
tian  Schuck,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles; 
premises  2251  Jerome  avenue,  The 
Bronx. 

cal.  no.  1242-23-BZ — Application,  October  31,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf 
of  Simon  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  242-270  East  98th 
street,  southwest  corner  of  Clarkson 
avenue,  Brooklyn. 

:al.  no.  603-24-BZ— Application,  April  30,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Jesse 
Thorn,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 


than  five  (5)  motor  vehicles;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  North,  The  Bronx. 

CAL.  NO.  i 80-24 - B Z  Application,  April  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
I  riangle,  Realty  Co.,  owner,  to  permit 
in  a  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft 
north  of  200th  street,  The  Bronx. 

cal.  no.  539-24-BZ— Application,  April  15,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect ;  L.  Sherman  &  Son, 
Inc.,  lessee;  John  F.  and  Annie  Stork, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  from  a  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  310-312  East  llth 
street,  Manhattan. 

cal.  no.  1456-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  architect,  on  behalf  of 
Isaac  Lehman,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles;  premises  189 
Sumpter  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  Jane  27,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

441-24-A — 411  Hart  street,  Brooklyn. 

520-24-A — 787-807  Tenth  avenue,  Manhattan. 

579-24-A — 38  East  53rd  street,  Manhattan. 

622-24-A— 310-28  West  38th  street  and  327-329  West  37th 
street,  Manhattan. 

672-24- A — 24  West  170th  street,  The  Bronx. 

679-24-A — 80-92  3rd  street,  Brooklyn. 

682-24-A — 541-545  West  21st  street,  Manhattan. 

3-24-A — 2242  Second  avenue,  Manhattan. 

455-24-A — 120  Broadway,  Manhattan. 

474-24-A — 254  South  street,  Manhattan. 

U33-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A— 60-62  West  116th  street,  Manhattan. 

•87-23- A — 2715  Webster  avenue,  The  Bronx. 

217-24-A — 77-79  East  130th  street  and  74-78  East  131tt 
street,  Manhattan. 

698-24-A — 576-602  Johnson  avenue,  Brooklyn. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  June  27,  1924,  at  2  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  157-24-BZ — Application,  January  31,  1924,  under 
the  building  zone  resolution,  of  Frank 
P.  Keniston,  applicant,  on  behalf  of 
Vrank  Gutherman,  owner,  to  permit  in 
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a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  103  Newell 
street,  Brooklyn. 

cal.  no.  333-24-BZ— Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  U.  S.  U. 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  west  side  Second  avenue,  70 
ft.  north  of  Grand  avenue,  L.  I.  City, 
Queens. 

CAL.  no.  611-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
Ehret,  owner,  to  permit  in  a  business 
district  the  alteration,  extension  and 
conversion  of  a  storage  warehouse  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  462 
West  167th  street,  Manhattan. 

cal.  no.  420-24-BZ — Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Charles 
Simmoneli,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Morgan  avenue,  south¬ 
east  corner  of  Meeker  avenue,  Brook¬ 
lyn. 

cal.  no.  431  -24-BZ— Application,  March  24,  1924  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Elmer 
E.  Smafhers,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4353-4363  Broadway,  northwest 
corner  of  West  186th  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  July  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

487-24-A — 2849-55  Fulton  street,  Brooklyn. 

507-24-A — '139-147  Emerson  place,  Brooklyn. 

544-24- A — ‘139-141  West  19th  street,  Manhattan. 

547-24-A _ 129-135  Degraw  street  and  50-60  Tiffany  place, 

Brooklyn. 

582-24-A— 1226  Flushing  avenue,  Brooklyn. 

584- 24-A— 1914-1920  Pitkin  avenue,  Brooklyn. 

585- 24-A— 538-554  Junius  street,  Brooklyn. 

599-24- A — 11904  Hillside  avenue,  Richmond  Hill, 

516-24-A — 144  West  26th  street,  Manhattan. 

605-24-A — 3  Wooster  street,  Manhattan. 

614- 24-A— 212  25th  street,  Brooklyn. 

615- 24-A — 32  Bond  street,  Manhattan. 

626-24-A— 213-217  West  125th  street,  Manhattan. 

528-24-A — 34J4  East  12th  street,  Manhattan. 


Queens. 


168-23- A — West  side  of  West  157th  street,  175 
rvf  Rifrhth  avenue.  Manhattan. 


f  t.  east 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  1,  1924,  at  1C 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  617-24-BZ — Application,  May  2,  1924,  under  tht 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Waltei 
Pfandler,  owner,  to  permit  in  a  busi 
ness  district  extending  from  an  unre 
stricted  district  the  alteration,  exten 
sion  and  conversion  of  occupancy  fron 
a  bakery,  stable  and  garage  to  a  ga 
rage  for  the  storage  of  more  than  tiv< 
(5)  motor  vehicles;  premises  41-5 
Third  avenue,  Brooklyn. 

cal.  no.  496-24-BZ — Application,  April  8,  1924,  under  th< 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  L 
Hurd  Sanford,  owner,  to  permit  in  ; 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  east  side  Jerome  avenue,  18* 
ft.  north  of  East  198th  street,  Tlv 
Bronx. 

CAL.  no.  244-24- BZ — Application,  February  15,  1924,  unde 
the  building  zone  resolution,  of  S.  Mill 
man  &  Son,  architects,  on  behalf  o 
Morris  Angert  and  Ernest  Edinger 
owners,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  ga 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  1761 
1765  Bushwick  avenue,  Brooklyn. 

cal.  no.  497-24-BZ — Application,  April  8,  1924,  under  th 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  o 
Ryer  Building  Corporation,  owner,  t 
permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  me 
tor  vehicles ;  premises  912  Second  av*. 
nue,  Long  Island  City,  Queens. 

cal.  NO.  452-24-BZ — Application,  March  28,  1924,  unde 
the  building  zone  resolution,  of  An 
drew  Biagini,  applicant,  on  behalf  o 
B.  Salazzo,  owner,  to  permit  in  a  res: 
dence  district  the  maintenance  of  a  ga 
rage  for  the  storage  of  four  (4)  pleas 
ure  motor  vehicles,  three  (3)  space: 
rented  to  persons  not  residing  on  th 
premises;  premises  58-60  Norwood  avi 
nue,  Brooklyn. 

cal.  no.  475-24-BZ— Application,  April  3,  1924,  under  th 
building  zone  resolution,  of  Louis  i5 
Sheinart,  architect,  on  behalf  o 
Charles  W.  Edwards,  owner,  to  pei 
mit  partly  in  a  residence  district  an 
partly  in  a  business  district  the  ere< 
tion  and  maintenance  of  a  garage  fc 
the  storage  of  more  than  five  (5)  me 
tor  vehicles ;  premises  northeast  corn*, 
of  Jerome  avenue  and  Morris  avenu 
The  Bronx. 

cal.  no.  136-24-BZ— Application,  January  29,  1924  und' 
the  building  zone  resolution,  of  J°r 
J.  Dunnigan,  applicant,  on  behalf  1 
Max  Katz,  owner,  to  permit  in  a  bus 
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ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  ‘motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

CAL.  NO.  571-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Franklin 
M.  Small,  architect;  Adolph  Lewisohn 
&  Sons,  Inc.,  owner ;  Fleischers  Res¬ 
taurant,  Inc.,  lessee,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  G02-604  West  15 8th  street,  3791- 
3799  Broadway  and  7  Audubon  place, 
Manhattan. 

cal.  no.  405-24-BZ — Application,  March  19,  1924,  under  the 
building  zone  resolution,  of  James  Whit- 
ford,  architect,  on  behalf  of  Wester- 
•  leigh  Building  Loan  and  Savings  As¬ 
sociation,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
business  purposes ;  premises  west  side 
of  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue.  West  New  Brighton, 
S.  I.,  Richmond. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 

•  premises  northeast  corner  of  Brook 

avenue  and  East  158th  street,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

469-24-S — 150-152  Maiden  lane,  Manhattan. 

521-24^S — 71-77  Park  place,  Manhattan. 

609-24-S — Southeast  corner  Skillman  avenue  and  Honeywell 
street,  L.  I.  City,  Queens. 

633-24-S — 123  East  18th  street,  Manhattan. 

638-24-S — 247-255  West  38th  street,  Manhattan. 

699-24-S — 3  Park  place,  Manhattan. 

707-24-S — 10-42  West  37th  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  July  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

470-24-A — 52-62  Ellery  street,  Brooklyn. 

553-24 -A — 7-9  Second  avenue,  19-21  East  1st  street  and 
291-293  Bowery,  Manhattan. 

576-24-A — 318-320  West  46th  street,  Manhattan. 

608-24-A — Southeast  corner  of  Skillman  avenue  and  Honey¬ 
well  street,  L.  I.  City,  Queens. 


A 


6 10-24- A  <355  East  16th  street,  Brooklyn. 

689-24-A—  Northwest  corner  of  Wyckoff  avenue  and  Cor¬ 
nelia  street,  Queens. 

693- 24- A— Northwest  corner  Broadway  and  32nd  street 

Flushing,  Queens. 

694- 24- A— South  side  of  178th  street,  from  Webster  ave¬ 

nue  to  Valentine  avenue,  The  Bronx. 
651-24-A— 35-50  26th  street,  Flushing,  Queens. 

704-24-A— 314  East  35th  street,  Manhattan. 

Under  the  Budding  Zone  Resolution, 


o  m  ,  'Ll  VEN  by  the  board  of  appeals 

ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  8,  1924,  at  10  o’clock 

ters^°°m  919’  ^lun'clpal  Building,  on  the  following  mat- 


cal.  no.  58-24-BZ— Application,  January  15,  1924,  under  the 
building  zone  resolution,  of  Agnes 
Brose,  applicant  and  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
20th  street  and  Jackson  avenue,  Elm¬ 
hurst,  Queens. 

cal.  no.  517-24-BZ— Application,  April  n,  1924,  under  the 
building  zone  resolution,  of  William 
Katz,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
»  pleasure  motor  vehicles,  two  spaces 

rented  to  persons  not  residing  on  the 
premises;  premises  1709  Centre  street, 
Ridgewood,  Queens. 

cal.  no.  591-24-BZ— -Application,  April  25,  1924,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Samuel 
Marer,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2616 
University  avenue,  The  Bronx. 

cal.  no.  488-24-BZ — Application,  April  5,  1924,  under  the 
building  zone  resolution,  of  William 
John  Cherry,  applicant ;  Library  Realty 
Corp.,  owner ;  Library  Bureau,  lessee, 
to  permit  in  a  portion  of  a  street,  in 
which  portion  there  exists  an  exit  and 
entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  290-300  Gold  street, 
Brooklyn. 

cal.  no.  612^24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Shary,  architect,  on  behalf  of  Martin 
C.  Dyer,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre- 
...  stricted  district  the  erection  and  main¬ 

tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  469  East  187th  street,  The 
Bronx. 

cal.  no.  646-24-BZ — Application,  May  9,  1924,  under  the 
building  zone  resolutoin,  of  Louis  A. 

j>  ».  Sheinart,  architect,  on  behalf  of  Dor- 

f  mond  Realty  Co.,  Inc.,  owner,  to  per¬ 

mit  in  a  business  “B”  area  district  the 
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erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  177-183  East  123rd 
street,  Manhattan. 

cal.  no.  496-23-BZ — Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  John  J. 

Dunnigan,  applicant,  on  behalf  of  Men- 
kors  Realty  Co.,  Inc.,  owner,  previ- 

ously  withdrawn,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  exten¬ 
sion  in  height  of  an  additional  story,  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  south  side  Roosevelt  avenue, 
from  21st  street  to  22nd  street,  Elm¬ 
hurst,  Queens. 

William  E.  Walsh,  Chairman. 

MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  10,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Con¬ 
nell.  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  June  3,  1924,  were  approved 
as  printed  in  the  Bulletin,  No.  24,  Vol.  IX. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
861-21-A. 

APPELLANT— Regum  Amusement  Company,  lessee. 
SUB  I ECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD1 — Laid  over  to  June  127,  1924,  at 
2  p.  m.,  on  request  of  appellant,  subject  to  adoption 
of  amendment  to  the  ordinance  of  the  board  of 
aldermen. 


926-23-A. 

APPELLANT— Brandon  Amusement  Company,  lessee. 

SUB  J ECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED1 — 1495  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

•  For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
2  p.  m.,  on  request  of  appellant,  subject  to  adoption 
of  amendment  to  the  ordinance  of  the  board  of 
aldermen. 


867 -23- A. 

APPELLANT— Gee  Kay  Amusement  Corp. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
2  p.  m.,  on  request  of  appellant,  subject  to  adoption 
of  amendment  to  the  ordinance  of  the  board  of 
aldermen. 


APPELLANT — Harrison  G.  Wiseman,  for  Areola  Realty 

Co.,  owner.  .  . 

SUB  1  ECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
2  p.  m.,  at  request  of  appellant. 


3-24-A. 

APPELLANT — Harry  Lifschitz,  lessee. 


SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 2242  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Harry  Lifschitz. 

ACTION  OF  BOARD1 — Laid  over  to  June  27,  1924,  at 
2  p.  m.,  for  final  disposition,  at  request  of  ap¬ 
pellant. 


474-24-A. 

APPELLANT — H.  Greenberg,  for  H.  Greenberg  &  Sons, 
lessees. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 254  South  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
2  p.  m. 


455-24- A. 

APPELLANT — Equitable  Office  Building  Corp.,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — 120  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  C.  T.  Coley,  H.  A.  Munna. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
2  p.  m.,  for  test  and  inspection  by  committee  of 
board. 


217-24-A. 

APPELLANT — Joseph  Morrison,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 75-79  East  130th  street,  74-78 
East  131st  street  and  1918-38  Park  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  S.  A.  Potter. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
2  p.  m.,  on  request  of  appellant. 


1073-23-A.  . 

APPELLANT— Frederick  G.  Frost,  for  Flower  Hospi¬ 
tal,  owner. 

SUBJECT— Application  for  reopening— appeal  from  de¬ 
cision  of  superintendent  of  buildings.  < 

PREMISES  AFFECTED— 423-425  East  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Wm.  R.  Dolman. 
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ACTION  OF  BOARD — 'Request  to  reopen  appeal  laid 
over  to  June  27,  1924,  at  2  p.  m„  as  applicant’s 
representative  could  not  wait  until  it  was  reached 
on  calendar  of  this  date. 


147-21-A. 

APPELLANT  James  J.  Walker,  for  Midwood  Theatre 
Inc.,  owner. 

SUBJECT— Request  to  reopen— appeal  from  order  of  fire 
commissioner. 

PREMISES  ATT EC TED — 1301-1311  Avenue  J,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  George  F.  Walker. 

ACTION  OF  BOARD — Request  to  reopen  appeal  laid  over 
to  June  27,  1924,  at  2  p.  m.,  at  request  of  appel¬ 
lant’s  representative. 


98-24- A. 

APPELLANT — Shults  Bread  Company,  owner. 
SUBJECT  Appeal  from  order  of  fire  commissioner. 
[REMISES  AhhBCTED — >170  Lynch  street,  Brooklyn. 
AP  P  EA  RANGES — N  one. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  .  6 

Negative  .  o 

Absent :  Fire  'Chief  Kenlon  .  1 


550-24-A. 

\PPELLANT — E.  T.  Trotter  &  Co.,  ovtmer. 

’UBJECT  Appeal  from  decision  of  fire  commissioner. 

REMISES  AFFECTED — 576-602  Johnson  avenue,  41-59 
Gardner  avenue  and  211-217  Ingraham  street, 

Brooklyn. 

VPPEARANCES— None. 

VCTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

'HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  .  6 

Negative . 0 

Absent:  Fire  'Chief  Kenlon  .  1 


18-24-A. 

Bishop,  McCormick  &  Bishop,  lessees. 
CBJECl^  Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 139-25  Hillside  avenue,  Jamaica, 
Queens. 

APPEARANCES— 

For  Appellant:  Frank  P.  Reilly,  Joseph  Kenny. 
For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

'HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative .  0 

Absent:  Mr.  Connell  .  1 

THE  RESOLUTION: 

.  (318-24-A) 

Whereas,  Bishop,  McCormick  &  Bishop,  lessees,  filed, 

»ruary  28,  1924,  an  appeal,  with  the  board  of  appeals, 

om  an  order  of  the  fire  commissioner,  affecting  premises 
^'25  Hillside  avenue,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  86142- 
^  dated  February  8,  1924,  reads: 

,  Discontinue  the  maintenance  of  a  motor  vehicle  re¬ 
pair  shop  on  these  premises.”; 


i9fiV4?EK building  is  ^reproof,  one  story  in  height 

and  for^the  d  L  ,m  area  ’  OCCUPIED  as  salesroom,  offices,’ 
and  for  the  dead  storage  and  minor  repairs  of  motor  ve- 

ahltSCS^a  we  d,nff.  °.utfit  for  bending  goosenecks  and 
a  horsepower  electric  hand  drill;  and 

Whereas,  appellant  contends  that  only  minor  repairs 

s^rr^  afe  madC  and  that  n°  heavy  ^chinery  is 
usea  on  the  premises. 

it  !hZ°JhCd’  that  ,tlle  ,°rderJ  °f  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it'  hereby  is 

9>au  cd  on  condition  that  any  repair  work  performed  on 

dental  +miSIS  Sha  a  be  rerStricted  to  minor  adjustments  inci¬ 
dental  to  the  conduct  of  an  automobile  showroom  or  sales 

agency  and  limited  to  manual  operation. 


374-24-A. 

A p p E LL A N T— Wm.  H.  Gompert,  for  Board  of  Educa- 

SURTFirT11’  AClty  ?fr  NeW  York>  owncr- 

SUBJECT— Appeal  from  order  of  superintendent  of  build- 

PREMIf  AFFECTED  3 7  West  111th  street,  Manhat- 
AppEA  RANGES — 

For  Administration:  Inspector  William  J.  Gardner 
it  nAer’  ~T  Devoe,  Joseph  M.  Brady. 

Tor  Appellant:  Wm.  H.  Gompert,  Charles  A.  Tilg- 
ot  bureau  of  buildings. 

0F  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland  and  Kerby 

Negative:  Fire  Chief  Kenlon  ..  .  , 

Absent:  Mr.  Connell  .  .  1 

THE  RESOLUTION: 

...  ,  (374-24-A) 

\\  hereas  Wm.  H.  Gompert,  for  'City  o,f  New  York 

oTan^l  4  ar  192£4«  an  apPea1’  with  the  board 

appals,  from  an  order  of  the  superintendent  of  build¬ 
ings,  affecting  premises  37  West  111th  street,  Manhattan- 
ana 

Whereas,  the  order  of  the  superintendent  of  buildings 
dated  ^November  16,  1922,  reads : 

Exit  in  the  north  court  at  the  southeast  corner  and 
in  the  south  court  at  the  northwest  comer  an  exterior 
stairs  extending  from  the  courtyard  to  and  including 
the  fifth  floor;  stairs  to  be  at  least  forty-four  inches 
(44  in.)  wide,  properly  screened  and  provided  with 
hand  rails ;  platforms  to  be  at  floor  level ;  all  windows 
on  the  course  of  said  stairs  to  be  made  self-closing, 
fireproof.  _  Cut  down  one  window  on  each  floor  at  pro¬ 
posed  stairs  and  change  to  a  door  forty-four  (44) 
inches  wide.”; 
and 

Whereas,  the  building  is  fireproof,  five  stories  in  height 
150^  ft.  by  201  ft.  in  area;  OCCUpIED  as  a  public  school, 
3,053  pupils,  this  occupancy  being  based  on  registration  at 
opening  of  school  session ;  means  of  egress  consisting  of 
four  interior  stairways,  two  extending  from  the  basement 
to  the  5th  story  and  two  extending  from  the  1st  story  to 
the  5th  story ;  and 

W hereas,  appellant  contends  that  the  proposed  fire  escape 
stairways  would  darken  six  classrooms  and  two  sides  of 
the  gymnasium  floor;  and  that  the  present  stairways  are 
so  located  that  no  class  has  to  pass  more  than  two  rooms 
to  reach  the  stairway. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  all  stairs  shall  be 
extended  to  serve  the  top  story,  and  granted  so  long  as  the 
present  exits  and  occupancy  otherwise  remains  unchanged. 
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375-24-A.  ,  , 

APPELLANT— Wm.  H.  Gompert,  far  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT— Appeal  from  order  of  superintendent  of  build¬ 
ings.  .  _  , 

PREMISES  AFFECTED— 317  West  52nd  street,  Manhat¬ 
tan. 

APPEARANCES—  ,  .  ,  ,  „... 

For  Appellant:  Wm.  H.  Gompert,  Charles  A.  1  llg- 
ner,  H.  M.  Devoe,  Joseph  M.  Brady. 

For  Administration:  Inspector  William  J.  Gardner 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Connell  .  1 

THE  RESOLUTION: 

(375-24-A) 

Whereas,  Wm.  H.  Gompert,  for  City  of  New  York 
owner,  filed.  March  11,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  superintendent  of  build¬ 
ings,  affecting  premises  317  West  52nd  street,  Manhat- 

U  Whereas,  the  order  o-f  the  superintendent  of  buildings, 

dated  November  25,  1922,  reads  : 

“You  are  hereby  directed  to  provide  two  additional 
exterior  stairs  on  the  front  of  the  building  extending 
from  the  ground  to  the  top  floor.  Stairs  to  be  44  in. 
wide,  platforms  at  least  6  ft.  wide,  properly  screened ; 
make  all  windows  on  the  course  of  proposed  exterior 
stairs  on  the  front  and  those  on  the  course  of  the 
present  exterior  stairs  at  the  rear  self-closing,  fireproot. 
Provide  at  least  one  fireproof  self-closing  door  leading 
to  all  of  these  stairs  at  least  3  ft.  wide  on  each  floor. 
Make  all  doors  leading  to  stair  enclosure  on  all  floors 
self-closing,  fireproof.  Enclose  all  stairs  on  the  1st 
story  leading  to  the  upper  part  of  the  building  in  fire¬ 
proof  material.” ; 

Whereas,  the  building  is  noil-fireproof,  four  stories  in 
height.  150  ft.  by  91  ft.  in  area;  OCCUPIED  as  a  public 
school,  1.245  pupils,  the  occupancy  being  based  on  the  regis¬ 
tration  at  opening  of  school  session ;  means  of  egress  con¬ 
sisting  of  six  interior  fireproof  stairways  and  two  exterior 
iron  stairs  at  the  rear  of  the  building;  and 

Whereas,  appellant  contends  that  the  proposed  outside 
stairs  on  the  front  of  the  building  would  destroy  the  light 
of  eight  classrooms,  and  that  they  would  project  beyond 
the  building  line,  and  that  for  the  upper  stories  of  the 
building  there  would  be  ten  stairways  for  fourteen  class¬ 
rooms,  and  the  additional  stairways  are  unnecessary 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  “hereby  is  gran  fed  so  long  as  the  present  occupancy  re¬ 
mains  unchanged  and  the  existing  exits  be  not  reduced. 


376-24-A.  ,  „  ,  f  i7  j 

APPELLANT— Wm.  H.  -Gompert,  for  Board  of  Educa¬ 
tion,  City  of  New  York,  owner. 

SUBJECT — Appeal  from  order  of  superintendent  of  build- 

PREMISES  AFFECTED— 419  East  66th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Wm.  H.  Gompert,  Charles  A.  i  dg- 
ner,  H.  M.  Devoe,  Joseph  M.  Brady. 

For  Administration:  Inspector  William  J.  Gardner 
of  bureau  of  buildings.  . 

ACT !  ON  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  . 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Connell  . 

THE  RESOLUTION: 

(376-24-A) 

Whereas,  Wm.  H.  Gompert,  for  City  of  New  Yoi 
owner,  filed,  March  11,  1924,  an  appeal,  with  the  boa 
of  appeals,  from  an  order  of  the  superintendent  of  buil 
ings,  affecting  premises  419  East  66th  street,  Manhatta 
and 

Whereas,  the  order  of  the  superintendent  of  building 
dated  March  29,  1923,  reads : 

“(4)  Provide  additional  means  of  egress  on  the  re 
of  the  building  in  the  form  of  an  exterior  iron  sta- 
way  on  the  east  and  west  ends  extending  from  ti 
story  to  the  yard.  East  stairway  to  be  44  in.  wi: 

with  four  landing  platforms  4  ft.  by  7  ft.  6  in.  i 

area,  enclosed  in  an  approved  screening,  6  ft.  hij. 

Fireproof  and  self-closing  doors  at  least  3  ft.  wi: 

shall  open  on  each  stairway  on  every  floor.  All  w- 
dows  on  the  course  of  the  exterior  stairways  to  : 
fireproof  and  self-closing.”; 

and  ,  j 

Whereas,  the  building  is  fireproof,  four  stories  and  ba- 
ment  an  height,  140  ft.  by  63  ft.  in  area;  OC  CUPID 
as  a  public  school,  with  1,440  pupils,  this  occupancy  bei> 
based  on  registration  at  opening  of  the  school  sessic ; 
the  means  of  egress  consisting  of  an  interior  stairway  t 
each  end  of  the  building,  extending  from  the  basemt 
to  the  4th  story;  a  standard  stairway  at  the  66th  strt 
front,  extending  from  the  basement  to  the  1st  story;  al 
Whereas,  appellant  contends  that  the  building  can  ; 
emptied  in  three  and  one-half  (3 1/2)  minutes  and  has  ■ 
peatedly  been  emptied  in  less  than  three  (3)  minutes,  tl 
the  proposed  fire  escape  would  completely  block  the  lit 
of  two  double  windows  in  each  of  the  eight  classroo; 
and  render  them  practically  useless  and  to  be  of  any  f 
for  general  exit  the  pupils  first  must  pass  a  perfectly  gd 
double  fireproof  stairs  in  each  case  and  then  cut  throi' 
a  classroom  to  these  proposed  outside  stairs. 

Resolved,  that  the  order  of  the  superintendent  of  br¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be 
it  hereby  is  granted  so  long  as  the  present  exits  be  not 
duced  and  occupancy  remains  unchanged. 


577-24- A.  f  _. 

APPELLANT— -William  H.  Gompert,  for  the  City 

New  York,  owner.  c  , 

SUBJECT — Appeal  from  order  of  superintendent  of  bu 
ings.  . .  , 

PREMISES  AFFECTED— 31  West  116th  street,  Maul 

tan.  . 

APPEARANCES—  ,  . 

For  Appellant:  Wm.  H.  Gompert,  Charles  A.  1 
ner,  H.  M.  Devoe,  Joseph  M.  Brady. 

For  Administration:  Inspector  William  J.  Gardi 
of  bureau  of  buildings. 

ACTION  0-F  BOARD-— Appeal  granted  on  condition 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE-  ,  w  _  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  . 

Negative :  Fire  Chief  Kenlon  . 

Absent:  Mr.  Connell  . 

THE  RESOLUTION: 

(377-24-A) 

Whereas,  Wm.  H.  Gompert,  for  City  of  New  *P 
owner,  filed,  March  11,  1924,  an  appeal,  with  the  jx 
of  appeals,  from  an  order  of  the  superintendent  of  du 
ings,  affecting  premises  31  West  116th  street,  Man  a 
and 
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Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  November  17,  1922,  reads: 

Erect  exterior  stairs  in  the  southeast  corner  of  the 
north  court  and  in  the  northwest  corner  of  the  soutih 
court.  Stairs  to  be  44  in.  wide,  properly  screened, 
and  hand  rails ;  platforms  to  be  at  floor  level.  All  win¬ 
dow's  on  doors  on  the  course  of  said  stairs  to  be  self¬ 
closing,  fireproof.  Cut  down  on  windows  on  each 
floor  at  each  proposed  stairs  and  change  to  a  door  44 
in.  wide.  These  stairs  to  extend  from  the  courtyard 
to  and  include  the  top  floor.”; 
ind 

Whereas,  the  building  is  fireproof,  five  stories  in  height, 
50  ft.  by  201  ft.  in  area;  OCCUPIED  as  a  public  school, 
v'ith  2,580  pupils,  this  occupancy  based  on  the  registration 
t  opening  of  the  school  session;  the  means  of  egress 
emsisting  of  seven  interior  stairways;  and 
Whereas,  appellant  contends  that  the  conditions  are 
imilar  in  Public  School  No.  170;  that  it  would  be  neces¬ 
sary  to  pass  through  classrooms  to  reach  these  stairs  and 
hat  tlie  provision  of  these  stairs  would  be  a  serious 
azard. 

Resolved,  that  the  order  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
hereby  is  granted  on  condition  that  all  existing  stairs 
lall  be  extended  to  embrace  the  top  story,  and  granted 
)  long  as  the  present  occupancy  remains  unchanged. 


31-24-A. 

PPELLANT — Minerva  Oil  Corp.,  owner. 

,UBJECT — Appeal  from  decision  of  fire  commissioner. 
REMISES  AFFECTED — 123  Marble  Hill  avenue,  Man¬ 
hattan. 

PPEARANICES — 

For  Appellant:  Irwin  Hymes. 

For  Administration:  ^Inspector  Lynch  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(381-24-A) 

Whereas,  Minerva  Oil  Corp.,  owner,  filed,  March  21, 
24,  an  appeal,  with  the  board  of  appeals,  from  a  decision 
the  fire  commissioner,  affecting  premises  123  Marble 
11  avenue,  Borough  of  Manhattan;  and 
\\  hereas,  the  decision  of  the  fire  commissioner,  dated 
bruary  18,  1924,  reads: 

12. — The  matter  of  application  of  The  Minerva 
Oil  Co.,  123-129  Marble  Hill  Avenue,  Manhattan,  for 
permission  to  store  5,000  gals,  of  lubricating  oil  in  a 
tank  car  at  above  premises,  in  an  unenclosed  lot  about 
100  ft.  by  100  ft.,  bounded  on  the  north  by  230th 
Street,  south  by  228th  Street,  east  by  Kingsbridge  Ave¬ 
nue  and  west  by  Spuyten  Duyvil  Road.  The  nearest 
buildings  consist  of  frame  dwellings  about  200  ft.  dis¬ 
tant.  The  tank  car  is  brought  to  a  siding  of  the  New 
York  Central  and  kept  there  until  all  of  the  lubri¬ 
cating  oil  is  drained  into  barrels  for  delivery.  As  it 
would  >be  necessary,  in  order  to  give  a  permit  in  this 
case,  to  waive  subdivision  5,  section  111,  chapter  10  of 
the  Code  of  Ordinances,  as  to  burial  of  oil  storage 
tanks,  the  Board  recommends  the  request  be  denied, 
without  prejudice,  and  the  applicant  notified  to  appeal 
to  the  Board  of  Appeals.” ; 

v  hereas,  the  premises  consist  of  a  plot  of  ground  upon 
ch  is  located  a  steel  warehouse  and  an  oil  tank  car 

a  railroad  spur ;  and 


aprle  ant  COntends  the  oil  is  not  inflammable; 

bv  ?rCd  m  ;!  SteeI  tank  car  and  taken  from  same 

b>  means  of  an  underground  pipe  line  and  the  tank  car 
is  remote  from  any  buildings. 

t^t  ttle,.decjsi°n  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 

of  I™  ar  af  U  f ffeCtS  the  discharge  or  unloading 

of  the  tank  car,  and  so  long  as  the  surrounding  conditions 
as  to  proximity  of  adjoining  structures,  etc.,  remain  un- 
changed,  and  on  further  condition  that  a  certified  operator 
siall  be  in  charge  during  the  discharge  of  the  tank  car. 


408-24-A.  * 

APPELLANT— George  Dress,  for  Peter  Doelger  Brew¬ 
ing  Co.,  owner. 

SUBJECT— Appeal  from  orders  of  fire  commissioner 

PREMISES  AFFECTED — 222  South  street  and  100-102 
Market  slip,  Manhattan. 

APPEARANCES— 

For  Appellant :  George  Dress. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative :  Mr.  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Beatty' 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  - 

Absent  .  q 

THE  RESOLUTION: 

(408-24-A) 

Whereas  George  Dress,  for  Peter  Doelger  Brewing 

Co.,  owner,  filed.  March  20.  1924,  an  appeal,  with  the  board 
o  appeals,  from  orders  o<f  the  fire  commissioner,  affect- 
ing  premises  222  South  street  and  100-2  Market  slip  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  54086-F,  dated  January  29,  1924 : 

“1.  Provide  telegraphic  communication  with  Depart¬ 
ment  Headquarters  as  provided  for  by  City  Ordinances, 
or  provide  a  telephone  of  the  non-coin  type  with  a 
card  of  instructions  at  or  near  same  showing  location 
of  nearest  fire  alarm  box,  engine  or  truck  company  and 
telephone  number  of  Fire  Department  Headquarters. 
Sec.  20,  Ch.  12,  Code  of  Ordinances.” 

“No.  54087-F,  dated  January  29,  1924 : 

“1.  Comply  with  one  of  the  following  alteratives  re¬ 
quired  by  section  21,  Ch.  12,  Code  of  Ordinances. 

“a — Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system 
of  time  detectors  to  properly  record  the  movements 
of  the  watchman,  or 

“b— Provide  an  approved  automatic  thermostatic  fire 
alarm  system  to  cover  all  portions  of  the  premises ;  this 
equipment  shall  be  local  in  character  and  shall  be  con¬ 
nected  to  the  interior  fire  alarm  system  installed  in 
the  lodging  house.” 

“No.  54088-F,  dated  January  30,  1924: 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  attached  approved  lay¬ 
out.  Sec.  21,  Ch.  12,  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  26  ft.  by  80  ft.  in  area.  OCCUPIED:  1st  story, 
stores,  furnished  rooms  above,  14  persons  per  story;  and 
Whereas,  appellant  contends  having  a  certificate  for  a 
furnished  room  house  (28  persons  above  the  1st  story)  and 
that  the  building  is  not  a  lodging  house. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 
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APPELLANT— Helmle  &  Corbett,  for  Westinghouse  Elec¬ 
tric  Mfg.  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 160-166  7th  street,  Brooklyn. 

APPEARANCES—  * 

For  Appellant:  Charles  Murphy. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . Q 

Absent  .  0 

THE  RESOLUTION: 

(427-24-A) 

Whereas,  Helmle  &  Corbett,  for  Westinghouse  Electric 
Mfg  Co.,  owner,  filed,  March  24,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner  affecting  premises  160-66  7th  street,  Brooklyn;  and 
Whereas,  the  decision  of  the  fire  commissioner,  dated 

Mar  oh  21,  1924,  reads:  .  . 

“Replying  to  your  communication  ot  the  10th  inst., 
requesting  this  Department  to  accept  a  sprinkler  installa¬ 
tion  in  lieu  of  a  standpipe  system,  as  required  by  order 
No.  47364-F,  you  are  advised  that  a  standpipe  system 
is  mandatory  requirement  of  Section  581,  Chapter  5, 
of  the  Code  of  Ordinances  as  the  area  of  building 
exceeds  10,000  sq.  ft.’  ; 


Whereas,  the  building  is  non-fireproof,.  four  stories  in 
height,  100  ft.  by  200  ft.  (20,000  sq.  ft.)  in  area;  OCCU¬ 
PIED’  for  the  manufacture  of  electric  devices;  and 
Whereas,  applicant  proposes  to  _  install  an  approved 
sprinkler  system  in  lieu  of  a  standpipe  system.  _ 

Resolved,  that  the  decisioh  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here  y 
is  granted  on  condition  that  a  two  source  sprinkler  system 
shall  'be  installed,  and  granted  so  long  as  the  present  oc¬ 
cupancy  and  use  remain  unchanged. 


447-24-A. 

APPELLANT — ‘Will  Rafel,  owner.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 65-67  West  45th  street,  Manhat¬ 


tan. 


APPEARANCES— 

For  Appellant:  F.  M.  Sanders,  Will  Rafel. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment.  , 

ACTION  OF  BOARD — Appeal  granted  on  condition.  . 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent:  Mr.  Holland 


6 

0 

1 


THE  RESOLUTION: 

(447-24-A) 

Whereas,  Will  Rafel,  owner,  filed,  March  27,  1924, 
an  appeal,  with  the  'board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  65-67  West  45th 

street,  Manhattan;  and  .  ; 

Whereas,  the  order  of  the  fire  commissioner,  No.  5561 

F,  dated  March  8,  1924,  reads: 

“A.  Raise  standpipe  tank  to  twenty  feet  above  the 
roof  level  and  properly  support  same.”; 


Whereas,  the  building  is  fireproof,  11  stories  in  height, 
37  ft.  by  90  ft.  in  area;  OCCUPIED  as  a  hotel;  and 


Whereas,  appellant  contends  there  are  16)4  ft.  between 
the  bottom  of  the  tank  and  the  highest  outlet  and  that 
the  electric  pump  automatically  acts  when  the  water  reaches 
the  2  ft.  level  in  the  tank,  thereby  giving  a  head  of  18 )4 
ft.  of  water  above  the  highest  outlet. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  the  elevation  of  the  tank  above  the  top 
floor  outlet  on  condition  that  the  order  otherwise  shall 
be  complied  with  and  the  system  maintained  in  accordance 
with  the  rules  in  all  other  respects. 


APPLICANT— Samuel  Rosenblum,  for  L.  ICamaiky  and  E 
Sarasohn,  owners. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 185-187  East  Broadway,  Man 


hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum,  L.  Kamaiky 
For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  1 

Negative  .  * 

Absent:  Air.  Kerby  . 

THE  RESOLUTION : 

(457-24-A)  >  M 

Whereas,  Samuel  Rosenblum,  for  L.  Kamaiky  and  E 
Sarasohn,  owners,  filed,  March  28,  1924,  an  appeal,  wit! 
the  board  of  appeals,  from  an  order  of  the  fire  commis 
sioner,  affecting  premises  185-187  East  Broadway,  Manhat 

tan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  date 
March  10,  1924,  in  acting  on  Order  No.  55327-F,  reads: 
“1.  Provide  a  separate  and  distinct  system  of  Autc 
inatic  Sprinklers  throughout  building  having  at  leas 
one  source  of  water  supply,  arranged  and  equipped  a 
provided  in  the  rules  'for  fire  extinguishing  appliance 
adopted  by  the  Board  of  Standards  and  Appeals,  Ma 
24th,  1917,  as  amended  Alay  2,  1918,  and  January  2 
1919,  effective  February  17,  1919.”; 

and  _  c 

Whereas,  the  premises  consist  of  two  non-nreproc 

buildings,  each  four  stories  and  basement  (51  ft.  11  in- 
in  height,  separated  by  a  fore  and  aft  brick  wall,  wit 
openings  therein  on  each  story,  No.  185  being  26  ft.  1  u 
by  75  ft  in  area  and  No.  187  being  26  ft.  1  in.  by  1 
ft  in  area.  OCCUPIED  as  follows :  No.  185— Basemen 
press  room,  10  persons;  1st  story,  typographical  room,  1 
persons;  2nd  story,  newspaper  offices,  10  persons;  clasi 
room  15-30  persons;  3rd  story,  Regents  preparatory  schoo. 
30-4o’  persons ;  4th  story,  Regents  preparatory  school,  3 CM 
persons.  No.  187— Basement,  mailing  room  and  stereotyi 
ing,  10  persons;  1st  story,  newspaper  office,  15  i^rson; 
2nd  story,  newspaper  office,  15  persons ;  3rd  story,  Regenf 
preparatory  school,  15-40  persons ;  4th  'story,  Regen 
preparatory  school,  15-40  persons ;  and  . 

Whereas,  appellant  contends  that  there  is  no  combustiD 
material  stored ;  that  there  is  only  one  double  press  in  n 
and  the  balance  of  the  occupancies  are  office  and  clas: 

Resolved,  that  the  order  of  the  fire  commissioner  t 
and  it  hereby  is  modified,  and  the  appeal  be  and  it.  hereby 
granted  on  cotidition  that  the  floor  area  as  now  divided 
maintained  and  that  the  pressroom  and  paper  storage  roo 
shall  be  provided,  each,  with  not  less  than  four  (  )  ; 
and  one-half  (2)4 )  gallon  approved  fire  extinguishers,  a 
a  sufficient  number  of  closed  metal  receptacle^  for 
paper  waste,  and  granted  so  long  as  the  conditions  i as 
occupancy  and  use  otherwise  remain  substantially  unchange 
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1197-22-A. 

A I ’PELLA  N  F — William  Higginson,  for  James  Butler 
Inc.,  owner.  ’ 

jSLTBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFF  EC  I  ED — South  side  Nelson  avenue, 
Mount  and  School  streets,  and  north  side  of  Anable 
avenue,  Long  Island  City,  Borough  of  Queens 
APPEARANCES—  W 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

A<'  ?M9^T,9^^BOARD~AppeaI  Srarited  on  condition. 

CO NiDIl  IONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative . .  o 

Absent  . . . !.!!!!!!  0 

THE  RESOLUTION: 

(1197-22-A) 

Whereas,  William  Higginson,  for  James  Butler,  Inc. 
owner,  filed,  October  7,  1922,  an  appeal,  with  the  board  of 
appeab,  irom  a  decision  of  the  fire  commissioner,  affecting 
premises  south  side  of  Nelson  avenue,  Mount  street,  School 
street  and  north  side  of  Anable  avenue,  Long  Island  City 
Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
No.  21.  Bake  shop  factory  occupancy  may  not  be 
permitted  above  a  storage  garage.” ; 

and 

Whereas,  the  building  is  fireproof,  five  stories  in  height 
200  ft.  by  576  ft.  in  area.  OCCUPIED:  Basement,  garage-’ 
1st  story,  shipping  and  garage,  370  persons ;  2nd  story,  ware¬ 
house;  3rd  story,  warehouse,  bake  shop  and  mfg.,  110  per¬ 
sons;  4th  story,  warehouse;  5th  story,  warehouse,  office, 
bake  shop  and  manufacturing,  196  persons ;  the  garage  be¬ 
ing  separated  from  the  main  building  by  a  fire  wall  12  in 
thick;  and 

Whereas,  this  appeal  was  denied  by  the  board  at  the 
meeting  held  on  December  5,  1922,  and  reopened  by  the  vote 
of  the  board  on  May  27,  1924;  and 
Whereas,  appellant  proposes  to  install  a  100  per  cent 
sprinkler  system  throughout  the  building  supplemented  by 
a  thermostatic  fire  alarm  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  an  approved  two  source 
sprinkler  system  with  a  50,000  gallon  gravity  storage  tank 
shall  be  installed  throughout  the  entire  premises;  that  the 
garage  portion  oif  the  premises  shall  be  segregated  from 
the  rest  of  the  building;  that  no  horizontal  or  vertical  open¬ 
ings  of  any  nature  or  description  shall  be  permitted  be¬ 
tween  the  garage  and  the  bakery  and  that  any  gasoline 
storage  equipment  shall  be  located  in  the  basement  at  the 
extreme  front  of  the  building. 


APPEARANCES— 

For  Applicant :  R.  Clinton  Norton. 

For  Opposition :  None. 

AC  I  ION  OF  BOARD — Laid  over  to  June  27,  1924,  at 

10  a.  m.  ;  to  fix  area  of  consents,  and  check  con¬ 
sents  obtained. 


399-24-BZ. 

APPLICANT— James  Kearney,  for  Falkenau  &  Hammer- 
sohlag,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 

P R  K M I  ,than  flve  (5)  motor  vehicles, 

i  REMISES  AFFECTED — 2334-2342  Jerome  avenue  The 
Bronx.  ’ 

APPEARANCES— 

For  Applicant:  James  Kearney  and  John  Caldwell 
Myers. 

For  Opposition :  Peter  J.  McCoy,  Joseph  L.  John¬ 
son  August  Kuhn,  Frank  Read  and  Julius 
Kahn. 

ACTION  OF  BOARD— Laid  over  to  June  27,  1924,  at 
10  a.  m. ;  to  obtain  additional  consents,  and  submit 
rearrangement  of  store  fronts. 


454-24-BZ. 

APPLICANT  Louis  A.  Sheinart,  for  Lenmar  Realty 
Carp.,  owner. 

SUB  J  ECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  o/f  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4402-4416  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Laid  over  to  June  27,  1924,  at 
10  a.  m.,  on  request  of  applicant. 


395-24-BZ. 

A I  PLICANT  James  Kearney,  for  Christian  Schuck 
owner. 

SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED1 — 2251  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  James  Kearney. 

For  Opposition:  Samuel  Wishmen. 

ACTION  OF  BOARD — 'Laid  over  to  June  27,  1924,  at 
10  a.  m.,  on  request  of  applicant,  to  obtain  addi¬ 
tional  consents. 


BUILDING  ZONE  CASES. 

282-24-BZ. 

grrpn!riNT~I?ar.y  Lederer,  for  G.  Norton,  owner. 

i>UBJ ECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  change  of  occupancy  from 
an  automobile  salesroom  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  of 
an  existing  building,  located  partly  in  an  unde¬ 
termined  district. 

PREMISES  AFFECTED — South  side  of  Mermaid  avenue, 
115  ft.  east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4  in.  west 
of  Beach  35th  street,  Edgemere,  Borough  of 
Queens. 


1242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Simon  J.  Harding, 
owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 242-270  East  98th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  T.  H.  Williams,  David  F.  Price. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
10  a.  m.,  on  request  of  objector’s  representative. 
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1220-23-BZ. 

APPLICANT— Daniel  W.  Wilkes,  for  Bennett  De  Beixe- 
don,  owner.  . 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance  of 
a  parking  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED — 1090-1094  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Applicant:  Daniel  W.  Wilkes. 

For  Opposition:  William  C.  Edwards. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  hire 

Chief  Kenlon  . ■ .  7 

Negative .  0 

Absent  .  0 

THE  RESOLUTION  : 

( 1220-23-BZ) 

Whereas,  Daniel  W.  Wilkes,  for  Bennett  De  Reixedon, 
owner,  filed,  October  25,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  maintenance  of  a  parking  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  1090-1091 
Gates  avenue,  Brooklyn;  and 
W  here  as,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue  and  Broadway 
are  business  districts  and  Bushwick  avenue  is  a  residence 
district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 

16,  1923,  reads:  ,  ,  .  ,  .. 

“1.  Discontinue  the  storage  of  motor  vehicles  the 
fuel  storage  tanks  of  which  are  not  empty  in  the  un¬ 
enclosed  lots  *  *  ; 

and  .  . 

Whereas,  it  is  proposed  to  maintain  a  parking  space 
for  more  than  five  motor  vehicles  on  these  premises ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  for  a  temporary  permit  for  a 
period  of  two  years  from  the  date  of  this  action. 


242-24-BZ. 

APPLICANT— William  H.  Daly,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  five  (5)  pleasure 
motor  vehicles,  five  (5)  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— 2  Dorothea  place,  rear,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  H.  Daly. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
for  a  temporary  period  of  two  years. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  ® 


THE  RESOLUTION : 

(242-24-BZ) 

Whereas,  William  H.  Daly,  owner,  filed,  February  15, 
1924,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  pleasure  motor 
vehicles,  five  (5)  spaces  to  be  rented  to  persons  not  residing 
on  the  premises;  premises  2  Dorothea  place,  rear,  The 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the  1 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Dorothea  place  and  Marion 
avenue  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  29,  1924,  in  acting  on  Order  No.  22473-C,  reads: 

“Discontinue  the  maintenance  of  a  garage  which  is 
not  maintained  as  an  accessory  use  on  these  premises.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  49  ft.  . 
and  a  depth  of  20  ft.,  occupied  as  a  garage  for  five  motor 
vehicles,  five  spaces  rented  to  persons  not  residing  on  the 
premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a  > 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  restricted  to  storage  for  five  automo¬ 
biles  of  the  pleasure  oar  type;  that  there  be  no  gasoline 
storage  on  the  premises;  and  that  permit  be  granted  for 
two  years  from  the  date  of  this  action  by  the  board. 


336-24-BZ. 

APPLICANT — Geller,  Rolston  &  Blanc,  for  Estate  of 
Henry  W.  Schmidt,  owner . 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 634-638  St.  Nicholas  avenue, 
Manhattan. 

AjPPEARANCES — 

For  Applicant :  Walter  Law.  w 

For  Opposition:  Walter  Kohn,  Cornelius  Mitchell, 
Irving  Rosenberg,  Karl  Sohn. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT — 

Affirmative :  Mr.  Holland  .  1  1 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Kerby  and  Fire  Chief  Ken¬ 
lon  . .  6 

Absent  .  ®  1 

THE  RESOLUTION : 

(336-24-BZ) 

Whereas,  Geller,  Rolston  &  Blanc,  for  Heirs  of  Henry 
W.  Schmidt,  owners,  filed,  March  3,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
634-638  St.  Nicholas  avenue,  Manhattan ;  and  , 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue,  Edge¬ 
combe  avenue  and  West  141st  street  are  residence  districts, 
and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  18,  1924,  in  acting  on  N.  B.  App.  No. 

90-24,  reads : 

“1.  Proposed  garage  in  a  residence  district  is  con¬ 
trary  to  the  Zone  Resolution — Section  3.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  and  basement  in  height,  with 
a  frontage  of  75  ft.  11  in.  and  a  depth  of  92  ft.  11  in.; 
to  be  occupied  as  a  garage  for  more  than  five  motor  ve¬ 
hicles  ;  and  * 

\\  hereas,  the  applicant  has  failed  to  substantiate  the  basis 
of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  the  application  be 
and  it  hereby  is  denied. 


76-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Efficient  Building 
Corporation,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northeast  corner  of  Jerome 
avenue  and  Clifford  place,  The  Bronx. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Morton  Miller.  Siegfried  Marcuse. 

ACTION  OF  BOARD — Committee’s  report  adopted. 
Application  granted  on  condition. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT; 
TO  GRANT  ON  CONDITION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  . o 

THE  RESOLUTION : 


(76-24-BZ) 

Whereas,  William  F.  Doyle,  for  Efficient  Building  Cor¬ 
poration,  owner,  filed,  January  18,  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  partly  in  a 
residence  district  and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  northeast  comer  of 
Jerome  avenue  and  Clifford  place,  The  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the.  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  Clifford  place  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
'endered  December  27,  1923,  in  acting  on  N.  B.  App.  Nb. 
1049-23,  reads: 

“Erection  of  proposed  garage  for  storage  of  more  than 
five  motor  vehicles  in  business  and  residence  district 
is  contrary  to  provisions  of  Building  Zone  Resolution.”; 

ind 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
onstruction,  two  stories  in  height,  with  a  frontage  of  110 
eet  and  a  depth  of  100  feet;  to  be  occupied  as  a  garage 
or  more  than  five  motor  vehicles ;  and 
Whereas,  a  committee  of  the  board  visited  the  premises 
nd  reports: 

Cal.  No.  76-24-BZ.  June  7,  1924. 

Premises — N.  E.  Corner  of  Jerome  Avenue  & 

Clifford  Place,  The  Bronx.  *  jf 


TO  THE  BOARD  OF  APPEALS: 

W^kbTmittAC,-  °/  T?e,  Bo\rd’  consistW  Of  Chairman 
Ke,ll°n’  Messrs‘  Kerby-  Connell  and 
Holland,  visited  this  site  to  personally  observe  the  prem¬ 
ises  and  surrounding  properties  and  consider  the  en¬ 
virons,  because  of  the  confliction  of  testimony  given  at 
the  hearing  held  on  May  20,  1924. 

This,  application  is  for  the  consideration  of  a  building 
group,  including  dwellings  in  the  residence  district  stores 

3  1,UbliC  ^ 

The  property  under  consideration  is  at  the  northeast 
corner  formed  by  the  intersection  of  Clifford  Place 
and  Jerome  Avenue;  the  opposite,  or  west  side  of  Jerome 
Avenue,  being  unintersected  for  a  distance  of  three 
blocks  north  from  Featherbed  Lane.  On  the  southeast 
corner  of  Clifford  Place  and  Jerome  Avenue,  there  is 
in  operation  a  wet  wash  laundrv,  with  all  the  objec¬ 
tionable  features  attendant  thereto  and  incidental  to  the 
conduct  of  a  business  of  this  nature,  which  includes 
constant  coming  and  going  of  delivery  wagons  and 
receipt  and  delivery  of  goods. 

The  applicant,  proposes,  in  the  development  of  his 
property,  extending  from  Jerome  Avenue  east  to  Town¬ 
send  Avenue,  to  confine  himself  to  the  use  district  reg¬ 
ulations  on  the  Jerome  Avenue  front  by  development 
with  stores  or  shops,  and  on  the  Townsend  Avenue  side 
with  two  family  dwellings,  and,  in  the  intervening 
space  of  possibly  eighty  feet  he  seeks  to  maintain  a 
public  garage,  directly  opposite  the  existing  wet  wash 
laundry.  The  only  private  dwellings  in  the  vicinity  are 
located. on  the  street  to  the  east  (Townsend  Avenue), 
which  is  the  natural  line  of  travel  for  pedestrian  use 
to  the  nearest  railroad  stations. 

It  therefore  appears  to  the  Committee  that  the  in¬ 
terests  of  the  community  would  not  be  infringed  or  im¬ 
paired  by  the  erection  of  this  proposed  garage,  as  the 
only  one  affected  would  be  the  owner  of  this  group 
development  immediately  in  the  rear  of  the  proposed 
garage. 


The  Committee  recommends  the  granting  of  the  ga¬ 
rage  use  variation,  contingent  on  the  develonment  of 
the  property  as  a  whole,  a  plot  100  feet  by  200  feet  in 
area,  as  indicated  on  plans  filed  in  this  application,  -with 
business  structures  on  Jerome  Avenue  separated  from 
the  proposed  garage  by  unpierced  wall's,  the  dwellings 
proposed  on  Townsend  Avenue  to  be  constructed  in  con¬ 
junction  with  and  at  the  same  time  as  the  garage,  the 
dwellings  and  business  structures  to  be  enclosed  and 
roofed  over  before  a  certificate  of  occupancy  is  issued 
by  the  superintendent  of  buildings  for  the  garage  struc¬ 
ture. 


(Signed)  WILLIAM  E.  WALSH, 

TOHN  KENLON. 

TAMES  P.  HOLLAND. 

TOHN  C.  KERBY. 

HENRY  L.  CONNELL, 

Resolved,  that  the  board  of  appeals  does  hereby  moke  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  entire  pron- 
erty,  100  ft.  by  200  ft.,  embraced  in  this  appeal  before  the 
board,  be  developed  as  indicated  on  the  plans  and  built,  as  a 
whole,  in  conjunction  with  the  proposed  garage :  that  the 
Jerome  avenue  front  be  developed  as  and  restricted  to  busi¬ 
ness  use  for  shops  or  stores,  separated  from  the  proposed 
garage  by  an  unpierced  wall ;  that  the  development  for  a 
distance  of  90  feet  from,  and  for  a  frontage  of  100  ft.  on, 
Townsend  avenue,  shall  be  improved  as  dwellings ;  that  the 
business  use  and  dwelling  development  shall  be  enclosed  and 
roofed  over  before  a  certificate  of  occupancy  shall  be  issued 
for  the  garage  structure;  that  the  rear  and  gable  walls  of 
the  garage  portion  shall  be  unpierced  throughout  the  entire 
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height  and  length ;  that  the  front  elevation  on  Clifford  place 
be  finished  with  face  brick  and  architectural  terra  cotta  or 
stone  trimmings; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  entire  development  completed  within  eighteen  months 
from  the  date  of  this  action. 


463-24-BZ. 

APPLICANT— New  York  Telephone  Company,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  extending 
f  rom  a  business  district  the  erection  and  maintenance 
of  a  central  telephone  exchange  building. 

PREMISES  AFFECTED— 47-61  Arden  street,  45-59  Sher¬ 
man  avenue  and  42-56  Thayer  street,  Manhattan. 


PREMISES  AFFECTED — 2059-2129  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Duimigan. 

For  Opposition:  Rev.  Richard  B.  Cushing,  Nicholas 
Marens,  John  Ratner,  Jaimes  J.  Donovan,  Joseph 
L.  Johnson.  James  E.  Barry,  David  Kraus  and 
Henry  C.  White. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty,  Boulton,  Kerby  and 

Holland  . 4 

Negative:  Chairman  Walsh,  Mr.  Connell  and  Fire 

Chief  Kenlon  .  3 

Absent  .  0 

THE  RESOLUTION : 


APPEARANCES— 

For  Applicant :  N.  B.  Egleston. 

For  Opposition:  None.  . 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  .  . 

Affirmative:  Chairman  Walsh, 
Boulton,  Connell,  Holland, 

Chief  Kenlon  . 

Negative  . 

Absent  . 


Messrs.  Beatty, 
Kerby  and  Fire 


7 

0 

0 


THE  RESOLUTION : 

(463-24-BZ) 

Whereas,  New  York  Telephone  Company,  owner,  filed, 
March  3,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  the  extension  from  a  business  district  into 
a  residence  district  of  a  proposed  central  telephone  exchange 
building;  premises  47-61  Arden  street,  45-59  Sherman  avenue, 
42-56  Thayer  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  ijts  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  resolution  show  that  Sherman  avenue  is  a  business  dis¬ 
trict,  Arden  street  and  Thayer  street  are  residence  districts ; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  4,  1924,  in  acting  on  N.  B.  App.  No.  121-24, 
reads  * 

“1.  Proposed  use  is  contrary  to  Section  3,  Building 
Zone  Resolution.” ; 


Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  three  stories  in  height,  with  a  frontage  of  121  ft. 
4  in.  and  a  depth  of  200  ft. ;  to  be  occupied  as  a  central 

telephone  exchange  building;  and  .  .  . 

Whereas,  under  the  provisions  of  section  7,  subdivision 

D,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained  with¬ 
in  nine  months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action ;  that  the  requirements 
of  the  building  zone  resolution  be  complied  with  in  all  other 
•  spects ;  that  the  front  elevations  on  Arden  street.  Sherman 
aionue  and  Thayer  street  shall  be  finished  in  face  brick, 
w'th  architectural  terra  cotta  or  stone  trimmings. 


APPLICANT— John  J.  Dunnigan,  for  Freybell  Realty  Co., 
and  Elise  Ursprung,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


(484-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  Freybell  Realty  Co., 
owner,  filed,  April  4,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises  2059-2129  Jerome 
avenue,  Borough  of  Bronx;  and  _  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  10, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue,  West  181st 
street  and  Burnside  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  15,  1924,  reads : 

“Erection  of  proposed  garage  for  storage  of  more  j 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.  ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  and  two  stories  in  height,  with  a  frontage 
of  728.66  ft.  and  a  depth  of  55.68  ft,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


671-24-BZ. 

APPLICANT— Robert  W.  Thompson,  for  John  Wana- 
maker,  lessee. 

SUBJECT— Application  (re:  decision  of  superintendent  o-f 
buildings)  to  permit  in  a  two  times  height  distnet 
the  erection  of  the  street  walls  of  an  extension  with¬ 
out  a  setback  to  a  height  exceeding  the  limit  set 
by  the  zone  resolution.  j 

PREMISES  AFFECTED — 756-770  Broadway,  42-58 

Fourth  avenue,  135-47  East  8th  street  and  74-86 
East  9th  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  Robert  W.  Thompson. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  .  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby  . 

Negative .  1 

Absent :  Fire  Chief  Kenlon  . 

THE  RESOLUTION: 

(671-24-BZ) 

Whereas,  Robert  W.  Thompson,  for  Leasehold  A.  • 
Stewart  Realty  Co.,  owner,  filed,  May  14,  1924,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in  a 
two  times  height  district  the  erection  of  the  Street  walls 
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of  an  cxtcnMon^  Without  a  setback,  to  a  height  exceeding 
L,®  '™!t  *et  by  t  le  kmlding  zone  resolution ;  premises  756- 
..0  Broadway,  42-58  Fourth  avenue,  135-147  East  8th 
street  and  74-86  East  9th  street,  Manhattan;  and 

.  ^Ubl‘C  h,earine  .was  heId  on  this  ai>plication 

no.  1C  Jxiart.  °*  aPPcak.  at  its  regular  meeting  June  10, 
u24b  aItjr  !K>,tlce  by  Publication  in  the  Bulletin  of 

the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  maps  accompanying  the  building  zone  reso¬ 
lution  show  that  the  premises  are  located  in  an  unre- 
st noted  use  and  two  times  height  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  7,  1924,  reads: 

.  “New  extension  is  of  unlawful  height  (Art  III  Zon¬ 
ing  Resolution).”; 

and 

Whereas,  the  proposed  extension  is  to  be  of  fireproof 

14,stonfs  (208  ft-)  *n  height,  with  a  frontage 
70/2  it  and  a  depth  of  approximately  116  ft.,  to  be 
xxupied  in  conjunction  with  the  existing  building  as  a 
lepartment  store;  and 

■  Whereas,  plans  were  filed  in  the  bureau  of  buildings  in 
1903,  for  a  structure  208  ft.  in  height,  covering  the  entire 
'lock,  it  being  intended  to  complete  the  entire  building  as 
■ne  umt ,  plans  were  approved  by  the  superintendent  of 
uildings  and  the  building  constructed,  all  but  the  portion 
i  question,  approximately  13  per  cent  of  the  entire  floor 
irea,  it  being  impossible  to  construct  this  portion  pending 
he  expiration  of  an  existing  lease  thereon,  and  this  portion 
>eing  separated  from  new  structure  by  temporary  walls 
>f  terra  cotta;  and 

Whereas,  the  board  deemed  there  would  be  hardship 
i  preventing  applicant  from  completing  building  as  de- 

gned. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
motion  in  the  application  of  the  height  district  regula¬ 
rs  of  the  building  zone  resolution,  and  that  the  applica- 
on  be  and  it  hereby  is  granted  on  condition  that  all  per- 
its  necessary  for  the  prosecution  of  the  work  shall  be 
>tained  within  ninety  days  and  the  work  on  the  building 
osecuted  to  an  early  completion.  , 


1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Vhereas  the  use  district  maps  accompanying  the  buildimr 

d ist ri c ^and ^W1  W«?  96tb  *reS  fs  a  S 

district  and  West  End  avenue  is  a  residence  district  •  and 

th.e  ^oision  of  the  superintendent  of  buildings 
24  Sds  2?’  1924’  in  aCtinR  °»  AIt-  App.  No  596- 

“1.  No  existing  building  devoted  to  a  use  not  per¬ 
mitted  m  a  business  district  shall  be  enlarged  or  ex- 
tended.  Sec.  6,  Building  Zone  Resolution  ”  • 
and  ’ 

Whereas,  the  existing  garage  is  non-fireproof,  one  storv 

“  >“*•  by  86  ft  ”  area:  «  is  Proposed  to  ex- 

tend  this  building  so  as  to  cover  95  per  cent  of  the  lot 
by  erecting  at  the  westerly  portion  of  the  premises  a  one 
story  addition,  approximately  90  ft.  by  27  ft.  in  area  and 
use  the  entire  building  as  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  20,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  'board  of  appeals  does  hereby  make  a 
variation  m  the  application  of  the  use  district  regulations 
ot  the  building  zone  resolution,  and  that  the  application 
u  !t  hereby  is  granted  on  condition  that  the  extension 
shall  not  exceed  in  height  that  of  the  existing  one-story 
garage,  that  the  rear  and  side  walls  of  the  proposed  ex¬ 
tension  shall  be  unpierced  throughout  their  entire  height  and 
length ;  that  the  front  elevations  shall  be  finished  as  to  ma¬ 
terial  and  design  in  accordance  with  the  present  structure ; 
that  there  shall  be  no  skylight  installed  within  thirty  feet 
of  the  rear  wall,  and  any  skylight  installed  shall  be  glazed 
with  plain  glass,  protected  above  and  below  with  wire 
guards ;  that  all  permits  necessary  for  the  prosecution  of  the 
work  shall  be  obtained  within  nine  months  and  the  building 
completed  within  twelve  months  from  the  date  of  this  ac¬ 
tion. 


14-24-BZ. 

IPIPLIIC AN T — J .  C.  Holman,  for  Dennan  Realty  Co., 

owner. 

UBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion,  extension  and  maintenance  of  a  garage  for 

r>T-n-T^^sb>ra®'e  more  than  five  (5)  motor  vehicles. 
REMISES  AFFECTED1 — 303-315  West  96th  street,  Man¬ 
hattan. 

P  PEA  RA  NOES — 

For  Applicant:  Charles  E.  Heydt,  J.  C.  Holman. 
For  Opposition:  Robert  Weil,  Hugh  Morgan,  Jr., 

:  Amita  Riga,  Jacob  Weinberger. 

xJ/ON  OF  BOARD— Application  granted  on  condition. 
-WDITIONS — As  specified  in  resolution. 
iE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

...  (514-24-BZ) 

Whereas,  J.  C  Holman,  for  Denman  Realty  Co.,  owner, 
**j  April  10,  1924.  an  application,  under  the  building  zone 
•olution,  to  permit  in  a  business  district  the  alteration, 
ension  and  maintenance  of  a  garage  for  the  storage  of 
re  than  five  (5)  motor  vehicles;  premises  303-315  West 
a  street,  Manhattan;  and 

,^EaKAS'  a  public  hearing  was  held  on  this  application 
the  board  of  appeals,  at  its  regular  meeting,  June  10, 


222-23-BZ. 

APPLICANT — Maurice  Deutsch,  for  J.  G.  L.  Holding  Co 
owner. 

SUBJECT— -Application  (re:  decision  of  superintendent  of 
buildings) .  to  permit  in  a  business  district  adjoining 
an  unrestricted  district  the  erection  of  a  garage  for 
the  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 1035  Longwood  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  resolution 
modified  as  to  fireproof  requirement. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION  AS  TO  STRUCTURAL  REQUIREMENT 
ONLY— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby . .’  6 

Negative  .  q 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION:  . 

(222-23-BZ) 

Whereas,  Maurice  Deutsch,  for  J.  G.  L.  Holding  Co., 
owner,  filed,  February  16,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
adjoining  an  unrestricted  district  the  erection  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
1035  Longwood  avenue,  Borough  of  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October 
23.  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Longwood  avenue  is  a  busi¬ 
ness  and  unrestricted  district  and  Southern  boulevard  is 

a  business  district;  and  .  .  ,  .. , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  29,  1923,  in  acting  on  N.  B.  App.  No. 

725-23,  reads:  t 

“1.  Erection  of  proposed  garage  for  storage  ot 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  Building  Zone  Resolution.  , 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  oi 
50  ft.  and  a  depth  of  175  ft,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and  . 

Whereas,  there  would  be  hardship  in  preventing  appli¬ 
cant  from  using  the  premises  for  the  proposed  occupancy 
in  view  of  the  conditions  surrounding  the  site;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  October  23.  1923,  on  certain  conditions,  and  a  re¬ 
quest  has  been  made  for  a  modification  of  these  conditions 
in  so  far  as  the  erection  of  a  fireproof  structure  is  con- 

^^Resolved,  that  the  board  of  appeals  does  hereby  make  n 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  « 
erected  one  story  in  height,  that  the  rear  and  gable  walls 
except  for  an  exit  in  the  rear  maintained  on  the  property 
shall  'be  unpierced  throughout  their  entire  height  and  length  , 
that  the  front  elevation  be  finished  m  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings;  that  any  skyligts 
installed  shall  mot  be  within  twenty-five  feet  of  the  rear 
wall,  and  shall  be  glazed  with  plain  glass,  Pro^d  above 
and  below  with  wire  guards;  that  the  ceiling  of  the  garag 
be  fire  retarded  in  accordance,  with  the  requirements  of  the 
rules  of  the  board  of  standards  and  appeals; 

Resolved  further .  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


APPEARANCES—  ,  T  ,  _  „ 

For  Applicant:  Philip  J.  Sinnott  and  John  De  Hart. 
For  Opposition:  None. 

ACTION  OF  BOARD— Approved  return  drawings  as  com¬ 
plying  substantially  with  resolution  adopted  by  the 
board 

THE  VOTE  TO  APPROVE  RETURN  DRAWINGS— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  . .  ® 

Absent:  Fire  Chief  Kenlon  . ; .  1 


APPLICANT— John  J.  McCooey,  Jr.,  for  John  Tedesco, 

SUBIECT — Application  for  reopening  (re:  decision  ot  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 488-494  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  J.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened;  to  amend  to 
section  7-g;  set  for  calendar  call  June  24,  1924,  at 

THE  VOTE  TO  REOPEN  FOR  AMENDMENT  TO 

^Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  . . . .  1 

Absent :  Fire  Chief  Kenlon  . 


AREAS  FIXED. 

(563-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Pavnter,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
maintenance  of  a  garage;  premises  10415  106th  street,  Rich¬ 
mond  Hill,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  106th  street  (Achusnet  street)  from  a 
point  100  ft.  south  of  Liberty  avenue  to  Roanoke  ave¬ 
nue;  also  the  west  side  of  107th  street  (Bronx  street) 
from  a  point  100  ft.  south  of  Liberty  avenue  to  a  point 
50  ft.  south  of  the  premises  in  question. 


(629-24-BZ)  . 

The  chairman  presented  and  read  a  communication  from 
F.  W.  Rinn,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  f°r  the  main¬ 
tenance  of  garage;  premises  60  Buchanan  place,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Buchanan  place  from  Aqueduct  avenue 
to  a  point  400  ft.  east  of  premises  in  question;  the  west 
side  of  Grand  avenue  from  Buchanan  place  to  182nd 
street,  also  the  north  side  of  182nd  street  from  Grand 
avenue  to  a  point  179  .ft.  west  of  Grand  avenue. 


(603-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Louis  A.  Sheinart,  requesting  the  board  to  fix  an  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erectio 
and  maintenance  of  garage;  premises  southeast  corner  ot 
Webster  avenue  and  Depot  square,  North,  The  Bronx. 

The  -following  area  was  approved  by  the  board: 

Both  sides  of  Webster  avenue  from  Bedford  Bark 
boulevard  to  a  point  200  ft.  north  of  East  201st  street. 
Both  sides  of  East  201st  street  from  Webster  avenue 
to  a  point  100  ft.  west  of  Webster  avenue  also  both 
sides  of  Depot  square,  south,  east  and  north  from  be 
ginning  to  end. 


APPLICANT— Philip  J.  Sinnott,  for  J.  J.  Theodore  Rieper 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2359-69  Jerome  avenue,  lhe 


(282-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Harry  Lederer,  requesting  the  -board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  -for  change  oi 
occupancy  from  automobile  salesroom  to  garage , 

-south  side  of  Mermaid  avenue,  115  ft.  east  of  Beach  3 
street  and  north  side  of  Far  Rockaway  boulevard,  67  «. 
4  in.  west  of  Beach  35th  street,  Edgemere,  Borough  oi 

Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Mermaid  avenue  from  a  point  100  tee 
west  of  Beach  35th  street  to  a  point  100  feet  east  o 
Beach  35th  street;  west  side  of  Beach  35th  street  f 
Mermaid  avenue  to  Far  Rockaway  boulevard;  north  siQ 
of  Far  Rockaway  boulevard  from  Beach  35th  street 
Beach  36th  street;  also  the  east  side  of  Beach  36t 
street  from  Far  Rockaway  boulevard  to  a  point  100  tee 
north  of  Far  Rockaway  boulevard. 


Adjourned  2.15  p.  m. 


. . .  t  rwtneiur am  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

VfL'l.'TT\T(r  .  .  ° 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JUNE  10,  1924. 

Present :  Chairman  Walsh,  Messrs.  Beatty,  Boulton,  Hoi- 
indf  Keiby,  Connell,  Fire 'Chief  Kenlon,  Deputy  Fire  Com- 
lissioner  Hannon,  Superintendents  Brady,  Reville,  Kleinert 
nd  Moore. 

The  minutes  of  the  regular  meeting  of  the  Board  of 
■tandards  and  Appeals  held  on  Tuesday  afternoon,  June  3 
924  were  approved  as  printed  in  the  Bulletin  No.  24,  Vol. 

X. 


73-23-S. 

,'ETITIONER — E.  Chletsos  and  V.  Gounus,  lessee. 
1UBJECT — Variation  of  labor  law  as  cited  in  decision  of 
health  commissioner. 

IREMISES  AT  FECTED — 115  West  50th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Petitioner:  W.  J.  Stand,  W.  H.  Steinruck. 

Tor  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

°F  B0ARD— 'Petition  granted  on  condition. 

CON  DI  TIONS— As  specified  in  resolution. 

THE  VOTEL- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton  Holland,  Kerby,  Connell,  Superin- 
tendents  Brady,  Reville,  Kleinert  and  Moore 

Negative  . . 

Absent:  Fire  Chief  Kenlon,  Deputy’ Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  3 

THE  RESOLUTION: 


10 

0 


P  P  E  A  RA  NOES — 

For  Petitioner:  D.  Simsarian. 

For  Administration:  Inspector  John  S.  McCarley 
of  health  department. 

CTION  OF  BOARD — Laid  over  to  June  24th,  1924,  at  2 
p.  m.  to  submit  plans  showing  proposed  method  of 
ventilation. 


2-24-S. 

ETITIONER — iWm.  Tonk  &  Brother,  Inc.,  owner. 
JBJECT  Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

REMISES  AFFECTED' — 452-456  Tenth  avenue,  Manhat¬ 
tan. 

PPEARANCES — 

For  Petitioner:  Benjamin  D.  Kaplan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

IHTON  OF  BOARD — Laid  over  to  Tune  24th,  1924,  at  2 
p.  m.  on  request  of  petitioner  for  final  disposition. 

’3-24-  S. 

'-TITIONER — Giuiseppina  Lo  Bue  and  Salvatore  Lo  Pic¬ 
colo,  owners. 

JBJECT — Variation  of  labor  law  as  cited  in  decision  of 
health  commissioner. 

iEjMISES  AT F ECTED — 426  East  17th  street,  Manhat¬ 
tan. 

^PEARANCES — 

For  Petitioner:  James  E.  Lo  Piccolo. 

For  Administration:  Inspector  John  S.  McCauley 
of  health  department. 

TION  OF  BOARD — Laid  over  to  June  24th,  1924,  at  2 
p.  m.  to  produce  further  evidence  in  support  of 
statement  that  bakery  has  been  in  continuous  opera¬ 
tion  since  1913. 


-24-S. 

•TITIONER — S.  A.  Swensen,  for  Carl  F.  Stiefel,  owner. 
1 BJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

EMISES  AFFECTED — 150-152  Maiden  Lane,  Manhat¬ 
tan. 

PEARANCES— 

For  Petitioner :  S.  A.  Swensen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

TION  OF  BOARD — Laid  over  to  July  1st,  1924,  at  2 
p.  m.  on  request  of  petitioner. 

-24-S. 

TITIONER — R.  Hoe  &  Co.,  owners. 

BJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

EMISES  AFFECTED — 512-520  Grand  street,  Manhat¬ 
tan. 


„r  „  (248-24-S) 

W  hereas,  R  Hoe  &  Co.,  owner,  filed,  Feb.  18,  1924  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari- 
ation  from  the  requirements  of  the  labor  law,  as  cited  in  an 
order  ot  the  fire  commissioner,  affecting  premises  512-520 
Grand  street,  Manhattan;  and 

WheReas,  the  order  of  the  fire  commissioner  dated  Sept 
2a,  1923,  in  acting  on  'Order  No.  50229-LD,  reads: 

“1.  Enclose  the  interior  stairway  at  the  northwest 
side  of  building  serving  as  a  required  means  of  exit 
and  the  landings,  platforms  and  passageways  connected 
therewith  on  all  sides  with  partitions  of  approved  fire 
resisting  material ;  this  includes  exposed  soffits  of  stairs, 
t  e  ceilings  over  the  stairs  and  stair  landings  and  the 
ceilings  directly  under  hallways  and  landings  which  are 
not  within  the  stairway  enclosure.  Partitions  to  be  fire 
stopped  through  the  floors  to  the  protection  beneath  and 
to  extend  3  in.  above  the  roof,  as  per  Section  271  of 
the  labor  law.  *  *  * 


“2.  Provide  egress  to  the  street  from  the  stairway  at 
the  northwest  side  of  the  building  by  means  of  a  passage¬ 
way  enclosed  in  fire  resisting  material,  as  per  Section 
271  of  the  labor  law. 

“3.  Provide  an  exterior  screened  iron  stairway  on 
the  east  side  of  building,  as  per  Section  271  of  the  la¬ 
bor  law.  *  *  *” 


and 


Whereas,  the  building  is  fireproof,  6  and  12  stories  in 
height,  114  ft.  by  56  ft.  in  area;  OCCUPIED  as  a  machine 
shop  (no  occupancy  above  the  9th  story)  420  persons  in  the 
entire  building;  equipped  with  a  sprinkler  and  fire  alarm 
signal  system.  EGRESS:  One  interior  iron  stairway,  ex¬ 
tending  from  the  1st  story  to  the  roof,  enclosed  in  "  brick 
partitions  with  fire  doors  at  the  openings;  a  fire  escape  on 
the  rear  of  the  building,  extending  from  the  roof  to  the 
yard,  with  fireproof  windows  along  the  course  thereof,  with 
egress  through  yard  to'  street ;  and 

Whereas,  petitioner  contends  that  orders  similar  to  Items 
No.  1  and  No.  3  were  dismissed  by  the  board  of  review  of 
the  fire  department,  after  certain  suggested  work  had  been 
done  and  the  premises  vacated  above  the  9th  story ;  in  re¬ 
gard  to  Item  No.  2,  petitioner  contends  that  the  passageway 
to  street  is  sprinklered  and  fire  resisting,  excepting  for  one 
door,  in  the  north  building,  which  shall  be  made  fireproof 
and  self-closing;  and 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  the  fire  department  as  to  Items  1  and  3  should 
suffice. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  Items  1  and  3  on  condition  that  the  stipulations 
set  forth  in  the  action  of  the  board  of  review  of  the  fire  de¬ 
partment  be  complied  with  and  that  the  occupancy  on  the 
9th  story  shall  not  exceed  that  permitted  by  the  board  of 
review  except  during  the  lunch  period,  and  granted  as  to 


MINUTES 


Item  2  on  condition  that  an  unobstructed  passageway,  sprink- 
lered,  shall  be  maintained  from  the  inner  court  with  direct 
egress  to  the  street,  and  granted  so  long  as  conditions  as  to 
occupancy  and  use  remain  substantially  unchanged. 


464-24-S. 

PETITIONER— John  Ph.  Voelker,  for  John  Scarmahs, 

•  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
the  department  of  health. 

PREMISES  AFFECTED1 — 981  Third  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner:  John  Ph.  Voelker. 

For  Administration:  Inspector  John  S.  McCauley 
Of  health  department. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland, 
Kerby,  Superintendents  Brady,  Reville, 

Kleinent  and  Moore . .  8 

Negative:  Chairman  Walsh  and  Mr.  Connell. . .  2 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  ^ 

THE  RESOLUTION : 

(464-24-S) 

Whereas,  John  Ph.  Voelker  for  estate  of  John  Dalbert, 
owner,  filed,  March  31,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  department  of 
health,  affecting  premises  981  Third  avenue,  Manhattan ;  and 
Whereas,  the  decision  of  the  department  of  health  ren¬ 
dered  March  12th,  1924,  reads  :  ,  , 

“At  a  meeting  of  the  board  of  health  of  the  depart¬ 
ment  of  health  of  the  City  of  New  York,  held  March  12, 
1924,  your  application  for  a  sanitary  certificate  for  a 
cellar  bakery  at  981  Third  avenue,  in  the  'Borough  of 
Manhattan,  was  denied.”  ; 


Whereas,  the  building  is  non-fireproof,  4  stones  and  cel¬ 
lar  in  height,  20  ft.  by  105  ft.  in  area  at  the  1st  story  and 
20  ft.  by  50  ft.  in  area  above.  OCCUPIED:  Cellar,  ba¬ 
kery;  1st  story,  restaurant  and  bakery;  2nd  story,  offices 
(vacant  at  present)  and  dwellings  above;  the  height  of  the 
cellar  bakery  from  floor  to  ceiling  being  8  ft.  2  in. ;  the  ceil¬ 
ing  being  3  in.  below  the  curb  level  and  the  floor  being 
6  ft.  4  in.  below  the  yard  level;  the  means  of  ventilation 
consisting  of  three  windows  2  ft.  9  in.  by  1  ft.  11  in.,  opening 
on  a  side  court  (8  in.  wide)  and  the  adjoining  yard ;  and 

Whereas,  petitioner  has  submitted  affidavits  stating  the 
premises  has  been  used  as  a  cellar  bakery  since  1899  ; 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  bakery  cellar  shall  be  maintained  open  and 
unobstructed  and  that  a  bulkhead  ventilator  shall  be  pro¬ 
vided  in  the  show  window  on  the  1st  story  level  with  ventila¬ 
tion  for  the  cellar. 


4G6-24-S. 

PETITIONER— Gusclar  Realty  Corp.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 110  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Alfred  H.  Kritzer. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert  and  Moore.  If 

Negative  .  i 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  . 

THE  RESOLUTION: 

(466-24-S) 

Whereas,  Gusclar  Realty  Corp.,  Clara  Kritzer,  treas 
owner,  filed,  April  1,  1924,  a  petition  with  the  board  o 
standards  and  appeals  for  variation  from  the  requirement 
of  the  labor  law  as  cited  in  order  of  the  fire  conunissionei 
affecting  premises  110  West  17th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Arrange  the  fire  escape  on  the  west  side  of  build 
ing  and  the  openings  leading  thereto  and  the  window 
opening  on  the  course  thereof  so  that  same  are  in  compl: 
ance  with  the  provisions  of  Section  273  and  274  of  th 
labor  law. 

“NOTE:  Among  the  defects  noted  on  this  fire  e: 
cape  are  the  following:  Doors  to  balconies  not  sell 
closing.  No  passageway  from  termination  of  fire  escap 
to  street.  Plain  glass  roof  extension  on  first  story.”; 

and 

Whereas,  the  building  is  non-fireproof,  7  stories  in  heigh 
25  feet  by  90  feet  in  area  at  the  1st  story  and  25  feet  by  8 
feet  in  area  above.  OCCUPIED  as  a  tenant  factory  wit 
a  maximum  occupancy  of  20  persons  per  story ;  EQUIPPE1 
with  a  sprinkler  system.  EXITS:  An  interior  metal  stab 
way  extending  from  1st  story  to  roof  enclosed  in  fireproc 
partitions  with  fire  doors  at  openings.  A  fire  escape  on  th 
rear  of  the  building  extending  from  the  roof  to  rear  yard 
with  fireproof  windows  along  the  course  thereof ;  wit 
EGRESS  from  the  termination  of  fire  escape  by  means  c 
door  in  fence  to  adjoining  yards  and  through  fireproof  pa: 
sage  in  adjoining  building  to  street ;  and 

Whereas,  petitioner  contends  the  existing  means  c 
egress  from  the  termination  of  the  fire  escape  are  adequat 
Resolved,  that  the  board  of  standards  and  appeals  do< 
hereby  make  a  variation  from  the  requirements  of  the  labc 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  fs 
as  the  egress  from  the  termination  from  the  fire  escape  : 
concerned  on  condition  that  the  order  shall  be  complied  wit 
in  all  other  respects  and  egress  be  maintained  through  fern 
to  premises  at  east  and  that  a  fixed  iron  balcony  be  pr< 
vided  with  counterbalanced  stairs  to  adjoining  yard  lev 
of  premises  to  west  with  egress  therefrom  to  street  throug 
unobstructed  passageway,  doors  to  open  in  direction  ( 
travel. 


472-24-S. 

PETITIONER— Emery  Roth,  for  Arthur  Greenbaum  ar 
Nathan  Wulson,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  ( 
superintendent  of  buildings. 

PREMISES  AFFECTED— 256-260  West  38th  street,  Mai 
ha  t  tan. 

APPEARANCES— 

For  Petitioner  :  Julian  Roth. 

ACTION  OF  BOARD— petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution.  ■< 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Connell,  Superin¬ 
tendents  Brady,  Reville,  Kleinert,  and  Moore 

Negative  . 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  . . 

THE  RESOLUTION : 

(472-24-S)  j  J 

Whereas,  Emery  Roth,  for  Arthur  Greenbaum  and  JN 
than  Wulson,  owners,  filed,  April  1st,  1924,  a  petition,  wi 
the  board  of  standards  and  appeals,  for  variation  from  x;| 
requirements  of  the  labor  law,  as  cited  in  a  decision  o 
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ST^ManhaS-Td  **''“"*  Pr*mi‘*S  **■*>  W«  J!£ifAS’  T'Tt  ,h*  to  consln,ct  «■* 

jSSu^s; 2trif Uk —-n of buiidings  tl,e 1  k* 

fto  449-21  reads  ’  ’  “  aCtlng  °"  N'  B-  Application  impracticable  to  use  tile  1st  story  for  stores 

in' area  ^^Tutr  S^“  “"“re  ^ 

and  ’  el  Lahor  Uw-  J  bor  lw  and  that  the  petition  be  and  it  hereby  is  granted 

Whfkpac  fliaa  •  a  .  50  *ar  as  d  affects  the  show  windows  on  the  1st  storv 

75  ft.  by  lVft  hfarra  OCOUPTFr!4  ff'f  ia  height'  fi  the  windows  on  tlte  mezzanine  floor  on  the  from  of 
*  •  i'  111  arCd'  D’CUUTTED.  1st  story,  stores:  the  building,  on  condition  that  the  frames  shnll  Kp 

S  Sh°W  ro?ms  an<f  25  per  cent  factory  use,  70  structed  of  metal  and  glazed  with  polished  plate  glass  not 

Srnal  system  “EklTS^Two'interVi"''?6'^  “1  ^  alarn‘  'CSS  l’’3"  ■'i  T'  7  thkkness-  and  that  *e  building  shall 

W,th  "he  hhor  hw  “  al>  «*»  -pecs. 

the  openings ;  and  - — 

^Whereass,  there  are  openings  in  the  front  of  the  building  PET FTTH  W  E  E  ri  i  p  u  ,  „ 

on  the  1st,  mezzanine  and  2nd  stories,  glazed  with  plate  rJil  1 1  lUNRR—Charles  Rosenbaum,  for  Estate  of  Sig- 

glass;  the  area  of  the  glass  is  over  720  square  inches;  and  QiiPinr-r"  wR°SenbaUIr1’  ,0wn€r' 

Whereas,  petitioner  contends  that  if  not  permitted  to  in-  Variation  of  labor  law  as  cited  in  order  of 

stall  the  windows  as  shown  the  show  room  use  m A  +ke  or  ^  "re  commissioner. 

chitectural  effect  of  the  building  would  be  damaged.  ~  PREMISES  AFFECTED— 2G5  West  Broadway,  iManhat- 

Resolved  that  the  board  of  standards  and  appeals  does  appf A RA Wipes 
heieby  make  a  variation  from  the  requirements  of  the  labor  ‘  *  RARANICES 

law  and  that  the  petition  be  and  it  hereby  is  granted  so  far  ;or  Petitioner:  Charles  Rosenbaum. 

as  it  affects  the  windows  on  the  front  of  the  building  on  ^'or  Administration:  Inspector  Maher  of  fire  de- 

the  1st,  mezzanine,  and  2nd  stories  only,  on  condition  that  ATT  that  o  •  • 

the  frames  installed  shall  be  of  metal  and  shall  be  glazed  ;  vvArnT?Tf?xTeB°AARD— f^111011  granted  011  condition, 
with  polished  plate  glass  not  less  than  Ft  in.  in  thickness,  Tm  vnT^  AS  specified  in  resolution, 
and  that  the  building  shall  comply  with  the  labor  law  in  all  lhlil  a  JE  •  r-.  ■ 

other  respects.  Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

,  'Boulton,  Connell,  Holland,  Kerby,  Deputy 

510-24-S  Fire  Commissioner  Hannon,  Superintendents 

PFTTTTnATtrp _ .r*u  i  T3  -i  r  r  ,  Brady,  Reville,  Kleinert  and  Mdore  .  11 

R11TIQNER  Charles  B.  Meyers,  for  Marjac  Realty  Co.,  Negative  .  0 

c  r TR TPr°T "TU  -4,-  c  i  v  i  .  Absent:  Fire  Chief  Kenlon  and  Superintendent 

SUBJECT  Variation  of  labor  law  as  cited  m  decision  of  McDermott  ...  2 

D„P»,^ennten(lei*  of  Gildings.  THE  RESOLUTION:  . 

PREMISES  AFIECTED — 210-212  West  65th  street,  Man-  (482-24-S) 

APPF  A  IMVEEg  Whereas,  Charles  Rosenbaum,  for  Estate  of  Sigmund 

PPEAKANCLS-  Rosenbaum  (Charles  Rosenbaum,  Ex.),  owner,  filed,  April 

ACTION  OF  RO  A  R  n  RS  B'  MTr-  ..  •  P  1924>  a  Petition,  with  the  board  of  standards  and  appeals, 

miniTT?«BOfRTeS‘IOn  granted  on  condition.  for  variation  from  the  requirements  of  the  labor  law  as 

tmp  vAmVPb_As  sp€Clfied  m  ^solution.  cited  in  order  of  fire  commissioner,  affecting  premises  265 

•  r-,  .  West  Broadway,  Manhattan;  and 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty,  Whereas,  the  order  of  the  fire  commissioner  reads: 

Boulton  Holland,  Kerby,  Connell,  Superin-  “2.  Arrange  the  fire  escape  at  the  front  of  building 

tendents  Brady,  Reville,  Kleinert  and  Moore.  10  and  the  openings  leading  thereto  and  the  windows  open- 

JNegative  . . . •_ .  0  ing  on  the  course  thereof  so  that  same  are  in  com- 

ADsent:  hire  Chief  Kenlon,  Deputy  Fire  Com-  plianee  with  the  provisions  oif  section  79B-4  and  79B-5 

missioner  Hannon  and  Superintendent  Me-  of  the  labor  law  *  *  * 

tftu  .  3  “Among  the  defects  noted  on  this  fire  escape  are 

CHE  RESOLUTION :  _  the  following: 

w  ,  (510-24-S)  _  “Windows  on  course  not  fireproof,  ixit  self  closing. 

WHEREAS,  Charles  B.  Meyers,  for  Morjac  Realty  Co.,  “No  60  degree  connecting  stairways  between  bal- 

own<T  filed,  April  IQ,  1924,  a  petition,  with  the  board  of  conies. 

standards  and  appeals,  for  variation  from  the  requirements  “No  counterbalanced  stairway  to  street. 

°  e  * sbor  law,  as  cited  in  a  decision  of  the  superintend-  “Fire  escape  needs  scraping  and  painting.”; 

jnt  of  buildings,  affecting  premises  210-212  West  65th  and 

street,  Manhattan ;  and  Whereas,  the  building  is  non-fireproof,  four  stories  in 

-  /|HEIiEaS,  ■  6  dccrsion.  of  ll]e  superintendent  of  buildings,  height,  25  It.  by  100  ft.  in  area;  OCCUPIED  as  a  tenant 
'92i  op  APrl*  3'  1924,  ®n  acting  on  N.  B.  Application  No.  factory,  6  persons  above  the  1st  story;  4th  story  vacant 

•  "  i'TV  S'  at  present.  EXITS:  An  interior  wooden  stairway  extend- 

Ihis  amendment  is  disapproved  with  the  following  ing  from  1st  story  to  top  story;  enclosed  in  wooden  par- 
° d-Ue,  to  arnendrnent :  _  titions  with  wooden  doors  at  openings ;  a  fire  escape  on 

Show  windows  should  comply  with  Section  264  La-  the  front  of  the  building  extending  from  the  roof  to  2nd 

,  , tK)r  Uw  and  Rule  503  Industrial  Code.” ;  story  balcony,  with  counterbalanced  ladder  in  guides  to 

inw  .  ,  street,  with  fireproof  windows  along  the  course  thereof-, 

ynrivpEAS’  uulldlus  is  fireproof,  six  stories  in  height,  and 

CUPIED  as  a  tenant  factory,  30  persons  on  each  story  Whereas,  petitioner  contends  it  is  impracticable  to  pro- 

•  ve  the  1st ;  equipped  with  a  sprinkler  and  fire  alarm  vide  a  counterbalanced  stairway  to  street. 

ignal  system.  EXITS:  Two  interior  fireproof  stairways;  Resolved,  that  the  board  of  standards  and  appeals  does 
■nJL  hereby  make  a  variation  from  the  requirements  of  the  la- 

whereas,  there  are  openings  in  the  front  of  the  building  bor  law  and  that  the  petition  be  and  it  hereby  is  granted 

•k  •  lSt  mezzardne  stories,  glazed  with  J4  in.  plate  so  far  as  it  affects  egress  from  the  lowest  balcony  of  fire 

•  ass ,  the  area  of  the  glass  is  about  10  ft.  by  10  ft. ;  and  escape,  on  condition  that  a  counterbalanced  drop  ladder  in 
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guides  shall  be  provided  from  the  lowest  balcony  and  thait 
the  occupancy  shall  not  exceed  25  persons  above  the  1st 
story,  and  that  the  order  shall  be  complied  with  in  all  other 
respects. 


524-24-S.  . 

PETITIONER— Charles  B.  Meyers,  for  Kaufwem  Realty 
Co.,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 202-204  West  3&th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Charles  B.  Meyers. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  .  1° 

Negative  . . . . . •  0 

Absent :  Mr.  Connell,  Fire  Chief  Kenlon  and 

Superintendent  McDermott  .  3 

THE  RESOLUTION : 

(524-24-S) 

Whereas,  Charles  B.  Meyers,  for  Kaufwein  Realty  Co., 
Inc.,  owner,  filed,  April  11,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  202-204  West  3&th 

street,  Manhattan;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

dated  April  3,  1924,  reads' 

“11.  All  windows,  including  show  windows,  should 
comply  with  Section  264  Labor  I  aw  and  Rule  503  In¬ 
dustrial  Code.’’ ; 

^Whereas,  the  building  is  fireproof,  12  stories  in  height, 
34  ft.  by  74  ft.  in  area;  OCCUPIED  as  stores,  offices, 
show  rooms  and  tenant  factory,  30  persons  per  story ; 
EQUIPPED  with  a  sprinkler  and  fire  alarm  signal  sys¬ 
tem.  EXITS:  One  interior  fireproof  stairway;  and 

Whereas,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st,  2nd  and  3rd  stories,  glazed  with  %  in.  plate 
glass;  the  area  of  the  glass  is  over  720  square  inches; 

Whereas,  petitioner  contends  that  to  construct  these  win¬ 
dows  as  required  by  the  labor  law  would  detract  from 
the  architectural  appearance  of  the  building  and  make  it 
impracticable  to  use  these  stories  as  stores  and  show  rooms. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  front  of  th«  budd¬ 
ing  on  the  1st,  2nd  and  3rd  stories  on  condition  thait  the 
frames  shall  be  constructed  of  metal,  and  the  windows 
glazed  with  polished  plate  glass  not  less  than  J4  m.  in 
thickness,  and  that  the  building  shall  comply  with  the  la¬ 
bor  law  ’in  all  other  respects. 


527-24-S. 

PETITIONER)— Croker  National  Fire  Prevention  Engin¬ 
eering  Co.,  for  Harry  J.  Milder,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED* — 237  Division  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

^  Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville,  Kleinert  and  Moore  .  10 

Negative  .  0 

Absent:  Mr.  Connell,  Fire  Chief  Kenlon  and 
Superintendent  McDermott  .  3 

THE  RESOLUTION: 

(527-24-S) 


Whereas,  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Harry  J.  Milder,  owner,  filed,  April  14,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law  as  cited 
in  order  of  the  fire  commissioner,  affecting  premises  237 
Division  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  rear  of  build¬ 
ing,  by  constructing  a  fireproof  passageway  with  an 
unobstructed  width  of  at  least  3  feet  throughout,  lead¬ 
ing  to  the  street  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stones  in 
height,  28  ft.  by  28  ft.  in  area.  OCCUPIED :  1st  story, 
stores ;  2nd  story,  synagogue,  10  persons ;  3rd  story,  clothing 
repair,  4  persons ;  4th  story,  shoe  repairing,  5  persons.  EXITS : 
An  interior  wooden  stairwray  extending  from  the  1st  story  to 
the  top  story,  enclosed  in  wooden  partitions  with  wooden  doors 
at  the  openings,  a  fire  escape  on  the  rear  of  the  building 
extending  from  the  roof  to  the  rear  yard,  with  EGRESS 
from  the  termination  of  fire  escape  by  means  of  door  in 
fence  to  yard  to  rear  and  through  building  to  street; 
roofs  of  adjoining  building  to  the  east  two  stories  lower, 
to  west  one  story  higher  ;  and 

Whereas,  petitioner  contends  that,  in  view  of  the  light 
occupancy  of  .  the  premises,  that  there  is  ample  means  of 
egress  from  the  termination  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  set  of  steps  shall  be  provided  for  the 
difference  in  level  between  this  premises  and  the  yard  to 
the  rear  and  that  a  doorway  shall  be  provided  in  the  fence 
opening  in  line  of  travel  with  egress  through  unobstructed 
passageway  of  property  in  rear  direct  to  street,  and  granted 
so  long  as  the  conditions  as  to  occupancy  and  use  remain 
unchanged. 


538-24-S.  Jm 

PETITIONER — Samuel  Rosenblum,  for  Segbro  Realty  Co., 
owner.  j 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 19-21  West  36th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum.  ' 

For  Administration:  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD* — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville,  Kleinert  and  Moore  . 10 

Negative  . . . ••• . j 

Absent:  Mr.  Connell,  Fire  Chief  Kenlon  and 
Superintendent  McDermott  . 
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*1 - - - -  —  - — 

THE  RESOLUTION: 

(538-24-S) 

Whereas,  Samuel  Roseniblum,  for  Segbro  Realty  Co., 
owner,  filed,  April  15,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  Ial>or  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  19-21  West  36th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  19.  1924,  in  acting  on  Order  No.  53794-LD,  reads: 
“1.  Provide  approved  self-closing  fire  doors  at  open¬ 
ings  leading  to  interior  stairways  on  all  stories,  open¬ 
ing  outwardly  so  as  not  to  obstruct  the  stairway,  as 
per  Section  271  of  the  Labor  Law  *  *  *. 

“2.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  stairway  at  north 
side  of  building  at  westerly  end  by  constructing  a  fire¬ 
proof  passageway  with  an  unobstructed  width  of  at  least 
3  feet  throughout,  leading  to  the  street  *  *  * 

“3.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  exterior  stairway  at  north 
side  of  building  at  easterly  end  by  constructing  a  fire¬ 
proof  passageway  with  an  unobstructed  width  of  at 
least  3  feet  throughout,  leading  to  the  street  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
48  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED  as  a  tenant 
factory,  maximum  occupancy  82  persons  per  story; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm 
signal  system.  EXITS:  An  interior  fireproof  stairway 
extending  from  the  1st  story  to  the  roof,  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  the  openings ;  t,wo  fire 
escapes  on  the  rear  of  the  building  extending  from  the 
roof  to  a  common  balcony  at  2nd  story,  with  fireproof 
windows  along  the  course  thereof,  with  EGRESS  from 
the  termination  ol  fire  escape  at  2nd  story  balcony,  by 
means  of  platform  to  a  mezzanine  fireproof  passageway 
leading  to  the  front  interior  stairway:  ROOF  of  adjoin¬ 
ing  building  to  the  west  is  six  stories  higher  and  roof  of 
the  building  to  the  east  is  four  stories  higher ;  and 
Whereas,  petitioner  contends  that  the  existing  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  1  only  so  far  as  it  affects  the  area  of  wire 
glass  in  the  door  on  condition  that  the  order  shall  be  com¬ 
plied  with  in  all  other  respects ;  dismissed  as  to  Items  2 
and  3  as  same  have  been  rescinded  of  record. 


450-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Gair  Realty  Corporation,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of  fire 
commissioner. 

PREMISES  AFFECTED — 79-83  Washington  street  and 
39-45  York  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannons 
Superintendents  Brady,  Reville,  Kleinert  and 

Moore  .  U 

Negative  . 0 

Absent :  Mr.  Connell  and  Superintendent  Mc¬ 
Dermott  . 2 


THE  RESOLUTION: 

(450-24-S) 

W  hereas,  Croker  National  Fire  Prevention  Engineering 
to.,  for  Gair  Realty  Corporation,  owner,  filed,  March 
28,1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner,  affecting 
premises  79-83  Washington  street  and  39-45  York  street 
Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner  dated 
October  24,  1923,  read: 

“No.  50899-LD : 

1.  Provide  safe  egress  to  the  street  from  interior 
stairway  at  rear  of  building,  by  means  of  passageway 
on  1st  story,  enclosed  in  fire  resisting  material  as  per 
Section  271  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  north  side  of  No. 
39-41  building  and  the  openings  leading  thereto  and 
the  windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273 
and  274  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

Windows  on  6th  story  not  fireproof  nor  self-clos¬ 
ing. 

“Not  screened  to  a  height  of  4  ft.  6  in. 

.  “No  steps  provided  to  sill  on  6th  story. 

“Doors  opening  on  balcony  on  all  stories  open  out¬ 
wardly  only  for  a  distance  of  16  in.  due  to  railing  en¬ 
closing  balcony  and  Obstruct  means*  of  egress  by  this 
fire  escape. 

‘  Doors  leading  to  balcony  on  all  stories  cannot  be 
opened  from  outside.” 

“No.  50901-LD: 

“1-  Provide  approved  automatic  fireproof  windows 
opening  on  course  of  exterior  stairway  on  6th  story  at 
rear  of  43  and  45  building,  as  per  Section  268  of  the 
Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  110  ft.  6  in.  by  100  ft.  in  area;  OCCUPIED  as 
a  tenant  factory,  224  persons  above  the  1st  story;  EQUIP¬ 
PED  with  a  standpipe  and  sprinkler  system.  EXITS  :  An 
interior  wooden  stairway,  extending  from  the  1st  story 
to  rool,  enclosed  in  terra  cotta  block  partitions,  with  fire 
doors  at  openings ;  with  EGRESS  from  termination  to  open 
yard  leading  to  Fleet  alley  and  also  through  hallways  to 
street;  two  fire  escapes  on  the  rear  of  the  building,  ex¬ 
tending  from  roof  to  rear  yard  and  Fleet  alley  (with  fire¬ 
proof  opening  along  the  course  thereof,  excepting  on  the 
6th  story)  ;  and 

Whereas,  petitioner  contends  that  the  interior  stairway 
and  the  two  fire  escapes  have  been  accepted  by  both  the 
building  and  fire  departments. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  1,  Order  No.  50899-LD,  so  long  as  an  open 
and  unobstructed  egress  is  maintained  by  means  of  open 
areaway  not  less  than  7  ft.  wide  from  termination  of 
stairs  to  Fleet  alley,  with  egress  therefrom  direct  to  street, 
and  granted  as  to  Item  2  on  condition  that  the  windows  on 
the  balcony  shall  be  made  fireproof,  self-closing  and  steps 
provided  to  sills,  and  that  fireproof  casement  door  shall 
be  provided  to  top  story  balcony;  and  that  the  petition  as 
to  Item  1,  Order  50901,  be  and  it  hereby  is  denied. 


327-24iS. 


PETITIONER— H.  H.  Murdock,  for  Elsa  L.  Oppenhei 
and  William  Rau,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order 
fire  commissioner. 


mer 

of 
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PREMISES  AFFECTED— 45-51  Lispenard  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  H.  H.  Murdock. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITION S — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert  and 

Moore  .  M 

Negative  . .  •  •  •  0 

Absent:  Mr.  Connell  and  Superintendent  Mc¬ 
Dermott  .  ^ 

THE  RESOLUTION: 

(327-24-S) 

Whereas,  H.  H.  Murdock,  for  Elsa  L.  Oppenheimer 
and  William  Rau,  owner,  filed,  March  3,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  an 
•  order  of  the  fire  commissioner,  affecting  premises  45-51 
Lispenard  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  -fire  commissioner,  No.  45451- 
LD,  dated  April  16,  1923,  reads: 

“1.  Provide  an  enclosed  passageway  independent  ot 
other  exit  from  the  building  leading  to  the  street  from 
the  termination  of  the  exterior  screened  stairway  on  the 
north  side  of  building,  as  per  Section  268  of  the  La¬ 
bor  Law.” ; 


'^Whereas,  the  building  is  fireproof,  nine  stories  in  height, 
91.10  ft.  in  area  by  49.11  ft.  in  area;  OCCUPIED  as  a 
tenant  factory,  210  persons  above  1st  story;  RtJUirrnu 
with  a  fire  alarm  system.  EXITS:  One  fireproof  stairway 
extending  from  1st  story  to  roof,  with  kalamemed  doors 
at  openings ;  a  fire  escape  on  the  rear  of  the  building  (with 
wire  glass  windows  along  the  course  thereof)  extending 
from  roof  to  2nd  story  balcony,  with  EGRESS  therefrom 
through  door  in  building  No.  312  Canal  street ,  and 

Whereas,  petitioner  contends  that  the  existing  egress 
from  the  termination  of  the  fire  escape  through  31  -  Canal 
street  affords  an  enclosed  passageway  to  street;  and 
Whereas,  the  board  deemed  that  as  the  exits  had  been 
accepted  by  the  labor  department,  their  endorsement  of 

these  exits  should  be  ratified. 

Resolved,  that  the  board  of  standards  and  appeals  does 
herebv  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  egress  shall  maintained  free  unlocked 
and  unfastened  during  working  hours  and  that  the  con 
tin«  otherwise  as  to  use  and  occupancy  remain  unchanged. 


PETITIONER — S.  A.  Swensen,  for  Julius  Grossman  Real¬ 
ty  Co.,  Inc.,  owner.  .  ,  .  ,  r 

SUBJECT — Variation  of  labor  law  as  cited  in  order  o 

fire  commissioner. 

PREMISES  AFFECTED— 362-380  De  Kalb  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  S.  A.  Swenson  ,  c  , 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  ... 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

T  j  j  g  ^  Q  'J' 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert  and 
Moore  . 


Negative  .  0 

Absent:  Mr.  Connell  and  Superintendent  Mc¬ 
Dermott  .  2 

THE  RESOLUTION : 

(481-24-S) 


Whereas,  S.  A.  Swenson,  for  Julius  Grossman  Realty 
Co.,  Inc.,  owner,  filed,  April  4,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  362-80  De  Kalb  ave¬ 
nue,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  30,  1923,  in  acting  on  Order  No.  52364-LD, 

reads :  , 

“1.  Arrange  bars  on  windows  opening  on  east,  north 
and  south  sides  of  basement  and  south  side  of  1st 
story,  so  as  to  'be  readily  movable  or  removable  from 
both  sides  in  such  a  manner  as  to  afford  the  free 
and  unobstructed  use  of  such  windows  for  purposes  of 
egress,  as  per  Section  272  of  the  Labor  Law.’  ; 

and 

Whereas,  the  building  is  non- fireproof,  five  stories  and 
basement  in  height,  200  ft.  by  77  ft.  in  area,  divided  into 
two  sections  oJ  7,500  sq.  ft.  in  area  by  a  brick  partition 
wall,  openings  protected  with  fire  doors  at  each  story,  ex¬ 
cepting  the  1st  story  and  basement;  OCCUPIED  as  a  shoe 
factory,  227  persons;  and 

Whereas,  there  are  windows  in  the  basement  and  1st 
story,  obstructed  with  iron  bars ;  and 

Whereas,  petitioner  contends  the  barred  windows  do  not 
affect  the  means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  cotidition  that  the  bars  on  the  window  on  both  street 
fronts  in  each  section  of  the  building  shall  be  made  movable, 
and  steps  provided  to  sills  of  windows,  and  granted  so  long 
as  conditions  as  to  exits  remain  unchanged. 


560-24-S. 

PETITIONER — Broadway-Marlboro  Realty  Corp.,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 1351-1365  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Wm.  F.  Doyle. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Kleinert  and 

Moore  .  ^ 

Negative  . . . • . 

Absent:  Mr.  Connell  and  Superintendent  Me-  ^ 

Dermott  . 


THE  RESOLUTION 

(560-24-S)  i 

Whereas,  William  F.  Doyle,  for  Broadway-Marlboro 
ealty  Corp.,  owner,  filed,  April  21,  1924,  a  petition,  with 
ie  board  of  standards  and  appeals,  for  variation  trom 
ie  requirements  of  the  labor  law,  as  cited  in  a  ecl®lc* 
the  superintendent  of  buildings,  affecting  premises  MM* 
165  Broadway,  Manhattan;  and  .  x  ,  .  yj 

Whereas,  the  decision  of  the  superintendent  of  buiio 
gs,  rendered  March  15,  1924,  in  acting  on  N.  B.  Appn 
ition  No.  536-23,  reads: 
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Objection  No.  6: — All  windows  in  the  building 
should  be  fireproof  of  a  type  approved  by  the  Boar  i 
of  Fire  Underwriters,  Section  264,  Labor  Law.  (Amend 
ment  should  state  that  no  pane  of  glass  shall  exceed 
720  square  inches  in  area,  nor  more  than  48  inches 
in  any  dimension.”; 
nd 

Whereas,  the  building  is  fireproof,  20  stories  in  height 
48  ft.  by  J56  ft.  in  area;  OGCUPIED  as  stores,  office 
nd  show  rooms,  with  25  per  cent  factory  use;  EQUIP¬ 
PED  with  a  sprinkler  system  and  a  fire  alarm  signal  sys- 
■em,  extending  from  1st  story.  EXITS :  Two  interior  fire- 
roof  stairways  extending  from  the  1st  story  to  roof,  en- 
losed  in  fireproof  partitions  with  fire  doors  at  the  open- 
lgs;  and 

Whereas,  there  are  openings  in  the  Broadway  and  36th 
Feet  fronts  of  the  building  on  the  1st,  2nd  and  3rd  stories, 
lazed  with  yA  in.  plate  glass;  the  area  of  the  glass  ex- 
eeding  720  square  inches;  and 

Whereas,  petitioner  contends  that  to  have  the  area  of 
le  glass  comply  with  the  labor  law  would  destroy  the 
tore  and  show,  room  use,  and  proposes  to  eliminate  the 
r?lf-closing  devices  in  all  windows,  except  where  they 
>rm  an  exposure  and  are  within  30  ft.  from  any  opening 
i  another  building  or  less  than  50  ft.  above  a  neighboring 
oof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  from  the  requirements  of  the  la- 
or  law  and  that  the  petition  be  and  it  hereby  is  granted 
o  far  as  it  affects  the  openings  on  the  street  front  in 
ie  three  lower  stories  on  condition  that  metal  frames  shall 
'  installed,  glazed  with  polished  plate  glass  not  less  than 
:  in.  in  thickness,  and  that  the  building  shall  comply 
ith  the  labor  law  in  all  other  respects. 


2-24-S. 

ETITIONER— Charles  B.  Meyers,  for  K.  R.  K.  Corp., 

owner. 

JBJECT  Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

DEMISES  AFFECTED— 237-245  West  35th  street,  Man¬ 
hattan. 

PPEARANCES — 

For  Petitioner:  Charles  B.  Meyers. 

-TION  OF  BOARD — Petition  granted  on  condition. 
INDITIONS — As  specified  in  resolution. 

iE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  ICleinert  and 

Moore  .  -q 

N egati ve  . o 

Absent:  Mr.  Connell  and  Superintendent  Mc¬ 
Dermott  .  2 

rHE  RESOLUTION: 

„  _  (572-24-S) 

Whereas,  Charles  B.  Meyers,  for  K.  R.  K.  Corp.,  owner, 

’  APnl  22>  1924,  a  petition,  with  the  board  of  stand¬ 
's  and  appeals,  for  variation  from  the  requirements  of 
labor  law,  as  cited  in  a  decision  of  the  superintendent 
ouildings,  affecting  premises  237-245  West  35th  street 
nhattan ;  and 

\  hereas,  the  decision  of  the  superintendent  of  build- 
s,  rendered  April  11,  1924,  reads: 

T  his  amendment  is  disapproved  with  the  following 

objections : 


and 


20.  All  lights  of  glass  should  not  exceed  720  square 
inches  in  accordance  with  Labor  Law.”; 

iiMV?fERKASnlher  buiId?ng.is  fireproof,  17  stories  in  height, 
110  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED  as  stores, 
showrooms  .  and  tenant  factory,  120  persons  per  story  • 

K vrrc  Wlt-1  3  ?Pn'nkler  ar}d  fire  alarm  signal  system. 
,iTS  consist  of  two  interior  fireproof  stairways;  and 
Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st,  2nd  and  3rd  stories,  glazed  with  yA  in.  plate 
glass;  the  area  of  the  glass  is  over  720  sq.  in.;  and 
Whereas,  petitioner  contends  that  to  construct  these 
windows,  as  required  by  the  labor  law  would  detract  from 
the  architectural  appearance  of  the  building  and  make  it 
impracticable  to  use  these  stories  as  stores  and  showrooms 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  front  of  the  building 
in  the  three  lower  stories  on  condition  that  the  frames  shall 
be  constructed  of  metal  glazed  with  polished  plate  glass 
not  less  than  yA  in.  in  thickness  and  that  the  building  shall 
comply  with  the  labor  law  in  all  other  respects. 


102-24-S. 

PEI  ITIONER  Bonvvit  Teller  &  Company,  for  415  Fifth 
Avenue  Company,  owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 415-21  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Arthur  B.  Hyman,  J.  Klippel 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD’ — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 


Bradly,  Reville,  Kleinert  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Connell,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 

THE  RESOLUTION: 

(102-24-S) 


Whereas,  Bonwit  Teller  &  Company,  for  415  Fifth  Ave. 
Company,  owner,  filed,  January  23,  1924,  a  petition,  witli 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  415-21  Fifth 
avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  10,  1923,  in  acting  on  Order  No.  46655-LD,  reads : 

“2.  Remove  all  combustible  articles  from  passage¬ 
way  on  1st  story  in  8  East  38th  St.  section,  as  per 
Rule  3  of  the  Industrial  Code. 

“4.  Provide  exit  signs,  letters  to  be  at  least  8  in. 
in  height,  at  all  means  of  egress  with  a  red  light  over 
all  such  exits  for  use  in  time  of  darkness,  as  per 
Section  272  of  the  Labor  Law. 

“5.  Remove  all  combustible  partitions  on  all  stories 
sub-dividing  the  floor  areas  in  sections  known  as  10- 
12  East  38th  Street  and  8  East  38th  Street,  3-9  East 
37th  Street  and  415  Fifth  Avenue  as  per  Section  270, 
subdivision  6  of  the  Labor  Law.”; 
and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
with  a  frontage  of  123  ft.  5  in.  on  Fifth  avenue,  200  ft 
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on  38th  street  and  66  ft.  2  in.  on  37th  street;  OCCUPIED 
as  a  department  store  and  factory,  1,380  persons  in  the 
entire  building;  equipped  with  a  sprinkler  system  and  a  fire 
alarm  signal  system;  the  means  of  egress  consisting  of 
four  (4)  interior  stairways,  one  (1)  fire  tower  and  one 
(1)  exterior  stairway;  and 

Whereas,  petitioner  contends  that  the  partitions  in  ques¬ 
tion  are  located  on  the  2nd,  3rd,  4th  and  5th  stories ,  that 
the  partitions  are  wood  and  glass  partitions,  7  ft.  in 
height,  with  iron  screens  above  the  top  of  the  wood  par¬ 
titions’;  that  there  are  wood  and  glass  partitions  around 
the  bootblack  stand,  superintendent’s  office  and  parcel  room 
in  main  passageway  to  8  East  38th  street,  but  that  there 
is  an  8  ft.  clearance,  and  petitioner  requests  a  modification 
of  the  order  as  to  exit  signs  on  2nd  and  3rd  stories  and 
permission  to  substitute  electrical  light  oval  ruby  glass 
contour  signs  approximately  8  in.  by  5  in.,  with  letters 
marked  “EXIT”  on  the  sign  2  in.  by  3  in.  high,  and  con¬ 
tends  that  electrically  lighted  letters  will  have  a  greater 
range  of  visibility. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  4  only  so  far  as  it  affects  four  openings, 
one  on  the  2nd  story,  one  on  the  3rd  story  and  two  on 
the  4th  story,  substituting  in  lieu  of  the  regulation  EXI  i 
sign  a  fixed  box,  with  illuminated  sign  not  less  than  2 
in  by  7^  in.,  and  granted  as  to  Item  No.  5  in  so  far  as 
it  affects  the  2nd,  3rd,  4th  and  5th  stories  on  condition 
that  the  floor  area  as  now  subdivided  remain  substantially 
unchanged  as  indicated  on  blue  prints  filed  in  this  petition, 
and  that  the  order  of  the  fire  commissioner  as  to  Item 
No.  2  be  and  it  hereby  is  affirmed,  and  the  petition  as 
to  this  item  be  and  it  hereby  is  denied. 


PETITIONER— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Brooklyn  Factory  &  Power  Co.,  Ltd., 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 20-30  Morton  street,  Brooklyn. 
For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTLON  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby.  Superintendents 
Bradly,  Reville,  Kleinert  and  Moore  .  9 

Negative  . •••••; - A' ' ' 

Absent :  Mr.  Connell,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon  and  Super¬ 
intendent  McDermott  .  4 


0 


THE  RESOLUTION : 

(149-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Brooklyn  Factory  &  Power  Co.,  Inc.,  owner,  filed, 
January  30,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  20-30  Morton  street,  Brooklyn ,  and 

Whereas,  the  order  oif  the  fire  commissioner,  dated  De¬ 
cember  18,  1923,  reads  : 

"Order  No.  53079-LD : 

“1.  Arrange  fire  escapes  on  the  north  side  at  centre 
and  westerly  end  and  on  south  side  of  building  so  as 
to  lie  structurally  safe  and  provide  a  sign  with  letters 


of  at  least  8  in.  in  height  over  all  openings  leading  ■ 
said  fire  escapes  on  each  story  reading:  THIS  IS  NO 
AN  EXIT,  or  preferably  a  sign  reading:  THIS  1 
NOT  OONSIDERFD  AN  EXIT,  *  *  * 

“2.  Arrange  the  fire  escape  on  the  north  side  at  eas 
erly  end  of  four  story  building  *  *  *. 

"Among  the  defects  noted  on  this  fire  escape  are  tl 
following : 

“Windows  on  course  not  fireproof,  not  self-closing. 

"No  stairway  from  lowest  balcony  to  ground. 

“No  60  degree  stairs  connecting  balconies.  N- 
painted. 

“Extend  balcony  on  2nd  story  to  cover  2  windows  ( 
the  2nd  story  of  2  story  extension  at  east  side  of  fot 
story  portion  of  building. 

“3.  Arrange  the  fire  escape  on  the  east  side  of  we 
wing  of  four  story  portion  of  building  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  tl 
following:  Windows  on  course  not  self-closing,  b 
safe  passageway.  No  stairway  from  top  balcony  to  roc 
No  steps  to  sills  of  windows.” ; 
and 

Whereas,  the  building  is  non-firepruof,  four  stories 
height,  100  ft.  by  105  ft.  (L  shape)  in  area;  equipped  wi 
a  sprinkler  system,  divided  into  three  sections ;  OCOUPIE 
for  the  manufacture  of  wire  springs,  50  persons  above  t 
1st  story.  EXITS:  Two  interior  wooden  stairs  extendii 
from  the  1st  story  to  the  top  story,  enclosed  in  tin  lim 
wooden  partitions,  with  metal  covered  wooden  doors  at  t 
openings;  three  fire  escapes  on  the  front  (northerly)  of  t 
building,  extending  from  the  top  story  to  the  1st  story,  wi 
gooseneck  ladders  to  roof,  and  drop  ladders  to  street; 
fire  escape  on  the  easterly  side  of  west  wing  extending  fre 
the  4th  to  the  1st  story,  with  ladder  to  roof  and  countc 
balanced  stair  to  yard;  EGRESS  from  yard  through  op 
driveway  to  street ;  a  fire  escape  on  the  easterly  side 
the  easterly  wing,  extending  from  the  4th  story  to.  the  ro 
of  adjoining  one  story  building ;  ROOFS  oi  adjoining  buil 
ings  three  stories  lower ;  and  1 

Whereas,  petitioner  contends  that  in  re  Item  No.  2,  tl 
this  fire  escape  is  not  considered  an  exit  from  this  buildi 
as  there  are  two  other  means  of  exit,  horizontal  exits  a. 
a  stairway,  and  in  re  Item  No.  3  contends  that  there 
an  8  ft.  wide  passage  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  dc 
hereby  make  a  variation  from  the  requirements  of  the  i 
bor  law  and  that  the  petition  be  and  it  hereby  is  grant 
as  to  Item  No.  2  on  condition  that  the  fire  escape  on  t 
front  of  building  “C”  is  provided  with  a  counterbalanc 
drop  ladder  in  guides  to  street,  and  all  openings  made  ni 
proof  and  self-closing,  and  further,  on  condition  that  a  b 
cony  is  provided  from  the  2nd  story  of  building  ‘  E  to  ro 
of  building  “G” ;  granted  as  to  Item  No.  3  in  so  far  as 
affects  the  stairway  from  the  top  balcony  to  the  roof, 
condition  that  a  gooseneck  ladder  is  provided,  and  as 
passageway  to  street,  on  condition  that  the  passageways 
two  street  fronts  from  foot  of  fire  escape  are  maintaine 
and  that  the  order  of  the  fire  commissioner  as  to  Item  r 
1  be  and  it  hereby  is  affirmed,  and  the  petition  be  and 
hereby  is  denied. 


198-24-S. 

PETITIONER— Kranich  &  Bach,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  order 
fire  commissioner. 

PREMISES  AFFECTED— 235-243  East  23rd  street. and 
Second  avenue,  Manhattan.  « 

APPEARANCES — 

For  Petitioner:  Louis  H.  Maier. 

For  Administration:  Inspector  Maher  of  lire  depa 
ment. 
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MINUTES 


ACT  I  Ops  Oil’  BOARD — Petition  granted  on  condition. 
GONDII  ION'S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  \\  alsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Brady,  Reville  and  Moore  .  8 

Negative  . "  0 

Absent:  Mr.  Connell,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superintend¬ 
ents  Kleinert  and  McDermott  .  5 

THE  RESOLUTION: 

(198-2-LS) 

Whereas,  Kranich  &  Bach,  owners,  filed,  February  8, 
1924,  a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  an  order  of  the  fire  commissioner,  affecting  premises 
235-243  East  23rd  street  and  409  Second  avenue,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Janu¬ 
ary  19,  1924,  in  acting  on  Order  No.  53730-LD,  reads: 

‘  1.  Arrange  the  fire  escape  in  the  court  on  the  east 
side  of  building  No.  235-39  East  23rd  Street  and  the 
openings  leading  thereto  *  *  *. 

NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Stairway  does  not  extend  to  roof 
from  top  balcony.  No  safe  passageway  to  street  from 
lower  termination.  Remove  signs  reading  ‘This  is  not 
an  exit.  No  exit  signs  and  lights  provided  at  openings 
to  same  on  all  stories. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  No.  235-39  East  23rd  Street  from  the  second 
story  to  the  first  story,  said  stairway  and  the  landings, 
platforms  and  passageways  connecting  therewith  to  be 
enclosed  on  all  sides  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3  ft. 
above  the  roof,  and  provide  a  fire  resisting  passageway 
leading  from  the  termination  of  the  stairway  to  the 
street,  *  *  *. 

“3.  Enclose  the  interior  stairway  at  the  east  side  of 
Second  Avenue  extension  of  7  story  building  serving 
as  a  required  means  of  exit,  and  the  landings,  platforms 
and  passageways  connecting  therewith  on  all  sides  with 
partitions  of  fire  resisting  material  extending  continu¬ 
ously  from  the  cellar  to  3  feet  above  the  roof,  con¬ 
structed  as  per  Section  271  of  the  Labor  Law  or  carry 
out  a  proper  alternative  method  of  complying  with  the 
requirements  of  Section  271  of  the  Labor  Law. 

“4.  Provide  an  additional  means  of  exit  from  the 
cellar  of  No.  235-39  East  23rd  Street,  said  exit  to  be 
located  at  the  west  side  of  building  *  *  *. 

“5.  Provide  an  additional  required  means  of  exit 
from  the  7th  story  of  building  No.  241-43  East  23rd 
Street  remote  from  the  existing  stairway  in  Second 
Avenue  extension  of  building,  preferably  located  at  the 
west  side  of  building  *  *  ; 

id 

Whereas,  the  premises  are  equipped  with  a  100  per  cent 
'rinkler  and  fire  alarm  signal  system;  the  building  is  non¬ 
reproof,  122  ft.  by  98  ft.  9  in.  (irregular)  in  area,  sep- 
ated  into  two  sections  by  a  fore  and  aft  brick  wall,  with 
"e  doors  at  the  openings ;  the  easterly  section  is  7  stories 
id  the  westerly  section  is  6  stories  in  height.  OCCU- 
IED:  1st  story,  garage  and  piano  showrooms,  19  persons; 
>per  stories,  manufacture  of  pianos,  128  persons  above  the 
t  story.  EXITS  :  Three  interior  wooden  stairways,  en- 
osed  in  wooden  partitions,  two  in  the  easterly  section,  ex¬ 
uding  from  the  1st  story  to  the  top  story,  and  the  westerly 
airway  extending  from  the  1st  story  to  the  roof ;  a  fire 
cape  with  fireproof  windows  along  the  course  thereof  on 
e  west  wall  of  court,  extending  from  the  top  story  to 
mrt,  with  gooseneck  ladder  to  roof ;  two  sub-standard  fire 
capes  on  the  easterly  wall  of  court;  and 


Whereas,  petitioner  contends  that  similar  orders  were  is¬ 
sued  b(y  the  fire  department  in  1919  and  after  suggested 
wcw-k  was  done  the  orders  were  dismissed. 

esolved  that  the  -board  of  standards  and  appeals  does 
ereb>  make  a  variation  from  the  requirements  of  the  labor 

hten^No  ^  thf  petlt,°n  jf  ^  if  h^eby  is  granted  as  to 
Item  No.  1,  so  far  as  it  affects  egress  from  the  termination 
ot  the  hre  escape,  on  condition  that  the  passageway  from  the 
yard  to  the  street  on  Second  avenue  and  23rd  street  be 
maintained  tree  and  unobstructed;  granted  as  to  Item  Nos 
3  a"d  5  on  condition  that  a  standard  party  wall  fire  escape 
shall  be  Provided  on  the  23rd  street  front  of  the  building 
between  buddings  239  and  241;  granted  as  to  Item  No.  4 
on  condition  that  one  (l)  additional  fixed  iron  stairs  shall 
be  provided  trom  the  cellar  at  the  west  end  of  building 
provided  with  counterbalanced  vault  cover  at  sidewalk  level 
and  that  the  existing  iron  steps  in  the  same  section  shall 
be  provided  with  counterbalanced  sidewalk  cover;  that  two 
existing  stairs  in  the  cellar  of  Nos.  241  and  243  shall  be 
enclosed  in  fire  retarding  partition  with  self-closing  fireproof 
doors  at  the  foot  of  same. 


blUBMITTED  FOR  APPROVAT 

961-23-SA. 

Peerless  Engineering  Company. 

|preA?AifcEs0-lllhe  Curtls  Pate,u  Rotary  Pumi>- 

ACTION  OF  BOARD — Petition  withdrawn  on  request  of 
petitioner. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby,  Superintendents 

Brady,  Reville  and  Moore .  8 

Negative  .  0 

Absent:  Mr.  Connell,  Fire  Chief  Kenloii,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superintend¬ 
ents  Kleinert  and  McDermott .  f, 


493-24-SA. 

PETITIONER— Alfred  R.  Haase. 

SUBJECT— Approval  of  the  Faultless  Oil  Burner 
APPEARANCES— Not  noted. 

ACTION  OF  BOARD- — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1414-23-SA. 

PETITIONER — The  Engineer  Company. 

SUBJECT— Approval  of  the  Enco  Type  400  Steam  Atomiz¬ 
ing  Fuel  Oil  Burner. 

APPEARANCES— Not  noted. 

ACTION  OF  BOARD — -Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1415-23-SA. 

PETITIONER — The  Engineer  Company. 

SUBJECT — Approval  of  the  Enco  Mechanical  Atomizer 
Fuel  Oil  Burner. 

APPEARANCES— Not  noted. 

ACTION  OF  BOARD- — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


590-24-iSA. 

PETITIONER— Croker  National  Fire  Prevention  Engin¬ 
eering  Co. 

SUBJECT— Approval  of  Film  Inspection  Machne. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

ACTION  OF  BOARD — 'Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


Adjourned  5  p.  m.  . 

William  J.  O'Gorman,  Secretary. 
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MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  April  29,  1924,  as  they  appeared  in  Bulle¬ 
tin  No.  19,  Vol.  IX,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION : 

(225-24-S) 

Whereas,  Peerless  Roofing  &  Construction  Co.,  Inc., 
for  United  Chain  Buildings,  Inc.,  owner,  filed,  February 
13,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  fire  commissioner,  affect¬ 
ing ’premises  49  West  28th  street,  Manhattan and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
January  14,  1924,  reads: 

“1.  Provide  an  additional  means  of  exit  from  1st 
and  2nd  stories  of  rear  addition  to  building * *  ***.’; 

and  .  .... 

Whereas,  the  premises,  a  rear  extension  to  a  building, 

located  on  the  front  of  the  lot,  is  non-fireproof,  two  stories 
_____  1 
* Correction — Word  “not”  omitted  in  last  line. 


and  basement  in  height,  20  ft.  by  27  ft.  in  area.  OCCTJ 
PIED:  Basement,  store,  2  persons;  1st  story,  vacant,  prc 
posed  occupancy,  8  persons;  2nd  story,  vacant,  propose 
occupancy,  8  persons;  EXITS  by  means  of  passageways  t 
front  building;  and 

Whereas,  petitioner  proposes  to  provide  additional  ex 
from  2nd  story  by  means  of  a  proposed  stairway,  cor 
structed  on  the  westerly  side  of  the  building,  terminatin 
on  the  roof  of  an  adjoining  extension  and  to  provide  a 
additional  means  of  exit  from  1st  story  by  pioviding 
door  in  westerly  side  of  building,  opening  on  adjoinin 
extension  roof.  i 

Resolved,  that  the  board  of  standards  and  appeals  dcx 
hereby  make  a  variation  from  the  requirements  of  the  1; 
bor  law  and  that  the  petition  be  and  it  hereby  is  grantt 
on  condition  that  an  additional  exit  shall  be  provided  fro 
the  1st  and  2nd  stories  by  fixed  iron  stairway  and  hor 
zontal  exit  as  shown  on  plans  filed  with  this  petitio 
with  a  stairway  from  roof  of  extension  of  No.  51  to  e: 
tension  roof  of  No.  53  and  a  similar  stairway  into  yai 
of  No.  55  West  28th  street,  and  that  fireproof  doors  opei 
ing  out  be  provided  at  proposed  openings,  and  that  tl 
occupancy  as  proposed  be  permitted. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  afternoon,  April  8,  1924,  as  they 
appeared  in  Bulletin  No.  16,  Vol.  IX,  are  hereby  corrected 
to  read  as  follows : 

THE  RESOLUTION : 

(155-24-S) 

Whereas,  Sugarman,  Hess  &  Berger,  for  Almond  Realty 
Corp.,  owner,  filed,  January  31,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  251-259 
West  36th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  24,  1924,  reads: 


*Corrcction — Words  “ is  7  ft.  by  13  ft.  9  in.”  omitted  in 

lines  22  and  23  and  “ of  the  glass  is  7  ft.  by  3  ft.  9  in.” 
omitted  in  line  24  and  words  “exceeding”  and  “permitted  by 

the  labor  law”  substituted  in  lines  23  and  24. 


“12.  All  windows,  including  show  windows  at  fir 
second  and  third  floors,  should  comply  with  Sectii 
264  Labor  Law,  and  Rule  503,  Industrial  Code.”; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  heigl 
84  ft.  7  in.  by  98  ft.  9  in.  in  area ;  equipped  with  a  sprinkl 
system.  OCCUPIED:  Cellar,  storage  and  boiler  rooms, 
persons;  1st  story,  stores  and  offices,  50  persons;  mezzanii 
offices,  20  persons;  upper  stories,  offices,  120  persons  p 
story.  EXITS:  One  interior  fireproof  stairway  and  o 
fire  tower  extending  from  1st  story  to  roof ;  and 

Whereas,  there  are  windows  on  the  front  of  the  buil 
ing  on  the  1st,  2nd  and  3rd  stories  glazed  with  lA 
plate  glass ;  the  area  of  the  glass  on  the  1st  story,  2nd  a 
3rd  stories  exceeding  the  maximum  area  permitted  by  t 
labor  law;  and  _ 

Whereas,  petitioner  contends  all  other  windows  confoi 
with  the  requirements  of  the  labor  law.  ; 

Resolved,  that  the  board  of  standards  and  appeals  dc 
hereby  make  a  variation  from  the  requirements  of  the  1 
bor  law  and  that  the  petition  in  so  far  as  it  affects  t 
windows  in  the  three  lowest  stories  at  the  front  of  t 
building  be  and  it  hereby  is  granted  an  condition  that  t 
building  shall  comply  with  the  labor  law  in  all  off 
respects. 


NOTICE 


Copies  of  the  revised  Plumbing  Rules  or  Fuel  Oil  Rules  may  be  obtained,  without  charge,  on  apphcati ‘ 
at  the  office  of  the  Board  of  Standards  and  Appeals,  or  will  be  mailed,  to  those  desiring  same,  if  the  request 
the  Plumbing  Rules  or  Fuel  Oil  Rules  is  accompanied  by  a  nine  and  one-half  inch  envelope,  stamped  and  ■  ■ 
dressed.  Four  cents  postage  required  for  each. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

2. 0-21- A  Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 

271-21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 
Ridge  avenue,  Brooklyn. 

273-21-A  1 23  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street 
Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

9S2-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22- A  75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22- A1— 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
>ver,  pending  decision  by  the  Supreme  Court  on  a  test 

ase. 

Appeals  from  Administrative  Orders. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A  .Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A  Old  Pier  3,  North  River,  Manhattan. 

877-19-A — Pier  14,  North  River,  Manhattan. 

8<8-l9-A — Pier  15,  North  River,  Manhattan. 

879-19-A — Pier  15,  North  River,  Manhattan. 

,880-19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — 'Pier  27,  North  River,  Manhattan. 

383- 19-A— Pier  29,  North  River,  Manhattan. 

384- 19-A- Pier  30,  North  River,  Manhattan. 

385- 19-A — Pier  78,  North  River,  Manhattan. 

386- 19-A — Pier  42,  North  River,  Manhattan. 

)37-i9-A— Piers  37  and  38,  East  River,  Manhattan. 


949- 19-A- 

950- 19-A- 

981-19-A- 
1003-19-A- 
890-19-A- 
31-20- A- 

265- 20-A— 

266- 20-A— 

267- 20-A— 

268- 20-A— 

269- 20-A— 

270- 20-A — 

271- 20- A — 

272- 20-A- 

273- 20-A- 
318-20-A- 

352- 20-A- 

353- 20-A- 

383-20-A- 

420- 20-A- 

421- 20-A- 

422- 20-A- 

423- 20-A- 
471-20-A- 


-rier  121,  loot  of  West  131st  street,  North 

luver,  Aianhattan.  (Order  No.  95587-F.) 

—Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

—Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

Piers  22-25,  East  River,  Manhattan. 

—Pier  28,  North  River,  Manhattan. 

-Pier  70,  East  River,  Manhattan. 

—Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

-Pier  4b,  East  River,  foot  of  Van  Brunt  street, 
Brooklyn. 

-Pier  39,  East  River,  foot  of  Van  Dyke  street 
Brooklyn. 

-Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 
Brooklyn. 

-Pier  36,  East  River,  foot  of  Pioneer  street 

Brooklyn. 

-Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

-Pier  34,  East  River,  foot  of  Hamilton  street 
Brooklyn. 

-Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

-Pier  17,  East  River,  foot  of  Joralemon  street 
Brooklyn. 

-Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

-Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

-Pier  3,  Wallabout  basin,  foot  of  Washington 
and  E  streets,  Brooklyn. 

-Pier  2,  Wallabout  basin,  foot  of  Washington 
and  F  streets,  Brooklyn. 

T*ier  20,  East  River,  Alanliattan. 

-Pier  5,  between  Poplar  and  Aliddagh  streets 
Brooklyn. 

-Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

-Pier  29,  foot  of  Harrison  street,  Brooklyn. 

'Pier  32,  foot  of  Degraw  street,  Brooklyn. 

■Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 


1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A  East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Alanhattan. 

1541- 21-A — Pier  3,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  streets.  Brook¬ 

lyn. 

1343-21 -A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1544- 21-A — Pier  2,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Alain  and  Dock  streets,  Brook¬ 

lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  applicants,  under  the  building  zone  resolution,  desire 
■pies  of  Form  13A,  for  notices  to  property  owners,  such 
'£ms  are  not  to  be  supplied  by  this  office, 
the  applicant  is  entitled  only  to  one  copy  of  Form  13 A 

operly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  conies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan*  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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rt.i'J rt.Ai.0 

appliances  ouumuiea  jur  Approval. 


Xj  -^i-O - UaiU  Cyli  JJUIUCI  . 

jo  «l-0 - Hug  1C  11U3C  VrtiVC. 

ao.-zi-S— gunm  Uii  Burner, 
iou-iio-i'uia  rue  i-uic  ivcuueing  Valve,  approval  ol . 

— /Vuiti-Byptiun  valve,  appiovai  01. 

iiuo-^-B— ^umbusiiun  Puei  uu  turner,  approval  oi. 
izzs-zz-Z— naKcr  Auluiiiauc  House  licalmg  turner,  ap¬ 


proval  oi. 

yz*u-zz-z—  iliciniosiais  101  auloinatic  are  alarm  nystcms, 
approval  oi. 

iz-k'j-zn-S— Coen  uu  Burner,  approval  Ol. 

IZl-k-zz-S— lVoUrigucz  uu  turner,  approval  ol. 

uuriiwel)  Mectiamcai  turner,  approval  oi. 
357-22-S— yuinn  Acme  Urude  Oil  Burner,  approval  oi. 
aa « -zz-s — i-iKiiaru  Brass  uoinpany,  Siamese  uomiecuon, 
approval  ol. 

sy-’-22-B — i  he  burlace-Uombustion  Company  Low  Pres¬ 
sure  Cas  and  Uii  Burner,  approval  ol. 
447-22-S— Howard  Water  Pressure  Reducing  Levices,  ap¬ 
proval  ol. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Utf  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  oi. 

1391- 22-S — Lempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1 529-22- S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 
345-23-SA—  Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Ga» 

Shut-off  Valve,  approval  of. 

297-23-SA — "Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— 1 "Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— "Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

504-23- S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman- White  Gas  Cut-Off  valve,  approval 
of. 

766-23-S  A  — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 

62 3-23- S A — Powerlight  oil  heat  burner,  approval  of. 


888-23-SA — Lewis  Oil  Burner,  approval  of. 

959- 23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
052-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Broo’ 

lyn  Co.). 

1046-23-SA— Frankfort  Type  "P”  low  pressure  oil  burnt 
approval  of. 

898-23- S A — Enco  Type  700  Steam  Atomizing  Burner,  a 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pun: 

approval  of.  ■ 

1 146-23-SA — Pennsylvania  Globe  oil  burner,  approval  r 

960- 23-SA — Crescent  Combustion  fuel  oil  burner,  approv 

of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  c 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-S A— -Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of.  it 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  ( 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  a 
proval  of. 

1431-23-SA— Espo  Oil  Gas  Burner,  approval  of. 

1444-23- S A — Tate- Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  « 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of 
1364-23-SA— Staples  &  Pfeiffer  oil  burner,  approval  i 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  appro> 
of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  < 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  < 

Burner,  approval  of.  - 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burn 

approval  of. 

1 429-23- S A — ‘Kerri hard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  appro' 
of. 

820-23-SA— Morse  Fuel  Oil  Burning  System,  approval 
6-24-SA— Universal  Oil  Burner,  approval  of. 

5-24- S A — Induslo  Fuel  Oil  Burner  1-27,  approval  of 
68-24-SA— May  Burner,  approval  of. 

95-24- S A — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA— * Universe  Oil  Burner,  approval  of. 
254-24-SA— Sherman  Oil  Burner,  approval  of. 
365-24-S A — Koaless  Oil  Burner,  approval  of. 
379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  i 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA—  Film  Inspection  Machine,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  ill 
ivhich  action  by  the  board  has  been  deferred  pending  cc 
mittee  reports,  of  this  board,  court  or  departmental  actic 
and  will  remain  thereon  until  the  aforesaid  reports,  co 
or  departmental  actions  are  consummated.  Whereupon 
case  or  cases  will  be  restored  to  the  regular  calendar  i 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to 
appellant,  applicant  or  petitioner  of  record. _ \ 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  ADOPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


Labor  Department  relating  to  exits  issued  prior  to  Octo 
1,  1916,  or  with  an  order  of  the  fire  commissioner  iss 
subsequent  to  October  1,  1916,  a  report  shall  be  made 
the  superintendent  of  buildings  to  the  fire  commissic 
stating  whether  the  work  done  complies  with  the  or 
of  the  State  Labor  Department,  with  the  order  of  the 
commissioner,,  or  with  the  provisions  of  the  State  La 
Law,  as  the  case  may  be. 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S ;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
ory  or  factory  building,  there  exist  other  means  of  egress 
vhich  are  not  entirely  in  accordance  with  the  requirements 
>f  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
nd  Appeals,  such  means  of  egress  may  be  retained  under 
he  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac- 
ory  buildings  shall  be  removed  or  reconstructed  in  ac- 
ordance  with  Section  274  of  the  Labor  Law.  except  that 
n  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
rom  the  lowest  balcony  to  ground  mav  be  provided.  Sub- 
tandard  fire  escapes  shall  not  be  considered  as  a  basis  for 
ncreased  occupancy  of  the  building.  When  such  sub- 
tandard  fire  escapes  are  located  in  any  court  or  on  the 
ide  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
hall  be  provided,  either  to  open  adjoining  yards,  or  the 
nvest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
Interior  stairway,  or  to  roof  of  adjoining’ extension,  or 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

o*er  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 

fining  to  the  requirements  of  the  Labor  Law  or  rules  of 
t  Standards  and  Appeals  may  be  retained,  pro¬ 

vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  freehand  unobstructed.  An  easily  operated' 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

n'l  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

.  ^  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
fistributing  Division  of  the  City  Record  Office,  125  Worth 
treet.  Price,  $1;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
str«i  Price  is'cTiy  ma1l,C27c.ReCOrd  °ffice'  125  Wor,h 


PUBLIC  HEARING 


ROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
ill  be  held  by  the  Board  of  Standards  and  Appeals  on 
■iday,  July  11,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
iilding,  on  proposed  amendments  of  Rules  2  and  3,  In- 
i strial  Code,  and  the  adoption  of  the  amended  rules  as 
les  of  the  Board  of  Standards  and  Appeals  affecting  the 
ldosure  of  Factory  Stairways,  and  the  storage  of  combus- 
'le  material  about  factory  stairways. 

New  matter  printed  below;  |"|  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

■ipplcmcntary  to  Labor  Law,  §  79-6;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  18,  1915;  revised  and  readopted  February  10, 

!916,  effective  March  1,  1916. 

[Rule  2. — Except  as  herein  provided,  in  all  factory 
hidings  five  stories  or  less  in  height,  erected  prior  to 
htober  1,  1913,  in  which  there  are  more  than  twenty- 
e  persons  employed  above  the  second  floor,  all  interior 
Mrways,  serving  as  required  means  of  exit,  and  the 
'dings,  platforms  and  passageways  connected  therewith, 

.  enclosed  on  all  sides  by  partitions  of  fire-re- 

■t’ng  material  extending  continuously  from  the  lowest 
I  nt  of  the  stairway  in  accordance  with  the  following 
■ledale: 


Number  Contents 
of  combustible, 
stories  no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 
under  side  of  the  roof. 

All  openings  in  such  partitions  shall  be  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 
the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  _  .  # 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
AROITT  FACTORY  STAIRWAYS 


Supplementary  to  Labor  Lazo,  §79-a  to  79-f ;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3 — ln  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way,  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 


Rule  2.— Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an.  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo,  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

*Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  ^in- 
eluding  pulverizing) 
Straw  goods 
Varnish 

Woodworking  (with  dipping 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  of 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.— -Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stories 


tl  or 

... 
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;d  less  than  six  stories  in  height,  erected  prior  to  Oc- 
:>er  1,  1913,  in  which  there  are  more  than  five  persons 
ployed  at  manufacturing,  all  interior  stairways  serving 
j  required  means  of  exit  and  the  landings,  platforms  and 

f.sageways  connected  therewith  shall  be  enclosed  on  all 
ses  by  partitions  of  fire-resisting  material  extending  con- 

tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 
^PProv^  grade  exit  of  the  stairways.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street 
or  road  or  to  an  open  area  affording  unobstructed  passage 
to  a  street  or  road. 

The  application  of  this  rule  shall  be  in  accordance  with 
the  following  table : 

tories  - 

1  i 

Contents  of 
high  hazard 

i 

Contents  of  m 

2 

oderate  hazard 

Contents 

3 

of  low  hazard 

\ 

— 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

ee 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

r 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

he  stairway  enclosure  shall  be  independently  ceiled  over 
i  fire-resisting  material. 

xception:  Buildings  having  fireproof  roof  slab  where 
losure  terminates  at  underside  of  such  slab. 
rhere  the  stairway  is  required  to  extend  to  the  roof, 
i  enclosure  shall  be  so  built  as  to  form  a  pent  house, 
here  shall  be  not  less  than  seven  (7)  feet  head  room 
very  stairway. 

II  door  openings  in  such  enclosure  shall  be  protected 
i  fire  doors  opening  into  the  stairway  enclosure,  equipped 
i  self-closing  devices.  Grade  exit  doors  shall  open 
l.’ardly  to  grade  and  need  not  be  fire  doors, 
he  enclosure  shall  be  ventilated  by  a  skylight  in  the 
(  with  louvres  or  ventilators,  or  exterior  windows  with 
lilating  sections  at  the  top  floor.  Exterior  windows 
in  thirty  (30)  feet  of  non-fireproof  structures  shall 
ireproof  windows.  Skylights,  unless  provided  with 
id  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
Itantial  frame  work. 

ie  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
"1  at  least  four  (4)  inches  thick,  unless  the  partition 
tids  to  the  cellar  bottom. 

^division  2.  Enclosures  Not  Required. — Except  in 
lings  in  which  the  contents  are  classified  as  of  high 
*'d,  the  stairways  shall  not  be  required  to  be  enclosed 
ie  a  horizontal  exit,  as  defined  in  section  26  7  of  the 
lr  Law,  is  provided  on  all  floors  and  the  stairways 
;ng  as  required  exits  on  each  side  of  the  horizontal 
i  are  remote  from  the  horizontal  exit,  provided  that 
I"  an  approved  fire  alarm  signal  system  conforming 
lies  of  the  board  is  installed  in  the  building  and  fire 
1  substantially  conforming  to  rules  of  the  board  are 
<  or  an  approved  sprinkler  system  conforming  to  rules 
e  board  is  installed. 

2-c. — Required  Exits  and  Enclosures  of  Stairways 
i  Two-story  Factory  Buildings. 

Required  Fxits. — In  every  two-story  factory 
ng  erected  prior  to  October  1,  1913  in  which 


more  than  five  persons  are  employed  at  manufacturing, 
there  shall  be  provided  from  each  floor  at  least  two 
means  of  exit  or  escape  from  fire  remote  from  each  other, 
one  of  which  from  every  floor  above  or  below  grade  shall 
lead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided,  in  subdivision  2,  or  on  an 
exterior  enclosed  stairway.  The  other  may  lead  to  such 
a  stairway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex- 
erior  screened  stairway,  or  to  a  fire  escape.  No  point  on 
any  floor  of  such  building  shall  be  more  than  one  hundred 
and  fifty  (150)  feet  distant  from  such  an  exit. 


2.  Enclosure  of  Stairways.— In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor,  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  partitions 
°  .  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road,  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road.  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
vices. 


All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

Rule  3.— Storage  of  Combustible  Material  About  Factorv 
Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  a  com- 
bustible.  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  on  the 
landings  platforms  or  passageways  connected  therewith 
nor  shall  such  articles  or  wares  be  kept  stored  under  any 
stairway  unless  such  stairway  and  any  partitions  or  doors 
thereunder  are  constructed  of  or  covered  with  incombustibk 
material. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  June  12,  1924  .......  790 

Restored  to  calendar  . .  42 

Miscellaneous  Applications. 

Requests  to  reopen  .  33 

Requests  to  amend  .  4 

Requests  for  modification  .  25 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  42 

Requests  for  extension  of  permit  .  15 

Requests  for  mechanical  installations  .  2 

Administrative  requests  .  * 

Requests  for  interpretation .  2 

Total  . 1611 

Disposed  of  . * 

Cases  pending  June  12,  1924  .  659 


DISPOSITION  OF  CASES 

Withdrawn  .  8f| 

Dismissed  .  81 

Denied  .  13f 

Granted  .  1C 

Granted  on  condition  . 466 

Appliances  approved .  12 

Appliances  dismissed,  disapproved  or  withdrawn  .  42 

Rules  approved .  1 

Rules  disapproved  or  rescinded  .  1 


Miscellaneous  Actions. 

Requests  to  reopen  granted  . . .  76 

Requests  to  reopen  denied  .  ( 

Requests  to  amend  granted  .  4 

Requests  to  amend  denied  .  ( 

Requests  for  modification  granted  .  2: 

Requests  for  modification  denied  .  i 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted .  1] 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  .  1! 

Requests  for  extension  of  permit  denied .  ! 

Requests  to  install  granted  . 

Requests  to  install  denied  .  I 

Administrative  requests  granted  .  I 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  .  1 

Requests  withdrawn  or  dismissed  . 


Total 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  o-f  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  o?  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  .  , 

Second,  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

llCETin^.  t  ' 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th 
offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  o 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  o1 
all  cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrativ 
official  in  enforcing  his  order;  therefore,  no  appeal  o 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 


Name  . 

Street  . 

P.  O . . . 

My  subscription  to  begin  with  the  issue  for . .  1924. 

g62  36-2000-24-0'* 
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WARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 

sued  under  authority  of  Sec.  718  of  the  Greater  New  York  Charter  as  amended  by  Chap.  508.  Laws  191, 
ublished  weekiy  by  the  Board  of  Standards  and  Appeals  at  Room  0.4,  Municipal  Building,  New  York  City 


IX  Subscription  Tirivir-  n*  ,  „  r--  , 

$2.50  a  year  JUNE  ^4,  1924  Single  Copies,  5  cents  |M0  o c 

4- _ _  By  mail,  7  cents  ^°* 

DIRECTORY  DATES  AND  HOURS  OF  MEETING. 

'  Board  of  Appeals,  Tuesdays,  at  10  a.  m 

BOARD  OF  APPEALS.  Special  meetings  as  listed  in  this  Calendar. 

WILLIAM  E.  WALSH,  Chairman.  °*  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

fred  J.  Boulton  James  P.  Holland  end-ir^  °f  Standards  and  Appeals>  as  listed  in  the  Cal- 

in  J.  Beatty  Henry  L.  Connell  A1I  , 

in  E.  Kerry  Fire  Chief  John  Kenlon  Mmih  aTtan^  R°°m  ^ '  Municipal  B^lding, 

BOARD  OF  STANDARDS  AND  APPEALS.  HOURS  FOR  CONSULTATION 

1U  A.  M.  to  1  P.  M 

WILLIAM  E.  WALSH,  Chairman.  » 

™»  j.  Boulton  James  P.  Hollano  .ion  o  rT27Tn  ^"‘7,'°  b'  a”  •»»'■  aP*'i- 

»  J.  Beatty  Henry  L.  Connell  .TnLn  ,o  e  k  relie  !,n  «  a  *  T',"""'0'  °f  in' 

V  F  X?  r  t  it  lennon  to  seek  relief  until  it  is  filed  on  the  form  reouired 

■N  E‘  Kerby  Fire  Chief  John  Kenlon  by  the  rules  of  this  Board.  7* 

rss  jb^yennan.  CALL  OF  clerks  calendar. 

sertE.Kleinekt . Supt.  ofUMldmgJthBrook^n  Building  ^one  R^sotot^  Unde-r  the 

tN  W.  Moore  .  Supt.  of  Buildings,  Queens  ested  pfopelty  owneTirtuni  v  to  Ui*  F  glye.)nter’ 

lliam  1.  McDermott  ...  Supt.  of  Buddings,  Richmond  and  will  be  called  in  Room  919,  on  Tuesday  JunTu 

William  J.  O’Gorman,  Secretory  «*.  At  2  o’clock.  At  this  call  each  case  is  set  for  hearing  on 

Edward  V.  Barton,  Chief  Clerk  a  defimtfe'  day.  f.  8 

■ice— Municipal  Building,  Room  914.  *  JTuesday^^uly  ^1924!  at*2  o’clock.  Calendar  wdl  **  on 

EPHONE-Worth  0184.  “  “7?^  Cler¥S  Calendar  is  n°t  to  be  confused  with  the 

■ice  Hours— 9  a.  m.  to  5  p.  m.;  Saturdays,  9  a.  m.  to  ing^/fixed  days8  ^  ^  ^  definiteIy  set  for  hear* 

12  noon.  ' 

communications  should  be  addressed  to  the  chairman  N^anne-T0  APPELLANTS . AND  PETITIONERS. 

a.Ppeal,  application  or  petition  will  be  entertained  in 
of  the  boaid.  connection  with  which  court  proceedings  are  pending  or  in 

- -  progress,  nor  accepted  that  are  not  filed  within  twenty 

C(^  NTE£  [Nj  T  S  fr°m  ^atC  actIon  nf  Adm,nistrative  Of- 

:i-  .  ArU  communication  purporting  to  he  an  appeal,  applica- 

_  .  .  .  t,on. or  petition  shall  be  regarded  as  a  mere  notice  of  in- 

Ihis  issue  of  the  Bulletin  contains,  in  the  order  Mention  to  seek  relief  until  it  is  filed  on  the  form  required 
n —  by  the  rules  of  this  Board. 

Docket.  Upon  receipt  of  any  such  communication  the  writer  will 

Call  of  Clerk’s  Calendar.  be  supplied  with  the  official  forms  for  presenting  his  ap- 

The  Trial  Calendar.  Pea^  aPPBcation  or  petition,  and  if  he  fails  to  supply  the 

Notices  in  Building  Zone  Cases  f  ata  required  thereon  within  twenty  days,  his  case  may  be 

Minutes  of  Meeting  Board  of  Appeals  June  17,  a/ TlT  ^  prOSe^.Ut,on- 

1924.  J  At  the  time  of  filing  an  application,  the  appellant  or  peti- 

Minutes  of  Special  Meeting,  Board  of  Appeals  .forw.ard  a  signed  notice  of  appeal  addressed 

June  17,  1924  ’  !°  the  administrative  official  (either  superintendent  of  build- 

Minutes  of  Special  Meeting,  Board  of  Standards  'a?!  of  ^  ^  ^  ^  3  dupH' 

and  Appeals,  June  13,  1924.  r.  a-.-  '  ,  . 

Correction.  Petitioners  are  advised  that  their  plans  must  indicate  the 

Reserve  Calendar.  ,  Points  oj  the  compass  so  as  to  establish  the  true  location 

Rules  Adopted.  *  P°sl,tlon  °f. the.  Property,  the  subject  of  the  appeal. 

Notices  of  Public  Hearimra  Appeals  applications  and  petitions  will  be  simplified  and 

PromSui  g  expedited  by  conforming  to  these  directions. 

Progress  Report.  William  E.  Walsh,  Chairmen. 
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CALENDAR 


DOCKET. 

New  Coses  Filed  Week  Ending  June  19,  1924. 


Cal.  No. 

Department 

Premises  Affected 

819-24-S - 

....F.D.  ... 

.185  6th  ave.,  Man. 

L.  D.  59592. 

818-24-A - 

....F.D.  ... 

.152-154  Withers  st.,  Bklyn. 

L.  C  88509. 

817-24-BZ. . . 

....F.D.  ... 

.2354  Valentine  ave.,  Bx.  ^ 

C-23921. 

816-24-BZ. . . 

....B.B.B.  . 

..799-805  Washington  ave.,  Bklyn. 

N.  B.  10418-1924. 

815-24-S - 

....F.D.  ... 

.125  Fulton  st.,  Man. 

L.  D.  60045. 

814-24-S - 

....F.D.  ... 

.312  E.  26th  st.,  Man. 

N.  B.  170-1924. 

813-24-S. . . . 

....F.D.  ... 

, .  34  W.  22nd  st.,  Man. 

L.  D.  55622. 

812-24-BZ. . . 

....B.B.Bx. 

..101-107  W.  188th  st.,  Bx. 

Alt.  307-1924. 

811-24-BZ. . . 

. . .  .B.B.Bx. 

..495-499  E.  171st  st.,  Bx. 

N.  B.  1770-1924. 

810-24-BZ. . . 

....B.B.B.  . 

..1169-1175  Gates  ave.,  Bklyn. 

Applic.  9667-1924. 

809-24-BZ. . . 

....B.B.M. 

.  .N.  S.  26th  st.,  S.  S.  27th  st., 
from  Madison  to  4th  aves., 
Man.  N.  B.  295-1924. 

808-24-SA. .  , 

. B.B.  .. 

..Non-Syphon  P.  Trap. 

Appliance. 

807-24-SA. . 

. B.B.  .. 

..Non-Syphon  Centrifugal  Drum 
Trap.  Appliance. 

806-24-S - 

....F.D.  .. 

..233  Duffield  st.,  Bklyn. 

L.  C.  58242. 

805-24-S . . . . 

....B.B.M. 

..554-566  8th  ave.,  Man. 

N.  B.  264-1924. 

804-24- A. . . 

. F.D.  .. 

..30-46  Erasmus  st.,  Bklyn. 

L.  C.  88506. 

803-24-SA. . 

. F.D.  .. 

.  .Holmes-Williams  Domestic  Oil 
Burner.  Appliance. 

802-24- A. . . 

. F.D.  .. 

. .  15  W.  17th  st.,  Man. 

L.  C.  24247. 

801-24-BZ. . 

. B.B.M. 

.  W.  S.  Riverside  drive,  359  ft. 
9  in.  S.  of  158th  st.,  Bx. 

N.  B.  1063-1924. 

800-24- A. . . 

. F.D  .. 

..338-340  Stanton  st.,  Man. 

F-57087. 

799-24-A. . . 

. F.D.  .. 

..334-336  Stanton  st.,  Man. 

F-54410. 

798-24-A. . . 

. F.D.  .. 

..656  Broadway,  Man. 

F-57748. 

797-24-S . .  . 

. F.D.  .. 

..656  Broadway,  Man. 

L.  D.  57743-57746-57747. 

796-24-S . . . 

. F.D.  .. 

..391  Washington  st.,  Man. 

L.  D.  54591. 

795-24-A. . . 

. F.D.  .. 

..257-259  Water  st.,  Bklyn. 

L.  C.  87068. 

794-24-S . . . 

. F.D.  .. 

..380-384  Canal  st.,  Man. 

L.  D.  56079. 

793-24-BZ.. 

. F.D.  .. 

. .  169  Lott  st.,  Bklyn. 

791-24-A . F.D . 187  Seminole  ave.,  Forest  Hill 

-  Q.  L.  C  8914 

Restored  to  Calendar. 

235-23-BZ . B.B.B.  ..2306-2324  Neptune  ave.,  Bkly 

N.  B.  14772-192 


CODE. 

F.D . Fire  Departmei 

H.D . Health  Departme; 

B.B.B . Bureau  of  Buildings,  Brookh 

B.B.Bx . Bureau  of  Buildings,  Bror 

B.B.M . Bureau  of  Buildings,  Manhatt; 

B.B.Q . Bureau  of  Buildings,  Queei 

B.B.R . Bureau  of  Buildings,  Richmcn 

T.H . Tenement  House  Departme 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  June  24,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

361-24-BZ.  i 

APPLICANT — Morgan  M.  O’Brien,  for  Henry  Gruf 
owner. 

PREMISES — 471-473  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

416-24-BZ. 

APPLICANT— McLain  Realty  Co.,  owner. 

PREMISES — West  side  Linden  avenue,  147  ft.  north  ■ 
Broadway  (Northern  boulevard),  Flushing,  Queei 

TO  PERMIT  in  a  “C”  area  business  district  the  erecti 
and  maintenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicles,  also  the  omi 
sion  of  a  rear  yard  as  required  by  Section  16 
the  zone  resolution. 

445-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  Agelo 
owner. 

PREMISES — 769-781  Chauncey  street,  Brooklyn. 

TO  PERMIT  in  a  portion  of  a  street  between  two  inte 
secting  streets,  in  which  portion  there  exists 
entrance  and  exit  to  a  public  school,  the  erecti 
and  maintenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicles. 

559-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Achilles  Real 
Corp.,  owner. 

PREMISES — 237-243  East  55th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 

570-24-BZ. 

APPLICANT— Arthur  B.  Rampe,  owner. 

PREMISES — South  side  233rd  street,  30  ft.  east  of  O 
penter  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  ma: 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 


792-24-BZ . F.D. 


L.  C.  87976. 
.523  Ovington  ave.,  Bklyn. 

L.  C.  87761. 
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606-24-BZ. 

APPLICANT— William  F.  Doyle,  for  nil  Park  Avenue, 
Inc.,  owner. 

PREMISES — 1109-1115  Park  avenue  and  102-110  East 
90th  street,  Manhattan. 

TO  PERMIT  in  a  residence  ll/2  times  height  district  the 
erection  of  the  street  wall  of  a  building  without 
a  setback  to  a  height  exceeding  the  limit  required 
by  the  zone  resolution. 

G16-24-BZ. 

APPLICANT—' '*/:,liam  F.  Doyle,  for  Sollis  Cohen,  owner. 

PREMISES — z30-42  68th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

j)21-24-,BZ. 

APPLICANT — Sloan  and  Robertson,  for  Dexter  Holding 
Corp.,  owner. 

’REMISES — 234-240  East  54th  street,  Manhattan. 

'0  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

36-24-BZ. 

,PPLICANT — Samuel  Gardstein,  for  Saul  Rendefstein, 

owner. 

REMISES — 123-139  Louisa  street,  Brooklyn. 

0  PERMIT  in  a  residence  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

55-23-BZ. 

PPLICANT — Jenks  &  Rogers,  for  John  Tedesco,  owner. 

REMISES — 488-494  East  New  York  avenue,  Brooklyn. 

0  PERMIT  in  a  business  district  the  erection  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 


51- 24 

52- 24 
>7-24 
>6-24 
’5-24 
.7-24 
6-24 

4- 24 

8-24 

3-24- 

5- 24 
5-24- 
3-24 
3-24 
1-24- 
D-24- 


BOARD  OF  APPEALS. 

Tuesday,  June  24,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

-A — 24  Eighth  avenue,  Brooklyn. 

-A— 11611  Eighty-ninth  avenue,  Woodhaven,  Queens. 
-A — 311  100th  street,  Brooklyn. 

•A — 259-273  Greene  street,  Brooklyn. 

A — 440  Sixth  avenue,  L.  I.  City,  Queens. 

-A — 2226-2234  Third  avenue,  Manhattan. 

■A — 270-282  Powell  street,  Brooklyn. 

•A— Southeast  corner  of  Luydig  place  (97th  place) 
and  Hunt  street  (42nd  avenue),  Corona, 
Queens. 

A— 873-883  Lexington  avenue,  Brooklyn. 

A  2384-2396  Fulton  street,  Brooklyn. 

A  1850-54  Grand  Concourse,  The  Bronx. 

A — 12  East  18th  street,  Manhattan. 

A  133-135  West  25th  street,  Manhattan. 

A— 523-537  Lexington  avenue,  Manhattan. 

A— 5214-5224  Fifth  avenue,  Brooklyn. 

A— 132- J  40  West  125th  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

of^puwFc  heart nfunZr^  *  board  °f 

o'clock,  in  5,  i! ASS'&ir  2\19?4'  °‘  ™ 
matters :  pa  building,  on  the  following 

cal.  no.  1212-22-BZ— -Application,  April  29,  1924,  under  the 
!y!  *,ng  Zone  resoJution,  of  James  P 

on  behalf  of 
/s  I  Harding,  owner,  for  a  re- 

n£Tn?  °f  3n  appHcation>  Previously  de¬ 
nied,  to  permit  in  a  business  district 

five Cr f M°n  °fta  garafe  for  more  ^n 
n\e  (5)  motor  vehicles;  premises 

northeast  corner  of  Webster  arenu“ 

and  Depot  square,  South,  The  Bronx. 

6-24-BZ— -Application,  February  4,  1924,  under 
the  building  zone  resolution,  of  Michael 
A.  Cardo,  architect,  on  behalf  of 
G  useppa  Damele,  owner,  to  permit  in  a 

residence  district  the  alteration  and  ex- 

part’Tor  ha"  eX,’Sting  bui,din&  nsed  in 

237  FZ  on.'T5  purposes  i  premises 
23/  East  203rd  street.  The  Bronx. 

cal.  no.  291-24-BZ— Application,  February  25,  1924,  under 

I  NnSg  zonev.resoluti°n,  of  Henry 
MicSICp’  arch,tect>  on  behalf  of 
Michael  Fox,  owner,  to  permit  in  a 

terfanr-SS  dZtr!ct  the  “«*<>"  and  main! 
tenance  of  a  garage  for  the  storage 

of  more  than  five  (5)  motor  vehicles- 
Bnjoklyn.  Frank,in  aven- i 

cal.  no.  324-24-BZ— -Application,  February  29,  1924,  under 

E  ConnanghZ,0ne  res?!uti°n,  of  James 
of  to  ™'  applicant,  on  behalf 
ot  Walter  Glowacki,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  an  existing  building 
•°  **  “f1  purposes;  prem- 

Queenf  *  avemK. 

cal.  no.  88-24-BZ— Application,  January  21,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Franklin 
Quincy,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  40-48  Hull  street,  Brooklyn.  ' 

oal.  no.  255-24-BZ— Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Wil- 
harn  C.  Winters,  applicant,  on  behalf 
ot  Kalman  Pincus,  owner,  to  permit  in 
a  residence  district  the  erection  and 
maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes ;  prem¬ 
ises  499-501  Grant  avenue,  Brooklyn. 

cal.  no.  334-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Daniel 
Meehan,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 


re 
&  ' 
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cal.  no.  515-24-BZ — Application,  April  11,  1924  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  Samuel 
Himmelstein,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  823-829  Classon  avenue,  Brook¬ 
lyn. 

cal.  NO.  425-24-BZ — Application,  March  24,  1924.  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart.  architect,  on  behalf  of  Samuel 
Baxt,  George  Baxt  and  Max  Baxt, 
owners,  to  permit  in  a  business  district 
within  200  feet  of  an  exit  and  entrance 
to  a  public  school,  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  42-48  Hamilton  street, 
Manhattan. 


CAL. 


no.  398-24-BZ — Application,  March  17,  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Habas- 
sah  Home  Builders  Corp.,  owner,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes  ;  prem¬ 
ises  7905-11  Seventh  avenue,  Brooklyn. 


CAL.  NO. 


483-24-BZ>— Application,  April  4,_  1924,  under  the 
building  zone  resolution,  of  William 
R.  Rust,  applicant,  on  behalf  of 
Gustave  Huttenlocher.  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of 
four  (4)  pleasure  motor  vehicles, _  two 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  157  Richmond 
street,  Brooklyn. 


CAL.  NO.  522-24-BZ— Application,  April  11.  1924,  under  the 
building  zone  resolution,  ot  Lnarlea 
D.  Cords,  applicant,  on  behalf  of  Max 
Nirenberg,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  55-75  East  28th  street, 
southeast  corner  of  Albermarle  road, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  June  24.  1924,  at  2  p.  m. 

Petitions  for  Variations. 

421-24-S — 51  West  19th  street,  Manhattan. 
465-24-S— 107  West  48th  street,  Manhattan. 
500-24-S— 26-28  West  35th  street,  Manhattan. 
504-24-S — 14-16  West  End  avenue,  Manhattan. 

528- 24-S — 507-525  West  22nd  street,  Manhattan. 

529- 24-S — 28  West  22nd  street,  Manhattan. 

530- 24-S — 311  Fulton  street,  Brooklyn. 

583-24-S — 22  West  46th  street,  Manhattan. 

587-24-S — 7  Dutch  street,  Manhattan. 

596-24-S — 138  Livingston  street,  Brooklyn. 

600-24-S — 261-267  West  35th  street,  Manhattan. 
581-24-S — 133  Second  avenue,  Manhattan. 


196-24-S— 21-23  Maiden  lane,  Manhattan. 

594-24-S — 692-694  Broadway,  Manhattan. 

624-24-S— 337  West  38th  street,  Manhattan. 

631-24-S — 210  West  29th  street,  Manhattan. 

1461-23-S — 23  West  20th  street,  Manhattan. 

681-24-S — 35  West  21st  street,  Manhattan. 

468-24-S— 426  East  17th  street,  Manhattan. 

973-23-S — 415  West  50th  street,  Manhattan. 

252-24-S— 452-456  10th  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

503-24- S A— Kinney  Rotating  Plunger  Pump,  approval  of 
654-24-SA— Marvel  Oil  Burner,  approval  of. 

684-24- S A— Donovan  Water  Closet  Flange,  approval 


BOARD  CF  APPEALS. 

SPECIAL  MEETING. 

Friday ,  June  27,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
404-24-A— 205-207  South  Oxford  street,  Brooklyn. 
512-24- A— 525-531  Surf  avenue,  Brooklyn. 

1465-23-A— 401-405  East  91st  street,  Manhattan. 
331-24-A — 508-534  West  212th  street,  Manhattan. 

593-24- A— 288-290  Broadway,  West  New  Brighton,  « 
I.,  Richmond. 

511-24-A— 17-25  North  Moore  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appe: 
of  a  public  hearing  under  the  provisions  of  the  build; 
zone  resolution,  Friday  morning.  June  27,  1924,  at  ( 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow; 
matters : 

cal.  no.  477-24-BZ — Application,  April  3,  1924,  under  < 
building  zone  resolution,  of  John! 
Dunnigan,  applicant,  on  behalf  of 
Paul  A.  Vaccarelli,  owner,  to  permi  i 
a  business  district  extending  from  i 
unrestricted  district  the  erection 
maintenance  of  a  garage  for  the  st¬ 
age  of  more  than  five  (5)  motor  ' 
hides ;  premises  2116  Quarry  road,  1 
Bronx. 

CAL.  no.  367-24-BZ — Application,  March  10,  1924,  wi¬ 
the  building  zone  resolution,  of  v* 
liam  F.  Doyle,  applicant,  on  behalf 
A.  Provenzano,  owner,  to  permit  i 1 
portion  of  a  street  betweeh  two  in 
secting  streets,  in  which  portion  tl 
exists  an  exit  and  entrance  to  a  pu 
school,  the  extension  and  change* 
occupancy  from  a  garage  for  five 
cars  to  a  garage  for  the  storage' 
more  than  five  (5)  motor  vehic> 
premises  225  Mott  street,  Manhatta 

CAL.  NO.  519-24-BZ—  Application,  April  11,  1924,  under ' 
building  zone  resolution,  of  John 
Hart,  applicant,  on  behalf  of  Jj 
levers  and  Robert  levers,  owners 
permit  in  a  residence  district  the  et 
tion  and  -maintenance  of  a  bum1 
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to  be  occupied  for  business  purposes ; 
premises  2459-2467  University  avenue, 
The  Bronx. 


cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  Dc 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  tive  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

:al.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

au  no.  399-24-BZ — Application,  March  18,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Fal- 
kenau  and  Hammerschlag,  Inc.,  owner, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2334-2342  Je¬ 
rome  avenue,  The  Bronx. 

vl.  no.  454-24-BZ— Application,  March  28,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Len- 
mar  Realty  Corp.,  owner,  to  permit 
partly  in  a  residence  district  and  part¬ 
ly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  4402-4416  Broadway, 
Manhattan. 

u~  N0-  395-24-BZ— Application,  March  17,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Chris¬ 
tian  Schuck,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2251  Jerome  avenue,  The 
Bronx. 

;t.  no.  1242-23-BZ — Application,  October  31,  1923,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf 
of  Simon  Harding,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  242-270  East  98th 


street,  southwest  corner  of  Clarkson 
avenue,  Brooklyn. 

cal.  no.  603-24-BZ— Application,  April  30,  1924,  under  the 

building  zone  resolution,  of  Louis'  A 
Sheinart,  architect,  on  behalf  of  Jesse 
.Thorn,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles ;  premises 
southeast  corner  of  Webster  avenue 
and  Depot  square,  North,  The  Bronx. 

cal.  no.  580-24-BZ— Application,  April  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
Triangle  Realty  Co.,  owner,  to  permit 
in  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft 
north  of  200th  street,  The  Bronx. 

cal.  no.  539-24-BZ— Application,  April  15,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect;  L.  Sherman  &  Son, 
Inc.,  lessee ;  John  F.  and  Annie  Stork, 
owners,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of 
occupancy  from  a  stable  for  more  than 
five  (5)  horses  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  310-312  East  11th 
street,  Manhattan. 

cal.  no.  1456-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  architect,  on  behalf  of 
Isaac  Lehman,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles;  premises  189 
Sumpter  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  June  27,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

441-24-A — 411  Hart  street,  Brooklyn. 

520-24-A — 787-807  Tenth  avenue,  Alanhattan. 

579-24-A — 38  East  53rd  street,  Manhattan. 

622-24-A— 310-28  West  38th  street  and  327-329  West  37th 
street,  Alanhattan. 

672-24-A — 24  West  170th  street,  The  Bronx. 

679-24-A— 80-92  3rd  street,  Brooklyn. 

682-24-A — 541-545  West  21st  street,  Alanhattan. 

3-24-A — 2242  Second  avenue,  Alanhattan. 

455-24-A — 120  Broadway,  Manhattan. 

474-24-A — 254  South  street,  Manhattan. 

033-23-A  54  Alain  street,  Flushing,  Queens. 

026-23- A — 1405  St.  Nicholas  avenue,  Alanhattan. 
861-23-A— 60-62  West  116th  street,  Alanhattan. 

8G7-23-A — 2715  Webster  avenue,  The  Bronx. 

217-24-A — 77-79  East  130th  street  and  74-78  East  131it 
street,  Manhattan. 

698-24-A — 576-602  Johnson  avenue,  Brooklyn. 
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Under  the  Building  Zone  Resolution. 

NtOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  afternoon,  June  27,  1924,  at  2  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  157-24-BZ — Application,  January  31,  1924,  under 
the  building  zone  resolution,  of  Frank 
P.  Keniston,  applicant,  on  behalf  of 
Frank  Gutherman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  103  Newell 
street,  Brooklyn. 

cal.  no.  333-24-BZ — Application,  March  3,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  U.  S.  U. 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  west  side  Second  avenue,  70 
ft.  north  of  Grand  avenue,  L.  I.  City, 
Queens. 

cal.  no.  611-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
Ehret,  owner,  to  permit  in  a  business 
district  the  alteration,  extension  and 
conversion  of  a  storage  warehouse  to  a 
garage  for  the  storage  of  more  than 
five  (5j  motor  vehicles;  premises  462 
West  167th  street,  Manhattan. 

cal.  no.  420-24-BZ— Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Charles 
Simmoneli,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Morgan  avenue,  south¬ 
east  corner  of  Meeker  avenue,  Brook¬ 
lyn. 

cal.  no.  431-24-BZ — Application,  March  24,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Elmer 
E.  Smathers,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  4353-4363  Broadway,  northwest 
corner  of  West  186th  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday-,  July  1,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

235-24-BZ. 

APPLICANT— Euell  &  Euell,  for  Empec  Realty  Corp., 
owner. 

PREMISES — Southeast  corner  169th  street  and  Inwood  ave¬ 
nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


426-24-BZ. 

APPLICANT — 'Philip  J.  Sinnott,  for  Z.  D.  Berry  and  Fr< 
W.  Gordon,  owners. 

PREMISES — 1030-1044  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  thi 
five  (5)  motor  vehicles. 

561-24-BZ. 

APPLICANT — George  Alexander,  Jr.,  for  Mary  V.  M> 
Greevy,  owner. 

PREMISES — 448  Montgomery  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  building  to  be  occupied  as  a  shop  fc 
sheet  metal  cornice  works. 

655- 24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  C.  Bolt 
owner. 

PREMISES — 3837  White  Plains  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  ar 
extension  of  a  theatre  building. 

656- 24-BZ. 

APPLICANT — John  J.  Dunnigan,  for 'Otto  J.  Schwart; 
ler,  owner. 

PREMISES — 1728-1750  Morris  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  alteration  and  e: 
tension  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

657- 24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Austin  E.  Pressii 
ger,  owner. 

PREMISES — 3184-3190  Webster  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mail1 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

683-24-BZ. 

APPLICANT — McKenzie,  Voorhees  and  Gmelin,  for  Wes 
ern  Electric  Company,  Inc.,  owner. 

PREMISES — 744-754  Washington  street  and  51-55  Bethur 
street,  Manhattan. 

TO  PERMIT  in  an  unrestricted  two-times  height  distrk 
the  erection  of  the  street  wall  of  a  building  withoi 
setting  back  to  a  height  exceeding  the  limit  require 
by  the  zone  resolution. 

685-24-BZ. 

APPLICANT— Wm.  H.  Gompert,  for  Eugene  Kienl 
owner. 

PREMISES — 33-47  Nassau  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  building  to  be  used  for  manufacturir 
lithographic  ink. 

701-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Otto  Wagne 
owner. 

PREMISES — i South  side  Washington  avenue,  north  sic 
Bassford  avenue,  from  East  185th  street  to  Ea 
186th  street  and  Third  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  ui 
restricted  district  the  erection  and  maintenance  c 
a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 

725-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Tagra  Holdin 
Corp.,  owner. 

PREMISES — 321-43  West  54th  street,  Manhattan. 


868 


CALENDAR 


TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and  repair  shop. 

770-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

PREMISES— 1000  East  172nd  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  partly  for  business  pur¬ 
poses. 

235-23-BZ. 

APPLICANT — Daniel  J.  Griffin,  for  William  J.  Avitabile, 
owner. 

PREMISES — 2306-2324  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

H0-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

PREMISES — 243-249  Hopkins  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  July  1,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

487-24-A — 2849-55  Fulton  street,  Brooklyn. 

507-24-Ar-A39-147  Emerson  place,  Brooklyn. 

544-24-A — 139-141  West  19th  street,  Manhattan. 

547-24-A — 129-135  Degraw  street  and  50-60  Tiffany  place, 
Brooklyn. 

582-24- A — 1226  Flushing  avenue,  Brooklyn. 

584- 24-A — 1914-1920  Pitkin  avenue,  Brooklyn. 

585- 24- A — 538-554  Junius  street,  Brooklyn. 

599-24-A — 11904  Hillside  avenue,  Richmond  Hill,  Queens. 

516-24-A — 144  West  26th  street,  Manhattan. 

605-24-A — 3  Wooster  street,  Manhattan. 

514-24-A — 212  25th  street,  Brooklyn. 

315-24-A — 32  Bond  street,  Manhattan. 

326-24-A — 213-217  West  125th  street,  Manhattan. 

328-24- A — 34 East  12th  street,  Manhattan. 

J68-23-A — West  side  of  West  157th  street,  175  ft  east 
of  Eighth  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 

me  resolution,  Tuesday  morning,  July  1,  1924,  at  10 

clock,  in  Room  919,  Municipal  Building,  on  the  follow- 

g  matters : 

lL-  tTo.  617-24-BZ — Application,  May  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Walter 
Pfandler,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  from 
a  bakery,  stable  and  garage  to  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  41-57 
Third  avenue,  Brooklyn. 


cal.  no.  496-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  L. 
Hurd  Sanford,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  184 
ft.  north  of  East  198th  street,  ’  The 
Bronx. 

cal.  no.  244-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

cal.  no.  497-24-BZ  Application,  April  8,  1924,  under  the 
building  zone  *  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Ryer  Building  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  912  Second  ave¬ 
nue,  Long  Island  City,  Queens. 

cal.  no.  452-24-BZ — Application,  March  28,  1924,  under 
the  building  zone  resolution,  of  An¬ 
drew  Biagini,  applicant,  on  behalf  of 
B.  Salazzo,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  four  (4)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  58-60  Norwood  ave¬ 
nue,  Brooklyn. 

cal.  no.  475-24-BZ— Application,  April  3,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of 
Charles  W.  Edwards,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  northeast  corner 
of  Jerome  avenue  and  Morris  avenue 
The  Bronx. 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  613-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Wiegand,  architect,  on  behalf  of 
Schnaicr  Realty  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance 'of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  207-211  West 
76th  street,  Manhattan. 

cal.  no.  592-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
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Doyle,  applicant,  on  behalf  of  St. 
John’s  Estates,  Inc.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  240-250  Empire  boule¬ 
vard,  southwest  corner  of  Rogers  ave¬ 
nue,  Brooklyn. 

cal.  no.  523-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Emory 
Roth,  architect,  on  behalf  of  Church 
of  the  Holy  Innocents,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  a  street  wall,  to 
exceed  the  height  limit  required  by  the 
zone  resolution ;  premises  135-139 
West  36th  street  and  122-126  West  37th 
street,  Manhattan. 

CAL.  NO.  571-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Franklin 
M.  Small,  architect ;  Adolph  Lewisohn 
&  Sons,  Inc.,  owner ;  Fleischers  Res¬ 
taurant,  Inc.,  lessee,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  602-604  West  158th  street,  3791- 
3799  Broadway  and  7  Audubon  place, 
Manhattan. 

cal.  no.  405-24-BZ — Application,  March  19,  1924,  under  the 
building  zone  resolution,  of  James  Whit- 
ford,  architect,  on  behalf  of  Wester- 
leigh  Building  Loan  and  Savings  As¬ 
sociation,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
business  purposes ;  premises  west  side 
of  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  YVest  New  Brighton, 
S.  I.,  Richmond. 

CAL.  NO.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
.  premises  northeast  corner  of  Brook 

•  avenue  and  East  158th  street,  The 
Bronx. 

*  William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

469-24-S — 150-152  Maiden  lane,  Manhattan. 

521-24-S — 71-77  Park  place,  Manhattan. 

609-24-S— Southeast  corner  Skillman  avenue  and  Honeywell 
street,  L.  I.  City,  Queens. 

633-24-S— 123  East  18th  street,  Manhattan. 

638-24-S— 247-255  West  38th  street,  Manhattan. 

699-24-S — 3  Park  place,  Manhattan. 

707-24-S — 40-42  West  37th  street,  Manhattan. 


Appliance  Submitted  for  Approval. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
1484-23-S A — ^Universal  G.  P.  O.  Burner,  approval  of. 
742-24-S A — Watkins  Fire  Alarm  Box,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  July  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

470-24-A — 52-62  Ellery  street,  Brooklyn. 

553-24-A — 7-9  Second  avenue,  19-21  East  1st  street  and 
291-293  Bowery,  Manhattan. 

576-24-A — 318-320  West  46th  street,  Manhattan. 

608-24-A — Southeast  corner  of  Skillman  avenue  and  Honey¬ 
well  street,  L.  I.  City,  Queens. 

610-24-A — 355  East  16th  street,  Brooklyn. 

689-24-A — Northwest  corner  of  Wyckoff  avenue  and  Cor¬ 
nelia  street,  Queens. 

693- 24-A — Northwest  corner  Broadway  and  32nd  street, 

Flushing,  Queens. 

694- 24-A — South  side  of  178th  street,  from  Webster  ave¬ 

nue  to  Valentine  avenue,  The  Bronx. 

65 1-24- A — 35-50  26th  street,  Flushing,  Queens. 

704-24-A — 314  East  35th  street,  Manhattan. 

Under  the  Budding  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  8,  1924,  at  10  o’clock, 
in  Room  919,  Municipal  Building,  on  the  following  mat¬ 
ters  : 

cal.  no.  58-24-BZ — Application,  January  15,  1924,  under  the 
building  zone  resolution,  of  Agnes 
Brose,  applicant  and  owner,  to  permit 
partly  in  a  business  district  and  partly 
m  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northwest  corner  of 
20th  street  and  Jackson  avenue,  Elm¬ 
hurst,  Queens. 

cal.  no.  517-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  William 
Katz,  applicant  and  owner,  to  permit- 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
pleasure  motor  vehicles,  two  spaces 
rented  to  persons  not  residing  on  the 
premises ;  premises  1709  Centre  street, 
Ridgewood,  Queens. 

cal.  no.  591-24-BZ — Application,  April  25,  1924,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Samuel 
Marer,  owmer,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2616 
University  avenue,  The  Bronx. 

cal.  no.  488-24-BZ — Application,  April  5,  1924,  under  the 
building  zone  resolution,  of  William 
John  Cherry,  applicant;  Library  Realty 
Corp.,  owner ;  Library  Bureau,  lessee, 
to  permit  in  a  portion  of  a  street,  in 
which  portion  there  exists  an  exit  and 
entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
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vehicles;  premises  290-300  Gold  street, 
Brooklyn. 

cal  no.  612-24-BZ— Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Shary,  architect,  on  behalf  of  Martin 
C.  Dyer,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  469  East  187th  street,  The 
Bronx. 

cal.  no.  646-24-BZ — Application,  May  9,  1924,  under  the 
building  zone  resolutoin,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Dor- 
mond  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  177-183  East  123rd 
street,  Manhattan. 

'AL  no.  496-23-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Men- 
kors  Realty  Co.,  Inc.,  owner,  previ¬ 
ously  withdrawn,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  exten¬ 
sion  in  height  of  an  additional  story,  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  south  side  Roosevelt  avenue, 
from  21st  street  to  22nd  street,  Elm¬ 
hurst,  Queens. 

William  E.  Walsh,  Chairman. 

—  ..  - 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  July  8,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

326-24-A — 615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 

(99-23-A — 522  West  159th  street,  Manhattan. 

(53-24- A — 3486  Bedford  avenue,  Brooklyn. 

117-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

70-23-A — 2814  Avenue  N,  Brooklyn. 

18- 24- A — 1342  Park  avenue,  Manhattan. 

68-23-A — 57-59  Burnside  avenue,  The  Bronx. 

82-24-A — 130-134  Washington  place,  Manhattan. 

00-23-A — 106  Second  avenue,  Manhattan. 

78-24-A— 1600  Broadway,  Manhattan. 

26-24-A— 14  Fairway  Close,  Forest  Hills,  L.  I.  Queens. 

J9-24- A — 558  West  173rd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 

me  resolution,  Tuesday  afternoon,  July  8,  1924,  at  2 

lock,  in  Room  919,  Municipal  Building,  on  the  follow- 

'  matters: 

■l.  no.  201-24-BZ — Application,  February  8.  1924.  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Patrick 
A.  Gaynor,  owner,  to  permit  partly  in 
a  business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 


tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1392-1400  Stebbins  avenue. 
The  Bronx. 

CAL.  NO.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  406-24-BZ — Application,  March  19,  1924,  under 

the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 

cal.  no.  442-24-BZ— Application,  March  27,  1924,  under 

the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  R.  T. 
J.  Co.,  owner,  to  permit  in  a  business 
district  the  alteration  and  extension  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  104- 
106  Sherman  avenue,  Manhattan. 

cal.  no.  865-23-iBZ — Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward 

P.  Doyle,  applicant,  on  behalf  of  Dit- 
mars  Avenue  Improvement  Co..  Inc., 

owner,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  west  side 
of  9th  avenue,  100  ft.  south  of  Dit- 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ— Application,  July  7,  1923,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Ditmars 
Avenue  Improvement  Co.,  Inc.,  owner, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  9th 
avenue,  300.01  ft.  south  of  Ditmars 
avenue,  Queens. 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Jose¬ 
phine  J.  Schnurmacher,  owner,  to  per¬ 
mit  in  an  unrestricted  district  in  a 
street  between  two  intersecting  streets, 
in  which  portion  there  exists  an  exit 
and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  304-310  East 
95th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  11,  1924,  at  2  p.  m. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 
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BOARD  OF  APPEALS. 

•  "T*  - -■■■■■  ■  i  - 

Tuesday,  July  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

2  43-24- A — 241-249  Centre  street,  Manhattan. 

423-24-A — 547  Willoughby  avenue,  Brooklyn. 

473-24-A— 328  East  150th  street,  The  Bronx. 

574-24-A — 320  Freeman  street,  Brooklyn. 

578-24 -A — Northeast  corner  of  Clarendon  road  and  East 
37th  street,  Brooklyn. 

618-24-A — 517  83rd  street,  Brooklyn. 

623-24- A — 206-14  14th  street,  L.  I.  City,  Queens. 
G25-24-A — 7-9  East  20th  street,  Manhattan. 

6 43- 24- A — 480  East  17th  street,  Brooklyn. 

644- 24-A — 1512-1514  Atlantic  avenue,  Brooklyn. 

645- 24-A — 305-325  Ocean  avenue,  Brooklyn. 

647- 24-A — 622-624  Broadway,  Manhattan. 

648- 24-A — 626  Broadway,  Manhattan. 

72 1-24- A — 449  Jackson  avenue,  L.  I.  City,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  15,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 


cal.  no.  350-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Eugene 
Cummings,  applicant,  on  behalf  of  Wal- 
laston  Realty  Company,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  confectionery  and  soda  wa¬ 
ter  business;  premises  1064  Ocean  park¬ 
way,  Brooklyn. 

CAL.  no.  498-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  590-602  Gates  avenue,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  15,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

746-24-S — 1162  Broadway,  Manhattan. 

749-24-S— 156  East  23rd  street,  Manhattan. 

757-24-S — 36-42  West  47th  street,  Manhattan. 

5 9 8-24 -S — 168  21st  street,  Brooklyn. 

604-24-S— 215-217  West  40th  street,  Manhattan, 

632-24-S — 423  Broome  street,  Manhattan. 

642-24-S— 1-17  Gerry  street,  310-318  Wallabout  street  and 


itig  matters : 

cal.  no.  541-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Abra¬ 
ham  L.  Jaffe,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  33-41  Park  avenue,  Brooklyn. 

cal.  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

cal.  NO.  607-24-BZ— Application,  May  L  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Anna 
Krudener,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  _  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2377  Tiebout 
avenue,  The  Bronx. 

cat  .  no.  1267-23-BZ — Application,  November  7,  1923,  under 
the  building  zone  resolution,  O’f  Emma 
Gerung,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  279  East 
203rd  street,  The  Bronx. 


449-459  Marcy  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  July  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

652- 24-A — East  side  Broadway,  from  West  116th  street 

to  West  120th  street,  Manhattan. 

653- 24- A- — 74  West  124th  street,  Manhattan. 

658-24-A — 225-283  Chestnut  street,  Brooklyn. 

662-24- A — 1-3  Ann  street  (1  Park  row),  Manhattan. 
667-24-A — 1038-1050  Ocean  avenue,  Brooklyn. 

674-24-A — 278-290  Locust  avenue,  The  Bronx. 

677-24- A — 4-12  Dwight  street,  Brooklyn. 

680-24-A — 160  John  street,  Brooklyn. 

692-24-A — 2069  80th  street.  Brooklyn. 

7 13-24- A — 147-153  Waver ly  place,  Manhattan. 

"f 

7 16-24- A — 52  Herkimer  place,  Brooklyn. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  July  22,  1924,  at  2  />.  m. 
Appeals  from  Administrative  Orders. 
717-24- A — 166  Vernon  avenue,  L.  I.  City,  Queens. 

730- 24-A. — 512  Schenck  avenue,  Brooklyn. 

731- 24-A — 9  Webster  avenue,  L.  I.  City,  Queens. 
741-24-A— 645  West  55th  street,  Manhattan. 
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BOARD  OF  APPEALS 

REGULAR  MEETING.  Whereas 

TUESDAY  MORNING,  JUNE  17,  1924.  ccm^iT'i^a,  Teads  f  ^  ^  <X,mmissioner>  dated  De- 

I  rescnl :  Chairman  Walsh,  Messrs.  Beatty  Boulton  Hoi  2'  Separate  boiler  from  remaindpr  of  u 

,d  Kerby  and  Fire  Chief  Kenlon.  7'  '  H°'  -mpierced  wall  of  solid  niS>„ry  al  l«st  8  h  tt 

I  lie  minutes  of  the  regular  meeting  of  the  board  of  Entrance  to  boiler  room  to  be  from  exterior  of 

.peals,  held  on  I  uesday  morning,  June  10,  1924,  were  ap-  building  only.  Section  159-1,  Chapter  10  Code  of 

pved  as  published  in  the  Bulletin,  No.  25,  Vol  IX  Ordinances.”;  v  ’  ^ode  of 

and 

UTEALS  FROM  ADMINISTRATIVE  ORDERS.  ce^™tdgto  ^’'ft^bv5!^1'^1'00^  three  stories  and 

[i-24-A.  and  25  ft  k,  ’  An  r*  '  •  y  area  at  the  1st  story 

Automobile  Co.,  lessee.  jfT  ^'-storage  gar^farlX  nSS^0  uJZ 

order  of  fire  commissioner.  Stones’  dwellings;  and  ’  upper 

MISES  Ab  EEC  TED  615-621  West  56th  street  and  Whereas,  appellant  contends  that  tt,0  u  -i 

614-620  West  57th  street,  Manhattan.  separated  from  the  rest  of  the  buildW  h  b01  ^  room  M,s 

"PEARAN1CES-  and  also  by  fire  retarded  tils  arTttat  ^it^Cl'5 

For  Appellant:  C.  Wahl.  had.  to  exterior  of  the  building  by  means  of  iron  ladder 

'  HON  OF  BOARD  Laid  over  to  July  8,  1924,  at  ' 

2  p.  m.,  on  request  of  appellant’s  representative.  •.  ^LS0^ed,  that  the  order  of  the  fire  commissioner  be  and 

it  hereby  is  granted  on  condition  that  the  -boiler  room 

-  be  Separated  from  the  remainder  of  the  ceHar  areaTv  S. 

9  23'A'  Pro° f  Partitions  of  approved  masonry,  ventilation  of  thifroom 

kPELLANT-J.  Anthony  Probst,  for  Gold  &  Green-  with"  d°°r  ^peninffs  therein  sha11  be  provided 

hut,  owners.  with  self-closing  fireproof  doors,  the  hot  water  heath™ 

BJECT— Appeal  from  orders  of  fire  commissioner.  room  to  be  also  separated  from  the  cellar  by  firenroJf 

EMItoS  AFFECTED“522  West  159th  street,  Manhat-  SeprwT’doors  °peningS  to  be  Provided  with  self-closing 

PEA  RANGES—  - - - - - 

For  Appellant:  J.  Anthony  Probst.  502-24-A. 

riON  OF  BOARD— Laid  over  to  July  8  1924  at  APPFI  T  A\tt  rra,  ,  r,  ^  , 

10  a.  m.,  subject  to  court  decision  regarding  pr'em-  owner.  W3f  '  oy  e’  f°r  Gaetano  De  Luca, 

_  PREAUSFT^FFFrTn^  °rder  °f  fire  commissioner. 

'24- A.  .  IpfSjc™  0-163  Cr°S%  M“- 

PEFFANT— Jno-  B-  Snook  Sons,  for  Merchants  For  Appellant:  Edward  P.  Doyle 

i-r?rTge4ratin^  ?°”  Tner-  F°r  Administration:  Inspector  Lynch  of  fire  de- 

AtT tr^m  decisi0n  of  fire  commissioner.  partment. 

hat^FFECTEI>-17-25  N°rth  Mo°re  CONDITinN8B<jABD~yl>lleal  panted  -  condition. 

dearan-ces-  tSe  vo°f!~As  spec,fi<:d  M  rcsolulio1’- 

For  Appellant:  Frederick  C.  Lange.  Affirmative:  Chairman  Walsh,  Messrs  Beatbv 

Por  Administration:  Inspector  Carroll  of  fire  de-  Boulton,  Holland,  Kerby  and  Fire  Chief 

partment.  Kenlon  . 

-ION  Ob  BOARD — Laid  over  to  June  27,  1924,  at  Negative  . .  o 

10  a.  m.,  for  report  from  fire  department.  Absent:  Mr.  Connell  .  1 

-4-A.  THE  RESOLUTION  : 

'  ^LANT— John  Laura,  Jr.,  owner.  (502-24-A) 

’EARANCES -  J0"1,  an  rord<:r  of  the  £re  commissioner,  affecting  prem- 

v-  7  ,,  ,s  rlb3  Crosby  street,  Borough,  of  Manhattan;  and 

Por  Appellant:  John  Laura,  Jr.  .  Whereas,  the  order  of  the  fire  commissioner,  No.  21392- 

ror  Administration:  Inspector  Lynch  of  fire  de-  LC>  dated  November  27,  1923,  reads: 

JON  O-F^RTVAPn  a  i  j  f*  .  Ppwidc  a  separate  and  distinct  system  of  Au- 

iniTinM?  granted  on  condition.  tomatic  Sprinklers  throughout  the  building  having  at 

[  V0TE-~AS  Spec,fied  in  resolutlon-  least  one  source  of  water  supply  *  * 

A*’Kit«,  H„hna„TanyaKeh;bf  “r!-  Bea,'J'  5  ,‘he  h  "°"-««Prouf,  .five  stories  and 

Negative  *  .  „  irj  height,  52  ft.  8  in.  by  54  ft.  1  in.  in  area ;  OCCU- 

Absent:  Mr'.'Co'nndV  and  Fire'  Chief  Keffion'  2  ffil an<T  °f  raffS’  6  PerS°nS  in  entire  buM’ 

E  RESOLUTION:  w 

/  ..  Whereas,  appellant  contends  there  is  no  heat  or  boiler 

l  fdp a c  tut  ^  U-24-A)  room  in  the  building;  and  proposes  to  install  a  non-auto- 

t-KEAs,  John  Laura,  Jr.,  owner,  filed,  March  24,  1924.  matic  sprinkler  system  and  thermostatic  fire  alarm  sys- 
Peal,  with  the  board  of  appeals,  from  an  order  of  tem- 

'rMaTaHSrail  affeC‘ing  PremiSeS  332  24,h  ■  **  order  of  the  fire  commissioner  be  and 

it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
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granted  on  condition  that  any  baling  or  sorting  shall  be 
confined  to  1st  and  2nd  stories  and  that  the  quantity  of 
material  stored  on  any  floor  shall  not  exceed  the  safe 
carrying  capacity;  and  on  further  condition  that  a  dry 
pipe  sprinkler  system  and  a  thermostatic  fire  alarm  system 
with  central  office  connection  shall  be  installed. 


505-24-A. 

APPELLANT— Reliance  Fireproof  Door  Co.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 73-81  Dobbin  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Jacob  A.  Rappaport. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

.  •  *  ■  •  n 

Negative  . 

Absent:  Mr.  Connell  .  1 


THE  RESOLUTION : 

(505-24-A) 

Whereas,  Reliance  Fireproof  Door  Co.,  owner,  filed, 
April  9,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  73- 

81  Dobbin  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  83348- 
LC,  dated  November  1,  1923,  reads:  _ 

“2.  Install  a  standpipe  4  inches  in  diameter  tested 
to  withstand  a  pressure  of  300  lbs.  per  square  ^inch, 
etc.,  in  accordance  with  Sec.  581  Building  'Code.  ; 

Whereas,  the  building  is  non-fireprooL  two  stories  (27 
ft)  in  height,  128  ft.  4  in.  by. 86  ft.  8  in.  (11,124  sq.  ft.) 
in  area;  OCCUPIED  for  the  manufacture  of  metal  doors 
and  windows,  75  persons;  equipped  with  a  sprinkler  sys¬ 


tem;  and  .  .  a  m 

Whereas,  appellant  contends  that  there  is  no  inflam¬ 
mable  material  stored  on  the  premises,  but  does  use  in 
the  conduct  of  the  business  three  containers  of  acetylene 
which  are  removed  from  the  building  and  stored  in  the 
vard  at  the  close  of  business  each  day.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  so  long  as  the  present  occupancy,  operation 
and  conduct  of  this  business  remains  suhstantia.ly  un¬ 
changed,  on  condition  that  any  acetylene  tanks  used  in 
the  conduct  of  the  business  shall  be  stored  in  the  rear 
vard  opening  direct  to  Dobbin  street  to  the  rear,  and 
that  not  less  than  eight  (8)  2 /.-gallon  approved  fire  ex¬ 
tinguishers  shall  be  distributed  throughout  the  1st  and  „nd 


Qtnrips 


506-24-A. 

APPELLANTT-Cornell  Utilities  Co.,  for  Dr.  P.  Emil 
Cast,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 464  58th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . i 

Negative  . . i 

Absent :  Mr.  Connell  . 

THE  RESOLUTION :  t 

(506-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Dr.  P.  Emil  G' 
owner,  filed,  April  9,  1924,  an  appeal,  with  the  board, 
appeals,  from  an  order  of  the  fire  commissioner,  affect 
premises  464  58th  street,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  87 
LC,  dated  March  14,  1924,  reads : 

“With  reference  to  your  application  for  a  pei 
to  store  fuel  oil  at  the  above  premises,  I  regret 
inform  you  that  I  am  without  power  to  grant  s: 
a  permit  for  the  reason  that  the  storage  of 
oil  at  the  above  location  is  not  in  accordance  r. 
the  rules  adopted  by  the  Board  of  Standards  1 
Appeals  on  November  6,  1919,  amended  January  I 
1924. 

“You  are  therefore  ordered  to  remove  all  fuel 
from  the  storage  tank  and  discontinue  the  fur; 
storage  and  use  of  fuel  oil  at  the  above  locatio 

and 

Whereas,  the  building  is  non-fireproof,  two  storiesi 
height,  20  ft.  by  50  ft.  in  area;  OCCUPIED  as  dwelt: 
and 

Whereas,  a  fuel  oil  burning  system  has  been  msti: 
consisting  of  a  Nokol  Burner,  a  300  gallon  oil  tank  bu ; 
outside  the  building  and  a  50  gallon  auxiliary  tank;  i 

Whereas,  appellant  contends  that  the  installation 
forms  with  the  fuel  oil  rules  excepting  in  that  the  bu : 
is  not  an  approved  burner.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner: 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  he . 
is  granted  on  condition  that  the  installation  shall  cor 
with  the  fuel  oil  rules  of  the  board  of  standards 
appeals  in  all  respects,  and  that  the  cellar  stairs  and 
soffet  of  the  stairs  shall  be  enclosed  and  covered 
fire  retarding  material,  with  fireproof  door  leading  the 
from  the  cellar ;  that  the  necessary  permits  shall  be  I 
tained  from  the  fire  department. 


APPELLANT— James  W.  O’Connor,  for  Terminal  W' 
house  Co.,  owner.  ( 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 25-31  South  William  st 
Manhattan. 

APPEARANCES— 

For  Appellant:  James  W.  O’Connor. 

For  Administration:  Inspector  Maher  of  fire 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE— 

Affirmative:  Mr.  Beatty  . •••■- 

Negative:  Chairman  Walsh,  Messrs.  Boultoi 
Holland,  Kerby  and  Fire  Chief  Kenlon... 

Absent:  Mr.  Connell  . 

THE  RESOLUTION  : 

(508-24- A)  J 

Whereas,  James  W.  O’Connor,  for  terminal  \  are 1 
Co.,  owner,  filed,  April  9,  1924,  an  appeal,  wit  f  1 
of  appeals,  from  an  order  of  the  fire  commissioner^ 
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ecting  premises  25-31  South  William  street,  Manhattan; 

nd 

Whereas,  the  order  of  the  fire  commissioner,  dated 
anuary  18,  1924,  reads : 

Item  2.  Provide  50  ft.  of  2J4  in.  hose  at  each 
outlet  on  South  William  Street  side  and  75  ft.  of  2l/2 
in.  approved  hose  on  Stone  Street  side  of  premises.” ; 
nd  '  ’ 

Whereas,  the  building  is  fireproof,  eight  stories  in 
■eight,  80  ft.  3  in.  by  80  ft.  10  in.  in  area;  OCCUPIED 
s  an  office  building,  30  persons  per  story;  and 
Whereas,  appellant  contends  there  has  been  installed  at 
Rch  outlet  a  2 3/2  in.  control  valve  and  in  the  event  of 
re  the  small  hose  (1 1/2  in.)  now  attached  could  be  readily 
emoved  for  the  purpose  of  permitting  the  fire  depart- 
lent  to  connect  their  own  hose. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
nd  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 

denied. 


18-24-A. 


PPELLANT — Caroline  Vitolo,  owner. 

UBJECT  Appeal  from  decision  of  fire  commissioner 
'REMISES  AFFECTED1 — 2912-2914  Park  avenue  The 
Bronx. 

PPEARANICES— 

For  Appellant:  Caroline  Vitolo. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Connell  .  1 

THE  RESOLUTION: 

;  (518-24-A) 

Whereas,  Caroline  Vitolo,  owner,  filed,  April  11,  1924, 
1  appeal,  with  the  board  of  appeals,  from  a  decision  of 
e  fire  commissioner,  affecting  premises  2912-14  Park  ave- 
ie,  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 

ted  March  25,  1924,  reads: 

“Section  24,  sd.  3-c,  Chapter  12  of  the  Code  of 
Ordinances,  provides  that  no  permit  shall  be  issued 
for  the  storage  of  combustible  fibres  in  excess  of  one 
ton  in  any  building  or  premises  of  wooden  construc¬ 
tion,  except  sparsely  populated  districts,  where  it  shall 
be  in  the  discretion  of  the  Commissioner. 

“You  are,  therefore,  ordered  to: 

“1.  Reduce  the  stock  of  paper  and  rags  to  one 
ton.” ; 

U  s^| 

Whereas,  the  building  is  frame,  one  story  in  height, 

:  ft.  10  in.  by  30  ft.  in  area;  OCCUPIED  for  the  s'tor- 
e  °f  paper  and  rags,  5  persons;  and 
hereas,  appellant  contends  that  the  building  is  located 
a  sparsely  settled  neighborhood  and  isolated  from  any 
:  ler  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
i  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  quantity  of  material 
■  red  throughout  the  premises  shall  not  exceed  five  tons, 
ii  that  one  (1)  40  gallon  cask  painted  red  and  marked 
ire”  with  not  less  than  six  (6)  buckets  in  each  cask 
•dl  be  maintained  in  the  open  shed  and  the  one  story 
'  shop. 


24-A 

PELLANT — Jos.  H.  Benzing  &  Co.,  Inc.,  owner. 
BJECT — Appeal  from  orders  of  fire  commissioner. 
EMISES  AFFECTED — 47-67  Williams  place,  Brook¬ 
lyn. 


APPEARANCES — 

l7°r  Appellant:  Jos.  H.  Benzing. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Op  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Holland  and  Fire  Chief  Kenlon 
Negative  . 

Absent:  Messrs.  Connell  and  Kerby  . . 

THE  RESOLUTION: 


Whereas,  Jos.  H.  Benzing  &  Co.,  Inc.,  owner  filed 
January  10,  1924,  an  appeal,  with  the  board  of  appeals’ 

47°?7  WdfrS  °f  ;hC  cominissioner>  affecting  premises 
W  am®  place>  Borough  of  Brooklyn;  and 
W  hereas,  the  orders  of  the  fire  commissioner,  dated 
December  20,  1923,  reads: 

“No.  52485 -F:  1.  Provide  two  yard  hydrants  with 
a  2/2  inch  approved  hose  and  nozzle  attached  as  per 
Rule  37  adopted  by  Board  of  Standards  &  Appeals 
July  20th,  1923.  Sec.  776,  Greater  New  York  Char¬ 
ter/ 


No.  52486  F:  1.  Provide  a  brick  enclosure  at  least 
18  ft.  in  height  about  the  yard  of  No.  16  Williams 
Blace.  Sec.  <  1 6,  Greater  New  York  Charter. 

“2.  Provide  a  brick  wall  at  least  18  ft.  in  height 
on  east  line  of  property  adjoining  No.  2510  Fulton 
-  Street,  Brooklyn.  Sec.  776,  Greater  New  York  Char¬ 
ter.”; 

W  hereas,  the  premises  consist  of  a  plot  of  ground  with 
a  f  1  ontage  of  319  ft.  on  Williams  place  (excepting  for  a 
25  ft.  intermediate  plot)  and  237  ft.  on  Fulton  street,  on 
which  is  located  the  lumber  yard  of  Jos.  Benzing  &  Co., 
consisting  of  a  two-'Story  office  and  dwelling,  a  two-story 
frame  dwelling,  a  small  fireproof  garage,  a  two-story  frame 
stable  and  three  lumber  piles.  There  are  three  driveways 
connecting  Williams  place  with  bulton  street  with  an  open 
yard  in  the  rear ;  and 

W  hereas,  appellant  contends  that  to  comply  with  the 
orders  would  be  a  great  hardship;  that  there  are  two  city 
fire  hydrants  in  front  of  the  premises;  that  all  parts 
of  the  yard  are  accessible  by  means  of  16  ft.  driveways; 
that  water  casks  and  buckets,  100  ft.  of  hose  and  reel’ 
and  hand  fire  extinguishers  have  been  provided  and  the 
yard  is  practically  isolated ;  and  proposes  to  remove  the 
lumber  piled  adjacent  to  16  Williams  place  and  2510  Ful¬ 
ton  street. 


Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  not  less  than  fifteen 
(15)  approved  water  casks  shall  be  maintained  and  dis¬ 
tributed  throughout  the  yard  of  the  plant,  and  that  there 
shall  be  no  lumber  pile  within  25  ft.  of  the  adjoining 
premises  on  Fulton  street,  nor  within  15  ft.  of  the  prem¬ 
ises  No.  16  Williams  place,  and  that  no  stack  shall  ex¬ 
ceed  12  ft.  in  height,  and  that  the  driveways  as  indicated 
on  plans  filed  in  this  case  shall  be  maintained. 


72-24-A. 

APPELLANT — Montauk  Lumber  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 123-127  Atkins  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Otto  Gundermann. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Fire  Chief  Kenlon  5 
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Negative  . . .  0 

Absent:  Messrs.  Connell  and  Kerby .  2 

THE  RESOLUTION: 

(72-24-A) 


Whereas,  Montauk  Lumber  'Co.,  lessee,  filed,  January  17, 
1924,  an  appeal,  with  the  board  of  appeals,  from  orders 
of  the  fire  commissioner,  affecting  premises  123-127  Atkins 
avenue,  Borough  of  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  52023-LF,  dated  Nov.  24,  1923— 

“1.  Provide  a  fireproof  vault  with  a  self-closing 
fireproof  door  to  same,  for  the  storage  of  shavings 
and  sawdust  in  cellar. 

“2.  Provide  fireproof  receptacle  with  self-closing 
covers  and  fusible  links,  for  the  storage  of  all  loose 
shavings  and  sawdust  on  1st  and  2nd  stories.” 

No.  52022-F,  dated  Dec.  20,  1923— 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply.” 

No.  52021-F,  dated  Dec.  20,  1923— 

“1.  Provide  3  approved  water  buckets  on  each  of 
1st,  2nd  and  cellar  stories,  6  approved  water  buckets 
in  yard  and  3  approved  water  'buckets  in  each  shed. 
All  buckets  to  be  of  at  least  ten  quarts  capacity.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  60 
by  100  ft.,  on  which  is  located  a  two-story  frame  building 
(occupied  toy  owner)  and  a  two-story  frame  saw  mill,  24 
ft.  by  56  ft.  in  area;  and 

Whereas,  appellant  proposes  to  comply  with  order  No. 
52023-LF,  Items  No.  1  and  No.  2,  and  also  Order  No.  52021- 
F,  and  proposes,  in  view  of  the  small  area  of  the  saw 
mill,  to  install  such  40  gallon  casks  and  fire  extinguishers 
as  the  board  may  deem  necessary. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  1,  Order  52022  on  condition  that  not 
less  than  one  (1)  40  gallon  cask  shall  be  provided  on  each 
floor  in  the  mill  structure,  and  in  the  cellar,  and  that 
not  less  than  two  (2)  2^4  gallon  approved  fire  extinguish¬ 
ers  shall  be  installed  in  the  cellar  and  each  floor;  denied 
as  to  Items  1  and  2  of  Order  52023,  and  Item  1  of  Order 
52021. 


172-24-A. 

APPELLANT — Samuel  Feldman^  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 554  Flushing  avenue,  Brook¬ 
lyn. 

APPEARANCES' — 

For  Appellant :  Al.  Feldman 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby  and  Fire  Chief  Kenlon  . .  5 

Negative :  Mr.  Beatty  .  1 

Absent:  Mr.  Connell .  1 

THE  RESOLUTION: 

(172-24-A) 

Whereas,  Samuel  Feldman,  owner,  filed,  February  4, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  554  Flushing 
avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  51780- 
F,  dated  December  7,  1923,  reads : 

“l.  Provide  a  fire  wall  of  at  least  18  ft.  high, 
around  lumber  yard,  where  lumber  is  stored  within 
30  ft.  of  frame  buildings,  or  within  30  ft.  of  unpro¬ 
tected  openings  in  exterior  walls  of  brick  buildings, 
Sec.  776,  Greater  New  York  Charter.”; 

and 


Whereas,  the  premises  consist  of  a  plot  of  ground  wi 
a  frontage  of  50  ft.  on  Flushing  avenue  and  a  depth 
100  ft.,  on  which  is  located  a  three-story  brick  saw  mi 
a  frame  lumber  shed  and  a  lumber  pile;  and 

Whereas,  appellant  contends  the  only  exposures  are 
one-tstory  shed  to  the  west  and  a  frame  building  at  t 
rear;  that  there  is  a  city  fire  hydrant  immediately 
front  of  the  property;  that  the  premises  have  been  us 
as  a  lumber  yard  for  many  years  and  the  const ruefi 
of  the  wall  would  be  a  great  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here 
is  granted  on  condition  that  any  material  stored  on  tl 
premises  shall  be  maintained  in  a  shed  authorized  by  pe 
mit  issued  by  the  building  department,  and  that  no  lumt 
shall  be  stacked  or  piled  on  the  roofs  of  any  sheds 
premises;  and  that  not  less  than  four  (4)  40  gallon  cas 
shall  be  provided  and  distributed  throughout  the  pre: 
ises,  and  that  an  open  driveway,  free  and  unencumben 
shall  be  maintained  from  Flushing  avenue  to  Hopki 
street. 


215-24-A. 

APPELLANT — Queensborough  Lumber  'Co.,  Inc.,  own 
SUBJECT — 'Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED1 — East  side  of  Eleventh  aveni 
from  21st  to  22nd  streets,  Wlhitestone,  Queens. 
APPEARANCES— 

For  Appellant :  Charles  T.  Jensen,  Charles  '■ 

Webb. 

For  Administration :  Inspector  Maher  of  fire  c 
partment. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . . 

Absent :  Mr.  Connell  . 

THE  RESOLUTION: 

(215-24-A) 

Whereas,  Queensborough  Lumber  Co.,  Inc.,  owner,  fih 
February  11,  1924,  an  appeal,  with  the  board  of  appea 
from  orders  of  the  fire  commissioner,  affecting  premi; 
east  side  Eleventh  avenue  from  21st  to  22nd  stree 
Whitestone,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dat 
January  19,  1924,  read : 

“No.  52012-F : 

“1.  Provide  one  yard  hydrant  and  sufficient  a 
proved  hose  for  each  20,000  sq.  ft.  of  area  as  p 
Rule  37,  Board  of  Standards  and  Appeals,  adopt 
July  20,  1923.  Sec.  776,  Greater  New  York  CL 
ter. 

“2.  Provide  one  monitor  nozzle  for  each  hose  a 

hydrant  as  per  Rule  37,  Board  of  Standards  and  A 

peals,  adopted  July  20,  1923.  Sec.  776,  Greater  N< 
York  Charter.” 

“No.  52013-F : 

“1.  Provide  19  approved  water  tanks  of  at  le; 
40  gallons  capacity,  with  six  water  buckets  to  ea 
tank.  Tanks  to  be  marked  FIRE,  kept  full  of  cle 

water  mixed  with  a  non-freezing  solution,  and  n 

to  toe  used  for  any  other  purpose.  Sec.  20,  Ch.  • 
Code  of  Ordinances.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  groui 
with  a  frontage  of  164  ft.  on  21st  street,  a  frontage 
175  ft.  on  Eleventh  avenue  and  an  average  depth  of  2 
ft.,  upon  which  is  located  the  lumber  yard  of  the  Queer 
borough  Lumber  Co.,  consisting  of  three  lumber  pd' 
a  clay  pipe  storage,  a  lumber  shed,  a  one-story  frame  g 
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rage,  a  one-story  frame  stable  and  a  two-story  frame 

office;  and 

Whereas,  appellant  proposes  to  comply  with  Order  No. 
52013-F  and  contends  that  the  premises  are  practically 
isolated;  there  being  no  buildings  within  several  hun¬ 
dred  feet  on  the  north,  east  and  south  and  over  a  hundred 
feet  intervenes  'between  the  lumber  pile  and  the  nearest 
building  to  the  west ;  that  there  are  three  city  fire  hydrants 
in  the  immediate  vicinity  of  the  yard;  and  contends  it 
would  be  a  hardship  to  install  the  yard  hydrant  and  moni¬ 
tor  nozzle  and  that  if  they  are  abandoned  during  a  fire 
would  tend  to  bleed  the  city  mains. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Items  No.  1  and  2,  Order  No.  52012-F, 
so  long  as  the  conditions  as  to  layout  and  maintenance  of 
the  premises  remain  as  indicated  on  the  plans  filed  in 
this  case,  and  denied  as  to  Item  No.  1,  Order  No.  52013. 


structure,  and  denied  as  to  Item  1,  Order  No.  51678-F  and 
Item  1  of  Order  No.  51679-F. 


357-24-A. 

APPELLANT— F.  P.  Keniston,  for  Wikon  Realty  Cor¬ 
poration,  owner. 

SUBJECI  Appeal  from  order  of  fire  commissioner. 

1  REMISES  AFFECTED — 79-81  Rutgers  slip,  Manhat¬ 
tan. 


APPEARANCES— None. 

ACTION  Oh  BOARD — Appeal  withdrawn 
THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  ICerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Connell  . 


216-24-A. 

APPELLANT — Nostrand  Lumber  Co.,  Inc.,  lessee. 
SUBJECi — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 800  Flatbush  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Appellant:  Wm.  J.  Whitbread. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CONDITIONS — As  specified  in  resolution. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

THE  VOTE! — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Connell  . l 

THE  RESOLUTION: 


(216-24-A) 

Whereas,  Nostrand  Lumber  Co.,  Inc.,  lessee,  filed, 
February  11,  1924,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
800  Flatbush  avenue,  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  6,  1923,  read : 

“No.  51677-F :  1.  Remove  the  lumber  piled  at  rear 

of  tenement  houses  to  30  ft.  distant  or  provide  a  brick 
wall  18  ft.  in  height.  Sec.  776,  Greater  New  York 

Charter.” 

“No.  51678-F :  1.  Provide  2  approved  water  tanks 

of  at  least  40  gallons  capacity,  with  six  water  buckets 
to  each  tank.  Tanks  to  be  marked  FIRE,  kept  full 
of  clean  water  mixed  with  a  non-freezing  solution, 
and  not  to  be  used  for  any  other  purpose.” 

“No.  51679-F :  1.  Provide  aisle  space  at  least  3  feet 
wide  leading  to  all  means  of  egress,  in  order  to  afford 
firemen  free  access  for  the  purpose  of  extinguishing 
fire  in  above  premises.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
with  a  frontage  of  25  ft.  on  Flatbush  avenue,  125  ft. 
at  the  rear  and  135  ft.  9  in.  deep  from  Flatbush  avenue; 
on  which  is  located  the  lumber  yard  of  the  Nostrand 
Lumber  Co.,  consisting  of  a  lumber  pile,  two  lumber  sheds 
and  a  small  office;  and 

Whereas,  appellant  proposes  to  comply  with  Orders 
No.  51678-F  and  No.  51679-F  and  to  remove  the  lumber 
fifteen  (15)  feet  from  the  tenements,  contending  that 
the  construction  of  the  wall  would  be  a  great  hard¬ 
ship  and  that  there  is  no  hazard,  the  lumber  being  stacked 
in  low,  compact  piles  and  the  quantity  a  minimum. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Order  No.  51677-F,  Item  1,  on  condition 
that  no  lumber  pile  shall  be  within  15  ft.  of  the  adjoining 


250-20-A. 

APPELLANT  H.  Vinton  Plummer,  for  Universal  Ne¬ 
gro  Improvement  Association,  owner. 
SUBJECT— Application  for  reopening— appeal  from  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED*— 120  West  138th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  H.  Vinton  Plummer. 

AC  1  ION  OF  BOARD1 — Appeal  reopened  and  extension 
of  permit  granted  for  one  year. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTEN¬ 
SION  OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  . .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(250-20-A) 

Whereas,  Edward  R.  Williams,  for  Universal  Negro 
Improvement  Association,  owner,  filed,  April  2,  1920,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of’  the 
superintendent  of  buildings,  affecting  premises  120  West 
138th  street,  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  26,  1920,  reads : 

“1.  Extension  of  building  beyond  limit  of  5,000  sq. 
ft.  area  is  unlawful  unless  construction  is  fireproof, 
section  72. 

“2.  Foundations  should  be  carried  4  feet  below 
grade,  section  232. 

“3.  Girders  are  weak. 

“4.  Show  ventilation  for  toilets,  section  133. 

“5.  Show  lintels  over  wall  openings.” ; 

and 

Whereas,  an  application  was  filed  in  the  bureau  of 
buildings  to  permit  the  alteration  of  an  existing  one-story 
non-fireproof  building  80  ft.  by  98  ft.  in  area,  occupied  as 
a  public  lecture  room,  by  extending  the  building  on  the 
side  an  additional  127  ft.,  the  total  area  of  the  building 
as  altered  being  20,000  sq.  ft.,  the  building  being  practically 
on  a  level  with  the  street,  10  ft.  from  the  building  line 
on  the  east  end,  15  ft.  at  the  westerly  end,  16  ft.  at  the 
rear  and  4  ft.  at  the  front,  there  is  to  be  one  exit  at 
each  end,  4  at  the  front  leading  to  the  street  and  2  exits 
at  the  rear ;  the  occupancy  of  the  building  as  a  public  lec¬ 
ture  room  to  be  continued  until  such  time  as  a  new 
building  can  be  erected ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  4,  1920,  and  on  October  3,  1922,  on  certain 
conditions,  and  the  owners  through  their  representative, 
H.  Vinton  Plummer,  request  a  modification  of  the  time 
limit  provisions  of  these  conditions. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  insofar  as  it  relates  to  Items  2,  3,  4  and  5  be  and  it 
hereby  is  affirmed,  and  the  appeal  insofar  as  it  relates  to 
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said  items  be  and  it  hereby  is  denied;  and  that  the  decision 
of  the  superintendent  of  buildings  insofar  as  it  relates  to 
Item  No.  1  be  and  it  hereby  is  modified,  and  the  appeal 
insofar  as  it  relates  to  said  item  be  and  it  hereby  is  granted 
on  condition  that  the  furring  of  walls,  the  ceiling  beams 
and  girders  shall  be  covered  with  plaster  board  with  joints 
well  pointed;  that  the  posts  supporting  the  roof  beams 
shall  be  eight  inches  by  eight  inches  in  cross  section,  and 
that  the  structure  shall  be  removed  at  the  expiration  of 
two  years  from  May  4,  1924. 


105 1-23- A. 

APPELLANT — Baker  Steam  Products,  Inc.,  for  Mrs.  Karl 
Bitter,  owner. 

SUBJECT — ■Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— East  side  of  Tibbett  avenue, 
273.73  ft.  south  of  West  240th  street,  The  Bronx. 
APPEARANCES— 

For  Appellant :  Geo.  E.  Le  Blanc. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  90-day  ex¬ 
tension  of  permit  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTEN¬ 
SION  OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . • . . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION  : 

(1051-23-A) 

Whereas,  Baker  Steam  Products,  Inc.,  for  Mrs.  Karl 
Bitter,  owner,  filed,  September  4,  1923,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  east  side  of  Tibbett  avenue,  273.73 
ft.  south  of  West  246th  street,  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
August  29,  1923,  reads: 

“3.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.” ; 

and  .  .... 

Whereas,  the  building  is  frame,  two  stories  in  height, 
57  ft.  by  45  ft.  in  area;  OCCUPIED  as  a  residence  with 
fuel  oil  burning  installation  in  the  cellar,  operating  with 
a  Baker  burner;  and 

Whereas,  appellant  requested  the  approval  of  the  oil 
burning  installation  for  a  temporary  period,  pending  the 
action  of  the  board  of  standards  and  appeals  on  the  ap¬ 
proval  of  the  burner,  which  request  was  granted  by  the 
board  at  its  meeting  December  4,  1923,  and  appellant  now 
requests  an  extension  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  period  of  ninety  (90)  days,  at  owner’s 
risk,  to  operate  this  plant,  on  condition  that  appellant  com¬ 
plies  in  all  other  respects  with  the  fuel  oil  rules  now  in 
force. 


BUILDING  ZONE  CASES. 


406-24-BZ. 

APPLICANT — 'George  T.  Adee  and  Sylvanus  Purdy, 
owners. 

SUBJECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2631-2641  East  Tremont  ave¬ 
nue,  Th§  Bronx. 

APPEARANCES— 

For  Applicant:  John  W.  Clancy. 

For  Opposition:  Owen  F.  Dolan  and  W.  M.  Fleisch- 
man. 

ACTION  OF  BOARD — Laid  over  to  July  8,  1924,  at  2 
p.  m.,  on  request  of  applicant’s  representative. 


20 1-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Patrick  A.  Gaynor, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 1392-1400  Stebbins  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Samuel  Schwartz,  William 
Schwartz,  Max  Schiff,  Ben  Miller,  Ernest  Dist- 
ler,  Frank  C.  Haydon  and  Alfred  Richardson. 

ACTION  OF  BOARD— Laid  over  to  July  8,  1924,  at  2 
p.  m.,  for  conference  of  attorneys. 


442-24-BZ. 

APPLICANT — James  Kearney,  for  R.  T.  J.  Co.,  owner.  1 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
alteration  and  extension  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 104-106  Sherman  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  James  Kearney  and  John  Cald¬ 
well  Meyers. 

For  Opposition :  Samuel  H.  Reich,  Edward  J. 
Moore,  William  Moore  and  Harry  Baer. 

ACTION  OF  BOARD — Laid  over  to  June  27,  1924,  at 
2  p.  m.,  to  verify  length  of  time  in  one  ownership 
as  one  plot. 

428-24-)BZ. 

APPLICANT — C.  E.  Hicks,  for  New  York  Dock  Co., 
owner. 

SUBJECT — 'Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 264-284  Furman  street,  Brook- 


Ti  i-J  • 

APPLICANT— William  F.  Doyle,  for  Robinhood  Realty 
Corp.,  owner.  ' 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED-— 229-235  East  85th  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Martin  Greenfield  and  Benjamin 
Levin. 

ACTION  OF  BOARD' — Laid  over  to  July  8,  1924,  at  2 
p.  m.,  on  request  of  applicant. 


lyn. 

APPEARANCES— 

For  Applicant:  C.  E.  Hicks,  Joseph  B.  Silman. 
For  Opposition :  None. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . . .  ® 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  ~ 
THE  RESOLUTION: 

(428-24-BZ) 

Whereas,  C.  E.  Hicks,  for  New  York  Dock  Company, 
owner,  filed.  March  24,  1924,  an  application,  under  the 
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nn  unrestricted  district  teo'a  pr“  ifff^  aV'"'J:  ». »  «**- 

SW  Jars*  r? 

Brooklyn;  and  tion  No.  514-1924  reads’-  *  g  Alteration  Apphca- 

.  ?Uf>liC  h,ean’ng. vvas  Md  on  thIs  application  “1.  Residence  district  Business  n 

?Li  d,  “TV*  ,?,."*!“lar  17.  J"fT  Zone  Resolution.  Art  2  S«ti™  Bu"d‘ 

1924  after  due  notice  by  publication  in  the  Bulletin  of  Whereas,  the  existing  hniMl™;  *  3i-  * 

the  Board  of  Standards  and  Appeals;  and  struction,  three  stories  hf£  of  non-fireproof  con- 

.  Whereas,  the  use  district  maps  accompanying  the  build-  Montage  of  22  ft  and'  a  depth  o?”w  W'th  a 

,ng  zone  resolution  show  that  Furman  street  within  100  Posed  to  occupy  the  1st  storv  as  V  £  lf  *S  pr°- 

ft.  of  Montague  street  is  a  business  district  and  Furman  and  clothes  pressing  establishment  -  InA  dean,ng  agency 

street  from  100  ft.  south  of  Montague  street  is  an  unre-  Whereas, there  wa  op^o^tn  1 
stneted  district  and  Montague  street  is  a  business  dis-  application  on  the  part  Tne  ghborin^  T*  tWs 

trict :  and  Resolved,  that  th*  4  J;  :  nfg"DonnS .  Property  owners. 

Whereas,  the  decision  of  the  superintendent  of  buildings,  ings  be  and  it  hereby  k°affirmed  3  ^h  of.  .bui1^' 

rendered  March  0,  1924,  in  acting  on  Application  No  3821-  and  it  hereby  is  denied  D  Cd'  and  the  application  be 
24,  reads : 

“Proposed  one  story  brick  public  garage  for  more  296-24-BZ. 
than  five  motor  vehicles,  in  a  business  district  is  con-  APPLICANT— Reo  Jamaica  rn  r 

^  "•  ^  4  (a)  ^  F  ^  ^^SScuer) 

and  •  *°  a  busmess  district  the  maintenance 

WuranAS,  the  proposed  building  is  to  be  of  non-fireproof  the  storage  of  We  ,for 

construction,  one  story  m  height,  with  a  frontage  of  217  PREMISES  AFVECTED-S7  R.rH'  .  "“'Vehicles, 
ft.  and  a  depth  of  127  ft.,  to  be  occupied  as  a  garage  for  APPEARANCES--  g  eMe’  O'"*"5' 

more  than  five  motor  vehicles ;  and  For  Annlirant  •  v?  v  .  ,  ^  . 

Whereas,  under  the  provisions  of  section  7,  subdivision  For  Imposition  ^Non^'  Kennedy  and  Stark- 

c,  the  board  is  empowered  to  act.  ACTION  OF  BOARnL A nni  a  j 

Resolved,,  that  the  board  of  appeals  does  hereby  make  CONDITIONS-As spiffed in Tesohiri™  0"  C°ndlt,°n 
a  variation  in  the  application  of  the  use  district  regulations  THE  VOTE—  ^  resolution. 

of  the  building  zone  resolution,  and  that  the  application  Affirmative:  Chairman  Walsh  Messrs  RMf+ 

he  and  it  hereby  is  granted  on  condition  that  the  struc-  Boulton  Holland  Kerhv  | 

lure  be  limited  to  one  story  in  height,  erected  fireproof:  Kenlon  ’  '  by  a"d  F,re  Ch,ef 

md  that  all  permits  necessary  for  the  prosecution  of  Negative  6 

the  work  be  obtained  within  nine  months  and  the  building  Absent:  Mr."  ’  Connell .  ? 

completed  within  eighteen  months  from  the  date  of  this  THE  RESOLUTION:  . v .  1 

1Ct,0n-  (296-24-BZ) 

tQ,  ..  p_  -  n5E®AS’  TReo  Jamaica  Sales  Co.,  Inc.,  for  Villanova 

194-24-BZ.  Realty  Co.,  Inc.,  owner,  filed,  February  26  1924  an  an- 

APPLTCANT — Aloys  Nicollier,  lessee.  plication,  under  the  building  zone  resolution,  to  permit 

’TTJTCT-  Application  (re:  decision  of  superintendent  of  m  a.  business  district  the  maintenance  of  a  motor  vehicle 

buildings)  to  permit  in  a  residence  district  extend-  r,epaiE  shoP’  and  a1.50  a  garage  for  the  storage  of  more 

mg  from  a  business  district,  the  maintenance  of  that?  five  motor  vehicles;  premises  37  Bergen  avenue,  Bor- 

a  building  used  in  part  for  business  purposes.  ougk  of  Queens ;  and 

REMISES  AFFECTED — 106  West  81st  street,  Manhat-  ,  Whereas,  a  public  hearing  was  held  on  this  application 

tan.  by  the  board  of  appeals,  at  its  regular  meeting,  June  17, 

APPEARANCES—  1924,  after  due  notice  by  publication  an'  the  Bulletin  of 

For  Applicant:  Clifford  Chalmer  and  Aloys  Nicol-  the  Board  of  Standards  and  Appeals;  and 

Her.  '  Whereas,  the  use  district  maps  accompanying  the  build- 

For  Opposition:  W.  M.  Carden,  David  Friedman,  ing  zone  resolution  show  that  Bergen  avenue,  Jamaica  ave- 
M.  A.  Roach,  Wm.  Prestman,  Geo.  O.  Tel-  nue  and  89th  avenue  are  business  districts ;  and 
many,  Joseph  Regneas,  Blanche  Humphreys,  Dr.  Whereas,  the  order  of  the  fire  commissioned,  dated 

Humphreys,  Dr.  W.  B.  Hoag  and  Frank  B.  January  10,  1924,  in  acting  on  Order  No.  85257-LC,  reads : 
French.  “1.  Discontinue  the  maintenance  of  a  motor  ve- 

iCTION  OF  BOARD — Application  denied.  hide  repair  shop  on  these  premises. 

HE  VOTE  TO  GRANT —  “2.  Discontinue  the  maintenance  of  a  garage  in 

Affirmative:  Mr.  Kerby  .  1  which  more  than  5  cars  are  stored.”; 

Negative :  Chairman  Walsh,  Messrs.  Beatty,  and 

Boulton,  Holland  and  Fire  Chief  Kenlon  ..  5  Whereas,  the  existing  building  is  of  frame  construc- 

Absent :  Mr.  Connell  .  1  tion,  one  and  two  stories  in  height,  with  a  frontage  of 

THE  RESOLUTION:  80  ft.  and  a  depth  of  100  ’ft. ;  to  be  occupied  as  a  garage 

(494-24-BZ)  for  more  than  five  motor  vehicles  and  a  motor  vehicle 

Whereas,  Aloys  Nicollier,  for  L.  &  A.  Nicollier,  owners,  repair  shop;  and 

led,  April  28,  1924,  an  application,  under  the  building  Whereas,  there  existed  on  this  street  between  the  in- 

>ne  resolution,  to  permit  partly  in  a  business  and  partly  tersecting  streets  on  July  25,  1916,  a  stable  for  more"  than 

>  a  residence  district  the  change  of  occupancy  of  the  five  horses. 

t  story,  from  a  dwelling  to  a  business  use ;  premises  Resolved,  that  the  board  of  appeals  does  hereby  make 
>6  West  81st  street,  Manhattan;  and  a  variation  in  the  application  of  the  use  district  regulations 

W  herf.as,  a  public  hearing  was  held  on  this  application  of  the  building  zone  resolution,  and  that  the  application 

r  the  board  of  appeals,  at  its  regular  meeting,  June  17,  be  and  it  hereby  is  granted  on  condition  that  the  use  of 

'24,  after  due  notice  by  publication  in  the  Bulletin  of  the  premises  for  garage  storage  be  restricted  to  storage 

^  Board  of  Standards  and  Appeals;  and  incidental  to  the  conduct  and  operation  of  an  automobile 

Whereas,  the  use  district  maps  accompanying  the  build-  sales  agency;  that  any  repair?  b$  limited  to  manual  opera- 
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tion  incidental  to  the  conduct  of  such  agency ;  and  that 
all  necessary  permits  be  obtained  within  ninety  days  from 
the  date  of  this  action. 


1 17-24-BZ.  _  „  _  ~ 

APPLICANT— Abraham  Farber,  for  Powell  Realty  Com¬ 


pany,  owner.  .  . 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 261-267  Pennsylvania  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Julius  Appelbaum. 

For  Opposition:  Philip  Cohen,  Ida  Schlossman, 
Philip  Silberstron,  Israel  Ellis,  Rebecca  Rubin. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  6 

Negative  . . . . _ . . . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 


THE  RESOLUTION: 

(117-24-BZ) 

Whereas,  Abraham  Farber,  for  Powell  Realty  Co., 
owner,  filed,  January  25,  1924,  an  application,  under  the 
bijilding  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  261-267  Penn¬ 
sylvania  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  17 
1024,  after  due  notice  by  publication  in  the  Bulletin  ol 
the  Board  of  Standards  and  Appeals ;  and  ^ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Pennsylvania  avenue,  Bel¬ 
mont  avenue  and  Pitkin  avenue  are  business  districts ,  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  2,  1924,  in  acting  on  App.  No.  64-24, 


"Proposed  one  story  public  garage  in  a  business  dis¬ 
trict  is  contrary  to  Art.  II,  Sec.  4  (a)  of  the  Zone 
Resolution.” ; 


phone  exchange  building,  also  to  exceed  the  lim¬ 
iting  percentage  of  lot  occupied  as  required  by 
Article  4,  Section  15  of  the  zone  resolution. 
PREMISES  AFFECTED — 1421-1437  Ocean  avenue  and 
1060-1068  Kenmore  place,  Brooklyn. 
APPEARANCES— 

For  Applicant :  N.  B.  Egleston. 

For  Opposition:  Louis  A.  Sheinart,  David  Bleeker. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty  and  Kerby  .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton 

and  Holland  .  3 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 
THE  RESOLUTION: 

(533-24-BZ) 

Whereas,  New  York  Telephone  Company,  owner,  filed, 
April  14,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  use  “E”  area  district 
the  alteration  and  extension  of  a  central  telephone  ex¬ 
change  building  and  also  to  occupy  a  percentage  of  lot 
area  in  excess  of  the  requirements  of  the  building  zone 
resolution;  premises  1421-37  Ocean  avenue  and  1060-68  Ken¬ 
more  place,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular,  meeting,  June  17, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  -Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ocean  avenue  is  a  residence 
and  “C”  area  district  and  Kenmore  place  is  a  residence 
and  “E”  area  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  15,  1924,  in  acting  on  Application  No. 
2948-24,  reads : 

“Proposed  addition  of  two  stories  to  present  two 
story  building,  and  proposed  four  story  extension  to 
the  side  and  rear  of  existing  two  story  building  is  con¬ 
trary  to  Art.  II,  section  6  of  the  Zone  Resolution, 
which  prohibits  the  extension  of  a  business  use  in  a 
residence  district. 

“The  proposed  alteration  is  also  contrary  to  Art. 
IV,  section  15  of  the  Zone  Resolution  as  the  proposed 
alteration  is  partly  in  a  residence  “C”  district  and 
partly  in  a  residence  “E”  district.” ; 


and 


Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  75  ,ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 

five  horses.  .  ,  .  , 

Resolved,  that  the  board  of  appeals  does,  hereby  make 
a  . variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  struc¬ 
ture  be  limited  to  one  story  in  height,  erected  fireproof ; 
that  the  rear  and  gable  walls  shall  'be  unpierced.  through¬ 
out  their  entire  height  and  length;  that  no  skylights  shall 
be  installed  within  25  feet  of  the  rear  wall  nor  within 
25  feet  of  the  gable  walls,  and  any  skylights  installed 
shall  be  glazed  with  plain  glass  protected  with  wire  screens 
above  and  below ;  that  the  front  elevation  of  the  building 
shall  be  finished  as  to  design  and  material  strictly  m  ac¬ 
cordance  with  drawings  on  file  in  this  case  ;  and  that  a 
permits  necessary  for  the  prosecution  of  the  work  shall 
he  obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


and 


533-24-BZ. 

APPLICANT— New  York  Telephone  Company,  owner. 
SUBJECT— Application  (re decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  “E”  area  dis- 
■  trict  the  alteration  and  extension  of  a  central  tele 


io  * 

Whereas,  the  existing  building  is  fireproof,  two  stones 
in.  height,  66  ft.  fronting  on  Ocean  avenue  and  120  ft 
deep;  it  is  proposed  to  add  two  stories  to  the  existing 
two  story  building  and  to  add  in  the  rear,  toward  Kenmore 
place,  a  fireproof  extension,  four  stories  in  height,  mak¬ 
ing  the  entire  premises  146  ft.  8  in.  on  Oce.an  avenue.,  9.2 
ft.  5  in.  on  Kenmore  place  and  179  ft.  10  in.  deep;  it  is. 
proposed  to  use  the  entire  premises  as  a  central  telephone 

exchange;  and  .  , 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent,  of  . build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


562-24-BZ.  .  , 

APPLICANT— R.  Thomas  Short,  for  Mrs.  Pauline  A. 

Reynolds,  owner.  .  , 

SUBJECT— Application  (re:  decision  of  superintendent  oi 
buildings)  to  permit  partly  in  a  residence. district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  o  mor 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2470-2480  Bedford  avenue, 

Brooklyn.  , 

APPEARANCES—  ,  t  R  •  v 

For  Applicant:  R.  Thomas  Short  and  Benj.  *• 

Leinhardt. 
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ACTION  OFBOARdLS  T'l  HaaSC  Snd  John  Barsha' 

WDV™E-!'AS  TesSS  C°ndili0n- 

THE  'RESOLUTION-""'"  and  F'''«  Chief' Kenion 2 

(562-24iBZ) 

owner  ^fed’  April^^oL  Sh°rt’  r°r  •  Paulina  Reynolds, 
owner,  meci,  April  22,  1924,  an  application,  under  the  'build 

fct^  rpeaSr°t  v^n’  10  "T*  PftIy  in  a  business  di^: 
maintenance"  of^  a  garaLf  tojV ^  the  f'rec,io"  and 

™~r^S.:aP„dmiSeS  2470'80  “ a™" 

%*&  ;  tr  mk,h « 

dis,ricts  and  C1“  ™ad  * a 

-endeHrSEAXnSe  ^JooT  °f  the  “P^intendcnt  of  buildings, 
eads:  A?  ’  ’  m  acting  on  APP-  No.  7575-24, 

Proposed  one  story  public  garage  for  more  than 
tricCt  located  partly  in  a  business  dis- 

Irt  TTd  ^  JY  ,ri  a  r«sldetKe  district  is  contrary  to 
^solution”  3  ^  SeC,i°n  4  (a)  of  ‘he  Zone 
nd 

Whereas,  the  proposed  building  is  to  be  of  fireproof 

erf  and  "d  Ull  St?neS  Jr  hdffht-  with  a  Montage  of  100 
eet  and  a  depth  of  100  feet,  to  be  occupied  as  a  garage 

or  more  than  five  motor  vehicles ;  and  g  g 

whereas,  the  board  deemed  there  would  be  hardship  in 
reventing  applicant  from  making  the  proposed  use  of 
ie  building  owing  to  its  location. 

Resolved,  that  the  board  of  appeals  does  hereby  make 

/the  bni Id"  ^  ai>PlicatT  -°f  the  US€  district  regulations 
!  ;buddl,f  z.one  resolution,  and  that  the  application 
‘  and  .t  hereby  is  granted  on  condition  that  the  building 
’  restricted  to  a  one  story  structure  above  grade-  that 
ie.  rear  and  phle  walls  shall  be  unpierced  throughout 

f  enVrC  -  a"d  Iength  *  that  ^  rear  walls  shall 

.  aced  with  finished  brick  of  light  color;  that  there 
f,,.  5*  "°  skyhgbt, installed  within  25, feet  of  the  rear 
ill,  that  any  skylight  installed  shall  be  glazed  with  plain 
ass,  protected  above  and  below  with  wire  guards-  that 
e  front  elevations  shall  be  finished  in  face  brick  with 
cnitectural  terra  cotta  or  stone  trimmings,  and  of  de- 
;n  acceptable  to  and  to  be  approved  by  this  board,  be- 
re  submitting  same  to  the  superintendent  of  buildings; 
it  the  architect  shall  make  a  return  for  approval  by  this 
■ard;  that  all  permits  _  necessary  for  the  prosecution  of 
;  work  shall  be  obtained  within  nine  months  and  the 
"iding  completed  within  eighteen  months  from  the  date 
this  action. 


ACTIO”ou  IlfBS™I^S!’edCalC>n  re0pened  and 
THof°perm?t^OPEN  and grantextension 

Affirr;t;e„:  Sran„dwsyMessrs- *-* , 

Negative  .  .  5 

THE  RESOLUTION:06"  Ch'ef  ^enIon'-- 

nr  TT  (397-21-BZ) 

anlppSin ^aurXSthfhd,-|HOWner’  Hed>  March  30’  «*1. 
mit  in  a  Sne™dd".  F“ld'n®.  resolution,  to  per^ 

parking  space  for  more  than  fi^TmotoU  M  °Pen  air 
110-120  Ashland  place.  B^klyn;  aSl  '  :  Prem'SeS 

thew®°ard  °'  St“da‘*ya"dUAwaIs;,Uhe  B“"e'in  °f 

M‘arSERi2ASl92iie  n°1Gr  \?f  the  fire  oommissioner,  dated 
March  12,  192i,  Order  No.  63526-LC,  reads- 

tionM4amtfnanfeo0fry°,Ur  garage  is  a  violation  of  sec- 
Rd  nV  i  f-  •  !  of  ]heA  Bldg-  Zone  Resolution  of  the 
\v'  V  Prstlm.ate  and  Apportionment  of  the  City  of 

L  usod°rf ’  ad?uPted  July  25’  1916-  inasmuch  as  garage 
vehicles.  St°rage  °f  ^  than  five  ™tor 

ofTa°rUs  stored6^'  t0  reduce  the  number 

hlu/r,  •  C  -°  five’.as  a  Sreater  amount  is  for¬ 
bidden  m  a  business  district  ”  • 
and  '  ’ 

,n^H-EREAl’  the  preI™S€S  consists  of  a  plot  of  ground  lo- 
atned™  3 ,buf in.ess. district  under  the  building  zone  resolu- 
tion  on  which  it  is  proposed  to  erect  a  small  one-story 
galvanized  iron  structure  and  to  use  the  open  space  as  a 
parking  station  for  more  than  five  motor  vehicles;  and 
Whereas,  applicant  contends  that  there  would  be  undue 
hardship  in  preventing  owner  and  lessee  from  continuing 

Ie/s/T/d  thCSe  Prem,SeS  for  this  use  owinff  to  existing 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  June  14,  1921,  June  20,  1922,  and  July  24,  1923,  for 
a  period  of  one  year  on  certain  conditions  “that  the  prem¬ 
ises  shall  not  be  used  for  a  garage  but  for  open  air 
parking  purposes  only,  that  the  part  of  the  plot  fronting 
o"  „thf  street  sha11  remain  open',  and  that  this  permit 
shall  be  temporary  and  granted  only  for  the  period  of 
one  year,  and  applicant  requested  an  extension  of  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and:  it  hereby  is  granted,  extending  the  permit  for  the 
period  of  one  year  from  the  date  of  this  action,  on  the 
same  conditions  as  granted  in  the  original  resolution  of 
June  14,  1921. 


1-21-BZ. 

PLICANT — John  B.  Johnston,  for  Harvey  S.  Bird, 

owner. 

BJECT  Application  for  further  extension  of  time  of  a 
temporary  permit  in  a  business  district  an  open 
air  parking  station  for  more  than  five  automobiles 
i  and  an  attendant’s  booth. 

EMISES  AFFECTED— 110-126  Ashland  place,  Brook¬ 
lyn. 

‘PEARANCES— 

For  Applicant :  G.  R.  Fogler. 

For  Opposition :  None. 


218-24nBZ. 

APPLICANT — William  F.  Doyle,  for  Atlas  Sydam  Co., 
Inc.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  extending 
into  a  residence  district  from  an  unrestricted  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 109-111  Montgomery  street 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  None. 
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ACTION  OF  BOARD — Application  reopened  and  modi¬ 
fication  of  resolution  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  MODIFICA¬ 
TION  OF  RESOLUTION : 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby .  5 

Negative  .  v 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(218-24-BZ) 

Whereas,  William  F.  Doyle,  for  Atlas  Sydam  Co.,  Inc., 
owner,  filed,  February  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension,  from  an 
unrestricted  district  into  a  residence  district,  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  109-11  Montgomery  street,  Brooklyn, 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13 
1924,  after  due  notice  by  publication  m  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  northwest  comer  of  Mont¬ 
gomery  street  and  intersection  with  Brighton  Beach  rail 
road  cut,  distance  of  131  ft.  north,  is  unrestricted;  remain¬ 
der  of  this  side  of  cut  is  residence  district;  east  side  of 
railroad  cut  is  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build  g  , 
rendered  January  28,  1924,  in  acting  on  App.  No.  1707-24, 

reads : 


THE  VOTE  TO  REOPEN  AND  HEAR  UNDER  7-G: 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby .  5 

Negative  . . . V  Vr‘ '  i .  0 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 


351-24-BZ.  ,  _  ,  . 

APPLICANT— Joseph  Orlando,  for  Salvatore  and  Giu¬ 
seppe  Montalto,  owners. 

SUBJECT — Application  (re:  decision  of  the  tenement  house 
commissioner)  to  permit  in  a  residence  district 
extending  from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be  used  for 

business  purposes. 

PREMISES  AFFECTED— Southwest  corner  of  Buhre 

and  Hobart  avenues,  The  Bronx. 

APPEARANCES— None.  .  ... 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby .  5 

Negative  . ® 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 


and 


“1.  Proposed  extension  projects  into  residential  dis¬ 
trict.  Recommend  denial.” ; 


Whereas,  the  proposed  building  is  .to  be  of  n»n-fireproof 
construction,  one  story  in  height,  with  a  f™,a8e  °f  ]r 
ft.  and  a  depth  of  162  ft.;,  to  be  occupied  as  a  garage  tor 

more  than  five  motor  vehicles;  and  subdivision 

Whereas,  under  the  provisions  of  section  7,  subdivision 

c,  the  board  is  empowered  to  act;  and 

Whereas,  this  application  was  Rranted  by  the  teard  at 
its  meeting  May  13,  1924,  on  certain  conditions,  and  appl 
cant  requested  a  modification  of  these  conditions  m  so 
as  the  fireproofing  of  the  structure  is  concerned. 

Resolved  that  the  board  of  appeals  does  hereby  m 
a  variation' in  the  application  of  the  use t  district 

of  the  building  zone  resolution,  and  ,h;‘t  ,  north- 

.  -atari  Webv  is  aranted  on  condition  that  tne  noru 

erly  gable  stall**  unpierced  throughout  its  entire 

heighftnd  length;  that  any  -Wcu.ar  entrance  be 

restricted  to  the  Montgomery  street  front  of  this  prop 

S,aMne~ny  & the 

sinoi  rtsufsi  ir  “ilf  "Thus  «. 

r ^aifroat  cul"  banished 

in  light  colored  brick. 


APPLICANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Emil  Stammer,  owner.  .  . 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  (4)  motor 
vehicles ;  spaces  rented  to  persons  not  residing 

on  the  premises.  , 

PREMISES  AFFECTED-55  Jefferson  avenue,  Borough 

of  Queens. 

APPEARANCES— None.  ..  .  , 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby .  “ 

Absent?  Mr.  Connell  and  Fire  Chief  Kenion  . .  2 

THE  RESOLUTION: 

(1071-23-BZ) 

Whereas,  the  Croker  National  Fire  Prevention  En¬ 
gineering  Co.  filed,  September  8,  1923,  with  the  board  of 
appeals,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  maintenance  of  a  ga¬ 
rage  for  four  motor  vehicles,  space  rented  to  persons  not 
residing  on  premises;  premises  55  Jefferson  avenue,  Mas- 

PC Whereas!  ’applicant  has  failed  to  complete  his  papers, 

{h°R^olvcd!  that^he  Implication  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


AREAS  FIXED. 


235-23-BZ 

APPLICANT— John  C  Wandell  Co.,  for  Stephen  F.  Bar¬ 
SUBJECT— Application  for  reopening  (re :  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hides 

PREMISES  AFFECTED — 2306-2324  Neptune  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Daniel  J.  Griffen. 

For  Opposition:  None.  .  ,  - 

ACTION  OF  BOARD — Application  reopened  and  set  tor 
calendar  call  July  1,  1924,  at  2  p.  m. 


(814-19-BZ) 

The  chairman  presented  and  read  a  communication  from 
from  Leonard  Eppig  Brewing  Co.  requesting  the  boara 
to  fix  the  area  deemed  affected  and  within  which  to  ob¬ 
tain  consents  for  the  erection  and  maintenance  of  a  ga¬ 
rage  ;  premises  142-150  Cooper  street,  southeast  corner 
Cooper  street  and  Central  avenue,  Brooklyn 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Cooper  street  from  Evergreen  a 
nue  to  200  ft.  east  of  Central  avenue;  both  sides  o 
Central  avenue  from  Decatur  street  to  a  point  40U 
feet  south  of  premises  in  question;  the  north  si 
of  Moffatt  street  from  Central  avenue  to.  a  pom 
175  ft.  west  of  Central  avenue. 
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(687-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
4  ^  VullT’  requesting  the  board  to  fix  the  area 

deemed  affected  and  within  which  to  obtain  consents  for 
the  erectmn  and  maintenance  of  a  garage;  premises  2396 
Bedford  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  aboard  : 

Both  sides  of  Bedford  avenue,  also  East  23rd  street 
from  a  point  100  ft.  south  of  Tilden  avenue  to  a 
point  100  ft.  south  of  Beverly  road;  also  the  south 
side  of  Beverly  road  from  East  23rd  street  to  Bed¬ 
ford  avenue. 


(688-24-iBZ) 

The  chairman  presented  and  read  a  communication  from 
A  llliam  F.  Doyle,  requesting  the  board  to  fix  the  area 
eemed  affected  and  within  which  to  obtain  consents  for 
he  erectK)”  and  maintenance  of  a  garage;  premises  155- 
4  Marion  street,  Brooklyn. 

r 


Thea5'i ZT  ar<e\,"’as  aI>proved  lx*"d: 

Both  sides  of  Marion  street  from  Ralph  avenue  to 
a  cien  avenue;  also  the  properties  at  rear  and  for 
a  d.s  ance  of  50  ft  on  either  side  of  the  side  lot  lines 
of  the  premises  in  question. 

,  .  (665-24-BZ) 

I  presented  and  read  a  communication  from 

7°  s  Schlachtus,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  fo? 
tie  erection  and  maintenance  of  a  garage;  premises  5708 
Twelfth  avenue,  Brooklyn.  Premises  5108 

The  following  area  was  approved  by  the  board- 

west  of^  °f  Twelf-h  avenue  from  a  Point  200  ft. 
west  of  the  premises  in  question  to  a  point  400  ft 

street°froSmdTPrmpSeS:  ^  ^  WCSt  side  o£  57th 
of  T  |25?  Twelfth  avenue  to  a  point  150  ft.  south 
ot  twelfth  avenue. 


Adjourned  2.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


PreT^ES,TVYS^ERN.OONT™NE  17,  1924  PREMSES*' AFFErrFn  °^ers Dof  fire  commissioner. 

>nd,  andTfre  CWrf'&SZ*'  Ho‘-  APPEARANCES-  342  Park  »«»*  Manhattan 


md,  Kerby  and  Fire  Chief  Kenlon. 

53^24-AEALS  FR0M  ADMINISTRATIVE  ORDERS. 

nmiftrANJ“John  A-  Do‘bson,  owner. 

REMIsiT bPFFPrrTTn°rder  °l  fire  commissioner. 

|  ,  AFFECTED  3486  Bedford  avenue.  Brook- 

PPEARANCES— 

For  Appellant:  None. 


A„_For  Appellant:  David  M.  Jones 

2  „0F  BOJKD7L?i.d  0VCC  to  July  8,  1924.  at 
-  p.  m.,  pending  decision  of  Supreme  Court. 

1268-23-A. 

APPELLANT-Eugene  de  la  Rosa,  for  Jupiter  Real 
Estate  Corp.,  owner. 

PR  E\fTS  F  A  A  if  kk  rTPrfeCISK>11  fire  commissioner. 

DEMISES  AFFECTED— 51-9  Burnside  avenue,  The 
Bronx. 


ror  Administration:  Inspector  Lynch  of  fire  de-  Bronx. 

r  P?rtment-  APPEARANCES— 

2  01m  BOARD— Laid  over  to  July  8,  1924,  at  .  ____  F°r  Appellant :  Alexander  J.  McManus. 

2  P-  ACTION  OF  BOARD-Laid  over  to  July  8,  1924,  at 

17-23- A  '  “ —  at  2  P-  m->  on  request. 

jPiPELLANT— Lourose  Realty  Corp.,  for  Herman  Lu-  382-24-A. 

JBJECT Anneal  fro,  j  •  •  c  .  APPELLANT — 'Samuel  Rosenblum,  for  Rice  &  Hochster 

bid'  f  decision  of  superintendent  of  owner.  nocnster, 

st  *- 

pANlCESr  XT  APPEAR  ANCES- 

Kor  AP)Pe  F,one-.  .  For  Appellant:  Samuel  Rosenblum 

of  teCoTtailtogf”1  Engineer  Smithers  ACTIOg  0rm  B'O'ARD-Laid  over  to  July  8,  1924,  at 


of  bureau  of  buildings. 

--TION  Oh  BOARD — Laid  over  to  July  8,  1924,  at 

2  p.  m 


1490-23-A. 

APPELLANT— ^Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 406  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES — 

For  Appellant:  Robert  W.  Carillo. 

i  \T  DO,  A  DTA  T  _  •  1 


V’0-23-A. 

‘^fp^XT'_-foaquin  de  Ia.  Rosa-  °wner. 

from  decision  of  fire  department. 

Avenue  N,  Brooklyn. 

Fnr  4PPedant :  N°ne-  For  Appellant :  Robert  W.  Carillo 

partmnt  atlOU:  InSpeCt°r  Carro11  of  fire  de‘  ACTION  OF  BOARD— Laid  over  to  July  8,  1924,  at 
KT  Tr-  rv  5!\  „  . .  2  p.  m. 


■-TION  OF  BOARD — 'Laid  over  to  July  8,  1924,  at 


2  p.  m 


478-24-A. 

1 24-A.  ~  ”  APPELLANT— The  Silver  Slipper  Corporation,  for  Chel- 

^ waw  - s 


nmu  uceision  or  nre  commission 
PREMISES  AFhECTED — 1600  Broadway,  Manhattan. 
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appearances— 

For  Appellant:  Irving  Levy.  . 

For  Administration:  Inspectors  Carroll  and  Mojar- 
rieta  of  fire  department. 

ACTION  OF  BOARjD— Laid  over  to  July  8,  1924,  at 
2  p.  m.,  so  that  appellant’s  representative  may  be 

present. 


APPELLANT — John  McClave,  for  Brett  Lithographing 

Co.,  owner.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— West  side  of  Anable  avenue, 
40  ft.  south  of  Meadow  (Skillman)  street,  L.  1. 
City,  Queens. 

APPEARANCES— 

For  Appellant:  John  McClave. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment.  <  . 

ACTION  OF  BOARD — Appeal  withdrawn.  To  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  ® 

Negative  . 

Absent:  Mr.  Connell  .  1 


227-24-A. 

APPELLANT— Nostrand  Lumber  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 2556  Fulton  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  William  J.  Whitbread. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  conditioa 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE 

Affirmative:  Chairman  Walsh,  Messrs.  •  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  jj 

Negative  . 

Absent:  Mr.  Connell  .  1 

THE  RESOLUTION  : 

(227-24-A) 

Whereas,  Nostrand  Lumber  Co.,  Inc.,  owner,  filed,  Febru¬ 
ary  13  1924,  an  appeal,  with  the  board  of  appeals,  from 
orders  ’  of  the  fire  commissioner,  affecting  premises  2o56 

Fulton  street,  Brooklyn;  and  .  .  ,  , 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

December  20,  1923,  read: 

“No.  52109-F: 

“1.  Provide  one  yard  hydrant  and  hose  as  per  Rule 
37  of  the  Board  of  Standards  and  Appeals.  Stand¬ 
pipe  regulations.  *  *  *■” 

“1.  Provide  an  enclosure  of  brick  wall  about  the 
East  North  &  South  sides  of  new  lumber  shed  ad¬ 
joining  the  wall  of  the  Gotham  Theatre  on  the  East. 
Sec.  776,  Greater  New  York  Charter. 

“No.  52111-F :  -  .  .  .  ,n 

“1.  Provide  5  approved  water  tanks  of  at  least  40 
gallons  capacity,  with  six  water  buckets  to  each  tank. 
Tanks  to  be  marked  Fire,  kept  full  of  clean  water 
mixed  with  a  non-freezing  solution,  and  not  to  °e  used 
for  any  other  purpose.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances.” 

“No.  52112-F:  „ 

“1.  Provide  aisle  space  at  least  3  feet  wide  leading 
to  all  means  of  egress,  in  order  to  afford  firemen 
free  access  for  the  purpose  of  extinguishing  fire  in 
the  above  premises.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances.”  ; 

and 


Whereas,  the  premises  consist  of  a  plot  of  grown 
with  a  frontage  of  108  ft.  on  Fulton  street  and  a  frontagt 
of  120  ft.  on  Williams  avenue,  on  which  is  located  thi 
lumber  yard  of  the  Nostrand  Lumber  Co.,  consisting  of  tw< 
lumber  sheds,  a  shed  for  building  material  (incombustible) 
a  two-story  frame  office  and  dwelling  and  a  metal  cov 
ered  shed  for  the  storage  of  lumber;  and 

Whereas,  appellant  proposes  to  comply  with  Orders  Nc 
52111-F  and  No.  52112-F,  and  contends  as  to  Order  Nc 
52109-F  there  is  a  city  fire  hydrant  on  each  street  front 
the  entire  yard  can  be  reached  by  100  feet  of  hose  fror 
these  hydrants;  and  as  to  Order  No.  52110-F,  contend 
that  the  shed  was  erected  under  a  permit  from  the  burea 
of  buildings,  and  that  the  theatre  wall  adjoining  th 
lumber  yard  is  unpierced. 

Resolved,  that  the  orders  of  the  fire  commissioner,  Nt 
52109  and  No.  52110,  be  and  they  hereby  are  modified,  an 
the  appeal  as  to  these  orders  be  and  it  hereby  is  grante 
on  condition  that  any  exposure  from  the  theatre  into  she 
shall  be  sealed  up  with  incombustible  material ;  that  tf 
present  layout  of  premises  under  appeal  as  indicated  o 
plans  filed  in  this  case  shall  remain  substantially  ui 
changed;  that  the  orders  of  the  fire  commissioner,  N< 
52111  and  No.  52112,  be  and  they  hereby  are  affirmed,  an 
the  appeal  as  to  these  orders  be  and  it  hereby  is  denied. 


228-24-A. 

APPELLANT— Nostrand  Lumber  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTEI>-1164  Broadway,  Brooklyn. 
APPEARANCES— 

For  Appellant:  William  J.  Whitbread. 

For  Administration:  Inspector  Maher  of  fire  d 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Connell  . 


THE  RESOLUTION : 

(228-24-A) 

Whereas,  Nostrand  Lumber  Co.,  Inc.,  owner,  filed,  Febr 
ary  13,  1924,  an  appeal,  with  the  board  of  appeals,  fro 
arders  of  the  fire  commissioner,  affecting  premises  11 
Broadway,  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dat 
December  13,  1923,  read : 

“No.  51236-F :  . 

“1.  Conspicuously  post  and  keep  posted  signs  pr 
hibiting  smoking,  printed  in  the  English  and  ot‘- 
necessary  languages.  Section  27,  Ch.  12,  Code 

Ordinances.  ,  .  . 

“2.  Provide  3  approved  casks  of  water  ot  at  ie< 
40  gallons  capacity,  with  six  water  buckets  to  ea. 
cask.  Casks  to  be  marked  FIRE,  kept  full  of  clet 
water  mixed  with  a  non-freezing  solution,  and  not  | 
be  used  for  any  other  purpose.  Sec.  20,  Ch.  12,  Lc: 
of  Ordinances.” 

“No.  51237-F :  . 

“1.  Provide  a  watchman  who  shall  visit  every  p 
tion  of  the  premises  and  install  an  approved  systu 
of  time  detectors  to  properly  record  the  moverner? 
of  the  watchman.  Sec.  776,  Greater  New  York  Ui. 


ind 


ter.” ; 


Whereas,  the  premises  consist  of  a  plot  of  ground,  v-i 
frontage  of  120  ft.  on  Lafayette  avenue,  71  ft .  on 
hen  avenue  and  38  ft.  on  Broadway  (about  8 ,000  sq. 
i  area)  ;  upon  which  is  located  the  yard  of  the  Nostr 
lumber  Co.  consisting  of  three  lumber  sheds  and  a  o. 
tory  frame  building;  and 
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appeI,anJt  Pr°Poses  to  comply  with  Order  No 
51236-b  and  contends  that,  owing  to  the  3 

thedord^rllwouTdUnt  °f  lumber  St°red’  that  to  coinP>y  with 
dei  would  cause  great  hardship,  and  also  that  the 

itsanicxStiornaCl,Ca  ^  UndCr  COnrinUous  observation  owing  to 
51237??be  '  andl?  hereb^is" 

sioner,  No.  51230,  be  and  it  hereby  is  affirmed  and  the 
appeal  as  to  thts  order  be  and  'it  hereby  is  dTnied 

419-24-A.  * 

APPELLANT— Edward  P.  Doyle,  for  Julius  Tishman  & 
^ons,  tnc.,  owner. 

SBBJECT— Appeal  from  decision  of  superintendent  of 

PREMIhfttSal^ECTED~102°  Lexington  »«■»«.  Ma"- 

APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration :  Inspector  Alexander  H  Mc- 
ArTT„.T  ^oe  of  'bureau  of  buildings. 

CONDTT rn V B°ARD— Appeal  granted  on  condition. 

THE  VOTE-  S  SPCC  ed  in  reso]ution- 

Affirmative:  Chairman  Walsh,  Messrs.  Beattv 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . 

Negative  .  ’  .  . .  ;? 

Absent:  Mr.  Connell  ....  . 

THE  RESOLUTION:  .  1 

,ir  (419-24-A) 

Whereas,  Edward  P.  Doyle,  for  Julius  Tishman  & 

a  rner'  March  21’  1924’  an  aPPeal,  with 

em  bf  hd  m-  appealJ’  from  a  decision  of  the  superintend¬ 
ent  ot  buildings,  affecting  premises  1020  Lexington  ave¬ 
nue,  Manhattan ;  and  * 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Ocotber  16,  1923,  reads: 

“In  regard  to  violation  312-1923  filed  for  changing 
the  occupancy  of  the  above  premises  from  a  fur¬ 
nished  room  house  to  office  in  basement  and  store 
on  first  floor,  vvithout  a  permit  from  this  Bureau 
an  application  for  a  certificate  of  occupancy  cover- 
tj1  C  Pro®611?-  occupancy  has  been  disapproved  in 
hluT,®UI!eau  .Wlt^  tbe  following  objections: 

Ihe  interior  stairs  have  not  been  enclosed.  Fire¬ 
proof  doors  have  not  been  provided  along  the  stairs. 

ie  cellar  ceiling  has  not  been  fire  retarded.  File  an 
alteration  application  covering  the  change  in  occu¬ 
pancy.”; 
and 

Whereas  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  17  ft.  by  52  ft.  in  area.  OCCUPIED: 

asement,  office  and  plumbing  shop,  5  persons;  1st  story, 
tailor  shop  and  dwelling,  4  persons;  upper  stories,  dwell¬ 
ings,  located  in  a  business  district  under  the  building  zone 
resolution;  and 

.  Whereas,  appellant  proposes  to  remove  both  stairs  lead¬ 
ing  from  basement  to  1st  story;  to  place  flooring  over 
stair  wells  and  to  protect  the  basement  ceiling  with  No 
gauge  metal  on  y  in.  plaster  boards. 

.  R solved,  that  the  decision  of  the  superintendent  of  build- 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  any  vertical  open¬ 
ing  between  basement  and  1st  story  shall  be  closed  up  and 
stairs  removed;  that  the  well-hole  in  ceiling  shall  be  closed 
over ;  that  the  entire  ceiling  of  basement  shall  be  fire  re¬ 
tarded  with  y2  in.  plaster  board  and  metal ;  that  the  busi¬ 
ness  occupancy  of  1st  story  shall  be  limited  to  one 


person,  the  operator  of  the  premises,  and  restricted  in  use 
to  light  industrial  work. 


458-24-A. 

SUBTFTTNT~KVji/°  Fuchigami'.  lessee. 

PREMI^^^^AF^CTFT)  °r\rer  ,0f  fire  c°mmissioner. 

Abb  EC  1  ED  N  ort  Invest  corner  of  2nd  street 

APPEARANCES-^’  W°°dside’ 

Tor  Appellant:  Kujiro  Fuchigami. 

0rp^mentS.trati°n:  Inspect0r  L*nch  of  fire  de- 

CONDlTIONS0AsRD~Afi^ea-  granted  on  condition. 

THE  VOTE—  A  specified  m  resolution. 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 
Ken/on*1'  H°  and’  Kerby  and  Fire  Chmf 

Negative  .  .  ® 

Absent:  Mr.  Connell  .  0 

THE  RESOLUTION:  .  1 

w  T  ..  (458-24-A) 

Whereas,  Kujiro  Fuchigami,  lessee,  filed  March  29  1924 
?  "  appeal,  with  the  board  of  appeals,  from  an  order  of 
ie  fire  commissioner  affecting  premises  northwest  corner 

Queens;  and  *  °'k  S‘reet-  W°<>daide,  Borough  of 

r£ds:  °f  ‘he  commissioner,  dated 

You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further 

and  ge  USC  °f  fueI  0il  at  the  above  location/’ ; 

.  'Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  446  ft.  on  2nd  street  and  630  ft  (l 

regular)  on  Polk  street,  on  which  are  tacatrf  tree  nuroe  ies' 
and  greenhouses;  and  nurseries 

Whereas,  appellant  has  installed  in  the  greenhouses  - 

ttetaT?  SiyStHm  ini  accordance  with  the  rules  of 
is  an  aEconLv”nbardS  ^  apPeaIs-  excepting  the  burner 
L  n  •  °my  burneU  and  m  view  of  the  isolation  of 
e  premises  reguests  the  acceptance  of  this  installation 

and  hat  thri3r/der  j>f  the  fire  commissioner  be 

and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 

is  granted  on  condition  that  the  oil  storage  shall  be  con¬ 
fined  to  steel  tanks  burned  below  grade;  and  granted  only 
so  long  as  the  service  is  restricted  to  the  greenhouse  use 
and  operation.  •  c 
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535-24-A 

APPELLANT— W  S.  Rockwell  Co.,  for  Washburn  Wire 
'~o.,  Inc.,  lessee. 

PiRfIh  declsion  of  fire  commissioner. 

PREMISES  AFFECTED— 539-557  East  118th  street  Man¬ 
hattan. 

APPEARANCES— 

bor  Appellant:  J.  A.  Doyle  and  O.  G.  Onken 
bor  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

mwmTTnM?B0^RD~App,eaI  granted  011  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  c 

Negative  .  () 

Absent :  Mr.  Connell  . j 

(535-24-A) 

Whereas,  W.  S.  Rockwell  Go.,  for  Washburn  Wire  Co 
Inc.,  lessee,  filed,  April  15,  1924,  an  appeal,  with  the  board 
o  appeals,  from  a  decision  of  the  fire  commissioner  af- 
fecting  premises  539-557  East  118th  street,  Borough  of 
Manhattan ;  and 


MINUTES 


Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  213-1924,  dated  April  9,  1924,  reads: 

"4.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals. 

“5.  Pump  must  be  of  a  type  approved  by  the  Board 

of  Standards  and  Appeals.’; 

and  .  ,  .  •  1 

Whereas,  the  building  is  non-hreproof,  one  U)™ry  in 
height,  56.75  ft.  by  40.5  ft.  in  area;  OCCUPIED  for 
annealing  furnaces;  the  installation  conforming  with  the 
requirements  of  the  board  of  standards  and  appeals  except 
that  the  pumps  are  not  of  an  approved  type,  the  burner 
having  been  approved  since  the  filing  of  this  appeal. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted,  as  to  Item  4,  as  the  burner  has  been  ap¬ 
proved  by  the  board  of  standards  and  appeals,  and  as  to 
Item  5,  on  condition  that  a  standard  Rockwell  or  other 
approved  oil  pump  shall  be  operated  on  premises;  and 
that  the  fuel  oil  rules  of  the  board  of  standards  and 
appeals  shall  otherwise  be  complied  with. 


546-24- A. 

APPELLANT— Samuel  Rosenblum,  for  Pelham  Hod  Ele¬ 
vating  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 416-418  West  26th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITION'S' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  ^ 

Negative  .  . 

Absent:  Mr.  Connell  . 

THE  RESOLUTION: 

(546-24-A)  tt  .  „  . 

Whereas,  Samuel  Rosenblum,  for  Pelham  H<HJfievat- 

ine  Co.  owner,  filed,  April  16,  1924,  an  appeal,  with  the 

board  of  appeals,  from  an  order  of  the  hre  commissioner, 

affecting  premises  416-18  West  26th  street,  Manhattan, 

^Whereas,  the  decision  of  the  superintendent  of  buildings, 

March  (  31,  ^192^,^  ^  kalameined  shutters  at  all  open¬ 

ings'  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  m  the  same  plane 
wfth  said' openings  and  which  are  not  more  har i  50 
ft.  above  a  neighboring  roof  at  south  side  of  build 
ing,  or  other  approved  protection  as  per  Sec.  375,  Art 
cle  18,  Chapter  5  of  the  Code  of  Ordinances.  , 

“whereas,  the  building  is  non-flreproof,  stories ;  m 

height  40  ft.  by  94  ft.  in  area.  OCCUPIED .  1st  st  y , 
storage ■  End  story,  office  and  storage,  5  persons;  3rd 
sl">  ntachine  shop,  8  persons;  4th  story,  storage,  5th 
story,  carpenter  shop,  6  persons ,  and  .  , 

Whereas,  appellant  contends  that  the  window 
2nd  and  3rd  stories  have  been  provided  with  shutters  ana 
that  windows  on  the  4th  and  5th  stones  are  confer. 
ablv  higher  than  the  roofs  of  the  buildings  to  the  south. 
"  Resolved,  that  the  order  of  the  fire  commis sioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  far  as  it  affects  the  rear  windows  on 
the  two  upper  stories,  4th  and  5th  stones. 


548-24-A. 

APPELLANT— Mann  &  MacNeille,  for  Bloomingdale 
Brothers,  owners. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 415-423  East  53rd  street  and 
410-416  East  54th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Perry  R.  MacNeille  and  Herman 
Weiss. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE; — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 

Kenlon  .  G 

Negative  .  ® 

Absent:  Mr.  Connell  .  1 

THE  RESOLUTION: 

(548-24-A) 

Whereas,  Mann  &  MacNeille,  for  Bloomingdale  Bros., 
owners,  filed,  April  17,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  415-423  East  53rd  street  and  410-416  East 

54th  street,  Manhattan;  and  .  .  B 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  18,  1924,  in  acting  on  New  Building  Application 

No.  361-24,  reads:  .  ,  , 

“21.  Garage  not  permitted  in  same  building  where 

mattresses  and  furniture  are  stored.’’ ; 

^Whereas,  the  building  is  fireproof,  six  stories  and  cel¬ 
lar  in  height,  100  ft.  by  200  ft.  in  area;  OCCUPIED  as 
a  garage  in  cellar  and  1st  story,  and  as  auto  repair  shop 
on  6th  story,  the  remainder  of  the  building  is  used  for 
the  repair  and  storage  of  furniture,  1,050  persons  in  the 

entire  building;  and  .  c 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof.  equipped  with  standpipe  and  sprinkler  system  and 

that  there  is  no  hazard.  .  .  .  , 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  qranted  on  condition  that  the  garage  use  shal  ie  fL' 
stricted  to  the  two  lower  stories ;  that  there  shall  be  no 
horizontal  exits  installed  or  maintained  between  this  and 
any  existing  building;  that  the  stairway  enclosures  shall 
be' built  .fireproof  and  shall  lead  directly  to  street;  that 
the  building  shall  be  equipped  with  a  100  per  cent  sprinkler 
system  and  standpipe  system;  that  any  gasoline  storage 
equipment  shall  be  installed  at  the  extreme  front  of  build¬ 
ing  on  the  54th  street  side,  installed  and  approved  in  ac¬ 
cordance  with  the  rules  of  the  fire  prevention  bureau , 
that  necessary  permits  shall  be  obtained  wit-hm  nine 
months  and  the  building  completed  within  eighteen  months,  j 
that  the  garage  use  shall  be  restricted  to  the  .0^ra^° 
and  conduct  of  the  business  of  the  owner ,  that  t 
shall  be  no  heating  apparatus  installed  or  operate 
these  premises ;  and  that  any  steam  pipes  msta  ed  n  this 
building  shall  be  covered  with  asbestos,  sectional 

ering. 


APPELLANT — James  Kearney,  for  Ballard  Oil  Equip- 
ment  Co.,  lessee.  . 

SUBJECT— Appeal  from  decision  of  fire  c°™™ss  t' 
PREMISES  AFFECTED— South  side  of  East  47th  street, 
200  ft.  east  of  First  avenue,  Manhattan. 

APPEARANCES—  ,  r  u_ 

For  Appellant:  James  Kearney  and  John  Caul 

well  Meyers.  .  , 

For  Administration:  Inspector  Carroll,  of  fi 
nartment. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  . g 

Negative  .  0 

Absent :  Mr.  Connell  .  1 

THE  RESOLUTION: 


(549-24-A) 

Whereas,  James  Kearney,  for  Ballard  Oil  Equipment 
Co.,  lessee,  filed,  April  17,  1924,  an  appeal,  with  the  board 
.  of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  south  side  47th  street,  200  ft.,  east  of 
First  avenue,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
App.  No.  660-23,  dated  April  9,  1924,  reads : 

“1.  The  Fire  Department  will  not  issue  a  permit 
for  the  general  storage  of  Fuel  Oil  at  this  location.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground  at 
the  foot  of  East  47th  street,  upon  which  it  is  proposed 
to  install  six  (6)  buried  storage  tanks,  each  containing 
30,000  gallons  of  fuel  oil,  and  to  erect  a  one-story  fire¬ 
proof  building  70  ft.  by  50  ft.  in  area;  to  be  used  as  a 
pump  house ;  and 

Whereas,  appellant  contends  that  this  is  not  a  general 
storage  plant,  the  general  storage  plant  being  located  on 
Newark  Bay,  New  Jersey;  and  that  the  tanks  have  been 
installed  in  accordance  with  the  fuel  oil  rules. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  storage  shall  be  arranged 
in  six  (6)  tanks  of  30,000  gallons  capacity  each;  that 
the  tanks  shall  be  encased  in  not  less  than  12  in.  of  con¬ 
crete  and  not  less  than  12  in.  concrete  between  tanks  with 
•  2  ft.  of  earth-fill  on  top  of  same ;  that  the  installation 
shall  be  completed  in  accordance  with  the  fuel  oil  rules 
of  the  board  of  standards  and  appeals ;  that  the  storage 
shall  be  restricted  to  oil  of  not  less  than  150  degrees  flash¬ 
point;  and  that  the  construction  and  installation  of  this 
plant  shall  be  in  accordance  with  the  plans  and  details  filed 
in  this  appeal. 


223-24-A. 

APPELLANT — John  Knirim,  for  Bertha  Pflieger,  les¬ 
see. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 29  West  25th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  John  Knirim. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(223-24-A) 

Whereas,  John  Knirim,  for  Bertha  Pflieger,  lessee,  filed, 
February  13,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  29  West  25th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
January  25,  1924,  reads: 

“Order  No.  22575-LC : 

“Referring  to  your  application,  dated  January  14, 
1924,  for  a  permit  to  store  and  use  fuel  oil  at  29 
V  'est  25th  Street,  Manhattan,  I  regret  to  inform  you 
that  said  application  has  been  disapproved  for  the 


reason  .that  your  present  method  of  storing  and  using 
in  dues  not  conform  witl1  the  Fuel  Oil  Rules  of 
1919^°ar^  Standards  and  Appeals  on  November  6, 

“You  are  therefore,  hereby,  ordered  to: 

T.  Discontinue  the  storage  and  use  of  fuel  oil  on 
these  premises.” ; 
and 

Whereas,  the  premises  consist  of  two  non-fireproof  build¬ 
ings,  each  four  stories  and  basement  in  height,  25  ft.  by  54 
ft.  in  area;  OC(  UPIED  as  rooming  houses,  20  persons  in 
each  house ;  and 

Whereas,  appellant  contends  that  there  is  a  fuel  oil 
burning  system  installed  in  the  basement,  conforming  with 
the  fuel  oil  rules,  excepting  that  the  burner  is  not  of  an 
approved  type,  and  asks  for  an  inspection  by  a  committee 
of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  ninety  (90)  days,  pend¬ 
ing  inspection  by  the  lioard  of  the  Powerlight  Burner. 


322-24-A. 

APPELLANT— Vitagraph,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES — 

For  Appellant:  N.  Taylor  Phillips  and  Thomas  P 
McKenna. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

A<  TION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTEr- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Connell  .  1 

THE  RESOLUTION: 


(322-24-A) 

Whereas,  Vitagraph,  Inc.,  lessee,  filed,  February  29, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1600  Broadway, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  18,  1924,  reads : 

“You  are  hereby  informed  that  your  application  for 
renewal  of  permit  to  keep  inflammable  motion  picture 
film  has  been  disapproved  for  the  reason  that  there 
is  a  dance-hall-restaurant  on  second  story. 

“You  are  therefore  hereby  ordered  to 

“1.  Discontinue  the  storage  of  more  than  5  reels 
or  5,000  feet  of  inflammable  motion  picture  film  on 
these  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  8J4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED :  Basement,  dance 
hall  and  restaurant ;  1st  story,  stores ;  2nd  story,  dance 
hall ;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 
2nd  story ;  and 

Whereas,  appellant,  who  occupies  part  of  the  10th 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  plans  were 
duly  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 
reels  as  now  ordered ;  and 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
film  since  1917,  and  the  owner  of  the  building  proposes 
to  discontinue  dwelling  occupancy  in  pent  house. 
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Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  egress  from  these  prem¬ 
ises  shall  be  separate  and  independent  of  any  egress  ac¬ 
commodating  dance-hall  occupancy;  and  that  the  appellant 
shall  obtain  all  necessary  permits. 


323-24-A. 

APPELLANT— Pathe  Exchange,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES _ 

For  Appellant:  N.  Taylor  Phillips,  S.  Wettern  and 
Thomas  P.  McKenna. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby  .  5 

Negative  . . . .  ; 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(323-24-A) 

Whereas,  Pathe  Exchange,  Inc.,  lessee,  filed,  February  29, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1600  Broadway, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
January  15,  1924,  reads: 

“You  are  hereby  informed  that  your  application  for 
renewal  of  permit  to  keep  inflammable  motion  picture 
film  has  been  disapproved  for  the  reason  that  there 
is  a  dance-hall-restaurant  on  second  story. 

"You  are  therefore  ordered  to : 

“l.  Discontinue  the  storage  of  inflammable  motion 
picture  film  in  excess  of  five  reels  or  5,000  feet  on  these 
premises.” ; 

and  .  .  .  . 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  8J4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
hall  and  restaurant;  1st  story,  stores;  2nd  story,  dance 
hall ;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 

2nd  story;  and  .  , 

Whereas,  appellant,  who  occupies  part  ot  the  5tn 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  plans  were 
duly  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 

reels  as  now  ordered ;  and  .  , 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  ot 
film  since  1916,  and  the  owner  of  the  building  proposes 
to  discontinue  the  dwelling  occupancy  in  the  pent  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here  y 
is  granted  on  condition  that  the  exits  from  these  Premises 
shall  be  maintained  separately  and  independently  from 
the  premises  on  2nd  story;  and  that  the  necessary  permits 
shall  be  obtained. 


372-24-A. 

APPELLANT— C.  B.  C.  Film  Sales  Corp.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 

APPEARANCES—  w 

For  Appellant:  N.  Taylor  Phillips  and  S.  W. 

Stern.  .  ,  _ 

For  Administration:  Inspector  Mojarrieta  ot  ns£ 

department. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  'Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 


Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 
THE  RESOLUTION: 

(372-24-A) 

Whereas,  C.  B.  C.  Film  Sales  Corp.,  lessee,  filed,  March 
11,  1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1600  Broadway, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
February  26,  1924,  reads: 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  Fire 
Prevention,  Room  1100,  Municipal  Building,  Manhat¬ 
tan,  your  Fire  Department  Permit  No.  83335,  which  is 
hereby  revoked  because  there  is  a  dwelling  on  the 
roof  and  a  dance-hall-restaurant  on  the  2nd  story  con¬ 
trary  to  Section  241-a  and  b,  Chapter  10,  Code  of 
Ordinances. 

“2.  Discontinue  the  storage  of  more  than  5  reels  or 
5,000  feet  of  inflammable  motion  picture  film  on  these 
premises.” ; 

and  #  . 

Whereas,  the  building  is  fireproof,  ten  stones  in  height, 
113  ft.  8J4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
hall  and  restaurant;  1st  story,  stores;  2nd  story,  dance 
hall;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 
2nd  story ;  and 

Whereas,  appellant,  who  occupies  part  of  the  10th 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  _  plans  were 
duly  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 
reels  as  now  ordered;  and 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
film  since  1917,  and  the  owner  of  the  building  proposes 
to  discontinue  the  dwelling  occupancy  in  the  pent  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  necessary  permits  shall  be 
obtained;  that  the  regulations  as  enforced  by  fire  com¬ 
missioner  shall  be  complied  with;  and  that  independent 
and  separate  ingress  and  exits  shall  be  obtained  from  the 
premises  on  2nd  story. 


373-24-A. 

APPELLANT— Red  Seal  Pictures  Corp.,  lessee.  _ 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  N.  Taylor  Phillips. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  , 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  ® 

Negative  . .  „ 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  * 


THE  RESOLUTION: 

(373-24-A) 

Whereas,  Red  Seal  Pictures  Corp.,  lessee,  filed,  March  11, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1600  Broadway, 

Manhattan ;  and  .  .  .  ..j 

Whereas,  the  order  of  the  fire  commissioner,  dated 

F'ebruary  21,  1924,  reads: 
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1.  Discontinue  the  storage  of  inflammable  motion 
picture  film  in  excess  of  5  reels  or  5,000  feet  on  these 
premises.  Section  241-A,  Chapter  10,  Code  of  Ordi¬ 
nances.  ; 

;d 

.Vhereas,  the  building  is  fireproof,  ten  stories  in  height, 
it  ft.  8)4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
ih  a  sprinkler  system.  OCCUPIED:  Basement  dance 
I  I  and  restaurant ;  1st  story,  stores ;  2nd  story,’  dance 
I ;  upper  stories,  offices  and  show  rooms,  principally 
•'tofilm  exchanges,  approximately  700  persons  above  the 
>1  story;  and 

Vhereas,  appellant,  who  occupies  part  of  the  10th 
ir,  contends  that  he  has  complied  with  the  requirements 
the  law  as  to  storage  vaults,  for  which  plans  were 
ly  approved,  and  that  he  has  had  a  permit  from  the 
department  for  the  storage  of  5,000  reels  of  film,  and 
It  it  would  be  impossible  to  reduce  the  film  to  five 
Is  as  now  ordered ;  and 

Vhereas,  it  appears  that  appellant  has  had  a  permit 
the  storage  of  film  issued  by  the  fire  commissioner  in 
'  tember,  1923,  and  the  owner  of  the  building  proposes  to 
•ontinue  the  dwelling  occupancy  in  the  pent  house. 
csolved,  that  the  order  of  the  fire  commissioner  be 
i  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
Wanted  on  condition  that  the  regulations  of  the  fire  pre- 
•  tion  bureau  shall  be  complied  with;  that  all  necessary 
1  nits  shall  be  obtained;  and  that  separate  and  independ- 
!  exits  shall  be  maintained  from  the  premises  on  2nd 
:  y. 


of  the  law  as  to  storage  vaults,  for  which  plans  were 
duh  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 
reels  as  now  ordered;  and 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  for  the  storage  of  film  issued  by  the  fire  commis¬ 
sioner  since  1913,  and  the  owner  of  the  building  proposes 
to  discontinue  dwelling  occupancy  in  pent  house  imme¬ 
diately. 

Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  all  necessary  permits  shall  be 
obtained  in  compliance  with  the  regulations  of  the  fire 
prevention  bureau,  and  that  separate  and  independent  exits 
for  this  story  shall  be  maintained  from  the  premises  on  2nd 
story. 


F 24-A. 

PELLANT — Big  U  Film  Exchange,  Inc.,  for  Universal 
Pictures  Corp.,  lessee. 

BJECT — Appeal  from  order  of  fire  commissioner. 
.^MISES  AFPECTED — 1600  Broadway,  Manhattan. 
PEARANCES— 

For  Appellant:  N.  Taylor  Phillips  and  Siegfred 
Hartman. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

,rION  OF  BOARD — Appeal  granted  on  condition. 
NDITIONS — As  specified  in  resolution. 

E  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

HE  RESOLUTION: 

(397-24-A) 

hereas.  Universal  Pictures  Corp.,  lessee,  filed,  March 
,924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
ie  fire  commissioner,  affecting  premises  1600  Broadway, 

:  hattan ;  and 

hereas,  the  order  of  the  fire  commissioner,  dated 
uary  26,  1924,  reads : 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  Fire 
Tevention,  Room  1100,  Municipal  Building,  your  Fire 
department  Permit  97073  which  is  hereby  revoked  for 
he  reason  that  there  is  a  dance-hall-restaurant  on  the 
econd  story  of  the  building  contrary  to  Section  241-A, 
Chapter  10,  Code  of  Ordinances,  and  there  is  also  a 
lwelling  on  the  roof. 

“2.  Discontinue  the  storage  of  more  than  5  reels  of 
nflammable  motion  picture  film  on  these  premises.”; 

hereas,  the  building  is  fireproof,  ten  stories  in  height, 

} ft.  8)4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
a  sprinkler  system.  OCCUPIED :  Basement,  dance 
and  restaurant ;  1st  story,  stores ;  2nd  story,  dance 
upper  stories,  offices  and  show  rooms,  principally 
film  exchanges,  approximately  700  persons  above  the 
|  itory ;  and 

hereas,  appellant,  who  occupies  part  of  the  7th 
-  contends  that  he  has  complied  with  the  requirements 


424-24-A. 

^PELLANT— VV.  B.  Film  Exchange,  Inc.,  lessee. 
ddumtcL  order  of  fire  commissioner. 

APPEARANCES^ ECTED — 1600  Broadway,  Manhattan. 

For  Appellant :  N.  Taylor  Phillips  and  H.  S.  Bare- 
ford. 

For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  .  q 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(424-24-A) 

Whereas,  Albert  Warner  and  Harry  M.  Warner,  les¬ 
sees,  filed,  March  22,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1600  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
February  26,  1924,  reads : 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  Fire 
Prevention,  Room  1100,  Municipal  Building,  your  Fire 
Department  Permit  No.  88998,  which  is  hereby  re¬ 
voked. 

“2.  Discontinue  the  storage  of  inflammable  mo¬ 
tion  picture  film  in  excess  of  5  reels  or  5,000  feet  on 
these  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  8^4  in-  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
hall  and  restaurant ;  1st  story,  stores ;  2nd  story,  dance 
hall ;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 
2nd  story ;  and 

Whereas,  appellant,  who  occupies  part  of  the  9  th 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  plans  were 
duly  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 
reels  as  now  ordered ;  and 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
film  since  1922,  and  the  owner  of  the  building  proposes 
to  discontinue  the  dwelling  occupancy  of  pent  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  necessary  permits  shall  be 
obtained ;  and  that  exits  from  these  premises  shall  be  main¬ 
tained  separately  and  independently  from  the  premises  on 
2nd  story. 
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435-24- A. 

APPELLANT — Albert  Teitel,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  N.  Taylor  Phillips  and  S.  W. 
Stern. 

'For  Administration:  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton.  Holland  and  Kerby  .  5 

Negative  . # .  ® 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(435-24-A) 

Whereas,  Albert  Teitel,  lessee,  filed,  March  26,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  1600  Broadway, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  6,  1924,  reads: 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED,  within  twenty  days  from  the  date  of  the 
service  of  this  order,  to : 

“1.  Discontinue  the  storage  of  more  than  5  reels  or 
5,000  feet  of  inflammable  motion  picture  film  on  these 
premises.” ; 


Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  8J4  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
hall  and  restaurant;  1st  story,  stores:  2nd  story,  dance 
hall;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 

2nd  story;  and  .  ,  , 

Whereas,  appellant,  who  occupies  part  of  the  8th 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  _  plans  were 
dulv  approved,  and  that  he  has  had  a  permit  from  the 
-fire  department  for  the  storage  of  5.000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 

reels  as  now  ordered;  and  ,  , 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
film  since  1922,  and  the  owner  of  the  building  propose, 
to  discontinue  the  dwelling  occupancy  of  pent  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  dwelling  occupancy  on 
roof  shall  be  vacated  and  discontinued ;  that  the  relations 
of  the  fire  prevention  bureau  shall  be  complied  with,  that 
all  necessary  permits  shall  be  obtained;  and  that  separate 
and  independent  exits  for  this  floor  shall  be  ma.ntamed 
from  the  premises  on  2nd  story. 


APPELLANT— Hall  Room  Boys  Photoplays.  Inc.,  lessee. 
SUBTECT — Appeal  from  order  of  fire  commissioner* 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 

APPEARANCES- nt;  ^  Taylor  Phillips  and  S.  W. 

For  Administration:  Inspector  Mojarrieta  of  fire 

department.  ... 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

1HE  ^  Affirmative :  Chairman  Walsh.  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby  . 

Absent?  Mr.  Connell  and  Fire  Chief  Kenion  . .  2 


THE  RESOLUTION: 

(436-24-A) 

Whereas,  Hall  Room  Boys  Photoplays,  Inc.,  lessee,  filed, 
March  26,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  1600 
Broadway,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  6,  1924,  reads: 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  Fire 
Prevention,  Room  1100,  Municipal  Building,  your  Fire 
Department  Permit  No.  90985,  which  is  hereby  re¬ 
voked  because  there  is  a  dance  hall  on  second  story 
and  a  dwelling  on  the  roof  contrary  to  Section  241, 
Chapter  10,  Code  of  Ordinances. 

“2.  Discontinue  the  storage  of  more  than  five  reels 
or  5,000  feet  of  inflammable  motion  picture  film  on 
these  premises.” ; 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  8J4  in,  by  121  ft.  6  in.  in  area;  EQUIPPED 
with  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
hall  and  restaurant;  1st  story,  stores;  2nd  story,  dance 
hall ;  upper  stories,  offices  and  show  rooms,  principally 
photofilm  exchanges,  approximately  700  persons  above  the 
2nd  story ;  and  1 

Whereas,  appellant,  who  occupies  part  of  the  8th 
floor,  contends  that  he  has  complied  with  the  requirements 
of  the  law  as  to  storage  vaults,  for  which  plans  were 
duly  approved,  and  that  he  has  had  a  permit  from  the 
fire  department  for  the  storage  of  5,000  reels  of  film,  and 
that  it  would  be  impossible  to  reduce  the  film  to  five 
reels  as  now  ordered ;  and 

Whereas,  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
film  since  1919,  and  the  owner  of  the  building  proposes 
to  discontinue  the  dwelling  occupancy  of  the  pent  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  dwelling  occupancy  on 
roof  shall  be  vacated  and  discontinued;  that  the  regula¬ 
tions  of  the  fire  prevention  bureau  shall  be  complied  with; 
that  all  necessary  permits  shall  be  obtained,  and  that 
separate  and  independent  exits  for  this  floor  shall  be  main¬ 
tained  from  the  premises  on  2nd  story. 


439-24-A. 

APPELLANT— -Universal  Pictures  Corp.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 

APPEARANCES—  ,  .  .  . 

For  Appellant:  N.  Taylor  Phillips  and  Siegfrie 

Hartman.  .  . 

For  Administration:  Inspector  Mojarrieta-of  tire 


partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  w  , 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty,  ^ 
Boulton,  Holland  and  Kerby  .  | 

Negative  . "  ; .  f 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  .. 

THE  RESOLUTION: 

(439-24-A) 

Whereas,  Universal  Pictures  Corporation,  lessee,  tuea 
March  26,  1924,  an  appeal,  with  the  board  of  appeals,  iron 
an  order  of  the  fire  commissioner,  affecting  premises  iw 
Broadway,  Manhattan ;  and  \ 

Whereas,  the  order  of  the  fire  commissioner, 

March  6,  1924,  reads:  .  ,  ,  ,  _  f 

“1.  Surrender  to  the  Chief  of  the  Bureau  of  h 
Prevention,  Room  1100,  Municipal  Building,  your  tin 
Department  permit  No.  84775,  which  is  hereby  re 
voked  because  there  is  a  dance  hall  on  second  stor; 
and  a  dwelling  on  the  roof,  contrary  to  Section  241 
Chapter  10,  Code  of  Ordinances. 


890 


MINUTES 


"2.  Discontinue  the  storage  of  more  than  5  reels  of 

5,000  ieet  of  inflammable  motion  picture  film  on  these 

premises.  ; 

w 

Whereas,  the  building  is  fireproof,  ten  stories  in  height 
.13  ft.  8H  in.  by  121  ft.  6  in.  in  area;  EQUIPPED 
vith  a  sprinkler  system.  OCCUPIED:  Basement,  dance 
tall  and  restaurant;  1st  story,  stores;  2nd  story,  dance  hall- 
ipper  stories,  offices  and  show  rooms,  approximately  700 
..ersons  above  the  2nd  story;  and 

i  Whereas,  appellant,  who  occupies  part  of  the  3rd 
.oor  contends  that  he  has  complied  with  the  requirements 
i  the  law  as  to  storage  vaults,  for  which  plans  were 
uly  approved,  and  that  he  has  had  a  permit  from  the 
re  department  for  the  storage  of  5,000  reels  of  film,  and 
lat  it  would  be  impossible  to  reduce  the  film  to  five 
.-els  as  now  ordered;  and 

Whereas  it  appears  that  the  appellant  has  had  per¬ 
mits  issued  by  the  fire  commissioner  for  the  storage  of 
!m  since  December  29,  1913,  and  the  owner  of  the  build- 
M«*oses  to  discontinue  dwelling  occupancy  of  pent 

Resolved,  that  the  order  of  the  fire  commissioner  be 
id  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
[  9ranJed  on  condition  that  the  dwelling  occupancy  on 
lot  shall  be  vacated  and  discontinued ;  that  the  re°*ula- 
ms  of  the  fire  prevention  bureau  shall  be  complied  with  - 
at  all  necessary  permits  shall  be  obtained;  and  that  sep- 
ate  and  independent  exits  for  this  floor  shall  be  main- 
med  from  the  premises  on  2nd  story. 


APPEARANCES— 

For  Applicant :  Edward  P.  Dovle 
ACTION  OF  BOARD-Laid  over  to  July  8,  1924  at 
~  p‘  m’’  PeutIllle  inspection  by  committee  ot  board. 


291-24-BZ. 

S^BCT^XrPSo„JVr1!Uri,Ck'-  f°r  **.  owner 

iT.-ir  ^ cation  (re:  decision  of  superintendent  of 

tion  SminScVof a ' tr' Uie^' 
PREMISES™ AFFECTEliiLrSi"  V|WCy'  ' 

Brooklyn.  25'931  Frankhn  avenua 

APPEARANCES— 

For  Applicant:  Wm.  F.  Doyle. 

.  °*1  Opposition  :  None. 

ACTION  OF  BOARD  Uid  over  to  June  24,  1924  at 
10  a.  m,  for  full  vote  of  the  board. 


BUILDING  ZONE  CASES. 

■  1-24-BZ. 

jPPLI'CANT— John  De  Hart,  for  Josephine  J.  Schnur- 
macher,  owner. 

" EJECT— -Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  district  in 
a  street  between  two  intersecting  streets,  in  which 
portion  there  exists  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

.EMISES  AF  FECTED — 304-310  East  95th  street,  Man¬ 
hattan. 

'■PEARANCES— None. 

'TION  OF  BOARD — Laid  over  to  July  8,  1924,  at  2 
p.  m.,  on  written  request  of  appellant. 

'-23-BZ. 

i  PLICANT — Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  owner. 

.3JECT— Application  (re  :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 

"UTSJnra®e  ^  m°re  than  five  (5)  motor  vehicles. 

iMISES  AF  FECTED — West  side  of  Ninth  avenue, 
R)0  ft.  south  of  Ditmars  avenue,  Borough  of 
Queens. 

’EARANCES— 

For  Applicant :  Edward  P.  Doyle. 

TION  OF  BOARD — Laid  over  to  July  8,  1924,  at 
2  p.  m.,  pending  inspection  by  committee  of  board.  . 


23-BZ. 

J  LICANT  Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  owner. 

^ECLTT^PpIication  ^re:  ^ec*s*on  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 

\fTo  -  more  than  five  (5)  motor  vehicles. 

MISES  Ah FECTED — West  side  of  Ninth  avenue, 
300  ft.  south  of  Ditmars  avenue,  Borough  of 
Queens. 


123-24-BZ. 

APPLICietto,1.wS.  Di  B“edett0  and  Nich0,as  Dl  B“- 

SUBJECbTuiiim™';Ca;r  <re:  deoiai°''  .superintendent  of 
g  )  to  permit  in  a  business  district  the 

pan  °hopa"d  of  a  motor  vehicle  re! 

■  Allege 

APPEARANCES— 

For  edePttoCant:  PhiliP  Wolinsky>  Joseph  Di  Ben- 

■  c  KoeW' Adoiph  K«h' 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Boulton  . 

Negative:  Chairman  Walsh,  Messrs.  Beat ty’ 

Holland  and  Kerby  .  4 

Absent:  Mr.  Connell  and  Fire  Chief" Kenlon  *  2 
THE  RESOLUTION: 

tap  (123-24-BZ) 

Whereas,  Joseph  Di  Benedetto,  owner,  filed,  January  26 
!f4’  an  a?Pllcation,  under  the  building  zone  resolution’ 
to  permit  in  a  business  district  the  erection  and  main- 

°  r  ^°t0r  Dvehlcle  rePair  sh°Pi  premises  29-31 
13\o:  Street’  Co11^  Point,  Borough  of  Queens;  and 
Whcreas  a  public  hearing  was  held  on  this  application 

ioos  £°ard,  °f  ap?eaISJ  at  itS  special  meting,  June  17, 
1J24  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  12th  street  is  a  residence 
district  and  13th  street  and  Sixth  avenue  are  business  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  ,  in  acting  on  Plan  No.  14594- 

23,  reads : 

1.  Repair  shop  for  motor  vehicles  prohibited  in 
business  district  by  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  49  2/3 
it.  and  a  depth  of  79  2/3  ft.,  to  be  occupied  as  a  motor 
vehicle  repair  shop;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 
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176-24-BZ. 

APPLICANT— Michael  A.  Cardo,  for  Giuseppa  Daniele, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building 
used  in  part  for  business  purposes. 

PREMISES  AFFECTED— 237  East  203rd  street,  The 
Bronx. 

APPEARANCES — 

For  Applicant:  Michael  A.  Cardo. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied.  Laid  over 
to  Tune  27,  1924,  for  full  vote  for  reconsideration. 

ijm— ' 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty  and  Boulton  .  2 

Negative:  Chairman  Walsh,  Messrs.  Holland 
and  Kerby  . . . . .  3 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

■ 

THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

and  Boulton  .  3 

Negative:  Messrs.  Holland  and  Kerby  .  2 

Absent :  Mr.  Connell  and  Fire  C  hief  Kenlon  . .  2 

THE  RESOLUTION : 

(176-24-BZ) 

Whereas,  Michael  A.  Cardo,  for  Giuseppa  Daniele, 
owner,  filed,  February  4,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  an  existing  building,  used 
in  part  for  business  purposes;  premises  237  East  203rd 

street,  The  Bronx;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  17 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build- 
in0'  zone  resolution  show  that  East  202nd  street,  East  203rd 
street  and  Valentine  avenue  are  residence  districts;  and 

Whereas  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  January  18,  1924,  in  acting  on  Alteration 

Application  No.  13-24,  reads: 

“1.  Extension  of  a l  business  building  into  a  residen- 

tial  zone  is  unlawful.”  ; 

Whereas,  the  existing  building  situated  on  the  westerly 
portion  of  the  plot  is  frame,  two  stories  and  basement 
in  height,  23  ft.  by  61  ft.  in  area.  OCCUPIED :  Basement, 
bakery;  1st  story,  store  and  dwellings;  2nd  story,  dwell¬ 
ings;  it  is  proposed  to  cover  the  remainder  of  the  lot 
(15  ft.  by  88  ft.)  with  a  one-story  extension,  to  be  used 

as  stores  and  dwelling;  and 

Whereas,  there-  was  opposition  to  the  granting  of  this 

* 1  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


APPLICANT — William  F.  Doyle,  for  James  F  Meehan, 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— West  side  of  St.  Nicholas 
avenue,  101  ft.  3?£  in.  south  of  West  145th  street, 
Manhattan. 


A  P  PE  ARAN  CE  S— N  one. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  VOTE  TO  APPROVE  PLANS  SUBMITTED— 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . . . —  . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION  : 

(1211-23-BZ) 

Whereas  William  F.  Doyle,  for  James  F.  Meehan, 
owner,  filed,  October  23,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  west 
side  of  St.  Nicholas  avenue,  101  ft.  3^  in.  south  of  West 
145th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  appeals,  at  its  regular  meeting,  Alarch  18 
1924,  after  due  notice  by  publication  in  the  Bulletin  ol 
the  Board  of  Standards  and  Appeals;  and 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue  is  a  resi¬ 
dence  district  and  West  14t5h  street  is  a  business  district 

and 

Whereas,  the  decision  of  the  superintendent  of  build 
ings,  rendered  October  1,  1923,  in  acting  on  N.  B.  App.  Ro 
350-23,  reads : 

“1.  Public  garages  in  residence  districts  are  unlaw 
ful.”';  | 

Whereas,  the  existing  building  is  of  non-fireproof  con 
struction,  two  stories  in  height,  with  a  frontage  of  228.. 
ft.  and  a  depth  of  94  ft.;  it  is  proposed  to  extend  the  build 
ing  the  extension  to  be  non-fireproof,  two  stories  in  height 
101  ft.  4  in.  by  158  ft.  r/2  in.  in  area,  the  entire  struc 
ture  to  be  occupied  as  a  garage  for  more  than  five  moto 
vecicles ;  and 

Whereas,  owing  to  surrounding  conditions  there  woul< 
be  hardship  in  preventing  applicant  from  erecting  the  build 
ing  proposed;  and 

Whereas,  this  application  was  granted  by  the  board  a 
its  meeting  March  18,  1924,  on  certain  conditions,  an 

the  board  deemed  that  the  conditions  as  to  the  re  y 
requirement  should  be  modified  owing  to  the  rock 

mat-ion. 

Resolved,  that  the  board  of  appeals  ^  hereby  wfl^ 
o  variation  in  the  application  of  the  ^  district  re  jH 
of  the  building  zone  resolution,  and  that  th< e  1 1  ^ 
be  and  it  hereby  is  granted  on  condition  that  the 
be  of  fireproof  construction,  not  exceeding  two  stones 
height;  that  the  rear  wall  be  unpierced  throughout :J 
entire  height  and  length ;  that  there  shall  be  no  me 
of  egress  or  connection  of  any  form  or  description  to  c 
from  Hamilton  terrace  or  144th  street  to  these  preinis  ^ 
any  time ;  that  the  front  elevation  shall  be  finished  in  g 
colored  face  brick  with  architectural  terra  cotta  o  ^ 
trimmings;  that  the  restrictions  of  the  building  J 

as  to  rear  yard  and  area  re^remerts  AaU, 

complied  with,  except  that  the  rear  ya  ,?rncture,  i 
tained  above  the  roof  level  of  the  propose  t  u  ^ 
portion  of  the  building  to  be  efecJed  within  1  it. 
lot  line;  that  any  skylights  installed  S^U  ^line  sto 
than  30  ft.  from  the  gable  walls,  that  a  y  g  | 
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age  equipment  installed  on  these  premises  shall  be  located 
it  the  front  ot  the  building,  at  the  extreme  southerly  end 
m  the  proposed  structure; 

Resolved,  further,  that  the  architect  shall  make  a  rc- 
urn  to  this  board  for  its  endorsement  of  the  final  com- 
ilete  drawings,  in  conformity  with  the  resolution  of 
his  board,  before  submitting  same  for  examination  and 


“,^he  bureau.of  buddings ;  that  all  permits  nec¬ 
essary  foi  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  actTon 


Adjourned  5.45  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

SPECIAL  MEETING.  ACTION  OF  RDAPn  i  •, 

FRIDAY  AFTERNOON,  JUNE  13  1924  1  .  A??~Lfld.  ov.er  to  July  n,  i924,  at  2 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton  adopted  bvThV?  of  ruIe  in  lieu  of  that 

Holland,  Kerby,  Connell,  Superintendents  Brady,  Reville,  the  real  estate  int^T  C°de  after  Conference  with 

loinert  and  McDermott.  £Presentati™  the  fire 

RULES.  TH  vtp?aTEa  JS  APPOINT  A  COMMITTEE  TO  RE 

iO-24-SR.  VIEW  AND  REVISE  RULES-  ° 

ITLE — Rules.  Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

OBJECT— Rules  for  stairway  enclosure  in  factory  build-  tenders  p  ol!^nd>  K^by,  ConneH,  Superin- 

mgs,  etc.  ^  merits  brady,  Reville,  Kleinert  and  Mc- 

PPEARANCES —  Dermott  . .  1Q 

For  Petitioner:  Edward  P.  Doyle,  William  T.  Absent"  FtrT  ru:  V '  U",' .  0 

Ropes,  Arthur  C.  Bang,  Isaac  Menheim,  Louis  Commis/nner  W  KenIon  and  Deputy  Fire 

Schrag,  David  M.  Jones.  Commissioner  Hannon  .  2 

For  Administration:  Inspector  Maher  of  fire  de-  Adjourned  530  n  ™  ~ 

partment.  ujournea  a.du  p  m. 

_ _ William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION.  , 

The  minutes  of  the  meeting  of  the  board- of  standards  the  lower^minatfon^^  t0  the  street  from 

be!?.  Tuesday  afternoon,  June  3,  1924,  as  they  and  termination.  ; 

^  ■bui!dil;g  is  uon-fireproof,  five  stories  in 


reared  in  Bulletin  No.  24,  Vol.  IX,  are  hereby  corrected 
•  read  as  follows 


THE  RESOLUTION: 

(456-24-S) 

Samu(:1  Rosenblum,  for  Est.  Daniel  J.  Faour, 

■  stand 1  ’  Mtrch  28,  1924,  a  Petition,  with  the  board 

mtfnf  th  Tf  apfals’  for  variatlon  Rom  the  require- 
1  .  .  the  la^°r  law  as  cited  in  an  order  of  the  fire 

cSIanner’andfeCting  premiseS  102-104  Greenwich  street, 

•  wJ“m,  the  fire  commissio,ler'  dated 

•  1  *  ^close  the  interior  stairway  at  centre  of  build- 

infc^T10^  3S  a  re(Iuired  means  of  exit,  and  the  land- 
ngs .platforms  and  passageways  connecting  therewith 
on  all  sides  with  partitions  of  fire  resisting  material 
extending  continuously  from  1st  story  to  3  ft.  above 


height,  49  ft.  11  in.  by  91  ft.  10  in., Treg^lar  ffi  ^/"sep¬ 
arated  into  two  sections  by  a  brick  wall  with  horizontal 
openings  therein.  OCCUPIED  as  follows:  1st  floor, 
restaurant  2nd  floor,  printing  and  jobbing,  13  persons;  3rd 

/l01" fl Pnntmg’  44  persons>  4th  floor,  printing,  17  persons; 
oth  floor,  printing,  14  persons.  EXITS:  An  interior 
wooden  stairway  extending  from  1st  to  top  story  (with 
iron  ladders  to  scuttle  in  roof),  enclosed  in  wood  lath 
and  plaster  partitions,  with  glass  paneled  wooden  doors 
at  openings;  a  sub-standard  fire  escape  on  the  front  of 
the  building  and  a  fire  escape  on  the  rear  of  the  building 
extending  from  the  room  to  yard,  with  fireproof  windows 
along  the  course;  EGRESS  from  the  yard  to  open  yard  to 
north  and  through  tenement  house  to  street;  ROOFS  of 
adjoining  buildings  are  at  same  level;  and 

Whereas,  petitioner  contends  that  in  view  of  the  light 
occupancy  of  the  building  the  existing  means  of  egress 
are  ample. 


“2.  Arrange  the  fire  escape  on  the  erar  of  building  u  hc^ok'ed;  that  th.e  board  of  standards  and  appeals  does 
and  the  openings  leading  thereto  and  the  windows  opem  a  v^twn  from  the  requirements  of  the  la- 

]ng  on  the  course  thereof  so  that  same  are  in  /mi-  b  la,vLand  ^aTthe  Potion  be  and  it  hereby  is  granted 
Phance  with  the  provisions  of  section  273  and  274  of  condltt°*1  1HAr  J  Hh  DOORS  to  the  stair  hall  and 
the  labor  law  party  wall  partition  shall  be  made  fireproof  and  self- 

“NOTE:  Among  the  defects  noted  n,t  fir.  closing  and  granted  on  further  condition  that  the  occu- 

are  the  following  ^  0,1  th,S  fire  eSCa»e  Pa™*  shall  not  exceed  forty-five  (45)  persons  above  the 

—  ‘  2nd  story,  and  that  the  front  fire  escape, shall  be  made 

orrection— Words  “Per  storv”  mnittrd  w  standard«  and  that  egress  be  maintained  from  termination 

changed  to  “2nd”  in  line  51  °  °  rcar  dre  escape  through  adjoining  yard  to  the  north,  with 

nne  oi.  egress  through  hall  to  street. 
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iSOAKD  OF  Si  AND  ARDS  AMD  AFFEALtS. 

Appliances  Submitted  for  Approval. 

13-21-S— Danl  Oil  burner. 
ou-zi-S — Angle  Hose  Valve. 

367-21-S — Quinn  Oil  Burner. 
l372-2i-:i— Ford  Fire  Line  Keducing  Valve,  approval  ot. 
1173-22-S — Anti-Syphon  Valve,  approval  or. 

1105-22-b — Lombusuon  Fuel  Oil  burner,  approval  o  . 
liiza-zzo — jiaker  Automatic  House  Heating  Burner,  ap¬ 
proval  ot. 

j23U-22-i> —  Thermostats  lor  automatic  nre  alarm  systems, 
approval  ot. 

1249-22-b — Goen  Oil  Burner,  approval  ol. 
l274-22-;> — Rodriguez  Oil  Burner,  approval  of. 
y5?-22-£> — BurnwelJ  Mechanical  Burner,  approva  o  . 
357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  ol. 
337-22-S— iMknard  Brass  company,  Siamese  Connection, 
approval  of. 

392-22-S — The  burlace-Combustion  Company  Low  pres¬ 
sure  Gas  and  Oil  Burner,  approval  ot. 
447-22-S— -Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

•  799-22-S — Kennell  Gas  Cut-Oil  valve,  approval  ot. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  buel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22- S—  Delaney  Fuel  Oil  Burner,  approval  ot. 

1529-22- S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Oti  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Uii 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

232-23-SA — Manual  and  Thermal  Gas  Cut-off  Valve. 

345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 

97r  oq-S A _ Wm  E.  Toelle  Manual  &  Automatic  Gas 

275  BA  W  ^ut_off  VaWei  approyal  Q{> 

279-23-SA — H'eil  Standard  200  Gal.  Truck  Tank. 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- °3-S  \ — “Billow”  Class  G.  R.  Oil  Burner,  approval  of 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Od  Burner,  ap¬ 
proval  of. 

443-23-S A — Automatic  Gas  Shut-Off,  approval  of. 

504-23-S A — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23 -S A — Tilnran- White  Gas  Cut-Off  valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-S A — Powerlight  oil  heat  burner,  approval  of. 


888-23-SA— Lewis  Oil  Burner,  approval  of. 

959-23-SA — Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  ot. 
U60-23-SA — Crescent  Combustion  fuel  oil  burner,  approval 
of. 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  ot. 
1176-2~3-SA— Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Fleatiator  Oil  Burner,  approval  ot. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  ot. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approva 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approyal  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

14°9-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approva 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

5-24- S A — Induslo  Fuel  Oil  Burner  1-27,  approval  of 
68-24-SA— May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24- S A — Ivleen-Heet  Oil  Burner,  approval  of. 
269-24-SA — Universe  Oil  Burner,  approval  of. 

254-24-S A — Sherman  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 
379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  ot. 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel,  Oil,  ap¬ 
proval  of. 

536-24-SA— Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SAi—  Film  Insertion  Machine,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  Vie 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  Vie 
appellant,  applicant  or  petitioner  of  record. 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS.  ADOPTED  .FEBRUARY ;«  1917  UNDER  CAL.  •«-«£ 


Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 


ir  1 LJJ  ruDiAU-nivi  o,  ^  ~  . 

Labor  Department  relating  to  exits  issued  prior  to  UctoDer 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issue 
subsequent  to  October  1,  1916,  a  report  shall  be  made  D 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  hr 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918.  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tor}'  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(al  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  mav  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  anv  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
.’lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  mav  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

.  ( e )  N.°  sign  of  any  character  shall  be  placed  at  open¬ 

ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  fnrle  or.  „  i 

?z\,br&x°^c  sRecord  0fficc' 125  w°rth  ?;r%ns=risrwf  ™  && 
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PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing 
i’ijl  be  held  by  the  Board  of  Standards  and  Appeals  on 
•riday,  July  11,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Building,  on  proposed  amendments  of  Rules  2  and  3,  In- 
lustrial  Code,  and  the  adoption  of  the  amended  rules  as 
•ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus- 
>  Lie  material  about  factory  stairways. 

New  matter  printed  below;  H  old  matter  to  be  omitted. 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
(410-24-SR) 

supplementary  to  Labor  Law,  §  79-/;;  originally  adopted 

August  28,  1913,  and  effective  October  1,  1913;  amended 

November  18,  1915;  revised  and  read  opted  February  10, 

1916,  effective  March  1,  1916. 

’  [Rule  2. — Except  as  herein  provided,  in  all  factory 
wildings  five  stories  or  less  in  height,  erected  prior  to 
)ctober  1,  1913,  in  which  there  are  more  than  twenty- 
ve  persons  employed  above  the  second  floor,  all  interior 
i'ai’ways,  serving  as  required  means  of  exit,  and  the 
indings,  platforms  and  passageways  connected  therewith, 
nail  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
TnS  material  extending  continuously  from  the  lowest 
'em  of  the  stairway  in  accordance  with  the  following 
thedi.ie: 


Number  Contents 
of  combustible, 
stories  no  sprSnkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents 
combustible, 
and  sprinkler 


Contents  non¬ 
combustible 
and  sprinkler 


Three 

Stairways 

Enclosed 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  three  feet  above 
the  roof,  except  in  buildings  with  roofs  of  non-combusti¬ 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

under  side  of  the  roof.  .  .  , 

All  openings  in  such  partitions  shall  be.  provided  with 
self-closing  doors  constructed  of  fire-resisting  material, 
except  where  such  openings  are  in  the  exterior  wall  of 

the  building.  , 

The  bottom  of  the  enclosure  shall  be  of  fireproot  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex¬ 
tends  to  the  cellar  bottom. 

Such  enclosure  of  stairways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  _  _  . 

A  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  with 
this  rule. 


STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Law.  §79-a  to  79-f;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Ru]e  3 — ,xn  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair¬ 
way  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
any  partitions  or  doors  thereunder  are  constructed  of  or. 
covered  with  incombustible  material.] 

Rule  2— Definitions. 

1.  “Height  of  Building”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows: 
Where  the  ground  adjoining  the  building  is  of  uniform 
grade  or  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stories  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex¬ 
tent  of  involving  more  than  one  story,  the  average  be¬ 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  or 
more  sides  of  the  building  shall  be  taken  as  the  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2.  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground  from  which  there  is  safe  and  unobstructed  access 
to  a  street  or  road.  Tn  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided. 

3.  “Story”  means  that  part  of  any  building  comprised 
between  any  floor  or  roof  next  above. 

4.  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule,  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established : 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapiilv  or  wth  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex¬ 
plosions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
coming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  class: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  oi 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  ot 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarette? 
and  snuff 

Woodworking  (excluding  dip- 
pin"  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  include? 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dryr  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 
Starch  and  sugar  mills  (in 
eluding  pulverizing) 
Straw  goods 

Varnish  #  ,  , 

Woodworking  (with  dipping 
or  varnishing) 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  o' 
hazard,  the  building  shall  be  classified  according  to  th< 
higher  hazard,  unless  special  modification  is  made  by  tn< 
Board  in  cases  where  the  higher  hazard  is  incidental  oi 
well  segregated. 


Rule  2-b. 

Subdivision  1.  Enclosures  Required.- -Except  as  here 
in  provided,  in  all  factory  buildings  more  than  two  storie: 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
sides  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 

lePaPd°d;?orgfl  e,eX"  °f  ,he  s,ai™a>'s-  enclosures  shall 

lead  directly  to  a  door  opening  outwardly  to  a  street 

to  a  “street  o°  Zd”'"  aff°rdin8  ,,nobst™‘ed  Pa“aS' 
.heThfeol,a„PwP,!i,Cga,i°anh,e0:f  "’iS  rl"e  Sha"  be  "  aC“rda"«  with 


Stories 


Contents  of 
high  hazard 


Contents  of  moderate  hazard 


3 

Contents  of  low  hazard 


1 

No  sprinkler 

Sprinkler 

No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em- 
nloyed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

■'ive 

- - 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

.  Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over  more  than  five  persons  are  Pmn|nMa  f  .  . 

•  ith  fire-resisting  material.  there  shall  be  prodded  from  rich  nrn,ufact,mng. 

Exception:  Buildings  having  fireproof  roof  slab  where  means  of  exit  o/escape  from™  letSt  *uW° 

closure  terminates  a,  underside  such  dab  one  of  which  from  “eTer/Z/abovToThdr  gradelSSi 

ead  to  or  open  on  an  interior  stairway  which  shall  be  en¬ 
closed,  as  hereinafter  provided  in  subdivision  2,  or  on  an 
ex  enor  enclosed  stairway.  The  other  may  lead  to  such 
a  sa.rway,  or  to  a  horizontal  or  grade  exit,  or  to  an  ex- 

T°LlC.re',neiita;r",a/'  °r.*°..a.  No  point  on 


nclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
ie  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 

i  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected  JUV.U1CU  stairway  or  to  a  hre  \t 

ith  fire  doors  opening  into  the  stairway  enclosure,  equipped  any  floor  of  such  building  shall  be  r™,-  IN°  ?omj  °j 

i.h  self-closing  devices.  Grade  exit  doors  shall  „Ppe„  and  fifty  ( .JO)  to  hU"dred 

ltwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 


_  _  __  v _  . 

of  with  louvres  or  ventilators,  or  exterior  windows  with 
•ntilating  sections  at  the  top  floor.  Exterior  windows 
ithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
fireproof  windows.  Skylights,  unless  provided  with 
red  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
bstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
ial  at  least  four  (4)  inches  thick,  unless  the  partition 
'tends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required. — Except  in 
.ildings  in  which  the  contents  are  classified  as  of  high 
'zard,  the  stairways  shall  not  be  required  to  be  enclosed 
jiere  a  horizontal  exit,  as  defined  in  section  26  7  of  the 
*bor  Law,  is  provided  on  all  floors  and  the  stairways 
‘  vmg  as  required  exits  on  each  side  of  the  horizontal 
(  t  are  remote  from  the  horizontal  exit,  provided  that 
tier  an  approved  fire  alarm  signal  system  conforming 
t  rules  of  the  board  is  installed  in  the  building  and  fire 
J  11s  substantially  conforming  to  rules  of  the  board  are 
■  d  or  an  approved  sprinkler  system  conforming  to  rules 
1  tbe  board  is  installed. 

1  le  2-c. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

...  Squired  Exits. — In  every  two-story  factory 
>lding  erected  prior  to  October  1,  1913.  in  which 


2.  Enclosure  of  Stairways.— In  two-story  buildings  in 
which  the  contents  are  classified  as  of  high  hazard  and 
in  which  more  than  twenty-five  persons  are  employed  above 
the  ground  floor  all  interior  stairways  serving  as  required 
means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceding  of  the  first  floor  by  partitions 
of  fire-resisting  material,  unless  the  building  is  provided 
with  a  sprinkler  system,  in  which  case  such  enclosure  of 
stairways  shall  not  be  required.  Such  enclosures  shall 
lead  directly  to  a  door  opening  outwardly  to  a  street  or 
road  or  to  an  open  area  affording  unobstructed  passage  to  a 
street  or  road  All  openings  in  such  enclosure  shall  be 
provided  with  fire  doors  equipped  with  self-closing  de¬ 
All  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

RUlCStairwaysage  °f  Combustible  Material  About  Factory 

In  all  factory  buildings  no  articles  or  wares  of  a  com¬ 
bustible  nature  shall  be  kept  or  stored  inside  the  limits  of 
any  stairway  enclosure  or  unenclosed  stairway,  or  0n  the 
landings  platforms  or  passageways  connected  therewith 
n<"  shall  such  articles  or  wares  be  kept  stored. under  any 
stairway  un.ess  such  stairway  and  any  partitions  or  doors 

material!' "  C°  ruCted  °f  °r  covered  with  incombustible 
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PROGRESS  REPORT 


DOCKET. 

Cases  filed  up  to  and  including  June  19,  1924  .  819 

Cases  filed  up  to  and  including  June  12,  1924  .  790 

Restored  to  calendar  .  43 


DISPOSITION  OF  CASES 

Withdrawn  . 1 

Dismissed  .  -j 

Denied  .  lj 

Granted  on  condition  .  5 

Granted  on  condition  .  4 

Appliances  approved . '  i 

Appliances  dismissed,  disapproved  or  withdrawn  . 

Rules  approved . 

Rules  disapproved  or  rescinded  . 


Miscellaneous  Applications. 

Requests  to  reopen  .  94 

Requests  to  amend  .  4 

Requests  for  modification  .  27 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  12 

Requests  for  extension  of  permit  .  18 

Requests  for  mechanical  installations  .  2 

Administrative  requests  .  1 

Requests  for  interpretation .  2 

Total  . 1652 

Disposed  of  . ■' . 1004 

Cases  pending  June  19,  1924  . 648 


Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Requests  for  modification  denied . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  - 

Requests  for  extension  of  permit  denied . . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . 

Requests  withdrawn  or  dismissed  . 


Total  . R 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards—' 

First,  That  if  thev  do  not  appear  in  person  oi1  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 


hearing.  .  .  ,  ,  ^  r  ,, 

Third,  That  no  plea  of  ignorance  of  the  date,  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  t 
offices  of  the  board  and  of  the  further  publication  of  t 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  t 
date  for  the  hearing  in  his  case,  and  that  the  plea 
failure  to  receive  such  notice  is  no  excuse  for  neglect 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose 
all  cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrati 
official  in  enforcing  his  order ;  therefore,  no  appeal 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failt 
of  the  appellant  or  petitioner  to  file  necessary  data,  or 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 


Name  . 

Street  . 

P.  . . 

1  (TO/1 

My  subscription  to  begin  with  the  issue  for . 

898  38-2000- 24-0 
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communications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  June  24, 

1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ad- 
peals,  June  24,  1924. 


Reserve  Calendar. 

Rules  Adopted. 

Notices  of  Public  Hearings, 
Progress  Report. 


J 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m 

Board  of  Standards  and  Appeals,  as  listed  in  the  ral- 
endar. 

AH  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan.  8 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

Building 2W  COnsijts  of  applications  under  the 

Zcfia  g  Z  Resolution,  and  its  object  is  to  give  inter- 

and  vvillTr ?  11  TerS poppom,nity  file  objections,  if  any, 
and  wiH  be  called  in  Room  919,  on  Tuesday,  July  1,  1924 

a  definite  day  taCh  CaS'  *S  Set  for  heari"8 

TIh,'  nex‘  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  July  8,  1924,  at  2  o’clock. 

rJ' h*Afler(k’s  Calenldar1  Is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal, .  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

days  from  the  date  of  the  action  nf  the  Administrative  Of- 
•.ncial. 

.  communication  purporting  to  he  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
dention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  he  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  June  26,  1924. 
Cal.  No.  Department  Premises  Affected 


854-24- A . B.B.M.  ..6-10  E.  1st  st.,  Man. 

_ _  Alt.  1189-1924. 


853-24-BZ . B.B,M.  ..6-10  E.  1st  st.,  Man. 

_ _  Alt.  1189-1924. 


852-24-S . F.D . 91  Canal  st.,  Man. 


L.  D.  60] 56. 


851-24-A . F.D . 191  Bay  st.,  Tompkinsville,  S. 

I.,  Richmond.  Alt.  328-1924. 


850-24-BZ . B.B.Bx.  .W.  S.  Broadway,  502  ft.  N.  of 

240th  st.,  Bx. 

_ _  N.  B.  1767-1924. 


849-24-BZ . B.B.Bx.  ..348-358  E.  184th  st.,  Bx. 

_ _  N.  B.  1923-1924. 


848-24- A . F.D . 575  Columbia  st.,  Bklyn. 

_ .  L.  C.  79853 


847-24- A . F.D . 618-620  W.  58th  st.,  Man. 

_ _  L.  C.  22503. 


846-24-BZ . B.B.Q.  ...132-140  Washington  st.,  Ja- 

_  maica,  Q.  N.  B.  10461-1924. 


845-24-A . B.B.M.  ..507-509  E.  75th  st.,  Man. 

_ _  Alt.  2634-1923. 


844-24-BZ . B.B.R.  ..75  Montgomery  ave.,  Tomp- 

kinsville,  S.  I.,  Rich. 

_ .  Alt.  271-1924. 


843-24-A . F.D . 264  39th  st.,  Bklyn. 

_ _  L.  C.  88358. 


840-24-A . F.D . 31-33  86th  st.,  Bklyn. 

_ _  L.  C.  89300. 


828-24-S . 


827-24- A. 


826-24-SA. 


825-24-BZ. 


...F.D . 39  W.  25th  st.,  Man. 

L.  D.  469f 

- B.B.B.  ..1357  Dahill  rd.,  Bklyn. 

Applic.  8624-191 

....F.D . Heymsfield  Low  Pressu 

Burner.  Applian< 

- B.B.B.  ..516-526  Parkside  ave.,  Bklyn. 


N.  B.  10908-19; 


824-24- A. 


‘ 


823-24-A. , 


822-24-S. 


821-24-BZ. 


820-24-A. 


1505-23-S . . 


438-21-S . . 


675-19-BZ. 


- F.D . 16  W.  57th  st.,  Man. 

L.  C.  243; 

- F.D.  ...  852-854  Humboldt  st.,  Bklyn. 

F-546' 

....B.B.B.  ..13-19  New  York  ave.,  Bklyn. 

Applic,  13215-19: 

. . .  B.B.M.  . .  460-462  W.  129th  st.,  Man. 

N.  B.  325-19; 

....F.D . E.  S.  Exterior  st.,  955.67  ft. 

Cromwell  ave.,  Bx. 

N.  B.  588-19: 

Restored  to  Calendar. 

...B.B.M.  ..130  Madison  ave.,  Man. 

Alt.  2500-19; 

. .  •  •  F.D . Viking  Pump. 

Appliam 

....F.D . 325-327  16th  st.,  Bklyn. 

L.  C.  534; 


842-24-BZ . B.B.Q.  ..E.  S.  Van  Wyck  ave.,  80  ft.  S. 

of  Beaufort  st.,  Richmond 
_ _  Hill,  Q.  N.  B.  11675-1924. 


841-24-BZ . B.B.Bx.  .E.  S.  Ryer  ave.,  138.36  ft.  S. 

of  187th  st.,  Bx. 

_ .  N.  B.  1742-1924. 


CALL  OF  CLERK’S  CALENDAR, 

Tuesday,  July  1,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

235-24-BZ. 

APPLICANT — Euell  &'Euell,  for  Empec  Realty  Cor 


839-24- A . F.D . 319-321  Grand  st.,  Man 

- -  F-59531. 


838-24-S . B.B.M.  ..224-232  W.  30th  st.,  Man. 

- 1  N.  B.  84-1924. 


owner. 

PREMISES— Southeast  corner  169th  street  and  Inwood  av 
nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 


837-24-S . B.B.M.  ..254-258  W.  35th  st.,  Man. 

-  N.  B.  59-1924. 

836-24-BZ . B.B.B.  ..689-691  Marcy  ave.,  Bklyn, 

- -  Applic.  12843-1924. 

835-24-BZ . B.B.B.  ..1655-1663  St.  Marks  ave., 

-  Bklyn.  N.  B.  12686-1924. 

834-24-A . F.D . 520-528  Broome  st.,  Man. 

-  N.  B.  1370-1922. 

833-24-BZ . B.B.B.  ..1301  Merrian  ave.,  Bx. 

- — ■  N.  B.  1849-1924. 


832-24- A . F.D. 


83 1-24- A . F.D. 


830-24-BZ . F.D. 


829-24-A . F.D. 


. . . .  707  5th  ave.,  Man. 

L.  C.  24369. 
....372  Vernon  ave.,  L.  I.  City,  Q. 

Alt.  905-1924. 

- 79-87  Aberdeen  st.,  Bklyn. 

N.  B.  11702-1924. 

-  1600  Broadway,  Man. 

I..  C.  24393. 


426-24-BZ. 

APPLICANT — -Philip  J.  Sinnott,  for  Z.  D.  Berry  and  Fr*j 
W.  Gordon,  owners. 

PREMISES — 1030-1044  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

561-24-BZ.  A  j 

APPLICANT — George  Alexander,  Jr.,  for  Mary  V.  M 
Greevy,  owner. 

PREMISES— 448  Montgomery  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  building  to  be  occupied  as  a  shop  f 
sheet  metal  cornice  works. 

655-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  C.  Boll 
owner. 

PREMISES — 3837  White  Plains  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  ai 
extension  of  a  theatre  building. 
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,6-24-BZ. 

lRRRiLANT  John  J.  Dunnigan,  for  Otto  J.  Schwartz- 
ler,  owner. 

REMISES — 1728-1750  Morris  avenue,  The  Bronx. 

0  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

7-24-BZ. 

^PPLICANiT  John  J.  Dunnigan,  for  Austin  E.  Pressin- 
ger,  owner. 

REMISES — 3184-3190  Webster  avenue,  The  Bronx. 

P  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

'1-24-BZ. 

PPLl CANT— McKenzie,  Voorhees  and  Gmelin,  for  West¬ 
ern  Electric  Company,  Inc.,  owner. 

REMISES — 744-754  Washington  street  and  51-55  Bethune 
street,  Manhattan. 

.)  PERMIi  in  an  unrestricted  two-times  height  district 
the  erection  of  the  street  wall  of  a  building  without 
setting  back  to  a  height  exceeding  the  limit  required 
by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  July  1,  1924,  at  10  a.  m 


appeals  from  Administrative  Orders. 
48^-24-A— 2849-55  Fulton  street,  Brooklyn. 

507-24- A  '139-147  Emerson  place,  Brooklyn. 

^CSt  19th  Street’  Manhattan. 

4-A  ^'^^Degraw  street  and  50-60  Tiffany  place, 


582-24-A— 1226  Flushing  avenue,  Brooklyn. 
584-24- A  1914-1920  Pitkin  avenue,  Brooklyn. 
58;>-24-Aj  538-554  Junius  street,  Brooklyn. 
599-24-A— 11904  Hillside  avenue,  Richmond  Hill 
516-24-A— 444  West  26th  street,  Manhattan. 
605-24-A— 3  Wooster  street,  Manhattan 

614- 24-A  212  25th  street,  Brooklyn. 

615- 24-A— 32  Bond  street,  Manhattan. 
626-24-A— 213-217  West  125th  street,  Manhattan. 
628-24-A— 34K  East  12th  street,  Manhattan. 
968-23-A— West  side  of  West  157th  street,  175 

of  Eighth  avenue,  Manhattan. 


Queens. 


ft.  east 


-24-BZ. 

•’PLICA  NT — Wm.  H.  Gompert,  for  Eugene  Kienle, 
owner. 

iEMISES-  33-47  Nassau  avenue,  Brooklyn. 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  manufacturing 
lithographic  ink. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  buildine 
zone  resolution,  Tuesday  morning,  July  l  1924  at 

ing°matters^°0m  ^  Municil>aI  Building,  on  the’follow- 


l -24-BZ. 

'  PLICANT— Edward  P.  Doyle,  for  Otto  Wagner, 
owner. 

EMISES — 'South  side  Washington  avenue,  north  side 
Bassford  avenue,  from  East  185th  street  to  East 
186th  street  and  Third  avenue,  The  Bronx. 

PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

:  24-BZ. 

■PLICANT— Louis  A.  Sheinart,  for  Tagra  Holding 
Corp.,  owner. 

EMISES — 321-43  West  54th  street,  Manhattan. 

•  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles  and  repair  shop. 

1 24-BZ. 

I ’LICANT— Samuel  Rosenblum,  for  Samuel  Aptakin, 
owner. 

MISES— 1000  East  172nd  street,  The  Bronx. 

PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  partly  for  business  pur¬ 
poses. 

■3-BZ. 

LICANT— Daniel  J.  Griffin,  for  William  J.  Avitabile, 
owner. 

!  MISES — 2306-2324  Neptune  avenue,  Brooklyn. 

I  ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1 4-BZ. 

LICANT— Henry  J.  Nurick,  for  Louis  Reinhardt, 

owner. 

! M^EB~243-249  Hopkins  street,  Brooklyn. 

c-KMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


cal.  no.  617-24-BZ— Application,  May  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Walter 
Pfandler,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  alteration,  exten¬ 
sion  and  conversion  of  occupancy  from 
a  bakery,  stable  and  garage  to  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  41-57 
Third  avenue,  Brooklyn. 

cal.  no.  496-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  L. 
Hurd  Sanford,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  184 
ft.  north  of  East  198th  street,  ’  The 
Bronx. 

cal.  no.  244-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

cal.  no.  497-24-BZ  Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Ryer  Building  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  912  Second  ave¬ 
nue,  Long  Island  City,  Queens. 
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cal.  no.  452-24-BZ — Application,  March  28,  1924,  under 
the  building  zone  resolution,  of  An¬ 
drew  Biagini,  applicant,  on  behalf  of 
B.  Salazzo,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  four  (4)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  58-60  Norwood  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  475-24-BZ— Application,  April  3.  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of 
Charles  W.  Edwards,  owner,  to  per¬ 
mit  partly  in  a  residence  district  and 
partly  in  a  'business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  northeast  corner 
of  Jerome  avenue  and  Morris  avenue, 
The  Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  613-24-BZ — 'Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Wiegand,  architect,  on  behalf  of 
Schnaier  Realty  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  207-211  West 
76th  street,  Manhattan. 

CAL.  NO.  592-24-BZ— Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  St. 
John’s  Estates,  Inc.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  240-250  Empire  boule¬ 
vard,  southwest  corner  of  Rogers  ave¬ 
nue,  Brooklyn. 

cal.  no.  523-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Emory 
Roth,  architect,  on  behalf  of  Church 
of  the  Holy  Innocents,  owner, .  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  a  street  wall,  to 
exceed  the  height  limit  required  by  the 
zone  resolution;  premises  135-139 
West  36th  street  and  122-126  West  37th 
street,  Manhattan. 

cal.  no.  571-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Franklin 
M.  Small,  architect;  Adolph  Lewisohn 
&  Sons,  Inc.,  owner;  Fleischers  Res¬ 
taurant,  Inc.,  lessee,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  business  building;  prem¬ 
ises  602-604  West  158th  street,  3791- 
3799  Broadway  and  7  Audubon  place, 
Manhattan. 


cal.  no.  405-24-BZ — Application,  March  19,  1924,  under 
building  zone  resolution,  of  James  W 
ford,  architect,  on  behalf  of  Wes 
leigh  Building  Loan  and  Savings 
sociation,  owner,  to  permit  in  a  r 
dence  district  the  erection  and  m 
tenance  of  a  building  to  be  used 
business  purposes ;  premises  west 
of  Jewett  avenue,  11.5  ft.  south 
Waters  avenue,  West  New  Brigh 
S.  I.,  Richmond. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under 
building  zone  resolution,  of  Clintor 
Roe,  applicant,  on  behalf  of  Estate 
John  E.  Lockwood,  owner,  to  pet 
in  a  business  district,  also  within  a  ] 
tion  of  a  street  between  two  inters 
ing  streets,  in  which  portion  there 
ists  an  entrance  to  and  exit  fror 
public  school,  the  erection  and  m 
tenance  of  a  garage  for  the  stoi 
of  more  than  five  (a)  motor  vehic 
.  premises  northeast  corner  of  Br 

•  avenue  and  East  158th  street, 
Bronx. 

William  E.  Walsh,  Chairma 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  1,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

469-24-S— 150-152  Maiden  lane,  Manhattan. 

521-24-S — 71-77  Park  place,  Manhattan. 

609-24-S — Southeast  corner  Skillman  avenue  and  Honey 
street,  L.  I.  City,  Queens. 
633-24-^—123  East  18th  street,  Manhattan. 
638-24-S— 247-255  West  38th  street,  Manhattan. 
699-24-S — 3  Park  place,  Manhattan. 

707-24- S — 40-42  West  37th  street,  Manhattan. 
504-24-S — 14-16  West  End  avenue,  Manhattan. 
196-24-S— 21-23  Maiden  lane,  Manhattan. 

594-24-S — 692-694  Broadway,  Manhattan. 

681-24-S — 35  West  21st  street,  Manhattan. 

1505-23-S — 130  Madison  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 
702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  c 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  c 
742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  8,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

138-24-BZ. 

APPLICANT— John  De  Hart,  for  Ike  Frankel,  owm 
PREMISES— 6314-6324  Bay  parkway,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  rr 
tenance  of  a  building  to  be  used  in  part  for  t1 
ness  purposes. 

525-24-BZ.  , 

APPLICANT— Emil  Guterman,  for  Joseph  Schmidt 
Edward  J.  Kissel,  owners. 

PREMISES— 28-34  Newtown  avenue,  Astoria,  Queens. 
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D  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

.  1-24-BZ. 

.  ’PLICANT — Edward  M.  Adelsohn,  for  Anna  V.  Wing, 

owner. 

iiEMISES — 484-490  Sterling  place,  Brooklyn. 

')  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

h -24-BZ. 

’PLICANT— John  J.  Dunnigan,  for  J.  M.  Flavin,  owner. 

EMISES — 341-343  St.  Nicholas  avenue,  Ridgewood, 

Queens. 

1 1  PERMIT  in  a  business  district  the  erection  and 

maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

-24-BZ. 

■  PLICANT — Emil  Guterman,  for  Frank  Hoffman,  owner. 

EMISES — 9023  218th  place,  Hollis,  Queens. 

PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle  used  for  business  pur¬ 
poses. 

24-BZ. 

PLICANT — New  York  Telephone  Company,  owner. 

2MISES — Northwest  corner  of  Broadway  and  Vietor 
place,  Elmhurst,  Queens. 

PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  central  telephone  exchange  building. 

24-BZ. 

ALICANT — Joseph  Ulpton,  for  Tuohy  &  Upton,  Inc., 
owner. 

EMISES — Northeast  corner  of  35th  avenue  (State 
street)  and  Farrington  street,  Flushing,  Queens. 

PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


154-BZ. 

’LICANT — Morgan  M.  O’Brien,  for  Henry  Grupe, 
owner. 

1  MISES — 471-473  Southern  boulevard,  The  Bronx. 

PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

■  9-BZ. 

LICANT — iSzerlip  &  Szerlip,  for  Otto  Heepe,  owner. 

■MISES — 325-327  16th  street,  Brooklyn. 

PERjMIT  in  a  residence  district  the  maintenance  of 
a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 


689-24-A— Northwest  corner  of  Wyckoff  avenue  and  Cor¬ 
nelia  street,  Queens. 

693- 24- A  Northwest  corner  Broadway  and  32nd  street 

blushing,  Queens. 

694- 24- A  South  side  of  178th  street,  from  Webster  ave¬ 

nue  to  Valentine  avenue,  The  Bronx. 
651-24-A— 35-50  26th  street,  Flushing,  Queens. 

<04-24-A— 314  East  35th  street,  Manhattan. 

321-24- A  5214-5224  Fifth  avenue,  Brooklyn. 

Ludcr  the  Building  Zone  Resolution. 


UIVEN  by  the  board  oi 
o  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  8,  1924,  at  10  o’clock 
in  Room  919,  Municipal  Building,  on  the  following  mat- 


CAL’  N0-  606-24- BZ— Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  1111  Park 
Avenue,  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  ll/2  times  height  district  the  erec¬ 
tion  of  the  street  wall  of  a  building 
without  a  setback  to  a  height  exceeding 
the  limit  required  by  the  zone  resolu¬ 
tion;  premises  1109-1115  Park  avenue 
and  102-110  East  90th  street,  Manhat¬ 
tan. 

cal.  no.  58-24-BZ— Application,  January  15,  1924,  under  the 
building  zone  resolution,  of  Agnes 
Brose,  applicant  and  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
20th  street  and  Jackson  avenue,  Elm¬ 
hurst,  Queens. 

cal.  no.  517-24-BZ— Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  William 
Katz,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
pleasure  motor  vehicles,  two  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1709  Centre  street, 
Ridgewood,  Queens. 

CAL.  no.  591-24-BZ — Application,  April  25,  1924,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Samuel 
Marer,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  2616 
University  avenue,  The  Bronx. 


BOARD  OF  APPEALS. 

Tuesday,  July  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

4-A — 52-62  Ellery  street,  Brooklyn. 

:  1-A — 7-9  Second  avenue,  19-21  East  1st  street  and 
291-293  Bowery,  Manhattan. 

1  4'A. — 318-320  West  46th  street,  Manhattan. 

■■*'A — Southeast  corner  of  Skillman  avenue  and  Honey¬ 
well  street,  L.  I.  City,  Queens. 

!4-A — 355  East  16th  street,  Brooklyn. 


cal.  no.  488-24-BZ — Application,  April  5,  1924,  under  the 
building  zone  resolution,  of  William 
John  Cherry,  applicant;  Library  Realty 
Corp.,  owner ;  Library  Bureau,  lessee, 
to  permit  in  a  portion  of  a  street,  in 
which  portion  there  exists  an  exit  and 
entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  290-300  Gold  street, 
Brooklyn. 

cal.  no.  616-24-BZ — Application,  May  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Sollis 
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Cohen,  owner,  to  permit  in  a  residence 
district  extending  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
230-242  68th  street,  Brooklyn. 

cal.  no.  612-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Shary,  architect,  on  behalf  of  Martin 
C.  Dyer,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  469  East  187th  street,  The 
Bronx. 

cal.  no.  646-24-BZ — Application,  May  9,  1924,  under  the 
building  zone  resolutoin,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Dor- 
mond  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  177-183  East  123rd 
street,  Manhattan. 

CAL.  NO.  496-23-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Men- 
kors  Realty  Co.,  Inc.,  owner,  previ¬ 
ously  withdrawn,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  exten¬ 
sion  in  height  of  an  additional  story,  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  south  side  Roosevelt  avenue, 
from  21st  street  to  22nd  street,  Elm¬ 
hurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  July  8,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

526-24-A _ 615-621  West  56th  street  and  614-620  West  58th 

street,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

453-24-A— 3486  Bedford  avenue,  Brooklyn. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

16- 24- A — 1342  Park  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

382-24-A — 130-134  Washington  place,  Manhattan. 
1490-23-A. — 406  Second  avenue,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

726-24-A — 14  Fairway  Close,  Forest  Hills,  L.  I.  Queens. 
729-24-A — 558  West  173rd  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildin 
zone  resolution,  Tuesday  afternoon,  July  8,  1924,  at 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters : 


cal.  no.  201-24-BZ — Application,  February  8,  1924,  under  tl 
building  zone  resolution,  of  William  I 
Doyle,  applicant,  on  behalf  of  Patric 
A.  Gaynor,  owner,  to  permit  partly  i 
a  business  district  and  partly  in  a  res 
dence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  c 
more  than  five  (5)  motor  vehicle; 
premises  1392-1400  Stebbins  avenu 
The  Bronx. 

cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  tl 
building  zone  resolution,  of  William  i 
Doyle,  applicant,  on  behalf  of  Robis 
hood  Realty  Corp.,  owner,  to  pern; 
in  a  business  district  the  erection  ar 
maintenance  of  a  garage  for  the  sto 
age  of  more  than  five  (5)  motor  v 
hides ;  premises  229-235  East  85 
street,  Manhattan. 

cal.  no.  406-24-BZ — Application,  March  19,  1924,  und 
the  building  zone  resolution,  of  Jol 
W.  Clancy,  applicant,  on  behalf  <. 
George  T.  Adee,  agent  for  Estate  < 
George  T.  Adee,  and  Sylvanus  Purd 
owners,  to  permit  in  a  business  distri 
the  erection  and  maintenance  of  a  g 
rage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles;  premises  263 
2641  East  Tremont  avenue,  The  Bron 

cal.  no.  865-23-<BZ — Application,  July  7,  1923,  under  t 
building  zone  resolution,  of  Edwa 
P.  Doyle,  applicant,  on  behalf  of  D 
mars  Avenue  Improvement  Co.,  In 
owner,  to  permit  in  a  business  distr; 
the  erection  and  maintenance  of  a  g 
rage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles;  premises  west  si 
of  9th  avenue,  100  ft.  south  of  D 
mars  avenue,  Queens. 

cal.  no.  864-23-BZ — Application,  July  7,  1923,  under  t 
building  zone  resolution,  of  Edward 
Doyle,  applicant,  on  behalf  of  Ditm; 
Avenue  Improvement  Co.,  Inc.,  own 
to  permit  in  a  business  district  the  eri 
tion  and  maintenance  of  a  garage  i 
the  storage  of  more  than  five  (5)  n 
tor  vehicles ;  premises  west  side  S 
avenue,  300.01  ft.  south  of  Ditm; 
avenue,  Queens. 

cal.  no.  301-24-BZ — Application,  February  26,  1924,  urn 
the  building  zone  resolution,  of  Jc 
De  Hart,  applicant,  on  behalf  of  Jo 
phine  J.  Schnurmacher,  owner,  to  p 
mit  in  an  unrestricted  district  in  • 
street  between  two  intersecting  stre<  • 
in  which  portion  there  exists  an  e- 
and  entrance  to  a  public  school,  : 
erection  and  maintenance  of  a  gar;; 
for  the  storage  of  more  than  five  (' 
motor  vehicles;  premises  304-310  Et 
95th  street,  Manhattan. 

William  E.  Walsh,  Chairman 
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BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  11,  1924,  at  2  p.  tn. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factorj 
Buildings,  etc. 


BOARD  OF  APPEALS. 

Tuesday,  July  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

243-24-A — 241-249  Centre  street,  Manhattan. 

423-24-A — 547  Willoughby  avenue,  Brooklyn. 

473-24-A— 328  East  150th  street,  The  Bronx. 

574-24-A — 320  Freeman  street,  Brooklyn. 

578-24-A— Northeast  corner  of  Clarendon  road  and  East 
37th  street,  Brooklyn. 

618-24-A — 517  83rd  street,  Brooklyn. 

623-24- A— 206-14  14th  street,  L.  I.  City,  Queens. 
G25-24-A — 7-9  East  20th  street,  Manhattan. 

643- 24-A— 480  East  17th  street,  Brooklyn. 

644- 24-A — 1512-1514  Atlantic  avenue,  Brooklyn. 

645- 24-A — 305-325  Ocean  avenue,  Brooklyn. 

647- 24-A — 622-624  Broadway,  Manhattan. 

648- 24-A — 626  Broadway,  Manhattan. 

721-24- A — 449  Jackson  avenue,  L.  I.  City,  Queens. 

Under  the  Building  Zone  Resolution* 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
f  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  July  15,  1924,  at  10 
’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
lg  matters: 

AL.  no.  541-24-BZ — Application,  April  16,  1924,'  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Abra¬ 
ham  L.  Jaffe,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  33-41  Park  avenue,  Brooklyn. 

o..  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

‘L.  no.  607-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Anna 
Krudener,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 


pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2377  Tiebout 
avenue,  The  Bronx. 

cal.  no.  1267-23-BZ— Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  Emma 
Gerung,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  279  East 
203rd  street,  The  Bronx. 

cal.  no.  350-24-BZ— Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Eugene 
Cummings,  applicant,  on  behalf  of  Wal- 
laston  Realty  Company,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  confectionery  and  soda  wa¬ 
ter  business ;  premises  1064  Ocean  park¬ 
way,  Brooklyn. 

cal.  no.  498-24-BZ  Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  590-602  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  1212-22-BZ— Application,  April  29,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  ol 
Willis  F.  Harding,  owner,  for  a  re¬ 
hearing  of  an  application,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises 
northeast  corner  of  Webster  avenue 
and  Depot  square,  South,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  15,  1924,  at  2  p.  tn. 

Petitions  for  Variations. 

746-24-S — 1162  Broadway,  Manhattan. 

749-24-S — 156  East  23rd  street,  Manhattan. 

757-24-S — 36-42  West  47th  street,  Manhattan. 

598-24-S — 168  21st  street,  Brooklyn. 

604-24-S — 215-217  West  40th  street,  Manhattan. 

632-24-S — 423  Broome  street,  Manhattan. 

642-24-S — 1-17  Gerry  street,  310-318  Wallabout  street  and 
449-459  Marcy  avenue,  Brooklyn. 

690-24-S — 31-39  West  34th  street  and  46-60  West  35th 
street,  Manhattan. 

765-24-S — 375  Seventh  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

673-24--SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 
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CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  July  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

652- 24- A — East  side  Broadway,  from  West  116th  street 

to  West  120th  street,  Manhattan. 

653- 24- A— 74  West  124th  street,  Manhattan. 

658-24-A— 225-283  Chestnut  street,  Brooklyn. 

662-24-A — 1-3  Ann  street  (1  Park  row),  Manhattan. 

667-24-A— 1038-1050  Ocean  avenue,  Brooklyn. 

674-24-A— 278-290  Locust  avenue,  The  Bronx. 

677- 24-A — 4-12  Dwight  street,  Brooklyn. 

680-24-A — 160  John  street,  Brooklyn. 

692-24-A— 2069  80th  street,  Brooklyn. 

713-24-A — 147-153  Waverly  place,  Manhattan. 

7 16-24- A — 52  Herkimer  place,  Brooklyn. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

661-24- A — 86  Lawrence  street,  blushing,  Queens. 

678- 24- A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 

Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  'Tuesday  morning,  July  22,  1924,  at  10 

o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 

cal.  no.  62 1-24-BZ— Appli cation,  May  5,  1924,  under  the 
building  zone  resolution,  oi  Sloan  and 
Robertson,  architects,  on  behalf  of 
Dexter  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  234-240  East 
54th  street,  Manhattan. 

cal.  no.  696-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Saul 
Rendelstein,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  123-139  Louisa  street,  north¬ 
east  corner  of  36th  street,  Brooklyn. 

cal.  no.  565-23-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue, 
Brooklyn. 

cal.  no.  416-24-BZ — Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  McLain 
Realty  Co.,  applicant  and  owner,  to 
permit  in  a  “C”  area  business  district 


the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  b\ 
Section  16  of  the  zone  resolution; 
premises  west  side  of  Linden  avenue 
147  ft.  north  of  Broadway  (No.  boule 
vard),  Flushing,  Queens. 

CAL.  no.  445-24-BZ — Application,  March  27,  1924,  under  th< 
building  zone  resolution,  of  Philip  J 
Sinnott,  applicant,  on  behalf  of  Samue 
Ageloff,  owner,  to  permit  in  a  portioi 
of  street  between  two  intersectinj 
streets,  in  which  portion  there  exists  ai 
entrance  and  exit  to  a  public  school,  th 
erection  and  maintenance  of  a  garag 
for  the  storage  of  more  than  five  (5 
motor  vehicles ;  premises  769-78 
Chauncey  street,  Brooklyn. 

cal.  no.  559-24-BZ — Application,  April  21,  1924,  under  th 
building  zone  resolution,  of  William  I 
Doyle,  applicant,  on  behalf  of  Achille 
Realty  Corp.,  owner,  to  permit  in 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  237-243  East  55th  stret,  Mar 
hattan. 

cal.  no.  570-24-BZ — Application,  April  22,  1924,  under  tl 
building  zone  resolution,  of  Arthur  I 
Rampe,  applicant  and  owner,  to  pe; 
mit  in  a  business  district  the  erectio 
and  maintenance  of  a  garage  for  tl 
storage  of  more  than  five  (5)  motor  v< 
hides ;  premises  south  side  233rd  stree 
30  ft.  east  of  Carpenter  avenue,  Tl 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  July  22,  1924,  at  2  p.  tn. 

Appeals  from  Administrative  Orders. 

717-24- A — 166  Vernon  avenue,  L.  I.  City,  Queens. 

730- 24-A — 512  Schenck  avenue,  Brooklyn. 

731- 24- A — 9  Webster  avenue,  L.  I.  City,  Queens. 

741-24-A — 645  West  55th  street,  ManhaJttan. 

686-24- A — Northeast  corner  of  Borden  avenue  and  V; 

Dam  street,  Long  Island  City,  Queens. 

703-24- A — 141  Broadway,  Manhattan. 

718_A— 340-342  East  38th  street,  Manhattan. 
720-24-A— 8633  127th  street,  Richmond  Hill,  Queens. 
723-24-A — 423  Broome  street,  Manhattan. 

752- 24-A— 25-27  Third  avenue,  Manhattan. 

753- 24- A — 92  South  street,  Manhattan. 

771-24-A — 625  West  55th  street,  Manhattan. 

773- 24-A — 58-162  Third  avenue  and  497  Pacific  stre 

Brooklyn. 

774- 24-A — 63  Orchard  street,  Manhattan. 

786-24-A — 'North  side  of  152nd  street,  120  ft.  east  of  M1 
rose  avenue,  The  Bronx. 
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MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JUNE  24,  1924. 

Present:  Chairman  Walsh.  Messrs.  Beatty,  Boulton, 
'onnell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
ippeals,  held  on  Tuesday  morning,  June  17,  1924,  and  the 
ninutes  of  the  special  meeting  of  the  board  of  appeals, 
leld  on  Tuesday  afternoon.  June  17,  1924,  were  approved 
s  printed  in  the  Bulletin,  No.  26,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 

21-24-A. 

\PPELLANT — A.  Heilbronn,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner 

’REMISES  AFFECTED— 5214-5224  Fifth  avenue,  Brook¬ 
lyn. 

PPEARANCES — 

For  Appellant :  Miles  Purvin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

\CTION  OF  BOARD1 — Laid  over  to  July  8,  1924,  at 
10  a.  m.,  at  request  of  appellant. 

J2-24-A. 

PPELLANT— Arthur  Frothingham,  for  Anna  T.  Rey¬ 
nolds,  lessee. 

UBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

REMISES  AFFECTED — Audubon  lane,  west  side  River¬ 
side  drive,  359  ft.  9  in.  south  of  West  158th  street, 

Manhattan. 

PPEARANCES— None. 

CTION  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kerbv,  Holland  and  Connell  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  • "  2 

9-24-A. 

PPELLANT — Simplex  Oil  Heating  Corp.,  for  Municipal 
Bank,  owner. 

EJECT  Appeal  from  order  of  fire  commissioner. 

REMISES  AFFECTED— 779-787  Eastern  parkway, 
Brooklyn. 

PPEARANCES— None. 

TION  OF  BOARD — Appeal  withdrawn. 

IE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kerby,  Holland  and  Connell  .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 

-24-A. 


I  REMISES  AFFEC  I  ED— 523-537  Lexington  avenue,  137 
East  48th  street  and  134-140  East  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  B.  H.  Becker 

OF  BOA  RD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Holland  and  Kerby .  5 

Negative  .  . .  ^ 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion  *. !  2 


APPELLANT— Cornell  Utilities  Co.,  for  Mrs.  Christine 
1  owns,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner 

Eighth  avenile>  Brook|yn- 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

rnNTmTTn\Te^°fRD  Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  - 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby . ’  5 

Negative  .  .  ^ 

THE  RESOLUTION  :ne"  ”d  Kenion'  "  . 

(551-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Mrs.  Christine 
1  owns,  owner,  filed,  April  19,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  24  Eighth  avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  No 
87414-LC,  dated  March  23,  1924,  reads: 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank,  and  discontinue  the  further 
storage  and  use  of  fuel  oil  at  the  above  premises”" 

and 


Whereas,  the  building  is  non-fi reproof,  four  stories  in 
height,  25  ft.  by  60  ft.  in  area;  OCCUPIED  as  a  dwellnig- 
and 

Whereas,  the  appellant  has  installed  a  fuel  oil  burning 
system  in  accordance  with  the  rules  of  the  board  of  stand¬ 
ards  and  appeals,  excepting  that  the  burner  is  a  Nokol 
Automatic  Burner,  and  requests  acceptance  of  this  in¬ 
stallation. 

Resolved,,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  far  as  it  affects  the  use  of  the  burner. 
011  condition  that  the  installation  of  the  fuel  oil  burning 
equipment  shall  comply  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  in  all  other  respects. 


;  PELLANT — H.  G.  Vogel  Company,  for  Wilson  Pa¬ 
per  Stock  Company,  owner. 

BJECT-  Appeal  from  decision  of  fire  commissioner. 

EMISES  AFFECTED1 — 452-454  West  19th  street,  Man¬ 
hattan. 

I  PEAR ANCES— None. 

TION  OF  BOARD — Appeal  withdrawn. 

E  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Boul¬ 
ton,  Kerby,  Holland  and  Connell  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


-24-A. 

PELLANT — James  T.  Lee,  for  Shelton  Holding  Cor- 

poration,  owner. 

JECT  Appeal  from  orders  of  fire  commissioner. 
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552-24- A. 

APPELLANT — Cornell  Utilities  Co.,  for  Mrs.  A.  C.  God¬ 
dard,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 11611  Eightv-ninth  avenue, 
Woodhaven,  Queens. 

APPEARANCES— 

For  Appellant :  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . ' .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion’ !  2 


MINUTES 


THE  RESOLUTION : 

(552-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Mrs.  A.  C.  God¬ 
dard,  owner,  filed,  April  19,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect-  . 
ing  premises  11611  Eighty-ninth  avenue,  Borough  of  Queens ; 

and  .  .  T 

Whereas,  the  order  of  the  fire  commissioner,  No. 

87408-UC,  dated  March  22,  1924,  reads: 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further 
storage  and  use  of  fuel  oil  at  the  above  location.  , 

and  .  .  , 

Whereas,  the  building  is  frame,  two  stories  in  height, 
25  ft.  by  43  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  the  appellant  has  installed  a  fuel  oil  burning 
system  in  accordance  with  the  rules  of  the  board,  of 
standards  ond  appeals,  excepting  that  the  burner  is  a 
Nokol  Automatic  Burner,  and  requests  acceptance  of  this 

installation.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted  only  so  far  as  it  affects  the  use  of  the  burner, 
on  condition  that  the  installation  of  the  fuel  oil  burning 
equipment  shall  comply  with  the  fuel  oil  rules  of  the 
board  of  standards  and  appeals  in  all  other  respects. 

557-24-A. 

APPELLANT — Henry  C.  Harrington,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 311-315  100th  street,  Brooklyn. 
APPEARANCES— 

•For  Appellant:  Saul  J.  Berger. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Roulton.  Holland,  Kerby,  Connell  and  Fire 

Chief  Kenlon  .  7 

Absent  . ; .  ® 

THE  RESOLUTION: 

(557-24-A) 

Whereas,  Henry  G.  Harrington,  owner,  filed,  April  21, 
1924,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  311-315 
100th  street.  Borough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  513-24,  dated  April  5,  1924,  reads: 

“1.  Burner  must  be  of  a  tvpe  approved  by  the 
Board  of  Standards  and  Appeals. 

“2.  Storage  tanks  must  be  either  buried  or  enclosed 
as  per  Rule  No.  19  and  conform  to  construction 
requirements  of  Rule  No.  20.” ;  , 

and  .  . 

Whereas,  the  building  is  frame,  two  stories  m  height. 
24  ft.  by  31  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  appellant  has  installed  a  “Universal  Oil 
Burner”  in  the  fuel  oil  burning  system,  and  reciuests  a  90 
dav  permit,  pending  an  inspection  by  the  board. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


566-i24-A. 

APPELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  John  C.  Wiarda  &  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 259-273  Greene  street,  Brook¬ 
lyn  FT! 


APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Holland,  Connell  and  Fire  Chief  Kenlon.  5 

Negative  .  0 

Absent:  Messrs.  Beatty  and  Kerbv .  2 

THE  RESOLUTION : 

(566-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Evelyn  B.  Scott,  owner,  filed,  April  22,  1921, 
an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  259-273  Greene 
street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner  dated 
March  10,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2J^  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en¬ 
closure.  Each  outlet  to  be  provided  with  sufficient 
feet  of  2J4  inch  standard  hose  attached  thereto.  *  * 

and 

Whereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing,  one,  three  and  four  stories  in  height,  with  a  frontage 
of  138  ft.  on  Freeman  street,  162  ft.  on  Provost  street 
and  123  ft.  on  Greene  street;  OCCUPIED  for  the  manu¬ 
facture  of  bone  dust,  33  persons  in  entire  building;  and 
Whereas,  appellant  contends  the  excess  area  exists  on 
the  1st  story  only  and  it  is  subdivided  into  separate 
smaller  area  by  brick  walls  with  openings  protected  by 
fire  doors ;  the  2nd  and  3rd  stories  totaling  9,400  sq.  ft., 
the  4th  story,  4,400  sq.  ft. ;  that  the  building  faces  on  three 
streets ;  protected  by  a  watchman  service  and  a  fire  alarm 
and  that  there  is  a  2  in.  riser  with  hose  outlets  in  the  four- 
story  section  of  the  premises ;  that  the  building  faces  or 
three  streets. 

Resolved,  that  the  order  of  the  fire  commissioner  be1 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby1 
is  granted  only  so  long  as  the  existing  conditions  as  to 
the  subdivided  floor  areas  remain  substantially  unchanged 
and  on  further  condition  that  all  openings  in  the  dividing 
wall  at  the  easterly  side  of  building  shall  be  provide( 
throughout  with  approved  fire  doors  at  each  side. 


575-24-A. 

APPELLANT — Louis  Kasoff,  for  John  A.  Bischoff 
owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 440  Sixth  avenue,  L.  I.  City 
Queens. 

APPEARANCES— 

For  Appellant:  Arthur  B.  Lewis,  Louis  Kasoff 
For  Administration :  Inspector  Lynch  of  fire  de 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  1 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Connell  and  Fire  Chief  Kenlon  .. 

Absent :  Messrs.  Beatty  and  Kerby . 

THE  RESOLUTION : 

(575-24-A) 

Whereas.  Louis  Kasoff,  for  John  A.  Bischoff.  owner 
filed,  April  24,  1924,  an  appeal,  with  the  board  of  appeal1 
from  an  order  of  the  fire  commissioner,  affecting  prem 
ises  440  Sixth  avenue,  Borough  of  Queens ;  and 
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\\  hereas,  the  order  of  the  fire  commissioner,  No 
7949-LC,  dated  April  5,  1924,  reads: 

“3.  Separate  boiler  from  remainder  of  building  by 
unpierced  wall  of  solid  masonry  at  least  8  in.  in  thick¬ 
ness.  Entrance  to  boiler  room  to  be  from  exterior 
of  building  only.  Chap.  10,  Sec.  159-1,  Code  of  Ord.”  ■ 
id 

Whereas,  the  building  is  noil-fireproof,  two  stories  and 
•liar  in  height,  20  ft.  by  68  ft.  in  area.  OCCUPIED: 
ellar,  two-car  garage  and  boiler  room,  and  dwellings 

>ove;  and 

Whereas,  appellant  proposes  to  cover  the  cellar  side  of 
e  partition,  at  the  westerly  side  of  the  garage  section 
ith  26  gauge  sheet  metal ;  and  further  contends  that  the 
ction  of  the  code  relative  to  this  order  is  not  applicable 
private  garages  in  dwellings. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
nied. 

7-24- A. 

PPEILLANT— Samuel  Rosenblum,  for  Minister,  Elders 
and  Deacons  of  the  Reformed  Low  Dutch  Church 
of  Harlem,  owner. 

JBJECT  Appeal  from  orders  of  fire  commissioner. 
REMISES  AFFECTED— 2226-2234  Third  avenue,  Man¬ 
hattan. 

>PEARANCES — 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

oTION  OF  BOARD — Appeal  granted  on  condition. 
JNDITIONS — As  specified  in  resolution. 

IE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 


Holland,  Connell  and  Fire  Chief  Kenlon.  5 

Negative  .  0 

Absent :  Messrs.  Beatty  and  Kerby .  2 

THE  RESOLUTION: 

(577-24-A) 


Vhereas,  Samuel  Rosenblum,  for  Minister,  Elders  and 
aeons  of  the  Reformed  Low  Dutch  Church  of  Harlem, 
ners,  filed,  April  24,  1924,  an  appeal,  with  the  board 
appeals,  from  orders  of  the  fire  commissioner,  affect- 
premises  2226-34  Third  avenue,  Borough  of  Man- 
tan  ;  and 

Vhereas,  the  orders  of  the  fire  commissioner,  dated 
>ruary  25,  1924,  read: 

“No.  55063-F : 

.  L  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  *  ”  • 
“No.  55064-F : 

1.  Comply  with  one  of  the  following  alternatives 
required  by  Section  21,  Chapter  12,  Code  of  Ordi¬ 
nances. 

.  “A-  Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system 
of  time  detectors  to  properly  record  the  movements 
of  the  watchman,  or 

B.  Provide  an  approved  automatic  thermostatic  fire 
alarm  system  to  cover  all  portions  of  the  premises, 
this  equipment  shall  be  local  in  character  and  shall 
be  connected  to  the  interior  fire  alarm  system  installed 
in  the  lodging  house.” ; 

hereas,  the  building  is  non-fireproof,  two  stories  in 
ht,  126  ft.  bv  150  ft.  irregular  (about  15,000  sq.  ft.) 
rea.  OCCUPIED:  1st  story,  stores;  2nd  story,  lodg- 
house,  243  persons ;  and 

hereas,  appellant  contends  an  order  similar  to  No. 
3-F  was  rescinded  by  the  bureau  of  fire  prevention 
ebruary,  1919,  and  conditions  on  premises  are  un¬ 


changed;  and  further  contends  that  there  is  a  watchman 
service  with  timp  detectors  maintained  on  the  2nd  storv 
but  as  the  1st  story  consists  of  stores,  locked  at  night  this 
service  cannot  be  maintained  throughout  the  building.’ 

Resolved. ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  ratifying  the  recommendation  of  the 
fire  prevention  bureau  of  February  15,  1919,  and  that  the 
appeal  be  and  it  hereby  is  granted  as  to  Order  No.  55063- 
item  No.  1,  on  condition  that  the  stipulations  of  said 
action  be  complied  with;  and  that  the  order  of  the  fire 
commissioner,  No.  55064-F,  be  affirmed ,  and  the  appeal  as 
to  this  order  be  denied. 


66-24-A. 

APPELLANT  Kotzen  Lumber  Corporation,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 270-282  Powell  street.  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  J.  Winorsky,  Mrs.  Annie  Kotzen 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD' — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  . ’’’’’  0 

Absent :  Mr.  Beatty .  j 

THE  RESOLUTION 

(66-24-A) 

Whereas,  Kotzen  Lumber  Corporation,  owner,  filed, 
January  17,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  270-282  Powell  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
December  24,  1913,  reads : 

“1.  Provide  a  brick  wall  18  ft.  high  separating 
lumber  yard  adjoining  on  north,  and  southerly  end 
separating  frame  and  brick  buildings.  Sec.  776,  Greater 
New  York  Charter.”; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground 
having  a  frontage  of  175  ft.  on  Powell  street  and  a  depth 
of  100  ft.,  upon  which  is  located  the  lumber  yard  of 
the  Kotzen  Lumber  Corp.,  consisting  of  four  lumber  piles, 
two  lumber  sheds,  two  one-story  brick  buildings  and  five 
driveways  running  front  to  rear  of  premises;  and 

Whereas,  appellant  contends  that  the  nearest  exposure 
to  the  south  is  a  two-story  brick  dwelling  with  an  un¬ 
pierced  wall  towards  the  lumber  yard  and  to  the  west 
are  two-story  and  basement  frame  dwellings  about  40  ft. 
from  the  rear  lot  line  and  separated  from  lumber  yard 
by  open  yards,  and  that  he  proposes  to  remove  the  lumber 
piled  at  the  northerly  end  of  the  yard  to  space  now 
occupied  by  the  adjacent  driveway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  lumber  pile  throughout  the 
premises  shall  exceed  12  ft.  in  height,  and  on  further 
condition  that  no  lumber  pile  shall  be  maintained  within 
16  ft.  of  any  structure  on  adjoining  premises,  and  that 
approved  water  casks  shall  be  provided  at  the  head  of 
each  driveway. 

214-24-A. 

APPELLANT — Johnson  &  Berntson,  lessees. 

SUBTECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  Luvdig  place 
and  Hunt  street,  Corona,  Queens. 
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appearances— 

For  Appellant:  C.  A.  Berntson. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  _  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 
Kenlon  .  6 

Negative  . 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(214-24-A) 

Whereas,  Johnson  &  Berntson,  lessees,  for  Charmel 
Holding  Corp.,  owner,  filed,  February  11,  1924,  an  appeal, 
with  the  board  of  appeals,  from  orders  of  the  fire  com¬ 
missioner,  affecting  premises  northeast  corner  of  Luydig 
place  and  Hunt  street,  Corona,  Borough  of  Queens;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  De¬ 
cember  28,  1923,  read: 

‘  Order  No.  51438-F :  ...  .  , 

“1  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2J4  inch  regulation  fire  de¬ 
partment  outlets  on  each  story  (including  basements, 
cellar  and  roofs)  placed  within  main  stairway  enclo¬ 
sure),  each  outlet  to  be  provided  with  sufficient  feet 
of  2 ]/2  inch  standard  hose  attached  thereto.” 

“Order  No.  51439-F: 

“1  Provide  brick  walls  on  both  sides  of  building 
in  center  of  lot  at  northeast  corner  Lydig  Place  and 
Hunt  Street*  section  776,  Greater  New  York  Charter.  ; 

Whereas,  the  premises  consist  of  a  plot  of  ground,  situ¬ 
ated  on  the  northeast  corner  of  Hunt  street  and  Lydig 
place  Corona,  on  which  is  located  the  plant  of  the  John¬ 
son  and  Berntson  Lumber  Co.,  consisting  of  an  iron-clad 
shed  100  ft.  by  100  ft.  in  area;  OCCUPIED  for  the  storage 
of  lumber;  a  2J4  story  frame  mill  and  shed  adjoining  an 
open  yard  with  a  concrete  shaving  vault;  and 

Whereas,  appellant  contends  that  the  premises  are  prac¬ 
tically  isolated,  that  there  are  fire  hydrants  easily  acces- 
sib’e.  that  to  provide  the  standpipe  and  brick  wall  would 
he  a  great  hardship,  that  the  housekeeping  conditions  are 
good  and  that  no  loose  materials  are  maintained. 

'  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
vt  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
wanted  so  long  as  the  surrounding  conditions  with  respect 
to  the  adjoining  premises  remain  unchanged  and  that  the 
layout  of  the  premises  as  indicated  on  plans  remain  sub¬ 
stantially  unchanged. 


1924,  an  appeal,  with  the  board  of  appeals,  from  orders 
of  the  fire  commissioner,  affecting  premises  873-883  Lexing¬ 
ton  avenue,  Borough  of  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
February  11,  1924,  read: 

“Order  No.  54680-F: 

“1.  Provide  a  watchman  and  approved  system  of  time 
detectors  to  record  the  movements  of  watchman.” 

“Order  No.  54681-F :  .  ,  .  , 

“1.  Provide  a  wall  8  in.  thick  and  18  ft.  in  height 
at  the  northeast  and  west  side  of  yard.  Section  776, 
Greater  New  York  (Charter.” ; 

and  .  >  1 

Whereas,  the  premises  consist  of  a  plot  of  ground,  120 
ft.  by  100  ft.  in  area;  OCCUPIED  as  a  lumber  yard, 
three  frame  lumber  sheds,  a  two-story  brick  office  and 
dwelling,  with  a  frame  shed  in  the  rear  and  two  drive¬ 
ways  with  a  cross-connecting  driveway  at  the  rear;  and 
WTiereas,  appellant  contends  that  the  adjoining  premises 
to  the  east  has  an  unpierced  brick  wall  facing  the  lumber 
yard;  that  to  the  south  and  west  there  are  vacant  lots 
and  to  the  rear  open  yards  of  dwellings,  with  the  nearest 
exposure  20  ft.  away,  and  further  contends  that  there 
would  be  great  hardship  in  providing  the  brick  wall  re¬ 
quired  and  that  he  proposes  to  provide  water  tanks  and 
buckets 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
54681-F,  be  and  it  hereby  is  modified,  and  the  appeal  as  to 
this  order  be  and  it  hereby  is  granted  so  long.  as.  the  con¬ 
ditions  as  to  the  layout  of  the  premises  as  indicated  on 
plans  filed  with  this  case  remain  substantially  unchanged: 
and  that  Order  No.  54680-F  of  the  fire  commissioner  be 
affirmed,  and  the  appeal  as  to  this  order  denied. 


‘>gg_24- A. 

APPELLANT— George  H.  Miller,  owner. 

SUBJECT — Appeal  from  orders  of  the  fire  commissioner. 
PREMISES  AFFECTED — 873-883  Lexington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  George  H.  Miller. 

For  Administration:  Inspector  Maher  of  file  de¬ 
department.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  ,  „  „  u 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  jj 

Negative  .  ® 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(288-24-A) 

Whereas,  George  H.  Miller,  owner,  filed,  February  25, 


289-24-A. 

APPELLANT— La  Tuga  Lumber  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2384-2396  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  M.  La  Tuga. 

For  Administration:  Inspector  Maher  of  fire  de- 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  .  ® 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(289-24-A) 

Whereas,  La  Tuga  Lumber  Co.,  Inc.,  owner,  filed,  Febru¬ 
ary  25,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  2384- 
2396  Fulton  street,  Brooklyn ;  and  •  t '  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 

December  27,  1923,  reads: 

“1.  Provide  a  fireproof  brick  wall  at  least  18  it. 
high  on  the  South  and  West  property  lines.  Sec. 

776,  Greater  New  York  Charter.  *  * 

Whereas,  the  .premises  consist  of  a  plot  of  ground  75 
ft.  by  100  ft.  in  area;  OCCUPIED  as  a  lumber  yard,  ,°£ 
which  are  located  four  lumber  sheds,  a  two-story  brick 
dwelling  and  a  one-story  building  and  two  driveways,  with 
a  cross-connecting  driveway.;  and 

Whereas,  appellant  contends  that  there  would  be  a  great 
hardship  in  providing  the  brick  wall  required,  as  there 
are  vacant  lots  to  the  east,  open  yards  to  the  south,  with 
the  exception  of  a  two-story  dilapidated  frame  building, 
occupied  as  a  stable;  that  a  concrete  wall  separates  a 
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portion  of  the  premises  at  the  rear  from  the  adjoining 
prennses  to  the  west,  which  is  also  occupied  as  3  lumber 
>ard,  and  that  the  yard  in  question  is  provided  with  40-gaI- 
I011  water  casks  and  buckets  and  none  of  the  lumber  piles 
exceeds  15  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  the  present  conditions  as  to  the  layout 
ot  the  premises  as  indicated  on  plans  filed  with  this  case 
shall  be  maintained  and  that  no  lumber  shall  be  piled 
higher  than  10  ft. 


485-24-A. 

APPELLANT — Herbert  Rohrbach,  Inc.,  owner. 

no M liV- fcTApp<;a\ ,from  order  ot  fire  commissioner. 
PREMISES  ALL ECTED — 1850-1854  Grand  Concourse 
I  he  Bronx.  ’ 

APPEARANCES— 

For  Appellant:  Albert  Rohrbach. 

IFor  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD' — Appeal  granted  on  condition. 
CONDI  1  IONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  g 

Negative  . ’  *  *  ’  .  0 

Absent:  Mr.  Beatty  .  .  j 

THE  RESOLUTION: 

(485-24-A) 

Whereas,  Herbert  Rohrbach,  Inc.,  owner,  filed,  April 
4’  1924>  a”  aPPeal,  with  the  board  of  appeals,  from  an 
order  ot  the  fire  commissioner,  affecting  premises  1850-54 
brand  Concourse,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  13,  1924,  reads: 

“1.  Discontinue  storage  and  use  of  fuel  oil  in  these 
premises  until  plans  have  been  filed  with  and  approved 
by  tins  Department  and  necessary  tests  have  been  made. 
2.  Discontinue  use  of  unapproved  burner, 
and  3  ■^scont*nue  use  °f  unapproved  pump.'  ; 

W  hereas,  the  building  is  non-fireproof,  two  stories  and 
Ss,"1**  6?  ft  by  24  ft.  (irregular )  in  area; 
ULCUPIED  as  a  furriers  shop,  10  persons  in  entire  prem¬ 
ises  ;  and 

Whereas,  appellant  contends  installing  a  fuel  oil  burn- 
■ng  system  in  accordance  with  the  rules  of  the  -board  of 
standards  and  appeals,  excepting  for  the  burner  (“Power- 

installation  thC  PUmP’  and  requests  acceptance  of  ihis 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  ninety  (90)  days  on 
!  W’1  /ha*  the  installation  of  the  fuel  oil  burning  equip¬ 
ment  shall  comply  with  the  fuel  oil  rules  of  the  board 
standards  and  appeals  in  all  other  respects. 


486-24-A. 

APPELLANT— Benjamin  Ascher,  for  Arthur  W.  Ware 
m  *  Company,  lessee. 

P R km  r q rom  order  commissioner. 

REMISES  AFFECTED— 12  East  18th  street,  Manhat¬ 
tan.  ‘ 

APPEARANCES— 

For  Appellant:  Benjamin  Ascher,  O.  Strause. 

°r  Administration:  Inspector  Lynch  of  fire  de- 
Partment. 

CoiDlTiOM,B°AARD~A.PPeal  granted  on  condition. 
bUNDITIONS— As  specified  in  resolution. 


T  HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  . 

Negative  . . 

Absent:  Mr.  Beatty  .  .  , 

THE  RESOLUTION:  .  1 

„  (486-24-A) 

Whereas,  Benjamin  Ascher,  for  Arthur  W.  Ware  & 

boarrTnf'’  ^Ied’  Apnl  4>  1924>  an  appeal,  with  the 

board  of  appeals,  from  an  order  of  the  fire  commissioner, 

Ma“*rn,Pr^rSreids:&St  1M*  S,r“''  Ma"ha*,a";  a"J 

,  .,  Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  Nitro-Cellulose  products  in  any 
building  inside  the  fire  limits  that  is  not  of  fireproof 
construction  of  more  than  three  storeis  in  height :  in 
which  sprinkler  tanks  are  smaller  than  prescribed  by 
Spunkier  Rules  and  in  which  all  vertical  openings  are 
not  protected  as  specified  by  Articles  8  and  18  of  Build¬ 
ing  Code. 

“You  are,  therefore,  ordered  to: 

1.  Remove  all  nitro-cellulose  products  on  these 
premises.  ; 
and 

Whereas  the  building  is  non-fireproof,  five  stories  in 
height,  24  ft.  6  in.  by  82  ft.  in  area;  OCCUPIED  for  the 
manufacture  of  umbrellas,  walking  sticks  and  whips,  15 
persons  in  entire  premises ;  and 
Whereas,  appellant  contends  the  celluloid  storage  vault 
is  located  on  the  roof;  and  contends  the  amount  of  cel¬ 
luloid  used  in  work  will  be  limited  to  25  pounds  and  its 
use  confined  to  the  top  story. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  on  condition  that  any  cel¬ 
luloid  storage  shall  'be  maintained  in  a  vault  equipped 
with  not  less  than  three  (3)  sprinkler  heads  on  the  roof 
and  that  not  more  than  25  lbs.  of  celluloid  to  be  in  work- 
mg  at  any  one  time  and  such  work  to  be  restricted  to  the 
5th  or  top  story,-  and  that  there  shall  be  no  exposed  open 
flame  maintained  on  the  same  floor  with  celluloid  workers, 
and  that  the  occupancy  shall  be  discontinued  on  or  before 
February  1,  1925. 


369-24-A. 

APPELLANT  Samuel  Rosenblum,  for  Wagmore  Realty 
•Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 133-135  West  25th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  g 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(369-24-A) 

Whereas,  Samuel  Rosenblum,  for  Wagmore  Realty  Co 
Inc.,  owner,  filed,  March  10,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  133-5  West  25th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
dated  February  19,  1924,  in  acting  on  Order  No.  54857-E’ 
reads : 

.  “E  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs 
per  square  inch,  extending  from  cellar  to  roof  *  *  *  ”  • 
and 
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Whereas,  the  building  is  fireproof,  nine  stories  (100  ft.) 
in,  height,  50  ft.  by  98  ft.  9  in.  in  area  at  the  1st  story 
and  50  ft.  by  87  ft.  6  in.  in  area  above;  OCCUPIED  as 
a  tenant  factory,  mostly  furriers,  40  persons  per  story; 

and  .  . 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  two  source  sprinkler  system  and  proposes  to  in¬ 
stall  a  dry  riser  with  a  capped  outlet  in  each  story,  and 
a  Siamese  connection  at  the  front  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


159-24-A. 

APPELLANT — El.  C.  F.  Koch  &  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 132-140  West  125th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  S.  G.  Uissensan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(159-24-A) 

Whereas,  H.  C.  F.  Koch  &  Co.,  owner,  filed,  January 
31,  1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of’  the  fire  commissioner,  affecting  premises  132-140  West 
125th  street,  Borough  of  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  51406- 
F,  dated  November  27,  1923,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft. 
above  neighboring  roof  at  west  side  of  building,  or 
other  approved  protection,  as  per  Sec.  18,  Chapter 
5  of  the  Code  of  Ordinances.”; 

and  .  . 

Whereas,  the  building  is  fireproof,  six  stones  in  height, 
100  ft.  by  200  ft.  in  area;  OCCUPIED  as  a  dry  goods 
store ;  and 

Whereas,  there  are  nine  windows  on  each  story  above 
the  1st  story  within  30  ft.  of  openings  in  an  adjacent  build¬ 
ing  to  the  west;  and 

Whereas,  applicant  contends  the  window  openings  in 
the  building  to  the  west  constituting  the  hazard  will  be 
sealed  by  permanently  closing  the  iron  shutters  over  same 
by  means  of  iron  bars,  and  also  contends  the  windows 
of  premises  under  question  are  protected  by  sprinkler  heads 
proximate  to  same. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal' be  and  it  hereby  is 
granted  on  condition  that  the  openings  of  the  adjoining 
premises  on  the  air  shaft  or  interior  court  are  equipped 
with  approved  self-closing  fireproof  windows. 


1335-23- A. 

APPELLANT— Simplex  Oil  Heating  Corp.,  for  Ice  Serv¬ 
ice  Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening-nappeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTEEV— 513-523  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  dismissed,  as 
burner  was  approved  by  the  board. 


THE  VOTE  TO  DISMISS  REQUEST  FOR  REOPEN¬ 
ING— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative  . .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon  . .  2 


1395-23-A. 

APPELLANT — Simplex  Oil  Heating  Corp.,  for  C.  &  K. 
Construction  Co.,  owner. 

SUBJECT — Application  for  reopening— appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— 545-551  Ocean  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  dismissed,  as 
burner  was  approved  by  the  board. 

THE  VOTE  TO  DISMISS  REQUEST  FOR  REOPEN¬ 
ING— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 


489-23- A.  |  ; 

APPELLANT — John  W'anamaker  Co.,  owner. 

SUBJECT— Application  for  extension  of  permit  (re:  ap¬ 
peal  from  decision  of  fire  commissioner). 
PREMISES  AFFECTED— 772-786  Broadway,  71-91  East 
9th  street,  60-70  East  10th  street  and  60-72  Fourth 
avenue,  Manhattan. 

APPEARANCES — None. 

ACTION  OF  BOARD — Granted  90-day  extension  of  tem¬ 
porary  permit. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TEMPO¬ 
RARY  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative  . . . 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  i 

THE  RESOLUTION : 

(489-23-A) 

Whereas,  John  Wanamaker  Co.,  filed,  April  20,  1923 
an  appeal,  with  the  board  of  appeals,  from  a  decisioi 
of  the  fire  commissioner,  affecting  premises  772-786  Broad 
way,  71-91  East  9th  street,  60-70  East  10th  street  and  60-71 
Fourth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 
"The  use  of  a  fuel  oil  burning  equipment  may  no 
be  permitted  in  a  building  of  hazardous  occupancy.” 

and  ,  . 

Whereas,  the  building  is  fireproof,  six  stories  in  height 
301  ft.  6  in.  by  334  ft.  9  in.,  irregular  in  area ;  OOCUPIEI 
as  a  department  store;  and 

Whereas,  pending  the  action  of  the  board  of  appeal 
on  the  case,  the  appellant  requests  permission  to  operat 
his  plant  for  a  period  of  90  days  at  his  own  risk ;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  it 
meeting  May  13,  1923,  October  23,  1923,  December  11 
1923,  and  April  29,  1924,  for  a  temporary  period  of  9 
days  and  appellant  requested  an  extension  of  this  periw 
and  has  requested  a  further  extension. 

Resolved,  that  the  board  of  appeals  does  hereby  gran 
a  temporary  permit,  for  a  period  of  ninety  (90)  days  fror 
the  date  of  this  action,  at  the  operator’s  own  risk,  fo 
fuel  oil  burning  plant,  equipped  in  accordance  with  th 
rules  of  the  board  of  standards  and  appeals,  subject  t 
inspection  by  a  committee  of  the  board. 


1544-22- A.  o  _ 

APPELLANT— Robert  D.  Rohn,  for  R.  H.  Macy  &  Co 
Inc.,  owner.  . 

SUBJECT— Application  for  reopening— appeal  from  deci 
sion  of  fire  commissioner. 
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PREMISES  AFFECTED — 1323-1327  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Fraiik  Vitolo. 

AC  1  ION  Oh  BOARD — Granted  90-day  extension  of  tem¬ 
porary  permit. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TEMPO¬ 
RARY  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative  .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION  : 

(1544-22-A) 

Whereas,  Robert  D.  Kohn,  for  R.  H.  Macy  &  Co.,  Inc., 
owner,  filed,  December  22,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  1323-27  Broadway,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner  reads: 

“11.  Fuel  oil  equipments  are  not  permitted  in  build¬ 
ing  of  hazardous  occupancies.”; 
and 

Whereas,  the  building  is  fireproof,  ten  and  nineteen 
stories  in  height,  197  ft.  6  in.  by  505  ft.  in  area;  OCCU¬ 
PIED  as  a  department  store,  basement  and  sub-basement, 
shipping;  1st  to  7th  stories,  department  store;  upper  stories, 

stock;  and 

Whereas,  appellant  has  installed  a  fuel  oil  burning 
equipment  and  claims  this  equipment  conforms  to  the  re¬ 
quirements  of  the  fuel  oil  rules;  and 
Whereas,  a  committee’s  report  which  was  adopted  "rec¬ 
ommends  that  fireproof  walls  of  approved  masonry,  as 
indicated  on  plans  filed  March  20,  1923,  in  this  appeal,  be 
completed  in  accordance  with  said  plans,  isolating  the 
boiler  room,  by  at  least  two  fireproof  intervening  walls, 
from  any  other  part  of  the  building  in  which  merchan¬ 
dise  is  handled  or  material  stored  as  part  of  the  depart¬ 
ment  store  business,  any  openings  in  the  said  walls  to  be 
equipped  with  self-closing  fireproof  doors,  as  indicated  on 
said  plans  and  providing  egress  from  the  boiler  room 
which  in  no  case  passes  through  any  room  used  for  mer¬ 
cantile  storage  or  purposes;  and,  on  further  condition,  in 
granting  this  appeal,  that  the  appellant  install  a  ventilat¬ 
ing  system,  separate  and  independent,  for  the  boiler  room, 
discharging,  through  metal  duct,  directly  to  the  outer  air 
above  the  roof,  and  exhausting  by  means  of  a  power 
driven  fan  of  not  less  than  25  h.  p.,  so  that  any  smoke, 
developing  from  any  cause  in  the  boiler  room,  would  dis¬ 
charge  above  the  roof  of  the  main  building;  and  on 
further  condition  that  a  mechanical  automatic  control  be 
installed  on  the  discharge  line  from  the  pumps,  arranged 
:o  close  down  the  pump  on  the  cessation  of  flame  in  the 
ore  box  or  any  fracture  of  oil  supply  line;  that  the  in¬ 
stallation  comply  in  all  other  respects  with  the  Fuel  Oil 
;vules  of  (the  Board  of  Standards  and  Appeals,  and  that 
ippellant  obtain  the  necessary  permits  for  the  installation 
>f  fuel  oil  burning  equipment,  in  accordance  with  said 
uel  Oil  Rules,  together  with  a  certificate  from  the  Su- 
>erintendent  of  Buildings” ;  and 
Whereas,  this  appeal  was  granted  by  the  board  at  its 
neeting  Alay  22,  1923,  but  appellant,  unable  to  finish  the 
cork  within  the  60  day  period  granted,  requests  under  date 
■f  February  6,  1924,  and  under  date  of  June  16,  1924,  an 
xtension  of  time  for  90  days. 

Resolved,  that  the  decision  of  the  fire  commissioner,  Item 
1,  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
ereby  is  granted  on  condition  that  the  stipulations  set 
:>rth  in  the  foregoing  report  be  complied  with ; 

Resolved,  further,  that  the  temporary  permit  for  the  in- 
tallation  pending  approval  of  plans  be  extended  for  90 
a>s  from  the  date  of  this  action  at  owner’s  risk. 


1212-22-BZ  BUILDING  ZONE  CASES. 

APILICANI  James  P.  Whiskeman,  for  Willis  F  Har¬ 
ding,  owner. 

SUBJECT-Application  (re:  decision  of  superintendent  of 
buildings)  to  permat  in  a  business  district  the  erec- 

hicles  3  gaiage  for  more  than  five  (5)  motor  ve- 

1  REMISES  AFFECTED— Southeast  corner  of  Webster 
*VCnUe  and  Depot  squarc>  South’  The  Bronx. 

APPEARANCES— 

For  Applicant:  James  P.  Whiskeman 
For  Opposition:  None. 

AC  1  ION  OF  BOARD— Laid  over  to  July  15,  1924,  at 
10  a.  m. ,  to  check  consents. 

176-24-BZ. 

APPLICANT— Michael  A.  Cardo,  for  Giuseppa  Daniele, 

SUBJECT— Application  (re:  decision  of  superintendent  of 
juildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building  used 
m  part  for  business  purposes. 

PREMISES  AFFECTED — 237  East  203rd  street  The 
Bronx.  ’ 

APPEARANCES— 

For  Applicant:  Michael  A.  Cardo. 

For  Opposition:  None. 

roTlM  T T n \r  qB0^?D  Application  granted  on  condition. 

B  specified  in  resolution. 

1  HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  R 

Negative  . o 

Absent:  Mr.  Beatty  ...  , 

THE  RESOLUTION:  . 

(176-24-iBZ) 

Whereas  Michael  A.  Cardo,  for  Giuseppa  Daniele, 
owner,  filed,  February  4,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  dis¬ 

trict  the  alteration  and  extension  of  an  existing  building, 
used  m  part  for  business  purposes ;  premises  237  East 
203rd  street,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
Jy  Re  board  of  appeals,  at  its  regular  meeting,  June  24, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  202nd  street,  East  203rd 
street  and  Valentine  avenue  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  18,  1924,  in  acting  on  Alteration  Appli¬ 
cation  No.  13-24,  reads: 

“1.  Extension  of  a  business  building  into  a  resi¬ 
dential  zone  is  unlawful.” ; 

and 

W;Hereas,  the  existing  building  situated  on  the  westerly 
portion  of  the  plot  is  frame,  two  stories  and  basement  in 
height,  23  ft.  by  61  ft.  in  area;  OCCUPIED:  Basement, 
bakery  ;  1st  story,  store  and  .dwellings ;  2nd  story,  dwell¬ 
ings;  it  is  proposed  to  cover  the  remainder  of  the  lot  (15 
ft.  by  88  ft.)  with  a  one  story  extension,  to  be  used  as 
stores  and  dwelling;  and 

Whereas,  under  the  provisions  of  section  7,  subdivi¬ 
sion  A,  the  board  is  empowered  to  act. 

I\csol ecd ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
proposed  extension  shall  be  limited  to  a  one-story  structure  • 
that  the  northerly  gable  wall  shall  be  unpierced  throughout 
its  entire  height  and  length;  that  all  permits  necessary 
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for  the  prosecution  of  the  work  shall  be  obtained  within 
nine  months  and  the  building  completed  within  eighteen 
months  from  .the  date  of  this  action;  and  that  there  shall 
be  no  projecting  sign  hung  or  exposed  on  the  203rd  street 

front  of  the  building. 

291-24-BZ.  .  . 

APPLICANT— Henry  J.  Nurick,  for  Michael  Fox,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  o 
buildings)  to  permit  in  a  business  distncttheerec- 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — '925-931  Franklin  avenue, 

Brooklyn. 

APPEARANCES—  _  _  , 

For  Applicant:  William  h.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

I  HE  V°TE^tiye;  Chairman  Walsh,  Messrs. 

Holland,  Kerby,  Connell  and  tire  Chief  ^ 

Kenlon  .  Q 

Negative  .  x 

Absent:  Mr.  Beatty  . 

THE  RESOLUTION : 

(291-24-BZ) 

Whereas  Henry  J.  Nurick,  for  Michael  Fox  owner, 
filed  February  25,  1924,  an  application,  ,under  ^ .build- 
ing  zone  resolution,  to  permit  m  a  business  disl trtet  the 
erection  and  maintenance  of  a  garage  Jorthe  storage 
of  more  than  five  motor  vehicles;  premises  925-31  Fra 

lnWHEREAS  a r  pub  he  hearing  was  held  on  this  application 
bAe Ti'd  o?  appeals,  at  its  regular  meetmg  June  U 
1924  after  due  notice  by  publication  in  the  bulletin  ol  tne 

Board  of  Standards  and  Appeals ,  and 

W  hereas  the  use  district  maps  accompanying  the  bui 

ri’olAn  show  that  Franklin  avenue  is  a  busmess 

diWHER^AS  the* decis^on'of 1  the  superintendent  of  buildings, 
rendered  February  15,  1924,  in  acting  on  Application  No. 

245°-24,^  readsjd  ^  ^  brick  ga  for  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to 
Art.  II,  Sec.  4  (a)  of  the  Code.  ; 

“whereas,  the  proposed  building  «  to  be  of  nou-fire- 

0Prt0OorSCa  depth  oef  CVAS^ed  as  a  garage 

‘“WZLf oVnhtoi,re“et  betwe^t  the  int^ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 

fiV Revived,  Thafthe  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula- 
.  ref  hnildine  zone  resolution,  and  that  the  appnea 
t.ons  of  the  °  ^  condition  that  the 

buMing  re  trlSed  L  a  one  story  structure  above  grade; 
that^the  rear  and  gable  walls  shall  be  unpierced  throughout 
theh  entire  hShf  and  length;  that  all  permits  necessary 
for  the  orosecution  of  the  work  shall  be  obtained  within 
nine  months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action;  that  any  brick  work 
oi  ihe  front  elevation  shall  be  of  faced  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings. 

APPLICANT-James  E.  Connaughton,  for  Walter  Glo- 

wacki,  owner.  .  .  .  „  ,  .  r 

SUBJECT— Application  (re:  decision  of  superintendent  o 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  building 

i  .  _ _ 1  i"  ~  Kn nop e 


PREMISES  AFFECTED— 26  Stratton  avenue,  Baysidt 
Queens. 

APPEARANCES— 

For  Applicant:  James  E.  Connaughton  and  Waite 
Glowacki. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  conditioi 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  | 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Beatty  . . . 

THE  RESOLUTION :  ' 

(324-24-BZ) 

Whereas,  Janies  E.  'Connaughton,  for  Walter  Glowacl 
owner,  filed,  February  29,  1924,  an  application  under  tl 
building  zone  resolution,  to  permit  in  a  residence  distri 
the  erection  of  an  addition  to  a  business  building;  prer 
ises  26  Stratton  avenue,  Bayside,  Borough  of  Queen 

and  .  ..  . 

Whereas,  a  public  hearing  was  held  on  this  applicatK 
by  the  board  of  appeals,  at  its  regular  meeting,  June 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  ti 
Board  of  Standards  and  Appeals;  and  ... 

Whereas,  the  use  district  maps  accompanying  the  bun 
ing  zone  resolution  show  that  Stratton  avenue  and  Vern 
avenue  are  residence  districts  and  Bell  avenue  is  a  bu. 

ness  district;  and  . 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  February  10,  1924,  in  acting  on  Alt.  Applicati 

No.  3285-24,  reads:  .  . 

“1.  Extension  of  building  for  business  is  prohibit 

in  residence  district  by  the  Zone  Law.” ; 

and 

Whereas,  the  existing  building  is  frame,  two  stor 
and  basement  in  height,  and  20  ft.  by  38  ft.  (irregula; 
in  area.  Occupied:  Basement,  bakery;  1st  story,  stc 
and  dwelling  above;  it  is  proposed  to  build  at  the  weste: 
side  of  the  building  an  “L”  shaped  extension  38  ft.  by 
ft.  in  area,  extending  4  ft.  above  grade,  this  extensi 
to  form  part  of  the  cellar  bakery;  and  .  , 

Whereas,  under  the  provisions  of  section  7,  subdivisi 
A,  the  board  is  empowered  to  act. 

Resolved ,  that  the  board  of  appeals  does  hereby  me 
a  variation  in  the  application  of  the  use  district  regu, 
tions  of  the  building  zone  resolution,  and  that  the  apph 
tion  be  and  it  hereby  is  granted  on  condition  that 
proposed  extension  shall  be  restricted  to  the  dimensie 
stated  in  the  appeal  papers  filed  in  this  case,  and  : 
extreme  width  on  the  front  of  the  addition  shall  not 
more  than  10  ft.,  and  the  building  shall  not  exceed  a  hen 
of  4  ft.  above  grade;  and  that  all  permits  necessary 
the  prosecution  of  the  work  shall  be  obtained  witlun  n 
months  and  the  building  completed  within  eighteen  mon 
from  the  date  of  this  action. 


88-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Franklin  Qua. 
Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
buildings)  to  permit  in  a  business  district  the  er 
tion  and  maintenance  of  a  garage  for  the  stor' 
of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED— 40-48  Hull  street,  Brook' 

APPEARANCES- 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  granted  on  condit 
CONDITIONS— As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Holland,  Kerby,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  . . ! . .  .  0 

Absent:  Mr.  Beatty  .  .  1 

THE  RESOLUTION: 

(88-24-BZ) 

Whereas,  William  F.  Doyle,  for  Franklin  Quincy,  Inc. 
owner,  filed,  January  21,  1924,  an  application,  under  the 
ui  ding  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
ot  more  than  five  motor  vehicles;  premises  40-48  Hull 
street,  Brooklyn ;  and 

Whereas  a  public  hearing  was  held  on  this  application 

r0arf  °f  a?Pea,s-  at  lts  regular  meeting,  June  24 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hull  street,  Nulton  street 
and  Saratoga  avenue  are  business  districts;  and 

V  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  December  28,  1923,  reads : 

“Proposed  one  story  brick  public  garage  in  a  busi¬ 
ness  district  is  contrary  to  Art.  II,  Par.  4  fa)  of 
the  Zone  Resolution.”;  ^  ' 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  one  story  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  80  ft.,  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affbcted. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
aPPlication  of  the  use  district  regula- 
th?  building  zone  resolution,  and  that  the  applica- 
tSr  an,d  „ltLher,?by  1S  granted  on  condition  that  the 
thp  r'ft  S  la”  ^  f  lmjted  to  a  one-story  structure ;  that 

td  J?Ct  fr°nt  °f  the  buiIding  slha11  be  restricted 

and  maintained  as  stores  of  not  less  than  30  ft.  in  depth 

thfearat  ^  UnVfV?ed  walIs  of  approved  masonry  from 

i  unntrr^refu°f  t  stru9.tu.re  -  that  lthe  ^ble  walls  shall 
f  ,  ^pe/C€d  throughout  their  entire  height  and  length- 

far^hK-fl  l  eVaJ-°n  0n  HuI1  Street  sha11  be  finished  Sth 
and  dt8brf1Ckif nd  ar<:hltecturaI  terra  cotta  or  stone  trimmings  ; 
work IhJ ITT*  nfce^ry  [or  the  prosecution  of  the 
inc  rnmn  b5?-ned  nme  months  and  the  build- 

thfs  action  Hm  Clghteen  months  from  the  date  of 


THE  RESOLUTION: 

(255-24-BZ) 

ow^ES'  William  C.  Winters,  for  Kalman  Pincus, 

h  fildW  Cd’  FebriJarJ  19>  1924>  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  one-story  extension  to 
lie  used  for  business  purposes ;  premises  499-501  Grant  ave¬ 
nue.  Borough  of  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  ^  heREas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grant  avenue  is  a  residence 
district  and  Liberty  avenue  is  a  business  district;  and 
j hereas,  the  decision  of  the  superintendent  of  buildings 

1 Co"fd  ^a"uary  30’  1924>  in  acting  on  Application  No! 
1876-24,  reads: 

“Proposed  one  story  brick  extension  to  be  used  as  a 
store  in  a  residence  district  is  contrary  to  Art  II 
Sec.  3  of  the  Zone  Resolution.”-  ’ 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  40  ft.  by  70  ft.  in 
area,  to  be  occupied  for  store  purposes  as  an  extension  to 
a  proposed  building  on  Liberty  avenue;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


255-24-BZ. 

APPO ^J~WiIHam  C  Winters>  for  Kalman  Pincus, 

SUBJECT— -Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  one-story  extension 
to  be  used  for  business  purposes 

’REMISES  AFFECTED  199-50 1  Grant  avenue,  Brook- 

lyn. 

APPEARANCES— 

Por  Applicant :  Newton  G.  Avrutis. 

For  Opposition:  E.  A.  Deutschman,  Mary  Rior- 
dan  and  others. 

ACTION  01-  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Beatty  . 1 


334-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Daniel  Meenan, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner  of  172nd 
street  and  Plimpton  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle  and  Philip  J. 
Sinnott. 

For  Opposition :  Isreal  Dubrian,  John  C.  Wait,  Pat¬ 
rick  A.  Bolger,  Paul  Noe.  Chas.  S.  Weinthal, 
Thomas  Dwyer,  Katherine  Beck  and  others. 
ACTION  OF  BOARD1 — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Holland  .  1 

Negative:  Chairman  Walsh,  Messrs  Boulton, 
Kerby,  Connell  and  Fire  Chief  Kenlon  . .  5 

Absent :  Mr.  Beatty  .  i 

THE  RESOLUTION: 

(334-24-BZ) 

Whereas,  William  F.  Doyle,  for  Daniel  Meenan,  owner, 
filed,  March  3,  1924,  an  application,  under  the  building 
zone  resolution, _  to  permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles  ;  premises  southeast  corner  of  172nd  street  and 
Plimpton  avenue,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  172nd  street  is  a  busi¬ 
ness  district  to  100  ft.  east  of  Plimpton  avenue,  and 
Plimpton  avenue  and  Nelson  avenue  are  residence  districts : 
and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  February  11,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  268-24,  reads: 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  dis¬ 
trict  is  contrary  to  provisions  of  Building  Zone  Reso¬ 
lution.”  ; 

and  .  .  £  _ 

Whereas,  the  proposed  building  is  to  be  ot  non-nre- 
proof  construction,  one  story  and  cellar  in  height,  with 
a  frontage  of  96.59  ft.  and  a  depth  of  135.25  ft.,  to  be 
occupied  as  a  garage  for  the  storage  of  more  than  five 

motor  vehicles  ;  and  . 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners 
Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


515-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Samuel  Himmelstein, 
owner. 

.SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  alter¬ 
ation  and  extension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

APPEARANCES— 

PREMISES  AFFECTED— 823-829  Classon  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle  and  Samuel  Him¬ 
melstein. 

For  Opposition :  Henry  Sheppard,  Loretta  Stack  and 
Agnes  Stack. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Boulton  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Holland, 

‘  Connell  and  Fire  Chief  Kenlon  .  4 

Absent:  Mr.  Beatty  .  1 

THE  RESOLUTION: 

(515-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Samuel  Himmelstein, 
owner,  filed,  April  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  change  from  a  one-story  to  a  two-story  building,  a 
garage  erected  under  permission  granted  by  the  board  under 
Cal.  U°-  399-23-BZ;  premises  823-29  Classon  avenue, 

Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Classon  avenue  is  a  business 
district  and  St.  Johns  place  and  Lincoln  place  are  residence 

districts;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  March  28,  1924,  reads : 

“We  propose  to  change  from  a  one  story  to  a  two 
story  public  garage  for  more  than  five  cars.  Denied, 
March  29,  1924.”; 

and 

Whereas,  permission  was  granted  by  the  board  under 
Cal.  No.  399-23-BZ  to  erect  a  one-story  garage  on  these 
premises  and  applicant  requested  permission  to  erect  a 
two-story  building;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


425-24-BZ. 

APPLICANT— (Louis  A.  Sheinart,  for  Samuel  Baxt,  George 
Baxt  and  Max  Baxt,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  within  200  ft.  of  an  exit  and 
entrance  to  a  public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED — 42-48  Hamilton  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  Joseph  Rabinowitz  and  Richard 
Masucci. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative  . . . . .  0 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(425-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  George  Baxt,  Samuel 
Baxt  and  (Max  Baxt,  owners,  filed,  March  24,  1924,  an 
application,  under  the  building  zone  resolution,  to  permit 
within  200  ft.  of  an  entrance  to  or  exit  from  a  public  school 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  42-48  Hamilton 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hamilton  street  and  'Cherry 
street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  19,  1924,  in  acting  on  Alt.  Application 
No.  564,  reads :  > 

“1.  A  garage  for  more  than  five  motor  vehicles  is 
unlawful  within  200  feet  from  an  entrance  to  or 
exit  from  a  public  school. 

“3.  Proposed  occupancy  as  a  garage  is  unlawful  in 
a  business  district.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  77  ft.  10  in.  by  170 
ft.  in  area,  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  these  premises  have  been  occupied  as  a  stable 
for  more  than  five  horses,  and  it  is  proposed  to  recon¬ 
struct  the  building  for  a  garage;  and  the  board  deemed 
that  there  would  be  hardship  in  preventing  applicant  from 
making  proposed  use  of  premises. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  restricted  to  a  two-story  structure  above  grade, 
fireproof  throughout;  that  a  rear  yard  of  not  less  than 
10  ft.  throughout  shall  be  maintained ;  that  the  front  ele¬ 
vation  shall  be  finished  in  faced  brick  with  architectural 
terra  cotta  or  stone  trimmings;  that  no  skylights  shall 
be  installed  within  25  ft.  of  the  rear  or  gable  walls,  and 
any  skylights  installed  shall  be  glazed  with  plain  glass, 
protected  with  wire  guards  above  and  below;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall 
be  obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


398-24-BZ. 

APPLICANT— Abraham  Farber,  for  Habassah  Home 
Builders  Corp.,  owner. 
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SLCBJECT  Apphea1!'00  (re  :  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  two  buildings  to  be 
used  for  business  purposes. 

PREMISES  AFFECTED— 7905-7911  Seventh  avenue 

.Brooklyn.  ’ 

APPEARANCES— 

For  Applicant:  Abraham  Farber,  Charles  Golden- 
berg. 

THe'vOTC  TO°GRANT-liCati0n  de"ied' 

Affirmative :  Mr.  TCerby  .  2 

Negative :  Chairman  Walsh,  Messrs.  Boulton, 
Holland  and  Connell  . .  , 

THE  RKOLUTIOnT7  “d  **  <*«  «&&  T  2 

(398-24-BZ) 

Whereas,  Abraham  Farber,  for  Habassah  Home  Build- 

ers,  C°fp\  °.'Vrer’  filed’  March  17,  1924,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  two  buildings 
to  be  used  for  business  purposes;  premises  7905-11  Seventh 
avenue,  Brooklyn;  and 

k  '!kHERvlAV  ?ublic  faring  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  24 
19.4  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

W  hereas,  the  use  district  maps  accompanying  the  build- 

ind  Z8°0fh  rsefSoIuftlon  sh°w  that  Seventh  avenue,  79th  street 
and  SOth  street  are  residence  districts;  and 

j  HE5E^.1 the  decision  of  the  superintendent  of  buildings 

49^21  r^ds  :U3ry  26’  1924’  ^  aCting  °n  Application  No! 

Art1' 9  P^ifSoti0n  ,being  cont.rary  to  Zone  Resolution, 
district)/’^  ’  ,S  denied‘  (Store  in  residential 

ind 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 

'  f°67  0n^  St°uy  ln  height’  with  a  Montage 

■tores ; f and  "  *  ^  °f  61  ft-  to  be  occupied  a* 

thC  •1?ard  deemed  that  invasion  of  busi- 
P  >nto  this  residence  district  should  not  be  permitted 

nfsTe^ nd 1  khe  dec!SIon J?f  the  superintendent  of  buiid- 

ndit'heX  is  *»lVS  aS'rmei’  and  the  apP"'Catio"  be 


byw*“^daor^?"tgi«r^!d  °n  ,his  apfiica,i°n 

SM'&ssr's  sS™-  - 

districts;  and  Ridgewood  avenue  are  business 

inSVrretAeredhMarch 1 22  j “ Permtend.n,  of  buiid- 

87341-LC,  reads-  ’  1924’  aCtmg  on  Order  No. 

“1.  Discontinue  the  maintenance  of  eara^  on 

J~J»  »«**  »  mo, or  AhaS 'Z  ret 

ject  to  charges  for  storage. 

2.  Discontinue  the  maintenance  of  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  mt 
the, property  of  persons  residing  in  a  dtdiiHg  ont^e 

height  'Jt  b“'fn?  is  "on-fireproof,  one  story  in 

sl/rSS  s ~  s 

appIican,1  has  fil'd  the  duly  acknowledged 
age  deemed  by  thTSard  to^aSed!  th'  Pr°Per'y  'r°nt‘ 

SoiS?thaP^«-^-dit« 

g  rage  be  restricted  to  four  automobiles  of  the  pleasure 

s  rsgrxvzzL  z** may  be  ™*d  - 


83-24-BZ. 

iPPfLICAINT  William  R.  Rust,  for  Gustav  Huttenlocher 
owner.  ’ 

UBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not 
Ty  „ ^  Residing  on  the  premises. 

“  bmS  AFFECTED“157  Richmond  street.  Brook- 
PPEARANCES— 

For  Applicant:  William  R.  Rust. 
rTTA^or  Opposition:  None. 

0NDlTir?^B°AARI>  -Application  granted  on  condition. 
HE  VOTE—  AS  Specified  in  resolution. 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Rerby,  Holland  and  Connell  ...  k 

Negative .  .  ^ 

the  RESOLOTriOBN  :,ty  ^  Ken'0n  ’  •'  •’  2 

w  (483-24-BZ) 

*d  H^flS  4  R’  Rust’  f°r  Gus.  Huttenlocher,  owner, 

iolutinn  *  1924-’  an  appI>cation,  under  the  building  zone 

■  Trmk  ln  3  residence  district  the  maintenance 

files  the  storage  of  four  Pleasure  motor  ve- 

’  two  rented  to  persons  not  residing  on 


522-24-BZ. 

APPLICc^eTrCharleS  D-  Cords'  for  Max  Niccuberg, 

SUBJECT— ^Application  (re:  decision  of  superintendent  of 
•  buddings)  to  permit  in  a  business  district  extending 
from  an  unrestricted  district  the  erection  and  main- 

a  garagf .  f°r  the  storage  of  more  than 
bve  (5)  motor  vehicles. 

PREMISES  AFFECTED-55-75  East  28th  street,  Brook- 
APPEARANCES— 

For  Applicant:  Chas.  D.  Cords 
For  Opposition:  .Thomas  F.  Casey,  Mrs.  J.  Mc- 
Elhott  Mrs.  J.  Rock.  Mrs.  G.  Dean,  Mrs.  Mar¬ 
garet  Walsh,  Mrs.  P.  O’Connell,  Mr.  P  O’Con¬ 
nell,  Edward  Walsh,  James  Prunty  B  Har¬ 
rington  James  Tobin,  Jr,  J.  H.  Whitaker  and 
P.  Del  lot. 

granted  on  condition. 

cpu-ir  — 'As  sPecified  m  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Kerby,  Holland  and  Connell  ....  ’ 

Negative  .  .  Q 

THE  RETc5iuTriON:,y  “d  *&'<*«"■ 2 

(522-24-BZ) 

Whereas,  Charles  D.  Cords,  for  Max  Nirenberg,  owner 
filed  April  11,  1924,  an  application  under  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unrestricted  dis¬ 
trict  into  a  business  district  of  a  proposed  garage  for  the 

, more  thau  five  motor  vehicles;  premises  55-57 
I-ast^  28th  street,  Brooklyn;  and 

Whereas  a  public  hearing  was  held  on  this  application 
>>  e  board  of  appeal's  at  its  regular  meeting  June  24  1924 
after  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  28th  street  and  East  29th 
street  are  unrestricted  to  within  100  ft.  south  of  Albemarle 
Road  and  Albemarle  Road  is  a  business  district , 

^Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  24,  1924,  in  acting  on  Application  No.  51  <-24 

rCadS '“Proposed  one  story  public  garage  for  more  than  five 
motor  vehicles,  partly  in  a  business  district  and  partly 
in  an  unrestricted  district  is  contrary  to  Art.  11,  bee.  4 
of  the  zone  resolution.”; 

a"\V hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  19 
1  3-8  in.  and  a  depth  of  107  ft.  1  3-8  in.  to  be  occupied  as 
a  garage  for  more  than  five  motor  vehicles;  and  .  . 

Whereas,  under  the  provisions  of  section  7,  subdivision  C, 

the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  o 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  be  re¬ 
stricted  to  a  one  story  structure  above  grade;  that  there 
shall  be  no  vehicular  openings  within  25  feet  of  the  corner 
formed  by  the  intersection  of  Albermarle  road  and  28tn 
street;  that  the  rear  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  front 
elevation  of  the  building  on  Albemarle  road  and  on  28th 
street  shall  be  finished  in  front  brick  with  architectura 
terra-cotta  or  stone  trimmings ;  that  there  shall  be  no  open¬ 
ing  on  Albemarle  road  other  than  windows  the  sills  of  which 
must  be  at  least  6  feet  above  the  level  of  the  sidewalk,  the 
brick  walls  to  be  laid  out  in  panels ;  that  there  shall  be  no 
projecting  sign,  illuminated  or  advertising,  permitted  on 
Albemarle  road;  and  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  one  year  from  the  date  ot 
this  action. 


ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  July  8.  1924,  at  2  P.  M. 

THE  VOTE  TO  RE-OPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Holland  and  Connell  .  5 

Negative  . • . . . .  9 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon  ...  2 


375-23-BZ.  ,  „  , 

APPLICANT— Thos.  W.  Lamb,  for  William  Hagerdorn, 


owner.  .  . 

SUBJECT— Application  for  reopening— re :  decision  of  su¬ 
perintendent  of  buildings — to  permit  the  erection  of 
a  new  theatre  building  extending  into  a  residence 
district. 

PREMISES  A1FFECTED — 109  E.  Fordham  Road,  The 
Bronx. 

APPEARANCES— Maurice  Goodman  and  Edward  Baresel. 
For  Opposition :  None. 

ACTION  OF  BOARE>— The  papers  being  incomplete  ac¬ 
tion  of  the  application  to  reopen  was  laid  over  to 
Tuly  1,  1924,  at  10  A.  M. 


175-19-BZ.  .  ,  .  ti 

APPLICANT — Szerlip  &  Szerlip,  for  Otto  Heepe. 

SUBJECT — Application  for  reopening — (re:  decision  of  hre 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage,  space  in  which  is  rented 
to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED— 325-327  Seventh  avenue,  Brook¬ 
lyn. 

APPEARANCE —  0  x 

For  Applicant:  P.  Szerlip,  Otto  Heepe  and  Wil¬ 
liam  Heepe. 

For  Opposition:  None. 


.  CASE  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  case,  where 
notice  of  intention  to  appeal  was  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  offi¬ 
cial  in  the  performance  of  his  duty : 

(1402-23-BZ.) 

Filed  November  30,  1923 — Premises  465  St.  Marks  place, 
Staten  Island,  Richmond.  Decision  of  the 
superintendent  of  buildings.  Applicant, 
Charles  Baeszler.  Dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative  :  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby .  5 

Negative  . ; . ;••••••• .  ® 

Absent:  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

Whereas,  Chas.  Baezler  filed,  November  30,  1923,  an  ap- 
plication  under  the  building  zone  resolution,  to  permit  the 
extension  in  area  of  an  existing  garage,  premises  No.  465 
St.  Marks  Place,  Borough  of  Richmond ;  and 

Whereas,  applicant  has  failed  to  complete  his  papers 
though  duly  notified  so  to  do.  _  . 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 

Adjourned  2  P.  M. 

William  J.  O’iGorman,  Secretary. 


MINUT 


IOARD  OF  STANDARDS  AND  APPEALS 


nnpurcrc  a rrtrrrrT'P'in _ ii-ifi  Wpst  End  avenue,  Man- 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  JUNE  24,  1924. 

Present:  Chairman  Walsh,  Messrs.  Boulton,  Holland, 
Kerby,  Connell,  Deputy  Commissioner  Hannon,  Superinten¬ 
dents  Reville,  Kleinert,  Moore,  McDermott  and  Chief  In¬ 
spector  Bastress. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Tuesday  afternoon,  June  10,  1924, 
were  approved  as  printed  in  Bulletin  No.  25,  Vol.  IX. 


504-24-S. 

PETITIONER— R.  N.  Shepard,  for  The  Prest-O-Lite 
Company,  Inc.,  lessee. 

SUBJECT — 'Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 


hattan. 

APPEARANCES— 

For  Petitioner:  S.  R.  Donnellon. 

ACTION  OiF  BOARD— Laid  over  to  July  1st,  1924,  at  - 
P.  M.,  on  request. 


PETITIONER— Wm.  A.  White  &  Sons,  for  F.  K.  &  Ellen 

Hays,  owner.  .  , 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  oi 

fire  commissioner. 

PREMISES  AFFECTED— 21-23  Maiden  lane,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  George  L.  Wills. 
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A<  riON  OF  BOARl>-Laid  over  to  July  1st,  1924,  at  2  APPEARANCES— 

r.  M.,  tor  final  disposition.  a  , 

^ 1  or  Petitioner:  Samuel  Roth. 

594-24-S.  For  Administration :  Inspector  Alexander  McPhee 

PETITIONER  Edward  I.  Shire,  for  Silk  Realty  Co.,  ACTION  OF  BOARIUP?v • 

owner.  J  ^  i  iujn  Up  BOARD — Petition  dismissed. 

|  SUBJEC  I— Variation  of  the  labor  law  as  cited  in  order  of  1HE  V'9T-E~  . 

^re  eommissioner.  Affirmative:  Chairman  Walsh,  Messrs  Boult™ 

PREMISES  AFFECTED— 692-694  Broadway,  Manhat-  **olI.^d>  Kerby,  Connell,  Superintendents 

APPEARANCES —  ^  a"d. McDe™0'*  •  •  •  J 

For  Petitioner:  C.  H.  Lendl  and  F.  R.  Eden.  Absent:  Mr.  Beatty,  Fire  Chief  Kenion,’ Deputy  ° 

fior  Administration:  Inspector  Maher  of  fire  de-  i'ire  Commissioner  Hannon  and  Chief  In¬ 
payment.  spec  Bastress .  4 

ACTION  Oh  BOARD— Laid  over  to  July  1st,  1924  at  2  THE  RESOLUTION: 

P.  M.,  to  submit  further  data.  ’  (421-24-S  ) 

681-24-S.  ~~  o'  R°th  C°v  Inc>  for  Jacob  Kirshner,  owner, 

PET‘TIi°nc“mUd  Win,*r  *  Wilke,  £  £  t  requirements"©! 

SUBJEZr^z£:h' ,ab“ law - ** * ^ <* 

PREMISES  AFFECTED  35  West  21st  street,  Manhat-  .  Whereas  the  decision  of  the  superintendent  of  build- 

APPEARANCES _  in8's>  dated  March  5,  1924,  reads  : 

For  Petitinnpr  •  ^Q.n.1^1  p  < «  ,  A  fireproof  passage  should  be  provided  from  the 

ACTION  OK  BOARD — Laid  over  .7^1,  1924,  a.  2  °‘  'he  eSCaPeS  leadi"g  dirK,l>'  *° 

P.  M.,  on  request.  and 

500-24-S.  *  Whereas  the  budding  is  non- fireproof,  5  stories  in  height, 

PETIT,0°W“'  A'  &"d,  for  The  Bedel,  Co.,  «  ft!  in'areaLbov^  OCOTPIED  “If 

,he labor law - dted ip °rd- :t„ t 

PREMISES^A^ECTED-26-28  Wes,  35th  Street.  Man-  ^InSS^e^ 

APPEARANCES— None  trom  main  roof  to  roof  of  1st  story  extension;  with  fire- 

ACTION  OF  ROAtn  p  +•+•  •  ,,  proof  windows  along  the  course  thereof;  with  EGRESS 

ouest  °ARjD  Petltl0n  withdrawn  on  written  re-  from  the  termination  of  fire  escape  by  means  of  roofs  of 

THE  VOTE  TO  WITHDRAW —  af^amTkvdTand113'  R°°FS  °f  adjoining  buildinSs  are 

A  ffirmati ve  :  Chairman  Walsh,  Messrs.  Boulton,  Whereas,  petitioner  contends  possession  written  consent 

TGeF^rf  Cm  ’  ^IfJ'^^dents  Reville,  from  owner  of  adjoining  premises  to  use  that  building  as  a 
Kleinert,  Moore  and  McDermott .  9  means  of  egress  to  street. 

aSS?/6  *7  "L"',:"  CD  .  o  Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 

A  jsent .  Mr.  Beatty,  Fire  Chief  Kenion,  Deputy  this  matter  having  been  passed  upon  by  the  board  under  Cal- 

Fire  Commissioner  Hannon  and  Chief  In-  endar  No.  682-22-S. 

spector  Bastress .  4  _ _ 

252.24.S  .  .  465-24-S. 

PETITIONER — Wm.  Tonk  &  Brother  Inc  owner  SUBTFrT^'d^6  f°,r  Peter  Tessler-  Iessee- 

SUBJECT  Variation  of  ■*„,  ,aw  S'fe  TcTders  of  ^  “ 

PREMISES  AFFECTED— 452-456  Tenth  avenue  Man-  ''''"'"f'rf  AFFECTED-107  Wesl  48th  street,  Manhat- 
APPEARANCES-  ’  APPEARANCES- 

For  Petitioner  •  WilUom  a  u  Eor  Petitioner :  Luke  Flanagan. 

Pot  2“«ioI'11r„Lt fSer  of  fire  de-  **  it^0" 1  I“*“"  McPh“  °f 

ACTION  OF  BOARD — P  etition  of  fire  department  with-  i  OFB°ARI>7Petition  granted  on  condition. 

drawn.  CON  DI I  IONS — As  specified  in  resolution 

THE  VOTE  TO  WITHDRAW—  THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton,  Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Kerby,  Connell,  Superintendents  Kleinert,  Holland,  Kerby,  Connell,  Superintendents 

Moore,  McDermott  and  Chief  Inspector  Bas-  Reville,  Kleinert,  Moore  and  McDermott. . .  9 

tress  .  9  Negative  .  0 

Negative  .  . i  Absent:  Mr.  Beatty,  Fire  Chief  Kenion,’ Deputy 

Absent :  Messrs.  Beatty,  Holland  and  Fire  Chief  Fire  Commissioner  Hannon  and  Chief  In- 

Kenlon  .  3  spector  Bastress  .  4 

421_24_s  -  THE  RESOLUTION : 

PE1 11  “~S-  1  R°th  C0’’  InC'’  f°r  JaC°b  Kirshner>  .  Pereas,  Luke  Flanagtn!  former  Tessler,  lessee,  filed, 
STTRTPrrr  \r  •  7\pril  1,  1924,  3.  petition  with  the  bosrd  of  stEndsrds  inrl 

^,Tn  Va/iai'°”  lab.^.law  as  c,ted  in  decision  of  appeals,  for  a  variation  from  the  requirements  of  the  labor 

PREMIS^AOTECTmii?,l£  ♦  ion,  t  f  at  Vi  laW  as„dte.d  in  a  decision  of  thc  superintendent  of  buS 

ten  M  LCTED~ 51  West  19th  street,  Manhat-  mgs,  affecting  premises  107  West  48th  street,  Borough  of 

Manhattan ;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings 

dated  March  3,  1924,  reads:' 

"2.  No  3  ft.  0  in.  fireproof  passageway  provided 

from  termination  of  fire  escape.” ; 

Whereas,  the  building  is  non-fireproof,  5  stories  in  height, 

*>0  ft  by  72  ft.  in  area  on  1st  and  2nd  stories  and  20  ft.  by 
52  ft.'  in  area  above.  OCCUPIED  as  follows :  1st  fl.,  millin¬ 
ery  store,  3  persons ;  2nd  fl.,  showroom  and  office,  2  persons , 
3rd  fl.,  dressmaking,  10  persons;  4th  dressmaking,  A® 
persons;  5th  fl.,  embroidery,  10  persons.  EQUIPPED  with 
a  fire  alarm  signal  system.  EXITS:  An  interior  wooden 
stairway  extending  from  1st  story  to  roof,  enclosed  in  hre 
resisting  partitions  with  fire  doors  at  openings ;  a  45-de¬ 
gree  fire  escape  on  the  rear  of  the  building  extending  from 
roof  to  yard,  with  fireproof  windows  along  the  course  there¬ 
of-  with  EGRESS  from  the  termination  of  fire  escape  by 
means  of  doors  in  fence  to  adjacent  yards  and  also  through 
adjoining  building  to  street.  ROOFS  of  adjoining  buildings 

are  at  same  level;  and  •  c.  , 

Whereas,  petitioner  contends  that  consent  has  been  hied 
with  the  bureau  of  buildings  for  using  the  adjoining  bui  d- 
ing,  No.  109  West  48th  street  as  egress  to  street,  and  fur¬ 
ther  that  the  existing  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  only 
so  far  as  it  affects  the  egress  from  termination  of  fire- 
escape,  on  condition  that,  this  and  adjoining  yard. shall  be 
maintained  free  and  unobstructed  as  a  single  open  space; 
with  egress  therefrom  from  next  two  adjoining  buildings 
to  the  east;  and  that  petitioner  shall  obtain  the  required 
certificate  of  occupancy. 

528-24-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  American  T.  obacco  Co.,  owner. 
SUBJECT — Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED— 507-525  West  22nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Harwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD1 — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore  and  McDermott .  8 

Negative  . .  •  *  \  *  *  ® 

Absent:  Messrs.  Beatty  and  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Chief  Inspector  Bastress .  5 

THE  RES OUUT IOIN  : 

(528-24-S.) 

Whereas,  Croker  Nat’l  hire  Prev.  Eng.  Co.,  for  Ameri¬ 
can  Tobacco  Co.,  owner,  filed,  April  14,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  orders  of 
the  fire  commissioner,  affecting  premises  507-525  West  22nd 

street,  Manhattan ;  and  .  .  , 

Whereas,  the  orders  of  the  fire  commissioner  dated 

April  8,  1924,  read  : 

No.  57357-LD :  Re  Premises  521-25  West  22nd  St.,  Man. 
“1.  Remove  exit  sign  and  red  lights  from  over  open¬ 
ings  leading  to  fire  escape  at  rear  of  building  and  pro¬ 
vide  a  sign  with  letters  at  least  8  in.  in  height  over 
openings  reading:  THIS  IS  NOT  AN  EXIT,  or  pre¬ 
ferably  a  sign  reading:  THIS  IS  NOT  CONSID¬ 
ERED  AN  EXIT  on  all  stories,  as  per  Rule  380  of  the 
Industrial  Code.” 


No.  57358-LD :  Re  Premises  521-25  W.  22nd  St.,  Man. 

“1.  Extend  the  interior  stairway  at  West  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 
law,  said  extension  and  the  landings  and  passageways 
connecting  therewith  to  be  enclosed  on  all  sides  with  par¬ 
titions  of  fire  resisting  material  extending  at  least  3  ft. 
above  the  roof,  as  per  section  271  and  272  of  the  labor 
law  and  Rule  2  of  the  Industrial  Code. 

“2.  Remove  the  present  automatic  sliding  doors  at 
openings  to  stairway  at  east  and  west  sides  of  building 
on  all  stories  and  cellar,  and  provide  approved  self¬ 
closing  fire  doors  at  openings  leading  to  said  stairways 
on  all  stories  and  cellar,  opening  outwardly  so  as  not 
to  obstruct  the  stairways,  as  per  section  271  of  the  la¬ 
bor  law  and  Rule  507  of  the  Industrial  Code.” 

No.  57360-LD :  Re  Premises  507-11  W.  22nd  St.,  Man. 

“1.  Remove  exit  signs  and  red  lights  from  over  open¬ 
ings  leading  to  fire  escape^  at  rear  of  building  and  pro¬ 
vide  a  sign  with  letters  at  least  8  in.  in  height  over  open¬ 
ings  reading:  THIS  IS  NOT  AN  EXI1,  or  prefer¬ 
ably,  a  sign  reading:  THIS  IS  NOT  CONSIDERED 
AN  EXIT,  on  all  stories,  as  per  Rule  380  of  the  In¬ 
dustrial  Code.” 

No.  57362-LD  :  Re  Premises  507-11  W.  22nd  St.,  Man. 

“1.  Remove  present  automatic  sliding  doors  at  open¬ 
ings  to  stairway  at  east  and  west  sides  on  1st,  2nd,  3rd, 
4th,  5th  and  6th  stories  and  provide  approved  self-clos¬ 
ing  fire  doors  at  openings  leading  to  said  stairways  on 
1st,  2nd,  3rd,  4th,  5th  and  6th  stories  opening  outwardly 
so  as  not  to  obstruct  the  stairways  as  per  section  271  of 
the  labor  law  and  Rule  507  of  the  Industrial  Code..  : 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 
law,  said  extension  and  the  landings,  and  passageways 
connecting  therewith  to  be  enclosed  on  all  sides  with 
partitions  of  fire  resisting  material  extending  at  least 
3  ft.  above  the  roof,  as  per  section  271  and  272  of  the 
labor  law  and  Rule  2  of  the  Industrial  Code.” 

No.  57363-LD:  Re  Premises  513-19  W.  22nd  St.,  Man. 

“1.  Remove  exit  signs  and  red  lights  from  over  open¬ 
ings  leading  to  fire  escape  at  rear  of  building  and  pro¬ 
vide  a  sign  with  letters  at  least  8  in.  in  height  over  open¬ 
ings  reading:  THIS  IS  NOT  AN  EXIT,  or  prefer¬ 
ably  a  sign  reading:  THIS  IS  NOT  CONSIDERED 
AN  EXIT,  on  all  stories,  as  per  Rule  380  of  the  Indus¬ 
trial  Code.” 

No.  57365-LD :  Re  Premises  513-19  W.  22nd  St.,  Man. 

“1.  Remove  present  automatic  sliding  doors  at  open¬ 
ings  to  stairway  at  east  and  west  sides  of  building  on 
all  stories  and  cellar,  and  provide  approved  self-closing 
fire  doors  at  openings  leading  to  said  stairways  on  all 
stories  and  cellar  opening  outwardly  so  as  not  to  ob¬ 
struct  the  stairways,  as  per  section  271  of  the  labor  law 
and  Rule  507  of  the  Industrial  Code.” 

No.  57366-LD  :  Re  Premises  513-19  W.  22nd-  St.,  Man. 

“1.  Extend  the  interior  stairway  at  the  east  and  west 
sides  of  the  building  to  the  roof,  as  per  section  271  of 
the  labor  law,  said  extension  and  the  landings  and  pas¬ 
sageways  connecting  therewith  to  be  enclosed  on  all 
sides  with  partitions  of  fire  resisting  material  extending 
at  least  3  ft.  above  the  roof,  as  per  section  271  and  272 
of  the  labor  law  and  Rule  2  of  the  Industrial  Code.”; 

and  ,  .  .  . 

Whereas,  the  premises  225  ft.  by  100  ft.  in  area;  consist 

of  three  non-fireproof,  6  story  buildings,  separated  by  fore 
and  aft  brick  walls  with  openings  therein  on  each  story; 
openings  protected  with  fire  doors.  OCCUPIED  as  a  ci¬ 
garette  factory,  930  persons  above  the  1st  story.  Equipped 
wtih  a  sprinkler  and  fire  alarm  signal  system.  EXITS: 
Four  wooden  stairways  extending  from  1st  story  to  top 
story,  with  iron  ladders  to  bulkheads  on  roof ;  each  en¬ 
closed  in  brick  partitions  with  fire  doors  and  also  wooden 
swinging  doors  at  openings;  three  fire  escapes  on  the  front 
of  the  buildings  extending  from  top  to  2nd  story  with  coun- 
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terbalanced  stair  to  ground;  three  fire  escapes  on  the  rear 
ot  t tie  buildings  extending  from  the  main  roof  to  the  3rd 
story  with  counterbalanced  stairs  to  roof  of  one  story  ex¬ 
tension;  fire  windows  along  the  course  of  the  rear  fire  es¬ 
capes ;  and  EGRESS  from  termination  of  fire  escapes  to 
adjoining  extensions.  ROOFS  of  building  to  west  is  one 
story  lower;  to  east  one  and  one-half  (l y2)  stories  lower- 
and  ’ 

Whereas,  petitioner  contends  the  building  is  equipped 
with  a  standpipe  system,  a  watchman’s  time  service  and  fire 
drills  are  conducted;  and  in  regard  to  orders  No.  57360-LlD 
No.  oi363-LD  and  No.  57357-LD,  contends  that  the  fire 
escapes  are  standard  excepting  as  to  egress  from  termina¬ 
tion;  relative  to  orders  No.  57358-LD,  item  No.  2,  No.  57365- 
LD,  item  No.  1,  contends  these  doors  are  the  usual  Under¬ 
writers  msible  link  sliding  doors,  continuously  kept  open 
and  are  required  by  the  insurance  company;  in  regard  to 
orders  No.  5J362-LD,  item  No.  2,  No.  57366-LD,  item  No. 
1,  and  No.  57358-LD,  item  No.  1,  contends  that  owing  to  the 
location  of  tanks  on  the  roof,  such  construction  is  imprac- 
ticable,  and  iron  ladders  to  scuttles  in  roof  have  been  pro- 
vided. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Orders  No.  57357  (Item  l),  No.  57360  (Item  1),  and  No. 
57363  (Item  1),  on  condition  that  the  petitioner  complies 
with  the  rules  of  the  board  of  standards  and  appeals  as  to 
sub-standard  fire  escapes  on  the  front  and  rear  of  building - 
granted  as  to  Orders  No.  57358  (Item  1),  No.  57362  (Item 
2),  and  No.  57366  (Item  1),  on  condition  that  fixed,  double¬ 
rung  ladders  shall  be  provided  from  the  top-story  hall  to 
roof  and  that  the  stairs  shall  be  extended  from  top-story 
balcony  to  roof  on  rear  fire  escapes  in  each  section  of  build- 
inS >  granted  as  to  Orders  No.  57358  (Item  2),  No.  57362 
(Item  1)  and  No.  57365  (Item  1),  on  condition  that  all  doors 
to  stairs  shall  be  made  self-closing  and  fireproof,  permitting 
the  retention  of  the  single  fire  door  at  each  opening,  equipped 
with  fusible  link  maintained  in  working  condition;  and 
granted  so  long  as  conditions  as  to  occupancy  and  use  oth¬ 
erwise  remain  unchanged. 


the 


529-24-S. 

PETITIONER  Croker  National  Fire  Prevention  Engi- 
C0'-’  ^or  Realty  Corporation,  owner. 
SUBJECT  Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED— 28  West  22nd  street,  Manhat¬ 
tan. 

APPERANCES— 

For  Petitioner:  Herman  E.  Harwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

BOARD — Petition  granted  on  condition. 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE— 


s°uth  ,side  °?  gilding  and  the  openings  leading 
"TvnTrd  th|  wmdows  opcu'ug  on  the  course  thereof 
are  tlH  fnit  Amon^  defects  noted  on  this  fire  escape 

not  tu  llowing:wWll’d^  on  course  not  fireproof, 
'  "ot  se!*-closmg.  Not  screened  to  the  height  of  4  ft 

aVstorh^  Tm?gS  2  /I'  by  6  “•  provided  to  balconies 

floor  tTsillf  J  P-  y  ICaSt  16  m‘  in  Width  leadinS  fr<>m 
°  1  s,1Is,  ofr  windows  opening  to  balconies.  Plain 

ftorv  \j°°l  °f  eX£tenSlon  underneath  balcony  of  2nd 
term  in  fiMPr00f  Passageway  to  street  from  lower 

termination.  No  stairway  from  top  balcony  to  roof. 

•  •  ose  the  interior  stairway  at  center  of  build- 

infs  aS  a  re,quired  means  of  exit>  and  the  land- 

ngs  platforms  and  passageways  connecting  therewith 
on  all  sides  with  partitions  of  fire  resisting  material  ex- 

thedro?fC°ntlnUOUSly  fr°m  the  lst  story  to  3  feet  above 

“NOTE:  Among  the  defects  noted  on  this  stairway 
enclosure  are  the  following:  Wlire  glass  in  doors  and 
•windows  on  all  stones  exceeds  720  square  inches  (60,000 
quare  inches  per  floor).  Doors  not  self-closing 
Order  No.  55072-LD  :  K 

.  3‘  Arrange  the  doors  leading  to  stairway  on  all  sto- 
stairway  ^  ^  0pCn  0Utwardly  without  obstructing  the 

“4.  Provide  continuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  their  length 
eading  directly  to  both  required  means  of  exit  by  cut- 

titmtre  door  at.  least3  feet  wide  through  the  dividing  par- 
h  J  on  all  stories,  said  doors  shall  not  be  locked 

m ^of°,L  u£tw""nf„rrking  hours’ as  per  sec,ion 

4nTtHhRF'i-’  t,he.bu,ldin&  is  non-fireproof,  6  stories  in  height 
40  ft.  by  9a  ft.  m  area  at  the  lst  story  and  40  ft  by  85  ft 
in  area  above;  OCCUPIED  as  a  tenant  factorv,  75  persons 
above  1st  story.  EXITS :  An  interior  steel  with  fnarble 

clfsfrMnirfiay’  exrendm^  -fr°m  the  lst  story  to  the  roof-  en¬ 
closed  in  fireproof  partitions  with  fire  doors  at  the  open¬ 
ings;  two  fire  escapes  on  the  rear  of  the  building,  extending 
trom  the  top  story  to  the  2nd  story,  with  non-fireproof  win 
dows  along  the  course  thereof;  ROOFS  of  adjoining  build- 
mgs  on  west  side  same  level,  to  east  10  stories  higher  •  and 
Whereas,  petitioner  proposes  to  install  a  fire  alarm  sig- 

ph  Srf  10  re  0rder  N°-  5507°-LD  Pr°Poses  to  com¬ 
ply  with  all  items  excepting  to  provide  a  fireproof  passage¬ 
way  and  m  lieu  of  same  proposes  to  provide  a  connecting 
balcony  at  the  2nd  story,  between  the  two  existing  fire  es¬ 
capes  and  to  connect  this  balcony  by  means  of  an  iron  bridge 
to  fire  escape  on  building  to  the  rear  and  proposes  to  com¬ 
ply  with  item  N-o  3  in  order  No.  55072-LD  and  in  re  item 
J\o.  4,  owing  to  different  tenancies,  cannot  comply  with  the 
requirement  but  proposes  to  extend  the  existing  fire  escape 
balconies  on  the  easterly  fire  escape,  so  as  to  take  in  one 
window  on  the  westerly  side  of  the  partition  wall. 

Resolved  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  from  the  requirements  of  the  labor 
kw,  and  that  the  petition  be  and  it  hereby  is  granted  as  to 


Affirmative:  Chairman  Walsh,  Messrs.  Boulton  ,  .  ,,  A  ,  ...  -  _ _ 

Kerby,  Connell,  Superintendents  Reville,’  P^11’011  be  and  ;t  hereby  is  granted  as  to 

Kleinert,  Moore  and  McDermott .  8  ,  ,  0  W?'  ^5b70  (Rem  !)  on  condition  that  a  connecting 

Negative  .  0  Wcony  .  ad  be  provided  at  the  2nd  story,  connecting  the 

Ahcpnt-  Moccrc  tx-u _ i  t'-  _  r-'t  •  r  two  adjoining  fire  escapes  and  cormprfino-  tPo 


Absent :  Messrs.  Beatty  and  Holland,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 

and  Chief  Inspector  Bastress .  5 

THE  RESOLUTION : 

...  (529-24-S.) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Company  for  Delk  Realty  Corporation,  owner,  filed,  April 

14,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  orders  of  the  fire  commissioner,  affecting  premises 
28  West  22nd  street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Feb. 

15,  1924,  read : 

“Order  No.  55070-LD : 

“1.  Arrange  the  fire  escape  on  the  easterly  end  of 


two  adjoining  fire  escapes  and  connecting  the  balcony  of 
iron  bridge  to  the  balcony  at  the  east  end  of  fire  escapes  at 
rear;  that  the  petition  as  it  relates  to  Item  2  of  this  order 

™!T/t  hereby  js  denied'<  that  the  petition  as  to  Order  No 
•)o&.2  (Item  3)  be  and  it  hereby  is  denied;  and  to  Item  4 
of  this  order  be  and  it  hereby  is  granted  on  condition  that 
existing  fire  escape  balconies  of  the  easterly  fire  escape  shall 
be  extended  so  as  to  take  in  the  one  window  at  westerly  side 
of  partition  wall;  and  granted  so  long  as  conditions 'as  to 
occupancy  and  use  remain  substantially  unchanged. 
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530-24-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Spiros  Bros.,  lessees. 


MINUTES 


SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 311  Fulton  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Harwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief  In¬ 
spector  Bastress .  9 

N  egative  . . . .  •  •  ^ 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION : 

(530-24- S.) 

Whereas,  Croker  Nat’l  Fire  Prev.  Eng.  Co.,  for  John 
Eustis,  owner,  filed,  April  14,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  311  Fulton  Street,  Bor¬ 
ough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Dec. 
23,  1923,  in  acting  on  Order  No.  41376-LD,  reads: 

“1.  Enclose  the  interior  stairway  at  the  centre  of 
building,  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mate¬ 
rial  extending  continuously  from  the  1st  story  to  3  it. 
above  the  roof  *  *  * 

“2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  easterly  end  of  south  side  of  building  with  balconies 
4  ft.  in  width  connected  by  stairways  not  less  than  22 
in.  wide,  placed  at  an  incline  of  not  more  than  45  de¬ 
grees,  extending  from  the  ground  to  the  highest  story 
*  *  * 

“3.  Provide  an  outside  iron  balcony  fire  escape  on 
the  Fulton  street  side  of  building  with  balconies  4  ft.  in 
width  connected  by  stairways  not  less  than  22  in.  wide, 
placed  at  an  incline  of  not  more  than  45  degrees,  ex¬ 
tending  from  the  ground  to  the  highest  story  *  *  * 

"4.  Provide  suitable  means  of  reaching  the  roof,  as 
per  a  resolution  of  the  board  of  appeals  adopted  April 
10,  1917.  This  resolution  provides  that  the  requirements 
for  extension  of  stairways  to  the  roof  will  be  waived 
in  cases  where  no  safe  egress  can  be  had  from  the  roof 
to  adjoining  buildings,  but  further  requires  that  there 
shall  be  a  fixed  iron  ladder  through  a  scuttle  to  the 
roof,  a  gooseneck  ladder  from  an  outside  stairway  or 
fire  escape,  or  other  suitable  means  of  reaching  thereof. 

“5.  Extend  the  interior  stairway  at  the  center  of 
building  from  the  2nd  story  to  the  first  story,  said 
stairway  and  the  landings,  platforms  and  passageways 
connecting  therewith  to  be  enclosed  on  all  sides  with 
partitions  of  fire  resisting  material  extending  contin¬ 
uously  from  the  1st  story  to  3  ft.  above  the  roof,  and 
provide  a  fire  resisting  passageway  leading  from  the 
termination  of  the  stairway  to  the  street,  as  per  section 
271  of  the  labor  law,  or  carry  out  a  proper  alternative 
method  of  complying  with  the  requirements  of  section 
271  of  the  labor  law.”; 

and 

Whereas,  the  building  is  3  stories  and  pent  house  in 
height,  23  ft.  by  80  ft.  in  area ;  divided  into  two  sections  by 
a  fore  and  aft  brick  wall,  excepting  on  the  1st  story — the 
easterly  portion  constructed  of  brick  and  the  westerly  sec¬ 
tion  is  frame.  The  easterly  section  is  unoccupied  above  the 
1st  story — the  westerly  section  is  occupied  as  follows:  1st 
story,  restaurant ;  2nd  story,  cigar  factory,  10  persons ;  3rd 


story,  cigar  storage  and  pen  manufacturer,  0  persons;  pent 
house,  tobacco  storage.  EXITS:  In  easterly  section  an 
interior  wooden  stairway  extending  from  1st  to  top  story; 
in  westerly  section,  an  interior  wooden  stairway  extending 
from  roof  to  2nd  story  with  EGRESS  to  outside  stairway 
to  street ;  stairway  enclosed  in  wood  lath  and  plaster  parti¬ 
tions  with  fire  doors  at  openings.  ROOF  of  adjoining 
building  4  stories  higher;  and 

Whereas,  in  regard  to  item  No.  1,  petitioner  contends 
there  are  only  six  persons  above  the  2nd  story;  in  regard 
to  item  No.  2,  contends  there  is  no  occupancy  in  the  easterly 
section  of  the  building  ;  in  regard  to  item  No.  3,  proposes, 
for  structural  reasons,  to  install  a  90  degree  stairway  with 
counter-balanced  ladder  in  guides ;  in  regard  to  item  No.  4, 
contends  the  existing  stairway  affords  means  of  reaching 
the  roof ;  in  regard  to  item  No.  5,  contends  the  existing 
means  of  egress  are  adequate  and  safe. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  ol  the  labor 
law,  and  that  the  petition  be  and  it  hereby  is  dismissed  as 
to  item  1,  order  not  enforceable  at  this  time;  yranted  as  to 
item  2  on  condition  that  existing  GO  degree  stairs  be  con¬ 
tinued  to  3rd  story  level;  granted  as  to  item  3  on  condition 
that  GO  degree  fire  escape  with  counter-balanced  drop  lad¬ 
der  shall  be  provided  on  Fulton  street  side;  yranted  as  to 
item  4  on  condition  that  a  doorway  shall  be  maintained  from 
pent  house  to  roof ;  granted  as  to  item  5  on  condition  that  all 
the  foregoing  conditions  shall  be  complied  with ;  and  yranted 
so  long  as  occupancy  and  use  remain  substantially  unchanged. 


583-24-S. 

PETITIONER — Luke  Flanagan,  for  Arthur  S.  Lewis, 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 22  West  46th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Luke  Flanagan. 

For  Administration:  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  . 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 

Inspector  Bastress  .  8 

Negative  . ® 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief  j 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

THE  RESOLUTION: 

(  583-24-, S) 

Whereas,  Luke  Flanagan,  for  Arthur  S.  Lewis,  lessee 
filed,  April  25,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  22  West  46th  street,  Bor¬ 
ough  of  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  dated  March  25,.  1924,  reads : 

“1.  A  fireproof  passageway  3  ft.  0  in.  wide  musi 
be  provided  leading  from  the  termination  of  the  fin 
escape  on  rear  of  building  to  street. 

“2.  Interior  stairway  east  side  of  building  mus 
be  extended  to  roof.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  n 
height,  20  ft.  by  100  ft.  in  area  at  1st  story  and  20  ft 
by  56  ft.  in  area  above;  OCCUPIED  as  a  tenant  factory 
40  persons  above  1st  story.  EXITS :  An  interior  woodei 
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stairway  extending  from  1st  story  to  top  story,  enclosed 
in  8  in.  brick  partitions  with  fire  doors  at  openings ;  a 
fire  escape  on  the  rear  of  the  building  extending  from 
main  roof  to  the  roof  of  the  1st  story  extension;  with 
hreproot  windows  along  the  course  thereof;  with  EGRESS 
(  from  the  termination  of  fire  escape  by  means  of  adjoining 
extension  roofs.  ROOFS  of  adjoining  buildings  are  at 
same  level ;  and 

Whereas,  petitioner  contends  the  existing  means  of  exit 
are  adequate. 

Resolve  d,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
granted,  as  to  Item  1,  only  so  far  as  it  affects  egress  from 
termination  of  fire  escape,  on  condition  that  egress  is  pro- 
\ ided  from  roof  of  extension  to  roof  of  adjoining  prem- 
ises  in  same  ownership ;  and  granted  as  to  Item  2  on  con¬ 
dition  that  fixed  double-rung  ladder  shall  be  provided  from 
top  story  hall  to  counterbalanced  scuttle  in  roof;  and  that 
the  occupancy  shall  not  exceed  more  than  25  persons  above 
2nd  story. 


587-24-S. 

PETITIONER — James  P.  Whiskeman,  for  Estate  of  John 
J.  Murphy,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

‘APPEAR^NCESECTED — ^  streeC  Manhattan. 

For  Petitioner:  James  P.  Whiskeman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

\CT10N  OF  BOARD' — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 

Inspector  Bastress  .  3 

Negative  . ’  ’  "  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLUTION: 

(587-24-S) 

Whereas,  James  P.  Whiskeman,  for  Estate  of  John  J. 
lurphy,  Inc.,  owner,  filed,  April  25,  1924,  a  petition,  with 
ie  board  of  standards  and  appeals,  for  variation  from 
ie  requirements  of  the  labor  law,  as  cited  in  an  order 
i  the  fire  commissioner,  affecting  premises  7  Dutch  street, 
■orough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  53104- 
D,  dated  December  18,  1923,  reads: 

“!•  Arrange  the  fire  escape  on  the  west  side  of 
building  and  the  openings  leading  thereto  and  the 
windows  opening  on  the  course  thereof  *  *  * 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following : 

.  “Windows  on  course  not  fireproof,  not  self-clos¬ 
ing. 

“No  stairway  from  top  balcony  to  roof. 

“No  60  degree  stairs  connecting  balconies. 

^Railing  not  30  in.  high  enclosing  balconies. 

„ No.  stairway  from  lowest  balcony  to  ground. 

^Plain  glass  skylight  under  lowest  balcony. 

“No  safe  passageway  to  street  from  termination.” ; 

d 

\\  HERE  AS,  the  building  is  non-fireproof,  five  stories  in 
ight,  24  ft.  3  in.  by  101  ft.  7  in.  in  area  at  1st  story 
'>  24  ft.  3  in.  by  89  ft.  8  in.  in  area  above.  OCCUPIED 
follows:  1st  story,  restaurant;  2nd  story,  printing,  7 
rsons ;  3rd  story,  stationery,  6  persons ;  4th  and  5th  stories, 
cant  at  present.  EXITS:  An  interior  wooden  stairway 
tending  from  1st  story  to  top  story,  enclosed  in  wooden 
rubons  with  wooden  doors  at  openings ;  a  fire  escape 
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with  vertical  collecting  stairways  on  the  rear  of  the  build- 

rtSFc  lr°m  the  story  to  2nd  story  balcony, 
with  EGRESS  by  means  of  balcony  to  adjacent  fire  escape, 

SM"onfeProof.  windows  along  the  course  thereof. 
lvUKJPS  of  adjoining  buildings  about  7  ft.  lower;  and 
Whereas,  petitioner  contends  that  in  view  of  the  small 
size  and  occupancy  of  the  building  the  existing  means  of 
egress  are  adequate. 

Resolved  that  the  board  of  standards  and  appeals  does 
lere  >y  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  fixed  iron  ladders  shall  be  pro¬ 
vided  on  the  course  of  fire  escape  throughout;  and  that 
a  bridge  shall  be  provided  from  the  lowest  balcony  to 
adjoining  premises,  41-43  John  street;  and  granted  so 
long  as  occupancy  and  use  remain  unchanged. 


596-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Max  Alpert 
owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 138  Livingston  street,  Brook¬ 
lyn. 

APPEARANCES— 


nor  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnMi?i?TSEcB°AARD~"Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative .  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 

Inspector  Bastress  .  g 

Negative  .  ’  Q 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 

Hannon  .  4 

THE  RESOLUTION:  . 

,  (596-24-S) 

Whereas,  Samuel  Rosenblum,  for  Max  Alpert,  owner, 
bled,  April  28,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
sioner,  affecting  premises  138  Livingston  street,  Borough 
of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  43161- 
LD,  dated  February  2,  1923,  reads: 

“2.  Extend  the  interior  stairway  at  the  East  Side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.”  ; 

and 


W  hereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  70  ft.  in  area  at  1st  story  and  25  ft.  by 
25  ft.  in  area  above.  OCCUPIED,  as  follows:  1st  and 
2nd  stories,  printing,  13  persons;  3rd  story,  dental  labora¬ 
tory,  4  persons;  4th  story,  electro  plating,  1  person;  5th 
story,  printing,  4  persons.  EXITS :  An  interior  wooden 
stairway  extending  from  1st  story  to  top  story,  enclosed 
in  wood  lath  and  plaster  partitions  with  wooden  doors 
at  openings;  a  fire  escape  on  the  front  of  the  building 
extending  from  5th  to  2nd  story,  with  counterbalanced 
stair  to  street ;  with  fireproof  windows  along  the  course 
thereof.  ROOFS  of  adjoining  buildings  to  west  5  ft.  11 
in,  lower,  to  east  16  ft.  lower;  and 

Whereas,  petitioner  contends,  in  view  of  the  small  oc¬ 
cupancy  of  the  building,  that  the  existing  means  of  exit 
are  adequate. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  fixed  double-rung  iron  ladder 
shall  be  provided  from  top  story  hall  to  roof;  and  granted 
so  long  as  occupancy  and  use  remain  unchanged. 
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600-24-S. 

PETITIONER — George  and  Edward  Blum,  for  1809  Sev¬ 
enth  Avenue  Corp.,  owner.  _  .  .  . 

STJBIECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 261-267  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Edward  Blum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Connell,  Superintendents  Reville,  Kleinert, 
Moore,  McDermott  and  Chief  Inspector 

Bastress  .  8 

Negative  . .  0 

Absent:  Messrs.  Beatty,  Holland,  Kerby,  hire 
Chief  Kenlon  and  Deputy  Fire  Commissioner 
Hannon  . 

THE  RESOLUTION: 

(600-24-S) 

Whereas  Geo.  and  Edw.  Blum,  for  1809  Seventh  A\enue 
Corp.,  owner,  filed,  April  29,  1914,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  261-267  West 

35th  street,  Manhattan;  and  .  ... 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  15,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  89-1924,  reads:  . 

“No  pane  of  glass  may  exceed  720  square  inches  in 

a  factory  building.  (Sec.  264,  Labor  Law).  ; 

aD\V hereas.  the  building  is  fireproof,  16  stories  in  height, 
75  ft.  by  98  ft.  in  area;  OCCUPIED  as  offices,  show 
rooms  and  25  per  cent  manufacturing;  EQUIPPED  with  a 
sprinkler  system  and  a  fire  alarm  signal  system,  EXi  ^  ^  * 
Two  interior  fireproof  stairways,  extending  from  the  1st 
story  to  the  roof,  enclosed  in  fireproof  partitions  with  fire 

doors  at  openings;  and  .  ,  ,  x  ,  ..  .  .... 

Whereas,  there  are  openings  in  the  front  of  the  buildi  g 

on  the  1st  and  2nd  stories,  glazed  with  >n-  Plate  £*ass  5 
the  area  of  the  glass  in  the  1st  story  is  14  ft.  7  in.  bv  10 
ft.  and  in  the  2nd  story*  the  maximum  area  of  the  glass 

is  7  ft.  by  4  ft.  2  in. ;  and  ,  .  ,  . 

Whereas,  petitioner  contends  that  to  comply  with  the  pro¬ 
visions  of  the  labor  law  as  to  the  area  of  the  glass 
would  materially  affect  the  architectural  treatment  of  the 
building  and  also  the  intended  use  of  the  1st  and  ~nd 

S  °Rc  wived,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
qr anted  so  far  as  it  affects  windows  at  front  of  building 
on  two  lower  stories,  on  condition  that  these  windows 
shall  be  glazed  with  polished  plate  glass  not  less  than 
yA  in.  thick,  set  in  approved  metal  frames. 


581-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engin¬ 
eering  Co.,  for  R.  Fihrer,  lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED— 133  Second  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Kleinert, 
Moore,  McDermott  and  Chief  Inspector  Bas¬ 
tress  .  10 

Negative  . - .  ® 

Absent :  Messrs.  Beatty,  Holland  and  Fire  Chief 
Kenlon  .  3 

THE  RESOLUTION : 

(581-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  37  St.  Marks  Place  Corp.,  owner,  filed,  April  24, 
1924,  an  appeal,  with  the  board  of  appeals,  from  orders  of 
the  fire  commissioner,  affecting  premises  133  Second  avenue, 
Manhattan  ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
January  26,  1924,  read : 

“No.  54356-LD  : 

“1.  Enclose  the  interior  stairway  at  west  side  of 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3 
feet  above  the  roof,  constructed  as  per  Section  271  of 
the  Labor  Law,  and  Rule  2  of  the  Industrial  Code, 
or  carry  out  a  proper  alternative  method  of  complying 
with  the  requirements  of  Section  271  of  the  Labor 
Law.” 

“No.  54357-LD : 

“2.  Arrange  the  doors  leading  to  the  stairway  on 
all  stories  upon  which  five  or  more  persons  are  em¬ 
ployed  so  as  to  open  outwardly  without  obstructmg 
the  stairway,  as  per  Section  271  of  the  Labor  Law.  , 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  47  ft.  by  100  ft.  in  area  at  the  1st  story  and 
47  ft.  by  71  ft.  in  area  above.  OCCUPIED :  1st  story, 
stores ;  2nd  story,  offices,  7  persons ;  3rd  story,  dentist  and  of¬ 
fices,  12  persons ;  4th  story,  embroidery  and  dwelling,  30  per¬ 
sons.  EXITS:  An  interior  steel  and  marble  tread  stairway 
extending  from  1st  story  to  roof,  enclosed  in  fireproof  par¬ 
titions  with  fire  doors  at  openings;  a  fire  escape  on  the 
front  of  the  building,  extending  from  roof  to  2nd  story 
with  counterbalanced  stairway  to  street ;  with  fireproof  win¬ 
dows  along  the  course  thereof.  ROOFS  of  adjoining 
building  to  west  three  stories  higher,  to  north  one  story 
lower ;  and 

Whereas,  petitioner  proposes  to  install  a  fire  alarm  sig¬ 
nal  system  and  contends  the  interior  stairway  opens  into 
a  connecting  hallway  on  the  south  side  of  the  longitudinal 
dividing  wall  and  proposes  to  install  a  pair  of  double 
swing  fireproof  doors  at  each  opening  from  the  stairway 
thereto;  and  further  requests  acceptance  of  these  doors 
as  a  compliance  with  Order  No.  54357-LD  as  all  other 
doors  on  the  main  stairway  will  be  arranged  to  open  out¬ 
wardly. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  the  fore  and  aft  dividing  parti 
tions  shall  be  equipped  with  a  pair  of  double  acting  fire¬ 
proof  doors ;  that  the  area  of  wire  glass  in  any  existing 
door  shall  not  exceed  720  sq.  in.;  and  granted  so  long 
as  to  occupancy  and  use  shall  remain  substantially  unchanged. 
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624-24-S. 

j  PETITIONER— Samuel  Rosenblum,  for  Florence  S.  Love- 
joy,  owner. 

■OBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

^REMISES  AFFECTED — 337  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

mN.T?iTTOMc:BOAARD“cetition  granted  on  condition. 

— As  specified  in  resolution. 

1  Hr,  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville,  Kleinert, 
Moore,  McDermott  and  Chief  Inspector  Bas- 

tress  .  1n 

Negative  . ... . . .  0 

Absent:  Messrs.  Beatty,  Hoi  land  and' Fire  Chief 
Kenlon  .  3 

THE  RESOLUTION: 

...  0  (624-24-S) 

Whereas,  Samuel  Rosenblum,  for  Florence  S.  Lovejoy 

Cd’j  ^fay  1924’  a  with  the  board  of 

standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com- 
missioner,  affecting  premises  337  West  38th  street.  Borough 
of  Manhattan;  and 

r  t\Vh,ere^s- the  order  of  the  fire  commissioner,  No.  43534- 
LH  dated  February  20,  1923,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Section  273  and  274 
of  the  Labor  Law  *  *  * 

TPT?  A™ong  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  passageway  from  termination  of  fire  escane  to 
street.  ;  v 

and 

.  JV?ER0ErAS;  t!\e  buildi„ng  .is  non-fireproof.  four  stories  in 
height.  25  ft.  by  98  ft.  in  area  at  1st  story  and  25  ft 
hy  50  ft.  m  area  above.  OCCUPIED:  1st  story,'  office! 

•  persons ;  2nd  story,  hand  embroidery,  7  persons  •  3rd 
story,  photographers’  goods.  1  person ;  4th  story,  shoe  ’man¬ 
ufacturer.  14  persons.  EXITS:  An  interior  wooden  stair¬ 
way  extending  from  1st  story  to  top  story,  with  iron  lad¬ 
der  to  scuttle  in  roof;  enclosed  in  wood  lath  and  plaster 
partitions  with  wooden  doors  at  openings;  a  fire  escape 
n  the  rear  of  the  building  extending  from  the  4th  story  to 
ie  roof  of  1st  story  extension  with  gooseneck  ladder  to' 
ie  roof,  and  with  fireproof  windows  along  the  course 
hereof;  with  EGRESS  from  the  termination  of  fire  escape 

■’LmCanor?^|dd7S  /.mm  roof  of  extension  to  adjoining 
aras.  ROOFS  of  adjoining  building  to  east  6  ft.  higher 
°  west  12  ft.  higher;  and 

Whereas  petitioner  requests,  in  view  of  the  occupancy 
cceptance  of  the  existing  means  of  egress  from  termination 
'f  the  fire  escape. 

Resolved  that  th'e  board  of  standards  and  appeals  does 
erebv  make  a  variation  from  the  requirements  of  the  la- 
■°r  law,  and  that  the  petition  be  and  it  hereby  is 
rarted  only  so  far  as  it  affects  egress  from  termination 
tire  escapes,  on  condition  that  standard  fire  escape  shall 
e  provided  on  rear  of  building,  terminating  on  the  roof 
.  extension,  with  egress  therefrom  by  means  of  45  degree 
airway  to  vard  of  adjoining  premises  on  east,  with  egress 
iere from  through  hallway  direct  to  street,  unobstructed 
t?  a  hxed  double-rung  ladder  to  westerly  yard,  and  granted 
wer\  ise  so  long  as  conditions  as  to  occupancy  and  use 
remain  substantially  unchanged. 


631-24-S. 

P  E  TI T I  ONER  Henry  I.  Oser,  for  210  West  29th  St 
Corp.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
pduiitt ^ripermtendent  of  buildings. 

REMISES  AFFECTED-210  West  29th  street,  Manhat- 

APPEARANCES— 

For  Petitioner:  Henry  I.  Oser. 

mvnm?  BOARD— Petition  granted  on  condition. 

(  ONDH  IONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative  .-  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Deputy  Fire  Commissioner 
Hannon  Superintendents  Reville,  Kleinert. 

tre°ssre’  McDermott  and  Chief  Inspector  Bas- 

Negative  . .  .  .  .  .  . .  10 

Absent :  Messrs.  Beatty,’  Hoiland  and ’  Fire  Chief  ° 
Kenlon  .... 

THE  RESOLUTION: .  3 

(631-24-S) 

1  Oser,  for  210  West  29th  Street  Corp. 

standards  and  ^  ?’  V*24’  a  .petition’  with  the  board  of 
^tandards  and  appeals,  for  variation  from  the  requirements 

,thef  lab°r.,law-  as  Clted  in  a  decision  of  the  siTerin- 

7d  t,of  fU1Jdmgs’  affect,ng  premises  210  West  29th  street 
Borough  of  Manhattan ;  and  ’ 

Whereas  the  dec's, o"  of  the  superintendent  of  buildinos 
K-  R  4E  w°'f  of  192*.  dated  May  5.  1924,  reads:  *  ’ 

I  aw  in!  ’nd°WS  should  ^nform  to  Section  264,  Labor 
and1  )No  Pane  may  exceed  720  square  inches.”; 

Whereas  the  building  is  fireproof,  nine  stories  in  height 
25  ft.  by  98  ft.  m  area.  OCCUPIED:  1st  story  store,’ 

stTv-  EOT  IIP  Pirn  T™  a"d.  factor!es'  30  PeSons 

.  Whereas,  there  are  openings  in  the 'front  of  the  build- 

the  ur  thCf  aiJd  2nd  stories’  ffiazed  with  plate  glass  • 
the  area  of  the  glass  on  the  1st  story  is  5  ft  by  /ft'  3 

rf,abylTffeaSd  S‘0ry 

aroL0lomu7dCdenfte’sa„ch  a  ^  ^ 

Resolved  that  the  board  of  standards  and  appeals  does 
iere  >v  ma ke  a  variation  from  the  requirements  of  the  la- 
law,  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  the  openings  on  the  two  lower 
stories  at  front  of  building  be  glazed  with  polished  plate 

H  firePTO,f  fram“-  *>  ^ 


1461-23-S. 

PETITIONER— Philip  Steigman,  for  21-25  West  20th 
street  Corp.,  owner. 

SUBJECT-Variation  of  labor  law  as  cited  in  order  of 
tire  commissioner. 

PREMISES  AFFECTED  23  West  20th  street,  Manhat- 

APPEARANCES— 

For  Petitioner:  Philip  Steigman 
For  Administration:  Inspector  Maher  of  fire  de 
partment. 

CONDITION SB 0AARD^et,;ti?n  ^nted  on  condition. 
THE 1 VOTE^  AS  SpCClfied  ,n  resoIution. 

Affirmative :  Chairman  Walsh.  Messrs.  Boulton 
Kerby.  Connell.  Deputy  Fire  Commissioner 
Hannon  Superintendents  Reville,  Kleinert 
Moore,  McDermott  and  Chief  Inspector  Bas- 
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Negative  . *  ■  *  ® 

Absent :  Messrs.  Beatty,  Holland  and  Fire  Chief 

Kenlon  .  3 

THE  RESOLUTION : 

(1461-23-S) 

Whereas,  Philip  Steigman,  for  21-5  West  20th  Street 
Corp.,  owner,  filed,  December  10,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  fire 
commissioner,  affecting  premises  23  West  20th  street,  Bor¬ 
ough  of  Manhattan;  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 

January  22,  1924,  reads:  .  .. 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows 

opening  on  the  course  thereof  *  *  * 

“NOTE: _ Among  the  defects  noted  on  this  fire  escape 

are  the  following:  ,  _  , 

“No  stairway  from  top  balcony  to  roof.  Cast  iron 
steps  on  stairways  connecting  balconies.  Windows 
opening  upon  course  not  fireproof  nor  self-closing. 
No  fireproof  passageway  leading  to  street,  from  lower 

termination.  .  .  , 

“2.  Provide  an  additional  means  of  exit  trom  the 

basement,  said  exit  to  be  located  at  the  rear  o 
building  *  * 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  84  ft.  in  area.  OCCUPIED  as  follows: 
Basement,  store,  4  persons ;  1st  floor,  store  and  manu  ac- 
turing,  5  persons;  2nd  floor,  janitors  apartment,  3  per¬ 
sons-  3rd  floor,  manufacturing,  8  persons;  4th  floor,  manu¬ 
facturing.  8  persons.  EXITS:  An  interior  iron  stairway 
with  marble  treads  extending  from  1st  story  to  top  story, 
enclosed  in  brick  partition,  with  wood  doors  at  openings , 
a  fire  escape  on  the  rear  of  the  building  extending  from 
top  story  to  yard,  with  gooseneck  ladder  to  roof,  with 
EGRESS  from  termination  of  fire  escape  to  adjoining 
yards;  windows  along  course  of  fire  escape  are  kalameine 
covered,  glazed  with  wire  glass.  ROOFS  to  east  and  west 

are  10  ft.  lower;  and  .  ,  , 

Whereas,  petitioner  proposes  to  provide  kalameined  doors 
at  openings  to  interior  stairway,  to  provide  scuttle  and 
iron  ladder  to  roof,  to  substitute  checkered  plate  for  cast 
iron  treads  of  fire  escapes  and  to  provide  egress  from 
lowest  balcony  of  fire  escapes  to  yards  at  east  and  west 
with  egress  from  these  yards  through  stores  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
aranted  as  to  Item  1  on  condition  that  all  openings  to  in¬ 
terior  stairway  shall  be  provided  with  kalameined  self¬ 
closing  doors;  stationary  iron  ladder  shall  be  provided  to 
a  scuttle  in  the  roof ;  that  checkered  steel  plate  shall  be 
substituted  for  cast  iron  treads  of  fire  escapes ;  that  egress 
shall  be  provided  from  termination  of  fire  escapes  to 
yards  of  buildings  to  east  and  west,  with  egress  from 
these  vards  through  stores  to  street;  and  granted  as  to 
Item  2  on  condition  that  a  door  opening  outwardly  shall 
be  provided  in  basement  leading  to  rear  yard;  and  granted 
so  long  as  conditions  as  to  occupancy  and  use  remain  un¬ 
changed. 


APPEARANCES— 

For  Petitioner:  James  E.  Lo  Piccolo. 

For  Administration:  Inspector  John  S.  McCauley 
of  health  department. 

ACTION  OF  BOARD^-Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Reville,  Kleinert,  Moore,  McDermott  and 

Chief  Inspector  Bastress  .  8 

Negative:  Chairman  Walsh  and  Mr.  Connell  . .  2 

Absent :  Messrs.  Beatty,  Holland  and  Fire  Chief 
Kenlon  .  * 


THE  RESOLUTION : 


(468-24-S) 

Whereas,  Giuseppina  Lo  Bue,  for  Antonio  Feriolo,  les¬ 
see,  filed.  April  1,  1924  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  decision  of  the  department  of 
health,  affecting  premises  426  East  17th  street,  Manhattan ; 

W^hereas,  the  decision  of  the  department  of  health  reads : 

“At  a  meeting  of  the  Board  of  Health  of  the  De¬ 
partment  of  Health  of  the  City  of  New  York,  held 
March  12,  1924,  your  application  for  a  Sanitary  Cer¬ 
tificate  for  a  cellar  bakery  at  426  East  ^17th  Street, 
in  the  Borough  of  Manhattan,  was  denied.”; 

and  , 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
cellar  in  height,  25  ft.  by  65  ft.  in  area.  OCCUPIED: 
Cellar,  bakery;  1st  story,  stores  and  dwellings  above;  the 
height’  of  the  bakery  from  floor  to  ceiling  being  8  ft.  and 
7  ft.  4  in. ;  the  ceiling  being  6  in.  below  the  curb  and 
the  floor  7  ft.  below  the  yard  level;  the  means  of  ventila¬ 
tion  consisting  of  a  door  to  the  yard ;  and 

Whereas,  petitioner  contends  the  premises  have  been  used 
as  a  cellar  bakery  for  the  last  fifteen  (15)  years.' 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
granted. 


973-23-S. 

PETITIONER— E.  Chletsos  and  V.  Gounus,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED— 415  West  50th  street,  Manhat¬ 
tan*. 

APPEARANCES—  N 

For  Petitioner :  Dicran  Simsarian  and  Charles 
Loesch. 

For  Administration:  Inspector  John  S.  McCauley 
of  health  department. 

ACTION  OF  BOARjD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


468-24-S. 

PETITIONER— Giuseppina  Lo  Bue  and  Salvatore  Lo 


Piccolo,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED— 426  East  17th  street,  Manhat¬ 
tan. 


THE  VOTE— 

Affirmative:  Messrs.  Boulton,  Kerby,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Reville,  Kleinert,  Moore,  McDermott  and 

Chief  Inspector  Bastress  .  8- 

Negative:  Chairman  Walsh  and  Mr.  Connell  . .  2 

Absent :  Messrs.  Beatty,  Holland  and  Fire  Chief 
Kenlon  .  3 


i 
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THE  RESOLUTION: 

(973-23-S) 

Whereas,  E.  Chletsos  and  V.  Gounuus,  for  Kate  Loesch, 
owner  fiRd  August  9,  1923,  a  petition,  with  the  board  of 
standard  and  appeal,  f or  variation  from  the  requirements 

°  aS  C'te-d  m  a  declsion  o£  the  department 

of  health,  affecting  premises  415  West  50th  street,  Manhat¬ 
tan  ;  and 

July  To!E  1923, heredaedCsS:i0n  °f  ^  department  of  health-  dated 

"At  a  meeting  of  the  Board  of  Health  of  the  De- 
partment  of  Health  of  the  City  of  New  York,  held 
June  12,  1923,  your  application  for  a  sanitary  certificate 
tor  a  cellar  bakery  at  415  West  50th  Street,  in  the 
Borough  of  Manhattan,  was  denied.”- 
and 

\\  hereas  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  50  ft.  in  area.  OCCUPIED- 

°-kuy;f  1SJ  St°ry’  Stores’  uPPer  stories,  dwelK 
ngs  the  height  of  the  bakery  from  floor  to  ceiling  being 

.  1  ,1IL»  tbe  ceiling  being  at  same  elevation  as  curb 

level  and  the  floor  8  ft.  1  in.  below  rear  yard;  the  means 
oi  ventilation  consisting  of  two  13  in.  by  16  in.  windows 

hv  rear’  i  openmf  on  areaways,  and  one  2  ft.  10  in 
!*Jd4  ft‘  wmdow  at  front  of  bakery  opening  to  open  area; 

W  hereas,  this  case  was  dismissed  for  lack  of  prosecu- 
lon  by  the  board  at  the  meeting  held  on  December  4, 

r,e°Pened  byvote  of  the  board  on  May  27,  1924. 
Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law,  and  that  the  petition  be  and  it  hereby  is 
$*nted  .o’1.  c°nd«ion  that  the  additional  means  of  ventila- 

be  "installed0^  ^  ^  “  thiS  CaSe  June  24th’  sha11 


578-22-S. 

PETITIONER— Samuel  Rosenblum,  for  Shaff  &  Silber- 
man,  owners. 

SUBJECT— Application  for  reopening— variation  of  labor 

PRPWT^rc  ^  rcet7d^°rder  of  bre  commissioner. 
PREMISES  AFFECTED  125-131  Canal  street,  Manhat- 

appearances— 

For  Petitioner:  Samuel  Rosenblum. 
tor  Administration:  Inspector  Maher  of  fire  de- 
partment. 

IOmoSfiedBOARDL_Petiti°n  reopened  and  resolution 

THtion^E  t°  REOPEN  ANiD  MODIFY  RESOLU- 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Eerby,  Connell,  Superintendents  Reville 
Kleinert,  McDermott  and  Chief  Inspector’ 

Bastress  . 

Negative :  Superintendent  Moore  ..............  i 

Absent :  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner  Han¬ 
non  . 

THE  RESOLUTION: 

(578-22-S) 

owners^fiWJ  Ros€nblum,  for  Shaff  &  Silberman, 

standards  and  tn”  ,19>f1922’  a  P.etltl°n,  with  the  board  of 
o£  the  lab^r  PPCa  ’  -!°J  Vanat,°n  fr0m  the  requirements 
sioner  a^ili  35  ated  m  an  order  of  the  fire  commis- 
md  affect,nS  Premises  125-31  Canal  street,  Manhattan; 

Whereas  the  order  of  the  fire  commissioner  reads: 
ing  V  ArJanSe  the  fire  escape  on  the  front  of  build- 


areTeTfEoilot”4T  defeCtS  n°ted  ,his  fire 

Not  screened  to  a  height  of  4  ft.  6  in.  Doors  to 

on  course  anoteafiSt  2  6  ft*  not  P^vided.  Windows 

on  course  not  fireproof,  not  self-closing.  No  counter¬ 
balanced  stairway  to  street.  No  rails  on  balcony  ope^- 

*  “2  Kn°  1  StePtK  t0  SllE  01  openinSs  to  balconies. 
ine  %  *  *  ”  hC  mten0r  stairway  ^  centre  of  build- 

and 

heSTft  “  “On-fireproof,  six  stories  in 

OCCUPIED-  -  o0  11  1 1  14  in.,  irregular  in  area. 

ucUirlhD .  1st  story,  stores;  2nd  story,  tailors  4  per¬ 
sons;  3rd  story,  mtg.  of  jewelry,  25  persons;  4th  story  mfg 

Sthrtorv^mS  pefrS°ns;1  Jewelr>’  engravers  and  polishers; 

8‘  °f  Jewelr^  12  Persons;  6th  story,  mfg  of 
tern  th’  J  person^;  eclUIpped  with  a  fire  alarm  signal^sys- 
it  thVtbe  means  of  egress  consisting  of  an  interior  Stairway 
at  the  centre  of  building,  extending  from  the  1st  story  to  the 
roof  enclosed  in  fire  retarding  partitions  with  metal  cov- 
ered  doors  at  the  openings;  a  similar  stairway  at  the  north 
de  of  building  extending  from  the  1st  sto>y  to  the  6th 

h!  a.firiS  escaPe  °n  the  front  and  one  on  the  rear  of 
juilding ;  the  rear  fire  escape  landing  on  the  roof  of  the 
two-story  budding  at  the  north,  wifh  SreprooTwindows 
a  ong  course,  with  drop  ladder  to  the  ground  from  lowest 
balcony  of  front  fire  escape ;  and 

WHEREA5,  petitioner  contends  that  the  board  of  review  of 
this  OTdetTand6"1’  UndCr  ^  °f  AugUSt  4*  1919«  modified 

Whereas  the  board  deemed  that  the  action  of  the  board 

VYHVER^s0lfhhe  fi!"v  dePartmeut  should  be  ratified;  and 
Whereas,  this  petition  was  granted  by  the  board  at  its 

meeting,  September  19,  1922,  on  certain  conditions  and 

rXancT  a  modificatiOT  of  conditions 

Resohed  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  l  on  condition  that  the  stipulations  set 
torth  in  action  of  the  board  of  review  of  the  fire  depart 
ment  shall  be  complied  with,  and  granted  as  to  Item  No  2 

hluC°^t\!Wn  that  f1?  doorway  t0  the  cellar  in  the  stair 
,  a*  the  center  of  the  building  and  all  the  doors  through¬ 
out  the  stairway  in  the  center  of  the  building  shall  be 
^ade  hfirePr00^  self-dosing,  and  granted  on  further  condi¬ 
tion  that  the  fire  escape  on  the  Canal  street  front  shall  be 
extended  to  include  one  window  to  the  east  in  each  story 
ie  fire  escapes  to  be  provided  with  counterbalanced  drop 
ladders  in  guides;  and  the  occupancy  permitted  to  be  25 
persons  on  each  story,  except  the  top  story,  where  the  oc¬ 
cupancy  may  be  45  persons. 


1505-23-S. 

S U R  T  F rTN  1  aR~i H 3 bdon .  Realty  Company,  owner. 

.  U  EJECT  Application  for  reopening— variation  of  labo 

Jaw  as  cited  in  decision  of  superintendent  of  build 
mgs. 

PREMISES  AFFECTED— 130  Madison  avenue,  Manhat 

icin. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD— Petition  reopened  and  set  for  hear¬ 
ing  July  1,  1924,  at  2  p.  m. 

THE  VOTE  TO  GRANT  REOPENING— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton 
Kerby,  Connell,  Superintendents  Reville 
McDermott  and  Chief  Inspector  Bastress  . .  ’  7 
Negative:  Superintendents  Kleinert  and  Moore  2 
Absent:  Messrs.  Beatty  Holland,  Fire  Chief 
b.enlon  and  Deputy  Fire  Commissioner  Han- 
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THE  VOTE  TO  RECONSIDER— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  (Superintendents  Reville, 
Kleinert,  McDermott  and  Chief  Inspector 

Bastress  . . . .  ® 

Negative:  Superintendent  Moore . •••••  1 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner  Han¬ 
non  .  4 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  ^Superintendents  Reville, 
Kleinert,  McDermott  and  Chief  Inspector 

Bastress  .  ® 

Negative:  Superintendent  Moore . 1 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner  Han¬ 
non  .  4 

APPLIANCES  SUBMITTED  FOR  APPROVAL. 

G84-24-SA.  . 

PETITIONER— The  Trenton  Potteries  Co. 

SUBJECT — Approval  of  the  Donovan  Water  Closet  Flange. 

.APPEARANCES— 

For  Petitioner :  John  J.  Donovan. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  'Connell,  Superintendents  Reville, 
Kleinert,  Moore,  iMcDermott  and  Chief 

Inspector  Bastress  .  9 

Negative  . •••”•/;  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


1491-23-SA. 

PETITIONER— Owego  Bridge  Corporation. 

SUBJECT — Approval  of  Champion  Gas  Producer  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 

Inspector  Bastress  .  9 

Negative  . . . .  •  •••••  9 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 


961-23-SA. 

PETITIONER— Peerless  Engineering  Company. 
SUBJECT— Approval  of  the  Curtis  Patent  Rotary  Pump. 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 
Inspector  Bastress  .  9 

Negative  . ;  •  •  •  ••  y  :  0 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

503-24- S A. 

PETITIONER— Kinney  Mnfg.  Company. 

SUBJECT— Approval  of  Kinney  Rotating  Plunger  Pump. 
APPEARANCES— 

For  Petitioner:  E.  F.  Bender. 

ACTION  OF  BOARD— Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 


654-24-SA. 

PETITIONER— The  Oil  Heater  Distributing  Co.,  Inc. 

SUBJECT— Marvel  Oil  Burner. 

APPEARANCES— 

For  Petitioner:  Arthur  D.  O’Brien. 

ACTION  OF  BOARD— Placed  on  reserve  calendar  pend¬ 
ing  report  of  committee  of  inspection. 

438-21-SA. 

PETITIONER— B.  F.  Schirmer  Co. 

SUBJECT— Approval  of  Viking  Pump. 

APPEARANCES— 

For  Petitioner:  B.  F.  Schirmer. 

ACTION  OF  BOARD— Petition  reopened  and  placed  on 
reserve  calendar,  pending  report  of  committee  of 
inspection. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief 

Inspector  Bastress  .  9 

Negative  . . . . . . .  . . . . . .  •  0 

Absent:  Messrs.  Beatty,  Holland,  hire  Chief 
Kenlon  and  Deputy  Fire  Commissioner 
Hannon  .  4 

RULES. 

217-21-S. 

TITLE — Fuel  Oil  Rules. 

SUBJECT — Proposed  amendments  to  the  l'uel  Oil  Rules. 
APPEARANCES— 'None. 

ACTION  OF  BOARD — Chairman  read  communication 

from  Portland  Cement  Assn.  After  discussion,  it 
was  suggested  that  a  reply  be  made,  interpreting 
that  part  of  Fuel  Oil  Rules  regarding  use  of  con¬ 
crete  tanks.  i 

CASES  DISMISSED. 

(1249-22-S) 

Filed  October  21,  1922— Approval  of  Coen  Oil  Burner.  Pe¬ 
titioner,  Coen  Company.  Dismissed  for  lack 
of  prosecution. 

(887-23-SA) 

Filed  July  11,  1923— Approval  of  Sayih  Patent  Safety  tire 
Escape.  Petitioner,  James  Sayih.  Dismissed 
for  lack  of  prosecution. 

(1323-23-SA) 

Filed  November  16,  1923— Approval  of  Low  Pressure 
Vacuum  Converter  Fuel  Oil  Burner.  Pe¬ 
titioner,  Standard  Sealing  Equipment  Corp. 
Dismissed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 
Kerby,  Connell,  Superintendents  Reville, 
Kleinert,  Moore,  McDermott  and  Chief  In¬ 
spector  Bastress  .  ' 

N  egative  . .  *  * :  *  *  y . - AU '  r 

Absent:  Messrs.  Beatty,  Holland,  Fire  Chief  J 
Kenlon  and  Deputy  Fire  Commissioner  Han¬ 
non  . 

THE  RESOLUTION  :  ......  the 

Whereas,  the  foregoing  petitioners  have  filed  with  tne 
board  of  standards  and  appeals  petitions  from  orders  al- 
fecting  the  premises  in  question;  and  .  .  . 

Whereas,  the  petitioners  have  failed  to  complete  their 

papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  petitions  be  and  they  hereoy 
are  dismissed  for  lack  of  prosecution. 

Adjourned  5.30  p.  m. 

William  J.  O  Gorman,  Secretary. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  1  hcatre  Cases. 

Laaindrn°nVnCcTding  the  *<*ion  of  th«  Board  of  Aldermen 
t  H  Dronospf  rpviciAn  _ 


mt - ui  uic  Doaru  oi  Aiaerinei 

on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres.  b 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A— 237  East  Fordham  road,  The  Bronx. 

270- 21-A— Southeast  corner  Myrtle  avenue  and  Decatur 
street,  Queens. 

27 1- 21- A  6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A— 723  Manhattan  avenue,  Brooklyn. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street 
Manhattan. 

1187-21- A  640-644  Lenox  avenue,  59-71  West  142nd  street 
52-58  West  143rd  street,  northeast  corner 
14~nd  street  and  Lenox  avenue,  Manhattan. 
352-21-A— Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A  946-956  Kings  Highway,  southeast  corner  Coney 
island  avenue,  Brooklyn. 

982 -21-A— 2180  Third  avenue,  Manhattan. 

502-21-A— 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A  2152  Metropolitan  avenue,  Queens. 

1684-21-A  779  De  Kalb  avenue,  Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street 
Hamilton  place  and  Broadway,  Manhattan! 
69-22-A  75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street 
Brooklyn.  ' 

1058-22-A— 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

oJr henpfo,rty'eifht.  .Pierv  cases  listed  herewith  were  laid 
case'  pCn(*ing  decislon  by  the  Supreme  Court  on  a  test 


594- 19-A 

595- 19-A- 

480- 19- A- 

481- 19-A- 

877- 19-A- 

878- 19-A- 

879- 19-A- 

880- 19-A 

881- 19-A 

882- 19-A 

883- 19-A 

884- 19-A 

885- 19-A 

886- 19-A 
937-19-A 


Appeals  from  Administrative  Orders. 
-Pier  8,  North  River,  Manhattan. 

-Pier  44,  East  River,  Manhattan. 

-Piers  4  and  5,  North  River,  Manhattan. 
-Old  Pier  3,  North  River,  Manhattan. 
-Pier  14,  North  River,  Manhattan. 

-Pier  15,  North  River,  Manhattan. 

-Pier  15,  North  River,  Manhattan. 

—Pier  28,  East  River,  Manhattan. 

-Pier  1  (Old),  North  River,  Manhattan. 
JPjer  27,  North  River,  Manhattan. 

'Pier  29,  North  River,  Manhattan. 

—  Pier  30,  North  River,  Manhattan. 

— Pier  78,  North  River,  Manhattan. 

—Pier  42,  North  River,  Manhattan. 

Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A  Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F  ) 

949- 19- A  Pier  131,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  13lst  street,  North 

River,  Manhattan.  (Order  No.  95585-F  ) 
981-19-A  Piers  22-25,  East  River,  Manhattan. 
1003-19-A— Pier  28,  North  River,  Manhattan. 

890-19-A— Pier  70,  East  River,  Manhattan.  * 

31-20- A-Pier  13  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A  Pier  46,  East  River,  foot  of  Van  Brunt  street, 

266- 20-A— Pier  39^East^  River,  foot  of  Van  Dyke  street, 

267- 20- A  Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin 

.Brooklyn. 

268- 20-A  Pier  ^East  River,  foot  of  Pioneer  street, 

269- 20-A  Pier  ^EaTt  River,  n.  e.  s.  Atlantic  Basin, 

270- 20-A  Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn.  ' 

271- 20- A— Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272 - 20- A  Pier  17,  East  River,  foot  of  Joralemon  street 

Brooklyn. 

273- 20-A— Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

3 18-20- A— Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A— Pier  3  Wallabout  basin,  foot  of  Washington 

and  L  streets,  Brooklyn. 

353- 20- A— Pier  2  Wallabout  basin,  foot  of  Washington 

and  t  streets,  Brooklyn. 

383-20-A— .Pier  20,  East  River,  Manhattan. 

420- 20-A— Pier  5,  between  Poplar  and  Middagh  streets 

Brooklyn.  ' 

421- 20-A  Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A  Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A— Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1~05  ~1-A  Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A— East  side  South  street,  foot  of  Dover  street 
Manhattan. 

1302-21-A  Pier  15,  East  River,  Manhattan. 

1541- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

I343-21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 
lyn. 

1544- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


H  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13 A,  for  notices  to  property  owners,  such 
torms  are  not  to  be  supplied  by  this  office. 

n  applicant  IS  entitled  only  to  one  copy  of  Form  13A, 
properly  failed  out. 


.  If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press,  176  Park  Row,  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 

be  supplied  by  mail. 
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RESERVE  CALENDAR 


^Vj^KiTTa^iANJUAKUb  AWL*  AR^HADa. 

Appliances  Submitted  for  Approval. 
xa-Zi-5— Haul  Uii  burner. 

53-21-:5 — Angle  Hose  Valve. 

367-21-5 — Quinn  Oil  Burner. 

438-2 l-S— Viking  Pump,  approval  of.  antirftval  OI 

137z-zi-o — i’urU  lure  Uue  Reducing  valve,  approval  o. 
1173-22-5— Anti-Syphon  Valve,  approval  ol. 

1 105-22- s-Lombustion  Fuel  Oil  burner,  approval  of. 
1323-a^-b— baker  Automatic  House  Heating  burner,  p 
proval  ol. 

J23U-22-75 — Thermostats  lor  automatic  nre  alarm  systems, 
approval  ot. 

1249-22-5— Loen  Uil  burner,  approval  ol. 

1274-22- — Rodriguez  Uil  burner,  approval  ol. 
sk» 7-22-b — burnwelJ  Mecliamcal  burner,  approval  ot. 
357-22-S—  Quinn  Acme  Crude  Oil  Burner,  approval  o  . 
aal-22-b — Rlktiard  bras,  Company,  b.a.uese  connection, 
approval  of.  p  . 

392-22-5 — The  burlace-Combustion  company  bow  Pres¬ 
sure  Oas  and  Oil  burner,  approval  ol. 
447-22-S — ^Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

7yy--’2-S— Kennell  Gas  Cut -Oil  valve,  approval  of. 
1104-22-5— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-5— Oliver  Burner,  approval  of. 

1391- 22-5— Dempsey  High  &  Low  Pressure  huel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  o  . 

1529-22- S — The  Tele-Call  Single  Stroke  Bell  approval l  of . 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of.  „  „  . .  . 

57-23-5 A— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-S A— Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-S A — Master  Gas  Shut-Off  Valve,  approval  o  . 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  o  . 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approva  of. 
°32-93-SA — Manual  and  Thermal  Gas  Cut-on  Valve. 
34>-'>3-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank 
297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 

392- 93-S A — “Billow”  Class  G.  R.  Oil  Burner,  approval  of 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-°3-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA — Tilman-White  Gas  Cut-Off  valve,  approval 

766-23-S A  —  Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of.  _ 


y59-23-SA— Hydro  Carbon  Oil  Burner,  approval  of. 
952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

1046-23-SA — Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  o  . 
960-23-SA — Crescent  Combustion  fuel  oil  burner,  approval 
of.  .  s 

1163-23-SA— Todd  Turbine  fuel  oil  burner,  approval  ot 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  ot. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

]444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 

1363-23-S A— Ballard  Domestic  Oil  Burner,  approval  of 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of.  __ 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 

of.  .  .  . 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  ot. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of 
68-24-SA— May  Burner,  approval  of. 

05-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA— Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA—  Film  I  ns  ruction  Machine,  approval  of. 

503-24- S A— Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  arc  cases  upoii 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  cotiA 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. _ 


RULE 


REPORTING  STRUCTURAL  ALTERATIONS,  AD 
Resolved,  That  for  the  purpose  of  establishing  uniform 
practice  with  regards  to  the  reporting  of  structural  altera¬ 
tions  made  under  the  requirements  of  the  labor  law,  the 
following  rule  be  and  it  is  hereby  adopted: 

When  plans  have  been  filed  with  the  proper  superintend¬ 
ent  of  buildings  and  structural  alterations  have  been  made 
to  comply  with  the  requirements  of  the  labor  law  relating 
to  exits  and  fire  protection,  or  with  an  order  of  the  State 
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OPTED  FEBRUARY  8,  1917,  UNDER  CAL.  352-16-S. 
Labor  Department  relating  to  exits  issued  prior  to  October 
1,  1916,  or  with  an  order  of  the  fire  commissioner  issued 
subsequent  to  October  1,  1916,  a  report  shall  be  made  by 
the  superintendent  of  buildings  to  the  fire  commissioner 
stating  whether  the  work  done  complies  with  the  order 
of  the  State  Labor  Department,  with  the  order  of  the  fire 
commissioner,  or  with  the  provisions  of  the  State  Labor 
Law,  as  the  case  may  be. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES  -RULES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
oc.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924- 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

,  ^a\  .^!Ie  Escapes.  All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law.  except  that 
m  heu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  mav  be  provided  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safetv 
shall  be  provided,  either  to  open  adjoining  yards  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape 
extenor  stairway,  or  to  roof  of  adjoining  extension, 


egTess  satisfactory  to  the  Fire  Commissioner.  All 
properly  painted  main^''ned  structurally  safe  and 

formL1^'!01'  Stairways— All  interior  stairways  not  con- 
tormmg  to  the  requirements  of  the  Labor  Law  or  rules  of 

vided  °that  °f  Standards  and  APPPals  may  be  retained,  pro- 
ded  that  egress  to  same  is  maintained  unobstructed  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc 
are  maintained  free  and  unobstructed.  An  easily  operated 

exit^door  ^  °ther  Simdar  device  may  he  installed  at  street 

JrL^rr  ?creened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  nassaee- 
wavs  thereof  shall  be  maintained  unobstructed,  and  egress 
rom  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(u  1  Horizontal  Bridges— Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main- 
amed  structurally  safe  and  properly  painted,  and  access 

obstruct^  *  passagewa'ys  thereof  shaI1  be  maintained  un- 

.  (e),  ?.°  sJffn  °,f  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


_  .  —— — UIN  SALE, 

Distributing  Division  of  the  City  Record'bffice.'m  Worth  Distributing1  Di'  .Efcc,?“l  £?de  are  »»»  on  sale  at  the 
street.  Prtce.  $■;  by  mail,  $1.08.  Wor,h  st'reet^Pri"'^ “"b0/ R“ord  125  Worth 
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Number 

of 

stories 


Contents 
combustible, 
no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

NOTICE  IS  HEREBY  GIVEN  that  a  public  hearing  ” 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
briday,  July  11,  1924,  at  2  p.  m„  in  Room  919,  Municipal 
minding,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rule’s  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus- 
t.ule  material  about  factory  stairways. 

Ne^att®r«printed  be,ow:  H  old  matter  to  be  omitted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Lazo,  §  79-6;  originally  adopted 
Augustus,  1913,  and  effective  October  1,  1913;  amended 
A  ov ember  18,  1915;  revised  and  readopted  February  10 
1916,  effective  March  1,  1916. 

[Rule  2— Except  as  herein  provided,  in  all  factory 
buil clings  five  stories  or  less  in  height,  erected  prior  to 
October  1.  1913,  in  which  there  are  more  than  twenty- 
nye  persons  employed  above  the  second  floor,  all  interior 
Manways,  serving  as  required  means  of  exit,  and  the 
ian(lingSi  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
•cnen. ile:  •» 


Three 

Stairways 

Enclosed 

— 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

1 

Stairways 

Enclosed 

1  he  term  “contents”  as  used  above  means  articles,  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  suonort 
combustion.  1 1 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the  top  floor .of  the 
buildinK  such  partitions  shall  extend  to  three  feet  aDov 
the  roof  except  in  buildings  with  roofs  of  non-combust.- 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

'aU  openings1  in  such  partitions  shall  be  provided  with 
self  -doltogTors  constructed  of  fire-res, sting  material 
except  where  such  openings  are  in  the  extenor  wall  of 

thTheU“ttom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  ex- 

,enstre?ctosCureaofb0sttaTways  shall  no,  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
there  is  an  exterior  enclosed  fireproof  stairway.  .  . 

AhorSmS  exit,  as  defined  in  section  79-f,  subdivision 
9  of  Labor  Law,  will  be  accepted  as  a  compliance  with 

this  rule. 

STORAGE  of  combustible  material 

ABOUT  FACTORY  STAIRWAYS 

Svpplementary  to  Later  Law,  §79-a  to  79-f;  adopted 
August  28,  1913;  effective  October  1,  1913. 

Rule  3— In  all  factory  buildings  no  articles  or  wares 
of  a  clbustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair 
wav  or  on  the  landings,  platforms  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  a 
^ny  partition"  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

Rl?le“Hli?hetfi™ftiBudding”— For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows : 
Where  the  ground  adjoining  the  building  is  of  umfor™ 
gradTor  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stones  above  the  lowest 
grade  of  the  ground  adjoining  the  building;  where  the 
Ground  adjoining  the  building  varies  in  grade  to  the  ex 
tent  of  involving  more  than  one  story,  the  average 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  o 
more  sides  of  the  building  shall  be  taken  as  *e  height  of 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

o  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
budding  from  anv  floor,  affording  direct  access  to  adjoining 
ground*  from  which  there  is  safe  and  unobstructed  access 
fo  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided 

3.  “Story”  means  that  part  of  any  building  comprised 

between  any  floor  or  roof  next  above. 

4  “Ground  Floor”  or  “First  Floor”  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building,  nnless  th 
ground  surrounding  the  building  is  irregular  in  grade,  in 
which  case  the  term  shall  mean,  for  the  purposes  A  thi 
rule,  the  floor  which,  having  one  or  more  exits  to  grade 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapi  i’.y  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  ex- 
sions  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
ding  list  includes  and  indicates  the  types  of  occupancy 

• : it* •  m  *Vi«e  rlo  OC  • 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions,  are  to  be 
apprehended  in  the  event  of  fire.  The  following  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  clast: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  or 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book¬ 
binding 
Silk 

Sugar  refineries  (including 
beet  and  glucose  works) 
Tanneries  (with  japanning  or 
enameling) 

Textile  mills  (including  cot¬ 
ton  cloth,  bagging,  burlap, 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarettes 
and  snuff 

Woodworking  (excluding  dip¬ 
ping  or  varnishing) 


High  Haxard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

*  Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 
Cotton  waste 
Dry  cleaning 
Explosives 
Feather  renovating 


Feed,  flour  and  grist  mills 
Fireworks 
Imitation  leather 
Matches 

Rag  sorting  (including  cot¬ 
ton) 

Shoddy  mills 

Starch  and  sugar  mills  (in¬ 
cluding  pulverizing) 

Straw  goods 
Varnish 

Woodworking  (with  dipping 
or  varnishing) 


■nine'’ 


The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  oi 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  the 
Board  in  cases  where  the  higher  hazard  is  incidental  or 
well  segregated. 

Rule  2-b. 

Subdivision  1.  Enclosures  Required.— Except  as  here¬ 
in  provided,  in  all  factory  buildings  more  than  two  stones 
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and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
s.des  by  partitions  of  fire-resisting  material  extending  con¬ 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 

kad  direftlv  toeXa  °J  ^  Stairways-  Such  enclosures  shall 
nr  ♦  to  a  door  °Pening  outwardly  to  a  street 

to  a°street  o°r  ZST 

‘hiS  be  ™  acCOTda"«  *«■ 


Stories 


Three 


Four 


Five 


1 

Content*  of 
high  hazard 


Contents  of  moderate  hazard 


8 

Contents  of  low  hazard 


No  sprinkler 


Stairways  to  be  en¬ 
closed  if  more  than 
5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Sprinkler 


No  sprinkler 


Stairways  to  be  en¬ 
closed  if  more  than 
5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor.  • 


Stairways  to  be  en¬ 

closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 


Sprinkler 


.The  stairway  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

There  shall  be  not  less  than  seven  (7)  feet  head  room 
in  every  stairway. 

.AH  door  openings  in  such  enclosure  shall  be  protected 
with  fire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor.  Exterior  windows 
within  thirty  (30)  feet  of  non-fireproof  structures  shall 
be  fireproof  windows.  Skylights,  unless  provided  with 
wired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
substantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma¬ 
terial  at  least  four  (4)  inches  thick,  unless  the  partition 
extends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required.— Except  in 
buildings  in  which  the  contents  are  classified  as  of  high 
Hazard,  the  stairways  shall  not  be  required  to  be  enclosed 
where  a  horizontal  exit,  as  defined  in  section  267  of  the 
Labor  Law,  is  provided  on  all  floors  and  the  stairways 
>erving  as  required  exits  on  each  side  of  the  horizontal 
-x’t  are  remote  from  the  horizontal  exit,  provided  that 
Hther  an  approved  fire  alarm  signal  system  conforming 
rules  of  the  board  is  installed  in  the  building  and  fire 
■rills  substantially  conforming  to  rules  of  the  board  are 
■eld  or  an  approved  sprinkler  system  conforming  to  rules 
’f  the  board  is  installed. 

*uI.®  2~“Re<Iuired  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

Required  .  Exits.— In  every  two-story  factory 

uilding  erected  prior  to  October  1,  1913.  in  which 


the.  shan  r  3  manufacturing, 

means  of  exit  or  escane  fmm  n- eaC"  "°°fr  af  east  two 
one  of  which  from  everv  Ann  h  remote  ^om  each  other, 
lead  to  or  open  on  an  interior  ?b°Ve  °r  b,e-low  grade  sha11 
dosed,  as  hereinafter^  £%SSLi* * S*l,™&''w$ch  sha11  be  en‘ 
exterior  enclosed  stairway.  ^  The" other’ 'mayVad0?  ™ 
a  stairway,  or  to  a  homontal  or  g  ade  S  or  i  °  ' 

and  fifty  (150)  feet  distant  from *  uTln  e7i t0"'  I,1'ndred 

which  E,Se,0cS„U„rtee«sf  *5 

;rgh;l7CaaV7„)errfiVe,  ^rSOnS  are  abo"ve 

means  of  exit  shall  hZnrl  stairways  serving  as  required 

such  stairway  to  the  ceiHnt  nfV™*1  ^  lowest  point  of 
lead  direct, y  a  door 

street  or  ,  a  u™  afiiording  ""obstructed  passage  to  a 

E“  -  rsk&t 

*  ."Ssi,  aw  st  - 

^  StoSSS?**  °'  C°mbus,ib1'  Material  About  Factory 

In  all  factory  buildings  no  articles  nr  umme  r 

.hn“te be  v,iL^ 

material.  covered  with  incombustibk 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  June  26,  1924 

Restored  to  calendar . 


627 

854 

46 


Miscellaneous  Applications. 
Requests  to  reopen . 


Requests  to  amend  . 

Requests  for  modification  . 

O 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  . 

Administrative  requests  . 

Requests  for  interpretation  . 


Total  . . 
Disposed  of 


DISPOSITION  OF  CASES 

Withdrawn  .  99 

Dismissed  . 

Denied  . 

Granted  .  *9 

Granted  on  condition  .  532 

Appliances  approved . . .  12 

Appliances  dismissed,  disapproved  or  withdrawn  ....  10 

Rules  approved . . .  7 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  89 

Requests  to  reopen  denied . 

Requests  to  amend  granted  .  4 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  26 

Requests  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  . .  ® 

Requests  for  extension  of  time  granted  .  11 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  .  18 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Administrative  requests  granted  .... .  9 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  . ; 

Requests  withdrawn  or  dismissed  .  ® , 

Total  . 1069 


102 

4 

28 


12 

20 

2 

1 

3 


Cases  pending  June  26,  1924 


1702 

.1069 

.  633 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
af  prosecution  is  likely  to  result. 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  ot  the 

That  no  plea  of  ignorance  of  the  date  of  the 
hearing'can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
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Minutes  of  Meeting,  Board  of  Standards  and  An, 
peals,  July  1,  1924. 
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Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


rcJpr  C!%ks  Calendar  consists  of  applications  under  tl 
Building  Zone  Resolution,  and  its  object  is  to  give  intei 
ested  property  owners  opportunity  to  file  objections,  if  an 
and  will  be  called  in  Room  919,  on  Tuesday,  July  8,  192 

at  ~o  clock.  At  this  call  each  case  is  set  for  hearing  o 
a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  o 
Tuesday,  July  15,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  th 
Calendar  of  cases  that  have  been  definitely  set  for  hear 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  '  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data. required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of.  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  July  3,  1924. 

Cal.  No.  Department  Premises  Affected 

888-24-S  . F.D .  455-465  West  st.,  Man. 

_____  L.  F.  60854-60855. 

887-24-BZ  ....B.B.B.  . .  8715  16th  ave.,  Bklyn. 

~  L.  C.  87404. 

886-24-BZ . B.B.Bx.  .  S.  W.  C.  Jerome  ave.  &  W. 

Tremont  ave.,  Bx. 

_  N.  B.  1631-1924. 

885-24-A  . B.B.M.  ..533-537  E.  16th  st.,  Man. 

'  Exit  Order  89-1924. 

884-24-A  F.D . 22  W.  4th  st.,  Man. 

_  F-60522. 

883-24-BZ . B.B.Bx.  .  E.  S.  Gerard  ave.,  105.30  ft.  N. 

of  E.  146th  st.,  Bx. 

_  N.  B.  1575-1924. 

882-24-A  !....F.D .  34  35th  st.,  Bklyn. 

~  L.  C.  89307. 

881-24-BZ . F.D . 1292  Shakespeare  ave.,  Bx. 

'  C-15536. 

880-24- A . B.B.Q.  ..10300-10308  101st  ave.,  Oz. 

‘  Pk.,  Q.  Alt.  352-1923. 

879-24-S . F.D . 415-421  5th  ave.,  Man. 

_ _  L.  D.  46655. 

878-24-S . B.B.M.  .1205-1213  Broadway,  Man. 

_ _  Variation  of  Labor  Law. 

877-24-BZ . B.B.B.  ..2101-2121  Church  ave.,  Bklyn. 

_ _ _  Applic.  13683. 

876-24-S . B.B.M.  .22  W.  48th  st.,  Man. 

N.  B.  186-1924. 

875-24-A . B.B.B.  ..488  Ralph  ave.,  Bklyn. 

_  '  Viol,  1293-1924. 

874-24-BZ . B.B.B.  . .  770-784  Lefferts  ave.,  Bklyn. 

_  Applic.  13473-1924. 

873-24-A . F.D . 27  E.  40th  st.,  Man. 

_ _  Alt.  1504-1921. 

872-24-SA . F.D . Ostrander  A.  C.  D.  C.  Con- 

_  trol  Panel.  Appliance. 

871-24-A . F.D .  309-317  Spring  st.,  Man. 

_____  L.  C.  24446 

870-24-A . B.B.M.  .  1658  Broadway,  Man. 

_ _  '  Alt.  291-1924 

869-24-A . B.B.B.  ..410  Tompkins  ave.,  Bklyn., 

_ _  Applic.  6185-1924 

868-24- A . F.D . 101  W.  42nd  st.,  Man. 

_ _  F-47636. 

867-24-A . F.D .  434  Canal  >st.,  Man. 

_  F-60962. 

866-24-A .  65  Varick  St.,  Man. 

-  F-61026. 

865-24-S . F.D . 20-22  Laight  st.,  Man. 

-  L.  F.  61048. 

864-24-BZ . B.B.B.  ..1605-1615  Coney  Island  ave., 

-  Bklyn.  Applic.  12486. 

863-24-A . F.D . 712  Broadway,  Man. 

-  F-54082 

862-24-A . F.D .  8631  127th  st.,  Rich.  Hill,  Q. 

- -  L.  C.  88496. 


861-24-BZ . F.D . 2229  White  Plains  rd.,  Bx. 

-  N.  B.  996-1924 

860-24-SA . F.D . Monarch  Domestic  Fuel  Oi 

-  Burner.  Appliance 

859-24-BZ . B.B.M.  .127  W.  99th  st.,  Man. 

-  Alt.  1077-192*: 

858-24-BZ . B.B.M.  .4172  Broadway,  Man. 

-  N.  B.  356-192- 

857-24-A . F.D . S.  W.  C.  Firth  ave.  &  Gran 

-  st.,  Mas.,  Q.  N.  B.  881-1924 

856-24-A . F.D .  470-472  7th  ave.,  Man. 

_  L.  F.  6028! 

855-24- A . F.D . N.  E.  C.  Maspeth  &  Gardne 

_  aves.,  Bklyn.  F-5744! 

Restored  to  Calendar. 

375-23-BZ . B.B.Bx.  .109  E.  Fordham  rd.,  Bx. 

N.  B.  760-192: 


CODE. 

F.D . Fire  Departmeii 

H.D . Health  Departmet 

B.B.B . Bureau  of  Buildings,  Brookly. 

B.B.Bx . ' . Bureau  of  Buildings,  Bron 

B.B.M . Bureau  of  Buildings,  Manhatta 

B.B.Q . Bureau  of  Buildings,  Queet 

B.B.R . Bureau  of  Buildings,  Richmor 

T.H . Tenement  House  Departmet 

* 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday ,  July  8,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

138-24-BZ. 

APPLICANT— John  De  Hart,  for  Ike  Frankel,  owner. 

PREMISES — 6314-6324  Bay  parkway,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  building  to  be  used  in  part  for  bus 
ness  purposes. 

525-24-BZ. 

APPLICANT — Emil  Guterman,  for  Joseph  Schmidt  at 
•  Edward  J.  Kissel,  owners. 

PREMISES — 28-34  Newtown  avenue,  Astoria,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  ai 
maintenance  of  a  garage  for  the  storage  of  mo 
than  five  (5)  motor  vehicles. 

534-24-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Anna  V.  Wir 
owner. 

PREMISES— 484-490  Sterling  place,  Brooklyn.  , 

TO  PERMIT  in  a  business  district  the  erection  a; 

maintenance  of  a  garage  for  the  storage  of  mo 
than  five  (5)  motor  vehicles. 

565-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  J.  M.  Flavin,  own. 

PREMISES — 341-343  St.  Nicholas  avenue,  Ridgewoc 
Queens. 

TO  PERMIT  in  a  business  district  the  erection  a 

maintenance  of  a  garage  for  the  storage  of  me. 
than  five  (5)  motor  vehicles. 
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691-24-BZ. 

DurlncuP  Guterman,  for  Frank  Hoffman,  owner. 

PREMISES— 9023  218th  place,  Hollis,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle  used  for  business  pur¬ 
poses. 


761-24-BZ. 

APPLICAN  T  New  York  Telephone  Company,  owner. 

PREMISES  Northwest  corner  of  Broadway  and  Vietor 
place,  Elmhurst,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  a  central  telephone  exchange  building. 

778-24-BZ. 

APPLICANT — Joseph  Upton,  for  Tuohy  &  Upton,  Inc., 
owner. 

PREMISES— Northeast  corner  of  35th  avenue  (State 
street)  and  Farrington  street,  Flushing,  Queens. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


361-24-BZ. 

APPLICANT — Morgan  M.  O’Brien,  for  Henry  Grupe, 
owner. 

PREMISES — 471-473  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


HO.  606-24-BZ— Application,  May  1,  1924,  under  the 
budding  zone  resolution,  of  William  F. 
~°y*e»  applicant,  on  behalf  of  nil  Park 
Avenue  Inc.,  owner,  to  permit  in  a  resi¬ 
dence  1H  times  height  district  the  erec¬ 
tion  of  the  street  wall  of  a  building 
without  a  setback  to  a  height  exceeding 
the  limit  required  by  the  zone  resolu¬ 
tion;  premises  1109-1115  Park  avenue 
and  102-110  East  90th  street,  Manhat- 
tan. 

CAL.  NO.  58-24-BZ  Application,  January  15,  1924,  under  the 
building  zone  resolution,  of  Agnes 
’  .aPP!*cant  and  owner,  to  permit 
partly  in  a  business  district  and  partly 
m  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more,  than  five  (5)  motor  ve- 
omu*  premases  northwest  corner  of 

SrV  Queens  JaCkS°n  aVem,e’  Elm- 

cal.  no.  5 17-24-BZ— -Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  William 
Katz,  applicant  and  owner,  to  permit 
m  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
pleasure  motor  vehicles,  two  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1709  Centre  street, 
Ridgewood,  Queens. 


675-19-BZ. 

APPLICANT — Szerlip  &  Szerlip,  for  Otto  Heepe,  owner. 
PREMISES— 325-327  16th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 


591-24-BZ— Application,  April  25,  1924,  under  the 
building  zone  resolution,  of  Charles  B 
Meyers,  architect,  on  behalf  of  Samuel 
Marer  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles;  premises  2616 
University  avenue,  The  Bronx. 


BOARD  OF  APPEALS. 

Tuesday,  July  8,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

470-24-A — 52-62  Ellery  street,  Brooklyn. 

553-24-A— 7-9  Second  avenue,  19-21  East  1st  street  and 
291-293  Bowery,  Manhattan. 

576-24- A — 318-320  West  46th  street,  Manhattan. 

608-24-A— Southeast  corner  of  Skillman  avenue  and  Honey¬ 
well  street,  L.  I.  City,  Queens. 

610-24-A— 355  East  16th  street,  Brooklyn. 

689-24- A— Northwest  corner  of  Wyckoff  avenue  and  Cor¬ 
nelia  street,  Queens. 

693-24-A— Northwest  corner  Broadway  and  32nd  street, 
Flushing,  Queens. 

894-24-A— South  side  of  178th  street,  from  Webster  ave¬ 
nue  to  Valentine  avenue,  The  Bronx. 

651-24-A — 35-50  26th  street,  Flushing,  Queens. 

704-24-A— 314  East  35th  street,  Manhattan. 

321-24-A — 5214-5224  Fifth  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

’t  a  public  hearing  under  the  provisions  of  the  building 

one  resolution,  Tuesday  morning,  July  8,  1924,  at  10  o’clock, 

i  Room  919,  Municipal  Building,  on  the  following  mat- 


CAL.  NO.  488-24-BZ— Application,  April's,  1924,  under  the 
building  zone  resolution,  of  William 
John  Cherry,  applicant;  Library  Realty 
Corp.,  owner;  Library  Bureau,  lessee, 
to  permit  in  a  portion  of  a  street,  in 
which  portion  there  exists  an  exit  and 
entrance  to  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  290-300  Gold  street 
Brooklyn. 

CAL.  NO.  616-24-BZ— Application,  May  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Sollis 
Cohen,  owner,  to  permit  in  a  residence 
district  extending  from  an  unrestricted 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
230-242  68th  street,  Brooklyn. 

cal.  no.  611-24-BZ— Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Shary,  architect,  on  behalf  of  Martin 
C.  Dyer,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  469  East  187th  street,  The 
Bronx. 
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cal.  no.  646-24-BZ— Application,  May  9,  1924,  under  the 
building  zone  resolutom,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Dor- 
mond  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution;  premises  177-183  East  123rd 
street,  Manhattan. 


CAL. 


no  496-23-BZ — Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dtinnigan,  applicant,  on  behalf  of  Men- 
kors  Realty  Co.,  Inc.,  owner,  previ¬ 
ously  withdrawn,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  exten¬ 
sion  in  height  of  an  additional  story,  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  south  side  Roosevelt  avenue, 
from  21st  street  to  22nd  street,  Elm¬ 
hurst,  Queens. 


cal.  no.  523-24-BZ — Application.  April  11,  W24, 

building  zone  resolution  of  Emory 
Roth,  architect,  on  behalf  of  Church 
of  the  Holy  Innocents,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  a  street  wall,  to 
exceed  the  height  limit  required  by  the 
zone  resolution;  premise5 
West  36th  street  and  122-126  West  3<th 


cal.  no.  244-24-BZ — Application,  February  15,  1924  under 
the  building  zone  resolution,  of  S.  Mill 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildin 
zone  resolution,  Tuesday  afternoon,  July  8,  1924  at 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters : 

cal.  no.  201-24-BZ — Application,  February  8,  1924,  under  th 
building  zone  resolution,  of  William  I 
Doyle,  applicant,  on  behalf  of  Patric 
A.  Gaynor,  owner,  to  permit  partly  i 
a  business  district  and  partly  in  a  res 
dence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  < 
more  than  five  (5)  motor  vehicle?  I 
premises  1392-1400  Stebbins  avenu 
The  Bronx. 

cal.  no.  444-24-BZ— Application,  March  27,  1924,  under  tl 
building  zone  resolution,  of  William 
Doyle,  applicant,  on  behalf  of  Robi 
hood  Realty  Corp.,  owner,  to  pern 
in  a  business  district  the  erection  ai 
maintenance  of  a  garage  for  the  sto 
age  of  more  than  five  (5)  motor  v 
hides ;  premises  229-235  East  85 
street,  Manhattan. 

cal.  no.  406-24-BZ — Application,  March  19,  1924,  und 
the  building  zone  resolution,  of  Jo 
W.  Clancy,  applicant,  on  behalf 
George  T.  Adee,  agent  for  Estate 
George  T.  Adee,  and  Sylvanus  Pure, 
owners,  to  permit  in  a  business  distr: 
the  erection  and  maintenance  of  a  f- 
rage  for  the  storage  of  more  than  f: 
(5)  motor  vehicles;  premises  26h 
2641  East  Tremont  avenue,  The  Broi. 

cal.  no.  865-23-‘BZ — Application,  July  7,  1923,  under 

building  zone  resolution,  of  Edwa 
P.  Doyle,  applicant,  on  behalf  of  I  ■ 
mars  Avenue  Improvement  Co.,  Ii, 
owner,  to  permit  in  a  business  distr t 
the  erection  and  maintenance  of  a  |- 
rage  for  the  storage  of  more  than  fp 
(5)  motor  vehicles;  premises  west  s: 
of  9th  avenue,  100  ft.  south  of  E- 
mars  avenue,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  July  8,  1924,  at  2  />.  m. 

Appeals  from  Administrative  Orders. 

526-24-A — 615-621  West  56th  street  and  614-620  West  58th 
street,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

453-24-A— 3486  Bedford  avenue,  Brooklyn. 

1317-23-A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

382-24-A — 130-134  Washington  place,  Manhattan. 
1490-23-tA — 406  Second  avenue,  Manhattan. 

478-24-A— 1600  Broadway,  Manhattan. 

726-24-A — 14  Fairway  Close,  Forest  Hills,  L.  I.  Queens. 
729-24- A — 558  West  173rd  street,  Manhattan. 


cal.  no.  864-23-BZ — Application,  July  7,  1923,  under  e 
building  zone  resolution,  of  Edward  • 
Doyle,  applicant,  on  behalf  of  Ditms 
Avenue  Improvement  Co.,  Inc.,  owi', 
to  permit  in  a  business  district  the  er- 
tion  and  maintenance  of  a  garage  r 
the  storage  of  more  than  five  (5)  r- 
tor  vehicles;  premises  west  side  b 
avenue,  300.01  ft.  south  of  Ditnvs 
avenue,  Queens. 

CAL.  NO.  301-24-BZ— Application,  February  26,  1924,  unr 
the  building  zone  resolution,  of  J'n 
De  Hart,  applicant,  on  behalf  of  J<-‘ 
phine  J.  Schnurmacher,  owner,  to y 
mit  in  an  unrestricted  district  ira 
street  between  two  intersecting  stre?, 
in  which  portion  there  exists  an  11 
and  entrance  to  a  public  school, 
erection  and  maintenance  of  a  gar.c 
for  the  storage  of  more  than  five 
motor  vehicles ;  premises  304-310  5 
95th  street,  Manhattan. 

William  E.  Walsh ,  Chainna 
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BOARD  OF  STANDARDS  AND  APPEALS. 

SPECIAL  MEETING. 

Friday,  July  11,  1924,  at  2  p.  in. 

RULES. 

410-24-SR— Rules  for  Stairway  Enclosuies  in  Factor} 
Buildings,  etc. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

I514-23-BZ. 

\PPLICAN1 — Morris  Saskowitz,  owner. 

PREMISES — 75  First  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  and 
change  of  occupancy  of  the  2nd,  3rd  and  4th  stories 
from  storage  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

! 

61-24-BZ. 

iPPLICANT— John  C.  Hoffman,  for  Margaret  B.  Hoff¬ 
man,  owner. 

(REMISES — 165  Pine  street,  Brooklyn. 

0  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  (2)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises. 

54-24-BZ. 

:  PPLICANT— William  A.  Giesen,  for  Conford  Realty 
Corporation,  owner. 

REMISES — 2500  Grand  Concourse,  The  Bronx. 

0  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  a  business  building. 

5-24-BZ. 

Philip  J.  Sinnott,  for  Sadie  Wynne,  owner. 

REMISES  2534-2540  Amsterdam  avenue,  Manhattan. 

J  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously  heard  by 
the  board  under  Cal.  No.  1205-22-BZ. 

4-24-BZ. 

PPLICANT— James  Kearney,  for  Delco  Realty  Co.,  Inc., 
owner. 

DEMISES — 531-535  Fifth  avenue  and  1  East  44th  street 
Manhattan. 

.)  PERMIT  in  a  business  1%  times  height  district  the 
erection  of  the  street  walls  of  a  building  without 
setbacks  to  exceed  the  limiting  height  required 
by  the  building  zone  resolution. 

-24-BZ. 

PLICANT — Arthur  Frothingham,  for  Anna  T.  Reynolds, 
lessee. 

EMISES  Audubon  lane,  west  side  of  Riverside  drive, 
359  ft.  9  in.  south  of  West  158th  street,  Manhat¬ 
tan. 

PERMIT  in  a  residence  district  the  alteration  and  re¬ 
arrangement  of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 


-24-BZ. 

‘PLICANT— Philip  J.  Sinnott,  for  David  L.  Phillips 
Estate,  owner. 

PpllSES— 4172  Broadway,  Manhattan. 

PERMIT  partly  in  a  residence  district  and  partly  in  a 
'business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


750-24-BZ. 

APPLICotneT.~CharleS  M0°reS’  for  Peter  F*  ReiUy. 
TO  1mh>mStt491'49k  B-ergen  street’  Brooklyn- 

1  anH  ,1  !V  busmef  “B”  area  district  the  erection 
v.Vl  nT  ,intenanCe  °f  a.business  building  without  pro- 
883-24-BZ  &  J3r<^  aS  re^Ired  by  the  zone  resolution. 

A PpLI CAIsTT  Philip  J.  Sinnott,  for  John  A.  McCarthy, 

PREMISES— E.  S.  Gerard  ave.,  150.30  ft.  No.  of  East 
th  street  and  W.  S.  Walton  ave.  104.71  ft.  No. 

TO  PFP\nT  •  146tih  -.treet)  The  Bronx. 

LRMTT  m  a 1  business  district  extending  from  an  un- 

stricted  district  the  erection  and  maintenance  of  a 

fehidesf°r  thC  St°rage  °f  m°re  than  five  (5)  ™tor 
375-23-BZ. 

^WUCANT-Tho^W.^b,  for  B.  F.  Keifh  New 

T0EPERMIT  •"  East,Fordham  road-  The  Bronx. 

1  ERMITin  a  residence  district  extending  from  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  build¬ 
ing  tor  theatre  purposes. 


BOARD  OF  APPEALS. 

Tuesday,  July  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

243-24-A— 241-249  Centre  street,  Manhattan. 

423-24- A  547  Willoughby  avenue,  Brooklyn. 

473-24-A  328  East  150th  street,  The  Bronx. 

574-24-A— 320  Freeman  street,  Brooklyn. 

578-24- A  Northeast  corner  of  Clarendon  road  and  East 
37th  street,  Brooklyn. 

6 18-24- A— 517  83rd  street,  Brooklyn. 

623-24-A— 206-14  14th  street,  L.  I.  City,  Queens. 

625-24-A— 7-9  East  20th  street,  Manhattan. 

643- 24-A— 480  East  17th  street,  Brooklyn. 

644- 24-A  lol2-1514  Atlantic  avenue,  Brooklyn. 

645- 24- A — 305-325  Ocean  avenue,  Brooklyn. 

647- 24-A — 622-624  Broadway,'  Manhattan. 

648- 24- A— 626  Broadway,  Manhattan. 

721-24-A — 449  Jackson  avenue,  L.  I.  City,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  15,  1924,  at  10 
o  clock,  111  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  541-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Abra¬ 
ham  L.  Jaffe,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  33-41  Park  avenue,  Brooklyn. 
cal.  no.  558-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  w! 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  21-23  Lenox  road, 
Brooklyn. 

cal.  no.  607-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  John  De 
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Hart,  applicant,  on  behalf  of  Anna 
Krudener,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2377  Tiebout 
avenue,  The  Bronx. 

cal.  no.  1267-23-BZ — Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  Lmma 
Gerung,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  279  East 
203rd  street,  The  Bronx. 

cal.  no.  350-24-BZ — Application,  March  6,  1924,  under  the 
building  zone  resolution,  of  Eugene 
Cummings,  applicant,  on  behalf  of  Wal- 
laston  Realty  Company,  owner,  to  per¬ 
mit  in  a  residence  district  the  main- 
ter  business;  premises  1064  Ocean  park¬ 
way,  Brooklyn. 

tenance  of  a  confectionery  and  soda  wa- 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  ot  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  oi  a  garage  tor  the  storage  of 
more  than  five  foj  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  497-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  oi  John  J. 
Dunnigan,  applicant,  on  behalf  of 
Ryer  Building  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  912  Second  ave¬ 
nue,  Long  Island  City,  Queens. 

cal.  no.  477-24-BZ— Application,  April  3,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  F. 
Paul  A.  Vaccarelli,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2116  Quarry  road,  The 
Bronx. 

CAL.  NO.  363-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  1456-23-BZ — Application,  December  10,  1923,  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  architect,  on  behalf  of 
Isaac  Lehman,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles ;  premises  189 
Sumpter  street,  Brooklyn. 


no.  498-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Simiott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  590-602  Gates  avenue,  Brook¬ 
lyn. 

cal.  no.  1212-22-BZ— Application,  April  29,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  ot 
Willis  F.  Harding,  owner,  for  a  re¬ 
hearing  of  an  application,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  of  a  garage  for  more  than 
five  (5)  motor  vehicles;  premises 
northeast  corner  of  Webster  avenue 
and  Depot  square,  South,  The  Bronx. 
William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  15,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

746-24-S — 1162  Broadway,  Manhattan. 

749-24-S— 156  East  23rd  street,  Manhattan. 

757-24-S— 36-42  West  47th  street,  Manhattan. 

598-24-S— 168  21st  street,  Brooklyn. 

604-24-S— 215-217  West  40th  street,  Manhattan. 

632-24-S — 123  Broome  street,  Manhattan. 

642-24-S— 1-17  Gerry  street,  310-318  Wallabout  street  and 
449-459  Marcy  avenue,  Brooklyn. 

690-24-S _ 31-39  West  34th  street  and  46-60  West  35th 

street,  Manhattan. 

765-24-S — 375  Seventh  avenue,  Manhattan. 

609-24-S— Southeast  corner  Skillman  avenue  and  Honeywell 
street,  L.  I.  City,  Queens. 

Appliances  Submitted  for  Approval. 
1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

1484-23-SA — .Universal  G.  P.  O.  Burner,  approval  of. 

BOARD  OF  APPEALS. 

Tuesday,  July  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

652- 24- A — East  side  Broadway,  from  West  116th  street 

to  West  120th  street,  Manhattan. 

653- 24-A — 74  West  124th  street,  Manhattan. 

658-24-A — 225-283  Chestnut  street,  Brooklyn. 

662-24-A — 1-3  Ann  street  (1  Park  row),  Manhattan. 
667-24-A— 1038-1050  Ocean  avenue,  Brooklyn. 

674-24- A — 278-290  Locust  avenue,  The  Bronx. 

677- 24-A — 4-12  Dwight  street,  Brooklyn. 

680-24-A — 160  John  street,  Brooklyn. 

692-24-A — 2069  80th  street,  Brooklyn. 

713-24-A — 147-153  Waverly  place,  Manhattan. 

716-24-A — 52  Herkimer  plg.ee,  Brooklyn. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

661-24-A — 86  Lawrence  street,  Flushing,  Queens. 

678- 24- A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 

Manhattan. 

516-24-A — 444  West  26th  street,  Manhattan. 


cal. 
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Under  the  Building  Zone  Resolution. 


NOTICE  IS  HEREBY  'GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  22,  1924  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 

matters : 


CAL.  NO.  621-24-BZ  Application,  May  5,  1924,  under  the 
.  building  zone  resolution,  of  Sloan  and 
Robertson,  architects,  on  behalf  of 
Dexter  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  234-240  East 
54th  street,  Manhattan. 


cal.  no.  696-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Saul 
Rendelstein,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  123-139  Louisa  street,  north¬ 
east  corner  of  36th  street,  Brooklyn. 

:al.  no.  565-23-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue, 
Brooklyn. 

al.  no.  416-24-BZ— Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  McLain 
Realty  Co.,  applicant  and  owner,  to 
permit  in  a  “C”  area  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by 
Section  16  of  the  zone  resolution ; 
premises  west  side  of  Linden  avenue, 
147  ft.  north  of  Broadway  (No.  boule¬ 
vard),  Flushing,  Queens. 

vl.  no.  445-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  portion 
of  street  between  two  intersecting 
streets,  in  which  portion  there  exists  an 
entrance  and  exit  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  769-781 
Chauncey  street,  Brooklyn. 

L.  no.  559-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Achilles 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  237-243  East  55th  stret,  Man- 
.  hattan. 


-  no.  597-24-BZ— Application,  April  28,  1924,  under  the 

building  zone  resolution,  of  Clinton  T 
Koe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
ot  more  than  five  fo)  motor  vehicles- 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx.  ’ 

cal.  no.  6 13-24-BZ— Application,  May  1,  1924,  under  the 
budding  zone  resolution,  of  William 
Wiegand,  architect,  on  behalf  of 
bchnaier  Realty  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  207-211  West 
76th  street,  Manhattaa 

cal.  no.  570-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Arthur  B. 
Rampe,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  south  side  233rd  street, 
30  ft.  east  of  Carpenter  avenue,  The 
Bronx. 

CAL.  NO.  701-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bass  ford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bronx. 

cal.  no.  656-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Otto 
J.  Schwartzler,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1728-1750  Morris  avenue,  The 
Bronx. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 

D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

cal.  no.  770-24-BZ— Application,  June  5,  1924,  under  "the 
building  zone  resolution,  of  Samuel  Ro- 
senblum,  architect,  on  behalf  of  Samuel 
Aptakin,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  partly  for 
business  purposes;  premises  1000  East 
172nd  street,  southeast  corner  of  Long¬ 
fellow  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  July  22,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

717-24-A — H36  Vernon  avenue,  L.  I.  City,  Queens. 

730- 24-A — 512  Schenck  avenue,  Brooklyn. 

731- 24-A — 9  Webster  avenue,  L.  1.  City,  Queens. 
741-24-A— 645  West  55th  street,  Manhattan. 

686-24- A— Northeast  corner  of  Borden  avenue  and  Van 
Dam  street,  Long  Island  City,  Queens. 

703-24- A — 141  Broadway,  Manhattan. 

7 1S_ A— 340-342  East  38th  street,  Manhattan. 

720-24-A— 8633 ' 127th  street,  Richmond  Hill,  Queens. 
723-24- A — 423  Broome  street,  Manhattan. 

752- 24- A— -25-27  Third  avenue,  Manhattan. 

753- 24- A — 92  South  street,  Manhattan. 

771-24-A — 625  West  55th  street,  Manhattan. 

773-24-A — 58-/02  Third  avenue  and  497  Pacilic  street, 
Brooklyn. 

7  74-24- A — 63  Orchard  street,  Manhattan. 

786-24-A — iNorth  side  of  152nd  street,  120  ft.  east  of  Mel¬ 
rose  avenue.  The  Bronx. 

404-24-A— 205-207  South  Oxford  street,  Brooklyn. 
455-24- A — 120  Broadway,  Manhattan. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A— 60-62  West  li&th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 

217-24- A — 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of*  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  July  22,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles ,  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


Under  the  Building  Zone  Resolution. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  561-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  George 
Alexander,  Jr.,  applicant,  on  behalf  of 
Mary  V.  McGreevy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  occu¬ 
pied  as  a  shop  for  sheet  metal  cor¬ 
nice  works ;  premises  448  Montgomery 
street,  Brooklyn. 


cal.  no.  655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  a  theatre  building;  premises 


3837  White  Plains  avenue,  The  Bronx. 


cal.  no.  725-24-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Tagra 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  321-343  West  54th  street,  Man¬ 
hattan. 


cal.  no.  657-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Austin 
E.  Pressinger,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3184-3190  Webster  avenue, 
The  Bronx. 


cal.  no.  683-24-BZ — Application,  May  16,  1924,  under  the 
building  zonfc  resolution,  of  McKenzie, 
Voorhees  and  Gmelin,  architects,  on 
behalf  of  Western  Electric  Co.,  Inc., 
owner,  to  permit  in  an  unrestricted  two- 
times  height  district,  the  erection  of 
the  street  wall  of  a  building  without 
setting  back  to  a  height  exceeding  the 
limit  required  .by  the  zone  resolution; 
premises  744-754  Washington  street  and 
51-55  Bethune  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  July  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

619-24-A— 345-347  Grand  street,  Manhattan. 

639-24- A— 28  Buckingham  road,  Brooklyn. 

697-24-A — 'Southeast  corner  of  Stillwell  avenue  and  Pel¬ 
ham  parkway,  The  Bronx. 

827-24-A — 1357  Dahill  road,  Brooklyn. 


cal.  no.  235-23-BZ — Application,  June  17,  1924,  under  the^ 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously-: 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec-; 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  685-24-BZ — Application,  May  16,  1924,  under  the* 
building  zone  resolution,  of  Wm.  H 
Gompert,  architect,  Eugene  Kienle 
owner,  Kienly  &  Co.,  lessee,  to  permit 
in  a  business  district  the  erection  anc 
maintenance  of  a  building  to  be  usee 
for  manufacturing  lithographic  ink 
premises  33-47  Nassau  avenue,  Brook¬ 
lyn. 
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al.  no.  235-24-BZ  Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Euell 
and  Euell,  architects,  on  behalf  of 
.  .  mPec  Realty  Corp.,  owner,  to  permit 

in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  169th 
street  and  Inwood  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


board  of  appeals. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

S91-24-S  2-12  Sheriff  street  and  504-510  Grand  street, 
Manhattan. 

133-24-S — 21  East  57th  street,  Manhattan. 

>20-24-S — 345-347  Grand  street,  Manhattan. 

'06-24- S — 398  Madison  street,  Manhattan. 

'89-24-S— 189-195  Hudson  street,  Manhattan. 

94-24-S— 380-384  Canal  street,  Manhattan. 

•96-24-S— 391  Washington  street,  Manhattan. 

06-24-S  233  Duffield  street,  Brooklyn. 

13-24-S  34  West  22nd  street,  Manhattan. 

15-24-S— 125  Fulton  street  and  44  Ann  street,  Manhat¬ 
tan. 

19-24-S — 185  Sixth  avenue,  Manhattan. 

Appliance  Submitted  for  Approval. 

38-23-SA  Lillibridge  Oil  Vapor  Burner,  No.  C-8  and 
No.  C-9,  approval  of. 


Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

705-24-A— 398  Madison  street,  Manhattan. 

I!.2 'off~43°  SCVenth  aVem,e’  L-  L  City>  Q^ens. 

'  l  65'67  West  Houston  street,  Manhattan, 

5-11  hattan^7  ^  5  11  Grcenwich  street,  Man- 

7ZT^~187  SeminoIe  avenue,  Forest  Hills,  Queens. 

‘  39-24-A  26  Broadway,  Manhattan 

ZT;Ar151-159  WeSt  108th  Street>  Manhattan. 

18  24-A— 152-154  Withers  street,  Brooklyn. 

820-24-A— East  side  Exterior  street,  955.67  ft.  north  Crom¬ 
well  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution, 

of  a° pulffic _  hiari,^  uncEr^t1!^ ^oUsffins  ^fh^buffd1*18 

zone  resolution,  Tuesday  morning,  September  9  1924^ 

matters °°m  919'  Mt,nidpal  the  following 

CAL'  N0'  3 '8-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more,  than  five  (5)  motor  vehicles- 
premises  1101-1109  Union  avenue  The 
Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 


SPECIAL  MEETING. 

FRIDAY  MORNING,  JUNE  27,  1924. 

WalA  Messrs-  Beatty,  Boulton, 
neH>  Holland,  Kerby  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS 

-24-A. 

PELLANT— Oscar  Wm.  Swift,  for  Ruth  Rosell, 
owner. 

from  order  of  commissioner. 
EMTSES  AFFECTED— 205-207  South  Oxford  street, 

Brooklyn. 

PEA  RANCES— None. 

TION  Oh  BOARD— Chairman  read  communication. 
Laid  over  to  July  22,  1924,  at  2  p.  m„  on  written 

request. 


BOARD  OF  APPEALS 


0 


24-A. 

ELLANT  Joseph  J.  keiher,  for  Allwell  Development 
Lo.,  Inc.,  owner. 

JE(lTT^Ppeal  from  decision  of  superintendent  of 

buildings. 

^ARANCES— CTBD~525’551  SUrf  avenue’  Brooklyn. 

For  ApiielHnt:  William  F.  Doyle  and  [oseph  J 

Reiher. 

mTinirc R°AARD~Appe?1  granted  on  condition, 
ll IONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerbv 
Negative  . 

t-tltt-  r^oent:  Chief  Kenlon  .  j 

THE  RESOLUTION:  .  1 

(512-24-A) 

Whereas,  Joseph  J.  Reiher,  for  Allwell  Development 
Co.,  Inc  owner  filed,  April  10,  1924,  an  appeal,  with  the 
,7‘T  aPPeaL  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  525-551  Surf  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 

3>  I924'  in  ac,ing  ™ 

.  Application  denied — non-fireproof  public  bldg. 
(Dance  Hall)  with  floor  areas  in  excess  of  5000  sq 
ft.  contrary  to  sect.  72,  subdivision  6”- 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  142  ft.  by  an  average  depth  of  82  ft.  in  area  Pro¬ 
posed  Occupancy:  1st  story,  stores  and  restaurant-  2nd 
story,  banquet  hall  and  dance  hall;  and 

Whereas,  appellant  contends  that  the  dance  hall  is  5400 
sq.  ft.  in  area  and  only  8  per  cent  in  excess  of  the  pro¬ 
visions  of  section  72  of  the  building  code. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  ceiling  of  the 
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1st  story  shall  be  fire  retarded  throughout;  that  the  2nd 
floor  be  subdivided  by  a  brick  wall  from  front  to  rear, 
any  opening  therein  to  be  equipped  with  self-closing 
fireproof  doors;  that  not  less  than  three  exits  leading  di¬ 
rectly  to  ground  level  shall  be  provided  from  the  east¬ 
erly  area  on  the  2nd  story ;  that  the  main  stairway  shall 
be  located  and  maintained  at  brick  wall  dividing  building, 
and  enclosed  in  partitions  fire  retarded  throughout  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals ;  that  no  doorway  to  this  stairway  shall  be  directly 
opposite  any  other  doorway ;  that  the  door  openings  to 
main  stairs"  shall  be  equipped  with  self-closing  fireproof 
doors;  that  the  opening  in  the  brick  wall  on  westerly 
side  of  main  stairs,  2nd  story,  shall  be  equipped  on  loft 
side  with  approved  fire  doors ;  that  all  other  municipal 
requirements  be  complied  with ;  and  that  required  per¬ 
mits  be  obtained  within  thirty  days. 


331-24-A. 

APPELLANT— Board  of  Education,  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 508-534  West  212th  street, 
Manhattan. 

APPEARANCES— 

IFor  Appellant:  Charles  Tilgner. 

ACTION  CXF  BOARD*— Laid  over  to  October  7,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representative. 


1465-23-A. 

APPELLANT— Estate  of  J.  J.  Schillmer,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 401-405  East  91st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Francis  S.  McAvoy. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . . . •_ .  0 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 


593-24-A. 

APPELLANT — 'Mark  Milnes,  for  West  Brighton  Improve¬ 
ment  and  Development  Corporation,  owner. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 288-290  Broadway,  West  New 
Brighton,  Richmond. 

APPEARANCES— 

For  Appellant:  Mark  Milnes  and  John  Milnes. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Connell  .  5 

Negative  . . .' . ; . .  0 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(593-24-A) 

Whereas,  Mark  Milnes,  for  West  Brighton  Improve¬ 
ment  &  Development  Corp.,  owner,  filed,  April  28,  1924,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  288-290  Broadway, 
Borough  of  Richmond ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B. 
App.  No.  464-24,  dated  April  16,  1924,  reads: 

“3.  Provide  a  gravity  tank  of  at  least  3500  gal¬ 
lon  standpipe  reserve,  bottom  to  be  20  ft.  above  the 
roof. 


“4.  Provide  an  approved  250  gallon  electric  fi 
pump,  etc.,  suctioning  from  a  5000  gallon  tank,  all  a< 
cording  to  Rule  No.  38.”; 

and 

Whereas,  the  building  is  fireproof,  one  story  and  ba 
cony  in  height,  50  ft.  by  124  ft.  in  area;  OCCUPIED 
a  motion  picture  theatre,  seating  634  persons  in  aud 
torium,  and  330  persons  on  'balcony;  and 

Whereas,  applicant  contends  there  will  be  no  curtai 
hangings  or  inflammable  scenery ;  that  the  building  faces  < 
two  streets,  and  proposes  to  install  a  standpipe  system  su 
plied  by  a  4  in.  connection  to  the  city  main  in  Broadway. 

Resolved,  that  the  decision  of  the  fire  commissioner, 
stated  in  Item  3,  be  and  it  hereby  is  modified,  and  the  a 
peal  be  and  it  hereby  is  granted,  only  so  far  as  it  affec 
the  requirement  as  to  height  of  tank  above  roof,  on  co 
dition  that  the  bottom  of  gravity  tank  shall  not  be  low 
than  the  ridge  of  the  roof ;  and  that  the  appeal  ei 
braced  by  Item  4  be  and  it  hereby  is  granted. 


5 11-24- A. 

APPELLANT— Jno.  B.  Snook  Sons,  for  Merchants  re¬ 
frigerating  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 17-25  North  Moore  street,  Ma 
hattan. 

APPEARANCES— 

For  Appellant:  Herbert  Bawman  and  Frederick  . 
Lange. 

For  Administration :  Inspector  Carroll  of  fire  (jj 
partment. 

ACTION  OF  BOARD* — Appeal  granted  on  condition. 
CONDITION'S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . r 

Negative  . * 

Absent  . * 

THE  RESOLUTION : 

(511-24-A) 

Whereas,  Jno.  B.  Snook  Sons,  for  Merchants  Refriger¬ 
ing  Co.,  owner,  filed,  April  10,  1924,  an  appeal,  with  the  boa! 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affe- 
ing  premises  17-25  North  Moore  street,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendeil 
April  2,  1924,  reads : 

“1.  One  hundred  feet  of  hose  from  the  outlets  at  -* 
present  location  of  rise  is  not  sufficient  to  protect 
floor  area.  An  additional  riser  must  be  provided.”; 

and  .  . 

Whereas,  the  building  is  fireproof,  16  stories  in  heig» 
75  ft.  by  108  ft.  in  area;  OCCUPIED  for  cold  storage  > 
the  1st  to  14th  stories  and  offices  above,  105  persons  > 

building;  and  #  , 

Whereas,  appellant  contends  that  only  incombustible  to<  - 
stuffs  are  stored;  that  the  boilers  and  refrigerating  r- 
chinery  are  stored  in  another  building,  and  proposes  to  ^ 
stall  25  ft.  of  additional  hose  to'  the  present  100  ft.  of  n>- 

at  each  outlet.  .  .  9 

Resolved,  that  the  decision  of  the  fire  commissioner  - 
and  it  hereby  is  modified,  and  the  appeal  be  and  |t  ner< 
is  granted  on  condition  that  a  dry-line  standpipe  with  ov 
check  and  drip,  not  less  than  6  in.  in  diameter,  sha  ' 
installed  at  the  extreme  southwesterly  corner  of  buildi- 
front,  with  Siamese  connections  at  street  level,  < 
equipped  throughout  with  necessary  hose;  this  standpipe 
be  in  addition  to  the  approved  6-in.  standpipe  equipm 
provided  for  in  the  main  stairhall. 
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BUILDING  ZONE  CASES 

177-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  F.  Paul  A  Vaeca- 
relli,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

’REMISES  AFFECTED — 0116  Quarry  road,  The  Bronx 
.PPEARANCES — 

For  Applicant:  Walter  A.  Dunnigan. 

For  Opposition :  None. 

iCTION  OF  BOARD— Laid  over  to  July  15,  1924,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


1  REMISES  AFFECT  ED— East  side  Jerome  avenue,  50 
ft.  north  of  200th  street,  The  Bronx 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

.  Cl  ION  OF  BOARD — 'Laid  over  to  October  7,  1924,  at 
10  a.  m.,  on  request  of  applicant. 


)3-24-BZ. 

PPLICANT— John  De  Hart,  for  Breslauer  Construction 
Co.,  Inc.,  lessee. 

(JBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  cf 
more  than  five  motor  vehicles 

REMIB^onxAFFECTE1>~2256'2272  ^r°me  aVCnUe’  The 
PPEARANCES — 

For  Applicant :  Miss  M.  Sherman 

~TinM°n)?pn :  ,Ar.‘hur  G'  Bascl>  and  0,hers- 

-TION  Or  BOARD — Laid  over  to  July  15,  1924,  at  10 

a.  m.,  on  request  of  applicant’s  representative. 

3-24-BZ. 

3PLI CANT— John  J.  Dunnigan,  for  Hesu  Realty  Co 
Inc.,  owner.  ’ 

IBJECT— ^Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 

,r-wT™more  than  five  motor  vehicles. 

-EMISES  A'FFECTED-i  101-1 109  Union  avenue,  The 
Bronx.  ’ 

'PEA  RANGES— 

For  Applicant:  Morris  Heller. 

For  Opposition :  Arthur  G.  Basch,  David  M.  Tones 
and  others. 

ITION  OF  BOARD — Laid  over  to  September  9,  1924,  at 
10  a.  m.,  applicant  not  having  appeared  at  hearing. 

-24-BZ.  ’ 

RTLp?mNl_Jearr.y  L?derer-  for  G.  Norton,  owner. 
i  iICat'°n  (re:  decislon  of  superintendent  of 
buildings)  to  permit  the  change  of  occupancy  from 
an  automobile  salesroom  to  a  garage  for  the  storage 
of  more  than  five  motor  vehicles,  of  an  existing 

' \t T cr e d Pa r  1 1  y  in  an  undetermined  district. 

-  ■  -S  AFFECTED — South  side  Mermaid  avenue  115 

tt.  east  of  Beach  36th  street  and  north  side  of’ Far 
Rockaway  boulevard,  67  ft.  4  in.  west  of  Beach  35th 

^EARAMcls™USh  °f  QueenS' 

For  Applicant:  R.  C.  Norton. 

For  Opposition:  None. 

ION  OF  BOARD — Laid  over  to  July  22,  1924,  at  2 
P-  m. ;  to  check  consents. 

!4-BZ. 

‘UCANT— WiHiam  F.  Doyle,  for  Fordham  Triangle 
Realty  Co.,  owner. 

E^T~^PPh cation  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “B”  area  business  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles,  also 
the  omission  of  a  rear  yard  required  by  the  zone 
resolution. 


367-24-BZ. 

APPLICANT— WilHam  F.  Doyle,  for  A.  provenzano, 

SUBJECT— ■Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  portion  of  a  street  be¬ 
tween  two  intersecting  streets,  in  which  portion  there 
exists  an  exit  from  and  entrance  to  a  public  school 
e  extension  and  change  of  occupancy  from  a 
garage  for  five  (5)  cars  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles 

M°“  s,reet’  Manha,,an- 

For  Applicant:  William  F.  Doyle 
A  For  Opposition :  Arthur  Stoll. 

CONDTTT O M OArd  -Application  granted  on  condition. 
THE  VOTERS  AS  Specified  m  res°lution. 

Affirmative:  'Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ’  6 

Negative  .  '  Q 

____  Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION:  . 

.  .  (367-24-BZ) 

fii  a  ^^iam  F-  Doyle,  for  A.  provenzano,  owner, 

filed  March  10,  1924,  an  application,  under  the  building  zone 
resolution  to  permit  on  a  street  in  which  there  is  an  en¬ 
trance  and  exit  from  a  public  school,  the  change  in  oc¬ 
cupancy  of  a  garage  for  five  motor  vehicles  to  a  garage 
tor  nine  motor  vehicles;  premises  225  Mott  street," Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

?no,therb0arJd  of  appeals’  at  its  special  meeting  Tune  27 
1924  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Mott  street  is  an  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  6,  1924,  in  acting  on  Alteration  Application 
No.  69-23,  reads: 

1.  Garage  for  the  storage  of  more  than  five  cars 
may  not  be  permitted  on  the  same  street  in  which  there 
is  a  school.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  with  a  frontage  of  24  ft.  11  in.  and  a  depth  of  99 
ft.  in  the  1st  story  and  50  ft.  6  in.  above.  Occupied:  1st 
sf°ry»  garage;  upper  stories,  dwelling  of  owner’s  family. 
Proposes  to  store,  in  addition  to  the  five  motor  cars  for 
which  a  fire  department  permit  has  been  granted,  four  more 
motor  vehicles,  making  a  total  of  seven  passenger  motor 
cars  and  two  hearses,  all  cars  to  be  used  as  accessory  to 
owner  s  undertaking  establishment ;  and 
Whereas,  the  board  deemed  there  would  be  hardship  in 
preventing  applicant  from  conducting  his  business,  which 
has  been  long  established. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
"variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  only  so  far  as  permitted  use  is  to 
he  accessory  to  the  undertaking  business  coriducted  on  the 
premises,  on  condition  that  garage  storage  occupancy  shall 
be  restricted  to  the  1st  story  rear;  that  the  garage  portion 
shall  be  fire-retarded  m  accordance  with  the  rules  of  the 
hoard  of  standards  and  appeals;  that  egress  from  garage 
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portion  direct  to  the  street  shall  be  maintained  by  an  un¬ 
obstructed  and  unpierced,  fire-retarded  runway ;  that  the 
vehicular  occupancy  shall  be  limited  to  nine  vehicles,  not 
less  than  two  of  which  shall  be  of  the  funeral  hearse  type ; 
that  the  garage  use  shall  be  restricted  and  limited  to  stor¬ 
age  of  motor  vehicles,  the  property  of  the  owner  of  the 
premises  and  used  in  the  conduct  of  his  business;  that 
there  shall  be  no  gasoline  storage  equipment  maintained  on 
the  premises;  and  that  all  necessary  permits  shall  be  obtained 
within  sixty  days  from  the  date  of  this  action. 


6 

0 


319-24-BZ. 

APPLICANT— John  De  Hart,  for  John  levers  and  Robert 
levers,  owners. 

SUBJECT — .Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  occupied 
for  business  purposes. 

PREMISES  AFFECTED— 8459-2467  University  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

fp  |  |  ^  Q  'p  p* 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  ICerby  .... 

Negative  . . .  1 

Absent:  Fire  Chief  Kenlon  . 

THE  RESOLUTION : 

(519-24-BZ) 

Whfreas,  John  De  Hart,  for  John  levers  and  Robert 
levers,  owners,  filed,  April  11,  1924,  an.  application,  under 
the  building  zone  resolution,  to  permit  m  a ^residence  d 
trict  the  erection  and  maintenance  of  a  pudding  to  be 
occupied  for  business  purposes;  premises  2459-2467  Uni¬ 
versity  avenue.  The  Bronx;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 

bv  the  board  of  appeals,  at  its  special  meeting  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot  trn. 
Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  University  avenue,  West  188th 
street  and  West  190th  street  are  residence  districts ,  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  9,  1924,  in  acting  on  N.  B.  Application  No. 

I  sqj)_2^  i*Ccids  *•  •  • 

“Erection  of  proposed  business  building  in  residence 

district  is  contrary  to  provisions  of  Building  Zone 

Resolution.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  60.16  ft.  by  80  ft.  in  area ; 

to  be  occupied  as  stores;  and  .  «  „ 

Whereas  the  board  deemed  that  owing  to  the  irregular 
shape  of  plot,  there  would  be  hardship  m  preventing  appli¬ 
cant  from  erecting  the  proposed  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  to  a  one-story  structure,  approximately  60  ft.  front 
bv  80  ft.  deep;  that  the  front  of  the  building,  other  than  the 
show  windows,  shall  be  finished  in  face  brick  with  archi¬ 
tectural  terra  cotta  or  cut  stone  trimmings  ;  that  there  shall 
be  no  roof  nor  projecting  signs  or  advertising  display  per¬ 
mitted  on  these  premises;  that  the  requirements  of  the  build¬ 
ing  zone  resolution  shall  be  complied  with  in  alt  other  re¬ 
spects ;  and  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  months  and  the 
building  completed  within  one  year  from  the  date  of  this 
action. 


399-24-BZ. 

APPLICANT— James  Kearney,  for  Falkenau  and  Hammer- 

shlag,  owner.  __  _  _, 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2334-2342  Jerome  avenue,  Bor¬ 
ough  of  The  Bronx. 

APPEARANCES—  _  f .  1f 

For  Applicant:  James  Kearney,  John  Caldwell 

Meyers. 

For  Opposition:  Arthur  G.  Basch,  Frank  Read, 
Philip  J.  McCoy,  Julius  Kuhm,  August  Kuhm.j 
ACTION  OF  BOARD— Application  denied. 


THE  VOTE  TO  GRANT—  f 

Affirmative:  Messrs.  Beatty,  Boulton,  Holland 

and  Kerby  . ••••••  4 

Negative:  Chairman  Walsh,  Mr.  Connell  and 

Fire  Chief  Kenlon  .  * 

Absent  . . .  * 

THE  RESOLUTION: 

(399-24-BZ)  , 

Whereas,  James  Kearney,  for  Falkenau  &  Hammerschlag 
owners,  filed,  March  18,  1924,  an  application,  under  the  build 
ing  zone  resolution,  to  permit  in  a  business  district  tru 
erection  and  maintenance  of  a  garage  for  the  storage  o 
more  than  five  motor  vehicles ;  premises  2334-2342  Jeromi 
avenue,  Borough  of  Bronx ;  and  . 

Whereas,  a  public  hearing  was  held  on  this  apphcatioi 
by  the  board  of  appeals,  at  its  special  meeting  June  27 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  th 
Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Jerome  avenue  and  Nortl 
street  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  budding: 
rendered  March  18,  1924,  in  acting  on  N.  B.  Applicatio 
No.  2363-23,  reads: 

“1.  Erection  of  a  public  garage  for  more  than  hv 
motor  vehicles  in  a  business  district  is  contrary  to  th 
provisions  of  the  Zone  Resolution.’  ;  j 

and  ...  ,  .  r 

Whereas,  the  proposed  building  is  to  be  of  non-nreproo 

construction,  2  stories  in  height,  125  ft.  by  100  ft.  in  area 
to  be  occupied  as  a  garage  for  more  than  five  motor  v< 

hides;  and  .  ,  , 

Whereas,  there  was  opposition  to  the  granting  ot  tn 
application  on  the  part  of  neighboring  property  owners. 

Resolved.,  that  the  decision  of  the  superintendent  of  buiW 
ings  be  and  it  hereby  is  affirmed,  and  the  application  t 
and  it  hereby  is  denied. 


454-24-BZ.  .  _.  u 

APPLICANT— Louis  A.  Sheinart,  for  Lenmar  Realty  Lori 

owner.  , 

SUBJECT— Application  (re:  decision  of  superintendent  i 
buildings)  to  permit  partly  in  a  residence  distrr 
and  partly  in  a  business  district  the  erection  ar 
maintenance  of  a  garage  for  the  storage  of  mo: 
than  five  motor  vehicles. 

PREMISES  AFFECTED— 4402-4416  Broadway,  Boroug 
of  Manhattan. 


APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  William  H.  Bird,  Harp 
Herche,  Louis  Schwartz,  Walter  B.  Hill. 
ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Holland  and  Kerby  . 

Negative  . . . , 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  - 
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395-24-BZ.  — -  — - - - - = ___ _ _ 

AI'PUow^rJa,"eS  Christian  Sc^tft&r-LouU  Sheinart,  {or  Jesse  Thor„  ^ 

t.<m  and  maintenance  of  a  garage  tor  tire  storage  a«  oT moreTh"  ' °‘  3  garage  for  lh>"  *or- 

of  more  than  hve  motor  vehicles  fa  PEEMKivq  iirrL^ni}  ^ve  motor  vehicles. 

PREMISES  AFFECTED — 2251  jlrolf  avenue  xhe  “avenue^  Z  dI^0^  “““  “f  Webster 

APPEARANCES _  APPEARANCE^  ei>0t  Sql,are’  North-  The  B™>* 

Eor  Applicant :  James  Kearney,  John  Caldwell  Mey-  ACTIOhYoF ' BOArE  jSh  Sheinart'  , 

ers.  •  y  r  V  Y'-'AKJJ— Laid  over  to  afternoon  ses^irm 

i  .  For  Opposition :  Samuel  J.  Wischner.  °  b°ard’  ^une  27’  1924- 

THrr^(\/n'rib  j^OARD — Application  withdrawn.  539-24-BZ 

THL  VOTE  TO  WITHDRAW-  APPLIPAMt  t  •  a 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty  Son  IncTL^  ‘  Sheinart'  for  L-  Sherman  & 

■  n  SUBJES£f?-  —  — intenderno, 

Ah£T. . ?  f  ?  Z  '5Z&  VY"'£m Y 

_ llll' .  0  ^bl=  f"«»"  than  five  (5,  horses  to  a  ga”age 

1242-23-BZ.  hides.  5  S  °raSe  °  m°re  than  five  (5)  motor  ve- 

APPLICAhTT— William  F.  Doyle,  for  Samuel  Harding,  PREMISESAFFECTED_310-3ia  East  nth  street,  Man- 

|SUBJECT— -Application  (ret  decision  of  superintendent^  ^AfANCES- 

buildings)  to  permit  m  a  business  district  the  erec-  i  Applicant :  Louis  A.  Sheinart. 

?m?rin?ance  of  a  garage  for  the  storage  F°"  =  Sydney  Kaye,  S.  John  Block 

street,  Broo  .  ACTION  ^  W 

VPPEA&CES-  0'' 

For  Applicant:  William  F.  Doyle  V(r)1.'h_~ 

For  Opposition:  David  F.  Price,  Max  Feldman  Affirmative:  Chairman  Walsh,  Messrs.  Boulton 

m  jW’j£ure<W  Negative  !:.Y!“d“d  . '  3 

m °vSTf  TBo°tRR»ica;io'' denied-  '  the teikST' ^•chierK;ffi,;-::  °a 

Affirmative :  Messrs.  Boulton,  Holland  and  Kerbv  3  w  T  •  (539-24-BZ) 

A\^rebSaKS„WaY.ML.C0“"e:Y"d  3 

THE  RESOLUTION T,J  .  1  f* 

,J-  ,  (1242-23-BZ)  .  for  more  than  five  horses  to  a  garage  for  the' Voraee 

vYTed:  a?  a!; 2ft.  HuiZT  premises  3I0‘12  Easl 

H  "  garter  t  & 

?>r?S  ?  more  than  *ve  (s)  motor  vehicles'  premises  J”4'  ,aiterduc  "°tice  by  publication  in  the  Bulletin  of  the 

«J0  East  sisth  street,  Brooklyn;  and  Ponses  Board  of  Standards  and  Appeals;  and  ' 

W  hereas,  a  public  hearing  was  held  on  this  annlicatirm  ;  V  iIEREASj  the  use  district  maps  accompanying  the  build 
the  board  of  appeals,  at  its  spedal^JSng  Cf  «  ”g  20nf  rcesol*lon  ^ow  that  Fast  llthstreetf  F?st  “  ve- 

r^r’  l31  fCr^ duei  n0,tlce  by  Plication  in  the  Bulletin  of  the  “w  Jfpf av.enue  arc  business  districts;  and 

•ard  of  Standards  and  Appeals;  and  rp  ,  YEA.S'  1  ,le  decision  of  the  superintendent  of  buildings 

r  zo^resoffit-1186  diStrici  maps  accompanying  the  build-  731  19 S  beads'7’  ^  “  aCting  °n  AIt  APPhcation  No.’ 
j  *?ne  solution  show  that  East  98th  street  and  How-  n 

ita«Udisa,rict  “S“ndS  diS,riCtS  and  H,mterfly  road  is  a  *4  6  B uilding CZone Resolution.  Y  Pr°Visi°nS  of  Secs' 

;dered  °ctober  loY^radsf  PCr‘nlendent  °£  bulldmgs,  ,  JV  IIE,<EAS. .  th=  existing  building  is  non-fireproof,  five 

Denied.  Proposition  contrary  to  the  zone  resolu  hYght’  48  ft;  4  in-  by  88  ft.  in  area;  occupied 

district.*"/*  SCC-  4-  A  PUbHC  garagC  in  a  business  remove0 all^the °wx>den  b^°LTSg  Sding 

and  make  a  fireproof  building  five  stories  in  height  and 

Whh °f  r-f,rc'  ™*-“sS; aa„gdrage  f0r  ,he  St0ra6'  0f  “«  *”a"  - 

->8  ft.  and  a  depth  of  *120  ft  V’ be  occupie^a*^  .  Whereas,  under  the  provisions  of  section  7  subdivi¬ 
de  for  the  storage  of  more  tha’n  five  motor  vehicles;  thMlhe^Td^r^lfd'oes  hereby  „ 

‘°  CS,aWiSh  ,hC  ^  anViratrtS^T 

^y1s&S  a"d  appht^tion  *  be  &JTSL  S 

stone  trimmings;  that  there  shall  be  no  ramp  vehicular 
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entrance  permitted  on  the  premises ;  that  the  area  of  the 
structure  shall  be  restricted  to  the  present  dimensions 
of  the  existing  building;  that  the  requirements  of  the 
building  zone  resolution  shall  be  complied  with  in  all  other 
respects ;  that  the  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length ;  and  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  ob¬ 
tained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 

1456-23-BZ.  ,  T  - 

APPLICANT— -Samuel  Rosenblum,  for  Isaac  Lehman, 

owner.  .  . 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AFFECTED— 189  Sumpter  street,  Brooklyn. 

APPEARANCES-  if 

For  Applicant:  Samuel  Rosenblum,  Miss  Rose 

Lehman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITION'S— As  specified  in  resolution. 

THE  VOTE —  „  , 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  5 

Negative  .  0 

Absent :  Mr.  Beatty  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION: 

(1456-23-BZ) 

Whereas,  Samuel  Rosenblum,  for  Isaac  Lehman,  owner, 
filed,  December  10,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  three  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  189  Sumpter  street,  Brooklyn ; 
and 


W^hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sumpter  street  is  a  resi¬ 
dence  district  and  Howard  avenue  and  Saratoga  avenue 
are  business  districts;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  21,  1923,  in  acting  on  Order  No.  83798-LC,  reads 
“l.  Discontinue  the  maintenance  of  garage  on  these 
premises  in  which  are  stored  motor  vehicles  that  are 
subject  to  charges  for  storage  and  that  are  not  th(i 
property  of  persons  residing  in  a  dwellihg  on  the  same: 
lot.”; 

and 

Whereas,  the  existing  building  is  metal,  one  story  it 
height,  25  ft.  by  18  ft.  in  area;  occupied  as  a  garage  fo: 
the  storage  of  three  motor  vehicles,  space  for  two  o 
which  is  rented  to  persons  not  residing  on  premises;  ane 

Whereas,  the  applicant  has  filed  the  duly  acknowledge! 
consents  of  the  owners  of  80  per  cent  of  the  propert; 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution,  and  that  the  application  b 
and  it  hereby  is  granted  on  condition  that  the  capacit; 
of  the  garage  be  restricted  to  three  automobiles  of  th 
pleasure  car  type,  space  for  two  of  which  may  be  rente< 
to  persons  not  residing,  on  the  premises;  that  the  rea, 
and  gable  walls  shall  be  unpierced  throughout  their  entir 
height  and  length;  that  the  interior  of  the  garage  shal 
be  fire-retarded;  and  that  there  shall  be  no  gasoline  stor 
age  permitted  on  the  premises,  and  that  necessary  permit 
be  obtained  and  posted  within  thirty  days. 


Adjourned  2  p.  m. 


William  J.  O’Gorman,  Secretary. 
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MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  JUNE  27,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton, 
Connell,  Holland,  Kerby  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
455-24-A.  „ 

APPELLANT— Equitable  Office  Building  Corp.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 120  Broadway,  Manhattan. 
APPEARANCES— None.  <no,  .  „ 

ACTION  OF  BOARD— Laid  over  to  July  22,  19~4  at  2 
p.  m.,  pending  inspection  by  a.  committee  of  board. 

933-23-A.  .  .  .  ,  „  , 

APPELLANT— Harrison  G.  Wiseman,  for  Areola  Real¬ 
ty  Co.,  owner.  .  . 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant :  John  B.  Downey. 

ACTION  OF  BOARD— Laid  over  to  July  22,  1924,  at  2 
p.  m.,  pending  action  of  board  of  aldermen. 

926-23-A. 

APPELLANT— Brandon  Amusement  Company,  lessee. 


SIUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 1495  St.  Nicholas  avenue,  Mar 
hattan. 

APPEARANCES— 

For  Appellant:  John  B.  Downey. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1924,  at 
p.  m.,  pending  action  of  board  of  aldermen. 

861-23-A. 

APPELLANT — Regum  Amusement  Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 60-62  West  116th  street,  Mai 
hattan. 

APPEARANCES— 

For  Appellant:  John  B.  Downey. 

ACTION  OF  BOA.RD— Laid  over  to  July  22,  1924,  at 
p.  m.,  pending  action  of  board  of  aldermen. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2715  Webster  avenue,  T1 
Bronx. 

APPEARANCES— 

For  Appellant:  John  B.  Downey. 

ACTION  OF  BOARD— Laid  over  to  July  22,  1924,  at 
p.  m  nending  action  of  board  of  aldermen. 
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17-24-A. 

.PPELLANT — Joseph  Morrison,  owner. 

UBJECT  Appeal  from  order  of  fire  commissioner. 

:REMIf?St  EaSt  130th  street’  74'78 

East  131st  street  and  1918-38  Park  avenue,  Manhat- 

tall. 

PPEARANCES— 

Eor  Appellant :  John  H.  Scheier. 

CTION  OF  BOARD — Laid  over  to  July  22,  1924  at  2 
p.  m.,  on  request  of  appellant’s  representative. 

7-21-A.  *  ~ 

3PELLA NT— James  J.  Walker,  for  Midwood  Theatre 
Inc.,  owner. 

TBJECT— Application  for  reopening— appeal  from  order 
ot  nre  commissioner 

1“SSn.cIsF-CTEC^1301-1311  Avenue  Brook'^' 

I  or  Appellant :  John  B.  Downev. 

TIOX  OF  BOARD — Request  to  reopen  appeal  laid  over 

to  22>  1924>  at  2  p.  m.,  pending  action  iby  the 
board  of  aldermen. 


3-23-A. 

PELLANT— Frederick  G.  Frost,  for  Flower  Hospital 
owner.  v  ’ 

BJECT— Application  for  reopening— appeal  from  deci¬ 
sion  of  superintendent  of  buildings 

^MIhattSanAFFECTEI>~423'425  East&63rd  street,  Man- 
PEARANCES— 

rT™°^P^llant:  Thos-  J-  Mooijey. 
riON  OF  BOARD— Laid  over  to  July  22,  1924,  at  2 
P-  m.,  on  request  of  appellant’s  representative. 


LI^daPdliarchTilJrai,  rads?  COmmissioner  N»-  55936- 

"1;  Remove  smokepipe  of  hot  water  boiler  in  base¬ 
ment,  now  passing  through  wood  roof  of  extension  and 
properly  close  the  opening.  Said  pipe  should  be  d" 
ectly  connected  to  a  proper  chimney  flue  Sec  780 
Greater  New  York  Charter”-  8°’ 

and  '  ’ 

.Xght  “’o ‘ft  bv^aoTt  i?  frame'  3'  lt0rieS  a,,d  bas«"«>t 

sion  at  rear  ocCUPIEn  nrCa'.W"h  a  °ne-stor>'  «•“- 

room,  the  reLiX  of  the0premUeY^nfn  “  2  b°iler 
dwelling;  and  Premises  are  occupied  as  a 

W  iiereas,  appellant  proposes  to  protect  the  mr»f  fu 

m^Lrrrd^^xt:ro" co,,ar  (as  shown  » 

it  hXls'XXnd  °L'haepraI  nXll 

snsoXnfS  xsx; 

separated  from  the  structure  by  a  space  of  not  less  than  14 
ches,  securely  braced  to  the  building  throughout  its  entire 
leight  and  maintained  in  good  condition. 


24-A. 

"ELLANT— C.  B.  Comstock,  for  Franklinton  Realty 
Corporation,  owner.  y 

iJE<WMingseal  fr°m  decision  of  sllPcrint™<lcnt  of 

;MIBr«H>FFECTED_1084'1108  WashinSton  avenue. 
EARANCES — None. 

ION  OF  BOARD — Appeal  withdrawn. 

:  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Wlalsh,  Messrs.  Beatty 
Boulton,  Holland,  Kenby  and  Connell  ’  6 
Negative  .  *"  " 

Absent :  Fire  Chief  Kenlon .' .' .'  *  * |  ’  ‘ '  ‘  1 

4-A.  ~ 

ELLANT — Ida  Levine,  owner. 

°rder  of  fire  commissioner. 

“rANcI^  ‘  Har‘  Street-  ErookIyn- 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

?iTin\Tc  °^RD~AppeaI  £ranted  on  condition. 

VOTE  S~As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  .  n 

Absent  .  . 

2  RESOLUTION :  . 

(441-24-A.) 

Ida  Eevinfe’  °wner’  fiIed-  March  27,  1924, 
eai  with  the  board  of  appeals,  from  an  order  of  the 
mni;»sioner,  affecting  premises  411  Hart  street,  Brook- 
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520-24-A. 

NJ-Be"  Li,le  Railway  Corporation,  owner. 
PPEwtcIl  .PP  r0m  °rder  o£  firc  Pommissioner. 

fatten  ECTEI^787'807  Ten,h  avenue-  Man- 
APPEARANCES— 

For  Appellant:  William  Maloney, 
or  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  e 

rn\ri?T^T°F  B0ARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

•AffirRnnLVe:  firman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Commissioner  Kenlon  .  ~ 

Negative  .  ' 

Absent  .  .  0 

THE  RESOLUTION: .  ° 

.  (520-24-A.) 

Wh^5’  Belt  Line  Railway  Corp.,  owner  filed  Anril 

of’  th92  fi  an  aPPCal  W‘th  tHe  b°ard  °f  aPPeaIs  from  an  order 
of  the  fire  commissioner,  affecting  premises  787-807  Tenth 
avenue,  Manhattan;  and  tn 

Whereas,  the  order  of  the  fire  commissioner,  No.  23493- 
'LC,  dated  March  25,  1924,  reads : 

isesY78~aKne7hTebfyEn0tified  thw  an  insPection  of  prem¬ 
ises  1 8< -80/  Tenth  avenue,  Manhattan,  used  for  the 

th^foH  a'ld  USe  °f  ^er°sene’  motor  oil>  etc-  shows  that 

you  can  be'fau?d  “  ^  V 

kX*4’"  Pending  agai"St  bUiHi"S  "»• 

t  .l1),  InstaI]  a  standpipe  system,  etc.,  or  as  modified 
1  Vol  9”^  °f  appeals-  December  26,  1923,  Bulletin  No. 

and 

\\  hereas,  the  building  is  non-fireproof,  4  stories  in  height 
~°°  ft.  by  450  ft.  in  area;  OCCUPIED  as  an  inspection  car 
barn  on  1st  story  and  for  the  dead  storage  of  automobiles 
above — 47  persons  in  building;  and 

\Vhereas  an  appea1  was  granted  on  these  premises  under 

fSeotN2fi  i°094WA  and  appe”ant  was  &'ven  nine  months 
( bept.  26,  1924)  to  complete  the  work.  Meanwhile  annel- 

301  requested  a  permit  to  store  and  use  a  quantity  of  kero¬ 
sene  and  lubricating  oils;  his  request  was  denied  by  the 
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fire  department  because  he  had  not  complied  with  the  reso¬ 
lution  of  the  board  of  appeals,  and  _ 

Whereas,  appellant  contends  complying  with  the  greater 
portion  of  the  resolution  and  will  have  complied  with  the 

entire  conditions  by  September  26,  1924.  _ 

Resolved .  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
a  ran  ted  on  condition  that  the  requirements  of  resolution  m 
Cal.  1063-23-A  affecting  these  same  premises  be  complied 

with  within  the  time  specified  in  said  resolution. 

■  ■  — • 

579-24-A. 

APPELLANT— ‘Good  Intent  Coffee  House  Club,  Inc., 

lessee  f 

SUBJECT — Appeal  from  decision  of  superintendent  o 

PREMISEs'^FFECTED— 38  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCESiant;  R  Crosby  Kindleberger  and  Elma 

For  Administration:  Inspector  Alexander  McPhee 
of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  denied. 

1  HE  V  Afcmtiv^' Chairman  Walsh  and  Mr. -Boulton  2 
Negative:  Messrs.  Beatty.  Connell,  Holland, 

Keriby  and  Fire  Chief  Kenlon .  5 

Absent  . 

THE  RESOLUTION: 

(579-24-A) 

Whereas,  Good  Intent  Coffee  House  Club  Inc.,  lessee, 
filed,  April  24,  1924,  an  appeal  with  the  board  of  appeals, 
from  a  decision  of  the  superintendent  of  buildings,  affect 
ing  premises  38  East  53rd  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  building  , 
Alt.  App.  No.  367-1924,  dated  March  7,  1924,  reads:  _ 

“1.  If  proposed  occupancy  is  carried  on  for  business 
purposes  same  is  unlawful  in  a  residential  district. 

“2  Cellar  ceiling  should  be  fire  resisted. 

“3.  Exits  should  comply  with  Section  153,  building 

code.” ; 

""whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  20  ft  S  in,  by  75  ft.  tn  area;  OCCU- 
PIED  in  basement  by  Good  Intent  Coffee  House  Club, 

'''whereas,  appellant  contends  the  Good  Intent  Coffee 
House  Club,  Inc.,  is  a  bona  fide  club  and  not  a  business, 
and  as  such,  permitted  in  a  residence  district.  , 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ing  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 

APPELLANT — Preferred  Utilities  Company,  for  United 
States  Government,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 310-328  West  38th  street  and 
327-329  West  37th  street,  Manhattan. 

APPEARANCES—  ~  , 

For  Appellant:  S.  D.  Rickard  and  J.  S.  Kaplan. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment.  ,  , 

ACTION  OF  BOARD— Appeal  granted  for  a  temporary 
period  of  90  days,  pending  inspection  by  committee 
of  board. 

THE  VOTE—  ,  ,  „  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  ‘ 

Negative  . 

Absent  .  0 


THE  RESOLUTION : 

(622-24-A) 

Whereas,  Preferred  Utilities  Company,  for  United  Stat- 
Government,  lessee,  filed,  May  5,  1924,  an  appeal,  with  tl 
board  of  appeals,  from  a  decision  of  the  fire  commissione 
affecting  premises  310-28  West  38th  street  and  327-9  We 

37th  street,  Manhattan  ;  and  ,  . 

W^hereas,  the  decision  of  the  fire  commissioner  renderi 
Nov  15,  1923,  in  acting  on  Alteration  Application  No.  71 

“3.  Pumps  must  be  approved  by  the  board  of  stan 

ards  and  appeals.  ...  ,  f 

“6.  Burners  must  be  approved  by  bo^rd  ot  stan 

ards  and  appeals.” ; 

^Whereas,  the  building  is  fireproof,  1  story  and  baserm: 
in  height,  250  ft.  by  100  ft.  in  area.  OCCUPIED:  Ba:- 
ment,  garage;  1st  story,  garage  and  repair  shop  for  pc 

office;  and  .  .  , 

Whereas,  a  fuel  oil  burning  equipment  has  been  install  1 

in  accordance  with  the  rules  of  the  board  of  standards  al 
appeals,  except  that  the  burners  and  pumps  are  not  an 
proved  type,  the  pump  being  the  Ray  Fuel  Oil  pump  set  al 
the  Ray  Rotary  Fuel  Oil  Burner  being  used.  >  , 
Resolved,  that  the  decision  of  the  fire  commissioner  i 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby! 
granted  for  a  temporary  period  of  90  days,  pending  inspect  l 
by  a  committee  of  the  board. 

672-24-A. 

APPELLANT— Frank  Begrisch,  Jr.,  for  Realty  Manage, 

Inc.,  owner.  .  . 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 24  West  170th  street,  le 
Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  ot  tire  - 

partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

VOTE _ * 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon . ^ 

Negative  . f 

Absent  . 1 

THE  RESOLUTION : 

(672-24-A) 

Whereas,  Frank  Begrisch,  Jr.,  for  Realty  Managj 
Inc.,  owners,  filed,  May  14,  1924,  an  appeal,  with  the  bo  o 
of  appeals,  from  a  decision  of  the  fire  commissioner,  atl 
ing  premises  24  West  170th  street,  Borough  of  Bronx,  J 
Whereas,  the  decision  of  the  fire  commissioner  rend 
May  7th,  1924,  in  acting  on  N.  B.  Application  No.  64 

reads  ^  Pumps  must  be  a  type  approved  by  the  board 

standards  and  appeals.  . 

“8.  As  area  of  building  exceeds  10,000  square 
area,  a  standpipe  equipment  must  be  “stalled-  ,, 
for  same  must  be  filed  and  approved  by  this  Burea 

^Whereas,  the  building  is  fireproof,  1  stolV  a"J 
in  height,  177.56  ft.  by  125.84  ft.  in  area ;_  OCCU  Pi  ^ 
an  ice  manufacturing  and  storage  plant ;  it  is  propose 
provide  a  fuel  oil  burning  equipment,  installed  in  accora.- 
with  the  fuel  oil  rules,  except  that  the  oil  pump  has 
been  approved,  the  Leiman  pump  bang' used;  and 

Whereas,  appellant  contends  that  the  building  P  . 
cally  separated  into  two  parts  in  the  basemen  y 
wall  so  that  the  maximum  unprotected  area  ot  any  s 

of  the  basement  is  less  than  9,000  sq.  ft.  and  that  the 
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is  of  concrete  and  steel,  continually  flooded  with  water, 
that  the  apparatus  for  manufacturing  ice  is  driven  with  elec¬ 
tricity  and  that  the  orders  are  unnecessary. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted,  as  it  relates  to  Item  4,  on  condition  that  the  me¬ 
chanical  construction  of  pump  comply  with  the  rules  of  the 
board  of  standards  and  appeals  and  that  the  fuel  oil  rules 
be  complied  with,  in  all  other  respects ;  and  as  it  relates  to 
Item  8  on  condition  and  so  long  as  the  present  use  and  oc¬ 
cupancy  remain  unchanged. 


679-24-A. 

APPELLANT — William  F.  Doyle,  for  Gerstendorfer  Bros., 
owners. 

SUBJECT  Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 80-92  Third  street,  Brooklyn 
APPEARANfCES — < 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OiF  BOARD — Appeal  granted  on  condition. 
rONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION 

(679-24-A) 

Whereas,  Wm.  F.  Doyle,  for  Gerstendorfer  Bros.,  owner, 
filed,  May  15,  1924,  an  appeal  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
80-92  Third  street,  Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

March  31,  1924,  read: 

No.  53741-F : 

.  "l*  Install  a  standpipe  system  with  risers  4  inches 

in  diameter  *  *  *” 

No.  53742-F : 

.  “!• .  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  *  *  *  ”• 

and  '  ’ 

.  Whereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing  4  stories  and  basement  in  height,  113  ft.  7  in.  by  199  ft 
8  in.  irregular  (7,000  sq.  ft.)  in  area  with  a  one-story 
and  mezzanine  extension,  about  5,000  sq.  ft.  in  area;  OC¬ 
CUPY0  for  the  manufacture  of  paints,  63  persons’;  and 
\\  hereas,  appellant  contends  the  building  is  equipped  with 
a  two-source  sprinkler  system  with  an  average  pressure  of 
24  lbs.  per  square  inch  at  highest  line  of  sprinklers;  that 
the  two  buildings  each  less  than  10,000  sq.  ft.  are  separated 
by  brick  walls  with  openings  therein,  protected  by  fireproof 
safety  catch  doors ;  and  in  regard  to  order  No.  53742-F 
contends  that  there  are  sprinkler  heads  near  each  window. 

Resolved  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  is  hereby 
granted  on  condition  that  the  building  be  equipped  with  ap¬ 
proved,  two-source  sprinkler  system,  so  long  as  conditions 
as  to  occupancy  and  use  and  its  relation  to  adjoining  prem- 
ises  remain  unchanged;  and  that  the  openings  in  the  exterior 
embraced  in  this  order  shall  be  protected  with  sprinkler 
heads  not  more  than  2  ft.  6  in.  distant  therefrom. 


3-24-A. 

APPELLANT — Harry  Lifschitz,  lessee. 

^UTJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2242  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Isidor  Cohen  and  Harry  Lifschitz. 
For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 


rnvT?TTToxT?°^RD~Appeal  panted  on  condition. 
(„^D,IU[ONS— As  specified  in  resolution, 
i HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon .  ^ 

Negative  . n 

Absent  .  n 

THE  RESOLUTION:  . 

(3-24-A) 

Whereas,  Harry  Lifschitz,  lessee  filed  Tanuarv  2  109.1 
an  appeal  with  the  board  of  appeals',  from  an  order  of  the 

ManhattaH? 'and"'  Premis“  8242  Second  a™ue, 

LC  S' COmmisS,W  Not  >8279- 

“1.  Discontinue  the  use  of  steam  boiler  or  other 
pen  flame  of  fire  in  the  same  room  or  compartment 
w  iere  paints  or  other  inflammable  substances  are  stored 
and  Per  SC  9’  Chapter  10’  code  of  ordinances.” ; 

Whereas,  the  building  is  non-fireproof,  4  stories  and  cel 
nd  20hftBbv'50°f,ft'-by  90  \  a>  1st  and^nd  Itory 

Ce.la^a  Itor^e^of ^pa^n^^urnpentir^Prtef^lrf^floor^whole * 

flooersand„XsTandSl°re:  **  fl00r'  faC‘°ry:  M  'a"d  4"> 

Whereas  appellant  contends  that  the  steam  boiler  has 

resCulteiif  obr  m,m.eta!.cover.ed  partitions  and  hardship  would 
result  if  obliged  to  discontinue  the  use  of  the  boiler 

Resold,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  ,s  modified ,  and  the  appeal  be  and  it  hereby  is 
Playfe}  on. condition  that  the  enclosure  of  heating  apparatus 
s  all  be  of  approved  masonry,  with  fireproof,  self -dosing 
udth  t0fny  °Pemng  therein  and  room  ventilated  to  outer  air 
with  galvanized  duct;  and  that  any  volatile  oils  maintained 

PrT'SeS  be  St°red  in  metal  tanks-  buried  below 

cellar  floor,  subject  to  obtaining  necessary  permits. 

682-24-A. 

Tower’s  Warehouses,  Inc.,  lessee, 
appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 541-545  West  21st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  A.  T.  Nadine. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  ROARD — 'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton.  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(682-24-A) 

Whereas,  Tower’s  Warehouses,  Inc.,  lessee,  filed,  May 

16.  1924.  an  appeal  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  541-545  West 
21st  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

17.  1924,  reads: 

“1.  Provide  a  tank  on  roof  of  at  least  3  500  gallons 
capacity  for  the  standpipe  svstem,  said  tank  to  be  so 
elevated  that  the  bottom  will  he  not  less  than  20  feet 
above  the  roof  level.  Sec.  20.  Ch.  12,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  fireproof,  8  stories  (100  ft.  10 
in.)  in  height.  75  ft.  bv  95  ft.  in  area;  OCCUPIED  as 
a  storage  warehouse ;  and 


951 


MINUTES 

.  i  m 


Whereas,  appellant  contends  the  building  is  equipped 
with  a  100  per  cent,  dry  pipe  sprinkler  system;  supplied  by 
two  7,. 500  gallon  tanks;  that  there  is  a  watchman  service 
maintained  and  that  the  building  is  only  5  ft.  above  the  al¬ 
lowable  height,  as  set  by  standpipe  requirements. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  equipped  with 
an  approved  two-source  sprinkler  system ;  that  a  4  in.  dry-line 
standpipe  system,  with  lower  check  and  drip,  shall  be  pro¬ 
vided  in  each  stairhall ;  and  granted  so  long  as  occupancy 
and  use  remain  unchanged. 


474-24-A. 

APPELLANT — H.  Greenberg,  for  H.  Greenberg  &  Sons, 
lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 254  South  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed  for  lack  of  pros¬ 
ecution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

N  egative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(474-24-A) 

Whereas,  H.  Greenberg,  for  H.  Greenberg  &  Sons,  les¬ 
sees.  filed,  April  2,  1924,  an  appeal,  with  the  board  of  appeals 
from  an  order  of  the  fire  commissioner  affecting  premises 
254  South  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  18697- 
LC,  dated  June  15,  1923,  reads: 

“1.  Reduce  stock  of  combustible  fibre  to  five  (5) 
tons  for  the  reason,  building  in  part  is  used  as  a  work¬ 
shop  or  factory — as  per  Section  24-6,  Chapter  12,  Code 
of  Ordinances. 

“2.  Separate  that  portion  of  the  building  used  for 
the  storage  of  combustible  fibre  from  the  remainder  of 
the  building  by  walls,  floors  and  ceilings,  protected  by 
fire  retarding  material  and  with  all  floor  openings  sim¬ 
ilarly  protected  and  constructed  in  a  manner  approved 
by  the  fire  commissioner  *  * 

and  ...  .... 

Whereas,  the  building  is  non-fireproof,  4  stories  in  height, 
24  ft.  by  85  ft.  in  area  at  1st  story  and  24  ft.  by  72  ft.  in 
area  above.  OCCUPIED:  1st  story,  repair  of  wagons,  2 
men ;  2nd  story,  vacant  at  present ;  3rd  and  4th  stories, 
storage  of  rags,  3  persons;  and 

Whereas,  appellant  contends  that  the  factory  use  has  va¬ 
cated  the  premises  and  in  view  of  this  fact,  and  also  that 
he  will  vacate  on  August  10,  1924,  contends  that  to  be  com¬ 
pelled  to  fire  retard  the  premises  would  be  a  hardship;  and 
Whereas,  no  one  appeared  when  this  case  was  called 
Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


698-24-A. 

APPELLANT— Samuel  Rosenblum,  for  E.  T.  Trotter  & 
Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 576-602  Johnson  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION : 

(698-24-A) 

Whereas,  Samuel  Rosenblum,  for  N.  T.  Trotter  &  Co., 
owner,  filed,  May  19,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  576-602  Johnson  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  14,  1924,  reads: 

“6.  File  plans  for  standpipe  system.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  N.  T.  Trotter  &  Co., 
four  storehouses,  a  private  garage,  a  factory,  etc.;  and 

Whereas,  appellant  contends  that  the  buildings  front  on 
three  streets,  that  each  building  is  separated  from  any  other 
building  by  fireproof  walls  with  openings  protected  by  auto¬ 
matic  fire  doors  and  that  no  building  has  an  area  in  excess 
of  5,600  square  feet,  that  there  is  a  fire  alarm  on  the  prem¬ 
ises  with  central  office  connection,  that  the  proposed  fuel  oil 
system  upon  which  the  issuance  of  the  order  was  based  is 
to  be  installed  in  strict  compliance  with  the  rules  of  the 
board  of  standards  and  appeals. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floor  area  as  now  subdivided 
remains  unchanged;  that  all  horizontal  exits  shall  be 
equipped  with  approved  fire  doors  with  fusible  links;  and 
that  the  fuel  oil  installation  shall  be  in  accordance  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals. 


1451-22-A. 

APPELLANT — Queensboro  Spring  Co.,  owner. 
SUBJECT— Application  for  extension  of  permit— re :  appeal 
from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 79  Hunter  avenue,  Borough  of 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Temporary  permit  granted  for  a 
period  of  90  days. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Connell .  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION : 

(1451-22-A) 

Whereas,  The  Strong,  Carlisle  &  Hammond  Company, 
for  Queensboro  Spring  Co.,  owner,  filed,  December  2, 
1922,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  79  Hun¬ 
ter  avenue,  Borough  of  Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads : 
“A.  Disapproved  Nov.  16th,  1922,  with  the  follow¬ 
ing  objections : 

“Fuel  oil  not  permitted  in  a  building  of  hazardous 
occupancy. 

“20.  Provision  shall  be  made  for  remote  control. 
“29.  Pumps  must  be  installed  in  duplicate  and  be 

by-passed.  , 

“40.  Pumps  must  be  of  a  type  approved  by  board 

of  standards  and  appeals. 

“44.  Burners  containing  chambers  which,  allow  dan¬ 
gerous  accumulations  of  gases  or  containing  oil-con¬ 
veying  pipe  or  parts  subject  to  intense  heat  or  stop¬ 
page  from  carbonizing  are  prohibited. 

“45.  Oil  shall  be  supplied  through  orifices  not  larger 
than  necessary  to  supply  sufficient  oil  for  maximum 
burning  conditions  when  the  controlling  valves  are 
side  open. 


952 


MINUTES 

Neg»t"'e:  C1'?''™an  Walsh,  Messrs.  Beatty, 

some  distance  from  the  burner,  the  flame  cannot  be  Al  ^°nne  and  Eire  Chief  Kenlon .  4 

. • 

lent  will  be  acceptable.  cqu,va  (603-24-BZ) 

A  check  valve  of  approved  type  shall  be  in-  filed  "wn^o^ooa  She;.l,ar!'  >“r  J««  Thorn,  owner, 

stalled  in  each  oil,  steam  and  air  line  near  the  burner  resolution  to  permit  in  ai’‘'  lcatlon-  under  the  building  roue 

“48.  Burners  shall  be  installed  with  overflow  attach  maintenance  of  a  -ara-e  fcgthegtnl!,1' r'Ct  t'*1'  erec,,ion  ai,d 

Tom  2  ara"8ed. “'at  surl)hls  oiI  toTn by  £  motor  vehicles ;  premgs  Suth^cSS'erlf'wS.iSf"  fiVC 
fromjhe  burner  into  a  substantially  cons, rue, edgeser-  "aa  = square,  north,  Borough  o?  Bron^ ^  and  aVe' 

stei  JhatoS'y  f  if  l  and  ,he  “My  of  air  or 

air,or  Steam'S!  X  oTwHuf' shVoff  Board^l^^S^ ta  «*  »f  «» 

„  y’,  •  HLREAS,  the  use  district  maps  accompanying  the  build 

50.  Burners  must  be  of  a  type  approved  bv  th#.  zone  resolution  show  that  Webster  avenue  Depot  sauare 

board  of  standards  and  appeals.”;'  y  the  noJ*h  and  DePot  square  east  are  business  districts  PandQ  ‘ 

Ibrr,  *■  — 

firing t  i,  is  proposed  to  MS  'o“bumbg  Sg  ,l7 £?& l&gg SlS  £S£ 
«^HcSedPPeliant  “ntends  that  a'1  ‘he  objections  have  a"d  °  Pr°V'S‘°M  ^  ““  i 

~  i Htr a  s 

h?ogeJra'r’;qVs?S’  ^  anf"**  ^  "*  ^tor“  Wales ' 

nciTKbv’fs  IndigiSi0nr  1  the  fire  comniissi0ner  be  nn^H1lREAS'  »»“«««  has  failed  to  establish  the  basis  of  his 

iCfi  ~  ^  of  the  superintendent  of  bui,d- 

XVrl^iSS  SW  fs  5g&  ''S  "•  a"-d  “*  a~"  -d 

nd  approval  of  the  plans  by  the  fire  prevention  bmZ nh  _ . 

-ct  to  an  inspection  and  report  by  committee  of  this  bZt.  ^'puCAMT  T  a- 

11.24.BZ  - ~  SUBfFrr  Irl-T  K5arney’  f.or  R-  T.  J.  Co.,  owner. 

PPITTAWt  put  to-  ■  bUBJE^T7/ppI’catlon  (re--  decision  of  superintendent  of 

UBTFrT-A~rhl  iP  E  Sinnott<  for  George  Ehret,  owner  buildings)  to  permit  in  a  business  district  the  al- 

nfll  Application  (re  :  decision  of  the  superintendent  teration  and  extension  of  a  garage  for  the  storage  of 

of  buildings)  to  permit  in  a  business  district  the  al-  pppincr^6  (5)  mot°r  vehicles, 

teration,  extension  and  conversion  of  a  storage  PREMIBES  AFFECTED-104-106  Sherman  avenue,  Man- 
warehouse  to  a  garaee  for  thP  e  SLUrdSe  hattan. 

fire  (5)  motor  vehicles.  S  f  m0re  than  APPEARANCES- 

REMISES  AFFECTED— 462  West  167th  street  Manhat  Eor  ^ppIic??t:  James  Kearney. 

PPEARANCFQ  ’  A  FT  T  n  N°n  F°Kp°n '  ?a7y  Baer  and  Samuel  RIsch- 

PEARANCES—  ACDON  of  BOARD— Application  withdrawn  on  request 

For  Applicant:  Philip  J.  Sinnott  ^TT  of  aPpRcant. 

Eor  Opposition:  None.  TH,E  VOTE  TO  WITHDRAW— 

ION  OF  BOARD — Laid  over  to  July  1st  1924  at  in  Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

!E  VOTE' »  °£  b-d'  '  '  Chtf,0fee„rand'  “d  Fi~  , 

ST?. .•.v.v.ta;.v.:: :::::::::::::::::::::  S 

Negative :  Chairman  Walsh  and  Mr '  Connell  t  ^  - 

Absent:  Fire  Chief  Kenlon . .  Connell...  2  i57-24-BZ. 

:.24.BZ  . .  .  APPLI<otner~Frank  Keniston’  for  Frank  Gutherman, 

BTFrTNT“^°U1?  Sheinart<  for  Jesse  Thorn,  owner  SLTiJECT— Application _  (re:  order  of  the  fire  commis- 

^  ET  Application  (re:  decision  of  superintendent  of  to,  perm,t  ln  a  residence  district  the  main- 

buddings)  to  permit  in  a  business  district  the  erec-  tenance  of  a  garage  for  the  storage  of  five  (5) 

Fu  rreatrfirr,Coer°vfeahig?Ee  f0r  ,he  Sl0ra8e  o£  pRFMT7TesidWghc^e7e^7PaCeS  ‘°  PerS°',S 

LEd7=^,E7u!rTNorthCOTrhneerB°£  WebS‘er  aVeM,e  APPEAR ANcIIiCTED~103  NeWe”  S'reet’  Brook'*"- 
PEARANOES—  ’  ’  Br0nx<  For  Applicant:  Frank  P.  Keniston. 

For  Applicant:  Louis  Sheinart  ,  Eor  Opposition:  None. 

rinv°nT??PoSition :  None-  CONDTTTnv ^°^RD  Apphcation  gmnted  on  condition. 

E  TOT?To°GR^TAFIiCa,i0n  denied'  TOE  TOTE-  AS  5PeC'fied  "  reS°'U,i°n- 

AffirSiw.:..MTr.s:Bou,ton' Kerby  and 

.  3  Chief  Kenlon  .  ? 
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Negative  . 

Absent  . 

THE  RESOLUTION: 

(157-24-BZ) 

Whereas,  Frank  P.  Keniston,  for  Frank  Gutherman, 
owner,  filed,  Jan.  31,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  five  (5)  pleasure 
motor  vehicles;  four  (4)  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  103  Newell  street,  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 

Board  of  Standards  and  Appeals ;  and  ,  .. , 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Newell  street  is  a  residence 
district  and  Norman  avenue  and  Nassau  avenue  are  busi¬ 
ness  districts;  and  .  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan.  • 

2,  1924,  in  acting  on  Order  No.  84911-LC,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
are  kept  motor  vehicles  that  are  subject  to  charges  for 

•  storage.  . 

“2.  Discontinue  the  maintenance  ot  a  garage  i 
which  are  kept  motor  vehicles  that  are  not  the  property 
of  persons  residing  in  a  dwelling  on  the  same  lot.  , 

an\V'HEREAs,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  25  ft. 
and  a  depth  of  40  ft. ;  to  be  occupied  as  a  garage  for  5 
motor  vehicles,  space  for  four  of  which  is  rented  to  per¬ 
sons  not  residing  on  premises;  and  ,  ,  , 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  93  per  cent,  of  the  property 
f rontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  storage  ca¬ 
pacity  of  the  structure  shall  be  limited  to  four  (4)  automo¬ 
biles  of  the  pleasure  type,  space  for  three  (3)  of which 
may  be  rented  to  persons  not  residing  on  the  premises,  on 
condition  that  the  interior  of  the  structure  shall  be  fire  re¬ 
tarded  and  no  gasoline  storage  equipment  maintained  on  the 
premises. 


333-24-BZ. 

APPLICANT — William  F.  Doyle,  for  U.  S.  U.  Realty 
Corp.,  owner.  . 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— W.  S.  of  Second  avenue,  70 
ft.  north  of  Grand  avenue,  Queens. 

APPEARANCES — 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Athelston  Vaughan,  Louis  Ridder, 
Madeline  Digilio,  O.  Arella.  . 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kerby  and  Holland .  2 

Negative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton  and  Connell .  4 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(333-24-BZ) 

Whereas,  William  F.  Doyle,  for  U.  S.  U.  Realty  Corp., 
owner,  filed,  March  3,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  west  side  Second  avenue 
70  ft.  north  of  Grand  avenue,  Borough  of  Queens ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Second  avenue,  Grand  ave¬ 
nue  and  Newtown  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  25,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  4756-24,  reads:  .  .  . 

“Erection  of  this  garage  in  a  business  district  is  pro¬ 
hibited  by  zone  law.” ; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  basement  in  height,  with  a  front¬ 
age  of  120  ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  his 

application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


420-24-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Charles  Simmoneh, 
owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent  * 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 550-558  Morgan  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Henry  J.  Nurick,  Charles  Sim- 
moneli. 

For  Opposition:  Mary  Werner,  Augusta  Muller, 
Rose  Guire,  Alderman  Peter  J.  McGumes,  Peter 
Schwartz,  Kate  Martin. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland,  Kerby  and  Connell .  6 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(420-24-BZ) 

Whereas,  Henry  J.  Nurick,  for  Charles  Simmoneli,  owner, 
filed,  March  21,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  550-558  Morgan  avenue,  Bor¬ 
ough  of  Brooklyn;  and  .... 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Morgan  avenue  is  a  business  dis¬ 
trict  within  100  ft.  of  Meeker  avenue;  Meeker  avenue  is  a 
business  district  and  Anthony  street  is  an  unrestricted  dis¬ 
trict  ;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered,  dated  February  26,  1924,  in  acting  on  Application 
No.  3547,  reads: 

“Proposed  one-story  brick  public  garage  for  more 
than  five  motor  vehicles,  in  a  business  district,  ^con¬ 
trary  to  Art.  II,  Sec.  4  (a)  of  the  zone  resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  94/$ 
feet  and  a  depth  of  225  feet;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and  . 

Whereas,  applicant  failed  to  establish  the  basis  of  nis 

application  under  section  20. 
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&&U ;;>».za°n,i Stal&oTTiSA bfuorinthe 2££ % ZZ 

¥  _  Manhattan  TanT  Ve"iC'eS;  Premi“  ^-4303  8Broad Z, 

431-24-BZ.  ,  Whereas,  a  public  hearing  was  held  on  this  ,nni,v,t; 

APPLICANT  .Philip  J.  Sinnott,  for  Elmer  E.  Smathers,  ft^r  ^no^fc^b8’  V*  Spedal  meeting’  June  *7’ 

owner.  c  =*’  P aItCE  n°tlce  Publication  in  the  Bulletin  of  the 

SUBJECT-— Application  (re:  decision  of  the  superintendent  WherLs  aJ-d  AppeaIsi  and 

of  buildings)  to  permit  in  a  business  district  the  ing  zone 'VesolutioTs ho^th  !°nPS  accomPanying  the  build- 
erection  and  maintenance  of  a  garage  for  the  stor-  trict  and  West  isfith  \  *  that  K[®a<;lway  Js  a  business  dis- 

Manha,  --3s  r  :trM  7  w«*  — -  - 

taxi.  1  *  lreas,  the  decision  of  the  suoerintpnrlpnf  ^  u.  *t-4# 

APPEARANCES-  No  ^0- 2f  Sada8'  192“'  aC,i"g  “  N'  B-  ApptaS 

For  Applicant :  Philip  J.  Sinnott.  '  \  reads  •  £ 

For  Opposition:  George  W.  Phillips,  Miss  Johanna  provisions'  of' Te?,  nTaTe-‘!/arage  is  contrar>'  to  the 

C  Hanford.  Harry  H.  Herche,  William  H  and  ?  1  bectlon  4>  budding  zone  resolution.”; 

=  Woodward,  C°"in  H‘  f  P-Posed  bniiding  is  to  be  of  non-fireproof 

—  IP1 M  TZ  i£ 

Affirmative :  Mr.  Kerby  . .  i  ^T101"6  tban  5  motor  vehicles ;  and  g 

Negative  :  Chairman  Waish/  Mes'srV. '  Beatty,  appli?aEtioE.font?herenaTrnfOPPOfKi0n  t0  the  grantin«  of  this 

Boulton,  Holland  and  Connell  .  5  °.f  .neighbormg  property  owners. 

Absent:  Fire  Chief  Kenlon .  x  J  ??  thf  decisI0n  of  the  superintendent  of  build- 

THE  RESOLUTION  :3i  24  Bz)  .  ItTeXt  1££  “  a"d  **  *»“-*»  -  and 

Whereas.  Philip  J.  Sinnott,  for  Elmer  E  Smathere  a^-  j  - 

owner,  filed,  March  24,  1924,  an  application,  under  the  build-  AdJourned  5.30  p.  m 

1'  William  J,  O’Gorman,  Secretary 

minutes 

BOARD  OF  APPEALS 

TUESDAYE®yORNINGEEj™Y  I  !924  THE  RESOLUTION : 

^linS^J!W?S^B0^?,,,■  w  r,  <487'24-A) 

The  minutes  of  the  regular  meeting  of  the  board  of  ap-  owner  “Ted  S  A,9?,'cllards’  for,  Fre-™k  J.  Prisco. 

eals  held  on  Tuesday  morning,  June  24,  1924,  were  ap-  appeals  from  o!  5’  19~r4,  an  appeal,  with  the  board  of 

■roved  as  printed  in  .he  BuUetin,  No.  27,’  Vol.  'iX.  ££&  28«-5? Futir  let  **«*« 

.6AS4PaEALS  FR0M  ADMINISTRATIVE  ORDERS.  MaTcHhT7AS;934ere0at-  °f  **  fire  dated 

"Ts;ss=:i::;r:: 

APPEARANCES—  and  r6pair  Sh°p  0n  these  Premises  for  more  than  5  cars.”; 

r-rirAx?°^T^pellant :  Benton  C-  Holladay. 

CIION  OF  BOARD— Laid  over  to  July  22,  1924,  at  10  ,  Whereas,  the  building  is  non-fireproof,  one  storv  in 

a.  m„  on  request.  height,  73  ft  by  100  ft.  (irregular)  in  area.  OCCUPIED 

17-24- A  -  Show  room  or  motor  vehicles  ;  store  and  sales  room  where 

PPFITAWT  it  j  ,  ,  t>  •  i  i  vehicles  and  automobile  accessories  are  kept  for 

PPELLANT— Edward  A.  Richards,  for  Frederick  J.  sa!e  <*  f°E  demonstration  purposes  only;  in  addition  rJ- 
risco,  owner,  and  Muller-Young  Auto  Sales  Co.,  Pair  sb°P  f°r  minor  adjustments  and  repairs'  there  are 

JBJECT-Appeal  from  order  of  fire  commissioner.  ^aTusS  distrfctf  td"”  ^  ,0Cated 

lyn  Ah  FLCTED-2849-2855  Fulton  street,  Brook-  Whereas,  appellant  contends  that  only  minor  adjustments 
PPEARANCES—  f™. <r*Pairs  -are  made  on  cars  taken  in  exchange  in  order 

For  Appellant:  Edward  A.  Richards  and  John  A.  ^  ^  reSaIe‘ 

p  a  i  •  T  .  Resolved,  that  the  order  of  the  fire  commissioner  he  ami 

n^ifratl°n:  Inspector  Lynch  of  fire  de-  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
’Tinw  nr?  nnArJn  a  granted  on  condition  that  any  repairs  made  shall  the  in. 

)NDlTIO^'°^RD-^aI  grant^d  .on  condition.  cidental  to  the  business  maintained  on  the  premises  and 

iE  VOTEi  SP  6  m  reSOlut,°n-  OI^  ™  cars.  which  are  the  property  of  the  oZlr  or  Rs 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty,  be  restrSTT  manut  oSon 

CHeJ°KeMon„ne"'  H°"and’  ^  a0d  Rre  .  ^\^hinery,  other  than  one-quarter  ho?se^wl 

Negative  .  I  dflU>  sha11  bc  maintained;  and  that  there  shall  be  no  live 

AbSn  .  ®  storage  garage  conducted  on  these  premises  unless  permits 

TOem  .  o  required  by  law  are  obtained. 
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507-24-A. 

APPELLANT — E.  Hamburger  &  Co.,  owner. 

SUBIECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 139-147  Emerson  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  William  E.  Hamburger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION,: 

(507-24-A) 

Whereas,  E.  Hamburger  &  Co.,  owner,  filed,  April  9, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  139-147  Emer¬ 
son  place,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  52096- 
F,  dated  December  7,  1923,  reads : 

“Provide  an  18  ft.  brick  wall  around  lumber  yard 
on  south  and  east  sides,  where  same  is  within  30  ft. 
of  adjoining  frame  buildings  or  of  an  unprotected 
opening  in  the  exterior  wall  of  adjoining  brick  build¬ 
ings.  Sec.  776,  Greater  New  York  Charter. 

“Provide  an  18  ft.  fire  wall  on  north  side  of  lumber 
yard,  or  provide  iron  shutters  on  all  non-fireproof 
windows  on  south  side  of  brick  building  No.  145  Emer¬ 
son  Place.  Sec.  776,  Greater  New  York  Charter.”; 

and 

Whereas,  the  premises  consist  of  an  irregular-shaped 
plot  of  ground  with  a  frontage  of  100  ft.  on  Emerson 
place  and  a  depth  of  187  ft.,  on  which  are  located  a  five- 
story  brick  building  75  ft.  by  95  ft.  in  area;  OCCUPIED 
as  a  cabinet  making  establishment  and  for  the  manufac¬ 
ture  of  underwear,  about  75  persons  in  this  building;  a 
brick  dry  kiln  building  and  a  yard  containing  piled  lumber ; 
and 

Whereas,  appellant  contends  the  brick  factory  building 
is  equipped  with  a  two-source  100  per  cent  sprinkler  sys¬ 
tem,  a  4  in.  standpipe,  and  a  watchman  service  is  installed  ; 
and  further  contends  that  the  lumber  piled  in  the  yard  is 
30  ft.  from  the  frame  building  and  25  ft.  from  the  church 
building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  lumber  pile  stacked  in  fac¬ 
tory  yard  shall  be  at  least  25  ft.  distant  from  adjoining 
property  at  south  and  east  sides  of  the  property  under 
appeal. 


544-24-A. 

APPELLANT — New  York  Button  Works,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 139-141  Wdst  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Louis  Rosenberg. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on- condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Kerby  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION: 

(544-24-A) 

Whereas,  New  York  Button  Works,  Inc.,  lessee,  for 
Estate  of  Silas  Swartz,  owner,  filed,  April  16,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  139-141  West  19th 
street,  Manhattan;  and  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  27,  1924,  in  acting  on  Order  No.  23533-LC,  reads: 

“4.  Discontinue  the  use  of  present  cabinet  which 
is  not  of  approved  construction. 

“5.  Provide  an  approved  double-walled  metal  cabi¬ 
net  in  which  to  keep  all  nitro-cellulose  products  in¬ 
tended  for  further  manufacture.  Section  232-3,  Chap¬ 
ter  10,  Code  of  Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
40  ft.  by  48  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
75  persons  in  the  entire  building,  appellant  occupying  the 
6th  and  8th  stories  for  the  manufacture  of  metal  and  cel¬ 
luloid  buttons ;  and 

Whereas,  appellant  contends  that  the  existing  cabinet 
has  been  approved  and  that  it  is  fireproof,  double-walled, 
with  self-closing  metal  doors,  equipped  with  sprinkler 
heads  and  vented  to  the  outer  air. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  far  as  it  affects  existing  occupancy  on  sixth 
floor,  on  condition  that  any  cellulose  maintained  on  prem¬ 
ises  shall  be  stored  in  a  double-walled  metal  cabinet, 
equipped  with  sprinkler  heads ;  and  that  for  said  cabinet 
shall  be  substituted  an  approved  metal  cabinet  or  the  cellu¬ 
loid  storage  on  the  sixth  floor  be  vacated  and  discontinued 
on  or  before  February  1,  1925. 


547-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  David  Kramer,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 129-135  Degraw  street  and  50- 
60  Tiffany  place,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration :  Inspector  Mdher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  . .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(547-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  David  Kramer,  owner,  filed,  April  17,  1924,  an 
appeal,  with  the  board  of  appeals,  from  orders  of  the  fire 
commissioner,  affecting  premises  129-135  Degraw  street, 
Brooklyn ;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 

No.  52923-F,  dated  December  31,  1923 — 

“1.  Extend  the  sprinkler  system  to  cover  wood  shed 
in  yard  and  provide  a  dry  pipe  valve  for  same.  Sec. 
20,  Ch.  12,  Code  of  Ord.” 

No.  56751-F,  dated  May  13,  1924— 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ings  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  the  north  and  east  sides 
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and 


tJnnb?7<!dlAgV0tr  othe!;  aPPr°ved  protection,  as  per  Sec¬ 
tion  3,o,  Article  18,  Chapter  5  of  Code  of  Ordinances.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  ap¬ 
proximately  110  ft.  by  200  ft.  in  area;  OCCUPIED  by  a 
non-firrproof  three-story  building,  59  ft.  by  156  ft.  in  area  ■ 
a  one-story  fireproof  garage;  a  one-story  coal  storage  and 

fTbv  a  °ne'storJ  dryin^  kiln  and  lumber  shed  72 

tt.  by  11  ft.  in  area;  and 

f',7in<low?J-n  *he  norther|y  and  east- 
eriy  walls  of  the  building,  within  50  ft.  of  the  roof  of 

structures  on  the  same  premises;  and 

bm  i<™T’  appe”ant  contends  the  wood  shed  has  no  walls 
but  is  only  a  roof  to  protect  the  lumber  from  the  weather 

shifting  nthl  l,arih  thC  Wfig?  °f  the  sPrinkIers  and  the 
shifting  of  the  lumber  would  destroy  such  an  installation- 

and  in  regard  to  Order  No.  56751-F,  contends  the  build- 

mgs  are  all  connected  and  part  of  the  one  plant. 

^at  the  °^5rs  of  the  fire  commissioner  be 
? ld.  they  hereby  are  modified,  and  the  appeal  be  and  it  here- 
by  is  grdnted  on  condition  that  no  lumber  shall  be  piled  or 
stacked  on  or  above  the  roof  of  existing  shed. 


it  ^ereb^1stmLt^%°rde^  °{  the  fire  commissioner  be  and 

■jrT/o„  zj&c  :  at tsLl  th:re-r  a 

w.th  an  approved  two-source  sprinkler  fvstej,  -  a?,  ,e<lu'p?e^ 
changed.  " 


582-24-A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer- 

^TfRTT7r^rg  a  f?r  JosePh  Redman,  owner. 

PRFVfTSFR  0rder  °f  fire  commissioner. 

PREMI?ynS  AFFECTBDl-1226  Flushing  avenue,  Brook- 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CONDTT TOM <?  °^R D— APPeaI  granted  on  condition. 
SSD  ™-As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  .  n 

Absent  .  .  ° 

THE  RESOLUTION:  .  0 

(582-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Lo.,  tor  Joseph  Friedman,  owner,  filed,  April  24/ 1924  an 
appeal,  with,  the  board  of  appeals,  from  an  order  of  the 
hre  commissioner,  affecting  premises  1226  Flushing  avenue 
Brooklyn ;  and  ’ 

MavHi7REfooothe  Tder  °f  the  fire  commissioner,  dated 

.  -J:  Install  a  standpipe  system  with  risers  4  inches 

in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2'/2  inch  regulation  Fire 
department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  en- 

for1/'  •  F,ach  outlet  to  be  Provided  with  sufficient  feet 
01  2 ^  mch  standard  hose  attached  thereto. 

Such  standpipe  shall  be  kept  constantly  filled  with 
water  by  means  of  an  approved  tank  or  pump  supply 
and  be  ready  for  use  at  all  times.”; 
nd  ’ 

Whereas,  the  building  is  fireproof,  four  stories  (49  ft) 
n  height,  200  ft.  by  77  ft  (15,400  sq.  ft.)  in  area;  on 

ra°nJ  ^  1°CCUPIED:  lst  story-  stock,  office  and 
amping  metal,  20  persons ;  2nd  story,  spinning,  polishing, 
c.,  60  persons;  3rd  story,  metal  goods  mfg.,  50  persons; 
\\rt0ry’  kmttmg'  mills>  150  persons;  and 
:  Whereas,  appellant  contends  the  building  is  equipped 
•im  a  sprinkler  system;  is  low  in  height;  occupied  prin- 
■pauy  tor  the  manufacture  of  metal  goods,  and  it  would 
e  a  hardship  to  be  compelled  to  install  a  standpipe  sys- 


584-24-A. 

APPELLANT— Samuel  Rosenblum,  for  East  New  York 
SDRTFrT0USAe  Wr,ecking  Co.,  owner.  W  Y°fk 

PREMISES  AFkc°TED^l9i4-i9f;e 

Brooklyn  °  P,tkm  avenue. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

or  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  e 

CONMTIONS2^^0^1!?^1  granted  on  condition. 
THE  VOTE—  'AS  Specified  m  ^solution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

CHef°KeM0r  '  H°"“d’  Kerby  and  Fire 

Negative  .  7 

Absent  .  0 

THE  RESOLUTION: .  0 

(584-24-A) 

Hon2EwAS’i  Sam/d  Rosenblum«  for  East  New  York 
House  Wrecking  Company,  owner,  filed,  April  25  1924  an 

appeal,  with  the  board  of  appeals,  from  an  order  of  the 

1914'20  Fitkin'ave- 

lumber  yard  from  "Sctc^bifldl^1  <^e?ot^th<S3a2S 
and  side*  Sectl0n  775,  'Greater  New  York  Charter”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  hav 

onfg140  ftnlfe  v  “2-b  on  Pitki"  avenue  an/ a  “onfag" 

0  ft.  on  \  an  Sinderen  avenue,  on  which  is  located 
the  lumber  yard  of  the  East  New  York  House  Wreckin- 

aCn  office^”/  °f  ^  a  d™  a 

Whereas,  appellant  contends  that  there  are  city  fire  hv- 
drants  adjacent  to  the  premises  and  proposes  to  remove 
the  lumber  stored  at  the  southerly  and  easterly  parts  of 
the  premises  and  replace  same  with  driveways 
Reived  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  driveway  not  less  than  16 
ft.  m  width  shall  be  maintained  along  the  easterly  and 
southerly  sides  of  property  lines;  and  that  the  existing 
open  yard  indicated  on  plans  filed  in  this  appeal  far  np 

tained tkm  ^  ^  Sinderen  avenues,  shall  be  so  main- 
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585-24-A. 

APPELLANT— Samuel  Rosenblum,  for  Sirkus  Bros 
owners.  ” 

orders  of  fire  commissioner. 
MI^ES  AFFECTED— 538-554  Junius  street,  Brook- 

AiPPEARANCES— 

lor  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

COND°iTT(?^BClARDLxPiCaI  granted  on  condition. 

DITIONS  As  specified  in  resolution. 

IHI  V  OT E — • 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland,  Kerby  and  Fire 
Chief  Kenlon  .  7 


minutes 


0 

o 


Negative  . 

Absent  . 

THE  RESOLUTION: 

(585-24-A) 

Whereas,  Samuel  Rosenblum,  for  Sirkus  Bros.,  owner, 
filed  April  25,  1924,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
538-554  Junius  street,  Brooklyn;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
December  6,  1923,  read: 

No  51374-F:  “1.  Provide  a  yard  hydrant  hose  and 

July  20th,'  1923,  Sec.  776,  Greater  New 

tCNo  51375-F :  “1.  Provide  a  brick  wall  18  ft  on 

westerly  side  to  separate  storage  of  lumber  from  tene- 
westeriy  siue  tu  =  i  Greater  New  York  Char- 

ments  adjoining.  Sec.  776,  Greater 


and 


“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further 
storage  and  use  of  Fuel  Oil  at  the  above  location.  , 


ter.’ 


and 


Whereas  the  premises  consist  of  a  plot  of  ground  having 
.  ’  r  mn  ft  on  Newport  avenue  and  a  frontage 

"f'loi  ffon  jinn  street  onPwhich  is  located  the  lumber 
Id  of  S.?rkus  Bros.,  Inc.,  consisting  of  s.x  lumber  ptles 

there  is  a  city  fire  hydrant 
RcZS,  that  the  orders  of  the  fire  commissioner  be  and 

shall  be  maintained. 


APPELLAN T — Cornell  Utilities  Co.,  for  Clarence  F.  Si- 

S4  TB  T  FCT— Appeal11  from  order  of  fire  commissioner, 

PREMISES  AFFECTED — 11904  Hillside  avenue,  Rich¬ 
mond  Hill,  Queens. 

appearances — 

For  Appellant:  William  Porter 

For  Administration:  Inspector  Lynch  of  fire 

ACTION  OF^BOARD — Appeal  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

™E  ^^Affirmative :  Chairman  Walsh  Messrs.  Beatty 

Boulton,  Connell.  Holland  and  F.re  Ctnef  ^ 

Kenlon  .  q 

Negative  .  i 

Absent:  Mr.  Kerby  . 

THE  RESOLUTION: 

(599-24-A) 

Whereas,  Wijham  ^^^^Jp^with  the  board  of 

owner,  filed,  April  ~. ,  ■  -  commissioner,  affecting 

“With  reference  to  your  application  for  P 
store  fuel  oil  at  the  above  locajo",  I  ' to  inform 

vou  that  I  am  without  power  to  grant  such  a  p 
for  the  reason  that  the  storage  of  Fuel >  ° £  at  the 
above  location  is  not  in  accordance  with  the  r i  ^ 
adopted  by  the  Board  of  Standards  and  Appeals  on 
Nov.  6,  1919,  amended  January  18,  1924. 


Whereas,  the  building  is  frame,  2/z  stories  in  height, 
48  ft  by  28  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  700-gallon  oil  tank  buried 
outside  the  building  and  a  60-gallon  auxiliary  tank;  and 
Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  that  the  burner 
is  not  an  approved  burner.  • 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  installation  shall  comply  with 
the  fuel  oil  rules  of  the  board  of  standards  and  appeals 
in  all  respects  other  than  the  existing  fill-pipe,  which  may 
be  maintained  capped  at  the  grade  level ;  and  that  a  cer¬ 
tificate  of  factory  test  shall  be  submitted  in  lieu  of  the 
required  hydrostatic  test  of  the  storage  tank. 

605-24-A.  ,  . 

APPELLANT— Otterbourg,  Steindler  and  Houston,  for 

Bertha  Cohen,  owner.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 3  Wooster  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Aaron  Rosen. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTEi — 

Affirmative :  Chairman  Wahn,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  ® 

Negative  .  ^ 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(605-24-A) 

Whereas,  Otterbourg,  Steindler  &  Houston,  for  Berthe 
Cohen,  owner,  filed,  April  30,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  3  Wooster  street,  Manhattan ,  and 
■  Whereas,  the  order  of  the  fire  commissioner,  No.  56272 
F,  dated  March  29,  1924,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto 
mafic  Sprinklers  on  1st  story  and  basement  having  a 
least  one  source  of  water  supply.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  am 
basemen;  in  height,  22  ft.  6  in.  by  68  ft.  at  *s 

story  and  22  ft.  6  in.  by  45  ft.  in  area  above.  _OCCUriH,E> 
Basement,  rag  dealer,  3  persons;  upper  stories,  storage  o 
trunks,  bags,  etc.,  for  express  company,  4  persons;  toi 

story,  vacant;  and  ,  . 

Whereas,  appellant  contends  that  the  occupant  ot  tn 
basement  has  been  given  notice  to  vacate  the  premise 

forthwith.  ,  ,  .  „ 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i 
granted  ' on  condition  that  the  rag  and  paper  stock  occu 
pancy  in  basement  shall  be  vacated  on  or  before  Septembe 
1,  1924. 


614-24-A.  •  _  ,  yt  vr.vf 

APPELLANT— Emil  Guterman,  for  Joseph  H.  Meu 

Bros.,  owner.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 212  25th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Emil  Guterman.  , 

For  Administration:  Inspector  Lynch  of  fire  a< 
narlmprit. 
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ACl  ION  OF  BOARD — Appeal  granted  on  condition. 

.  CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Fire  Chief 
Ken  Ion  .  .. 

Negative  . n 

Absent :  Mr.  Kerby  .  2 

THE  RESOLUTION: 

^  (614-24-A) 

Whereas  Emil  Guterman,  for  Joseph  H.  Meyer"  Bros, 
owner,  filed,  May  2,  1924,  an  appeal,  with  the  board  of 
appeals,  trom  an  order  of  the  fire  commissioner,  affecting 
premises  212  25th  street,  Brooklyn;  and 

YV  hereas  the  order  of  the  fire  commissioner,  No  87738- 
LC,  dated  April  4,  1924,  reads: 

“With  reference  to  your  application  for  a  permit  to 
store  find  oil  at  above  location,  I  regret  to  inform  you 
that  1  am  without  power  to  grant  such  a  permit  for 
the  reason  ths#  the  storage  of  fuel  oil  at  the  above 
location  is  not  in  accordance  with  the  rules  adopted  by 
the  Board  of  Standards  and  Appeals  on  Nov.  6 
1919>  as  amended  January  18,  1924. 

You  are  therefore  ordered  to  remove  all  fuel  oil 
trom  the  storage  tank  and  discontinue  the  further 

storage  and  use  of  fuel  oil  at  the  above  location  ”  • 
and  ’ 

Whereas,  the  building  is  non-fireproof,  one  story  and 
cellar  in  height,  45  ft.  by  134  ft.  in  area.  OCCUPIED: 
Cellar,  boiler  room;  1st  story  for  the  manufacture  of  pearl 
beads,  and  office;  and 

Whereas  a  fuel  oil  burning  system  has  been  installed 
which  has  been  accepted  and  approved,  excepting  the 
burner,  by  the  fire  department;  and 

Whereas  appellant  requests  a  90-day  permit  pending  an 
inspection  of  the  oil  burner  by  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  of  ninety  (90)  days  on 
condition  that  the  installation  shall  comply  with  the  fuel 
oi  rules  in  all  other  respects,  pending  an  inspection  by 
committee  of  board  of  standards  and  appeals,  approval  of 
the  burner  now  pending  before  the  board;  and  that  a  fac¬ 
tory  test  of  storage  tank  shall  be  accepted  in  lieu  of  the 
required  hydrostatic  test. 


and 


2  All  vertical  openings  throughout  entire  building 
including  stairways,  elevator  shafts,  etc.,  must  be  pro- 

Code  ”*lS  SpeClfied  m  ArtIcles  8  and  18  of  the  Building 


615-24-A. 

~  P u  N F '  P*  Keniston.  for  B.  Collins,  lessee. 
r>n !-']  from  order  of  fire  commissioner. 

appearancI™CTED^2  Bond  street’  Manhattan- 

For  Appellant:  F..  P.  Keniston. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

B0ARI)— Appeal  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  . ’  0 

Absent:  Mr.  Kerby  .  i 

THE  RESOLUTION: 

(615-24-A) 

Whereas,  F.  P.  Keniston.  for  B.  Collins,  lessee,  filed, 
May  2,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  32 
Bond  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
April  5,  1924,  in  acting  on  Order  .No.  23688T.C,  reads  : 

“1;  Use  of  gas  for  lighting  purposes  must  be  dis¬ 
continued  throughout  entire  building.  Section  232-2-0, 
Chapter  10,  Code  of  Ordinances. 


Whereas,  the  building  is  non-fireproof,  four  stories  and 

ande27enfVnhhe ft  by  ??  {t  m  ^  at  the  Tsfstory 
nLH  /  ftf'i,by  55  u'  111  area  above;  th.e  basement  is  occu- 

nvtlpTo  appellant  , for  the  manufacture  of  millinery 
novelties,  6  persons;  the  upper  part  of  the  building  for 

the  manufacture  of  office  fixtures  and  cloth  caps,  18  per- 

Whereas,  appellant  contends  that  no  heat  is  required  in 
the  conduct  of  the  business ;  that  the  basement  is  entirely 
cut  off  from  the  upper  part  of  the  building  and  has  a 

TTunCl’  tha\  th®  sas  is  used  in  illuminating 
the  stair  hall  above  the  basement  ahd  the  stairway  re- 

eried  t°  in  the  orders  is  also  above  and  not  connected 
with  the  basement,  and  requests  permission  to  store  in 
the  basement  25  pounds  of  sheet  nitro-cellulose  in  a  sub¬ 
stantial  metal  box. 

Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  quantity  of  cellulose  main- 
tamed  on  premises  shall  be  limited  to  25  pounds,  stored  in 
double- walled  metal  cabinet,  located  at  the  extreme  front 
of  building;  that  there  shall  be  no  vertical  opening  from 
this  floor  to  the  premises  above;  that  the  ceiling  shall  be 
covered  with  stamped  metal  sheeting;  and  that  there  shall 
be  no  open  flame  permitted  throughout  the  basement  floor. 

62G-24-A. 

APPELLANT — Samuel  Rosenblum,  for  A.  R  S  Realty 
Corp.,  owner.  ‘  '  y 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED  213-217  West  125th  street  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

C  ONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  g 

Negative  .  Q 

Absent:  Mr.  Kerby  .  . 

THE  RESOLUTION:  *. . 

(626-24-A) 

Whereas,  Samuel  Rosenblum,  for  A.  R.  S.  Realty  Cor¬ 
poration  owner,  filed,  May  6,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  213-17  West  125th  street,  Manhattan* 

and  ' 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  23,  1923,  in  acting  on  Order  No.  51395-F,  reads: 

.  “1-  .  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft  above 
a  neighboring  roof  at  rear  of  building,  or  other  ap¬ 
proved  protection,  as  per  Sec.  375,  Article  18,  Chapter 
5  of  the  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  fireproof,  five  stories  in  heieht 
75  ft.  by  100  ft.  in  area.  OCCUPIED  as  follows-  1st 
story,  store;  2nd  to  5th  .stories,  offices,  30  persons  per 
story;  part  of  5th  story  used  for  lecture  room  and  clinic 
75  persons;  and  ’ 
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Whereas,  there  are  six  windows  on  each  story  above 
the  2nd  story  which  are  within  50  ft.  of  a  neighboring 
roof  to  the  rear;  and 

Whereas,  appellant  contends  that  the  premises  in  ques¬ 
tion  is  used  mainly  as  an  office  building  and  that  there  is 
no  direct  exposure  above  the  2nd  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  herebv 
is  granted  on  condition  that  the  partitions  of  rooms,  the 
exposures  of  which  are  the  cause  of  the  order  appealed 
from,  shall  be  constructed  of  fireproof  material;  and 
granted  so  long  as  the  pyesent  occupancy  and  use  remain 
substantially  unchanged. 


628-24-A. 

APPELLANT— William  H.  Gompert,  for  Board  of  Edu¬ 
cation,  City  of  New  York,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 34J4  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(628-24-A) 

Whereas,  Wm.  H.  Gompert,  for  City  of  New  York, 
owner,  filed,  Max  6-  1924>  an  aPPeal>  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
.  premises  34^  East  12th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

April  18,  1924,  in  acting  on  Order  No.  23843-LC,  reads: 

“1.  Discontinue  the  maintenance  of  a  storage  garage 
on  these  premises  as  the  building  is  more  than  50 
ft.  in  height  and  is  not  of  fireproof  construction.  Sec¬ 
tion  72-1-G,  Chapter  5,  Code  of  Ordinances.”; 

Whereas,  the  building  is  non-fireproof ,  four  stories  ( 48 

ft.)  in  height,  90  ft.  by  103  ft.  irregular  in  area.  OCCU¬ 
PIED:  1st  story  and  cellar  of  the  easterly  wing  as  ga¬ 
rage  for  department  motor  vehicle  truck  and  a  550-gallon 
gasoline  tank;  the  remainder  of  the  premises  as  a  shop  for 
mechanics  and  offices,  32  persons  in  building ;  and 
Whereas,  appellant  contends  the  garage  portion  of  the 
building  is  fireproof  and  separated  from  the  rest  of  the 
premises  by  fireproof  ceilings  and  walls. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  garage  area  of  structure  shall 
be  built  of  fireproof  material ;  and  that  the  use  and  occu¬ 
pancy  shall  be  restricted  to  motor  vehicles,  the  property 
of  the  owner  of  the  premises  accessory  to  and  used  in  the 
conduct  of  its  business. 


968-23-A. 

APPELLANT — William  J.  Howe  Co.,  lessee. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— North  side  of  West  157tT) 
street,  175  ft.  east  of  Eighth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Thomas  F.  McAvoy,  Jr.,  and  Wil¬ 
liam  J.  Howe. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 


(968-23-A) 

Whereas,  William  J.  Howe  Co., 'lessee,  filed,  August 
1,  1923,  an  appeal,  with  the  board  of  appeals,  from  an  or¬ 
der  of  the  fire  commissioner,  affecting  premises  north 
side  of  West  157th  street,  175  ft.  east  of  Eighth  avenue, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  14,  1921,  reads: 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of 
premises  as  a  garage.  (The  order  being  based  on  the 
fact  that  the  structure  is  frame,  Chapter  5,  Sect.  90.)”; 
and 

Whereas,  this  appeal  was  dismissed  by  the  board  for 
lack  of  prosecution  January  5,  1924,  and  reopened  by  the 
board  May  27,  1924 ;  and 

Whereas,  it  appears  that  a  frame  structure  75  ft.  by 
88  ft.,  one  story  in  height,  was  moved  from  its  former 
location  at  West  156th  street  and  Harlem  River  to  the 
present  site,  which  is  within  the  fire  limits  in  an  unre¬ 
stricted  district,  the  building  being  used  as  a  garage ;  and 

Whereas,  the  structure  is  lined  inside  and  outside  with 
sheet  metal. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  walls,  interior  and  exterior, 
and  ceilings  of  structure  shall  be  covered  with  metal, 
and  that  the  use  and  occupancy  shall  be  restricted  to  the 
business  of  the  lessee. 


BUILDING  ZONE  CASES. 

497-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 912  Second  avenue,  L.  I.  City, 
Queens. 

APPEARANCES— 

For  Applicant:  Walter  A.  Dunnigan. 

For  Opposition:  Joseph  Zajic. 

ACTION  OF  BOARD— Laid  over  to  July  15,  192?,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


136-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  'five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Walter  A.  Dunnigan. 

For  Opposition:  Jacob  Silverstein  and  Josephine  M. 

Ellinger. 

ACTION  OF  BOARD— Laid  over  to  July  15,  1924,  at  10 
a.  m.,  on  request  of  applicant’s  representative. 


611-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  George  Ehret,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera- 
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tion,  extension  and  conversion  of  occupancy  of  a  APPEARANCES— 

storage  warehouse  to  a  garage  for  the  storage  For  Annlirant-  wir  wr 

of  more  than  five  motor  vehicles.  p-  r  UTP^cmt  •  William  Wiegand. 

PREMISES  AFFECTED  462  West  167, h  street.  Manhat-  ACTION  OF  BOARD  ^'"7  Mc'vilIeiand  Smith. 

tan.  •  .  fyj-.KD~Laid  over  to  July  22,  1924,  at  10 

APPEARANCES—  ’  to  hle  correct  plot  and  block  plans. 

For  Applicant:  Philip  J.  Sinnott.  497-23-BZ. 

For  Opposition:  None.  APPI  TCANT  ru  i 

ACTION  OF  BOARD— Laid  "over  for  a  full  vote  of  the  '  o^elr^''5  B'  MeyerS'  for  S'  C  La  Vine.  Inc., 

board.  No  votettta,  a,  this  meeting.  SUBJECT-Apphcation  for  reopening  (n.  decision  of  su 

597-24-BZ.  perintendent  of  buildings)  to  permit  in  a  businesi 

APPLICAN'T  Edward  P.  Doyle,  for  Estate  of  John  E.  SfaS  „Y mo?e  ttan  for 

Lockwood,  Clinton  T.  Roe,  trustee.  PREMISES  AFF  E  CT  E  EF—  1 5  7  g  t  s  a  n  , 

SUBJECT— Application  (re :  decision  of  superintendent  of  ,  Brooklyn.  e  or  .avenue, 

buildings)  to  permit  in  a  business  district  also  AppEARANCES— 

within  a  portion  of  a  street  between  two  ’inter-  Por  Applicant:  Murray  Riskin  and  Saul  r  T 

secting  streets,  in  which  portion  there  exists  an  For  Opposition:  None.  C  Levine‘ 

entrance  to  and  exit  from  a  public  school,  the  ACTION  OF  BOARD _ Reauest  tn  r . 

erection  and  maintenance  of  a  garage  for  the  stor-  over  to  July  15,  1924  on  reauest  o^  2ffiCat,2n  Iaid 

age  of  more  than  five  (5)  motor  evhicles.  resentative.  applicant  s  rep- 

PRLMISES  AFFECTED — Northeast  corner  of  Brook  ave-  — - - . 

nue  and  East  158th  street,  The  Bronx  375-23-BZ. 

APPEARANCES-  '  APPLICANT— Thomas  W.  Lamb  for  R  F  xr 

For  Applicant:  Edward  P.  Doyle.  SURTFCT^a  T1^atres  Company,  ’owner.'  '  '  1  1  ew 

For  Opposition:  None.  o u oj ha_  1  —Application  for  reopening  (re:  decision  nf 

ACTION  OF  BOARD— Laid  over  to  July  22,  1924,  at  10  ofTSace^f  °f  Aulldmgs)  to  permit  the  erection 

a.  m.,  on  request  of  applicant’s  representative.  denceP district  PU°  "C  assembly-  lending  into  a  resi- 

523-24-BZ.  PREMISES  AFFECTED  ,109  East  Fordham  road  The 

APPLICANT-Eme^y  Roth,  for  Church  of  The  Holy  In-  APPEARANCES- 

SUBJECT—  Application  (re:  decision  of  superintendent  of  ^  R^£ant :  Maurice  Goodman  and  Edward 

buildings)  to  permit  in  a  business  two-times  height  For  o 

district  the  erection  of  a  street  wall,  to  exceed  the  ACTION  OF  BOARD-’  AnT  c 

height  limit  required  by  the  zone  resolution,  with-  calendar  , ~Ti it TAPPhcatl0n  reopened  and  set  for 

out  a  setback.  JuIy  *5,  1924,  at  2  p.  m. 

PREMISES  AFFECTED— 135-139  West  36th  street  and  AflfiLIt?  RECpEN— 

122-126  West  37th  street,  Manhattan  Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

APPEARANCES-  Boulton,  Connell,  Holland  and  Kerby  6 

For  Applicant:  George  J.  Gillespie.  Abfent'6  ru:  V  V  . 0 

For  Opposition:  Leonard  Klaber  and  David  Bern-  Absent.  Fire  Chief  Kenlon  .  j 

ACTION  OF  BOARD — 'Laid  over  to  July  8  1924  at  10  APPTTrAWT  wir  r?  ta 

a.  m.,  on  request  of  applicant’s  representative.  ownerT^  1301  F'  Doyle’  for  Walter  Pfandler, 

244-24-BZ.  ’  SUBJECT—Application  (re:  decision  of  superintendent  of 

AppLic„rj-s-  Mmr“n  &  s°-' for  M-ris 

SUBJECT-Application  (re :  decision  of  superintendent  of  SieVnd  SeTa°  ga7aT?o7  ST, bakery; 

buddings)  to  permit  in  a  business  district  the  erec-  more  than  five  (5)  moto®  vehicles  g'  °f 

tion  and  maintenance  of  a  garage  for  the  storage  PREMISES  AFFECTED-41-57  Third  avenue  RrnnW 
x>DJ7ATTicLm0Ae^?an  five  motor  vehicles.  APPEARANCES—  d  avenue-  BrookIyn. 

B  S  AEFECTED— 1761-1765  Bushwick  avenue,  For  Applicant :  William  F.  Doyle. 

APPEARANCES-  F°r  SnP,°n?  °pn  :  Gnrg?  W/  Pitcomb>  E.  H.  John- 

a  i  •  •.  son  ana  i\.cv.  .Dr.  Jacobson 

For  Applicant:  James  Kearney,  John  Caldwell  ACTI UN  OF  BOA RD-Application  granted  on  ronHlF 
Meyer,  Morris  Angert  and  Mr.  Ellinger.  CONDITIONS-As  specified  in  resofution  condlt'on. 

For  Opposition:  F.  Friedlein.  THE  VOTF  resolution. 

ACTION  OF  BOARD — (Laid  over  to  Tulv  8  1924  at  *•  r-u  • 

10  a.  m„  for  further  expression  of  adjacent  prop-  ‘  Connell'  Holland"  MTv-  Bou,ton- 

erty  owners.  Connell,  Holland,  Kerby  and  Fire  Chief 

_  ^  Kenlon  . 

•613-24-BZ.  Negative:  Mr.  Beatty  . ’  1 

APPLICANT— William  Wiegand,  for  Schnaier  Realty  Cor-  THE  RESOLUTION  - .  0 

poration,  owner.  *  ; 

.SUBJECT-Application  (re:  decision  of  superintendent  of  Whereas  William  F^IWiP^f  T  r* 

buildings)  to  permit  in  a  business  district  the  erec-  owner  filed’  Mav  ?  moj  0>  e’  for .  Eantic  Corporation, 

M!  Zmfzsr&z*  — 

PREMISES^  AFFECTED  Wes,  76, h  stteet,  Man-  toty,  ISraMge^ISfed^y'  g72j£  & 

trict  and  partly  in  an  unrestricted  district,  to  a  garage 

961 


MINUTES 


for  the  storage  of  more  than  five  motor  vehicles ;  prem¬ 
ises  41-57  Third  avenue,  southeast  corner  of  Atlantic  ave¬ 
nue  and  Third  avenue,  Borough  of  Brooklyn  ;  and 

Whereas,  a  jmblic  hearing  was  held  on  this  application 
by  the  hoard  of  appeals,  at  its  regular  meeting,  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show'  that  Third  avenue  is  a  business 
district  to  within  100  ft.  north  of  Pacific  street;  Atlantic 
avenue  is  a  business  district  and  Pacific  street  is  an  un¬ 
restricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  4,  1924,  in  acting  on  Application  No.  5827- 
24,  reads : 

"Proposed  alteration  and  conversion  of  buildings, 
located  partly  in  a  business  and  partly  in  an  unre- 
'  stricted  district,  and  used  at  present  as  a  pie  baking 
factory,  stable  and  garage  for  more  than  five  motor 
vehicles,  is  contrary  to  Art.  2,'  3,  4  (a)  of  the  Zone 
Resolution.” ; 

and 

'Whereas,  the  existing  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
180  ft.  and  a  depth  of  100  ft.;  it  is  proposed  to  alter  the 
building  and  convert  the  occupancy  from  factory,  stable 
and  garage  to  garage  for  more  than  five  motor  vehicles ; 
80  ft.  of  the  building  being  in  the  unrestricted  district ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  build¬ 
ing  be  limited  in  height  to  a  one-story  structure  above  grade ; 
that  the  rear  wall  be  unpierced  throughout  its  entire  height 
and  length ;  that  any  ramps  installed  shall  start  from  the 
grade  level  and  shall  be  not  less  than  25  ft.  from  the 
walls  of  the  building  at  street  fronts;  that  the  street 
elevations  shall  be  finished  in  face  brick  with  architectural 
terra  cotta  or  stone  trimmings ;  that  there  shall  be  no 
vehicular  exit  or  entrance  on  the  Third  avenue  front 
of  the  building,  and  the  sills  of  any  windows  thereon  shall 
be  at  least  5  feet  above  sidewalk  level  and  shall  be  glazed 
with  translucent  glass;  that  any  skylights  installed  shall 
be  glazed  with  plain  glass,  protected  with  wire  guards 
above  and  below;  that  there  shall  be  no  advertising  or 
signs  of  any  description  displayed  on  the  Third  avenue 
front  of  the  building;  that  there  shall  be  no  roof  signs 
permitted  on  any  part  of  the  structure;  that  not  more 
than  one  projecting  sign  shall  be  permitted  on  the  Atlantic 
avenue  front  of  the  building; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


496-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  L.  Hurd  Sanferd, 
owner. 

SUBJECT — .Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  of  Jerome  avenue, 
184  ft.  north  of  East  198th  street,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  Thomas  F.  Turley,  Herman  Bell- 
mer,  Michael  McMahon  and  John  Fitzsimmon. 

ACTION  OF  BOARD — -Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty,  Boul¬ 
ton,  Connell,  Holland,  Kerby  and  Fire  Chief 

Kenlon  . .  7 

Absent  . . .  0 

THE  RESOLUTION: 

Whereas,  Louis  A.  Sheinart,  for  iL.  Hurd  Sanferd, 
owner,  filed,  April  8,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  east  side  of  Je¬ 
rome  avenue,  184  ft.  north  of  East  198th  street,  Borough 
of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  East 
198th  street  are  business  districts  and  Minerva  place  is  a 
residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  4,  1924,  in  acting  on  N.  B.  Application  No. 
507-24,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  basement  in  height,  with  a 
frontage  of  112  ft.  and  a  depth  of  121  ft. ;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


452-24-BZ. 

APPLICANT — Andrew  Biagine,  for  B.  Salazzo,  owner. 
SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 58-60  Norwood  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Andrew  Bragine. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
for  temporary  period  of  two  years. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT- 
Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  .  0 

THE  RESOLUTION: 

(452-24-BZ) 

Whereas,  Andrew  Biagini,  for  B.  Salazzo,  owner,  filed, 
March  28,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four  pleasure  motor  ve¬ 
hicles,  three  spaces  rented  to  persons  not  residing  on  the 
premises;  premises  58-60  Norwood  avenue,  Borough  of 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build- 
I  ctfeet°arPreSO-?IOn  Si°W-  that  Norwood  avenue  and  Etna 

bSess  dirSSc“Cand 'S,nClS  “4  Rid*'wood  a™“e  is  » 

IbSTlM?  reads :  °£  the  fire  ^ 

2.  Discontinue  the  maintenance  of  a  garage  in  which 

are  kept^ motor  vehicles  that  are  subject  to  charges  for 
storage,  j 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  40  ft. 
and  a  depth  of  20  ft.;  occupied  as  a  garage  for  four 
pleasure  motor  vehicles,  space  for  three  of  which  is  rented 
to  persons  not  residing  on  the  premises;  and 
Whereas  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  92  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula- 
^e-budding  *one  ^solution,  and  that  the  applica- 
J  on  bf  and  ,]t  h^reJy  1S  granted  for  a  period  of  two  years 
rom  the  date  of  this  action,  on  condition  that  the  capacity 
of  he  garage  be  limited  to  storage  of  four  automobiles 
of  the  pleasure  car  type,  space  for  three  of  which  may 

tnSL  i  persons  T  residing  on  the  premises ;  and 

tiat  there  be  no  gasoline  storage  equipment  maintained 
or  operated  on  the  premises. 


render  ed^farch  t'liS  °A  bf  ^ 

No.  508-24,  reads:  '  S  N<  B’  APPIlcatI°n 

mni  *!rreCtion  of  Pr°P°sed  garage  for  storage  of 
more  than  five  motor  vehicles  in  business  district  is 

and  rary  t0  provisions  of  Building  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
age  orfUCl0inft°n3  in  ^  S"*  5“?®?  in  height-  with  a  front- 

ge  ot  101  ft.  3  in.  and  a  depth  of  126  ft;  to  be  occunied 
aSw  garage  for  more  than  five  motor  vehicles-  and 
Whereas,  the  applicant  failed  to  establish  the  basis  of 
his^  application  under  section  20. 

inf/b^d‘btal^deCiSiOn«0f  thf  sl'Per'nfendent  of  build- 

and  it  heX  is  a"d  ,he  ^“‘1°"  be 


475-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Charles  W  Ed¬ 
wards,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
ot  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED— Northeast  corner  Jerome 
avenue  and  Morris  avenue,  The  Bronx 
APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  T.  F.  Turley,  Patrick  Murphy 
Clarence  F.  Swart,  Peter  J.  Loughran  and 
Henry  Hiegeman. 

ACTION  OF  BOARD — Application  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh.  Messrs.  Beat¬ 
ty,  Boulton,  Connell,  Holland,  Kerby  and 

Fire  Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION : 

(475-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Charles  W.  Edwards, 
owner,  filed,  April  3,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehjeles :  premises  northeast  corner  of  Jerome  avenue 
and  Morris  avenue,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone,  resolution  show  that  Jerome  avenue,  west  side, 
is  a  business  district  and  east  side  is  a  business  district 
north  of  a  point  100  ft.  south  of  Eas't  198th  street,  and 
;ast  side  is  a  residence  district  south  of  a  point  100  ft. 
>outh  of  East  198th  street;  Morris  avenue  is  a  residence 
hstrict  and  East  198th  street  is  a  business  district ;  and 
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592-24-BZ. 

APPLICANT—Edward  P.  Doyle,  for  St.  John’s  Estates, 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 

Punnceo366  °f  m°re  than  five  (5)  m°tor  vehicles. 
PREMISES^AJJFECTED  240-250  Entpire  Boulevard, 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle 
For  Opposition:  Joseh  Petchesky,' Meyer  Kahm 
and  Carl  A.  Kahm. 

ACTION  o  OF  BOARD -Application  granted  on  condi- 

CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ’  6 
Negative  .  J 

— , T T Absent:  Fire  Chief  Kenion’  ‘ .  i 

THE  RESOLUTION:  .  1 

(592-24-BZ) 

W™A,S'  AEd^ard  R  Doyle,  for  St.  John’s  Est,  Inc. 
owner,  filed,  April  28,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  240-250  Empire 
boulevard,  Brooklyn;  and 

i  W,uERuAS’/  Prublic  hearing  was  held  on  this  application 
Lrboard  of  appeals-  at  its  regular  meeting,  July  1, 
19~4,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  (Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  and  Rogers 
avenue  are  business  districts  and  Sterling  street  is  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  10,  1924,  in  acting  on  App.  No  7907-°4’ 
reads :  ’ 

“Proposed  public  garage  in  business  district  pro¬ 
hibited  by  Zone  Resolution.”: 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage  of 
99  ft.  3  in.  and  a  depth  of  100  ft.;  to  be  occupied 'as  a 
garage  for  more  than  five  motor  vehicles;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
nve  motor  vehicles. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district ‘regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  he  and  it  hereby  is  granted  on  condition  that  the  build 
mg  he  restricted  to  a  one-story  structure  above  grade ;  that 
the  rear  and  gable  walls  be  unpierced  throughout  their 
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entire  height  and  length ;  that  the  front  elevations  on  Em¬ 
pire  boulevard  and  Rogers  avenue  be  finished .  m  <  face 
brick  with  architectural  terra  cotta  or  stone  trimmings ; 
that  there  shall  be  no  vehicular  entrance  on  Rogers  ave¬ 
nue  and  any  openings  other  than  an  emergency  exit  not 
exceeding  3  ft.  8  in.  in  width,  shall  be  restricted  to  win¬ 
dows  the  sills  of  which  shall  be  at  least  6  ft.  above  grade, 
glazed  with  translucent  glass;  that  there  shall  be  no 
advertising  or  signs  displayed  on  the  Rogers  avenue  front 
of  the  building;  that  no  roof  signs  shall  be  erected  nor 
maintained  on  this  building;  that  any  vehicular  entrance  on 
Empire  boulevard  front  shall  be  not  less  than  25  ft.  from 

the  corner  of  Rogers  avenue; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  'the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


Whereas,  under  the  provisions  of  section  7,  subdiv.  B, 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  proposed 
extension  shall  not  exceed  two  stories  in  height ;  that  the 
requirements  of  the  building  zone  resolution  shall  be  com¬ 
plied  with  in  all  other  respects;  and  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within  eight¬ 
een  months  from  the  date  of  this  action. 


571-24-BZ. 

APPLICANT — Franklin  M.  Small,  for  Adolph  Lewis- 
ohn  &  Sons,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence  dis- 
trict  and  partly  in  a  business  district  the  altera- 
tion  and  extension  of  a  business  building. 

PREMISES  AFFECTED — 602-604  W.  158th  st  3791- 
3795)  Broadway  and  7  Audubon  place,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Franklin  M.  Small. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condi¬ 
tion. 

CONDITIONS— As  specified  in  resolution. 

T  H  E  V  O  T  Fv 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby... 

Negative  .  1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(571-24-BZ)  . 

Whereas,  Franklin  M.  Small  for  Adolph  Lewisohn  & 
Sons,  Inc.,  owner,  filed,  April  22,  1924,  an  application  under 
the  building  zone  resolution,  to  permit  partly  m  a  residence 
district  and  partly  in  a  business  district  the  alterabon  and 
extension  of  a  business  building;  premises  602-4  West 
158th  street,  3791-99  Broadway  and  7  Audubon  place,  Bor 

oueh  of  Manhattani;  and  , .  • 

Whereas,  a  public  hearing  was  held  on  this  application 

by  the  board  of  appeals,  at  its  .regular  meeting ;  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 

Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  158th  street,  westerly 
half  is  a  residence  district  and  easterly  half. 
district:  Broadway  is  a  business  district  and  Audubon  place 

is  a  residence  district ;  and  ,  t  «• 

Whereas,  the  decision  of  the  superintendent  o  Jo- 

rendered  August  7,  1923,  in  acting  on  Alt.  Application  No. 

1743-23  reads:  , 

“2  Westerly  portion  of  this  building  is  shown  un¬ 
lawfully  in  a  residence  district,  building  zone  resolution 

-Sec.  2.” ; 

and  .  r  r 

Whereas,  the  existing  building  is  one  of  a  group 
buildings ;  it  is  non-fireproof,  one  story  in  height,  irregular 
in  shape,  having  a  frontage  of  31  ft.  8)4  in.  on  Audubon 
place  and  a  depth  of  approximately  50  ft.  It  is  proposed 
to  add  a  second  story  to  this  building.  The  westerly  side 
of  the  building  for  a  depth  of  five  (5)  ft.  extends  into 
the  residence  district;  and 


405-24-BZ. 

APPLICANT — James  Whitford,  for  W'esterleigh  Build¬ 
ing  Loan  and  Savings  Association,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be 
used  for  business  purposes. 

PREMISES  AFFECTED — ‘West  side  Jewett  avenue, 
11.5'  south  of  Waters  avenue,  Richmond. 
APPEARANCES— 

For  Applicant:  James  Whitford  and  H.  C.  Hor¬ 
ton. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Beatty  and  Kerby .  2 

Negative:  Chairman  Walsh,  Messrs.  Boulton, 

Connell  and  Holland  .  4 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(405-24-BZ) 

Whereas,  James  Whitford  for  Westerleigh  Bldg.  Loan 
&  Savings  Assn.,  owner,  filed,  March  19,  1924,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  business  purposes;  premises  west 
side  Jewett  avenue.  11.5  ft.  south  of  Waters  avenue,  Bor¬ 
ough  of  Richmond :  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  1, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jewett  avenue,  Waters  ave¬ 
nue  and  Washington  place  are  residence  districts:  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  13,  1924,  reads : 

“Contrary  to  zone  resolution  to  erect  a  business 
building  in  a  residence  use  district.”; 

and  _  .  , 

Whereas,  the  proposed  building  is  to  be  of  fireprool 
construction,  one  story  in  height  with  a  frontage  of  43)4 
feet  and  a  depth  of  72  feet;  to  be  occupied  as  a  building 

loan  office;  and  .  . 

Whereas,  the  applicant  failed  to  substantiate  the  basis 

of  his  application  under  section  20.  .1 

Resolved,  that  the  decision  of  the  superintendent  be  ami 
it  hereby  is  affirmed  and  the  application  be  and  it  hereby 
is  denied. 

272-24-B  Z.  ' 

APPLICANT— John  Sloan  for  Parlex  Holding  Corp., 

owner.  .  ,  . 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  ini  a  two-times  height 
district  the  erection  of  the  street  walls  ot  a 
building  without  a  setback  to  a  height  in  ex 
cess  of  that  set  bv  the  building  zone  resolution. 
PREMISES  AFFECTED— 489  4th  ave..  120  E.  33rd 
■street,  210  Lexington  ave.  and  121  E.  3_nd  si., 
Manhattan. 


. 
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APPEARANCES— 

For  Applicant:  John  Sloan. 

For  Opposition:  None. 

AC  I  ION  OF  BOARD — Application  reopened  and  reso¬ 
lution  modified  so  that  description  of  property 
shall  conform  to  action  by  board  of  estimate. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESO¬ 
LUTION: 

Affirmative:  Chairman  Walsh,  Messrs.  Beat- 
ty>  Boulton,  Connell,  Holland  and  Kerby  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


AREAS  FIXED. 

.  .  (728-24-BZ) 

from  Mr  ^r^T  ,pr|sented  and  read  a  communication 
fiv  ?hM  F  >nk  A\Sp5ncer>  Jr->  requesting  the  board  to 
cnn  Jntff  dfe/;mecl  affected  and  within  which  to  obtain 
consents  for  the  erection  and  maintenance  of  a  garage- 
prennses  2°74-88  Fulton  street,  Brooklyn  *  ’ 

1  he  following  area  was  approved  by  the  board- 

tnR  \S-ldeS  °f  Fult°n  street  from  Saratoga  avenue 
for  °J}kl.nson  avenue  also  the  properties  at  rear  and 

Sr  a  d/sAance  of  50  ft-  on  either  side  of  the  side  lot 
lines  ot  the  premises  in  question. 


(272-24-BZ) 

Whereas,  John  Sloan,  for  Parlex  Holding  Corp.,  owner 
filed,  February  20,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  two  (2)  times  height  dis¬ 
trict  the  erection  of  the  street  walls  of  a  building  without 
a  setback  to  a  height  in  excess  of  that  set  by  the  building 
zone  resolution ;  premises  489  Fourth  avenue,  120  East  33rd 
street,  210  Lexington  avenue  and  121  East  32nd  street 
Borough  of  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting.  May  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals.;  and 

,  ^X?EREAS’  *ke  height  district  maps  accompanying  the 
building  zone  resolution  show  that  the  premises  are  lo¬ 
cated  in  a  two-times  height  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  18,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  91-24,  reads: 

“1.  The  height  of  the  Lexington  Ave.  front  and  the 
height  of  the  32nd  and  33rd  St.  fronts  exceeds  the 

height  limits  allowed  by  the  Building  Zone  Resolution _ 

Art.  3,  Sect.  8.”; 

and 

^  Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  37  stories  in  height,  with  a  frontage  of  197^ 
ft.  and  a  depth  of  405  ft.;  there  will  be  projections  on  the 
Lexington  avenue  front  beyond  the  zoning  plane  in  the  22nd 
and  2ith  stories  and  projections  beyond  the  zoning  plane 
in  the  32nd  and  33rd  street  fronts  at  the  10th  and  22nd 
stories;  and 

.  Whereas,  applicant  contends  that  the  spirit  of  the  law 
is  being  complied  with  in  that  he  is  maintaining  his  street 
wall  on  Park  avenue  at  a  height  of  132  ft.  6  in.  instead 
of  200  ft.,  as  permitted,  actually  giving  up  150.000  sq.  ft. 

of  floor  space  in  order  to  carry  out  the  architectural  derign ; 

and 

Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  completing  the  build¬ 
ing  in  accordance  with  the  harmonious  architectural  design 
submitted,  the  spirit  of  the  law  being  more  fully  carried 
out  than  a  strict  compliance  with  the  law  would  permit;  and 

Whereas,  this  application  was  granted  by  the  board  May 
20,  1924,  and  on  May  23,  1924,  the  board  of  estimate  and 
apportionment  adopted  a  resolution  to  widen  4th  avenue 
on  the  easterly  side  between  East  32nd  street  and  East  34th 
street,  thereby  cutting  off  20  ft.  of  applicant’s  front  and 
reducing  the  depth  of  his  plot  to  405  ft.,  and  the  board 
deemed  that  dimensions  should  be  corrected  accordingly. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  permits  nec- 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  work  prosecuted  to  completion 
with  all  possible  diligence,  and  that  the  structure  comply 
with  t  e  regulations  of  the  building  zone  resolution  in  all 
other  respects. 


,  .  (759-24-BZ) 

from  presented  and  «ad  a  communication 

from  tnnle  Guterman,  requesting  the  board  to  fix  the 

?,ir  .l'  eCnlC<J.a  lCj  and  wlthln  which  to  obtain  consents 

16-2? Vr?,™"  ''>a'c<enance  of  a  garage;  premises 
l()  24  Saratoga  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board- 

Both  sides  of  Saratoga  avenue  from  Broadway  to 
a  point  400  feet  south  of  proposed  garage;  both  sides 
of  Hancock  street  from  Howard  avenue  to  Broad¬ 
way;  also  the  south  side  of  Jefferson,  avenue  from 
Saratoga  avenue  to  a  point  150  feet  west  of  Saratoga 
avenue  6 


t  khexXnM,airmaJ?  Presented  and  read  a  communication 
from  William  F.  Doyle,  requesting  the  board  to  fix  the 
aiea  deemed  affected  and  within  which  to  obtain  consents 
erectlon  and  maintenance  of  a  garage;  premises 
80,-H  Caton  avenue,  northwest  corner  8th  street,  Borough 
of  Brooklyn.  6 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Caton  avenue  from  East  7th  street 
to  Coney  Island  avenue;  both  sides  of  East  8th  street 
from  Caton  avenue  to  a  point  100  feet  north  of  Ker- 
mit  place,  the  south  side  of  Henry  street  from  East 
Sth  street  to  East  7th  street. 


(783-24-BZ) 

The  chairman  presented  and  read  a  communication 
from  Messrs.  Jenks  and  Rogers  requesting  the  board  to 
fix  the  area  deemed  affected  and  within  which  to  obtain 
consents  for  the  erection  and  maintenance  of  a  garage; 
premises  1569-1583  Prospect  place,  Borough  of  Brooklyn.' 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Prospect  place  from  Ralph  avenue 
to  a  point  100  feet  west  of  Buffalo  avenue;  also  the 
properties  at  rear  and  for  a  distance  of  50  feet  on 
either  side  of  the  side  lot  lines  of  the  premises  in 
question.  Note:  The  properties  at  rear  being  in¬ 
terior  lots,  the  width  of  the  lot  is  taken  as  frontage 
for  the  purpose  of  computing  the  area. 


(496-23-BZ) 

The  chairman  presented  and  read  a  communication 
from  John  J.  Dunnigan,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  alteration  and  extension  in  height  of  a  one-story 
existing  garage,  premises  south  side  of  Roosevelt  avenue 
from  21st  to  22nd  streets,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Roosevelt  avenue  from  20th  street  to 
23rd  street;  also  both  sides  of  21st  street;  also  22nd 
street  from  Fairbanks  avenue  to  a  point  100  feet 
north  of  Roosevelt  avenue. 
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(715-24-BZ) 

The  chairman  presented  and  read  a  communication 
from  Charles  Solicito,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  maintenance  of  a  garage  for  storage  of  four  pleas¬ 
ure  cars;  premises  811  East  224th  street,  1  he  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  244th  street  from  a  point  20U 


ft.  west  of  Barnes  avenue  to  a  point  400  ft.  east  of 
premises  in  question;  also  the  properties  at  rear  and 
for  a  distance  of  50  ft.  on  either  side  of  the  side  lot 
lines  of  the  premises  in  question. 


Adjourned  2  P.  M. 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  1,  1924. 

Present:  Chairman  Walsh,  Messrs.  Beatty,  Boulton 
Holland,  Kerby,  Connell  Deputy  ,F^e  DC°^SS1°ner 
Hannon,  Superintendents  Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of,  the  Board  of 
Standards  and  Appeals  held  on  Tuesday  afternoon,  June 
24,  1924,  were  approved  as  printed  in  the  Bulletin*  No. 

27^  Vol.  IX. 

PETITIONER— Gehnr'i'ch  Indirect  Heat  Oven  Co.,  Inc., 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— -Southeast  corner  of  Skill- 
man  avenue  and  Honeywell  street,  L.  I.  City, 
Queens. 

APPEARANCES— 

For  Petitioner:  None. 

For  Administration:  Inspector  Maher  of  fire  d 

ACTION  aOFeBOARD— Laid  over  to  July  15,  1924,  at 
2  P.  M.,  on  request  of  petitioner. 

PETITIONER- — S.  A.  Swenson  for  Carl  F.  Stiefel, 

SUBJECT— Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner.  T  M„n 

PREMISES  AFFECTED— 150-52  Maiden  Lane,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  S.  A.  Swenson.  -  , 

For  Administration:  Inspector  Maher  .of  fire  de- 

\CTION  OF^BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  ^(MEmiative:  Chairman  Walsh  Messrs.  Beat- 

•  ty,  Boulton,  Holland,  Kerby  Connell, 

Superintendents  Moore  and  McDermott  8 

^bsfnT-  Fire  ‘  Chief  Kenlon,' '  Deputy'  .Rte 

Commissioner  Hannon.  Superintendents 
Brady,  Reville  and  Kleinert .  5 

THE  RESOLUTION: 

(469-24-S) 

Whereas  S.  A.  Swensen,  for  Carl  F.  Stiefel,  owner, 
filed,  April  1,  1924,  a  petition  with  the  board  of  sta”*aj£® 
and  appeals  for  variation  from  the  requirements  of  the 
labor  law  as  cited  in  order  of  the  fire  commissioner  af- 
fecting  premises  150-152  Maiden  lane.  Manhattan,  and 
Whereas,  the  order  of  the  fire  commissioner  reads 

(Order  No.  55981  LD)  :  . ,  f 

“1.  Arrange  the  fire  escape  on  the  north  side  of 

building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 
in  compliance  with  the  provisions  of  sections  2.5  ana 

274  of  the  labor  law  *  *  *• 


Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

Windows  on  course  not  fireproof  nor  self-closing. 
No  counterbalanced  stairway  from  lowest  balcony  to 
ground.  No  handrails  on  stairways  connecting  bal¬ 
conies. 

2.  Enclose  the  interior  stairway  at  the  east  side  of 

building  serving  as  a  required  means  of  exit  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3 
feet  above  the  roof *  *  *  *•  . 

3.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 
law,  said  extension  and  the  landings  and  passageways 
connecting  therewith  to  be  enclosed  on  all  sides  with 
partitions  of  fire  resisting  material  extending  at  least  3 
ft.  abaove  the  roof  *  *  *. 

(Order  No.  55982  LD)  : 

1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  *  * 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  57  feet  by  39  feet  in  area,  occupied,  basement,  stor¬ 
age,  1st  story,  storage  and  shipping  department,  3  per¬ 
sons;  2nd  story,  offices,  17  persons;  3rd  story,  packing 
and  labeling,  20  persons ;  4th  story,  packing  tables,  4  per¬ 
sons ;  5th  story,  laboratory,  3  persons;  Exits:  an  inte¬ 
rior  wooden  stairway  extending  from  the  1st  to  top  story 
and  a  wooden  stairway  extending  from  the  1st  to  the  3rd 
story,  both  enclosed  in  wooden  partitions  with  wooden 
doors  at  openings,  a  fire  escape  on  the  front  of  the  build¬ 
ing  extending  from  the  top  story  to  the  2nd  story  with 
drop  ladder  to  street;  with  non-fireproof  windows  along 
the  course  thereof ;  the  roofs  of  adjoining  buildings  are 

at  the  same  height;  and  . 

Whereas,  petitioner  contends  the  premises  are  not  to  he 
classed  as  a  factory  building  and  that  the  existing  means 
of  exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  factory  occupancy  shall  be  discontinued 
on  or  before  October  1st,  1924,  and  on  condition  that  the 
factory  occupancy  in  the  meantime  shall  not  exceed  twenty 
five  (25)  persons  above  the  1st  story. 

PETITIONER — Alexander  S.  Traub,  for  S.  Charles 
Welsh,  owner.  .  . 

SUBJECT — Variation  of  the  labor  law  as  cited  in  oraer 
of  the  fire  commissioner.  ,r  .  . 

PREMISES  AFFECTED— 71-77  Park  place,  Manhat¬ 
tan. 

APPEARANCES—  „  _  . 

For  Petitioner:  Alexander  S.  Traub. 

For  Administration:  Inspector  Maher  of  tire 
department. 
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^O\rl|?mnwQB0iARD~^£tj‘^  granted  on  condition, 
rur  As  sPecified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell 
Superintendents  Moore  and  McDermott  8 
Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

___  Brady,  Reville  and  Kleinert .  5 

HE  RESOLUTION:  . 

I,  (521-24-S) 

WHERm^'  Ale.*ander  S-  Traub,  for  S.  Charles  Welsh 
wner,  filed  April  11,  1904,  a  petition  with  the  board  of 
tandards  and  appeals  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
immissioner,  affecting  premises  71-77  Park  place  Man- 
attan ;  and 

Whereas,  the  order  of  of  the  fire  commissioner,  No 
j783-LD,  dated  March  28,  1924,  reads: 

,  1-Txtend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof,  as  per  section  271  of  the  labor 

law.  ; 
id 

Whereas,  the  building  is  non-fireproof,  5  stories  in 
:ight,  22  ft.  8 y2  in.  x  65  ft.  5  in.  in  area;  OCCUPIED 
follows:  1st  floor,  express  office,  6  persons;  2nd  floor 
'let  preparations,  jobbers,  2  persons;  3rd  floor,  letter  com- 
•ny,  4  persons ;  4th  floor,  letter  company,  8  persons  •  5th 
.or  bookbinder,  4  persons ;  EQUIPPED  with  a  fire  alarm 
jnal  system.  EXITS:  An  interior  wooden  stairway  ex- 
lding  from  1st  story  to  top  story,  with  iron  ladder  lead- 
?  to  a  platform  at  the  roof  level ;  enclosed  in  wooden 
rtitions  with  wooden  doors  at  openings ;  a  fire  escape 
the  front  of  the  building  extending  from  the  top  story 
2nd  story,  with  counterbalanced  stairway  to  street ;  with 
eproof  windows  along  the  course  thereof.  ROOFS  of 
2  course  thereof.  ROOFS  of  adjoining  building  to  east 
joining  building  to  east  7  ft.  9  in.  lower,  to  north  at 
ne  level ;  and 

Whereas,  petitioner  contends  there  is  a  horizontal  exit 
jm  hall  on  top  story  to"  adjoining  building  at  east  and 
'tends  the  existing  means  of  exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
eby  make  a  variation  from  the  requirements  of  the  labor 
/  and  that  the  petition  be  and  it  hereby  is  granted  on 
idition  that  the  door  at  the  head  of  the  stairs  in  the  top 
ry  shall  be  removed  and  that  a  horizontal  exit  shall  be 
‘Vided  from  the  top  story  to  the  adjoining  building  to 
rear  ;  that  the  openings  therein  shall  be  protected  with 
t -closing  fireproof  doors  and  that  an  iron  stairway  from 
roof  of  the  main  building  to  the  extension  roof  be 
mtained,  and  that  a  fixed  single  rung  ladder  shall  be 
ntained  in  the  top  stair  hall  to  roof. 


Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
R°nJmis®10n.f,r  Hannon,  Superintendents 
THE  RESOLUT^"  ^  K'ei"m  .  5 


-24-S. 

TITIONER— Robert  Teichman,  for  Anna  M.  Pen¬ 
der,  owner,  and  David  Wald,  lessee. 

BJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

EMISES  AFFECTED— 123  E.  18th  st.,  Manhattan. 
PEARANCES— 

For  Petitioner:  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

OFV?OARD— ^ Petition  granted  on  condition. 
— As  specified  in  resolution. 

E  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Superintendents  Mjoore  and  McDermott 
Negative  .  0 


,  0  O) 

,,,  ^  (633-24-S) 

fi,  i  HifrREAS'  Robert  Teichman,  for  David  Wald  lessee 

*£££3  %  y 

ED,  dated  'March  5  °l£ 

Arrange  tbe  bre  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open- 
on  the  course  thereof  so  that  same  are  in  comnlHnce 
lTw  *  *  P™v^ons  of  Section  273  and  274  of  the  labor 

f  Passa£eway  »*££ 
and 

he£E32ASft  "by  offd.in?  is  “"-fireproof,  four  sfories  in 

« **• '  oc^v :?  r°z  r  ^  b>5 

~  o  o^rThi8'  v  ^ 

EQUIPPED  with  a  fire  aikrm  s%naT  fv’,^  °*EXnV- 
An  interior  wooden  stairway  extending  from  1st  lor  J  to 

opening^  aSefire  eR  res,stmg,  I’artit"’“  with  fire  doors  at 
penings ,  a  fire  escape  on  the  rear  of  the  buildimr  ex 

r°o£,  to  yard>  with  non-fireproof  windows 
along  the  course  thereoef;  with  EGRESS  from  the  ter 

nunation  of  fire  escape  by  means  of  door  in  fence  to  ad 
slTUf  and  RO°FS  °f  adi0i""«  t 

alo^gHthrc;uPrfetofnethpPfiOPOSeS  t0  fireproof  the  windows 
aiong  me  course  of  the  fire  escape,  and  contends  the  ex 

are  adequate  'greSS  fr°m  ,ern,inatio"  of  the  fire  escape 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  nf  i  i 
law  and  that  the  petition  be  and graced  tZ 

rrarffireaesrihe  .passagewa>',  ho™  <he  termination  of  the 
rear  fire  escape  is  concerned,  on  condition  that  a  45-deeree 

stairway  shall  be  maintained  from  the  roof  of  the^lst 

story  extension  to  the  yard  level,  with  egress  from  ter 

min  at  ion  through  door  to  adjoining  yard,  and  that  the 

order  shall  be  complied  wtih  in  all  other  respects-  and 

granted  only  so  long  as  conditions  as  to  occupant  and 
use  remain  unchanged.  pancy  ami 

707-24-S. 

PETITIONER— Springsteen  &  Goldhammer,  for  Sam¬ 
uel  Friedenberg,  owner. 

SUBJECT-Variation  of  the  labor  law  as  cited  in  de- 

fremi 

APPEARANCES— 

ArmTZAx?°AT?e^iXioner:  Albert  Goldhammer 
CONDITIONS 30ARD~::Pef!on  &ra-nted  on  condition. 
THE  VOTE— S  AS  pec,fied  ,n  solution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Superintendents  Moore  and  McDermott  8 
.Negative . 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  ° 
Commissioner  Hannon,  Superintendents 
^rady,  Reville  and  Kleinert .  5 
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THE  RESOLUTION: 

(707-24-S) 

Whereas,  Springsteen  &  Goldhammer,  for  Samuel 
Friedenberg,  owner,  filed,  May  19,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  40-42 
West  37th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  14,  1924,  in  acting  on  N.  B.  Application  No. 
143-1924,  reads: 

“9.  It  is  proposed  to  install  plate  glass  54  in-  thick 
exceeding  seven  hundreed  and  twenety  (720)  square 
inches  for  the  front  on  first  and  second  floors  as  shown 
on  plans.”; 

and  .  ,  .  , 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
44  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED:  First  story 
and  mezzanine  store,  50  persons;  2nd  to  13th  story,  offices 
and  25  per  cent  manufacturing;  equipped  with  a  sprinkler 
and  fire  alarm  signal  system;  and 

WjHEREAS,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st  and  2nd  stories,  glazed  with  54  i°-  plat® 
glass,  the  maximum  area  of  the  glass  on  the  1st  stop''  is 
9  ft.  3  in.  by  9  ft.  10  in.  and  the  maximum  area  of  the 
glass  on  the  2nd  story  is  9  ft.  by  6  ft.  4^in.,  and 
Whereas,  petitioner  contends  that  a  strict  compliance 
with  the  labor  law  as  to  the  area  of  the  glass  would  ma¬ 
terially  affect  the  architectural  appearance  of  the  building 
and  also  the  use  intended  for  the  lowest  two  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  the  windows  on  the  street  front 
of  the  building  on  the  two  (2)  lower  stories  on  condition 
that  they  shall  be  glazed  with  polished  plate  glass  not  less 
than  J4  in.  in  thickness,  set  in  approved  fireproof  frames, 
and  on  further  condition  that  the  remainder  of  the  build¬ 
ing  complies  with  the  labor  law  in  all  other  respects. 


638-24-S. 

PETITIONER — Geo.  and  Edw.  Blum,  for  247-255  W. 

38th  St.  Realty  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  de¬ 
cision  of  the  superintendent  of  buildings. 
PREMISES  AFFECTED1 — 247-255  W.  38th  st.,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Edward  Blum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  .  „r  ,  .  __  p  , 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
.^nnerintendents  Moore  and  McDermott 


Negative  . ;••• . •••••"•  *  v  * 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Reville  and  Klefnert . 


8 

0 

5 


THE  RESOLTION : 

(638-24-S) 

Whereas,  George  and  Edw.  Blum,  for  247-55  West 
38th  street  Realty  Corp.,  owner,  filed,  May  8,  1924,  a  pe¬ 
tition.  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law,  as  cited  in 
a  decision  of  the  superintndent  of  buildings,  affecting 
premises  247-55  Wfest  38th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superinteedent  of  build- 
ings,  rendered  April  23,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  6^7-24,  reads : 

“No  window  should  exceed  720  square  inches  in  area. 


Sec.  264,  Labor  Law.”; 

and 


Whereas,  the  building  is  fireproof,  17  stories  in  height, 
85  ft.  6  in.  by  98  ft.  8  in.  in  area;  OCCUPIED  in  thq 
1st  and  2nd  stories  as  stores  and  showrooms,  70  persons 
per  story;  3rd  to  17th  stories  as  offices,  show  rooms  and 
25  per  cent  manufacturing,  90  persons  per  story;  equipped 
with  a  sprinkler  and  fire  alarm  signal  system;  and 

Whereas,  there  are  openeings  in  the  front  of  the  build¬ 
ing  on  the  1st  and  2nd  stories,  glazed  with  54  in-  Plate 
glass,  exceeding  720  square  inches;  and 

Whereas,  petitioner  contends  that  a  strict  compliance 
with  the  labor  law  as  to  the  area  of  the  glass  wouM 
materially  affect  the  architectural  treatment  of  the  build¬ 
ing  and  also  the  use  intended  for  the  lowest  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  (3)  lower 
stories  of  the  street  front,  on  condition  that  the  open¬ 
ings  shall  be  glazed  with  plate  glass  not  less  than  J4  in. 
in  thickness,  set  in  approved  fireproof  window  frames;  on 
further  condition  that  the  labor  law  shall  be  complied  with 
in  all  other  respects. 


8 

0 


699-24-S. 

PETITIONER— Samuel  Rosenblum,  for  D.  O.  Haynes 
A  Co.,  lessee.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  the  fire  commissioner. 

PREMISES  AFFECTED— 3  Park  place,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher' of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— A  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Superintendents  Moore  and  McDermott 

Negative  . .  . . .  V  ‘ 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady,  Reville  and  Kleinert .  5 

THE  RESLUTION: 

(699-24-S) 

Whereas,  Samuel  Rosenblum,  for  D.  O.  Haynes  &  Co., 
lessee,  filed,  May  19,  1924,  a  petition  with  the  board  oi 
standards  and  appeals  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  3  Park  Place,  Manhattan ;  and  ; 
Whereas,  the  order  of  the  fire  commissioner,  No.  57017-  i 

LD,  dated  April  3,  1924,  reads :  .  .  m 

“1.  Provide  an  additional  means  of  exit  from  me 
cellar,  said  exit  to  be  located  at  the  front  of  the  build¬ 
ing  in  accordance  with  the  provisions  of  Section  2/1  oi 

the  labor  law.” ; 

^Whereas,  the  building  is  non-fireproof  5  storitf  and ' 
basement  in  height,  26  ftf  7  in.  by  75  ft.  6  in.  in  at 
first  story  and  26  ft.  7  in.  by  70  ft.  m  area  above.  OCUJ 
PIED  as  follows:  Basement,  printing,  4  persons,  1st  ; 
restaurant,  vacant  at  present;  2nd  floor  ® ^ 

3rd  floor,  office,  12  persons ;  4th  floor,  office,  5  persoHj^th 
floor,  composing  room,  G  persons^  EQUIPPED  th 
sprinkler  system  in  basement.  EXIT  S  .  An  interior 
open  stairway  extending  from  1st  story  to  top  story-  A .  fire 
escane  on  the  front  of  the  building  extending  from  top  story 
to  street ;  with  fireproof  windows  along  the  course  therec i  . 
ROOFS  of  adjoining  buildings  to  west,  2  stories  lowe  , 

eaWB^,hprtitTonernpropos«  to  install  a  vertical  iron  W- 
der  in  the  existing  manhole  in  the  sidewalk  in  front  of  th 
building. 
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Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requiremets  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  fixed  double  rung  iron  ladder  shall  be  pro¬ 
vided  to  opening  at  sidewalk  level  with  counterbalanced 
cover  at  level  of  street. 


504-24-S 

PEI  ITIONER— R.  N.  Shepard,  for  the  Prest-O-Lite 
Company,  Inc.,  lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings 

PREMISES  AFFECTED — i4-i6  West  End  avenue 
Manhattan. 

APPEARANCES— 

For  Petitioner:  R.  N.  Shepard. 

mMmTinMCBOAARD~feSion  granted  on  condition. 
CONDI  1  IONS  A'S  specified  in  resolution 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 

Superinendents  Moore  and  McDermott  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
mission  Hannon,  Superintendents 
Brady,  Reville  and  Rleinert .  5 


For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CON4  MT infi ^°^RD—.Petition  granted  on  condition. 

As  sPecihetl  in  resolution. 

i  HE  VOTE — 

Atfirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Deputy  hire  Commissioner  Hannon  Su- 
perintendents  Moore  and  McDermott  .  9 

Negative  .  ’ 

Absent:  Tire  Chief  Kenlon,  Superintendents 

T1JI.  Brady,  Reville  and  Kleinert  .  4 

THE  RESOLUTION: 

(196-24-S) 

Whereas,  Wm.  A.  Wjhite  &  Sons,  for  F.  K.  and  Ellen 
Hays,  owner,  hied,  Teb.  8,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  requirements 
ot  the  labor  law,  as  cited  in  orders  of  the  fire  commissioner 
affecting  premises  21-3  Maiden  Lane,  Manhattan;  and 

1  n  *  here  as,  the  orders  of  the  fire  commissioner,  dated  Jan. 
19,  1924,  read: 

No.  53912-LF : 

1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals  and  the  enclosed  approved  lay- 


THE  RESOLUTION: 

(504-24-S) 

Whereas,  R.  N.  Shepard,  for  Glidden  Holding  Corpora¬ 
tion,  owner  filed,  April  9,  1924,  a  petition,  with  the  board 
ot  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  14-16  West  End 
avenue,  Borpugh  of  Manhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  21st,  1924,  in  acting  on  N.  B.  Application 
No.  38,  1923,  reads : 

“7.  Provide  two  lawful  means  of  exit  from  the  2nd 
floor— labor  law,  Section  270.  Ramp  is  not  a  lawful 
means  of  exit.  Reconsideration  denied.”  • 

ind 


Whereas,  the  building  is  non-fireproof,  2  stories  in  heigh 
>0  ft.  by  100  ft.  in  area.  OCCUPIED  as  follows:  1 
itory,  five-car  garage  and  battery  storage,  4  persons;  2r 
•tory,  repairing,  10  persons.  EXITS :  An  interior  fireprot 
•‘airway ,  extending  from  the  1st  story  to  the  roof,  enclose 
n  fireproof  partitions,  with  fire  doors  a£  the  openings; 
•oncrete  ramp  at  the  easterly  side  of  the  building,  extendin 
rom  the  1st  story  to  the  2nd  story,  enclosed  in  fireproc 
lartitions.  ROOFS  of  adjoining  building  to  south  3  stc 
*  ur gher  and  to  the  east  one  story  lower ;  and 
Whereas,  petitioner  proposes  to  erect  a  6  in.  terra  cott 
•artitions,  with  a  4  ft.  opening  therein  across  the  ramp  an 
ontends  that  the  grade  of  the  ramp  is  one  foot  to  6  ft.  9  it 

nd  further  contends  that  it  may  be  considered  as  a  hori 
ontal  exit. 


Resolved  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  from  the  requiremets  of  the  labor 
iw  and  that  the  petition  be  and  it  hereby  is  granted  on  con-\ 
‘tion  that  the  existing  ramp  shall  be  enclosed  in  fireproof 
artition  with  one  door  opening  thereto,  equipped  with  self- 
°sing  fireproof  doors  and  granted  .only  so  long  as  condi- 
ons  as  to  occupancy  and  use  remain  substantially  un- 
langed. 


16-24-S. 

EtitiONER— Wm.  A.  White  &  Sons,  for  F.  K.  and 
.  Ellen  Hays,  owner. 

JBT  Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

REMISES  AFFECTED — 21-23  Maiden  Lane,  Man¬ 
hattan. 

ppearances— 

For  Petitioner:  Charles  B.  Meyers. 


No.  53913-LF : 

“An  inspection  of  premises  21-23  Maiden  Lane, 
of  Manhattan,  shows  that  a  fire  drill  should  be 
established  and  maintained  therein,  according  to  the  re¬ 
quirements  of  Section  279  of  the  labor  law  *  *  * 

No.  539-14LD: 

,  R.  Encl°se  the  interior  stairway  at  the  center  of 
building  serving  as  a  required  meeans  of  exit,  and  the 
andings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mate¬ 
rial  extending  continuously  from  the  cellar  to  3  feet 
above  the  roof,  *  *  * 

2.  Provide  an  additional  required  means  of  exit  on 
each  floor  of  the  building,  remote  from  the  existing 
stairway  preferably  located  at  the  south  side  of  building  ; 
in  accordance  with  the  requirements  of  Section  271  of 
the  labor  law. 

“3.  Provide  continuous  safe  and  unobstructed  pas¬ 
sageways  at  least  3  feet  wide  throughout  their  length 
leading  directly  to  both  required  means  of  exit,  as  per 
Section  272  of  the  labor  law.” 

No.  53915-LD : 

“1.  Provide  exit  signs,  letters  to  be  at  least  8  in.  in 
height,  at  all  means  of  egress  with  a  red  light  over  all 
such  exits  for  use  in  time  of  darkness,  as  per  Section 
272  of  the  labor  law.”; 

and  | 

Whereas,  the  building  is  non-fireproof,  8  stories  in  height, 
50  ft.  by  83  ft.  6  in  in  area ;  equipped  with  a  standpipe  sys¬ 
tem.  OCCUPIED:  Offices  and  showrooms  for  the  sale  of 
precious  stones  and  jewelry;  137  persons  in  building.  EX¬ 
ITS  :  An  interior  unenclosed  iron  and  slate  stairway  from 
1st  story  to  roof ;  a  fire  escape  on  the  front  of  the  build¬ 
ing,  extending  from  roof  to  street.  ROOF:  of  building  to 
east  3  stories  lower  to  west  12  stories  higher;  and 
Whereas,  petitioner  contends  dispossess  notices  have  been 
served  on  tenants  engaged  in  manufacturing  and  thereby 
affect  a  reduction  in  the  number  of  employees  to  below  one- 
tenth  of  the  total  occupants  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Order  No.  53914,  Item  No.  1,  on  condition  that  the  transom 
and  partition  sash  (and  other  openings  and  doorways)  shall 
be  made  stationary  and  al(,  doors  self  closing;  granted  as  to 
Item  No.  2  on  condition  that  the  doors  in  hallway  leading 
to  front  fire  escape  shall  be  equipped  with  plain  glass  panels, 
and  that  *-0  (2)  fire  hooks  six  (6)  feet  long  shall  be  hung 


969 


MINUTES 

within  one  (1)  foot  of  the  doorway  on  each  s.de;  9rafi  bor  law  as  cited  in  decision  of  superincndent  of 

S&TJSi  !hS  PREMISES  AFFECTED  130  Madison  avenue.  Man- 

of  the  fire  escape  and  on  further  condition  that  not  more  hat  tan. 

than  25  persons  shall  be  permitted  at  factory  work  above  APPEARANCES— 

the  1st  story;  denied  as  to  orders  No.  53912,  53913,  and  For  Petitioner:  Samuel  Rosenblum. 

53915.  THE  VOTE  TO  GRANT— 

- -  Affirmative:  Mr.  Kerby,  Deputy  Fire  Com- 

681-24-S.  .  o  missioner  Hannon . •• . ••  •  ••  2 

PETITIONER — Samuel  Rosenbluirg  /for  Wintefr  &  Negative:  Chairman  Walsh,  Messrs,  iieat- 

Wilkes,  Inc.,  owner.  _  ty,  Boulton,  Holland,  Connell,  Superin- 

SUBJECT — Variation  of  labor  law  as  cited  in  order  ot  tendents  Moore  and  McDermott  . • .  7 

fire  commisisoner.  Absent:  Fire  Chief  Kenlon,  Superintendents 

PREMISES  AFFECTED— 35  W.  21st  st.,  Manhattan.  Brady,  Reville  and  Kleinert  .  1 

APPEARANCES—  .  „  THE  RESOLUTION: 

For  Petitioner:  Samuel  Rosenblum  and  A.  H.  w  (1505-23-S) 

FOrS^ati°n:  InSPeCt°r  Maher  °f  fire 

CONDITION  r«Xfon  ”  “H*110"'  LTSontf  die  ^enidendem  of  ^"11^  affecting 

THE  VOTE-  P  premises  130  Madison  avenue,  Borough  of  Manhattan;  and 

Affirmative:  Chairman  Walsh,  Messrs.  Beat-  Whereas,  the  decision  of  the  superintendent  of  buildings, 

ty,  Boulton,  Holland,  Kerby,  Connell,  Alt.  App.  No.  2500-1923,  dated  November  30,  1923,  reads: 

Deputy  Fire  Commissioner  Hannon,  Su-  -g  At  least  two  means  of  exit  as  per  labor  law 

perintendents  Moore  and  McDermott  ..  9  should  be  provided.  Shpw  detail  of  anchorage  of  fire 

Negative  . . .  ®  escape  and  provide  lawful  means  of  egress  from  t  e  oot 

Absent:  Fire  hief  Renlon,  Superintendents  0f  bre  escape  to  the  street.  .  . 

Brady,  Reville  and  Kleinert .  4  “4  Obtain  and  file  permit  from  owner  of  adjoining 

THE  RESOLUTION:  property  for  use  of  yard  and  fire  escape.  , 

(681-24-S)  .  anci 

Whereas,  Samuel  Rosenblum,  for  Winter  &  Wilkes,  Inc.,  Whereas  the  building  is  non-fireproof,  six  stories  in 

owners,  filed,  May  15,  1924,  a  petition,  with  the  board  o  ,  .  ;  3Q'  p  by  95  ft.  jn  area  at  1st  story  and  30  ft.  by  79  ft. 

standards  and  appeals,  for  variation  from  the  requirements  s  ’  above  OCCUPIED:  1st  floor,  stores,  25  em- 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  conunis-  2nd  to  6th  floors,  offices  and  tenant  factory,  20  per- 

sioner,  affetcing  premises  35  West  21st  street,  Manhattan,  1^  >  floQr>  EXITS:  A  fireproof  stairway  extending 

and  .  .  ,  ,  from  1st  story  to  roof,  enclosed  in  fireproof  partitions  with 

Whereas,  the  order  of  the  fire  ^m™^°^%datedd ?!  y  fire  doors  at  openings.  ROOFS  of  adjoining  buildings  two 
May  8th,  1924,  m  acting  on  Order  No.  44946-LD,  reads.  •  ,  r .  and 

“1  Provide  continuous  safe  and  unobstructed  pas-  ’  .  .  ,  •  ,  l  hoard  at  its 

"whereas,  the  building  is  fireproof,  9  stories  in  height,  25  Whereas,  petitioner  proposes  to  Pr°y;de  ^5"^ 

ft  by  98  ft  in  area;  OCCUPIED  as  follows:  1st  story,  means  0f  egress  from  the  termination  of  the  fire  escape  by  a 
restaurant;  upper  stories,  tenant  factory,  with  a  maximum  bridge  at  the  3rd  story  to  the  adjoining  building  No.  132 
of  20  persons  per  story.  EQUIPPED  with  a  fire  alarm  sig-  Madison  avenue,  and  a  connection  at  the  2nd  story  to  the 

nal  system.  EXITS:  An  interior  fireproof  stairway,  ex-  building  in  the  rear  at  22  East  31st  street;  and  .  _ 
tending  from  the  1st  story  to  the  top  story,  enclosed  m  fire-  Whereas,  petitioner  contends  that  the  building  is 

proof  partitions  with  fire  doors  at  the  openings ;  a  hre  es-  EQUIPPED  with  a  sprinkler  system  throughout, 

cape  on  the  front  of  the  building,  extending  from  the  top  r?esolved  that  the  decision  of  the  superintendent  of  build- 

story  to  the  2nd  story  with  counterbalanced  stair  to  street,  d  it  hereby  is  affirmed  and  the  petition  be  and  it 

with  fireproof  windows  on  the  course  thereof  excepting  on  Y 

the  1st  2nd  and  9th  stories ;  a  sub-standard  fire  escape  on  > 

the  rear  of  the  building,  extending  from  the  top  story  to  the  _ 

2nd  story  with  a  connection  to  fire  escape  on  building  to  the 
rear  and  gooseneck  ladder  to  roof.  ROOFS  of  adjoining 

buildings  to  west  2  stories  lower  and  to  east  3  stones  h.gher ;  ^UlTIONER-Edward  I.  Shire,  for  Silk  Realty  Co., 

Whereas,  petitioner  requests,  in  view  of  the  small  area  owner.  .  , 

and  occupancy,  acceptance  of  the  existing  means  of  exit  SUBJECT— Variation  of  labor  law  as  cited  in  order  oi 

Resolved,  that  the  board  of  standards  and  appeals  does  fire  commissioner.  J 

hereby  make  a  variation  from  the  requirements  of  the  labor  PREMISES  AFFECTED— 692-694  Broadway,  Manhat- 

law  and  that  the  petition  be  and  it  hereby  is  granted  on  con-  tan. 

dition  that  the  existing  rear  fire  escape  shall  be  provided  APPEARANCES _ 

with  60  degree  connecting  stairs  with  egress  at  termination  Petitioner:  F.  R.  Eden. 

on  extension  by  stairs  to  premises  in  rear.  pQr  Administration:  Inspector  Maher  of  fire  de- 

‘  *  partment. 

150a-23-S.  .  ACTION  OF  BOARD — Petition  withdrawn. 

PETITIONER — Halidon  Realty  Company,  owner.  -  ^  -1 

SUBJECT— Application  for  reopening— variation  of  la-  (Continued  on  page  .) 
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RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918.  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S ;  Amended  May  9,  1924  • 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes.— All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  mav  be  provided  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis’^  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  he  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 


RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted.  J 

(b)  Interior  Stairways — All  interior  stairways  not  con- 

;°rTg  i°  trhec.req^,rT€nts  of  the  Law  or  rules  of 

e  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc, 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  mav  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  Painted  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

If'!  Horizontal  Bridges— Horizontal  bridges  and  partv 
wall  balconies  between  buildings  shall  be  removed  or  main- 
ainod  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

.  (e\  Ho  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


Distributing  DMsfof otfheO^  RecoS  Office  m  WoSh  DiSS“,-°f  J?*-  E,ec,r,ica'  C°de  are  a.  the 

street  Price.  $, ;  by  mail,  „X.  ^  ReC°fd  Worth' 


PUBLIC  HEARING 


Number  Contents 
of  combustible, 
stories  no  sprfnkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


PROPOSED  AMENDMENTS  TO  RULES  FOR  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 

(410-24-SR)  —  - 

NOTICE  IS  HEREBY  GIY  EN  that  a  public  hearing 
will  be  held  by  the  Board  of  Standards  and  Appeals  on 
Friday,  July  11,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Pudding,  on  proposed  amendments  of  Rules  2  and  3,  In¬ 
dustrial  Code,  and  the  adoption  of  the  amended  rules  as 
rules  of  the  Board  of  Standards  and  Appeals  affecting  the 
Enclosure  of  Factory  Stairways,  and  the  storage  of  combus¬ 
tible  material  about  factory  stairways. 

New  matter  printed  below  ;  1 1  old  matter  to  be  omitted 
ENCLOSURE  OF  FACTORY  STAIRWAYS 
■  (410-24-SR) 

Supplementary  to  Labor  Lazv.  §  79 -b ;  originally  adopted 
August  28,  1913,  and  effective  October  1,  1913;  amended 
November  IS,  1915;  revised  and  readopted  February  10, 

1916,  effective  March  1,  1916. 

[Ride  2. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  floor,  all  interior 
Marways.  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-rc- 
s,sting  material  extending  continuously  from  the  lowest 

po  nl  -.f  the  stairway  in  accordance  with  the  following 

ichedi.r: 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 
Enclos  ed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion.  ^ 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  flror. 


971 


PUBLIC  HEARING 


Where  the  stairway  extends  to  the  top  floor  of  the 
buiSS?  such  partitions  shall  extend  to  three  feet  above 
the  roof  except  in  buildings  with  roofs  of  non-combusti 
ble  material,  in  which  case  the  partitions  may  stop  at  the 

U"a11  ^ni^s'in  such  partitions  shall  be.  provided  with 
self-closing  doors  constructed  of.  fire-res, stmg  mater.al 
except  where  such  openings  are  in  the  exter.or  wall  of 

1,1  ThcU bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
terial  at  least  four  inches  thick  unless  the  partition  ex- 

tenstch0eicLCuIlaofb0s?aTways  shall  not  be  required  where 
there  is  an  interior  enclosed  fireproof  stairway,  or  where 
here  is  an  exterior  enclosed  fireproof  stairway. 

1  horizontal  exit,  as  defined  in  section  79-f,  subdivision 
9  of  the  Labor  Law,  will  be  accepted  as  a  compliance  wi 

this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 
ABOUT  FACTORY  STAIRWAYS 

Supplementary  to  Labor  Lain.  §79*  to  TP-f  ;  adopt'd 
August  28,  1913;  effective  October  1  1913. 

Rule  3.5n  all  factory  buildings  no  articles  or  wares 
of  a  combustible  nature  shall  be  kept  or  stored  inside 
the  limits  of  any  stairway  enclosure  or  unenclosed  stair 
way  or  on  the  landings,  platforms,  or  passageways  con¬ 
nected  therewith,  nor  shall  such  articles  or  wares  be  kept 
or  stored  under  any  stairway  unless  such  stairway  and 
anyS partitions  or  doors  thereunder  are  constructed  of  or 
covered  with  incombustible  material.] 

^'^“Heighf'of  '  Building” — For  the  purpose  of  classifica¬ 
tion  under  this  rule,  the  height  of  a  building  shall  mean  the 
number  of  stories,  and  shall  be  determined  as  follows. 
Where  the  ground  adjoining  the  building  is  of  unifor™ 
S  o!  does  not  vary  in  grade  more  than  one  story,  the 
height  shall  be  the  number  of  stouts  above  thfJ°wes* 
grade  of  the  ground  adjoining  the  building;  where  the 
ground  adjoining  the  building  varies  in  grade  to  the  ex 
tent  of  involving  more  than  one  story, }  ,e  avera*:e  . 
tween  the  number  of  stories  above  the  highest  grade  and 
the  number  of  stories  above  the  lowest  grade  on  two  o 
more  sides  of  the  building  shall  be  taken  as  the  heigh to 
the  building.  A  fraction  of  a  story  produced  in  com¬ 
puting  such  average  shall  be  counted  as  one  story. 

2  “Grade  Exit”  means  a  door  in  an  exterior  wall  of  a 
building  from  any  floor,  affording  direct  access  to  adjoining 
ground5  from  which  there  is  safe  and  unobstructed  access 
fo  a  street  or  road.  In  no  case  shall  the  vertical  distance 
from  door  sill  to  ground  exceed  five  feet,  and  in  case  the 
distance  to  the  ground  shall  exceed  three  feet,  an  ap¬ 
proved  means  of  access  to  the  ground  shall  be  provided 

3.  “Story”  means  that  part  of  any  building  comprised 

between  any  floor  or  roof  next  above 

4  “Ground  Floor”  or  “First  Floor’  means  the  floor  at 
or  nearest  the  ground  surrounding  the  building;  nnless  the 
ground  surrounding  the  building  is  irregular  in  grade, .  in 
which  case  the  term  shall  mean,  for  the  purposes  of  this 
rule  the  floor  which,  having  one  or  more  exits  to  grade, 
is  not  more  than  12  feet  above  the  ground  taken  at  the 
center  line  of  the  facade  where  the  grade  is  lowest. 

The  “Ground  Floor”  and  “First  Floor”  wherever  used 
in  these  rules  are  used  as  synonymous  terms. 

Rule  2-a. — Occupancy  Classification. 

The  following  classification  of  occupancy  with  respect 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard 

1.  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with  excessive 
smoke,  and  from  which  neither  poisonous  fumes  nor  tx- 
jilos:ons  are  to  be  apprehended  in  the  event  of  fire.  The  fol¬ 
lowing  list  includes  and  indicates  the  types  of  occupancy 
roming  within  this  class : 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma 
terials  which  are  liable  to  burn  with  moderate  rapiditj 
and  to  give  off  considerable  volume  of  smoke,  but  fron 
which  neither  poisonous  fumes  nor  explosions  are  to  b 
apprehended  in  the  event  of  fire.  The  following  list  in 
eludes  and  indicates  the  types  of  occupancy  coming  withii 
this  class: 


Bags  (cloth,  burlap  and 
paper) 

Bakeries 

Bamboo  and  rattan 
Baskets 

Belting  (including  canvas) 
Boots  and  shoes 
Buttons  (including  cloth 
covered) 

Cardboard  (including  box¬ 
es) 

Clothing,  woolen  (wearing 
apparel) 

Cordage 

Furs 

Gloves  (other  than  leather) 
Horn  and  combs  (not  cellu¬ 
loid) 

Leather  (with  enameling  or 
japanning) 


Linoleum  works 
Metals  (with  enameling  o 
japanning) 

Packing  houses 
Paper  mills 

Printing,  lithographing,  book 
binding 

Silk  t  i 

Sugar  refineries  (includin; 

beet  and  glucose  works) 
Tanneries  (with  japanning  o 
enameling) 

Textile  mills  (including  cot 
ton  cloth,  bagging,  burla; 
carpets,  rugs,  canvas) 
Tobacco,  cigars,  cigarette 
and  snuff 

Woodworking  (excluding  dip 
ping  or  varnishing) 


High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ms- 
terialss  which  are  liable  to  burn  with  extreme  rapidity  c 
from  which  poisonous  fumes  or  explosions  are  to,  be  af 
prehended  in  the  event  of  fire.  The  following  list  include 
and  indicates  the  types  of  occupancy  coming  within  th, 
class : 


Artificial  flowers 
Artificial  leather 
Celluloid 
Cereal  mills 

^Chemicals  of  all  kinds  (ex¬ 
cept  where  serious  flame, 
fume  or  explosion  hazards 
are  not  present) 

Cotton  batting 
Cotton  clothing  (women’s) 

Cotton  waste 
Dry  cleaning 
Explosives 

Feather  renovating  - . 

The  Board  shall  rule  upon  new  occupancies  as  tne 
arise  and  pass  upon  points  under  dispute. 

Where  there  are  occupancies  of  two  or  more  degrees  < 
hazard,  the  building  shall  be  classified  according  to  t 
higher  hazard,  unless  special  modification  is  made  by  ti 
Board  in  cases  where  the  higher  hazard  is  incidental  i 
well  segregated. 

Rule  2-b.  J 

Subdivision  1.  Enclosures  Required.-  Except  as  her 
in  provided,  in  all  factory  buildings  more  than  two  stori 


Feed,  flour  and  grist  mills 

Fireworks 

Imitation  leather 

4 

Matches 

Rag  sorting  (including  C0j 
ton)  j 

Shoddy  mills 

Starch  and  sugar  mills 
eluding  pulverizing) 

Straw  good? 

Varnish  . 

Woodworking  (with  dippir 
or  varnishing) 
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PUBLIC  HEARING 


and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1  1913,  m  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  be  enclosed  on  all 
s.des  by  partitions  of  fire-resisting  material  extending  con 


tinuously  from  any  floor  or  floors,  so  served  to  the  nearest 

kadr0direftlv  to^a  °H  ^  Stairwa>rs-  Such  enclosures  shall 
ieaa  directly  to  a  door  opening  outwardly  to  a  street 

to  a°street  or  aff°rdinS  “"“^truc.ed  passage 

JwSuWef  'hiS  rU'e  $ha"  b'  ™  -*h 


Stories 


Content*  of 
high  hazard 


Contents  of  moderate  hazard 


Contents  of  low  hazard 


No  sprinkler 


Sprinkle 


No  sprinkler 


Sprinkler 


Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor.  j 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Fire 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor.  | 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

The  stairway  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

1  Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house. 

.  Thcre  shaI1  be  not  less  than  seven  (7)  feet  head  room 
in  every  stairway. 

All  door  openings  in  such  enclosure  shall  be  protected 
with  fire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
‘outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
>enti  ating  sections  at  the  top  floor.  Exterior  windows 
■vithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
)e.  nreProof  windows.  Skylights,  unless  provided  with 
vired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ubstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 
erial  at  least  four  (4)  inches  thick,  unless  the  partition 
xtends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required.— Except  in 
'uildings  in  which  the  contents  arc  classified  as  of  high 
azard,  the  stairways  shall  not  be  required  to  be  enclosed 
mere  a  horizontal  exit,  as  defined  in  section  26  7  of  the 
a  .  Law,  is  provided  on  all  floors  and  the  stairwavs 
?rv-ng  as  required  exits  on  each  side  of  the  horizontal 
are  remote  from  the  horizontal  exit,  provided  that 

■  er  an  approved  fire  alarm  signal  system  conforming 
'rules  ot  the  board  is  installed  in  the  building  and  fire 
ills  substantially  conforming  to  rules  of  the  board  are 

•  ,  °,r  an  approved  sprinkler  system  conforming  to  rules 
the  board  is  installed. 

ule  2-^.— Required  Exits  and  Enclosures  of  Stairways 
m  Two-story  Factory  Buildings. 

;  flU'Ted  Exits.— In  every  two-story  factory 

■  ,n*  erected  prior  to  October  1,  1913.  in  which 


a?  ™  a-W*  rr  &  SB 
** r spx  Biz 

ZoZoJlr 

ter, or  screened  stairway,  „r  to  a  f(re  eseaje '  N  °  ’V*' 

s  ^  Z'l  ‘hsr  “ 

which  ^the'°contents 

means  of  exit  shall  be  enclosed  from  the  lowest  point  of 
such  stairway  to  the  ceiling  of  the  first  floor  by  pa^t  on 

wdth  T?S';  matenal>  unIess  the  building  is  provided 
,  th  a  sprinkler  system,  in  which  case  such  enclosure  of 

T7yS  hfha11  n0t,  be  requircd'  Such  enclosures  shall 

ead  directly  to  a  door  opening  outwardly  to  a  street  or 

street 0or  roadOPeAlToa  aff-°rdh\g  unol?structed  passage  to  a 
sticet  or  road.  All  openings  in  such  enclosure  shall  he 

provided  with  fire  doors  equipped  with  self-closing  de- 

.  A!1  reference  herein  to  “Enclosure  of  Stairways”  shall 
be  considered  as  applying  only  to  required  stairways. 

RUlS?ai^ta0yrsa.ge  °f  C°mbustible  Material  About  Factory 

In  all  factory  buildings  no  articles  or  wares  of  a  com 
bust.b  e  nature  shall  be  kept  or  stored  inside  the  limits  of' 
any  stairway  enclosure  or  unenclosed  stmrvL!  ”  , 

l»m,i„ss  plat  forms  or  passageways  C*S  Th/rcwi  h 
noi  shall  such  articles  or  wares  be  kem  ,  w  th 
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DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  July  3,  1924. 
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DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . . 

Denied  . . 

Granted  . . 

Granted  on  condition .  * 


_  ,  .  ,  j  47  Appliances  approved . 

Restored  to  calendar  .  Appliances  dismissed,  disapproved  or  withdrawn  . . 


Miscellaneous  Applications. 
Requests  to  reopen  . 


Rules  approved 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

.  105  Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

.  4  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

.  29  Requests  for  modification  granted . 

Requests  for  modification  denied  . 

Requests  to  rescind  .  3  Requests  to  rescind  granted  . 

.  13 


Requests  to  amend  . 

Requests  for  modification 


Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  .  20 

Requests  for  mechanical  installations  .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  3 


Requests  to  rescind  denied 
Requests  for  extension  of  time  granted.... 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . .  .  •  . . 

Requests  withdrawn  or  dismissed  . 


Total  .. 
Disposed  of 


.1742 

.1135 


Total 


Cases  pending  July  3.  1924. 
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THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beat¬ 
ty,  Boulton,  Holland,  Kerby,  Connell, 
Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Moore  and  McDermott...  9 

Negative  . . . .  *  *  •  *  0 

Absent:  Fire  Chief  Kenlon,  Superintendend- 
ents  Brady,  Reville  and  Kleinert .  4 

1484-23-SA. 

PETITIONER— Philip  J.  Smnott. 

SUBJECT — Approval  of  Universal  G.  P.  O.  Burner. 

APPEARANCES— None. 


SUBJECT— Approval  of  Watkins  Fire  Alarm  Box. 
APPEARANCES— 

For  Petitioner — Edward  Dere. 

ACTION  OF  BOARD— Petition  placed  on  reserve  i. 

endar  pending  test  and  report  of  fire  depl 
ment. 


702-24-SA. 

PETITIONER— Simplex  Fuel  Oil  Engineering  C* 
Pany’  InC'  •  -  •  Mechanical  > 


SUBJECT— Approval  of  Simplex 
Burner. 


ACTION  OF  BOARD  Laid  ovcr  to  July  15  1^4  sub-  APPEARA^CES-Non.^^.^ 


ject  to  report  of  committee  of  inspection. 


endar  pending  report  of  committee  of  inspectioi 


742-24-BZ. 

PETITIONER— Automatic  Fire  Alarm  Company. 


Adjourned  4:30  P.  M. 

William  J.  O’Gorman,  Secretai 
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communications  should  be  addressed  to  the  chairman 
of  the  board. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
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Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  July  8. 
1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
July  8,  1924,  P.  M. 

Reserve  Calendar. 

Rules  Adopted. 

✓ 

Notice  of  Public  Hearing. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  bearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

iaIenfaJ  consijts.  of  applications  under  the 

ester!  nfnnpr?  Resolutl°n,  and  its  object  is  to  give  inter- 

d  w?  yiun"SD°PPOrtUnity  t0  file  Ejections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  July  15,  1924, 

a  defi°nhe°Cday  Cach  ^  ''S  S£t  f°r  hearin*  on 

TuX-'M^  a.1  &&  Ca""dar  h  “ 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
flays  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica- 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to- seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh.  Chairman , 


CALENDAR 


DOCKET. 


Nezv  Cases  Filed  Week  Ending  July  10,  1924. 


Cal.  No. 

Department 

Premises  Affected 

909-24-BZ. . 

. B.B.M.  . 

.2550-2556  Amt’d'm  ave.  Man. 

N.  B.  364-1924. 

908-24-BZ. . 

. B.B.Bx.  . 

.E.  S.  Jerome  ave.,  100  No.  Clif¬ 
ford  PI. 

Bx.  Applic.  1999-1924. 

907-24- S A. . 

. F.D.  ... 

.Dempsey  Domestic  Burner  and 

Oil  Fuel  Oil  Pump.  App. 

906-24-A . . . 

. F.D.  ... 

.155  Christopher  st.,  Man. 

Alt.  873-1924. 

905-24- A. . . 

. F.D.  ... 

.135  E.  55th  st.,  Man. 

F-59765-59766-59767-59768 

904-24- A. . . 

. F.D.  ... 

.235-239  W.  23rd  st.,  Man. 

L.  €.  24567 

903-24A - 

_ F.D.  ... 

.  115-119  4th  ave.,  Man. 

L.  W.  57932. 

902-24- A. . . 

. F.D.  ... 

.234-256  Lott  st.,  B’klyn. 

F-51697. 

901-24-A. . . 

. F.D.  ... 

.  135  Broadway,  Man. 

F-56887. 

900-24- A.  .  . 

. F.D  ... 

.1338-1348  62nd  st.,  B’klyn. 

F-57461-57462. 

899-24-A . . . 

. F.D.  ... 

.101  W.  78th  st.,  Man. 

F-56959. 

898-24-S. . . 

. B.B.M.  , 

,.128-136  W.  31st  st.,  Man. 

N.  B.  179-1924. 

897-24-S .  . . 

. F.D.  ... 

,.441-445  Ocean  ave.,  Bk’lyn. 

N.  B.  1835-1923. 

896-24-BZ .  . 

. B.B.M.  , 

. .  25-29  E.  40th  st„  Man. 

N.  B.  337-1924. 

895-24-A. .  . 

. F.D.  .. 

..197-201  Grand  st.,  Man. 

F-60246. 

894-24- A.  . 

. F.D  .. 

..791-793  1st  ave.,  Alan. 

Decision. 

893-24-BZ .  , 

. B.B.B.  . 

..408-414  15th  st.,  B’klyn. 

Applic.  3191-1924. 

892-24-BZ.  . 

. B.B.B.  . 

. .  1356  St.  Marks  ave.,  B’klyn. 

Applic.  13185-1924. 

891-24-BZ . . 

. B.B.Bx. 

.  ,N.  S.  181st  st.,  from  Folin  st. 
to  Tiebout  ave.,  Bx. 

N.  B.  1907-1924. 

890-24- A. .. 

. F.D.  .. 

..460-462  W.  129th  st.,  Man. 

N.  B.  1027-1924. 

889-24-BZ.. 

. B.B.B.  . 

..105-111  Underhill  ave.,  B’klyn. 

Applic.  10981-1924. 

Restored  to  Calendar. 

308-24- A... 

. F.D.  .. 

..527-531  W.  34th  st.,  Man. 

L.  C.  22910. 

276-24-BZ. . 

. B.B.B.  . 

..1146-58  E.  N.  Y.  ave.,  B’klyn. 

N.  B.  938-1924. 

53-24-BZ. . 

. B.B.Q.  . 

..N.  W.  cor.  Roosevelt  ave.  and 
21st  st.,  Elmhurst,  Q. 

N.  B.  20606-1923. 

1373-23-BZ.. 

. F.D.  .. 

. .  160  W.  Fordham  Rd.,  Bx. 

C-20716. 


1298-23BZ . B.B.Bx.  ..3200  Villa  ave.,  Bx. 

-  N.  B.  2558-19) 

1066-23-BZ . B.B.B.  ...1455-1461  Gate  ave.,  B’klyn. 

-  N.  B.  14823-19. 

941-23-A . F.D . 539  Pearl  st.,  Man. 

-  F-485J 

853-23-BZ . B.B.B.  ...980-1004  Jamaica  ave.,  B’klyr 

-  N.  B.  6765-19;, 

615-23-A . F.D . 90r92  W.  Broadway,  Man. 

F-4531. 


CODE. 


F.D . Fire  Departm  t 

D.D . Health  Departm  t 

B.B.B . Bureau  of  Buildings,  Brook!  1 

BB.Bx . Bureau  of  Buildings,  Brcc 

B.B.M  . Bureau  of  Buildings,  Manhat  1 

B.B.Q  . Bureau  of  Buildings,  Queis 

B.B.R . Bureau  of  Buildings,  Richmd 

T.H . . Tenement  House  Departm  t 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  15,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1514-23-BZ. 

APPLICANT — Morris  Saskowitz,  owner. 

PREMISES — 75  First  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  extension  Si 
change  of  occupancy  of  the  2nd,  3rd  and  4th  stois 
from  storage  to  a  garage  for  the  storage  of  mis 
than  five  (5)  motor  vehicles. 

461-24-BZ. 

APPLICANT — John  C.  Hoffman,  for  Margaret  B.  He- 
man,  owner. 

PREMISES — 165  Pine  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  f 
a  garage  for  the  storage  of  two  (2)  please 
motor  vehicles,  two  spaces  rented  to  persons  t 
residing  on  the  premises. 

664-24-BZ. 

APPLICANT — William  A.  Giesen,  for  Conford  Reap 
Corporation,  owner. 

PREMISES — 2500  Grand  Concourse,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  ii 
extension  of  a  business  building. 


695-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Sadie  Wynne,  owr. 

PREMISES — 2534-2540  Amsterdam  avenue,  Manhattan 

TO  PERMIT  in  a  business  district  the  erection  and  ma- 
tenance  of  a  garage  for  the  storage  of  me 
than  five  (5)  motor  vehicles,  previously  heard  V 
the  board  under  Cal.  No.  1205-22-BZ. 


784-24-BZ. 

APPLICANT — James  Kearney,  for  Delco  Realty  Co.,  L> 
owner. 


PREMISES — 531-535  Fifth  avenue  and  1  East  44th  stn, 
Manhattan. 

TO  PERMIT  in  a  business  1%  times  height  district  - 
erection  of  the  street  walls  of  a  building  with* 
setbacks  to  exceed  the  limiting  height  requil 
by  the  building  zone  resolution. 


CALENDAR 


675-19-BZ. 

PPKUTQPQT^?Zoorlip  &,Szerlip’  for  Heepe,  owner. 
PREMISES  325-32 <  16th  street,  Brooklyn. 

TO  PERiMlT  in  a  residence  district  the  maintenance  of 
a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 


S01-24-BZ. 

APPLICANT— Arthur  Frothingham,  for  Anna  T.  Reynolds 
lessee. 

PREMISES— Audubon  lane,  west  side  of  Riverside  drive 
359  ft.  9  in.  south  of  West  158th  street  Manhat¬ 
tan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  re¬ 
arrangement  of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

358-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  David  L.  Phillips 
Estate,  owner. 

PREMISES— 4172  Broadway,  Manhattan. 

fO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


50-24-BZ. 

vPPLICANT — Charles  H.  Moores,  for  Peter  F.  Reilly 
owner.  ‘ 

’REMISES — 491-495  Bergen  street,  Brooklyn. 

0  PERMIT  in  a  busmess  “B”  area  district  the  erection 
ana  maintenance  of  a  business  building  without  pro¬ 
viding  a  yard  as  required  by  the  zone  resolution. 

33-24-BZ. 

PPLICANT— Philip.  J.  Sinnott,  for  John  A.  McCarthy 
owner. 

•  REMISES— E.  S.  Gerard  ave.,  150.30  ft.  No.  of  East 
146th  street  and  W.  S.  Walton  ave.  104  71  ft  No 
of  East  146th  street,  The  Bronx. 

0  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


64 7- 24- A  622-624  Broadway,  Manhattan. 

648- 24-A— 626  Broadway,  Manhattan. 

721-24-A— 449  Jackson  avenue,  L.  I.  City,  Queens. 


£.one  Resolution. 

„f  ,  I  M?  Is  HEREBY  GIVEN  by  ,he  board  of  appeals 

zone  resolution^T^  tHe  Prov,sions  of  the  building 

zone  resolution,  Tuesday  morning.  July  15  1904 

?ng  °mattersf°0m  ^  Municipal  Biding,  on  the  ’follow 


CAL.  NO.  646-24-BZ— Application,  May  9,  1924,  under  the 
building  zone  resolutoin,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  Dor- 
mond  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  m  a  business  “B”  area  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  reso¬ 
lution ;  premises  177-183  East  123rd 
street,  Manhattan. 

cal.  no.  406-24-BZ— Application,  March  19,  1924,  under 
iir6  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
George  T.  Adee,  agent  for  Estate  of 
George  T.  Adee,  and  Sylvanus  Purdy, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  2631- 
2641  East  Tremont  avenue,  The  Bronx. 

CAL.  NO.  61 1-24-BZ— Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  George 
Ehret,  owner,  to  permit  in  a  business 
district  the  alteration,  extension  and 
conversion  of  a  storage  warehouse  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  462 
West  167th  street.  Manhattan. 


5-23-BZ. 

PPLICANT— Thomas  W.  Lamb,  for  B.  F.  Keith  New 
York  Theatres  Co.,  crwuer. 

Vmro’ 09  Eas*  FordIlam  road,  The  Bronx. 

J  PERMIT. in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a  build¬ 
ing  for  theatre  purposes. 


BOARD  OF  APPEALS. 

Tuesday,  July  15,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

3-24-A— 241-249  Centre  street,  Manhattan. 

3-24- A — 547  Willoughby  avenue,  Brooklyn. 

3- 24-A— 328  East  150th  street,  The  Bronx. 

4- 24-A— 320  Freeman  street,  Brooklyn. 

8-24-A— Northeast  corner  of  Clarendon  road  and  East 
37th  street,  Brooklyn. 

3-24-A — 517  83rd  street,  Brooklyn. 

3-24-A— 206-14  14th  street,  L.  I.  City,  Queens. 

>-24-A— 7-9  East  20th  street,  Manhattan. 

*-24- A — 480  East  17th  street,  Brooklyn. 

1-24-A — 1512-1514  Atlantic  avenue,  Brooklyn. 

>-24-A — 305-325  Ocean  avenue,  Brooklyn. 


cal.  no.  541-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J 
Nurick,  architect,  on  behalf  of  Abra¬ 
ham  L.  Jaffe,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  33-41  Park  avenue,  Brooklyn. 

CAL.  NO.  558-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shau f,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  21-23  Lenox  road, 
Brooklyn. 

CAL.  NO.  607-24-BZ— Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Anna 
Krudener,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2377  Tiebout 
avenue,  The  Bronx. 
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cal.  no.  1267-23-BZ — Application,  November  7,  1923,  under 
the  building  zone  resolution,  of  Emma 
Gerung,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  279  East 
203rd  street,  The  Bronx. 

CAL.  NO.  350-24-BZ — Application,  March  6..  1924,  under  the 
building’  zone  resolution,  of  Eugene 
Cummings,  applicant,  on  behalf  of  Wal- 
laston  Realty  Company,  owner,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  confectionery  and  soda  wa¬ 
ter  business;  premises  1064  Ocean  park¬ 
way,  Brooklyn. 

cal.  no.  136-24-BZ— Application.  January  29.  1924  under 
the  building  zone  resolution,  of  lonn 
T.  Dunnigan.  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  U)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal  NO  497-24-BZ — Aoplication.  April  8.  1924  under  the 
building  zone  resolution,  of  I  ohm  I. 
Dunnigan.  applicant,  on  behalf  of 
Rver  Building  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles:  premises  912  Second  ave¬ 
nue,  Long  Island  City.  Queens. 


CAL. 


no  477-24-BZ — Application,  April  3. _  1924.  under  the 
building  zone  resolution,  of  Tohn  I. 
Dunnigan.  applicant,  on  behalf  of  F. 
Paul  A.  Vaccarelli.  owner.,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles:  premises  2116  Quarry  road.  The 
Bronx. 


CAL. 


N0.  363-24-BZ— Application.  March  10.  1924.  under  the 
building  zone  resolution  of  Tohn  Lie 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co..  Tnc...  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles:  premises  2256-2272  Jerome 
avenue.  The  Bronx. 


cal.  no.  1456-23-BZ — Application.  December  10.  1923  under 
the  building  zone  resolution,  of  Sam¬ 
uel  Rosenblum,  architect,  on  behalf  of 
Isaac  Lehman,  owner,  to  permit  in  a 
residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles:  premises  189 
Sumpter  street,  Brooklyn. 

CAL.  no.  498-24-BZ — Application,  April  8,  1924.  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 


Ageloff,  owner,  to  permit  in  a  bus 
ness  district  extending  from  an  unr 
stricted  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  < 
more  than  five  (5)  motor  vehicle 
premises  590-602  Gates  avenue,  Broo 
lyn. 

cal.  no.  1212-22-BZ — Application,  April  29,  1924,  under  t 
building  zone  resolution,  of  James 
Whiskeman,  architect,  on  behalf 
Willis  F.  Harding,  owner,  for  a  r 
hearing  of  an  application,  previously  d, 
nied,  to  permit  in  a  business  distr 
the  erection  of  a  garage  for  more  th 
five  (5)  motor  vehicles;  premk 
northeast  corner  of  Webster  aven 
and  Depot  square,  South,  The  Bror 
William  E.  Walsh,  Chairman 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  15,  1924,  at  2  p.  in. 

Petitions  for  Variations. 

746-24-S — 1162  Broadway,  Manhattan. 

749-24-S — 156  East  23rd  street,  Manhattan. 

757-24-S — 36-42  West  47th  street,  Manhattan. 

598-24-S— 168  21st  street,  Brooklyn. 

604-24-S — 215-217  West  40th  street,  Manhattan. 

632-24-S — 423  Broome  street,  Manhattan. 

642-24-S— 1-17  Gerry  street,  310-318  Wallabout  street  al 
449-459  Marcy  avenue,  Brooklyn. 

690-24-S — 31-39  West  34th  street  and  46-60  West  3M 
street,  Manhattan. 

765-24-S — 375  Seventh  avenue,  Manhattan. 

609-24-S — Southeast  corner  Skillman  avenue  and  Honeys  I 
street,  L.  I.  City,  Queens. 

Appliances  Submitted  for  Approval. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm  B<| 
approval  of. 

735-24-SA — Petro  Mechanical  Burner  and  Air  Regist, 
approval  of. 

1484-23-SA— Universal  G.  P.  O.  Burner,  approval  of 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  22,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

714-24-BZ. 

APPLICANT— Wiliam  Schein,  for  Kate  Kalter,  owner. 

PREMISES— 1101-1112  East  27th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the . erect i 
and  maintenance  of  a  dwelling  without  setting  b:< 
fully  ten  (10)  feet  from  the  street  line  as  requi 1 
by  the  building  zone  resolution. 

782-24-BZ.  ,  „  Q  a 

APPLICANT— William  R.  Rust,  for  Griffin  White  b- 
Company,  owner. 

PREMISES— 754-756  Fifth  avenue,  Brooklyn.  I 

TO  PERMIT  in  a  business  district  the  erection  and  m;- 
tenance  of  a  building  to  be  used  for  factory  P 
poses. 
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809-24-BZ. 

'APPLICANT— Cass  Gilbert,  for  New  York  Life  Insur¬ 
ance  Company,  owner. 

PREMISES— iNorth  side  of  East  26th  street,  south  side 
oi  East  2, i  th  street  from  Fourth  avenue  to  Madison 
avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  oi  the  street  walls  of  a  building  to  a  height 
exceeding  the  limit  required  under  the  building 
zone  resolution.  B 


53-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Queensboro  Invest- 
mg  Eo.,  owr>er. 

PREMISES— (Northwest  corner  of  Roosevelt  avenue  and 

TO  PFRaJtt  '  ’  F™hurst\  Queens. 

,rIT  m  f  business  district  the  erection  and  main- 

gara?e  ,for  tIle  stora^  of  more  than 
nve  (5)  motor  vehicles. 


314-24-BZ. 

AP  P  LI  CAN  I — William 
Corp.,  owner. 

rnEmm312'318  East  26th  street’  Manhattan. 

TO  PERM II  in  a  portion  of  a  street  between  two  inter¬ 
secting  streets  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles,  in  which  portion  there  exists  a  medi¬ 
cal  college  and  hospital  maintained  as  a  charitable 
institution. 

35-24-BZ. 

.FPLiCAFTT  Edward  p.  Doyle,  for  William  Glichman, 

Si'Mrr’'655'1^  St  Marks  avenue,  Brooklyn. 

U  FERMI  T  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1-24-BZ. 

PPLI CANT— Lester  P.  Deeves,  for  Dewett  Realty  Co 
owner.  J  ’ 

^PFRMT^60'4!2  WeSt  129th  street>  Manhattan. 

J  -rCKMl  I  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles.  v 


276-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
~  _  Lorp.,  owner.  6 

Doyle,  for  Mooney  Realty  PREMISES-J146-H58  East  New  York  avenue,  Brooklyn 

U  PERMIT  m  a  business  district  the  erection  and  main- 

fiWM  °1  *«.  garat^  ,f0r  the  St0rage  of  more  than 
nve  (o)  motor  vehicles. 


i-23-BZ. 

^PLICANT— (Charles  D.  Cords,  for  Mary  V.  Buehl' 
owner.  ’ 

Jamaica  avenue,  Brooklyn. 

v  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


•-  - 


6-23-BZ. 

PU(VANJ^Sharles  D-  Cords>  for  American  Railway 
i  rathe  Co.,  owner. 

pitdF^455-1461  Gates  avenue,  Brooklyn. 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

i-23-BZ. 

PLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

^pJdu^3200  Villa  avenue>  The  Bronx. 

PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

-23-BZ. 

>U CANT— James  P.  Whiskeman,  for  H.  Nelson  Mc- 
Lernon,  owner. 

-MISES-160  Fordham  road,  The  Bronx. 

PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 


BOARD  OF  APPEALS. 

Tuesday,  July  22,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

-A— East  side  Broadway,  from  West  116th  street 
to  West  120th  street,  Manhattan 
"A  74  West  124th  street,  Manhattan. 

■A— 225-283  Chestnut  street,  Brooklyn 
-A-l-3  Ann  street  (l  Park  row),  Manhattan. 

■A  1038-1050  Ocean  avenue,  Brooklyn. 

■A— 278-290  Locust  avenue,  The  Bronx. 

-A— 4-12  Dwight  street,  Brooklyn. 

-A— 160  John  street,  Brooklyn. 

■A  2069  80th  street,  Brooklyn. 

-A— 147-153  Waver ly  place,  Manhattan. 

-A— 52  Herkimer  place,  Brooklyn. 

-A— 91-93  Lorimer  street,  Brooklyn. 

-A— 86  Lawrence  street,  Flushing,  Queens. 

■A— 1237-1239  Broadway  and  504-506  Sixth  avenue 
Manhattan. 

•A— 444  West  26th  street,  Manhattan. 

A  151-159  West  108th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  22,  1924  at  10 

matters  :‘n  ^  Mun!cipa'  on  the  following 


652- 24 

653- 24 
658-24- 
662-24 
667-24- 
674-24- 

677- 24- 
680-24 
692-24 
713-24 
716-24 
627-24- 
661-24- 

678- 24- 

516-24- 

769-24- 


the 


CAL.  NO.  621-24-BZ — (Application,  May  5,  1924,  under  me 
building  zone  resolution,  of  Sloan  and 
Robertson,  architects,  on  behalf  of 
Dexter  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  234-240  East 
54th  street,  Manhattan. 

cal.  no.  696-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Saul 
Rendelstein,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  123-139  Louisa  street,  north¬ 
east  corner  of  36th  street,  Brooklyn. 
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storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  south  side  233rd  street, 
30  ft.  east  of  Carpenter  avenue,  The 
Bronx. 


cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied,  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue, 
Brooklyn. 

cal.  no.  416-24-BZ — Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  McLain 
Realty  Co.,  applicant  and  owner,  to 
permit  in  a  “C”  area  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by 
Section  16  of  the  zone  resolution; 
premises  west  side  of  Linden  avenue, 
147  ft.  north  of  Broadway  (No.  boule¬ 
vard),  Flushing,  Queens. 

cal.  no.  445-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  portion 
of  street  between  two  intersecting 
streets,  in  which  portion  there  exists  an 
entrance  and  exit  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  769-781 
Chauncey  street,  Brooklyn. 

cal.  no.  559-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Achilles 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  237-243  East  55th  stret,  Man¬ 
hattan. 

CAL.  NO.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 

cal.  NO.  613-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Wiegand,  architect,  on  behalf  of 
Schnaier  Realty  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  207-211  West 
76th  street,  Manhattan. 

cal.  no.  570-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Arthur  B. 
Rampe,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 


CAL.  no.  701-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  Ottc 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestrictec 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premise; 
south  side  of  Washington  avenue,  nort. 
side  of  Bassford  avenue,  from  Eas 
185th  street  to  East  186th  street  ar.e 
Third  avenue,  The  Bronx. 

CAL.  no.  656-24-BZ— Application,  May  12,  1924,  under  th« 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Otti 
J.  Schwartzler,  owner,  to  permit  in  ; 
business  district  the  alteration  and  ex 
tension  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  1728-1750  Morris  avenue,  Th 
Bronx. 

CAL.  no.  426-24-BZ — 'Application,  March  24,  1924,  unde 
the  building  zone  resolution,  of  Phili 
J.  Sinnott,  applicant,  on  behalf  of  2 
D.  Berry  and  Fred  W.  Gordon,  owner; 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fo 
the  storage  of  more  than  five  (5)  me 
tor  vehicles ;  premises  1030-1044  Fu. 
ton  street,  Brooklyn. 

cal.  no.  770-24-BZ — Application,  June  5,  1924,  under  th 
building  zone  resolution,  of  Samuel  Rc 
senblum,  architect,  on  behalf  of  Samui 
Aptakin,  owner,  to  permit  in  a  res 
dence  district  the  alteration  and  ex 
tension  of  a  building  used  partly  fc 
business  purposes ;  premises  1000  Ea 
172nd  street,  southeast  corner  of  Lon* 
fellow  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  July  22,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

717-24-A — 166  Vernon  avenue,  L.  I.  City,  Queens. 

730- 24-A — 512  Schenck  avenue,  Brooklyn. 

•i 

731- 24-A — 9  Webster  avenue,  L.  I.  .  City,  Queens. 
741-24-A— 645  We'st  55th  street,  Manhafttan. 

686-24- A — Northeast  corner  of  Borden  avenue  and  Wj 
Dam  street,  Long  Island  City,  Queens. 

703-24- A — 141  Broadway,  Manhattan. 

718_A— 340-342  East  38th  street,  Manhattan. 

720-24-A— 8633  127th  street,  Richmond  Hill,  Queens. 
723-24-A — 423  Broome  street,  Manhattan. 

752- 24-A — 25-27  Third  avenue,  Manhattan. 

7 53- 24- A — 92  South  street,  Manhattan. 

771-24-A— 625  West  55th  street,  Manhattan. 

773- 24-A — 58-62  Third  avenue  and  497  Pacific  stre' 

Brooklyn. 

774- 24-A — 63  Orchard  street,  Manhattan. 
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786-24- A— North  side  of  152nd  street,  120  ft.  east  of  Mel¬ 
rose  avenue,  The  Bronx. 

404 -24- A  205-207  South  Oxford  street,  Brooklyn. 
455-24-A — 120  Broadway,  Manhattan. 

933-23-A  54  Main  street,  Flushing,  Queens. 

926-23- A— 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A— 60-62  West  116th  street,  Manhattan. 

867-23-A— 2715  Webster  avenue,  The  Bronx. 

217-24-A— 77-79  East  130th  street  and  74-78  East  131st 
street,  Manhattan. 

694-24- A  South  side  of  178th  street,  from  Webster  ave¬ 
nue  to  Valentine  avenue,  The  Bronx. 


Under  the  Building  Zone  Resolution. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
jf  a  public  hearing  under  the  provisions  of  the  building 
ione  resolution,  Tuesday  afternoon,  July  22,  1924,  at  2 
,  clock,  m  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters : 


AL-  NO-  282-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  ’ Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 


Under  the  Building  Zone  Resolution. 

of^JJbiY  hS  ^EREB.Y  GIVEN  by  the  board  of  appeals 
Pubhc  hearing  under  the  provisions  of  the  building 
zone  resolution,  I  uesday  morning,  July  29,  1924,  at  10 

o  clock  m  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


C  L‘  Na  >>61-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  George 
Alexander,  Jr.,  applicant,  on  behalf  of 
Mary  V.  McGreevy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  occu- 
pied  as  a  shop  for  sheet  metal  cor¬ 
nice  works;  premises  448  Montgomery 
street,  Brooklyn. 

cal.  no.  655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunmgan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  a  theatre  building;  premises 
3837  White  Plains  avenue,  The  Bronx. 

cal.  no.  725-24-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  Tagra 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
piemises  321-343  West  54th  street,  Man¬ 
hattan. 


u..  no.  244-24-BZ — Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

V  illiam  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  July  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

19-24-A— 345-347  Grand  street,  Manhattan. 

09-24-A— 28  Buckingham  road,  Brooklyn. 

97-24- A  -Southeast  corner  of  Stillwell  avenue  and  Pel¬ 
ham  parkway,  The  Bronx. 

27-24- A  1357  Dahill  road,  Brooklyn. 

0-24-A — 52-62  Ellery  street,  Brooklyn. 

17-23-A— Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

'0-23-A — 2814  Avenue  N,  Brooklyn. 

'8-24-A— 1600  Broadway,  Manhattan. 

•6-24-A— 14  Fairway  Close,  Forest  Hills,  L.  I.  Queens. 

9-24-A— 558  West  173rd  street,  Manhattan. 

5-23-A — 90-92  West  Broadway,  Manhattan. 

11-23-A— 65-67  Duane  street  and  539  Pearl  street,  Man¬ 
hattan. 

15-24-A  533-537  East-  16th  street,  Manhattan. 


cal.  no.  6o7-24-BZ  Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Austin 
E.  Pressinger,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3184-3190  Webster  avenue, 
The  Bronx. 

cal.  no.  683-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  McKenzie, 
Voorhees  and  Gmelin,  architects,  on 
behalf  of  Western  Electric  Co.,  Inc., 
owner,  to  permit  in  an  unrestricted  two- 
times  height  district,  the  erection  of 
the  street  wall  of  a  building  without 
setting  back  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution; 
premises  744-754  Washington  street  and 
51-55  Bethune  street,  Manhattan. 

cal.  no.  235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
lem  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

CAL.  NO.  685-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Wm.  H. 
Gompert,  architect,  Eugene  ICienlei 
owner,  Kienly  &  Co.,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
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for  manufacturing  lithographic  ink; 
premises  33-47  Nassau  avenue,  Brook¬ 
lyn. 

cal.  no.  235-24-BZ— Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Euell 
and  Euell,  architects,  on  behalf  of 
Empec  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  169th 
street  and  Inwood  avenue,  The  Bronx. 

caj..  no.  138-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Ike 
Frankel,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  in  part  for 
business  purposes;  premises  6314-6324 
Bay  parkway,  northwest  corner  of  64th 
street,  Brooklyn. 

cal.  no.  761-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  a  cen¬ 
tral  telephone  exchange  building; 
premises  northwest  corner  of  Broad¬ 
way  and  Vietor  place,  Elmhurst, 
Queens. 

CAL.  no.  778-24-BZ — Application,  June  7,  1924,  under  the 
building  zone  resolution,  of  Joseph 
Upton,  applicant,  on  behalf  of  Tuohy 
and  Upton,  Inc.,  owner,  to  permit  in  a 
business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northeast  corner  of 
35th  avenue  (State  street)  and  Farring¬ 
ton  street,  Flushing,  Queens. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

391-24-S — 2-12  Sheriff  street  and  504-510  Grand  street, 
Manhattan. 

433-24-S — 21  East  57th  street,  Manhattan. 

620-24-S— 345-347  Grand  street,  Manhattan. 

706-24-S — 398  Madison  street,  Manhattan. 

789- 24-S— 189-195  Hudson  street,  Manhattan. 

794-24-S— 380-384  Canal  street,  Manhattan. 

796-24-S — 391  Washington  street,  Manhattan. 

806-24-S— 233  Duffield  street,  Brooklyn. 

813-24-S — 34  West  22nd  street,  Manhattan. 

815-24-S — 125  Fulton  street  and  44  Ann  street,  Manhat¬ 
tan. 

819-24-S — 185  Sixth  avenue,  Manhattan. 

766-24-S — 28-30  West  57th  street  and  29  West  56th  street, 
Manhattan. 

790- 24-S — 124  West  21st  street,  Manhattan. 

805-24- S — 554-566  Eighth  avenue  and  270-276  West  38th 
street,  Manhattan. 

828-24- S — 39  West  25th  street,  Manhattan. 


Appliances  Submitted  for  Approval. 

1538-23-SA— Lillibridge  Oil  Vapor  Burner,  No.  C-8  ar 
No.  C-9,  approval  of. 

826-24- S— Heymsfield  Low  Pressure  Burner,  approval  o 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Facto 
Buildings,  etc. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

705-24- A — 398  Madison  street,  Manhattan. 

712-24-A— 430  Seventh  avenue,  L.  I.  City,  Queens. 
734-24-A— 65-67  West  Houston  street,  Manhattan, 
736-24- A— 5-11  Broadway  and  5-11  Greenwich  street,  Ma 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 


739-24-A — 26  Broadway,  Manhattan. 

818-24-A— 152-154  Withers  street,  Brooklyn. 

820-24-A — East  side  Exterior  street,  955.67  ft.  north  Croi 
well  avenue,  The  Bronx. 

126S-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A— 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution.  § 
NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appe, 
of  a  public  hearing  under  the  provisions  of  the  buildi 
zone  resolution,  Tuesday  morning,  September  9,  1924,  at 
o’clock  in  Room  919,  Municipal  Building,  on  the  followi 
matters : 

cal.  no.  378-24-BZ— Application,  March  11,  1924,  under  tt 
building  zone  resolution,  of  John 
Dunnigan,  applicant,  on  behalf  of  Ho 
Realty  Co.,  Inc.,  owner,  to  permit  iri 
business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  : 
more  than  five  (5)  motor  vehicle 
premises  1101-1109  Union  avenue,  T: 
Bronx. 


cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  t: 

building  zone  resolution,  of  William  1 
Doyle,  applicant,  on  behalf  of  Rob- 
hood  Realty  Corp.,  owner,  to  peri: 
in  a  business  district  the  erection  al 
maintenance  of  a  garage  for  the  sttjjj 
age  of  more  than  five  (5)  motor  ■ 
hides ;  premises  229-235  East  8a 
street,  Manhattan. 

cal.  no.  361-24-BZ — Application,  March  10,  1924,  under  : 

building  zone  resolution,  of  Morgan  . 
O’Brien,  architect,  on  behalf  of  Hei' 
Grupe,  owner,  to  permit  in  a  busins 
district  the  erection  and  maintenaJ 
of  a  garage  for  the  storage  of  ©5 
than  five  (5)  motor  vehicles;  premB 
471-473  Southern  boulevard,  T. 


Bronx. 

CAL.  NO.  525-24-BZ— Application,  April  11,  1924,  under  ¬ 
building  zone  resolution,  of  Emil  C 
terman,  applicant,  on  behalf  of  Jos<> 
Schmidt  and  Edward  J.  Kissel,  ov¬ 
ers,  to  permit  in  a  business  distit 
the  erection  and  maintenance  of  a  • 
rage  for  the  storage  of  more  than  i: 
(5)  mo|tor  vehicles;  premises  28 
Newtown  avenue,  Astoria,  Queens.  ^ 

cal.  no.  534-24-BZ — Application,  April  14, ,  1924,  under  j 
building  zone  resolution,  of  Edw; 
M.  Adelsohn,  architect,  on  behalf 
Anna  V.  Wing,  owner,  to  permit ' 
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CAL. 


CAL. 


a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve- 

BrookirP„remiSCS  4S4'4S°  S,erling  P,ac=’ 

NO.  5G5-24-BZ— -Application,  April  22.  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunmgan,  applicant,  on  behalf  of  J 
M.  blavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
°  m.ore  than  five  (5)  motor  vehicles’ 
premises  341-343  St.  Nicholas  avenue! 
Kidgewood,  Queens. 

NO.  691-24-BZ-— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
-Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes  * 

Queens^  9023  218th  plaM’  Hollis> 

William  E.  Walsh,  Chairman. 


16-24 

1490-23- 

1499-23 

328- 24 

329- 24 

640- 24- 

641- 24- 

743-24 

772-24 

781-24- 

829-24- 

839-24- 

851-24- 


board  of  appeals. 

Tuesday ,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

A  1342  Park  avenue,  Manhattan. 

■A— 406  Second  avenue,  Manhattan. 

-A— 522  West  159th  street,  Manhattan. 

-A— 153  East  76th  street,  Manhattan. 

-A— 1900  Crotona  parkway,  The  Bronx. 

Ac-359  WMe^avenue  and  779  East  142nd  street, 

A— 780  St^Mafys  street  (East  143rd  street),  The 

~A  221  77th  street,  Brooklyn. 

-A  Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

-A— 714-716  Atlantic  avenue,  Brooklyn. 

-A  1600  Broadway,  Manhattan. 

A— 319-321  Grand  street,  Manhattan. 

A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 


MINUTES 

BOARD  OF  APPEALS 


TUESDAY  MORNING  JULY  8  1924  PREMISES  AFFECTED— 7-9  Second  avenue,  19-21  East 

WS^  Con,  Con-  APFEArInCES  291’293 

n  norland,  Kerby  and  Fire  Ch  ef  KVnb™ 


n«n  Holland,  Kerby  and  Fire  Chfef  Sn 

aC,T,Ud^0JnXre^'aninr;tS°^^  b°"d  °f 

proved  as  printed  in  the  Bulletin  No.' 28,' Vol  ’lx'™  aP' 

,™LS  FR0M  administrative  orders. 

APPELLANT— Barney  Scher,  owner 

'remise?' Effected  -Itl  e„  *re  comraissioner' 
VPPEARANCES-NLe  6  ^  S'reel'  Br0°kly'1' 

ACTION  OF  BOARD  Chairman  read  request  for  ad¬ 
journment;  laid  over  to  July  29,  1924 

94-24-A.  ~  ' 

j.ppELLANT  James  A.  Delehanty,  for  Daniel  Meenan, 
iOTjEbuM„Pgr'  fTOm  deCiSi°n  °f  suP«''«™dent  of 

;REMWeSbsterF^vf„IeE?_vT,h  side  ,78th  •*"*  *™» 

ppearances-  ntme  avenue’  The  Bronx- 

For  Appellant :  James  A.  Delehanty. 
i,or  Opposition :  Edward  J.  Walsh 

CTIO^-^  EXaminer  DUg8a"  °f 
!  BOARD — Laid  over  to  July  22  1994  at  2 

P-  m„  on  request  of  appellant’s  Representative 

‘3-24-A. 


,PELf?r'NXwJlv“LGr<if.?r-Ve.a"d  Jo!l"  .¥■  Montfort, 


For  Appellant:  John  M.  Montfort. 

Por  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

B0ARD~APPeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Holland  and  Kerby .  < 

Negative  .  .  « 

Absent:  Mr.  Connell  and  Fire  ’  Chief  *  Kenlon  2 
THE  RESOLUTION: 

(553-24-A) 

N^HVEitS'  /viuScGregory  and  J°hn  M.  Montfort,  for 
New  York  City  Society  of  The  Methodist  Episcopal 

bwdofTJl  fird’  April  19’  1924-  an  appeal,  with  the 
re  ■  appeals,  from  an  order  of  the  fire  commissioner, 

and  7~9pSeC°nd  av:enUC’  19-21  East  lst  street 

and  29i-293  Bowery,  Borough  of  Manhattan;  and 

Ma^nr^:  ££-. o!  ,he  fire  commissione,% dated 

“Referring  to  your  application  for  a  permit  to  keep 
and  use  liquified  chlorine  at  9  Second  Avenue,  you 
are  hereby  informed  that  your  application  has  been 
disapproved  because  building  is  occupied  as  dwelling 

fu  uSt  a-  p  ace  of  Pub,ic  assembly,  and  also  because 
the  chlorine  is  not  stored  and  used  as  prescribed  by 
Section  214-A  Chapter  10,  Code  of  Ordinances. 

( You  are  therefore  hereby  ordered  to: 

L  Discontinue  the  storage  and  use  of  liquified 
chlorine  on  these  premises.” ; 


and 


IBJEcfer  ^kchCowncrOCie,y 

ppeal  front  order  0f  fire  commissioner.  C^UFIED 

I 
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torium,  500  people;  2nd  story,' Sunday  school,  200  people; 

chlorine  (20  lbs.)  is 
the  water  going  to  the  •— g  pool 
and  is  fed  into  the  water  supply  line  to  the  pool,  a 
proposes  to  enclose  the  chlorinator,  which  ts  ^pt  ”  * 
machinery  room,  in  a  metal  enclosure  rented  to  the  outer 

^Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified  and  the  appeal  be  and  it  hereby 
is  qranted  on  condition  that  the  capacity  of  •  «  ' 

cylinder  shall  be  restricted  to  20  lbs.  and  shall  be  main¬ 
tained  immersed  in  water  in  a  metal  cash,  confined  tea 
room  enclosed  with  brick  partitions,  equipped  with a  inetel 
air-tight  door;  that  the  enclosure  shall  be  Yentllat<?cl 
the  outer  air  bv  a  galvanized  iron  duct,  unpierced  m  its 
ourse  and  carded  above  the  roof;  that  the  metal  cask 
shall  be  equipped  with  a  water  jet  controlled  by  a  valve 
located  in  adjoining  room,,  outside  the  tank  enclosur  . 

APPELLANT— James  P.  Whiskeman,  for  Arthur  W. 

Tams,  owner.  .  . 

•SUB TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 318-320  West  46th  street,  Man¬ 
hattan. 

AppEARANCES-nt;  James  p  Wh5skeman  and  Sargent 

For  ^Administration :  Inspector  Maher  of  fire  de¬ 
partment.  _ 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  ^^ffirmative.  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  ^ 

Absent?  Mr.  Connell  and  Fire  Chief  Kenion  2 

THE  RESOLUTION: 

(576-24-A) 

Whereas,  James  P.  Whiskeman,  for  Arthur  W  Tams 
owner,  filed,  April  24,  1924,  an  appeal,  with  the  boarj!  of 
appeals  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  318-320  West  46th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 

February  20.  1924,  reads : 

■“1  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings'  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said 'openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  rear  of  ^ding 
other  approved  protection,  as  per  Sec.  375,  Article 
18,  Chapter  5  of  the  Code  of  Ordinances.  ; 

^Whereas,  the  building  is  fireproof,  six  storeis  in  height, 

44  ft.  by  100  ft.  5  in.  in  area  at  ^^^^"cenar 
44  ft  bv  90  ft.  5  in.  in  area  above.  OCCUi  ittu.  Lenar, 
packing  3  persons;  1st  story,  office,  18  persons ;  meaza- 
nine,  office,  8  persons;  2nd  story,  showroom  and  ^tory, 
24  persons;  3rd  story,  showroom  and  factory,  20  Perso  s  ’ 
4th  story,  showroom  and  office,  21  persons ,  5th  _  story, 
showroom  and  office,  13  persons;  6th  story,  projection 

room,  35  persons;  and  ,  „ 

Whereas,  there  is  one  window  on  each  story  above  the 
1st  story  within  30  ft.  of  openings  in  the  buildings  to  rear , 

Whereas,  appellant  contends  the  exposure  is  23  ft.  9 
in.  away  from  the  rear  of  building  in  question. . 

Resolved ,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  existing  openings  embraced 
in  this  order  shall  be  equipped  with  metal  frame  and 
sash,  glazed  with  wire  glass. 


608-24- A.  _  _ 

APPELLANT— Gehnrich  Indirect  Heat  Oven  Co.,  Inc., 
owner. 

SUBJECT— -Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Southeast  corner  of  Skillman 
avenue  and  Honeywell  street,  L.  I.  City,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  __ 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Holland  and  Kerby  .  5 

Negative  . . . ; .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion  2 

THE  RESOLUTION: 

(608-24-A) 

Whereas,  Gehnrich  Indirect  Heat  Oven  Co.,  owner,  filed, 
May  1,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  south¬ 
east  corner  of  Skillman  avenue  and  Honeywell  street,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  55519- 
F,  dated  April  16,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 
and  ...  ,  ,  . 

Whereas,  the  building  is  fireproof,  two  sotries  (26  ft.) 
in  height,  irregular  in  area,  217  ft.  by  56  ft.  and  144  ft. 
(20,000  sq.  ft.)  in  area;  OCCUPIED  for  the  manufacture 
of  die  castings  and  sheet  metal  machinery,  75  persons; 
and 

Whereas,  appellant  contends  there  is  nothing  combustible 
in  the  building  excepting  the  office  furniture. . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  present  occupancy,  use  and 
arrangement  remain  unchanged. 


610-24-A. 

APPELLANT — 'Cornell  Utilities  Co.,  for  George  W.  Eg¬ 
bert,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 355  East  16th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  William  Porter. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Negative  .  0 

Absent :  Fire  Chief  Kenion  .  1 

THE  RESOLUTION: 

(610-24-A) 

Whereas,  William  Porter,  for  George  W.  Egbert,  owner, 
filed,  May  1,  1924,  an  appeal,  with  the  board  of  appeals 
from  a  decision  and  order  of  the  fire  commissioner,  affect¬ 
ing  premises  355  East  16th  street,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  March  21,  1924,  reads : 

“2.  File  a  drawing  showing  details  of  constructioi 
of  tank  and  with  the  following  note:  _ 

“(a)  Tank  must  be  tested  in  presence  of  Fire  De 
partment  Representative  and^  afterwards  coated  witl 
suitable  rust  resisting  material. 
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5.  Piping  must  be  tested  in  presence  of  a  Fire  De¬ 
partment  representative. 

“6.  Separate  line  must  be  used  for  overflow,  over¬ 
flow  cannot  be  used  as  vent  pipe. 

“7.  Burner  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 

and  the  order  of  the  fire  commissioner,  dated  April  12 
1924,  reads:  ’ 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location  ”• 

and  '  ’ 

Whereas,  the  building  is  frame,  two  stories  in  height 
26  ft.  by  45  ft.  in  area;  OCCUPIED  as  a  one-family  dwell- 
ing,  it  is  proposed  to  install  a  fuel  oil  burning  equipment 
conforming  to  the  requirements  of  the  board  of  standards 
and  appeals,  except  that  the  burner  is  not  an  approved  type 
the  Nokol  burner  being  used;  the  tank  is  500  gallon  tank’ 
encased  in  concrete. 

Resolved,  that  the  decision  and  order  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  modified,  and  the  appeal  be 
and  it  hereby  is  granted,  as  to  Item  2,  on  condition  that 
a  certificate  of  factory  test  on  the  tank  shall  be  filed* 
as  to  Item  5  on  condition  that  standard  wrought-iron  pipe 
shall  be  used  throughout;  as- to  Item  7,  on  condition  that 
the  installation  otherwise  shall  comply  with  the  fuel  oil 
rules  of  the  board  of  standards  and  appeals;  and  that 

denied^  3S  ^  rdateS  t0  ItCm  6  bC  and  h  hereby  is 


689-24-A. 

APPELLANT— Samuel  Rosenblum,  for  Otto  Gruhn,  owner. 
:  SUBJECT  Appeal  from  decision  of  fire  commissioner, 
i  .  PREMISES  AFFECTED1 — Northwest  corner  of  Wyckoff 
avenue  and  Cornelia  street,  Queens 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum  and  Otto  Gruhn 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

rONJDTTTn^Mg  B*^ARD  T^Tpe.al  panted  on  condition. 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ..  ’  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  .  1 

THE  RESOLUTION :  . 

(689-24-A) 

\\hereas,  Samuel  Rosenblum,  for  Otto  Gruhn,  owner, 
hied,  May  16,  1924,  an  appeal,  with  the  board  of  appeals, 
irom  a  decision  of  the  fire  commissioner,  affecting  prem- 
ises  northwest  corner  of  Wyckoff  avenue  and  Cornelia 
street,  Ridgewood,  Borough  of  Queens;  and 

hi-.reas,  the  decision  of  the  fire  commissioner,-  ren¬ 
dered  May  9,  1924,  reads : 

“1;  Building  being  over  10,000  square  feet  in  area 
a  4  in.  standpipe  system  is  required,  regardless  of  height 
or  number  of  street  fronts.”- 

and 

Whereas  the  building  is  non-fireproof,  one  story  (15 
R.)  in  height  100  ft.  by  110  ft.  (about  10,600  sq.  ft.) 
a^area;  OCCLPIED  as  a  garage,  10  persons  in  building; 

W  1 1 1. re  as,  appellant  contends  the  building  faces  on  two 
streets  and  is  only  one  story  in  height. 

the  decision  of  the  fire  commissioner  be 
ana  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 

lid c°nditi°n  that  the  garage  shall  be  equipped 
a  ~/2-inch  water  line  pipe,  etc.,  connected  to  street 
mam  in  accordance  with  terms  of  the  resolution  adopted 
ythe  board  of  standards  and  appeals  under  179-20-S, 

apphcation°  UtI°n  b3S  Since  been  rescinded  as  to  general 


693-24-A. 

APPELLANT— Cornell  Utilities  Co.,  for  Henry  Schul- 
thies,  owner. 

PRE  \f  'l  S  kTAa  e-rh r-r°i!T  of  fire  commissioner. 

EMISES  Abb ECTED—  Northwest  corner  Broadway 

APPEARANCEi-!treet’  F1UShing’  QueenS- 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CONIMTTaM<?  BOARD— Appeal  granted  on  condition. 
THE FVOTE^-~AS  specified  111  res°lution. 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell,  Holland  and  Kerby  ..  ’  6 
Negative  . J  ” 

Absent :  Fire  Chief  Kenlon  . .  i 

THE  RESOLUTION :  . 

.  .  (693-24-A) 

m  T1™3’  YVilliam  Porter,  for  Henry  Schulties  owner 
filed,  May  17,  1924  an  appeal,  with  the  board  of  appeals,’ 
rom  an  order  of  the  fire  commissioner,  affecting  premises 

ough  „?Vr„esr;  and  dWay  32"d  F,UShing'  Bor' 

reals-  °£  COn,missioner'  dated 

“With  reference  to  your  application  for  a  permit  to 

Sn°refweT  01  at-tbe  above  location,  I  regret  to  inform 
you  that  I  am  without  power  to  grant  such  a  permit  for 
the  reason  that  the  storage  of  Fuel  Oil  at  the  above 
location  is  not  in  accordance  with  the  rules  adopted  by 
the  Board  of  Standards  and  Appeals  on  Nov  6  1919 
as  ^amended  January  18,  1924.  ’  ’ 

.  “?°  fuel  oil  system  shall  be  operated  or  oil  placed 
m  the  system  until  after  a  permit  has  been  issued  by 
the  Fire  Commissioner.  Plans  for  each  fuel  oil  sys¬ 
tem  shall  be  submitted  to  the  Fire  Commissioner,  to- 
gether  with  a  Certificate  from  the  Superintendent  of 
uildings  indicating  that  the  proposed  construction  of 
the  enclosure  and  the  location  of  the  tanks  is  in  ac¬ 
cordance  with  the  requirements  of  the  building  code  and 
these  rules. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
trom  the  storage  tank  and  discontinue  the  further  stor- 

age  and  use  of  fuel  oil  at  the  above  location  ”  - 
and  '  ’ 

Whereas  the  building  is  frame,  2J^  stories  in  height, 

40  ft  by  32  ft.  m  area ;  OCCUPIED  as  a  one-family  dwell- 
mg,  it  is  proposed  to  install  a  fuel  oil  burning  equipment 
conforming  to  the  requirements  of  the  rules  of  the  board 
of  standards  and  appeals,  except  that  the  burner  is  not  an 
approved  type,  Nokol  burner  being  used. 

Resolved ',  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  far  as  it  affects  the  burner  and  tank,  on  con¬ 
dition  that  a  certificate  of  factory  test  of  tank  be  filed 
and  that  the  installation  comply  with  the  fuel  oil  rules  in 
all  other  respects. 


651-24-A. 

APPELLANT — Jaros  Kraus,  owner. 

5,B[BJBCT  Appeal  from  decision  of  fire  commissioner. 

I  REMISES  AFFECTED — 35-50  26th  street,  Flushing 
Queens. 

APPEARANCES— 

For  Appellant:  A.  C.  Cronin. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

A<n\T  TrPvr'c  B^ARD— 7APpe‘d  granted  on  condition. 

CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 
Kenlon  .  - 
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Negative  .  u 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION : 

(651-24-A) 

Whereas,  Jaros  Kraus,  owner,  filed,  May  10,  1924,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
fire  commissioner,  affecting  premises  35-50  26th  street, 
Flushing,  Borough  of  Queens ;  and  _  . 

W^hereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  Miay  7,  1924,  in  acting  on  Alteration  Application  No. 

606-24,  reads:  .  .  .  ,  ,  ,  .  , 

“2.  Top  of  tank  should  be  buried  below  the  level 

of  any  piping  to  which  it  is  connected.  ■ 

“3.  Pumps  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.  NOTE.:  An  auto¬ 
matic  by-pass  shall  be  installed  between  each  pump 
and  the  first  discharge  shut-off  valve.  The  automatic 
by-pass  shall  discharge  into  the  suction  line  near  the 
pump,  or  into  the  storage  tank.  Show  a  detail  of 
method  used.  Show  also  location  of  gate  valve  in  dis¬ 
charge  and  in  suction  line  near  pump. 

“4.  Burner  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals. 

“5.  Show  overflow  tank  one  size  larger  than  sup¬ 


ply  pipe.”; 

and  .  .... 

Whereas,  the  building  is  frame,  three  stories  in  height,  28 
ft.  by  36  ft.  in  area;  OCCUPIED  as  a  dwelling;  it  is  pro¬ 
posed  to  install  an  oil  burning  equipment  conforming  to  the 
requirements  of  the  board  of  standards  and  appeals,  except 
that  the  pump  and  burner  have  not  been  approved,  the 
burner  used  being  the  Marvel  Fuel  Oil  Burner;  and 

Whereas,  appellant  contends  that  he  will  comply  with 
Items  2  and  5. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  temporary  use  for  90  days,  at  the  owner  s 
risk,  on  condition  that  the  installation  comply  with  the  fuel 
oil  rules  in  all  other  respects. 


704-24- A.  ,  „  . 

APPELLANT— F.  P.  Keniston,  for  West  Park  Presby¬ 
terian  Church,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 314  East  35th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kerby  .  1 

THE  RESOLUTION: 


basement  in  height,  40  ft.  by  80  ft.  in  area;  OCCUPIED  j 
for  the  manufacture  and  storage  of  reed  furniture,  38 
persons  in  the  building;  and  _  *  t 

Whereas,  appellant  contends  that  the  only  hazard  is  the 
painting  process  (spraying)  on  the  top  story  and  proposes 
to  isolate  this  portion  of  the  premises  by  means  of  fire  re¬ 
tarding  partitions  and  floors  and  to  enclose  the  stairway 
in  fire  resisting  materials. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  paint  shall  be  stored  and  main¬ 
tained  in  a  room  separated  from  remainder  of  floor  area  by 
partitions  of  fire  resisting  material  with  self-closing  fire¬ 
proof  doors  at  opening;  and  granted  so  long  as  conditions 
otherwise  as  to  occupancy  and  use  remain  substantially 
unchanged. 

321-24- A. 

APPELLANT — A.  Heilbronn,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 5214-5224  Fifth  avenue,  Brook¬ 
lyn. 

For  Appellant:  Miles  Purpin,  William  E.  Whitney. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  ,  I 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland  and  Kerby  ....  6 

Absent:  Mr.  Kerby  .  1 

THE  RESOLUTION: 

(321-24-A) 

Whereas,  A.  Heilbronn,  owner,  filed,  Februiry  29,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  5214-5224  Fifth  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  54093- 
F,  dated  February  11,  1924,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  two  sources 
of  water  supply  *  * 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  100  ft.  by  100  ft.  in  area.  OCCUPIED  as  fol¬ 
lows:  Basement,  clothing  and  shoes,  15  to  16  employees; 
1st  floor,  men’s  and  women’s  furnishings  and  phonographs 
and  records,  25  employees;  2nd  floor,  housefurnishings,  cot¬ 
ton  goods  and  blankets,  10  employees ;  3rd  floor,  carpets  and 
rugs,  6  employees ;  and 

Whereas,  appellant  contends  the  merchandise  carried  is 
not  of  a  hazardous  nature;  that  the  building  is  low  in  height 
and  faces  on  two  streets. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ZONE  CASES. 


(704-24-A) 

Whereas,  F.  P.  Keniston,  for  West  Park  Presbyterian 
Church,  owner,  filed,  May  19,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  314  East  35th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
29,  1924,  in  acting  on  Order  No.  58501-F,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals  May 
24,  1917,  as  amended  May  2,  1918,  and  January  21, 
1919,  effective  February  17,  1919.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 


244-24-BZ. 

APPLICANT — S.  Millman  &  Son,  for  M.  Angert  and  E. 

Edinger,  owners.  m 

SUBJECT — Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1761-1765  Bushwick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  James  Kearney  and  John  Caldwell 
Meyers. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  22,  1924,  at  2 
p.  m. ;  to  check  consents  filed  at  meeting  on  July 
8,  1924. 
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646-24-BZ.  - 

AppLI(^NT— Louis  A.  Sheinart,  for  Dormond  Realty  resofution ;  * premise? '' IImTiiTV11!  Kmit  ^  by  the  zone 
Co.,  Inc.,  owner.  Qn+.  ’  f  c  11  nu»-lll5  Park  avenue  and  in?  im 

SUBJECT-Application  (re:  decision  of  superintendent  of  WHrnJ  a“n„h^ha“?n : 1  a"d 

the  erect/.  *°  1>e.rmi‘.in  a  business  “B”  area  district  by  the  boarf  of  appeals"'"?  hfr'"1?  °n  tW-  a«,Iicali°” 
the  erection  and  maintenance  of  a  garage  for  the  1924,  after  due  nrtf  °  k’  at  !*,S.  regular  meeting,  July  8 

storage.of  more  than  five  (5)  mo, of  vehicles  also  the  Board  of  Standards  aid  A^!''0"  "K  of 

the  omission  of  a  rear  yard  as  required  hy  the  W„raE„  ,hl  J  Appeals;  and 

zone  resolution.  3  •  vvhereas,  the  use  district  maos  acrnmnmvinn-  t. 

PREMISE5LAFFECTED  Eas«  ,23rd  street,  Man-  ~fS^e 

APPEA&„t:  Louie  A.  Sheinart. 

°r  0PPos>tion :  F.  C.  Wells,  Maurice  Smiley,  Ed-  “3.  Building  exceeds  th*  t,  •  uf  .  . 

ward  F.  Britz,  Isaac  Blumenthal,  Leo  Segal  by  Sec  9  BmlcW  7  the  height  regulations  imposed 

Julius  Kuschner,  August  Cornish,  GeSge  and  ’  BUlldmg  Zone  Resolution.”; 

Wencke.  &  u/nn>r,o 

ACTION  OF  BOARD— -iLaid  over  to  July  15,  1924,  at  struction,  15  ston™1^  fireproof  con- 

10  a.  m.,  for  full  vote  of  board.  of  loo  ft  8V->  in  and  a  in/  ln  height,  with  a  frontage 

THE  WTE  TO  GRANT  ON  CONDITION-  ■'?  Proposed  to  exiend  a  comer  V'3  ^  h 

Affirmative:  Chairman  Walsh,  Messrs.  Boulton,  ‘be  easterly  end  of  the  East  90, h  street  front  /  2?  ft'  al 

Holland  and  Kerby  . .  ,  height  at  the  remainder  c+  street  front  to  the  same 

Negative:  Messrs.  Beatty  and  Conneli  .  o  Whereas,  the  bnorj  formed*^,  wal1  >'  and 

Absent:  Fire  Chief  Kenton  .  —  ".i:""  *  ship.in  ^ 

- - . —  cornice  line  in  that  tbe  r  maintaining  a  uniform 

a9™?t’BZ*  that  permitted  bv  the  hnifd;  °  proP°sed  wa.h  is  less  than 

AppLICANT  'Charles  B.  Meyers,  for  Samuel  Marer,  Resolved,  that  the  board  of  Appeals  Ajes11?0”^ 
orrrrarro  owner.  ’  variation  in  the  aoolicatinn  d°es  bereby  make  a 

SUBJE^uiidh,PP\1Catti0n  (re;  d-dsion  of  suPeri'ntendent  of  tioi?s  the  building  20ne  resolution  “and  ^r" 

buildings)  to  permit  in  a  residence  district  the  catl°n  be  and  it  hereby  is  qranted  nv  r  IrY  tb<L  app  b' 

!  ~monrde  **  ^  i XSTf  /TT  £ 

PREMfSES  AFFECTED-.'  The  ^  ^ ^  “^g  o^ 

AppEARANCES —  respects  •  that^H  ! ?  bmlding  zone  resolution  in  all 

For  Applicant :  Charles  B.  Meyers  of  the  ’work  shall  bemobta?npdSSar-H1-f°r -the  prosecution 

For  Opposition:  John  M.  Regan  the  work  of  construction  nr  within  nine  months  and 

ACTION  OF  BOARD-Application  withdrawn.  gence  to  common  Pr°SeCUted  Wlth  a11  Possible  dili- 

THE  VOTE  TO  WITHDRAW— 

.Affirmative :  Chairman  Walsh,  Messrs.  Beatty  58-24-B Z 

1  cSfcfkSto”":  H°"and'  KCrby  a"d  Fir'  .  APPLICANT-Agnes  Brose,  owner 

. 0  SUBJECT— Application  (re:  decision  of  superintendent  of 

Absent  .  0  ">  p;rmi.‘  Partly  in  a  business  and  par, lv 

,06-24  B7  -  nf  ,  l  nCf;  d,stn«  ‘he  erection  and  maintenance 

APPLICANT  William  F.  Doyle,  for  m,  Park  Avenue  «**J?3£l£  '  °f  m°re  <5> 

‘iUBJECT^- Application  (re:  decision  of  superintendent  of  ™EMI^ 2°'h  “'** 
buildings)  ,0  pernut  i„  a  residence  V/2  times  height  APPEARANCES-  U 

F°rBriCant:  WS£  J'  Sd™"«  a"d  Agn- 
avenue and  IM  action0of0board:  r,e-  f 

PPEASNEcgs“'h  °"  COndi,i0n' 

For  Applicant :  William  F.  Doyle  and  M.  London.  ?K  ,■  n. 

For  Opposition;  Herman  Asher,  Max  Rettig  E  Affirmative:  Chairman  Walsh,  Messrs.  Beatty" 

r'TT^xr  rx^C^eyer  and  Wm-  M-  Baumgarten.  '  _  _  B?ulton,  Holland  and  Kerby .  5 

OVnTTTnLB°AARD-dPpIication  ^ranted  on  condition.  Negative:  Mr.  Connell  and  Fire  Chief  Kenlon  . .’  2 

HE  VOTE—  THE  RESOLUTION :  .  0 

-Affirmative :  Chairman  Walsh  Messrs  RmHv  u ,,  _  (58-24-BZ) 

Boulton,  Connell,  Holland,’  Kerby  and  Fire  applicalio^’u^er  ?h°SK  ^  6Ied’  January  15-  1924>  a" 

_  Chief  Kenlon  . .  y  7  applca^lon.  under  the  building  zone  resolution,  to  permit 

Negative  . "i:::;;:; .  0  trie t  thT  a  br 1655  f stn<:t  and  par«y  in  a  re^deni  d™ 

Absent  .  .  1  ct  the  erection  and  maintenance  of  a  garage  for  the 

THE  RESOLUTION  :  .  0  ^orage  °/ o^0ure  than  five  motor  vehicles  ;  premises  northwest 

v  (606-24-BZ)  a°7er  °f  2°tH  StreCt  a°d  Jackson  avenue,  Elmhurst,  Queens  • 

Whereas,  William  F.  Doyle,  for  mi  park  Aven„P  Tnr  ur 

'nezonfiIed'  Y?  1  1924’  3n  appIication-  u"der  the  build-  by  ffiTboald3  ol^aon  .hfarmf  ^as  held  on  this  application 
.zone  resolution,  to  permit  in  a  iy2  times  height  dis  10J  a  f  p.peal!»  at  lts  regular  meeting,  July  8 

“  ,he  erec,i0n  0f  the  SlrKt  wal1  of  a  building,  without  the  Board  of  s'taXds 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  20th  street  is  a  residence 
district  and  Jackson  avenue  is  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildl"|s- 
rendered  November  23,  1923,  in  acting  on  Plan  No.  19038- 

’  “i.  Garage  for  more  than  5  cars  in  business  dis¬ 

trict  prohibited  by  the  Zone  Law.  ; 

^Whereas,  the  proposed  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft 
and  a  depth  of  144  ft.;  to  be  occupied  as  a  garage  for 

more  than  five  motor  vehicles;  and  «  « 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regv i  a- 
tions  of  the  building  zone  resolution,  and  that  the  appl 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  restricted  to  a  one-story  structure  above  grade ; 
,that  the  rear  and  gable  walls  be  unpierced  throughout  their 
'  entire  height  and  length ;  that  any  vehicular  exit  or  en- 
■  trance  on  20th  street  shall  be  confined  within  a  point  100 
ft.  distant  from  Jackson  avenue;  that  there  shall  be  no 
other  door  opening  on  20th  street _  other  than  an  emer¬ 
gency  exit  not  exceeding  3  ft.  8  in.  in  width ;  that  t 
exterior  face  of  the  northerly  gable  wall  and  the  westerly 
gable  shall  be  finished  in  light  colored  brick ;  that  the 
front  elevations  shall  be  finished  in  face  brick  with  arch  - 
tectural  terra  cotta  or  stone  trimmings ;  that  there  shall 
be  no  advertising  signs  or  display  on  the  20th  street  ele¬ 
vation  of  structure,  and  that  any  gasoline  storage  equip¬ 
ment  shall  be  located  at  the  Jackson  avenue  front  wall 
that  all  permits  necessary  for  the  prosecution  of  the  work 
shall  be  obtained  within  nine  months  and  the  building 
completed  within  eighteen  months  from  the  date  of  this 

action. 


Whereas,  the  order  of  the  fire  commissioner,  dated 
December  1,  1923,  in  acting  on  Order  No.  84041-LC,  reads: 

“Discontinue  the  maintenance  of  a  garage  in  which 
is  kept  motor  vehicles  that  are  not  the  property  of 
persons  residing  in  a  dwelling  on  the  same  lot  on 
these  premises.” ; 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  22  ft. 
6  in.  and  a  depth  of  20  ft.;  occupied  as  a  garage  for  two 
motor  vehicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
capacity  of  the  garage  be  limited  to  two  automobiles  of 
the  pleasure  car  type,  space  for  one  of  which  may  be 
rented  to  persons  not  residing  on  the  premises ,  that  the 
interior  of  the  garage  shall  be  fire  retarded  in  accordance 
with  the  rules  of  the  board  of  standards  and  appeals; 
and  that  there  shall  be  no  gasoline  storage  equipment  main¬ 
tained  on  the  premises. 


517-24-BZ. 

APPLICANT— 'William  Katz,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  pleasure  motor 
vehicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises. 

PREMISES  AFFECTED— 1709  Centre  street,  Queens. 

APPEARANCES— 

For  Applicant:  William  Katz. 
iFor  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  . 

Absent  . 

THE  RESOLUTION : 

(517-24-BZ) 

Whereas,  William  Katz,  owner,  filed,  April  11,  1924, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage  tor 
the  storage  of  two  pleasure  motor  vehicles;  two  spaces 
rented  to  persons  not  residing  on  the  premises ;  premises 
1709  Centre  street,  Borough  of  Queens;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  8 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Centre  street  is  a  residence 
district,  Cypress  avenue  and  Seneca  avenue  are  business 
districts ;  and 


488-24-BZ.  ,  _  „  _  . 

APPLICANT— William  John  Cherry,  for  Library  Realty 

Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  portion  of  a  street,  in 
which  portion  there  exists  an  exit  and  entrance 
to  a  public  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles.  f 

PREMISES  AFFECTED— 290-300  Gold  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  William  John  Cherry. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,-  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

Absent  .  c 

THE  RESOLUTION : 

(488-24-BZ)  |  ; 

Whereas,  William  John  Cherry,  for  Library  Realt> 

Corp.,  owner,  filed,  April  5,  1924,  an  application,  under  the 

building  zone  resolution,  to  permit,  upon  the  same  street 
upon  which  there  is  an  entrance  to  a  public  school,  a  ga¬ 
rage  for  eight  (8)  motor  vehicles;  premises  290-300  GolC, 

street,  Brooklyn;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  appeals,  at  its  regular  meeting,  July  8 
1924,  after  due  notice  by  publication  in-  the  Bulletin  o< 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Gold  street,  Flatbush  ave 
nue  and  Tillary  street  are  unrestricted  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  24,  1924,  in  acting  on  App.  No.  5785-21 

reads  *  % 

“Proposed  one  story  private  garage  for  eight  moto 
vehicles  on  the  same  street  upon  which  there  is  ai 
entrance  to  a  public  school  is  ^contrary  to  Art.  V 
Sec.  20  of  the  Zone  Resolution.”; 

3  Whereas,  the  proposed  building  is  to  be  of  fireproo 
construction,  one  story  in  height,  with  a  frontage  oi 
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eisht  automobiles?'^  pro’pe‘r°tybof0“, “‘owner  of  Theorem-  for  more  ,fl>thfof  190  ft-i  <°  be  occupied  as  Tgarage 

nei'lr611  *  “  ,h'  “"d“«  °f  “•  busi-  W^aLs^e^arTtomSI'S  to  th  . 

Whereas,  the  board  deemed  that  there  would  be  hard-  ™e"et  t*  made  i”  ,he  "“Khborhood,  an 

Slip  in  preventing  applicant  from  making  proposed  use  of  , garage,  purposes  should  not  be  permitted 

his  property  ,n  that  the  district  is  unrestricted,  and  it  would  ings  be  ^  >  ^  °f  the  suPerintenden  of  build 

be  possible  to  erect  two  garages  of  five  cars  each.  'nd  it  h  i  he/eby  is  a^ncd,  and  the  application  he 

Resolved,  that  the  board  of  appeals  does  hereby  make  a  hereby  1S  denied‘  application  be 

variation  in  the  application  of  the  use  district  regula-  „  - 

:  tions  of  the  building  zone  resolution,  and  that  the  appli  6]2-24-BZ. 

cation  be  and  it  hereby  is  granted  on  condition  that  the  APPLICANT— William  Sharv  tnr  at  +-  ^  r. 

structure  be  restricted  to  a  one-story  building  in  height  SUBTECT  Anni;  ’  or  ^artin  C.  Dyer,  owner, 

not  exceeding  20  ft.  by  70  ft.  in  floor  area, Constructed  buMhn  T “  (r*:  of  superintendent  of 

fireproof ;  that  the  rear  and  gable  walls  shall  be  unpierced  ing  from  C  perm?.m  a  business  district  extend- 

throughout  their  entire  height  and  length;  that  the?  front  maintenance \f°!'estncted  d>strict  the  erection  and 

elevation  shall  be  finished  in  face  brick  with  architectural  than  five  a  Sarage  for  the  storage  of  more 

terra  cotta  or  stone  trimmings;  that  there  shall  be  no  gaso-  PREMISS  4 Vehicles‘ 

hTrnn^C  eqwpmef  maintained  on  the  premises ;  that  ^  BronC  C  ED~469  East  187th  street  The 

mited  to  and  °CTTYr °i  this  gara^e  sha11  be  APPEARANCES 

I  mited  to  the  business  of  the  Library  Association  and  T7  ? 

that  I10  m?tc£  <rars  other  than  the  property  of  the  owner  of  T7°r  Appbc.a.nt :  William  Shary. 

premises  shall  be  stored  or  operated  therefrom  and  limited  or  Opposition :  Orson  A.  Raynor,  Myrtle  Ander- 

to  a  use  accessory  to  and  in  conjunction  with  the  business  son- 

of  the  Library  Association ;  that  all  permits  necessary  ACTI°N  OF  BOARD^Application  dismiss  a 
fpr  the  prosecution  of  the  work  shall  be  obtained  within  THE  VOTE  TO  DISMISS  C  ' 

eighteen  months  from  fh^of  this  action.  Active:  ^  ^ 

616-24-BZ.  Negative  t0n’  C°nneI1’  HolIand  and  Kerby  6 

SUMFrrNI“riliam  R  D°yle’  f0r  SolliS  Cohen’  owner-  m  S :  ^  ™ef '  Kenlon  ’  ! ! ! ! ! .  ? 

SUBJECT  Application  (re:  decision  of  superintendent  of  THE  SOLUTION:  .  1 

buildings)  to  permit  in  a  residence  district  extending  (612-24-BZ) 

from  an  unrestricted  district  the  erection  and  main-  H.??EAS'  W,II]am  Shary,  for  Martin  C  nVPr 

fiv"anp)°moatof  vilely  °f  «“»  -soiutfom  to 

SE^CT“  68,h  street-  Brooklyn.  .festoragA?  g-age'Tor 

For  Applicant:  William  F.  Doyle  187th  stre<:t.  The  Bronx:  and  “C  premises 

For  Opposition :  James  A.  Hopewell,  William  S.  by  th?  w’Af ' *lic  1,,earin«.  was  held  on  this  application 
Hopkins,  Malene  Butcher,  Jas.  Shields,  Abe  1924  after  due  atj!s  resu,ar  meeting.  July  8, h 

■  actiom  Jgf Css- srs  Fierr°' Fred-  ^ cszv-  ,he 

THE  VOTE  deni'd-  7-  .-iion'  s^T^S'”?,  * 

H^S,  MdesfrfyBea«y  2  4  ^  ^  ^  ‘  ^  ^ 

the  FW  Ke"'°" : 0  ttS 

1HE  RESOLUTION:  F 

fileTHMEAo  ^,Ham  E61D°2>4leBZfor  Sollis  Cohen,  owner  exteldtg  inTo^buf^ 

SiS  1  and  *"*—  «»  building  JfreSC',u'lSi0nCC;r.lrary 

tWsr f t Z?;t bhe!LtV>,htoa bfe oft 

BoaVof r Standard'6  ^  ^'^"t^^the^ulTeHn^Mhe  ofThe^roperty^'^^  f''Uled  t0  eStabh’sh  the  true  ownership 

Whereas,  the^se  “strict^pV  accompanying  the  build-  RcSoh’cd- ,hat  th»  application  be  and  it  hereby  is  dismissed. 

ng  zone  resolution  show  that  Bay  Ridge'  avenue  is  an  - 

^nre^  noted  district  and  68th  street  is  a  residence  district;  49(5'23-BZ. 

™SeHr^vth8  ™  of,the  suPfintend'n‘  °f  buildings,  ''PI  ''‘comja^y"^.  U""nigan’  for  Realty 

“Denied— Propos'ition^contrary^to ^the ^cme^Rescdu ‘  SUBJECbu^„PP'C^'°n  (re:  dKisi»"  -perintenden,  of 
a  a  ”;ssprinciP!iiy 

and  'X,endmE  at  the  reae  !"<o  an  unrestricted  district.";  thanVve  motofyehicte386  ^  'he  S‘0rage  °f  more 

Whereas,  the  proposed  building  is  to  be  of  firenrnnf  PREMISES  AFFECTED— South  side  of  Roosevelt  ave 
-onstruction,  one  story  in  height,  with  a  frontage  of  120  Queens°m  ****  t0  22°d  Street’  trough  of 
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minutes 


APPEARANCES—  .  ,  T  .  T 

For  Applicant:  Walter  A.  Dunmgan  and  John  J. 

Dunnigan.  „  T  T  XT 

For  Opposition:  George  A.  Gillen  and  Henry  N. 

Babencie. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Molland  and  Kerby .  6 

Negative  . 1 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(496-23-BZ) 

Whereas,  John  J.  Dunnigan,  for  Menkors^  Realty  Com¬ 
pany,  owner,  filed,  April  23,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  idstrict  the 
alteration  and  extension  in  height  of  an  additional  story  o 
an  existing  garage  for  the  storage  of  more  than  five  motor 
vehicles;  premises  south  side  of  Roosevelt  avenue  from  21st 
street  to  22nd  street,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  8th 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  is  a  business 
district  21st  and  22nd  streets  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  19,  1923,  Alt.  App.  No.  855-23,  reads : 

“The  extension  of  a  public  garage  for  more  than  five 
cars  within  a  business  district  would  be  contrary  to 
Art.  2,  Sec.  4  of  the  zoning  resolution.” ; 

a  Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction  one  story  in  height,  with  a  frontage  of  238  feet  5/2 
inches  and  a  depth  of  100  feet;  occupied  as  a  garage  for 
more  than  5  motor  vehicles,  permission  to  erect  the  building 
having  been  granted  by  the  board  under  Cal.  No.  1072-21- 
132  *  cind 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consent  of  the  owners  of  87  per  cent,  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  no  additional  vehicu¬ 
lar  entrance  shall  be  incorporated  on  the  21st  or  on  the  22nd 
street  fronts  of  the  building;  that  any  run-way  ramp  in¬ 
stalled,  shall  be  restricted  to  the  Roosevelt  avenue  front  of 
the  building;  that  the  street  elevations  shall  be  finished  m 
the  same  material  and  shall  be  of  the  same  color  and  texture 
as  the  existing  building;  and  that  the  structure  shall  not 
exceed  two  stories  in  height,  and  that  no  advertising  signs 
or  display  shall  be  permitted  on  the  21st  or  22nd  street 
front,  that  the  rear  wall  of  the  structure  shall  be  unpierced 
throughout  its  height  and  length;  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  action. 

523-24-BZ.  ,  „  „  ,  _ 

APPLICANT— Emery  Roth,  for  Church  of  Holy  Innocents, 

owner. 

SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  two- 
times  height  district  the  erection  of  a  street  wall, 
to  exceed  the  height  limit  required  by  the  zone  reso¬ 
lution,  without  a  setback. 

PREMISES  AFFECTED— 135-139  West  36th  street  and 
122-126  West  37th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  Emery  Rothe  and  George  J.  Gil¬ 
lespie. 


For  Opposition:  Leonard  Klaber,  David  Bern¬ 
stein,  Raron  Aldridge,  Edward  W.  Browning, 
Frank  S.  Summer  and  Edward  Campbell. 
ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITION'S— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Negative  . < .  ® 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION  : 

(523-24-BZ) 

Whereas,  Emery  Roth,  for  Church  of  the  Holy  Inno¬ 
cents,  owner,  filed,  April  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  two-times  height 
district,  the  erection  of  the  street  wall  of  the  building  to  a 
height  in  excess  of  the  limitation  prescribed  by  the  build¬ 
ing  zone  resolution;  premises  135-139  West  36th  street  and 
122-126  West  37th  street,  Manhattan;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  8th, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and  . 

Whereas,  the  height  district  maps  accompany  the  build¬ 
ing  zone  resolution  show  that  West  37th  and  West  36th  . 
streets  are  two-times  height  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
ings,  rendered  April  3,  1924,  in  acting  on  N.  B.  App.  No 

183  24’“[3adlHeight  of  building  is  excessive— Art.  Ill — 
building  zone  resolution.” ; 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  20  stories  in  height,  with  a  frontage  of 
59  ft.  100  in.  and  a  depth  of  74  ft.  9  in. ;  to  be  occupied  as 
stores,  showrooms,  and  25  per  cent,  factory,  it  is  proposed  to 
erect  the  street  wall  to  a  height  of  194  ft.  2}4  in.  without 
a  soft  brick  this  height  being  to  the  top  of  the  roof  because 
with  a  parapet  wall  as  shown  on  plans  in  addition ;  and 
Whereas,  the  permitted  height  of  wall  owing  to  excess 
height  of  the  street  wall  of  buildings  adjoining  would  be 
175  ft.  but  the  board  deemed  there  would  be  hardship  owing 
to  width  of  building  unpreventing  applicant  from  erecting 
the  wall  as  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  requirements  of 
the  building  zone  resolution  shall  be  complied  with  in  all 
other  respects;  that  all  permits  necessary  for  the  prosecu- 
tion  of  the  work  shall  be  obtained  within  nine  months  and  ( 
the  construction  of  the  building  prosecuted  with  all  reason¬ 
able  and  possible  diligence. 

853-23-BZ. 

APPLICANT— Charles  D.  Cords,  for  Mary  V.  Buehl, 

owner.  .  .  ,  , 

SUBJECT— Application  for  reopening  (re:  decision  ot  the 
superintendent  of  buildings)  to  permit  partly,  in  a 
business  district  and  partly  in  a  residence  district 
the  erection  of  a  public  garage. 

PREMISES  AFFECTED— 980-1004  Jamaica  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  restored  to  calendar 
and  set  for  calendar  call  July  22,  1924,  at  2  p.  m. 
THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby . 

Negative  . . . . .  . 

Absent:  Fire  Chief  Kenlon  .  1 


Adjourned  2  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING 

TUESDAY  AFTERNOON,  JULY  8TH  1924. 
it  ,,reSjnt^  Chairman  Walsh,  Messrs.  Beatty,  Boulton 
Holland,  Kerby,  Connell  and  Fire  Chief  Kenlon. 

1499-23-A. 

APPELLANT— J.  Anthony  Probst,  for  Gold  &  Greenhut, 

lRFlEr^AAPS?UL°^0rders  of  fire  “mmissioner. 
PREM  IS  ES^AFFECTED— 522  West  159th  street,  Man- 

A  PPEA  RANGE  S— 

For  -Appellant :  J.  Anthony  Probst. 

ACTION  OF  BOARD— Appeal  laid  over  to  September 
K.th,  1924,  at  10  a.  m.  awaiting  decision  on  action 
pending  in  the  supreme  court. 


1317-23-A. 

APPELLANT— Lourose  Realty  Corp,  for  Herman  Lu- 
;  wish,  owner. 

SUBJECT— Appea1  from  decision  of  superintendent  of 
PREMISES  AFFECTED^  Northeast  corner  St.  Johns 

APPEARANCES-U  °  avenUe’  Brooklyn‘ 

For  Appellant:  None. 

For  Administration:  Asst.  Engineer  Joseph 
,  __T  _  Smithers  of  bureau  of  building's. 

ACTION  OF  BOARD— Appeal  laid  over  to  July  29th 
1024,  at  10  a.  m.  No  appearance  for  appli- 

C  cl  lit. 


appearances— CTED-406  Second  avenue>  Manhattan- 

For  Appellant:  Charles  Plubert 
ACTION  OF  BOARD-Laid  over  to  September  16th,  1924, 
at  10  a.  m.,  pending  action  in  supreme  court. 

478-24-A. 

APPELilAIiTTThe  Sdverr  SliPPer  Corporation,  for  Chel¬ 
sea  Exchange  Bank,  lessee. 

PD^frc^7ApPeal  fr°m  decision  of  fire  commissioner. 
APPEARANCES^01^1000  Br0adway’  Manhalt“- 

F01" Aar onson^ :  Samuel  SPerlin&  and  Charles 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— /Laid  over  to  July  29th,  1924,  at 
10  a.  m.,  subject  to  additional  report  from  bureau 
of  fire  prevention  and  division  of  public  assembly. 

726-24-A.  ~~  ' 

APPELLANT— ^ak^S^team  Products,  Inc.,  for  Wtn.  J. 

PREAHSfT' APFPPrm°^decisi?-n  -of  fire  commissioner. 
PREMISES  AFFECTED-14  Fairway  Close,  Forest  Hills, 

APPEARANCES— 

a  r^0r^}!ant :  Ceorge  C.  Le  Blanc. 

CTTON.  OF  BOARD— Laid  over  to  July  29th,  1924,  at 

board  ^  pendlng  reP°rt  by  a  committee  of  ’the 


170-23- A. 

VRR  N7~J °,aquin  De  >La  Roza-  owner. 

:’RE{nS^AAP^rf^deCisi°n °f  fire  dePartment. 

treSlANcII-  D“2814  AvenUC  N'  Br00klyn' 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de- 
,  partment. 

cCTION  OE  BOARD — Laid  over  to  July  29th,  1924,  at 
10  a.  m.,  pending  approval  of  fuel  oil  burner. 


’>-24- A. 

,  PPELLANT  David  M.  Jones,  for  Philip  Wald  &  S 
Buchanan,  owners. 

R p \ I'icT-T AAPrPT?r- order  of  fire  commissioner. 

PPeVrVnceS— CTED_134a  Park  avenue’  Manhattan. 

L___  For  APPehant:  David  M.  Jones. 

ION  OE  BOARD— Laid  over  to  September  16th,  1924, 
at  10  a.  m.,  awaiting  decision  on  action  pending  in 
the  supreme  court. 


729-24- A. 

APPELLANT— Baker  Steam  Products,  Inc.,  for  Mfs. 
CTTOTirrW.  a  th  L‘  Webber,  owner. 

SUBJECT— Appeal  from  decisions  of  fire  commissioner 
thc  superintendent  of  buildings. 

EMIhftfanAFFECTED~^58  WeSt  1?3rd  Street>  Man' 

APPEARANCES— 

For  Appellant:  George  C  Le  RLne 
ACTION  OF  BOARD— Laid  over  to  July  29th,  1924,  at 
board  ^  pending  reP°rt  by  a  committee  of  the 


J8-23-A. 

-PELLANT— Eugene  De  Rosa,  for  Jupiter  Real  Estate 
Lorp.,  owner. 

7\!'tcF~APP^aj„^om  decision  of  fire  commissioner. 
DEMISES  AFFECTED— 51-9  Burnside  avenue,  The 
t  Bronx. 

'  P  E  A  RANGES— None. 

cTION  OE  BOARD— Laid  over  to  September  9th,  1924 
at  10  a.  m.,  pending  action  of  board  of  aldermen. 


0-23-A. 

PELLANT— Patrick  J.  Cuskley,  trustee  of  estate  of 
Henry  Hunt,  owner. 

>  J  CT  Appeal  from  order  of  fire  commissioner. 


840-23-A. 

SRpfprT  N7~rUC-eSS  Theatre  Corp.,  lessee. 

U  B J  ECT— nApplication  for  reopening— appeal  from  order 
ot  lire  commissioner. 

^IeISc™™15-3587-9  Br0ad'ray- 

reopra  appeal  laid 

941-23-A. 

sumECTNA7rhpSaTel  Vernon  Estate’ Inc-  owner- 
SUBJECT— Application  for  reopening— re :  order  of  fire 

commissioner. 

PREMISES  AFFECTED— 65  Duane  street,  539  Pearl 
street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  July  29,  1924,  at  10  a.  m. 

1 H ING— rE  T°  RE0PEN  AND  TO  SET  FOR  HEAR- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell  and  Holland  * 

Negative  . .  .  ^ 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenion  2 
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APPELLANT— William  C.  Sommerfeld,  for  S.  &  H.  Real¬ 
ties,  Inc.,  owner. 

SUBJECT— Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 527-531  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  C.  Sommerfeld. 


453-24-A. 

APPELLANT— John  A.  Dobson,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 3486  Bedford  avenue,  Brook¬ 
lyn. 

APPEARANCES — 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear-  ACTIqN  qF  BOARD— Appeal  granted  on  condition  for 


ing  September  9,  1924,  at  10  a.  m  TT_  . 

THE  VOTE  TO  REOPEN  AND  TO  SET  FOR  HEAR¬ 
ING— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Holland .  5 

Negative  . . .  w 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon  2 


526-24-A.  '  t  _ 

APPELLANT — Haynes  Automobile  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 615-621  West  56th  street  and 
614-620  West  57th  street,  Manhattan. 

APPEARANCES—  .  „r  ,,  .  _  „ 

For  Appellant:  Cecil  L.  Wall  and  Terrance  bar¬ 
ley. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

Absent  0 


temporary  period. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ' 

Absent  .  * 

THE  RESOLUTION : 

(435-24-A) 

Whereas,  John  A.  Dobson,  owner,  filed,  March  28,  1924 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  3486  Bedford  avenue 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  datei 
M’arch  8,  1924,  reads: 

“You  are  therefore  ordered  to  remove  all  fuel  oi 
from  the  storage  tank  and  discontinue  the  further  stor 
age  and  use  of  fuel  oil  at  the  above  location.” ; 

and  .  .  .  . 

Whereas,  the. building  is  frame,  two  stories  in  height 
25  ft.  by  50  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  appellant  has  installed  a  fuel  oil  burning  sys 
tern  in  accordance  with  the  rules  of  the  board  of  standard 
and  appeals,  excepting  that  the  burner  is  a  power  light  oi 
heat  burner  and  requests  acceptance  of  this  installation. 
Resolved,  that  the  order  of  the  fire  commissioner  be  an 


THE  RESOLUTION : 

(  5 2 6  2 4  ^ so  ev e ci'  "uxm  l  lx xc  *  uci  y ,,, ^ ^ . » ■ . ... uu . w ..»»  .» — 

Whereas,  Haynes  Automobile  Co.,  lessee,  filed,  April  11,  ;t  hereby  js  modified,  and  the  appeal  be  and  it  hereby  i 

1924,  an  appeal  with  the  board  of  appeals,  from  an  order  ol  ted>  so  far  as  affects  the  burner,  for  a  temporary  pe 

the  fire  commissioner,  affecting  premises  61u-6,.l  West  5btn  ^  ninety  (90)  days,  at  owner’s  risk,  on  condition  tha 

street  and  614-620  West  57th  street,  Borough  of  Manhat-  '  ’•  1 

ta  Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  17,  1923,  reads  : 

“2.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  * 

“3.  Install  an  approved  oil  separator,  trap  or  other 

similar  apparatus”; 

^Whereas,  the  building  is  fireproof,  two  stories  in  height, 
with  a  frontage  of  100  ft.  on  West  56th  street  and  a  front¬ 
age  of  100  ft.  on  West  57th  street,  and  a  depth  of  200  ft 
(20,000  sq.  ft.  in  area).  OCCUPIED  on  the  first  story  of 
the  56th  street  front  as  a  public  garage  and  the  remainder 
of  the  building  as  a  service  station  for  Haynes  automo- 

Whereas,  appellant  contends  the  physical  location  of  the 
premises— low  height  and  facing  on  two  streets— is.  such 
that  a  standpipe  would  afford  no  material  assistance  in  the 
extinguishment  of  fire  and  that  owing  to  the  proximity  o 
HOLMAN— Thursday  Night,  July  10— 
the  sewer  outlet  to  the  premises  the  oil  separator  is  unnec- 


the  fuel  oil  rules  in  all  other  respects  are  complied  with. 

382-24-A.  .  ,  TT  , 

APPELLANT— Samuel  Rosenblum,  for  Rice  and  Hoches 

ter  , owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 130-134  Washington  placij 
Manhattan. 

APPEARANCES—  ,  ^ 

For  Appellant:  Samuel  Rosenblum,  John  T.  Youri 
and  Jesse  Rice.  2  ■ 

iFor  Administration:  Inspector  Lynch  of  fire  d< 
partment.  .  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell,  Holland,  Kerby  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION : 

(382-24-A) 

Revived,  that^he  order  oj ^  the Mire  ?nehr afs  er^fi^MariKl!  Sw?an  Tipral/ ^ithlh^bSrTof  a- 

c=&->j£ liSBs  ■.■s-wk  stfwsuu:  tz 


extinguisher  on  -  -  .  .  . 

that  the  1st  story  shall  be  sub-divided  approximately  in 
half  by  a  fireproof  partition;  and  granted,  as -to  Item  3, 
on  condition  that  the  drainage  system  of  building  shall  be 
equipped  with  oil  separator ;  and  granted  so  long  as  the  op¬ 
eration,  use  and  occupancy  of  building  are  maintained  by 
the  present  lessee  for  the  repair  and  alteration  on  their  own 
property. 


tan;  and  .  .  .  ,  Vo 

Whereas,  the  order  of  the  fire  commissioner,  dated  he 

ruary  23,  1924,  reads: 

Order  No.  23089-LC :  _  . 

“You  are  hereby  notified  that  an  inspection  of  ti 
premises  130-134  Washington  Place,  Manhattan,  usi 
for  the  storage  and  use  of  nitro-cellulose  produc 
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and 


requested  by  you  can^e^ssued :  ^  d°ne  PCrmit  JenSSted*  t°  9  conftion }hzt  drying  room  shall  be 

2.  All  vertical  openings,  including  stairways  eleva-  g ranted  as  to  am  ^Topped  with  suction  fans; 

tor,  dumbwaiter,  light  or  vent  shafts,  etc.,  throughout  tained  in  th°  ?r  ?  “"ft™  that  any.  celluloid  main- 

entire  building  must  be  enclosed  or  otherwise  protected  granted  as  to  ,J°°m  shal!  be  s|ored  m  a  metal  box; 

as  specified  in  Articles  8  and  18  of  the  buildin-  code  fha I  K.  I  r  ?  -1?  °.n  conditwn  that  this  part  of  order 

“6.  Discontinue  using  steam  °at  press^re^xce^dbg  cefluIoM  °f  buildi^  »  which" 

^  -**  *,  rooms 

x.  w? — -  *  —  *  E= s&rti 

“9.  Provide  ventilation  for  drying  room  or  boxes  in  to  iSm  be  ™aildained  VnchanSed;  granted  as 

accordance  with  provisions  of  Section  253-3  Chanter  of  buildino--  "  '  }"  3S  aFccts  windows  on  street  front 

10,  code  of  ordinances.  ’  Lhapter  °f  b«,ld*.nff. J  granted  as  to  Item  27  on  condition  that  a  sin- 

“10  Extend  sprinkler  system  into  drying  rooms  or  fvit^noTu  snare  ^et ^  ^  *°  ,the  concrete  construction 
dry  boxes  in  approved  manner  as  per  Section  235-3  otherwise  iP  ween  denied  as  to  Item  28;  granted 

Chapter  10,  Article  19,  code  of  ordinances  ’  °  a£™  V°  lo?g  aj  conditions  as  to  occupancy  and  use  re- 

“12.  Elevate  all  steam  or  hot  water  radiators  at  least  as"  to  Ttem”^  thay.he  °rder  °f  the  fire  commissioner 

o’forlin^ces.  fl°°r'  SeCt''°"  335'9’  Cha!>ter  10‘  ^  blieli.  ?  be  a"d  th<:  aP»“' 

•  u8‘  Arran&e  tables  and  work  benches  at  least  four 
inches  from  any  wall,  steam  or  hot  water  pipes  Sec- 
t,on  235-10-3-b,  Chapter  to.  code  of  ordinances 

25.  Arrange  sprinkler  heads  with  properly  installed 
baffles  so  that  there  will  be  one  such  head  in  centre  of 

aSt  i^r0??  fCh  SeCAti0-  of  storaffe  racks-  Section 
2Va'G^haPt!ri  10>  Artlde  19’  code  of  ordinances. 

.  Adequately  protect  all  windows  or  other  wall 
openings  in  storerooms  within  50  ft.  of  other  building  APPEARANCES 
or  structures,  or  windows  or  other  wall  openings  located  A~'~1 

above  other  openings  in  the  same  building.  Section  235- 
<'<  ’  Chapter  107  Artlcle  19>  code  of  ordinances. 

.  27 ‘  Cover  . the  non-fireproof  floor  of  finished  stock 
store  room  with  incombustible  material.  Section  235- 
Chapter  10,  code  of  ordinances. 

“28  Increase  the  number  of  sprinkler  heads  in  the 
special  shipping  case  room  so  that  there  will  be  at  least 
one  head  for  each  64  sq.  ft.  Section  235-13-K,  Chan¬ 
ter  10,  Article  19,  code  of  ordinances.”; 


615-23-A. 

A P P ELEA N T  Guy  W’.  Culgin,  for  Estate  of  Frederick 
Irerken,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner 

haEtLAFFECTED“90'92  West  Broadway>  Man- 

RANC_ 

For  Appellant :  Guy  W.  Culgin. 

For  Administration :  None. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 
Boulton,  Connell  and  Holland  . .  k 

Negative  .  .  jj 

Absent :  Mr.  Kerby  and  Fire'  Chief'  Kenion 2 


Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
rr  ”  3  In- by  74  ft  5  In-  irregular  in  area;  OCCUPIED  for 
-ie  manufacture  of  celluloid,  with  a  total  of  215  persons 
bove  the  1st  story.,  the  means  of  egress  consisting  of  two 
ntenor  fireproof  stairways;  the  building  being  being 
'quipped  with  a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  the  existing  shafts  are 
n  accordance  with  the  building  code,  that  as  to  Items  6,  7 
^  and  10  the  drying  is  done  on  the  6th  story,  that  the  room 
s  amply  ventilated,  the  celluloid  articles  do  not  come  in 
ontact  with  the  steam  piping,  and  that  the  temperature  is 
iot  excessive ;  as  to  Item  12  all  radiators  except  those  which 

SyVS?  officf*  ha*f  been  raFed  above  the  floor;  as  to 
tern  18  the  work  benches  have  been  arranged  so  as  to  elimi- 
ate  the  possibility  of  articles  dropping  behind ;  as  to  Item 
o  the.  stock  room  is  located  in  the  3rd  floor,  the  amount  of 
ock  is  small,  and  is  in  boxes  on  shelves  and  contends  that 
art le  plates  would  prevent  the  proper  operation  of  the 
rinkler ;  as  to  Item  26  the  store  room  is  located  on  the 
ra  story  and  there  is  no  exposure  hazard;  as  to  Item  27 
ie«r  Js  fireproof,  covered  with  wood  flooring  completely 
icked  with  incombustible  material ;  as  to  Item  28  the  heads 
•  the  sprinkler  system  are  10  ft.  apart  and  the  lines  10  ft. 
lart  jthe  sprinkler  heads  on  the  mezzanine  racks  and  the 
Tinkler  protection  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
ireby  is  modified,  and  the  appeal  be  and  it  hereby  is 
anted,  as  to  Item  2,  on  condition  that  at  least  two  inter¬ 
ning  spaces,  with  two  partitions,  shal!  be  maintained  be- 
een  shaft  and  openings  in  workshop;  granted  as  to  Item 
on  condition  that  existing  steam  pipes  shall  be  protected 
th  heavy  metal  guards  and  that  the  temperature  of  the 
ying  room  shall  not  exceed  100  degrees  Fahrenheit; 
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Regan,  for  Ellen  L.  Regan, 


1406-22-A. 

APPELLANT — Marie  L. 
owner. 

SUBJECT— Application  for  reopening— appeal  from  order 
ot  hre  commissioner. 

PREMISES  AFFECTED— 527  West  J56th  street.  Man- 
hattan. 

APPEARANCES— 

For  Appellant:  Henry  A.  Thecluson. 

ACTION  OF  BOARD— Appeal  reopened  and  resolution 
modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU- 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Connell  and  Holland  . 5 

Negative  .  q 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenion .  2 

THE  RESOLUTION: 

(1406-22-A) 

ci^YHxETREASL'^'aide  Fegan,  for  Ellen  L.  Regan,  owner, 
filed,  November  20,  1922,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner  affecting 
premises  527  West  156th  street,  Manhattan;  and 
Whereas,,  the  order  of  the  fire  commissioner  reads: 

Obtain  certificate  of  occupancy  from  superintendent 
of  building's  and  file  copy  of  same  with  this  department, 
as  per  section  5,  chapter  5,  oede  of  ordinances  ”  • 
and 

Whereas,  the  building  is  frame,  one  storv  in  height.  20 
ft  by  15.5  ft.  in  area;  occupied  as  a  garage  for  the  storage 
of  three  pleasure  cars,  the  property  of  the  owner  of  the 
premises  and  his  family,  who  occupy  the  adjoining  prem¬ 
ises  ;  and 

Whereas,  appellant  contends  that  the  premises  was  oc¬ 
cupied  as  a  carriage  house  for  27  years  and  that  the  walls 
are  covered  with  sheet  iron;  and 


MINUTES 


Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  Dec.  22,  1922,  on  certain  conditions  and  appellant 
requested  a  modification  of  these  conditions. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  interior  walls  and  ceiling  be 
lined  with  sheet  iron  and  that  the  capacity  of  the  garage 
be  restricted  to  three  automobiles  of. the  pleasure  car  type 
the  property  of  the  owner  of  the  premises  and  his  family. 

199-24-A.  , 

APPELLANT— William  F.  Doyle,  for  Tilford  Cinema 
Corp.,  owner. 

SUBJECT— Application  for  reopening— re :  order  and  de¬ 
cision  of  fire  commissioner. 

PREMISES  AFFECTED— 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  appeal  laid  over 
to  July  15,  1924,  at  10  a.  m. 

444-24-BZ.  ,  .  ,  ,  _  , 

APPICANT— William  F.  Doyle,  for  Robinhood  Realty 

Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  the  erection  and  maintenance 
of  a  garage  for  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED— 229-235  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Martin  Greenfeld. 

ACTION  OF  BOARD— Laid  over  to  September  9th,  1924, 
at  10  a.  m.,  on  request  of  appellant. 


611-24-BZ.  „ 

APPLICANT— Philip  J.  Sinnott,  for  George  Ehret,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district,  the  al¬ 
teration,  extension  and  conversion  of  occupancy  of 
a  storage  warehouse  to  a  garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 462  West  167th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  July  15th,  1924,  for 
full  vote  of  board. 

CONDITIONS— No  vote  taken  at  this  meeting. 

201-24-BZ.  ,  .  _ 

APPLICANT— William  F.  Doyle,  for  Patrick  A.  Gaynor, 

owner.  . 

SUBJECT— Application  (re:  decision  of  superintendent  pi 
buildings)  to  permit  partly  in.  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles.  . 

PREMISES  AFFECTED— 1392-1400  Stebbins  avenue,  lhe 
Bronx. 

APPEARANCES—  .  „  ... 

For  Applicant:  William  F.  Doyle  and  Patrick  A. 

Gaynor. 

For  Opposition:  Thomas  F.  Turley,  David  M. 
Tones  Frank  C.  Hadden,  Ben  Miller,  Alfred 
Richardson,  E.  Schwartz  and  Willard  Schwartz. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ^ 

Negative:  Chairman  Walsh,  Messrs.  Beatty, 

Boulton,  Connell,  Holland  and  Kerby .  6 

Absent :  Fire  Chief  Kenlon  . 1 


THE  RESOLUTION : 

(201-24-BZ) 

Whereas,  William  F.  Doyle,  for  Patrick  A.  Gaynor, 
owner,  filed,  February  8,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles,  premises  1392-1400  Stebbins  avenue,  The  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  July  8th, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Stebbins  avenue  is  a  residence 
district,  East  170th  and  Jennings  streets  are  business  ids- 
tricts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  31,  1924,  in  acting  on  N.  B.  App.  No. 
202-24,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  dis¬ 
trict  is  contrary  to  provisions  of  building  zone  resolu¬ 
tion.”  ; 

and  ...  1 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  125  ft. 
and  a  depth  of  116  ft. ;  to  be  occupied  as  a  garage  for  more 
than  5  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  his  application 
under  sec.  20,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
it  appeared  that  a  portion  of  the  property  had  recently  been 
acquired  by  the  trustee  in  his  own  name. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affrmed  and  the  application  be  and 
it  hereby  is  denied. 


406-24-BZ. 

APPLICANT— George  T.  Adee  and  Sylvanus  Pudy,  own¬ 
ers. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 2631-2641  East  Tremont  ave¬ 
nue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  W.  Clancy.  . 

For  Opposition:  James  C.  Gleason,  Louise  Gor¬ 
don,  Kate  C.  Rogers,  William  Fleichman,  Roz- 
ert  Bentley,  John  F.  Nichols  and  Owen  F. 
Dolan. 

ACTION  OF  BOARD — Laid  over  to  July  15th,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Kerby  and  Holland  .  ^ 

Negative:  Messrs.  Beatty  and  Connell .  ‘ 

Absent :  Fire  Chief  Kenlon  . 


ii 


864-23-BZ.  M,  ; 

APPLICANT— Edward  P.  Doyle,  for  Ditmars  Avenue  Im¬ 
provement  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— West  side  of  Ninth  avenue 
300  ft.  south  of  Ditmars  avenue,  Borough  oi 
Queens. 
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APPEARANCES—  '  '  _ 

For  Applicant:  Edward  P.  Doyle.  the  superintendent  of  build- 

F°r amf WSm°H  Wb"*  Henings>  John  F.  Klein  Srv™4der^ebruary  19'  im'  “  actins  on  N°B.  APP: 

™Mif  REP0RT  *  “  3  ^  S-  *  reso- 

Affirmative:  Chairman  Walsh,  Messrs  Beattv  an^« 

Bonlto^  Connell,  Holland,  Kerby  and  Fire  construction'  two^S?^ ' is  t0  be  of  n<>n-fireproof 
Chief  Kenlon  .  7  construction,  two  stones  in  height,  with  a  frontaee  of  inn 

9  ~«^,S;^rpied - 3 -- % 

865-23-RZ.  application  unTr^ectlon and  that  the 

AppLICANT—Edward^P.^Doyle,  for  Htmars  Avfflue  Im.  &>££«*  «*»  -  P-ect  .he 

SUBJECT— Application  (re:  decision  of  superintendent  of  imj  be  and  ffiher^h  d^C1S12"  of  ,the  superintendent  of  build- 
buddings)  to  permit  in  a  business  district  the  erec-  it  hereby  is  7  'S  afftrmed  and  the  application  be  and 

t.on  and  maintenance  of  a  garage  for  the  storage  of  7  *  demed' 

hve  (5)  motor  vehicles.  - 

■PREMISES  AFFECTED— West  side  of  Ninth  avenue,  100  608-23-BZ. 

APPEARANCE^atmarS  aVe"Ue'  B°r°Ugh  °f  Que“s'  APPLICANT-James  P.  Whiskeman,  for  Char.es  F  Ri„Ie 

S  Sf  —  -- -  *  -  SUBJfS:  tugs's  “X  2  - 

ACTI°^^^Lrrt  °f — « -  £S?f r,f"faf • s  & 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT-  PREMISFS  A  FFprTPp6  l^3”  bve  ^  motor  vehicles. 

TO  WITHDRAW  APPLICATION-  REP0RT>  w  ^esT  o?F^°rth  Side  °f  Fordham  road, 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty,  APPEARANCES-  f  aVe"Ue’  The  Bronx' 

CWef01 ReST"'.  a"d  Fire  .  |”  Applicant :  James  P.  Whiskeman. 

Absent"6  . ! ! ! !  ! !  . 0  ACTI0N  0F  BOARdIr^  to  reopen  application  laid 

CZC .  °  the  board.  y  *5’  ^  *  10  a' m"  <°r  f“«  vote  of 

APPI  KZ* NT  i  a  m  „  ™E  V°TE  T0  REOPEN- 

:  LILCA“T-Ji°^  De  Har‘.  for  Josephine  J.  Schmerma-  Affirmative:  Messrs.  Beatty,  Boulton  and  Kerby  3 

SUBTFf'T ' a n  r  V  f  .  .  Negative.  Chairman  Walsh  and  Mr  Connell  •> 

^  building Wtl0n  ^  decislon  of  superintendent  of  Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ~ 

buildings)  to  permit  in  an  unrestricted  district  in 

a  street  between  two  intersecting  streets  in  which  1373-23-BZ  ~ 

portion  there  exists  an  exit  and  entrance  to  a  pub-  APPLICANT  Tam«  P  vm,-  t 

lie  school,  the  erection  and  maintenance  of  a  garage  ‘  Y 7rnTn~!f  P’  Wh,skemaffi  for  H.  Nelson  Me- 

for  the  storage  of  more  than  five  (5)  motor  veh,!  SUBIFFT  TJTT'  , 

cles.  '  or  vera  csbJ EJECT  Application  for  reopening  (re:  order  of  fire 

tofanAFFECTED~3°4'310  EaS‘  95,h  Slreet'  Man‘  tr5“!pl”rZ"  ‘he  mail'tenai’«  »f  o  ™- 

APPEARANCES-  PREMISES  AFFECTED-lso  West  Fordham  road  The 

For  Applicant:  John  De  Hart.  APPFAR Twtpq 

For  Opposition:  None.  ‘  -ARAN  CES 

ACTION  OF  BOARD-Application  denied  For  ^hc^-  Ja™es  P.  Whiskeman. 

THE  VOTE  TO  GRANT—  ,  For  Opposition  :  None. 

Affirmative  .  n  ACTION  OF  BOARD— Application  reopened  and  set  for 

Negative:  \  Chairman  Walsh,  Messrs.  Beatty,  THE  VOTE  TO^FOPFN’  1924’  3t  2  P’  m' 

Boulton,  Connell,  Holland  and  Kerby  _  6  '  p  R 

Absent :  Fire  Chief  Kenlon  i  Affirmative :  Chairman  Walsh,  Messrs.  Beattv. 

THE  RESOLUTION :  .  XT  B?ulton<  Connell  and  Holland  . 5 

(301-24-BZ)  Negative  .  Q 

Whereas,  John  DeHart,  for  Josephine  Schmermacher  Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon. .. .  2 

owner,  filed,  February  26.  1924,  an  application,  under  the  — - — 

nil  c  ing  zone  resolution,  to  permit  in  an  unrestricted  diV  1298-23-BZ. 

ict  and  within  the  same  block  as  the  entrance  and  exit  tn  APPT  ir  a  m  .l  t 

a  public  school,  the  erection  and  maintenance  of  a  garage  owner  3  ^  Langer’  for  v,ncenzo  Gargiulo 

or  the  storage  of  more  than  five  motor  vehicles  nremises  STTRTFr’T1  a—i,-  sc  . 

3°4-310  East  95th  street,  Manhattan;  and  ’  ^Irinfendenf  nf  k°M  .r.e0pe"in&  ^re:  decision  of  su- 

lth^ETSia  Publ,ic  hearing  was  held  on  this  application  by  business  dlstr^  and  n/4  -°  Perm£  partly  in  a 

the  board  of  appeals,  at  its  special  meeting,  July  8th  1924  the  1  •  ?artly  in  a  residence  district 

a  ter  due  notice  by  publication  in  the  Bulletin  of  the  Board’  forage  c  moi  °f  a  g3rage  for  the 

of  Standards  and  Appeals;  and  PRFMt?f£ five  (5)  motor  vehicles. 

.  Whereas,  the  use  district  maps  accompanying  the  build-  APPEARANCES-0 ^ED~32°°  Vl,la  avenue-  Tke  Bronx. 

dfeet011^ r£®olution  show  that  East  95th  street,  East  94th  For  Applicant-  Tosenh  V  O’T 

street  and  First  avenue  are  unrestricted  districts  ;  and  For  oj£n :  None.  7' 
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ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  July  22,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Holland .  5 

.  7  n 

Negative  . . . ;••••••• .  ” 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon....  2 


53-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner.  . 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehi- 
clcs. 

PREMISES  AFFECTED— Northwest  corner  of  Roosevelt 
avenue  and  21st  street,  Elmhurst,  Queens. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  July  22,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty, 
Boulton,  Connell  and  Holland  .  5 

Negative  . . . _ .  ® 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon  ..  2 


1409-22-BZ. 

APPLICANT— Owen  Robert  Jones,  for  Joseph  K.  bohlin, 
owner.  .  . 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  an  unre¬ 
stricted  district  the  extension  and  enlargement  of 
a  public  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  and  located  on  a  street  between 
two  intersecting  streets  in  which  portion  there  ex¬ 
ists  a  hospital  granted  by  board  January  26,  1923, 
on  condition  that  a  set  of  plans  be  submitted  to 
board  for  approval. 

PREMISES  AFFECTED— 420-2-4  East  64th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Frederick  L.  Hackenberg. 

For  Opposition :  None. 

ACTION  OF  BOARD — Reopened  application  and  exten¬ 
sion  of  time  granted. 

THE  VOTE  TO  REOPEN  AND  TO  GRANT  EXTEN¬ 
SION  OF  TIME— 

Affirmative:  Chairman  Walsh,  Messrs,  Beatty, 
Boulton,  Connell  and  Holland  .  5 

Negative  . . . ; . . .  ® 

Absent:  Mr.  Kerby  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION : 

(1409-22-BZ) 

Whereas,  Owen  Robt.  Jones,  for  Joseph  K.  Fohlin,  own¬ 
er,  filed,  November  21,  1922,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  an  unrestricted  district 
the  extension  and  enlargement  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  located  on  a  street 
between  two  intersecting  streets  in  which  portion  there 
exists  a  hospital,  premises  420  to  424  East  64th  street,  Man¬ 
hattan;  and  .  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  January  26, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  64th  street,  Avenue  A  and 
First  avenue  are  unrestricted  districts ;  and 


Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  2,  1922,  in  acting  on  Alt.  App. 
No.  2684-1922,  reads: 

“2.  The  extension  or  erection  of  a  public  garage  on 
a  street  between  two  intersecting  streets  in  which  por¬ 
tion  there  exists  a  hospital  is  prohibited.  Building 
Zone  Resolution,  Section  20”;  . 

Whereas,  the  existing  building  is  of  non-fireproof  con- 
struction,  1  story  in  height  with  a  frontage  of  100  ft.  and  ;j 
a  depth  of  25  ft  and  100  ft.,  occupied  as  a  garage  for  more 
than  five  motor  vehicles,  it  is  proposed  to  extend  the  build¬ 
ing,  the  extension  to  be  non-fireproof,  one  story  in  height, 

50  ft.  by  74  ft.  in  area;  and 

Whereas,  applicant  contends  that  there  would  be  undue 
hardship  in  preventing  him  from  extending  his  present 
structure  and  use,  there  being  a  hospital  power  house  and 
garage  intervening  between  the  proposed  structure  and  the 

hospital  plant;  and  . 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  January  26,  1923,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  condition. 

Resolved,  that  the  board  of  appeals  does  hereby  nuike  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  entire  struc¬ 
ture  be  made  fireproof;  that  the  rear  and  gable  walls  be 
unpierced  throughout  their  height  and  length ;  that  no  sky¬ 
light  shall  be  within  30  feet  of  rear  wall  and  that  any  , 
skylights  in  the  roof  shall  be  protected  by  wire  screens 
above  and  below;  that  the  front  elevation  shall  be  finished 
with  front  brick  and  architectural  terra  cotta  or  stone 

trimmings.  .  e 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  30  days  and 
the  building  erected  within  30  days  from  the  date  of  this 
action,  and  that  the  architect  shall  make  a  return  to  this 
board  of  a  set  of  working  plans  for  approval  and  certifica¬ 
tion  to  the  superintendent  of  buildings  as  to  compliance  with  ,| 
the  stipulations  set  forth  in  this  resolution. 


1197-23-BZ.  f 

APPLICANT— John  J.  Dunmgan,  for  \ivaudou  Realt\ 

Co.,  owner.  .  ,  .  .  , 

SUBJECT — Application  for  reopening  (re:  decision  ot  su¬ 
perintendent  of  buildings)  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  district 
of  a  proposed  garage  for  the  storage  of  more  than 
five  motor  vehicles. 

PREMISES  AFFECTED— 712-748  Southern  boulevard, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  application  laid 
over  to  July  22,  1924,  at  10  a.  m. 


APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner.  .  . 

SUBJECT — Application  for  reopening  (re :  decision  ot  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AIFFECTED — 1146-58  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES—  -p.  i 

For  Applicant :  Gardiner  Conray,  Edward  P.  Doyle. 

For  Opposition:  None.  f 

ACTION  OF  BOARD' — Application  reopened  and  set  ior 
calendar  call  July  22,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN—  _ 

Affirmative :  Chairman  Walsh,  Messrs.  Boulton, 

Connell,  Holland  and  Kerby  .  “ 

Negative:  Mr.  Beatty  . 

Absent :  Fire  Chief  Kenlon  . 
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1566-21-BZ. 

APPLK  AXT— Esterbrook  &  Snodgrass,  for  Kate  M 
Doscher,  owner. 

SUBJECT  —Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  conversion  of  an  existing  three  story 
stable  into  a  public  garage 

APPEARANCES— CTED_ 270  Re‘d  aVCnUe'  Brook,>'"- 

For  Applicant:  John  R.  Pipe. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  time  granted. 

TH  sionT o/ ti m e^EN  AND  to  grant  exten- 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Connell  and  Holland  .  ’5 

Negative  .  0 

Absent:  Air.  Kerby  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION: 

(1566-21-BZ) 

\\  here  as,  Esterbrook  &  Snodgrass,  for  Kate  M.  Doscher 
owner,  filed,  Dec.  1,  1921,  an  application  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  conversion  of  an  existing  livery  stable  for 
more  than  5  horses  into  a  garage  for  more  than  5  motor 
vehicles,  premises  2/0  Reid  avenue,  Brooklyn;  and 

hv^fAVrbHc  Iiearing  was  heId  on  this  application 
1099  board  of  appeals  at  its  regular  meeting  January  24, 

19-2,  after  due  notice  by  publication  in  the  Bulletin  of 
Board  of  Standards  and  Appeals;  and 

.  ^  hereas,  the  use  district  maps  accompanying  the  build- 
r,eS°lu1tlon  show  that  Reid  avenue  is  a  business 
distncts  andHa  SCy' StreCt  ^  MaC°"  Street  are  residence 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Nov.  17,  1921,  in  acting  on  N.  B  Appli¬ 
cation  No.  17052-21,  reads:  PP 

‘‘Denied-Proposition  contrary  to  Zone  Resolution, 
Art  II,  paragraph  6.  ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 

V£Tf!S  m  he,ght’  .W1,th  a  Montage  of  50  ft.  and  a  depth 
ot  94  ft.,  now  occupied  as  a  stable  for  61  ohrses ;  it  is  pro¬ 


posed  to  alter  the  building  and  occupy  same  as  a  garage 
reed  4are  ha°  5  m?t0f  vehlcles>  the  alteration  not  to  ex- 

oTfh/L^aSsrLf  ^  °f  ^  CXC,Usive 

existence  of  this  stable  on  July  25,  1916;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  Jan.  24  1922,  on  certain  conditions  and  applicant 
equested  a  modification  of  the  time  limit  condition;  and 
HERE^S’  ^1S  aPPl,cation  was  granted  by  the  board  at  its 
meeting  Oct.  24,  1922,  on  certain  conditions  and  applicant 
requested  a  modification  of  the  time  limit  condition. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
cT^l°l  -Trthe  apphcation  of  the  use  district  regulations 

and  it  he“^Z»ir'Uti0n  "?  ‘hat  ,he  applica,i°''  be 

Resolved,  further,  that  any  permits  necessary  for  the 
prosecutmn  of  the  work  shall  be  obtained  within  sixty  days 
of  the  date  of  this  action  and  that  the  building  shall  be 
completed  within  one  year  from  the  date  of  this  action. 

1063-23-BZ. 

APPLICANT— Charles  D.  Cords,  for  American  Railway 
1  ramc  Co.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 

for  the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED— 1455-1461  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 

,™ndar  caI1  July  22>  1924>  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Beatty 

Boulton,  Connell  and  Holland .  ’  5 

Negative  .  " '  q 

Absent :  Mr.  Kerby  and  Fire  Chief  Kenlon .’ .’ ! .'  2 


Adjourned  6.15  p.  m 


William  J.  O  Gorman,  Secretory. 


RULES 


COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS. 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 

°.  549-n-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  ifl  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres- 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  s"  construed 


under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
teundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors  the  20  in 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 
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board  of  standards  and  appeals. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

367-21-S — Quinn  Oil  Burner. 

438-21-S — Viking  Pump,  approval  of. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  ol. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

J230-22-S— Thermostats  for  automatic  tire  alarm  systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Hlkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S—  Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 

1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

13U0-22-S — Oliver  Burner,  approval  of. 

1391-22-S — Dempsey  High  &  Low  Pressure  h  uel  Oil  Burner, 
approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
1529-22-S— -The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  lype  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA— Surf  ace  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  rl  hermal  Gas  Cut-off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
27*j_23-SA _ W m.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank. 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  "A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of 
525-23-SA— Tilman-White  Gas  Cut-Off  valve,  approval 
of. 

7A6-23-S  A  — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-S A — Powerlight  oil  heat  burner,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 


1046-23-SA— Frankfort  Type  “P”  low  pressure  oil  burner, 
approval  of. 

69 8-23- S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA — McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

1146-23-SA — Pennsylvania  Globe  oil  burner,  approval  of. 
960-23-SA — Crescent  Combustion  fuel  oil  burner,  approval 
of. 

1163-23-SA — Todd  Turbine  fuel  oil  burner,  approval  of. 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA — Espo  Oil  Gas  Burner,  approval  of. 

1444-23-SA — Tate-Jones  No  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  oil  burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 

1414- 23-SA — Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1550-23-S A — Apex  Gas  Cut-Off  Valve,  approval  of. 
1515-23-SA — Apartment  House  Oil  Burner  A-25,  approval 
of. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
5-24-SA — Induslo  Fuel  Oil  Burner  1-27,  approval  of 
68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

62-24-SA — Kleen-Heet  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA— Film  Insnection  Machine,  approval  of. 
503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  departmental  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Dcc^’  io?fter  ]UM2’  1918,  Cal-  No-  1218-18-S;  Amended 
Cal.'  No.  4H-24-SR0'  1/08"18'S;  Amendcd  May  9,  1924; 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  \\  lien  in  addition  to  the  required  exits  from  any  fac- 
ry  or  factory  building,  there  exist  other  means  of  egress 

oYfhp  Te,  not  cntlrc,y  ,n  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 

sf  ^  ^ 

Y  UC z,^Lzh:>r z 

cordancc  with  Section  274  of  the  Labor  Law  except  that 
J"  ',Cl'  °  a  cour^erbaIanced  stair  a  drop  Ladder  in  guides 
Y°nil  th/Jmvest  balcony  to  ground  may  he  provided  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  ba-sis  for 
increased  occupancy  of  the  building.  When  such  sub 
standard  fire  escapes  are  located  in  an v  court  or  on  tfc 

shall  °h  rear  l)r°Per  egress  to  a  point  of  safety 

shall  he  provided,  either  to  open  adjoining  yards  or  the 

ovest  balcony  may  he  connected  to  an  adjoining  fire  escape 
exterior  stairway,  or  to  roof  of  adjoining  extension  5 


RULES  RELATING  TO  SUBSTANDARD  EXITS, 
other  egress  satisfactory  to  the  Fir*  r™™ 
properly6  paTnTed  Sha"  *  mainta,'ned  structurally  sMe  and 

sr&rt~  z,r:; 

(c)  Exterior  Screened  Stairways— Exterior  screens) 
stairways  not  serving  as  a  required  means  of  egress  shall 
e  either  removed  or  maintained  structurally  safe  and  nrnn 

w  jfl  Horizontal  Bridges-Horizontal  bridges  and  nartv 
wall  balconies  between  buildings  shall  hp  rpm™  a  '  -ty 

£?a»«£affiE5ZS 

axt  was ■> 


notice 
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PROPOSED  AMENDMENTS  TO  RULES  FOR  «:tatdu/av  : — =  = 

(410-24-SR i  STAIRWAY  ENCLOSURES  IN  FACTORY  BUILDINGS 


(410-24-SR) 

-Ml0?  S' i  ',S  H,.EREBY  GIVEN  that  hearing 

H;'.  L thc  B<>ar',  of  Standards  and  Appeals  on 
Tuesday,  July  29,  1924,  at  2  p.  m.,  in  Room  919,  Municipal 
Minding  on  proposed  amendments  of  Rules  2  and  3  In- 
2nal  (,od^  and  the  adoption  of  the  amended  rule’s  as 
ules  of  the  Board  of  Standards  and  Appeals  affecting  the 
-nclosure  of  hactory  Stairways,  and  the  storage  of  combus- 
Ne  material  about  factory  stairways 

NT  t* nc TTt>B«e Yiw 1  ^ a L ^ 1  ^  d  mattcr  t0  be  orr|itted. 

ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

up  Elementary  to  Labor  Laxv,  §  79-6;  originally  adopted 
lugust  8,  1913,  and  effective  October  1,  1913;  amended 

“V8’  w15:,  revised  and  readopted  February  10, 
016,  effective  March  1,  1916. 

fide  2  Except  as  herein  provided,  in  all  factory 

'ctobef,  7<,,S,t0r'eS  7.  'essJ"  fie'ght,  erected  prior  to 
ctober  1,  1913  in  which  there  are  more  than  twenty- 

persons  employed  above  the  second  floor,  all  interior 
'''jAays.  serving  as  required  means  of  exit,  and  the 

-ill  Y  P  ,  °r TS  and  Passageways  connected  therewith, 

■a  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
,  ,  a  er,al  extending  continuously  front  the  lowest 

•Hi  I  tllP  clnirutni/  in  -  .  *,i  ^ 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Contents  Contents  non¬ 
combustible,  combustible 
and  sprinkler  and  sprinkler 


Stairways 

Enclosed 


The  term  “contents"  as  used  above  means  articles  goods 
wares  and  merchandise,  packed,  stored,  manufacturfd  or’ 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles 
co0mtstTonreS  °f  merChandl'Se  which  b”rn  or  support’ 

Zh:  ■»«»  an  ade- 


,  ,,,  -  . -  Lummuousiy  irom  the  lowest  The  term  ‘Winkler”  i1c„j  u 

be.!,  e:  aCC°rda"CC  wi,h  «*-*'  sprinkler 'iZLfZltZTlr  mlt 

tamed  in  good  working  order  on  each  floor. 
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Where  the  stairway  extends  to  the 
building,  such  partitions  rfwU  «tend^to  ^ 

se  ^ s,op  at  ,he 

“ft  S54‘S  -miens  3baUbePro>d1teWi«h 

fimerex,eri?r  wall  ol 

SS^tJ ur^  ^ 

*«  1.  an  ™  -"^^1™' subdivision 
,  oAt  XeTatr  Sw,  will  be  accepted  as  a  contpliance  vnth 
this  rule. 

STORAGE  OF  COMBUSTIBLE  MATERIAL 

ABOUT  FACTORY  STAIRWAYS 

SuMUmcntary  to  Labor  ”  ,913  “  ° 

Rul.t«  "a  ft;ii,dinf]  n„  articles  rer  ware, 

of  a  ecymbust:^  e  ™  enclosure  or  unenclosed  stair- 

the  limits  of  ,any. andincs  '  platforms  or  passageways  con- 
way,  or  on  the  lancung  .  I  •  j  r  wares  be  kept 

covered  with  incombustible  material.] 

Rule  DefinWon*.  tbe  purp0se  of  classifica¬ 

tion  undergthis°ruleU  the ^height  ojE  a^uildmg  shall  mean^the 

Where'  the  ground  adjoinin^the^buUdin^  ^ 
grade  or  does  not  vary  m  gra  e  above  the  lowest 

^  of  lebUundnUadilin0g  £  building;  where  the 

sr.  S 

r;eb,mding  A  fraction  of  a  story  produced  in  com- 
P1ing..GUradeaExri«SemSeaan's  f  dT 'ifafexterior ^all  of  a 

Pf.5  means  that  part  of  any  building  comprised 
between  any  floor  or  roof^ext  above.  ^  floor  at 

o/neares?5  the  ground  surrounding,  the  building  ;  unless  the 
ground  surrounding  the  Jju^ding  '^^[hf  purpose!  of  this 

or'  morePex  tsto  grade 
[  not  more  than  12  feet  above  the  ground  taken  at  the 

^ed 

in  these  rules  are  used  as  synonymous  terms. 

T?n1f*  2-a _ Occupancy  Classification.  , 

The  following  classification  of  occupancy  wit  respec 
to  the  degree  of  hazard  is  hereby  established: 

Low  Hazard  . 

1  Occupancies  involving  the  storage  or  use  of  materials 
which  do  not  ordinarily  burn  rapidly  or  with i  excess^ 
smoke,  and  from  which  neither  poisonous  fumes  nor 
plosions  are  to  be  apprehended  in  the  event  of  fi^e-  joe 
lowing  list  includes  and  indicates  the  types  of  occupancy 
within  this  class; 


Asbestos 
Baking  powder 
Breweries 

Buttons  (pearl  or  bone) 
Canneries  (including  food 
products) 

Chalk  and  crayon 
Condensed  and  powdered 
milk 

Electric  light  plants  and 
power  houses 

Electrolytic  reducing  works 


Glass 

Glue,  mucilage,  paste,  size 
Ivory 

Leather  (excluding  japanning 
or  enameling) 

Metals  (excluding  japanning 
or  enameling) 

Soap,  candles 
Porcelain  and  pottery 
Talc  and  soapstone 
Tanneries  (excluding  japan¬ 
ning  or  enameling) 


Moderate  Hazard 

2.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  moderate  rapidity 
and  to  give  off  considerable  volume  of  smoke,  but  from 
which  neither  poisonous  fumes  nor  explosions  are  to  be 
apprehended  in  the  event  of  fire.  The  folk  wing  list  in¬ 
cludes  and  indicates  the  types  of  occupancy  coming  within 
this  clast: 

Bags  (cloth,  burlap  and  Linoleum  works 

paper)  Metals  (with  enameling  or 

Bakeries  japanning) 

Bamboo  and  rattan  Packing  houses 

Belting  (including  canvas)  Paper 

Boots  and  shoes  Printing,  lithographing,  book- 

Buttons  (including  cloth  binding 

covered)  _  .  ..  . 

Cardboard  (including  box-  Sugar  refineries  (including 
es \  beet  and  glucose  works) 

Clothing,  woolen  (wearing  Tanneries  (with  japanning  or 
apparel)  enameling) 

Cordaore  Textile  mills  (including  cot- 

Furs  ton  cloth,  bagging,  burlap, 

Gloves  (other  than  leather)  carpets,  rugs,  canvas) 

Horn  and  combs  (not  cellu-  Tobacco,  cigars,  cigarettes 
loid)  and  snuff 

Leather  (with  enameling  or  Woodworking  (excluding  dip- 
japantiing)  P*n2  or  varnishing) 

High  Hazard 

3.  Occupancies  involving  the  storage  or  use  of  ma¬ 
terials  which  are  liable  to  burn  with  extreme  rapidity  or 
from  which  poisonous  fumes  or  explosions  are  to.  be  ap¬ 
prehended  in  the  event  of  fire.  The  following  list  includes 
and  indicates  the  types  of  occupancy  coming  within  this 

Artificial  flowers  Feed,  flour  and  grist  mills 

Artificial  leather  Fireworks 

Celluloid  Imitation  leather 

Cereal  mills 

^Chemicals  of  all  kinds  (ex-  - Tatc 

cept  where  serious  flame,  Rag  sorting  (including  j 

fume  or  explosion  hazards  ton) 
are  not  present)  Shoddy  mills 

Cotton  batting  Starch  and  sugar  mills  jn- 

Cotton  clothing  (women’s)  eluding  pulverizing) 

Cotton  waste  Straw  gooffs 

T'irv  cleaning  Varnish  . 

Explosives  Woodworking  (with  dipping 

Fc-nher  renovating  or  varnishing). 

The  Board  shall  rule  upon  new  occupancies  as  tnev 
arise  and  pass  upon  points  under  dispute.  , 

Where  there  are  occupancies  of  two  or  more  degrees  o 
hazard,  the  building  shall  be  classified  according  to  the 
higher  hazard,  unless  special  modification  is  made  by  tnc 
Board  in  cases  where  the  higher  hazard  is  inciden  a 
well  segregated. 

Rule  2-b. 

Subdivision  1.  Enclosures  Required.— Except  as  here- 
_  _ oil  hinUlinus  more  than  two  stones 


1000 


PUBLIC  HEARING 


and  less  than  six  stories  in  height,  erected  prior  to  Oc¬ 
tober  1,  1913,  in  which  there  are  more  than  five  persons 
employed  at  manufacturing,  all  interior  stairways  serving 
as  required  means  of  exit  and  the  landings,  platforms  and 
passageways  connected  therewith  shall  he  enclosed  on  ill 
sides  by  partitions  of  fire-resisting  material  extending  con- 


.heTlr„lia„PwPtag"t0anble0:f  'hiS  Sha"  b'  in  accorda”«  with 


Stories - 

1  1 

Content*  of 
high  hazard 

Contents  of  moderate  hazard 

1  8 

Contents  of  low  hazard 

1 

No  sprinkler 

Sprinkler 

|  No  sprinkler 

Sprinkler 

Three 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Four 

Stairways  to  be  en¬ 
closed  if  more  than 
•>  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor.  | 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Fire 

Stairways  to  be  en¬ 
closed  if  more  than 

5  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  first 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second 
floor. 

Stairways  to  be  en¬ 
closed  if  more  than 
25  persons  are  em¬ 
ployed  at  manufac¬ 
turing  above  second  1 
floor. 

The  stairway,  enclosure  shall  be  independently  ceiled  over 
with  fire-resisting  material. 

Exception:  Buildings  having  fireproof  roof  slab  where 
enclosure  terminates  at  underside  of  such  slab. 

Where  the  stairway  is  required  to  extend  to  the  roof 
the  enclosure  shall  be  so  built  as  to  form  a  pent  house 
there  shall  be  not  less  than  seven  (7)  feet  head  room 
in  every  stairway. 

AH  door  openings  in  such  enclosure  shall  be  protected 
with  lire  doors  opening  into  the  stairway  enclosure,  equipped 
with  self-closing  devices.  Grade  exit  doors  shall  open 
outwardly  to  grade  and  need  not  be  fire  doors. 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
oof  with  louvres  or  ventilators,  or  exterior  windows  with 
•entdatmg  sections  at  the  top  floor.  Exterior  windows 

•  ithin  thirty  (30)  feet  of  non-fireproof  structures  shall 
e  hreproof  windows.  Skylights,  unless  provided  with 

•  ired  glass,  shall  have  thereunder  a  shield  of  wire  mesh  in 
ubstantial  frame  work. 

The  bottom  of  the  enclosures  shall  be  of  fireproof  ma- 

r  f°nr  V  inches  thick-  unIess  the  Partition 

<tends  to  the  cellar  bottom. 

Subdivision  2.  Enclosures  Not  Required.— Except  in 
i.laings  in  which  the  contents  are  classified  as  of  high 
izard.  the  stairways  shall  not  be  required  to  be  enclosed 
ere  a  horizontal  exit,  as  defined  in  section  267  of  the 
•  r  Uw«  is  provided  on  all  floors  and  the  stairways 
rving  as  required  exits  on  each  side  of  the  horizontal 
-  are  remote  from  the  horizontal  exit,  provided  that 

riflA ?n  fap.l)r0Yed  a,arm  siSnal  system  conforming 
rules  of  the  board  is  installed  in  the  building  and  fire 

1,5s  substantially  conforming  to  rules  of  the  board  are 
?»'  °I"  anjapproved  sprinkler  system  conforming  to  rules 
the  board  is  installed. 

^in  '~Require^  Exits  and  Enclosures  of  Stairways 
m  Two-story  Factory  Buildings. 

idinlVT're.da  Ex.itS~In  ev(’r-v  two-story  factory 
iding  erected  prior  to  October  1,  1913.  in  which 


there  shall  t  3  manufacturing, 

means  of  exit  or  ttane  frn^r  h  °°/  3f  IeaSt  two 

one  of  which  from  ever v  6  h  remoteJ\om  each  other, 
lead  to  or  open  on  an  i/tS  fb°Ve  °r  be,ow  grade  shail 
closed,  as  hereinafter ore^SIfS^,rW?S.^hich  sha11  be  en' 
exterior  enclosed  stairway.  Th^  other  3^^°?  ^ 

a  stairway,  or  to  a  horizontal  or  grade  exit  or  t  °  SUCb 
terior  screened  stairwnv  ^  /  aue  exit,  or  to  an  ex- 

any  floor  of  such  building  shall  esCaPe‘  No  P°int  on 

and  fifty  (150)  feet  distant  from ^  s^an  exit”6 

which  *e°c"n,ec„°s 

in  which  more  than  twont  c  ^Igl  hazard  and 

the  ground  floor  ^11  Tntew'five.  >?ersons  are  '™P>°yed  above 
means  of  exil  shal  be  SLTtlZ*  kT*  ^ 
such  stairway  to  the  ceiling  Qf  the Tr-t  fln  °"if  P°l"t  ol 

sF  - 

Ail  reference  herein  to  ''Enclosure  of  Stairways"  shall 
he  considered  as  applying  only  required  s?aTwavs 

RUl's?^aysage  °'  C°mbUStiblt  About  Factory 

buSb*  na'u'rTshaTl'tl^Tortor^d"  TV*,-1  COm' 

any  stairway  enclosure  “  unZc  '  tho  lirails  of 

landings,  platforms  or  passageways  °l  °"  «>' 

nor  shall  such  articles  or  k4TS  th®rewi"' 

stairway  unless  such  stairway  and  am/part  tions  or'd  ^ 
thereunder  are  constructed  of  or  covered  uJtn  °f  do.?rs 
material  a  with  lncombustiblt 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  July  10,  1924 

Restored  to  calendar  . 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition  . 

Appliances  approved . .  . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . ; . 

Rules  disapproved  or  rescinded  . 


Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  . 

Administrative  requests  . 

i 

Requests  for  interpretation  . 


Miscellaneous  Actions. 

117  Requestes  to  reopen  granted  . 

Requests  to  reopen  denied  . 

4  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

30  Requests  for  modification  granted . 

Request  for  modification  denied  . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . 

15  Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

20  Requests  for  extension  of  permit  granted  .. 
Requests  for  extension  of  permit  denied . 

2  Requests  to  install  granted  . 

Requests  to  install  denied  . 

1  Administrative  requests  granted  ........... 

Administrative  requests  denied  or  withdrawn 

3  Interpretations  . ••••.•••• . 

Requests  withdrawn  or  dismissed  . 


Total  . 

Disposed  of  . 

Cases  pending  July  10,  1924 


1787  Total 

1175 

612 


99 

86 

163 

10 

592 

12 

10 

7 

1 


104 

7 

4 

0 

28 

2- 

3 

0 

14 

1 

18 

2 


2 


0 

0 

1 

3 

6 
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WARNING. 


Notice  is  hereby  given  to  all  petitioner!  appellant! 
tmnlirants  for  relief  at  the  hands  of  the  board  oi 
Sundard  and  Appeals  and  of  the  Board  of  Appeal!,  and 
to  an  lawyers,  architects  and  engineers  represent,.*  owners 
or  lessees  in  proceedings  before  these  boards  __ 

First,  That  if  they  do  not  appear  in  person  o.  by  rep- 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 

M  prosecution  is  likely  to  result 

Second  That  due  and  ample  notice  of  the  date  set  to 
hearing  is  provided  in  the  publication  in  this  Rui.letin  of 
the  calendars  of  these  boards,  each  case  being  set  down  b) 
Calendar  Number  and  premises  under  the  date  of  th 

^Tliird  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  o 
appear.  J 

Fifth  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appea lor 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  da.a,  or  y 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City.  v 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL- 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  ma,l  THE  BULLS 

Name  . 

Street  . 

P.  . . 


My  subscription  to  begin  with  the  issue  for 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
Tiven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  July  15 
1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  July  15,  1924. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  July  11,  1924. 

Rules  Adopted. 

Proposed  Rules. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

oard  of  Standards  and  Appeals,  as  listed  in  the  Cal 
endar. 

MaAnha«irinSS  ^  he'd  R°°ra  9‘9'  Buildine 

\ 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica 
t.on  or  petit, on  shall  be  regarded  as  a  mere  notice  of  in. 
tent, on  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

C/endar.  insists  of  applications  under  the 
Build, ng  Zone  Resolution,  and  its  object  is  to  give  inter- 
f d  Property  owners  opportunity  to  file  objections  if  any 

a”  2  o”lockC  At  ,hisRT  T  °"  T“esday ■  W  1924 
a  definite  day  eaCh  CaM  'S  set  for  heari"e 

The  next  subsequent  Cal!  of  the  Calendar  will  be  on 

T hdayA,Ju^  2®.  1991.  at  2  o'clock.  * 

I  fie  Clerks  Calendar  is  not  to  be  confused  with  the 

ing  unfixed  days’.  ^  ^  M  <°r  h'ar' 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

ficfal  fr°m  thC  °f  thC  aCti°n  °f  the  Admin'strative  Of 

Any  communication  purporting  to  be  an  appeal,  applica- 
1°"  or  .pet,tl°n  shall  be  regarded  as  a  mere  notice  of  in¬ 
tent  on  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board.  M 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
T  =s,tel.'  a  signed  notice  of  appeal  addressed 

to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  F 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of.  the  property,  the  subject  of  the  appeal 

ApivaiS’ kappl,CatfIOns.and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions 

William  E.  Walsh.  Chairman, 
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DOCKET. 

New  Cases  Filed  Week  Ending  July  17,  1924. 
Cal.  No.  Department  Premises  Affected 


912-24-BZ. 


911-24-A. 


939-24-SA . F.D . Ballard  Super  Domestic  Oil 

_ _  Burner.  Appliance. 


910-24-A . 


938-24-BZ . B.B.B.  ...1730-1746  67th  st.,  Bklyn. 

_ , _ ,  Applic.  11935-1924. 


937-24-S . B.B.M  ...1351-1365  Broadway.  Man. 

N.  B.  536-1923. 


199-24-A. 


936-24-A . F.D .  155-163  Leonard  st.,  Man. 

_ ,  ”  L.  C.  24638. 


64-24-BZ. 


935-24-SA . F.D . Blackmer  Rotary  Pump. 

_ , _  Appliance 


497-23-BZ. 


934-24-BZ . B.B.M.  ...1280-1288  Lex.  arve.,  Man. 

N.  B.  372-1924. 


333-21-S . 


933-24-A . B.B.M.  ..338-342  E.  59th  st.,  Man. 

_ _  Alt.  1404-1924. 


_ B.B.Bx  ..  1501-1509  Jerome  ave.,  Bronx. 

N.  B.  2061-1924. 
_ F.D . 92  Ft.  Hill  Circle,  New  Bright¬ 
on,  S.  I. 

Richmond,  L.  C.  24754. 

. F.D . 79-81  Forsythe  st.,  Man. 

F-57258. 

Restored  to  Calendar. 

. F.D .  332-344  W.  44th  st.,  Man. 

Alt.  180-1924. 

. B.B.M.  ..332-340  E.  84th  st.,  Man. 

N.  B.  15-1924. 

. B.B.B.  ...1578-1586  Bedford  ave.,  Bklyn. 

N.  B.  6444-1923. 

. F.D . 43  W.  56th  st.,  Man. 

L.  D.  5866-5867. 


932-24-A . F.D .  11209  St.  Anns  ave.,  Richmond 

_ _  Hill,  Q.  L.  C.  89719.  CODE. 

931-24- A  B  B  B.  .  ..26  Myrtle  ave,  Brooklyn.  F.D . ^epar|menJ 

- , —  Applic.  666-  g  g  B . . Bureau  of  Buildings,  Brooklyn 

930-24-S . F.D .  142-148  W.  36th  st.,  Man.  BB.Bx . Bureau  of  Buildings,  Bronx 

_ _  L.  D.  60076.  B.B.M  . Bureau  of  Buildings,  Manhattan 

929-24-A  . iB.B.M  ..612  Fifth  ave.,  Man.  ..  B^Q  .  Bureau  of  Buildings,.  Queens 

y  ir'  i  7070-1004  B.B.R . Bureau  of  Buildings,  Richmond 

- ‘  "  ‘  '  xh  . Tenement  House  Department 

928-24- A . F.D  _  626-630  W.  44th  st.,  Man.  '  '  '  .  .  t 

_ _  F-60758-60833-60847.  _  _  „  „ 

927.24-A . F.D .  153-159  W.  27th  st.,  Man.  CALL  OF  CLERK’S  CALENDAR. 

_ _  L.  C.  24915.  Tuesday,  July  22,  1924,  at  2  p.  m. 

926-24-A . F.D . 23  Grammercy  Park,  Man. 

Alt  846-1994  Building  Zone  C qscs, 

925-24-A . F.D . 57  East  Ninth  st.,  Man.  714-24-BZ. 

_ L  C.  24428.  APPLICANT— Wiliam  Schein,  for  Kate  Kalter,  owner. 

Q  Fr)  a!,  ath  st  Bklvn  PREMISES— 1101-1112  East  27th  street,  Brooklyn.  . 

924"~4'S . RD . 31  8t  't-’  3  T  n  TO  PERMIT  in  a  residence  “E”  area  district  the. erection 

-  L.  JJ.  3i4y<.  anc[  maintenance  of  a  dwelling  without  setting  back 

923-24-BZ . B.B.Bx  . .  S.  W.  cor.  W.  Burnside  ave.  &  funy  ten  (10)  feet  fr0m  the  street  line  as  required 

Davidson  ave.,  Bx.  by  the  building  zone  resolution. 

_  Alt.  126-1924. 

782-24-RZ 

922-24-BZ . B.B.M.  ..1-11  E.  o8th  st.,  Man.  APPLICANT — William  R.  Rust,  for  Griffin  White  Shoe 

- -  N.  B.  404-1924.  Company,  owner. 

921-24-S . B.B.M.  ..  350  West  31st  st.,  Man.  PREMISES— 754-756  Fifth  avenue,  Brooklyn.  ,  , 

_  Viol.  3078-1924.  TO  PERMIT  in  a  business  district  the  erection  and  main- 

920-24-S . B.B.M.  ..251-259  W.  *36th  st.,  Man.  tenance  of  a  building  to  be  used  for  factory  pur- 

_ __  Viol.  554-1924.  p0SeS- 

919-24-BZ . B.B.Q  ...N.  W.  cor.  Cooper  ave.  &  Cy-  809-24-BZ. 

press  Hill  Rd„  Q.  APPLICANT— Cass  'Gilbert,  for  New  York  Life  Insur- 

A  114 or  iooi  ance  Company,  owner. 

- —  „Applic.  1148b-l.)-4.  pREM’ISES — North  side  of  East  26th  street,  south  side 

918-24-S . F.D . 45  W.  18th  st.,  Man.  0f  past  27th  street  from  Fourth  avenue  to  Madison 

_ — .  Variation  of  Labor  Law.  avenue.  Manhattan.  _  ' 

917-24-S  BBM  .  115-117  West  45th  st.,  Man.  TO  PERMIT  in  a  business  two-times  height  district  the 

.  N  R  700.!  004  erection  of  the  street  walls  of  a  building  to  a  height 

•  ‘  '  '  “  ’  exceeding  the  limit  required  under  the  building 

916-24-BZ . F.D . 116-118  Pleasure  Place,  L.  I.  zone  resoIution. 

_ City,  Q.  L.  C.  87362 

915-24-BZ . B.B.M.  ...18  E.  53rd  st.,  Man.  814-24-BZ.  . 

_ N-  B  358-1924.  APPLICANT— William  F.  Doyle,  for  Mooney  Realty 

914-24-S . B.B.M.  . .  24,-263  W.  3ith  st.,  Man.  PREMIsks^-312-318  East  26th  street.  Manhattan. 

-  N.  B.  110-1924.  Tq  jn  a  portion  of  a  street  between  two  inter- 

913-24-S . B.B.M.  ..837  11th  ave.,  Man.  secting  streets  the  erection  and  maintenance  of  a 

_ Alt.  1438-1924.  garage  for  the  storage  of  more  than  five  (5)  mo- 
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tor  vehicles,  in  which  portion  there  exists  a  medi¬ 
cal  college  and  hospital  maintained  as  a  charitable 
institution. 

835-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  William  Glichman 
owner. 

PREMISES — 1655-1663  St.  Marks  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


-Lester  P.  Deeves,  for  Dewett  Realty  Co., 


821-24-BZ. 

APPLICANT- 
owner. 

PREMISES— 460-462  West  129th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


D.  Cords,  for  Mary  V.  Buehl, 


853-23-BZ. 

APPLICANT — (Charles 
owner. 

PREMISES — 980-1004  Jamaica  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1066-23-BZ. 

APPLICANT  Charles  D.  Cords,  for  American  Railway 
Traffic  Co.,  owner. 

PREMISES — 1455-1461  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

’REMISES — 3200  Villa  avenue,  The  Bronx. 

.0  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

373-23-BZ. 

^PPLICANT — James  P.  Whiskeman,  for  H.  Nelson  Mc- 
Lernon,  owner. 

REMISES— 160  Fordham  road,  The  Bronx. 

O  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

t-24-BZ. 

PPLICANT  Edward  P.  Doyle,  for  Queensboro  Invest- 
mg  Co.,  owner. 

REMISES— Northwest  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


P.  Doyle,  for  Harjac  Building 


6-24-BZ. 

PPLICANT — Edward 
Corp.,  owner. 

fp^^1.146--58  East  New  York  avenue,  Brooklyn. 

1 1  ,n  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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BOARD  OF  APPEALS. 

Tuesday,  July  22,  1924,  at  10  o.  tn. 

Appeals  from  Administrative  Orders. 

652  24-A— East  side  Broadway,  from  West  116th  street 

o,  a  *°  WeSt  120th  street-  Manhattan. 

653-24-A  74  West  124th  street,  Manhattan. 

658-24- A  225-283  Chestnut  street,  Brooklyn 

667  24 ioqo Ann  (1  Park  row)>  Manhattan. 

4  A  1038-1050  Ocean  avenue,  Brooklyn. 

674-24-A— 278-290  Locust  avenue,  The  Bronx. 

677- 24-A— 4-12  Dwight  street,  Brooklyn. 

680-24-A— 160  John  street,  Brooklyn 
692-24-A  2069  80th  street,  Brooklyn. 

713-24-A— 147-153  Waverly  place,  Manhattan. 

716-24-A— 52  Herkimer  place,  Brooklyn. 

627-24-A— 91-93  Lorimer  street,  Brooklyn. 

661-24-A— 86  Lawrence  street,  Flushing,  Queens. 

678- 24-A— 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

516-24-A— 444  West  26th  street,  Manhattan 
769-24-A-151-159  West  108th  street,  Manhattan. 

Under  the  Building  Zone  Resolution 

cal.  no.  621-24-BZ— lApplication,  May  5.  1924,  under  the 
building  zone  resolution,  of  Sloan  and 
Robertson  architects,  on  behalf  of 
Dexter  Holding  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  234-240  East 
—  54th  street,  Manhattan. 

cal.  no.  696-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Samuel 
Gardstein,  architect,  on  behalf  of  Saul 
Kendelstein,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  123-139  Louisa  street  north¬ 
east  corner  of  36th  street,  Brooklyn. 

CAL.  NO.  565-23-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied,  to  per¬ 
mit  in  a  business  district  the  erection 

ft!  3  /ara,ges  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue, 
Brooklyn. 

cal.  no.  416-24-BZ— Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  McLain 
Realty  Co.,  applicant  and  owner  to 
permit  in  a  “C”  area  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by 
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Section  16  of  the  zone  resolution; 
premises  west  side  of  Linden  avenue, 
147  ft.  north  of  Broadway  (No.  boule¬ 
vard),  Flushing,  Queens. 

445-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Samuel 
Ageloff,  owner,  to  permit  in  a  portion 
of  street  between  two  intersecting 
streets,  in  which  portion  there  exists  an 
entrance  and  exit  to  a  public  school,  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  769-781 
Chauncey  street,  Brooklyn. 

559-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Achilles 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  237-243  East  55th  stret,  Man¬ 
hattan. 

597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion,  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 

613-24-BZ — Application,  May  1,  1924,  under  the 
building  zone  resolution,  of  William 
Wiegand,  architect,  on  behalf  of 
Schnaier  Realty  Corporation,  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  207-211  West 
76th  street,  Manhattan. 

570-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  Arthur  B. 
Rampe,  applicant  and  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  south  side  233rd  street, 
30  ft.  east  of  Carpenter  avenue,  The 
Bronx. 

701-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bron'*' 


cal.  no.  656-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Ottc 
J.  Schwartzler,  owner,  to  permit  in  a  i 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  oi 
more  than  five  (5)  motor  vehicles 
premises  1728-1750  Morris  avenue,  Th< 
Bronx. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  undei 
the  building  zone  resolution,  of  Phili; 
J.  Sinnott,  applicant,  on  behalf  of  Z 
D.  Berry  and  Fred  W.  Gordon,  owners 
to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  fa- 
the  storage  of  more  than  five  (5)  mo 
tor  vehicles ;  premises  1030-1044  Ful 
ton  street,  Brooklyn. 

cal.  no.  770-24-BZ — Application,  June  5,.  1924,  under  th 
building  zone  resolution,  of  Samuel  Ro 
senblum,  architect,  on  behalf  of  Samue 
Aptakin,  owner,  to  permit  in  a  resi 
dence  district  the  alteration  and  ex 
tension  -of  a  building  used  partly  fo 
business  purposes;  premises  1000  Eas 
172nd  street,  southeast  corner  of  Long 
fellow  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 


Tuesday,  July  22,  1924,  at  2  />.  m. 
Appeals  from  Administrative  Orders. 


717-24- A — 166  Vernon  avenue,  L.  I.  City,  Queens. 

730- 24-A — 512  Schenck  avenue,  Brooklyn. 

731- 24-A — 9  Webster  avenue,  L.  I.  City,  Queens. 

741-24-A — 645  Wtest  55th  street.  Manhattan. 
686-24-A — Northeast  corner  of  Borden  avenue,and  Va 
Dam  street,  Long  Island  City,  Queens. 


703-24-A — 141  Broadway,  Manhattan. 

718-24-A— 340-342  East  38th  street,  Manhattan. 
720-24-A— 8633  127th  street,  Richmond  Hill,  Queens. 
723-24-A — 423  Broome  street,  Manhattan. 

752- 24-A — 25-27  Third  avenue,  Manhattan. 

753- 24- A — 92  South  street,  Manhattan. 

771 -24- A — 625  West  55th  street,  Manhattan. 

773- 24-A — 58-62  Third  avenue  and  497  Pacific  stree 

Brooklyn. 

774- 24-A — 63  Orchard  street,  Manhattan. 

786-24-A— North  side  of  152nd  street,  120  ft.  east  of  Mej 

rose  avenue,  The  Bronx. 

404-24-A— 205-207  South  Oxford  street,  Brooklyn. 
455-24- A — 120  Broadway,  Manhattan. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A— 60-62  West  116th  street,  Manhattan. 
867-23-A— 2715  Webster  avenue.  The  Bronx. 
217-24-A— 77-79  East  130th  street  and  74-78  East  1 
street,  Manhattan. 

694-24-A—  South  side  of  178th  street,  from 3 


dyn. 
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Under  the  Building  Zone  Resolution. 

N01ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon ,  July  22,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

al.  no.  244-24-BZ— Application,  February  15,  1924,  under 
the  building  zone  resolution,  of  S.  Mill- 
man  &  Son,  architects,  on  behalf  of 
Morris  Angert  and  Ernest  Edinger, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles ;  premises  1761- 
1765  Bushwick  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Friday,  July  25,  1924,  at  10  a.  m. 


APPLICANT— Buchman  and  Kahn,  for  Elbeco  Realty 
Lorp.,  owner. 

PREMISES— West  side  Anable  avenue,  350  ft.  south  of 

To  pfS?"  aVenUe’  L’  L  Ci^>  Queens. 

,,MU  “  an  unrestricted  1  y2  times  height  district 
ie  erection  of  a  street  wall  without  a  setback  to 
icight  exceeding  the  limit  required  by  the  zone 
resolution.  y  0 


737-24-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Angeline  Savag- 
nano,  owner.  •  '  8 

PREMISES— 2-12  86th  street  and  8601  Shore  road,  Brook- 
TO  PERMIT  in  a  residence  **E”  area  district  the  erection 

S?  Sf lTT r  °f  a  ,builjIing  situated  nearer  than 

ten  (10)  feet  from  the  street  line. 

f 

764-24-BZ. 

APPLICAN^T  John  E.  Eustis,  for  Edwin  F.  Branning, 

TOWRMIT260  ^eSt-  Tremont  avenue>  The  Bronx. 

U  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 


AppLICANT— Wilham  F.  Doyle,  for  Tille  Lichtenstein, 

PREMISES— East  side  Ryer  avenue,  138:36  ft.  south  of 
East  18<th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


Appeals  from  Administrative  Orders. 

20-24-A— East  side  Exterior  street,  955.67  ft.  north  Crom¬ 
well  avenue,  The  Bronx. 

And 

SPECIAL  ORDER  OF  BUSINESS. 


■i — 


o  1 


APPLICANT— Eugene  De  Rosa,  for  Flatbush  Associates 
inc.,  owner. 

TnE^n-oIATi:^2101r2121  Church  avenue,  Brooklyn. 

1U  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores  and  theatre  cur- 
poses.  * 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  July  29,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

-24-BZ. 

'PLICANT — William  F.  Doyle,  for  Jeannette  Wilson 
Metten,  lessee. 

EMISES — 234  West  74th  street,  Manhattan. 

1  PERMIT  in  a  residence  district  the  maintenance  of 
a  business  use  in  an  existing  residence  building. 

-24-BZ. 

PLICANT — William  J.  Conway,  for  John  Muldoon, 

owner. 

EMISES— 70-78  West  9th  street,  Brooklyn. 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84th 
Street  Realty  Co.,  Inc.,  owner. 

PREMISES — 332-340  East  84th  street,  Manhattan. 

TO  PERMIT  in  a  business  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the  zone  reso¬ 
lution. 

497-23-BZ.  ^ 

APPLICANT — Jenks  &  Rogers,  for  S.  C.  La  Vine,  Inc., 
owner. 

PREMISES — 1578-1586  Bedford  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


24-BZ. 

PLICANT — Louis  Schlachtus,  owner. 
iMISES — 5703  Twelfth  avenue,  Brooklyn. 

PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  (2)  pleasure  mo¬ 
tor  vehicles,  two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises. 


540-24-BZ. 

APPLICANT— tHenry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

PREMISES — 243-249  Hopkins  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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BOARD  OF  APPEALS. 

Tuesday,  July  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

619-24-A— 345-347  Grand  street,  Manhattan. 

659-24- A — 28  Buckingham  road,  Brooklyn. 

697-24-A — 'Southeast  corner  of  Stillwell  avenue  and  Pel¬ 
ham  parkway,  The  Bronx. 

827-24-A — 1357  Dahill  road,  Brooklyn. 

470-24-A — 52-62  Ellery  street,  Brooklyn. 

1317-23- A — Northeast  corner  of  St.  Johns  place  and  Buf¬ 
falo  avenue,  Brooklyn. 

1170-23-A — 2814  Avenue  N,  Brooklyn. 

478-24-A— 1600  Broadway,  Manhattan. 

726-24-A — 14  Fairway  Close,  Forest  Hills,  L.  I.  Queens. 
729-24-A — 558  West  173rd  street,  Manhattan. 

615-23-A — 90-92  West  Broadway,  Manhattan. 

941-23-A _ 65-67  Duane  street  and  539  Pearl  street,  Man¬ 

hattan. 

885-24-A — 533-537  East  16th  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 


NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  July  29,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  561-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  George 
Alexander,  Jr.,  applicant,  on  behalf  of 
Mary  V.  McGreevy,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  occu¬ 
pied  as  a  shop  for  sheet  metal  cor¬ 
nice  works;  premises  448  Montgomery 
street,  Brooklyn. 


cal.  no.  655-24-BZ — Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex¬ 
tension  of  a  theatre  building;  premises 
3837  White  Plains  avenue,  The  Bronx. 


cal.  no.  725-24-BZ — Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Louis  A. 
Sheinart,  architect,  on  behalf  of  Tagra 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  321-343  West  54th  street,  Man¬ 
hattan. 

CAL.  NO.  657-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Austin 
E.  Pressinger,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  3184-3190  Webster  avenue, 
The  Bronx. 


behalf  of  Western  Electric  Co.,  Inc., 
owner,  to  permit  in  an  unrestricted  two- 
times  height  district,  the  erection  of 
the  street  wall  of  a  building  without 
setting  back  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution; 
premises  744-754  Washington  street  and 
51-55  Bethune  street,  Manhattan. 

cal.  no.  235-23-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

CAL.  NO.  685-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Wm.  H 
Gompert,  architect,  Eugene  Kienle 
owner,  Kienly  &  Co.,  lessee,  to  permil 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  usee 
for  manufacturing  lithographic  ink 
premises  33-47  Nassau  avenue,  Brook¬ 
lyn. 

cal.  no.  235-24-BZ — Application,  February  14,  1924,  undei 
the  building  zone  resolution,  of  Euel 
and  Euell,  architects,  on  behalf  o 
Empec  Realty  Corp.,  owner,  to  permi 
in  a  business  district  the  erection  anc 
maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides ;  premises  southeast  corner  169tl 
street  and  Inwood  avenue,  The  Bronx 

cal.  no.  138-24-BZ — Application,  January  29,  1924,  unde 
the  building  zone  resolution,  of  Johi 
De  Hart,  applicant,  on  behalf  of  Ik 
Frankel,  owner,  to  permit  in  a  residenc 
district  the  erection  and  maintenanc 
of  a  building  to  be  used  in  part  fo 
business  purposes;  premises  6314-632 
Bay  parkway,  northwest  corner  of  64t 
street,  Brooklyn. 

cal.  no.  761-24-BZ — Application,  June  2,  1924,  under  th 
building  zone  resolution,  of  New  Yor 
Telephone  Company,  applicant  an 
owner,  to  permit  in  a  residence  distric 
the  alteration  and  extension  of  a  cer 
tral  telephone  exchange  building 
premises  northwest  corner  of  Broac 
way  and  Vietor  place,  Elmhurs 
Queens. 

CAL.  no.  778-24-BZ — Application,  June  7,  1924,  under  tl 
building  zone  resolution,  of  Josep 
Upton,  applicant,  on  behalf  of  Tuok 
and  Upton,  Inc.,  owner,  to  permit  in 
business  district  extending  from  a 
unrestricted  district  the  erection  an 
maintenance  of  a  garage  for  the  sto: 
age  of  more  than  five  (5)  motor  v< 
hides ;  premises  northeast  corner  < 
35th  avenue  (State  street)  and  Farrinj 
ton  street,  Flushing,  Queens. 


cal.  no.  683-24-BZ — Application,  May  16,  1924,  under  the  .  .  .  , 

building  zone  resolution,  of  McKenzie,  cal.  no.  801-24-BZ — Application,  June  14,  19^4,  under 
Voorhees  and  Gmelin,  architects,  on  building  zone  resolution,  of  Arthi 


1008 


CALENDAR 


Frothingham,  applicant,  Estate  of  Sal- 
lie  E.  Stone,  owner,  Anna  T.  Reynolds, 
lessee,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  rearrangement 
of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  Audubon  lane,  west  side  of 
Riverside  drive,  359  ft.  9  in.  south  of 
West  158th  street,  Manhattan. 


cal.  no.  883-24-BZ — Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott.  applicant,  on  behalf  of  John 
A.  McCarthy,  owner,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  east  side  Gerard  ave¬ 
nue,  105.30  ft.  north  of  East  146th 
street,  west  side  of  Walton  avenue, 
104.71  ft.  north  of  East  146th  street, 
The  Bronx. 

CAL.  NO.  750-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  Charles  H. 
Moores,  applicant,  on  behalf  of  Peter 
F.  Reilly,  owner,  to  permit  in  a  busi¬ 
ness  “B”  area  district  the  erection  and 
maintenance  of  a  business  building 
without  providing  a  yard  as  required 
by  the  zone  resolution ;  premises  491- 
495  Bergen  street,  Brooklyn. 


795- 24-A  257-259  Water  street,  Brooklyn. 

789-24-S— 189-195  Hudson  street,  Manhattan. 

794-24-S— 380-384  Canal  street,  Manhattan. 

796- 24-S— 391  Washington  street,  Manhattan. 

806-24-S  233  Duffield  street,  Brooklyn. 

813-24-S  34  West  22nd  street,  Manhattan. 

815-24-S  125  Fulton  street  and  44  Ann  street,  Manhat- 

lan, 

819  ~4-S  185  Sixth  avenue,  Manhattan. 

766-24-S— 28-30  West  57th  street  and  29  West  56th  street 
Manhattan.  ’ 

790-24-S— 124  West  21st  street,  Manhattan. 

BOo-24-S— 554-566  Eighth  avenue  and  270-276  West  38th 
street,  Manhattan. 

822-24-S  13-19  East  New  York  avenue,  Brooklyn. 

828-24- S  39  West  25th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA— Universal  Oil  Burner,  approval  of. 

1323-22-S— Baker  Automatic  House  Heating  Burner  ap¬ 
proval  of.  ’ 

1d38-23-SA— Lillibridge  Oil  Vapor  Burner,  No.  C-8  and 
No.  C-9,  approval  of 

826-24-SA— Heyms field  Low  Pressure  Burner,  approval  of. 

RULES. 

4 10-24- SR— Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 


cal.  no.  858-24-BZ— Application,  June  26,  1924,  under  the 
buliding  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  David  L.  Phillips 
Estate,  owner,  Kesbec  Sales  Co.,  Edwin 
Crawford  and  Robert  G.  Calder,  les¬ 
sees,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  4172 
Broadway,  Manhattan. 

'AL.  NO.  784-24-BZ— Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Delco 
Realty  Co.,  Inc.,  owner,  to  permit  in 
a  business  1%  times  height  district  the 
erection  of  the  street  walls  of  a  build¬ 
ing  without  setbacks  to  exceed  the 
limiting  height  required  by  the  building 
zone  resolution;  premises  531-535  Fifth 
avenue  and  1  East  44th  street,  Manhat¬ 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

191-24-S  2-12  Sheriff  street  and  504-510  Grand  street, 
Manhattan. 

133-24-S — 21  East  57th  street,  Manhattan. 

•20-24-S— 345-347  Grand  street,  Manhattan. 

06-24-S — 398  Madison  street,  Manhattan. 

16-24-S — 1162  Broadway,  Manhattan. 

'33-21-S — 43  West  56th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24- A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24- A — 430  Seventh  avenue,  L.  I.  City,  Queens. 

734-24-A — 65-67  West  Houston  street,  Manhattan. 

736-24-A— 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A— 187  Seminole  avenue,  Forest  Hills,  Queens. 

739-24-A — 26  Broadway,  Manhattan. 

818-24- A — 152-154  Withers  street,  Brooklyn. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A— 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  9,  1924,  at  10 
o’clock  in  Room  919,  Municipal  Building,  on  the  following 
matters :  i 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 


CALENDAR 


age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  361-24-BZ — Application,  March  10,  1924,  under  the 
.  building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

cal.  no.  525-24-BZ— Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own¬ 
ers,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  mo|tor  vehicles;  premises  28-34 
Newtown  avenue,  Astoria,  Queens. 

cal.  no.  534-24-BZ — Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  Ve¬ 
hicles  ;  premises  484-490  Sterling  place, 
Brooklyn. 


Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  695-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 

cal.  no.  1514-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 


cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  691-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis, 

Queens. 

CAL.  no.  558-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

CAL.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 


cal.  no.  461-24-BZ — Application,  March  29,  1924,  under  the 
building  zone  resolution,  of  John  C. 
Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations.  ,jL  , 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S— 1205-1213  Broadway,  Manhattan. 

Appliances  Submitted  for  Approval. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 

673-24-SA — 'Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

492-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 
199-24-A— 332-344  West  44th  street,  Manhattan. 
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1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A  522  West  159th  street,  Manhattan. 

328- 24-A— 153  East  76th  street,  Manhattan. 

329- 24-A— 1900  Crotona  parkway,  The  Bronx. 

640- 24-A  G59  Wales  avenue  and  779  East  142nd  street 

I  he  Bronx.  ’ 

641- 24- A— 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 

743-24-A — 221  77th  street,  Brooklyn. 

772-24-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

(81-24-A  714-716  Atlantic  avenue,  Brooklyn. 

829-24-A— 1600  Broadway,  Manhattan. 

839-24-A — 319-321  Grand  street,  Manhattan. 

851-24-A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
'ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  16,  1924  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 

CAL.  NO.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 


•  •  *0.  6 <o-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
ozerhp,  applicants,  on  behalf  of  Otto 
rteepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 

Br^kT  ’  Premises  325'327  16th  street, 

cal.  no.  664-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
f  arch>tect,  on  behalf  of  Con- 

tord  Realty  Corp.,  owner,  to  permit 
m  a  residence  district  the  alteration 
and  extension  of  a  business  building- 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
760-24-A— 1002-12  Grand  street,  Brooklyn. 

775-24-A— 517-519  Academy  street,  L.  I.  City,  Queens. 
798-24-A— 656  Broadway,  Manhattan. 

802-24-A  15  West  17th  street,  Manhattan. 

804-24-A— 30-46  Erasmus  street,  Brooklyn. 

843-24-A  264  39th  street,  Brooklyn. 

8o4-24-A — 6-10  East  1st  street,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  15,  1924. 

nisoIeSe]U™!!aTan  yalsh^  M?ssrs'  Dowd,  Gun- 

mson,  Holland,  Kennedy  and  Fire  Chief  Kenlon 

neals ehTMUteSm°f  ‘J®  regulaf  meetinS  of  the  board  of  ap- 
Stes  nf  °"  T?e,sday  corning,  July  8,  1924,  and  the  min- 
utes  of  the  special  meeting  of  the  board  of  appeals  held 

»  tetjielS:rS°o0nk!tol'  lx4'  Were  aPPr0Ved  “  primed 
’>45^4P\EALS  from  administrative  orders. 

^PELLANT— Oil  Burning  Equipment  Corp.,  for  Turner 
'TTR irrr  Co.,  ^nc-»  owner. 

Jrom  order  f>re  commissioner. 
REMIfES  AFFECTED — 305-325  Ocean  avenue,  Brook- 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1924, 
pending  action  on  the  approval  of  the  burner  by 
the  board  of  standards  and  appeals. 

‘8-24-A. 

UBHTt  ' N7~T5,efMoehleJLitho^raPhic  Co.,  Inc.,  owner. 

J  I  Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED— Northeast  corner  of  East  37th 

APPEARANCES— Ct  ^  Qarendon  road>  Brooklyn. 

For  Appellant:  Christian  Scheidig,  Paul  Flick. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  withdrawn  on  request  of 
appellant. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  .  ’  6 
Negative  .  Q 

Absent :  Fire  Chief  Kenlon  ......  ’  ’  ’  *  ’  ’  ‘  ’  ’  ’  ’  ’  j 

199-24-A 

APPELLANT— William  F.  Doyle,  for  Tilford  Cinema 
Corp.,  owner. 

SUBJECT— Application  for  reopening  (re:  order  and  de- 
cision  of  fire  commissioner). 

REMISES  AFFECTED — 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Wm.  F.  Doyle. 

ACTION  OF  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  September  16,  1924. 

THE  VOTE  TO  REOPEN  AND  SET  FOR  HEARING— 
Affirmative:  Chairman  Walsh,  Messrs.  Connell 
Dowd,  Gunnison,  Holland  and  Kennedy  ’  6 
Negative  .  Q 

Absent:  Fire  Chief  Kenlon  .  i 
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1  H 
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943-24-A 

APPELLANT — Jesse  Acker  Hays,  for  H.  Blumenthal  & 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 241-249  Centre  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  J.  Acker  Hays,  Guy  W.  Culgin 
For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CONDITIONS— As  specified  in  resolution. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

THE  VOTE—  r  ,  ,  ,r  _  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(243-24-A) 

Whereas,  Tesse  Acker  Hays,  for  H.  Blumenthal  &  Co., 
lessee  filed,  February  15,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  241-249  Centre  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  226-0- 
LC,  dated  January  25,  1924,  reads: 

“Section  232-2,  Chapter  10,  Code  of  Ordinances,  pro¬ 
hibits  the  storage  of  nitro-cellulose  products  in  any 
building  artificially  lighted  by  means  other  than  elec¬ 
tricity  and  in  any  building  inside  the  fire  limits  t  at 
is  not  of  fireproof  construction  of  more  than  three 

stories  in  height. 

“You  are  therefore  ordered  to: 

“1.  Remove  all  nitro-cellulose  products  from  prem- 


THE  RESOLUTION: 

(423-24-A) 

Whereas,  Yetta  Simon,  owner,  filed,  March  21,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  547  Willoughby 
avenue,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  8653- 
LC,  dated  February  27,  1924,  reads: 

“Discontinue  the  maintenance  of  a  garage  in  the  above 
premises  as  same  is  of  frame  construction.  (Sec.  5,  Ch. 

5,  Par.  4,  Sec.  90,  Ch.  5.)”;  m>j 

Whereas,  the  premises  consist  of  a  plot  of  ground  30 
ft.  by  100  ft.  in  area;  upon  the  front  portion  is  located 
a  two-story  frame  dwelling  22  ft.  by  40  ft.  in  area,  and 
at  the  rear  of  the  lot  is  a  two-story  frame  building  30 
ft.  by  18  ft.  in  area.  OCCUPIED:  1st  story  as  a  pri¬ 
vate  garage  for  three  motor  vehicles,  and  _  2nd  story  for 
storage ;  located  in  a  residence  district,  inside  the  fire 

limits;  and  .  .f 

Whereas,  appellant  contends  hardship  would  result  it 

not  permitted  to  use  the  rear  building  as  a  garage. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  h^by 
is  granted  on  condition  that  the  use  and  occupancy  ot  the 
garage  shall  be  restricted  to  two  automobiles  of  the  pleas¬ 
ure  car  type,  property  of  the  owner  of  the  premises,  and 
on  further  condition  that  the  interior  of  the  garage  shall 
be  metal  lined  or  fire  retarded  in  accordance  with  the 
rules  of  the  board  of  standards,  and  appeals;,  that  there 
shall  be  no  gasoline  storage  equipment  maintained  on  the 
premises  and  that  an  open  driveway  from  the  ga™ge  to 
the  street  front  shall  be  maintained  free  and  unobstructed. 


lses. 


and 


Whereas,  the  building  is  non-firep.roof,  seven  Rories  m 
height,  109  ft.  by  10°  ft  (irregular) 

with  a  two-source  sprinkler  system;  OCCUPIED  as  a  ten 
ant  factory,  153  persons  above  the  1st  story;  and 

Whereas,  appellant  contends  there  will  be  only  electri 
lieht  used  where  the  celluloid  is  in  work,  that  there  will 
be  no  sawing  or  polishing,  and  requests  to  store  50  poun  s 
of  celluloid  in  approved  metal  cabinets.  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal,  be  and  it  hereby  is 
granted  on  condition  that  the  celluloid  maintained  on  the 
premises  shall  be  restricted  to  the  fourth  story .  and  shall 
not  exceed  25  pounds,  stored  and  maintained  m  an  ap 
proved  cabinet  located  in  the  front  of  the  bmldmg  ven- 
tilated  to  the  outer  air,  that  there  shall  be  no  exposed  or 
open  flame  on  this  floor,  that  a  sufficient  number  of  sand 
buckets  and  water  pails  shall  be  provided  and  that  an i  ap¬ 
proved  metal  receptacle  shall  be  provided  for  trade  waste 
or  clippings,  and  granted  so  long  as  the  conditions  as  to 
occupancy  and  use  remain  substantially  unchanged. 


473-24-A. 

APPELLANT — Wells  &  Newton  Co.,  Inc.,  for  Ralph  Pol- 


423-24- A. 

APPELLANT— Yetta  Simon,  owner.  , 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 547  Willoughby  avenue,  Brook¬ 
lyn. 

APPEARANC^kml:;  Raymond  P.  McNulty  Yetta  Simon. 

For  Administration:  Inspector  Lynch  ot  tire  de¬ 
partment.  ... 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITION'S— As  specified  in  resolution. 

THE  VOTE—  ,  _  „ 

Affirmative:  Chairman  Walsh.  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  ..  6 

Negative  . • . 

Absent:  Fire  Chief  Kenlon  .  1 


cini,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 328  East  150th  street,  The  1 
Bronx.  J 

APPEARANCES—  T 

For  Appellant:  Philip  J.  Sinnott. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(473-24-A) 

Whereas,  Wells  &  Newton  Co.,  Inc.,  for  Ralph  Pol- 
cini,  owner,  filed,  April  1,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  328  East  150th  street,  Borough  of  The 
Bronx;  and  _  _ 

Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
App.  No.  574-23,  dated  May  21,  1923,  reads: 

“1.  The  automatic  sprinkler  equipment  for  these 
premises  with  the  occupancy  (celluloid)  as  stated  must 
be  supplied  from  two  sources  consisting  of. an  approved 
pressure  tank  supply  and  an  approved  gravity  tank  sup¬ 
ply,  as  per  Rule  No.  37,  amended  December  30th,  19- b 
Sprinkler  Rules,  Board  of  Standards  and  Appeals.  ; 


and 


iu  .  j 

Whereas,  the  building  is  non-fireproof,  two  stories  ana 
basement  in  height,  21  ft.  by  92  ft.  8  in.  in  area,  O 
PIED  for  the  manufacture  of  metal  novelties  and  jewelry, 
and 
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Whereas,  appellant  contends  it  is  impractical  to  erect  a 
tank  on  the  roof  of  the  building  owing  to  insufficient  foun¬ 
dations,  and  proposes  to  install  a  4  in.  connection  to  the 
cit)  main,  which  is  fed  two  ways  and  has  a  55#  per  square 
inch  pressure.  1  4  c 

Rcsohd  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  \s  modified,  and  that  the  appeal  be  and  it 
hereby  is  granted  only  so  long  as  the  structure  is  main¬ 
tained  as  a  two-story  building  on  condition  that  an  ap¬ 
proved  sprinkler  system  shall  be  installed  complete  in  all 
respects  other  than  the  tank  and  that  the  system  shall 
have  a  direct  street  connection,  the  main  supplied  two 

ways  and  granted  only  so  long  as  the  street  pressure  be 
not  less  than  50  pounds. 


sprinkler  heads  over  the  platform  of  the  structure  immo 
diately  above  the  tanks,  and  on  further  condition  that 
he  conditions  of  the  resolution,  Cal.  No.  331-20-A  affect- 
ng  the  same  premises  are  complied  with  and  maintained 


574-24-A. 

|  APPELLANT— Wm.  P.  McGarry,  for  Craycroft  Oil  Co 
owner. 

|  SUBJECT  Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 310-320  Freeman  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Wm.  P.  McGarry. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

[ACTION  OF  BOARD — Appeal  granted  on  condition. 
[CONDITION S — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell 
.  Dowd,  Gunnison,  Holland  and  Kennedy  ’  6 
Negative  .  „ 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION:  •* . 

„r  ,  (574-24-A) 

Whereas,  Wm  P.  McGarry,  for  Craycroft  Oil  Co., 
•wner,  filed,  April  24,  1924,  an  appeal,  with  the  board  of 
ppeals,  irom  a  decision  of  the  fire  commissioner,  affecting 
remises  310-320  Freeman  street,  Brooklyn;  and 

HERhA^  the  decision  of  the  fire  commissioner,  Alt 
vpp.  No.  466-24,  dated  April  9,  1924,  reads: 

“1.  Tanks  must  be  buried  so  that  the  tops  shall  be 
at  least  2  ft.  below  grade  level.” ; 
id 

Whereas  the  premises  consist  of  a  plot  of  ground  259 

•  7a  ”•  ™  area,  on  which  is  located  the  plant  of 
ie  Lraycroft  Oil  Company,  consisting  of  several  frame 
‘eds’  an  fxlsBng  32,000  gallon  storage  and  proposed  four 
tooo  gallon  gasoline  storage  tanks;  and 

Whereas,  appellant  contends  that  due  to  the  location 
the  tanks,  it  is  impracticable  to  bury  the  tanks  more 
an  five  feet  due  to  the  difficulties  inherent  to  construc- 
)n  un<Jer  water,  and  further  contends  that  the  walls 
grounding  the  tanks  are  at  a  sufficient  distance  from 
cm  to  act  at  the  same  time  as  a  storage  reservoir, 
ould  the  tanks  become  disrupted. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
d  it  hereby  is  modified,  and  that  the  appeal  be  and  it 
reby  is  granted  on  condition  that  the  tanks  be  buried 
least  to  mean  high  water  level,  entirely  enclosed  in 
in.  of  concrete  and  that  any  structure  erected  above 
d  tanks  shall  be  constructed  of  frame  work  of  angle 
n  covered  on  the  outside  with  corrugated  sheet  metal 
on  the  under  side  with  approved  fireproof  mate- 

•  that  a  2  in.  water  pipe  shall  be  provided  (with  a 
'trol  valve  located  about  75  ft.  from  the  tank 
losure)  the  water  supply  pipe  to  be  run  between  the 

s  and  to  extend  above  the  roof  over  the  tanks  with 
in.  horizontal  pipe  extending  the  full  length  of  the 
f,  provided  with  sprinkler  heads  every  four  (4)  ft., 
s  forming  a  water  curtain  for  emergency  or  other  fire 
lection ;  also  provide  and  install  a  water  pipe  with  open 


618-24-A. 

APPELLANT — A.  Hayden,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner 

For  Appellant:  None. 

I' °r  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

CONDTTTnv^B°AARD~ApPeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell 
Negative^’  GunmSon’  Holland  and  Kennedy  ..  6 

Absent :  Fire  Chief  Kenlon  . . . .  ? 

THE  RESOLUTION:  .  1 

(618-24-A) 

Whereas,  A.  Hayden,  owner,  filed,  May  2  1924  an 
appeal,  w.th  the  board  of  appeals,  from  an  ordej  of  the 
lyn  ;C°™SSloner>  affecting  premises  517  83rd  street,  Brook- 

T  ^'““EA^  the  order  of  the  fire  commissioner,  No.  88135- 
LC,  dated  April  12,  1924,  reads: 

“With  reference  to  your  application  for  a  permit  to 

voTthat6  T01  ^  ^  ab°Ve  location>  1  regret  to  inform 
C  ?a  1  am  without  power  to  grant  such  a  permit 
or  the  reason  that  the  storage  of  fuel  oil  at  the 
above  location  is  not  in  accordance  with  the  rules 

No°v  6  ?919  hh  °/  Standards  and  Appeals  on 
lNov.  6,  1919,  amended  Jan.  18,  1924. 

1  ou  are  therefore  ordered  to  remove  all  fuel  oil 

from  the  storage  tank  and  discontinue  the  further 

and  Storage  and  use  fuel  oil  at  the  above  location”; 

Whereas,  the  building  is  non-fireproof,  two  stories  and 

a a c hv d [Hr i g '-1 6 ' ^j1 1  ’  20  ft’  by  60  ’n  area  OCCUPIED  as 

Whereas,  appellant  contends  that  the  installation  con- 
onns  wnh  the  fuel  oil  rules  excepting  in  that  the  burner 
ower light  Oilheat)  is  not  an  approved  burner. 
Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  of  ninety  days  pend¬ 
ing  the  action  of  the  board  of  standards  and  appeals  on 
petition  for  approval  of  burner,  on  condition  that  the  in¬ 
stallation  complies  with  fuel  oil  rules  of  the  board  of 
standards  and  appeals  in  all  other  respects. 


623-24-A. 

APPELLANT— Frank  S.  Parker,  for  Interstate  Land 
Holding  Co.,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner 
PREMISES  AFFECTED — 206-14  14th  street,  Long  Island 
City,  Queens. 

APPEARANCES— 

For  Appellant:  Frank  S.  Parker. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  .  ’  6 

Negative .  '  ‘  Q 

Ahsent:  Fire  Chief  Kenlon _ .* _  ' ' '  ‘  *  1 
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THE  RESOLUTION : 

(623-24-A) 

Whereas,  Frank  S.  Parker,  for  Interstate  Land  Hold¬ 
ing  Co.,  owner,  filed,  May  6,  1924,  an  appeal,  with  the 
board  of  appeals,  *  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  206-14  14th  street,  L.  I.  C.,  Bor¬ 
ough  of  Queens,  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  94-24,  dated  April  17,  1924,  reads: 

“1.  Bottom  of  tank  must  be  20  ft.  above  the  roof. 

“6.  The  cross  connection  must  be  below  the  side¬ 
walk  level  and  5  ft.  in  diameter  Siamese  to  Siamese. 
If  cross  connection  is  buried  the  pipe  must  be  of 
extra  heavy  cast  iron. 

“8.  Siamese  connection  must  be  3x3x5  in.,  set  in 
a  horizontal  position,  18  in.  to  24  in.  above  the  side¬ 
walk.”  ; 

and 

Whereas,  the  building  is  fireproof,  two  stories  in  height, 
140  ft.  by  200  ft.  in  area;  OCCUPIED  as  a  garage  and 

service  station;  and  . 

Whereas,  appellant  contends  it  would  be  a  hardship  to 
change  the  size  and  location  of  the  cross  connection  and 
also  requests  acceptance  of  the  location  of  the  tank,  whic 
is  20  ft.  above  the  highest  outlet. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  Item  No.  1  on  condition  that  the  tan  c 
shall  be  located  at  least  20  ft.  above  the  highest  outlet 
of  the  top  story;  granted  as  to  Item  No.  6  on  condition 
that  the  standpipe  supply  throughout  the  2nd  story  shall 
be  covered  with  1  in.  air  cell  asbestos  pipe  covering,  and 
granted  as  to  Item  No.  8  on  condition  that  not  less  than 
two  (2)  forty  gallon  portable  fire  extinguishers  shall  be 
provided  on  the  2nd  story,  and  granted  only  so  long  as 
condiitons  otherwise  as  to  occupancy  and  use  remain  sub¬ 
stantially  unchanged  and  the  (Structure  remains  at  us 
present  height,  viz.,  a  two  (2)  story  building  above  grade. 


625-24- A. 

APPELLANT — Samuel  Rosenblum,  for  Parthenon  Realty 
&  Holding  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 7-9  East  20th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  . . . 0 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

"  Dowd,  Gunnison,  Holland  and  Kennedy  ....  6 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(625-24- A) 

Whereas,  Samuel  Rosenblum,  for  Parthenon  Realty  & 
Holding  Co.,  owner,  filed,  May  6,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  7-9  East  20th  street,  Borough 
of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  55092- 
LF,  dated  February  17,  1924,  reads : 

“1.  Arrange  the  outlets  of  standpipe  system  on  sec¬ 
ond  to  12th  story  inclusive  so  that  said  outlet  will  be 
accessible  to  this  Department. 

“(Note — Outlets  placed  too  near  wall.)  Section  20, 
Chapter  12,  Code  of  Ordinances.” ; 

and 


Whereas,  the  building  is  fireproof,  12  stories  in  height, 
50  ft.  by  92  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
278  persons  above  2nd  story;  and 

Whereas,  appellant  contends  the  standpipe  system  con¬ 
formed  with  the  requirements  in  force  at  the  time  of  its 
installation  and  that  to  lower  the  outlet  would  interfere 
with  the  existing  passageways.  1 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


643-24- A. 

APPELLANT — Cornell  Utilities  Co.,  for  John  Pirung, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 480  East  17th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(643-24-A) 


Whereas,  Cornell  Utilities  Co.,  for  John  Pirung,  owner, 
filed,  May  9,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  and  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  480  East  17th  street,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  order  and  decision  of  the  fire  commissioner 
read  as  follows : 

Order  No.  88271-LC,  dated  April  17,  1924 — 

“1.  You  are  therefore  ordered  to  remove  all  fuel 
oil  from  the  storage  tank  and  discontinue  the  further 
storage  and  use  of  fuel  oil  at  the  above  location.” 
Alt.  App.  No.  683-22,  dated  February  8,  1924 — 

“2a.  Tank  will  be  tested  in  presence  of  Fire  De¬ 
partment  Representative  and  afterwards  coated  with 
suitable  rust  resisting  material.  | 

“8.  Piping  must  be  tested  in  presence  of  a  Fire 
Department  Representative. 

“9.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  36  ft.  by  47  ft.  in  area;  OCCUPIED  as  a  dwell¬ 
ing  ;  and  _  . 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner  and  a  280  gallon  oil  tank 
buried  outside  the  building  and  a  60  gallon  auxiliary 
tank ;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hreby  is  granted  as  to  Order  No.  88271-LC  on 
condition  that  proper  plans  shall  be  filed  with  and  approved 
by  the  fire  commissioner,  and  granted  as  to  items  of  de¬ 
cision  rendered  by  fire  commissioner  under  Alt.  App. 
683-22,  Item  2-A,  on  condition  that  a  certificate  of  fac¬ 
tory  test  be  filed  in  the  fire  department;  granted  as  to 
Item  No.  8  on  condition  that  all  piping  used  shall  be  ot 
standard  wrought  iron ;  and  granted  as  to  Item  No.  9  on 
condition  that  the  fuel  oil  rules  of  the  board  of  stan 
ards  and  appeals  shall  be  complied  with  in  all  other  re 
spects. 
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644-24-A. 

APPELLANT — Charles  H  Egbert  &  Rrn  Tn^ 
SUfjECT-Appea,  from  «*,“(  to  eo 

BroSokIynFFECTED_1512‘'514  A"an,iC  avenue’ 

APPEARANCES— 

For  Appellant:  Earnest  Eggert. 

I- or  Administration:  Inspector  Miaher  of  fire  de¬ 
partment.  ue 

conditions  B»ARD'ApPeal  8ra,,ted  0n  con(l‘I'on- 

IHE  VOI^  S|KC'fied  reso,u,ion- 

Affirmaf've:  Chairmai  Walsh,  Messrs.  Connell 

^rchWKSHo"and:,Kenn^  and  , 

Negative  .  7 

Absent  .  0 

THE  RESOLUTION: .  ° 

(644-24-A) 


THE  resolution 

Dle““,t  »«d  LCMay  i  C^4f0r  Est  °f  ,Alt™> 
the  board  of  anneal*  fi,  '  1924/  an  appeal-  with 

haS;aaffndCting  ^^way,  Borough  ofTan-' 

F  ^datedF  Fr\the  0rder  °f  tbe  fire  comm'Ssioner,  No  64615- 
datf(d  February  14,  1924,  reads: 

1.  Install-  a  standpipe  system  with  risers  4  inches 
Per  “  inct'exLdln^Hom  ££U£  °LT  'jfi 

and 

height  Ef 96 Sft  ^  bt!'7  'S  non-fireP™E  si*  stories  in 

1 ?4  ft  Vin  E  Broad- 

FOTTTPPP'n  vt  g  ■  .T  ^  in-  on  Crosby  street* 
h.y  OIPpEp  with  a  sprinkler  system,  including  a  10  000 

aTTl9oV?aS'  H',Eg?ehrt  &  Bro-  Inc.,  owner,  filed  ^se^cpection  on "both  ^^onts^OUmD^ 

B ™  »  28? ’J't WPAZTSZZ  tehfsprbinWergs;ystedm  al 


appeals'  Zl  f„  ^  F?  £  b-d  "sSaTdsTd 
premises 

F  ^KAtS’  ,the_order  of  the  fire  commissioner,  No  47498- 
F,  dated  July  7,  1923,  reads: 

inrre '  :  Pr,?V‘de  !ro?  or  kalameined  shutters  at  all  open- 
gs  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  opem 

ufh'^id"7  °thCr  bu,Ijhng  and  not  in  same  p?ane 
wth  said  openings  and  which  are  not  more  than  50  ft 

above  a  neighboring  roof  at  south  and  west  sides  of 
building,  or  other  ..  ~es  OI 


fords  sufficient  protection. 

it  ^lereh  VC-J  tbe  order  of  the  fire  commissioner  be  and 
denilt7  ,S  0fftrmed’  and  the  appeal  be  and  it  hereby  is 


and 


648-24-A. 

APPELLANT— Edward  B.  Crosby  &  Co.,  for  Estate  of 
Altred  Duane  Pell,  owner. 

buddlnJ  nr,o?herlng  r00t,at  south  and  west  sides  of  SUBJECT— Appeal  from  order  of  fire  commissioner 

fetra-wi;;  agay^  — « 

For  Appellant:  Peter  Koechlein,  Norman  Hubbard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied 

TUT  1  7V\»T»T*  m  ^  _ _ 


Whereas  the  building  is  non-fireproof,  four  stories  in 
stofe^  50 a*'  by  100  ft  in  area'  OCCUPIED;  1st  storv 
?r  siory"  aU„rr  S'°neS  dgar  fac,OT*  15  P«*»* 

there  are  nine  Openings  on  each  story  above  ^5ZI0N  0F  B°ARD— App. 
the  west;  a'nd^  50  °f  ^  r°°f  °f  3  buildin^  *>  V0TE  T°  GRANT~ 

erD  wEaRllAof  1$*"“*  *5®  openings  5n  the  south- 

erly  wall  of  the  premises  have  been  bricked  up  and  that 

he  exposure  to  the  west  is  a  fireproof  building-  the  skv- 
ron  framed  6  °f  gIaSS  S6t  in  heavy  ^vanized 

t  hZZh^’  tbatJ-*efrdej  °f  the  fire  commi‘ssioner  be  and 
rarZf  *  ,S i  modlfied;  and  the  appeal  be  and  it  hereby  is 
r  *  •  J?ng  as  the  Present  conditions  of  the  adjoining 
.remises  with  respect  to  the  exposures  of  this  slSr 
cmain  nnrlian rrorl  r.  .*  — i : ±  _  i  «  ^ -  ... 


•  «  ^  liic  cApubures  oi  tnis  strustnrp  <  «  f  .  9  *  xr±<xy  an  appeal,  with  the 

emain  unchanged,  and  as  indicated  on  plans  filed  with  this  °f  appe?,s'  from  an  order  of  the  fire  commissioner 

PPeal-  affecting  premises  626  Broadway,  Borough  of  Manhattan; 


Affirmative  . 

Negative;  Chairman  Walsh, '  Messrs.’ '  Conneil' 
Dowd,  Gunnison,  Holland,  Kennedy  and  Fire 

Chief  Kenlon  .  _ 

Absent  . .  .  7 

THE  RESOLUTION: . . .  ° 

(648-24-A) 

Whereas,  Edward  N.  Crosby  &  Co.,  for  Est.  of  Alfred 
Duane  Pell,  owner  filed.  May  9.  1924.  an  appeal,  with  the 

affecnw  *?Z±:  To"". Ter  *"  commissioner. 


47-24-A. 

\P  PELLA  NT— Edward  B  Crosby  &  Co.,  for  Estate  of 

ttd tet  A  fred  Duane  Pell,  owner. 

,Rp(f'r^P~AP^a*  from  order  of  fire  commissioner. 

cPPFARANCFS— CTED_622'624  Broadway’  Mar>hattan. 

For  Appellant:  Peter  Koechlein,  Norman  Hub¬ 
bard,  Jr. 

For  Administration:  Inspector  Maher  of  fire  de- 
partment. 

CTION  OF  BOARD — ^Appeal  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Conneil, 
Dowd,  Gunnison,  Holland,  Kennedy  and  Fire 

Chief  Kenlon  .  7 

Absent  . i .  0 


and 

Whereas,  the  order  of  the  fire  commissioner,  No.  57961- 
F,  dated  April  17,  1924,  reads: 

.  F.  Instad  a  standpipe  system  with  risers  4  inches 
in  diameter,  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  *»». 
and  •  * 

Whereas  the  building  is  non-fireproof,  six  stories  (96 
ft.)  in  height,  with  a  frontage  of  31  ft.  on  Broadway 
and  a  frontage  of  27  ft.  8  in.  on  Crosby  street ;  EQUIPPED 
with  a  sprinkler  system,  including  a  10.000  gallon  gravitv 
tank  and  a  7,500  gallon  pressure  tank  and  Siamese  connec¬ 
ts  on  both  street  fronts;  OCCUPIED  as  a  tenant  fac¬ 
tory,  76  persons  in  entire  building;  and 

Whereas,  appellant  contends  that  the  sprinkler  system 
affords  sufficient  protection.  y 

Rfsolved,  that  the  order  of  the  fire  commissioner  be  and 
'denied  afftrmed’  and  the  appeal  be  and  it  Hereby  is 
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721-24-A. 

APPELLANT — Simon  Flaherty  and  Queensboro  Athletic 
Club,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 449  Jackson  avenue,  Long  Isl¬ 
and  City,  Queens. 


which  is  hereby  waived,  on  further  condition  that  not 
less  than  twelve  (12)  qualified  watchmen  patrol  the  under¬ 
side  of  stadium  at  all  times  the  premises  is  used  or  oc¬ 
cupied  by  the  public,  and  not  less  than  four  (4)  men  at 
any  other  time,  and  that  a  time  clock  watchman  service 
shall  be  organized  and  maintained. 


APPEARANCES—  „  ,  ,  c. 

For  Appellant:  Daniel  F.  Cohalen,  Philip  J.  Sin- 

nott,  Simon  Flaherty.  . 

For  Administraiton :  John  W.  Moore,  superintendent 
of  buildings,  Borough  of  Queens. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland,  Kennedy  and 

Fire  Chief  Kenlon .  7 

Negative  .  ® 

Absent  . 

THE  RESOLUTION: 

(721-24-A) 

Whereas  the  Queensboro  Athletic  Club,  Simon  Flaherty, 
president,  filed,  May  20,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  449  Jackson  avenue,  Long  Island  City,  Bor¬ 
ough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  12,  1924,  reads: 

“Order  No.  22-A : 

“YOU  ARE  HEREBY  ORDERED  AND  RE¬ 
QUIRED  FORTHWITH  from  date  of  the  service  of 

this  order  , 

“By  virtue  of  the  power  invested  in  me  by  the 
Greater  New  York  Charter,  it  is  my  opinion  that  a 
condition  imminently  perilous  to  life  and  property  ex¬ 
ists  in  the  premises  constructed  and  used  as  a  stadium 
at  449  Jackson  Avenue,  Long  Island  City,  Borough  of 
Queens,  City  of  New  York,  and  you  are  hereby  or¬ 
dered  and  required  to  vacate  and  remove  said  build¬ 
ing  and  all  its  appurtenances  forthwith. 

“Notice  is  hereby  given  that  unless  this  order  to  va¬ 
cate  said  building  is  forthwith  complied  with.  I  shall 
take  such  steps  as  I  am  authorized  to  take  pursuant 
to  law.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  an  outdoor  arena,  constructed  of  timber, 
approximately  230  ft.  8  in.  by  378  ft.  irregular  in  area; 

^Whereas,  plans  for  the  construction  of  this  structure 
were  approved  and  a  permit  issued  for  its  erection  by  the 
bureau  of  buildings,  Borough  of  Queens ,  and 

Whereas  the  fire  commisioner  contends  that  a  hazard 
exists  owing  to  a  large  amount  of  combustible  material 
and  owing  to  the  proximity  of  the  adjoining  structures; 

3  Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  3,  1924,  for  a  temporary  period  on  con¬ 
dition,  as  to  safeguards  and  protection  imposed  by  this 
board  be  provided,  and  it  appears  that  the  permit  granted 
by  the  superintendent  of  buildings  expires  on  October  6, 
1924 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  the  temporary  term  and  period  for  which 
the  structure  was  erected  and  authorized  under  permit 
issued  by  the  superintendent  of  buildings,  namely,  Octo¬ 
ber  6,  1924,  on  condition  that  the  safeguards  as  provided 
for  in  the  resolution  granted  by  this  board  on  June .  3, 
1924,  be  complied  with  in  all  respects  other  than  the  in¬ 
stallation  of  the  dry  pipe  system  with  Monitor  nozzles. 


BUILDING  ZONE  CASES. 

558-24-BZ. 

APPLICANT— A.  I.  Nova,  for  Frederick  W.  Shauf, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  in  height  of  an  exiting  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 21-23  Lenox  road,  Brooklyn. 

APPEARANCES— 

For  Applicant:  E.  I.  Rubenstein. 

For  Opposition:  George  C.  Lay  and  Walker  East- 
land. 

ACTION  OF  BOARD— Laid  over  to  September  9,  1924, 
at  10  a.  m.,  on  request  of  applicant’s  representa¬ 
tive. 

136-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Max  Katx,  owner. 

buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Max  Silberstein,  Nathan  Gross- 
man. 

ACTION  OF  BOARD— Laid  over  to  September  9,  1924, 
at  10  a.  m.,  on  request  of  objector’s  representa¬ 
tive. 


APPLICANT— John  De  Hart,  for  Estate  of  Katherine 
Jackson,  owner.  #  , 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2256-2272  Jerome  avenue,  The 
Bronx. 


APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition:  Peter  J.  McCoy,  Henry  C.  White 
and  W.  B.  de  Weysen.  > 

ACTION  OF  BOARD— Laid  over  to  September  9,  19-4, 
at  10  a.  m.,  on  request  of  objector’s  representa¬ 
tive. 


APPLICANT— John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner.  .  , 

SUBJECT— Application  (re:  decision  of  superintendent  oi 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 912  Second  avenue,  L.  I.  City, 
Queens. 

APPEARANCES—  .  T  rorrv 

For  Applicant:  John  J.  Dunnigan,  Lawrence  Carr. 

and  Samuel  Garry. 

For  Opposition:  Joseph  Najic  and  George  rsensKj. 

ACTION  OF  BOARD — Laid  over  to  September  16,  W  - 
at  10  a.  m.,  pending  inspection  and  report  by  com¬ 
mittee  of  the  board. 
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497-23-BZ. 

APPLICANT — Charles  B.  Meyers,  for  S.  C.  La  Vine  Inc 
owner.  ’  ’’ 


ACTION 


drawF  VVhhdr°w„Chai™n  l°  »ith- 


|SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1578-1586  Bedford  avenue, 

Brooklyn,  N.  Y. 

APPEARANCES— 

For  Applicant:  John  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
calendar  call  July  29,  1924,  at  2  p.  m. 

TH  C4LL^  T°  RE0PEN  AND  SET  F0R  CALENDAR 

Affirmative:  Messrs.  Connell,  Dowd,  Gunnison, 

Kennedy  and  Holland  .  5  APPFARA\rrirc 

Negative:  Chairman  Walsh  ....  '  1  FLARANCES— 

Absent :  Fire  Chief  Kenlon  ...  .  ! 


THE  VOTE  TO  WITHDRAW— 

Affirmative  .Chairman  Walsh,  Messrs.  Connell 
Negate  '  G™''S°n'  H°"and  and  Kennedy  6 
Absent :  Fire  Chief  Kenlon  7.7.’ .' .'  ‘ ’ ‘ '  ’7"  '  ’ '  J 
611-24-BZ.  ~ 


SUBJECT  77  J  1  ,Sinn0l>'  f0r  Ge°rge  Ehr«'  owner. 

permit  i„daeti0'n  °f  enden,  of 

don.  ex«ensl„rr  co„avbeS„TS„  '^Cec,a  oT; 

REMISES  AFFECTED.,,  West  167th  street,  Manhat- 


64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84th 

<;uRTFrTreeA  Rral?  C?"  Inc'’  owner' 

SUBJECT  Application  for  reopening  (re:  decision  of  su- 

permtendent  of  buildings)  to  permit  in  a  business 

B  area  district  the  erection  and  maintenance  of 

a  garage  tor  the  storage  of  more  than  five  (5) 

motor  vehicles,  also  the  omission  of  a  rear  yard 

the  zone  resolution. 

PREMISES  AFFECTED  332-340  East  84th  street  Man¬ 
hattan.  ’ 

APPEARANCES— 

For  Applicant:  William  F. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set 

•nurr-  cal1  Julv  29-  1924-  at  2  P-  m. 

THE ALl3  T°  RE0PEN  AND  SET  pOR  CALENDAR 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland  and  Kennedy  ...  5 

Negative :  Mr.  Connell  . 77777  l 

Absent :  Fire  Chief  Kenlon  .  i 


Cor  Applicant:  Philip  J.  Sinnott. 

Por  Opposition:  None. 

THF^rnm^f  BOARD_~APP,I'cation  withdrawn 
THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Connell 

STchwS™  HoIland'  Ken"'dv 

Negative  .  . 

Absent  .  . 


7 

0 

0 


Sheinart,  for  Dormond  Realty 


Doyle. 


for 


375-23-BZ. 

APPLICANT— Thomas  W.  Lamb,  for  B.  F.  Keith 
York  Theatres  Company,  owner. 


New 


SUBJECT— Application  (re;  decision  of  superintendent  of  CONDITIONS— A  specified 


646-24-BZ. 

APPLICANT — Louis  A. 

Co.,  Tnc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 

,b':'  d;r)  ,n-Krm!t  a  business area  dis 
irt  the  erection  and  maintenance  of  a  garage  for 
he  storage  of  more  than  five  motor  vehidefako 
the  omisston  of  a  rear  yard  as  required  bv  the 
building  zone  resolution. 

PRFMTSFS  AFFECTED — ] 77-183  East  *  ,, 

hattan.  tast  123rcI  street,  Man- 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

an^dSusnSnkerC  W'"S’  ^  B'“ ' 

^™1.°.F.B0ARD^App1i cation  granted  on  condition. 


buildings)  to  permit  the  erection  of  a  place  of 
public  assembly,  extending  into  a  residence  dis¬ 
trict. 

PREMISES  AFFECTED— 109  East  Fordham  road  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Withdrawn. 

"HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

Negative  .  0 


in  resolution. 


Dowd, 


THE  VOTE— 

Affirmative:  Chairman  Walsh  Messrs 

Gunnison.  Holland  and  Kennedy'  '  . 

Negative:  Mr.  Connell  and  Fire  Chief  Kenion  2 

THE  RESOLUTION: .  0 

_ir  (646-24-BZ) 

Whereas.  Uniis  A  Sheinart.  for  Dormond  Realty  Co 

he  h„TTer'  fi  Cd’  M?y.  9’  W34'  an  aPPHcation.  under 
P»  .zo.’7  rf0,utlon-  to  Perm't  in  a  business  and 
B  area  district  the  erection  and  maintenance  of 


Absent  :Vire*  Chief  Kenlon  "...  ?  SSjf  7  htt/S 

rejlutmn;  premises  ,77-163  Fast  ,23rd  street.  Manhattan' 


0-24-BZ. 

APPLICANT— Philip  Steigman,  for  John  Welz  and  Estate 
of  Henry  Roth,  owners. 

^R^E^~A^  1Catl°n  (r.e:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicles. 

RE-IISES  AFFECTED— 2153-2173  Union  street,  Brook¬ 
lyn. 

PPEARANCES— None. 


b ,WthTh^S'/  7Ub,ic  hfari'n*  .was  held  on  this  application 
in<)i  °f  a.npea1s'  at  ,ts  regular  meeting.  July  15 

924.  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
imr  zone  resolution  show  that  East  123rd  street  Leximr 
ton  nvenue  and  Third  avenue  are  business  districts ;  and 
.  Wherf7S’  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  8,  1924,  reads: 
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“1  A  public  garage  for  more  than  five  cars  roa> 
not  be  constructed  in  a  business  district.  Sec.  4,  Build¬ 
ing  Zone  Resolution. 

“3.  Lawful  rear  yard  must  be  provided,  bee.  lb, 
Building  Zone  Res.”; 


Whereas,  the  proposed  building  is  to  be  of  fireproo 
construction,  four  stories  in  height,  with  a  frontage  o 
74  ft.  8  in.  and  a  depth  of  100  ft.  11  m.;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles;  and  . 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regu  - 
tions  of  the  building  zone  resolution  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  .  condition  that 
the  gable  walls  be  unpierced  throughout  their  entire  heig 
and  length ;  that  the  garage  shall  be  restricted  to  two  stor  e 
in  height  above  grade;  that  the  requirements  of  the  build 
ing  zone  resolution  shall  be  complied  with  m  all  other 
respects ;  that  the  front  elevations  shall  be  finished  in  face 
brick  with  architectural  terra  cotta  or  stone  trimmings; 
that  all  permits  necessary  for  the  prosecution  of  the  J 
shall  be  obtained  within  nine  months  and  the  bu  Id  g 
completed  within  eighteen  months  from  the  date  of  this 

action. 


406-24-BZ. 

APPLICANT— George  T.  Adee  and  Sylvanus  Purdy, 
owners.  .  .  , 

SUBJECT— Application  (re :  decision  of  ^SSThe^erec- 
buildings)  to  permit  in  a  business  dlstn^  the  e 
tioja  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2631-2641  East  Tremont  ave¬ 
nue,  The  Bronx. 

APPEARANCES- 

For  Applicant:  John  W.  Clancy. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Connell 
Dowd,  Gunnison,  Holland,  Kennedy  and 

Fire  Chief  Kenlon .  ^ 

Negative  .  Q 

Absent  . 

THE  RESOLUTION: 

(406-24-BZ) 

Whereas  George  T.  Adee  and  Sylvanus  Purdy,  for 
Estate  of  Geo.  T.  Adee  and  Sylvanus  Purdy,  owners, 
filed,  March  19,  1924,  an  application,  under ’the 
zone  resolution,  to  permit  in  a  business  district  the 
lion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  2631-4,  East  Tremont 

held  on  ‘to  application 

1924,h  af te^^ue0 notice^by ’  publication^^ the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  East  Tremont  avenue  .Silver 
street  and  St.  Raymond  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings.  rendered  March  8,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  452-24,  reads :  , 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.  , 
and  i 


Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  153.91  ft.  and  a  depth  of  164.85  ft.;  to  be  occupied 
as  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles  ;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that 
the  building  shall  be  restricted  to  a  one-story  structure 
above  grade ;  that  the  rear  and  side  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  there  shall 
be  no  vehicular  entrance  or  exit  within  50  ft.  of  the 
northerly  gable  wall;  that  the  front  elevation  shall  be 
finished  in  face  brick  with  architectural  terra  cotta  or  stone 
trimmings ;  that  there  shall  be  no  skylight  installed  within 
30  ft.  of  the  northerly  gable  wall,  and  any  skylight 
shall  be  glazed  wi(h  plain  glass,  protected  with  wire 
guards  above  and  below ;  that  the  exterior  north  gable 
wall  shall  be  finished  in  light  colored  brick;  that  any 
gasoline  storage  equipment  installed  on  this  premises  shall 
be  confined  to  the  extreme  southerly  corner  at  the  front 

of  the  building;  . 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  three 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action.  i 


541-24-BZ. 

APPLICANT— Henry  J.  Nurick,  for  Abraham  L.  Jafte, 

owner.  .  ,  ,  , 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 33-41  Park  avenue,  Brooklyn. 

APPEARANCES—  „  _  , 

For  Applicant:  William  F.  Doyle.  1 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition 
CONDITIONS— As  specified  in  resolution. 

TtlE  VOTE _ _ 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  .  • 
Negative :  Fire  Chief  Kenlon  .  ^ 


Absent  . 

THE  RESOLUTION: 

(541-24-BZ) 

Whereas,  Henry  J.  Nurick,  for  Abraham  L.  Jatte 
owner,  filed,  April  16,  1924,  an  application,  under  th< 
building  zone  resolution,  to  permit  m  a  business  dwtn 
the  erection  and  maintenance  of  a  garage  for  the  s  * 
of  more  than  five  (5)  motor  vehicles ;  premises  33-4 
Park  avenue,  Borough  of  Brooklyn ;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  aPP  K»h0 
by  the  board  of  appeals,  at  its  regular  meeting,  July  ^ 
1924,  after  due  notice  by  publication  in  the  Bui 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  buna 
ing  zone  resolution  show  that  Park  avenue  and  St  M 
wards  place  are  business  districts  and  Raymond  street 
an  unrestricted  district  to  within  100  ft.  south  of  Fari 

avenue;  and  n f  build 

Whereas,  the  decision  of  the  _  superintendent  w 

ings,  rendered  March  28,  1924,  in  acting  on  Applies 

No.  5964-1924,  reads:  p  elution  An 

“1.  Proposition  contrary  to  Zone  Resolution, 

II  Sec.  4.  (Garage  for  more  than  five  motor 

in  business  district  and  is  hereby  denied).  , 

and 
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ss £■* 'sss  — "sssr- vra-ss-s 

proximately  50  ft.  by  J01  ft.  4 H  in.  in  area  and  to  usi  ?he  and  ' 

SB*.*?  mf  "**  f°r  *he  St°rage  °f  m°re  tha"  “»  •  WfHERf*s,  the  premises  consist  of  a  piot  of  Kround  on 

Whereas  there  existed  on  this  street  between  the  inter-  on  the^rar  and  tnwo  car  garage  and 

setting  streets  on  July  25,  1924 .  snarV,  I  a  °ne  story  non-fireproof  3  car  garage,  three 

.  ‘hc  "T?.  of  does  hereby  *  make  premises;  Ld  *"  "",*d  ,0  perSOns  not  residi"S 

tions  of  the  building'^nV  resolution',  and  AaTtheTppU-  renting  thes'e  spacesTeh  ^  l,ardsl,iI’  °"  Pr“ent  owner  from 
eatton  be  and  ,t  hereby  is  granted  on  condition  that  4  he  iou  d  rent  the  ™ "'g  p“rchafd  the  premises  think- 

the  budding  be  restricted  to  a  one-story  structure  above  of  the  owner  that  ht  l  ^nd  appl!cant  states  on  behalf 

grade;  that  the  southerly  and  easterly  gable  walls  he  use  nf  the  "  •  6  subscribes  to  the  restrictions  of  the 

s4ltetnov8hhOUtltheir  emire  h'ight  and  ,ength;  tha'  ther'  extend  t>Und  JnTyTs  192I  (°T  3  Pen'°d  not  *° 

front  of  the  building  aTd'nT  windowsTn 'the  Hrt  a 7ZI  Jfatnlk  ‘the  lopU*0?^  A  d°eS  hereby  » 

tt  r  5\&5  :*  ft  ent  mnce^sha  i  l  be  “  -MUSS'S 

and  restricted  to  the  Raymond  street  side  of  he  bnMing  years  on'Lif  9  3  temIK>ra''>'  Period  of  two 

7;  “td  fo45hf r  2V' b  -  J 

pteSK'a^S  S  w1reqg„aPrdds ^ 

line  storage  equipment  installed  shall  be  located  at  the  ex  pleasure  car  tvne  fnd  Ik  fthe  storage  °f  automobiles  of  the 
.rente  souther, y  end  of  the  structure  on  the  HZTtZ 

cuiToTfl/'"'"T'  ‘hhan  x"  PKrmitS  necessary  for  the  Prose-  4intained  on  the  premis”  g3S°'me  St°rage  equipment  be 
cut, on  of  the  work  shall  be  obtained  within  nine  months  and  _ _ 

the  building  completed  within  eighteen  months  from  the  1267-23-BZ. 

°f  th‘S  aCt'°n'  _  f  ™NT_John  G-ung  and  Emma  Gerung,  owners. 

607-24-BZ.  o U BJ EC  I  Application  (re:  order  of  fire  commissioner) 

APPLICANT— John  DeHart  for  Anna  Km^npr  t0  permit  ,m  a  residence  district  the  maintenance  of 

vTTRTP-rm  A  t-  •  7  ’  A  Krudener,  owner.  a  garage  for  the  storage  of  four  (4)  pleasure  mn- 

^  t  pphcation  (re:  order  of  fire  commissioner)  tor  vehicles,  four  (4)  spaces  rented  to  persons  not 

to  permit  in  a  residence  district  the  maintenance  of  residing  on  the  premises 

a  garage  for  the  storage  of  three  (3)  pleasure  mo-  PREMISES  AFFECTED — 279  East  203rd  street  The 

tor  vehicles,  three  (3)  spaces  rented  to  persons  not  Bronx, 

residing  on  the  premises.  APPEARANCES— 

-REMISES  AFFECTED — 2377  Tiebout  avenue  The  Eor  Applicant:  Raymond  B.  Stringham. 

Bronx.  Por  Opposition:  None. 

APPEARANCES-  rnMm?TnScB°AARD~Application  granted  on  condition. 

For  Applicant:  John  DeHart.  tu?  voTr  S~As  specified  in  resolution. 

For  Opposition:  None.  THE 

-0ND7,ONSBOr ' 37PJliCati°n  «™"*d  “  «“®>«  !<STh»  a“dSS4„uCedTen:  5 

ui  i  ium  S — As  specified  m  resolution.  Negative  . 

THE  VOTE—  Absent:  Fire  Chief  Kenlon  . .  i 

Affirmative  :  Chairman  Walsh,  Messrs  Connell  THE  RESOLUTION  : 

Dowd,  Gunnison,  Holland,  Kennedy  and  Fire  „r  (1267-23-BZ) 

Chief  Kenlon  .  7  Whereas,  John  Gerung  and  Emma  Gerung,  for  Emma 

Negative  . .*  **'  0  Gerung,  owner,  filed,  Nov.  7,  1923,  an  application,  under  the 

Absen*  .  0  b,mIdin?  zone  resolution,  to  permit  in  a  residence  district 

THE  RESOLUTION :  *  the  maintenance  of  a  garage  for  the  storage  of  four  (4) 

( 607-24  R7t  ™tor  vehlcles>  4  spaces  rented  to  persons  not  residing  on 

Whereas,  John  De  Hart,  for  Anna  Krudener,  owner,  Bronx^and  ‘  Prem‘SeS  879  ^  2°3rd  S‘reet'  B°rOUSl'  °f 

;hicle,  three  (3)  spaces  rented  to  pe'ins  ^Stag  in'  BoaV oT BU"etin  °f  ",C 

ronx ;  Td“ :  Prm'S'S  2377  T'eb°Ut  aVenUC'  Borough  °f  .  W«ereas,  the  use  district  maps  kccompanying  the  build-  - 
Whfrvac  o  „„kr  u  .4.  ..  ing  zone  resolution  show  that  East  203rd  street  and  Valpn 

■•the  board'  of  aprJT Sf to d''StriC‘S  a"d  EaSt  2M'h  h  3 

Bulletin o£ ,he  Au- 

g  zone  resolution  show  that  Tiebout  a^nu e  Tn d  Valentine  is  not  I>!SCO,uini'e  the  maintenance  of  a  garage  which 

•enue  are  residence  districts  and  Ea?t  IMth ^  street  is  a  ses  -  mamtained  35  an  aCCeSSOry  use  these  prem- 

ismess  district;  and  and  ’ 
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Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height,  with  a  frontage  of  32  ft.  and  a  depth 
of  16  ft. ;  situated  on  the  rear  of  a  lot  on  the  front  of  which 
is  a  dwelling,  and  occupied  as  a  garage  for  4  motor  vehicles, 

4  spaces  rented  to  persons  not  residing  on  premises ;  and 

Whereas,  there  would  be  hardship  in  preventing  the  owner  # 
from  making  the  proposed  use  of  the  premises  for  a  tem¬ 
porary  period.  . 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that 
the  capacity  of  the  garage  be  restricted  to  four  automobiles 
of  the  pleasure  car  type,  space  for  three  of  which  may  be 
rented  to  persons  not  residing  on  the  premises;  that  there 
shall  be  no  gasoline  storage  equipment  maintained  or  op¬ 
erated  on  the  premises ;  and  that  this  permit  is  granted  for  a 
period  not  to  extend  beyond  two  years  from  the  date  of 
this  action. 


and  it  hereby  is  granted  as  an  accessory  use  to  the  business 
conducted,  maintained  and  operated  on  these  premises  on 
condition  that  there  shall  be  no  advertising  sign  or  display 
in  addition  to  those  now  existing  on  premises. 


350-24-BZ.  ,  „r  „  „  u 

APPLICANT— Eugene  Cummings,  for  W  allaston  Realty 
Company,  owner.  .  . 

SUBJECT— Application  (re  order  of  fire  commissioner)) 
to  permit  in  a  residence  district  the  maintenance  of 
a  confectionery  and  soda  water  business. 
PREMISES  AFFECTED— 1064  Ocean  Parkway,  Brook¬ 
lyn. 

APPEARANCES-  .  tt 

For  Applicant  Eugene  Cummings,  L.  H.  Pink. 

For  Opposition:  None.  . 

ACTION  OF  BOARD— -Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  ,  „  n  .. 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 

Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

•  1  0 
Negative  . . . 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(350-24-BZ)  ^  s 

Whereas,  Eugene  Cummings,  for  W  allaston  Realty  Co., 
owner,  filed,  March  6,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  t  e 
maintenance  of  a  confectionery  and  soda  water  business ; 
premises  1064  Ocean  parkway,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  15, 
1924,  afater  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  .  ,  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ocean  parkway.  East  5th 
street  and  Avenue  J  are  residence  districts;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  beb. 

15,  1924,  in  acting  on  Order  No.  86400-IC,  reads: 

“Discontinue  the  maintenance  of  the  business  of 
confectionary  and  soda  water  at  these  premises. 

“This  order  is  issued  for  the  reason  that  the  mainte¬ 
nance  of  the  use  or  occupancy  referred  to  above  is  a 
violation  of  the  building  resolution  adopted  on  July 
25  1916  by  the  board  of  estimate  and  apportionment. 
The  premise  affected  by  this  order  located  in  a  portion 
of  the  city  designated  by  said  resolution  as  a  resi¬ 
dential  district.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  irreg¬ 
ular  in  area  with  a  frontage  of  221  ft.  on  Ocean  Parkway 
and  a  depth  of  256  ft.  on  w'hich  is  located  a  frame  build¬ 
ing  one  storv  in  height,  35  ft.  by  25  ft.  in  area  with  an  83 
ft.  extension  to  the  rear,  the  premises  being  occupied  tor 
bowling  alleys,  billiard  rooms,  tennis  courts,  etc. ,  and 
Whereas,  the  board  deemed  that  the  confectionery  and 
soda  stand  was  an  accessory  use  to  that  now  on  premises. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
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477-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  F.  Paul  A.  Vacca- 
relli,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district,  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 2116  Quarry  Road,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

Negative  .  J 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION  : 

(477-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  F.  Paul  A.  Vaccarelli 
owner,  filed,  April  3,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from  an  un¬ 
restricted  district  into  a  business  district,  of  a  proposec 
garage  for  the  storage  of  more  than  five  motor  vehicles 
premises  2116  Quarry  road.  Borough  of  Bronx  ;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  15 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  tht 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Quarry  road  is  partly  unrej 
stricted  and  partly  business  district,  Third  avenue  and  Easi 
188th  street  are  unrestricted  districts  and  Monterey  avenui 
is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  11,  1924,  in  acting  on  N.  B.  Application  No 
173-19919,  reads: 

“1.  Erection  of  proposed  garage  for  storage  oi 
more  than  five  motor  vehicles  in  business  district  is  con 
trary  to  provisions  of  building  zone  resolution.” ; 

and  .  .  r  _ 

Whereas,  the  proposed  building  is  to  be  of  non-hreproo 

construction,  one  story  in  height,  with  a  frontage  of  58.8. 
ft.  and  a  depth  of  189.46  ft.;  to  be  occupied  as  a  garage  foi 
more  than  five  motor  vehicles ;  and  _  , 

Whereas,  under  the  provision  of  section  7,  section  L 
the  board  is  empowered  to  act  and  had  previously  grantee’ 
an  application  on  these  premises,  Cal.  No.  487-19-32. 

Resolved,  that  the  board  of  appeals  does  hereby  maki 
a  variation  in  the  application  of  the  use  district  regula 
tions  of  the  building  zone  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted  on  condition  tha 
the  southerly  and  northerly  side  walls  of  the  structure  b- 
unpierced  throughout  their  entire  height  and  length;  tha 
any  skylights  in  the  roof  of  the  structure  shall  be  place* 
along  the  centre  line  of  the  roof  and  shall  not  exceed  n 
any  case  6  feet  in  width ;  that  the  vehicular  exits  and  en 
trances  'shall  be  restricted  to  the  Quarry  road  f  ront  of  th 
structure,  and  no  opening  in  excess  of  3  ft.  8  inches  sha 
be  permitted  on  the  Monterey  avenue  front;  that  the  eiev 
tions  on  both  street  fronts  shall  be  finished  in  face  bnci 
with  architectural  terra  cotta  or  stone  trimmings.  j 

Resolved,  further,  that  all  permits  necessary  for  the  prose 
cution  of  the  work  shall  be  obtained  within  nine  months ;  an- 
the  building  erected  within  eighteen  months  from  the  date  o 
the  building  completed  within  eighteen  months  from  tn 
date  of  this  action. 
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498-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Samuel  Ageloff,  own- 


SU  JLCT  Application  (re:  decision  of  the  superintendent 
ot  buildings)  to  permit  in  a  business  district  ex¬ 
tending  from  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AhbECTED — 590-602  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  William  L.  Weber. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS  As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Connell 
Dowd,  Gunnison,  Holland  and  Kennedy  ’  o 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  . .  i 

THE  RESOLUTION :  . 

(498-24-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Samuel  Ageloff,  owner, 
hied  April  8,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for 
the  storage  of  more  than  five  motor  vehicles;  premises  590- 
602  Gates  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  15 
1924.  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Throop  avenue  is  a  business 
district,  Monroe  street  is  a  residence  district  and  Gates 
avenue  is  an  unrestricted  district  to  within  100  ft.  of 
Throop  avenue ;  and 

Whereas,  the  decision  of  the  superintendent  of  build- 
rendered  April  4,  1924,  in  acting  on  Application  No.  7050- 

1924,  reads: 

“Proposed  garage  partly  in  business  district  and  con- 
trary  to  Art.  II,  Sec.  (15)  of  zone  resolution,  App.  is 
:herefore  denied.”; 
ind 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
instruction,  one  story  in  height,  with  a  frontage  of  150 
t  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
nore  than  five  motor  vehicles :  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
-  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  moke  n 
•anation  in  the  application  of  the  use  district  regulations  of 
ae  building  zone  resolution,  and  that  the  application  be  and 
nerebv  is  granted  on  condition  that  the  building  be  re- 
tricted  to  a  one-storv  structure  above  grade:  that  the  rear 
nd  vaMe  walls  shall  be  unpierced  throughout  their  entire 
ci^ht  a'nd  length,  other  than  an  emergency  exit  not  ex- 
^edine  3  ft.  8  inches  in  width  at  the  extreme  resr:  that 
^ere  shall  be  no  vehicular  exit  or  entrance  within  1 00  feet 
f  Throop  avenue:  that  no  skvlight  shall  be  inst^Bed  within 
ventv-five  feet  of  the  rear  wall,  and  anv  skylight  installed 
.  1  he  glazed  with  plain  glass,  protected  ahovo  qnd  below 
ith  wire  guards:  that  the  front  elevation  shall  be  finished 
face  brick  with  architectural  terra  cotta  or  stone  trim- 
'ngs;  and  that  all  permits  necessary  for  the  nrosecution 
the  work  shall  be  obtained  within  nine  months  and  the 
aiding  completed  within  eighteen  months  from  the  date 
this  action. 


SUBJECT— Applica'i0"  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec- 

vehicles. &  P  '  garage  f°r  m°re  than  five  motor 

PREMISES  AFFECTED — Southeast  corner  of  Webster 

appearances-  POt  SlIuare'  South'  The  Bronx' 

For  Applicant:  James  P.  Whiskeman. 
hor  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE— 

Affirmative  . 

Negative :  Chairman  Walsh,'  ’Messrs'.'  Conned,  ° 
Dowd  Gunnison,  Holland  and  Kennedy....  6 

Absent :  Fire  Chief  Kenlon  .  J 

THE  RESOLUTION: 

(1212-22-BZ) 

Whereas,  James  P.  Whiskeman,  architect,  for  Willis  F 

Srrdth?’h°M^r’  6  Cd’  0ctober  U>  1922>  an  application  un- 

distrirt  thp’  dmgE-ZOne  ,resoIution’  t0  Permit  in  a  business 
■  trict  the  erection  and  maintenance  of  a  garage  for  the 

storage  of  more  than  five  (5)  m„,„r  vehicles  premises 
Sout'heXnx-  a„rbS‘er  aVe"Ue  ^  ^  S<*uare 

tJwH*  V  ’’“’’'I'  hean'ng  was  heU  0,1  lMs  application  by 
M9  r.J  j  appea.ls'  at  ,ts  regular  meeting,  December  19, 

5  9_  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

.  ^  HEREAS,  *he  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue.  Depot 

Square  South  and  Bedford  Park  Boulevard  are  business 
districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  2,  1922,  in  acting  on  N.  B.  App.  No.  2575- 
1922,  reads : 

“1.  Erection  of  garage  for  storage  of  more  than  5 
motor  vehicles  in  business  district  iscontrary  to  pro¬ 
visions  of  building  zone  resolution.”- 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  1  story  in  height,  with  a  frontage  of  150  ft.  and 
a  depth  of  136.52  ft.,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  his  request  un¬ 
der  the  provisions  of  section  20  of  the  building  zone  reso¬ 
lution  ;  and 

Whereas,  this  application  was  reopened  by  the  board  and 
applicant  amended  his  application  to  section  7  section  E  •  and 
Whereas,  applicant  has  failed  to  obtain  the  consents  of 
80  per  cent  of  the  property  frontage  deemed  by  the  board 
to  be  effective. 

.  Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


12-22-BZ. 

PPLICANT — James  P.  Whiskeman,  for  Willis  F.  Hard¬ 
ing,  owner. 


608-23-BZ. 

APPLICANT— James  P.  Whiskeman,  for  Charles  F.  Rit- 
tel,  Jr.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  an 
unrestricted  district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 

_  the  storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED — North  side  of  Fordham  Road! 

78.56  feet  west  of  Cedar  avenue,  The  Bronx 
APPEARANCES- 

For  Applicant:  James  P.  Whiskeman. 

For  Opposition :  None. 

ACTION  OF  BOARD— Application  reopened  and  exten* 
sion  of  time  granted  to  secure  permits  and  complete 
work. 
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THE ‘VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative :  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy  . .  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(608-23-BZ) 

Whereas,  James  P.  Whiskeman,  for  Chas.  F.  Rittel,  Jr., 
owner,  filed,  May  17,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension  from  an  un¬ 
restricted  district  into  a  business  district  of  a  proposed 
garage  for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  north  side  of  West  Fordham  road,  78.56 
ft.  west  of  Cedar  avenue,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals  at  hs  regular  meeting,  July  31, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  Fordham  road  is  a 
business  district  and  Cedar  avenue  and  Harlem  River  ter¬ 
race  are  unrestricted  districts ;  and 

W'hereas,  the*  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  14,  1923,  in  acting  on  N.  B.  App.  No. 

1 549_23  rcsds *  v 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  five  (5)  motor  vehicles  partly  in^  business 
district  is  contrary  to  provisions  of  building  zone 
resolution.” ; 

and  .  .  c 

Whereas,  the  proposed  building  is  to  be  of  non-tire- 

proof  construction,  two  stories  in  height,  with  a  frontage 
of  75  ft.  and  a  depth  of  125  ft.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and  _  . 

Whereas,  under  the  provisions  of  section  7,  subdivision 
C.  the  board  is  empowered  to  act ;  and 
Whereas,  the  application  was  granted  by  the  board  at  its 
meeting  July  3.  1923,  on  certain  conditions  and  applicant 
requested  a  modification  of  the  time  limit. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that,  the  building 
be  constructed  fireproof  and  limited  to  two  stories  in  height , 
that  the  front  elevation  be  finished  in  face  brick,  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  and  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained  with¬ 
in  nine  months  and  the  building,  completed  within  eighteen 
months  from  the  date  of  this  action. 


Negative  .  C 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(414-20-BZ) 

Whereas,  Ashley  and  Booth,  for  M'ark  Ash,  owner,  filed 
June  24,  1920,  an  application  under  the  building  zont 
resolution,  to  permit  in  a  residence  district  the  erectior 
and  maintenance  for  a  temporary  period  of  two  years,  oi 
80  individual  garages  to  be  rented  to  persons  not  residing 
on  premises;  premises  southwest  corner  186th  street  andl 
Laurel  Hill  terrace,  block  2149,  lots  84,  86  and  87,  Man¬ 
hattan  ;  and  <  . 

Whereas,  a  public  hearing  was  held  on  this  applicatior 
by  the  board  of  appeals,  at  its  special  meeting,  July  20 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Laurel  Hill  terrace  anc 
West  186th  street  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build 
ings,  rendered  May  26,  1920,  in  acting  on  N.  B.  177-20 
reads : 

“1.  The  erection  of  the  proposed  garages  in  a  resi 
dence  district  is  unlawful,  section  3,  building  zoni 
resolution.” ; 

and  .  . 

Whereas,  each  of  the  proposed  buildings  is  to  be  o 
metal  construction,  one  story  in  height,  with  a  frontagi 
of  10  ft.  and  a  depth  of  18  ft.  It  is  proposed  to  erect. 8i 
of  the  buildings  and  to  rent  them  to  persons  not  residinj 
on  the  premises ;  and 

Whereas,  the  premises  is  located  in  an  undeveloped  sec 

tion ;  and  r 

Whereas,  the  application  was  granted  July  20,  1920,  to 
a  temporary  period  and  the  period  extended  July  11,  1922 
and  applicant  requested  a  further  extension  of  limit. 

Resolved,  that  the  board  of  appeals  does  hereby  make  • 
variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution  ad  that  the  application  b 
and  it  hereby  is  granted  for .  a  temporary  period  of  on 
year  from  the  date  of  this  action. 


414-20-BZ. 

APPLICANT — William  F.  Doyle,  for  J.  S.  Ashley,  of  Ash¬ 
ley  &  Booth  and  Mark  Ash,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  "buildings)  to  permit  on  a  plot  of 
ground  in  a  residence  district  the  erection  and  main¬ 
tenance,  for  a  temporary  period  of  two  years,  of 
eighty  individual  garages,  to  be  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— Southwest  corner  186th  street 
and  Laurell  Hill  terrace,  block  2149,  lots  84,  86 
and  87,  Manhattan. 

APPEARANCES— 

For  Applicant:  E.  L.  Booth. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  exten¬ 
sion  of  temporary  permit  granted  for  one  year. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  TEMPORARY  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Down,  Gunnison,  Holland  and  Kennedy .  6 


859-19-BZ. 

APPLICANT — J.  R.  Ashley,  for  Barney  Estalte  Co. 
owner. 

SUB JECT— Application  for  reopening  (re :  decision  of  su 
perintendent  of  buildings)  to  permit  partly  in. 
business  district  and  partly  in  a  residence  distnc 
the  maintenance  of  120  individual  garages  for 
further  period. 

PREMISES  AFFECTED— East  side  of  Amsterdam  avenu 
between  186th  street  and  187th  street,  Manhattan. 

APPEARANCES — 

For  Applicant :  E.  L.  Booth. 

For  Opposition:  None.  •  j 

ACTION  OF  BOARD— Application  reopened  and  exter 
sion  of  temporary  permit  granted  for  one  year. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  TEMPORARY  PERMIT— 

Affirmative :  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland  and  Kennedy.... 

Negative  . . . 

Absent :  Fire  Chief  Kenlon  . 

THE  RESOLUTION : 

(859-19-BZ) 

Whereas,  Ashley  &  Booth,  lessees,  on  behalf  o  ^ri\ 
Estate  Co.,  owner,  filed.  November  81.  19W.  ^  ' 
hoard  ot  appeals,  an  application,  under  the  buildinf 
resolution,  to  permit  partly  m  a  business  dist 
partly  in  a  residence  district  the  maintenance  ot  i«fV 
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dividual  garages  for  a  further  period  of  two  years ;  prem¬ 
ises  east  side  Amsterdam  avenue,  between  186th  and  187th 
streets,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  the  application 
bj  the  board  of  appeals,  at  its  special  meeting,  Wednes- 
day,  December  10,  1919  after ;  due  notice  by  publication  in 
die  Bulletin  of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  Amsterdam  avenue  is  lo- 
:ated  in  a  business  district  and  that  West  186th  street 
Aest  18/th  street  and  Laurel  Hill  terrace  are  all  located 
n  residence  districts;  and 

\\  hereas,  the  buildings  are  of  fireproof  construction, 
me  story  in  height,  with  frontages  of  10  ft.  and  depths 

i  lo  it. ;  and 

Whereas,  under  Cal.  No.  311-16-BZ,  the  board  of  ap- 
eals,  December  12,  1916,  granted  an  application  for  75 

“  3  Peri°d  °f  2  years-  and  under  Cal. 

,o.  lo08-18-BZ February  11,  1919,  granted  permit  for 

rection  ol  4o  additional  individual  steel  garages  and  main- 
inance  ot  entire  120  until  December  12,  1919 ;  and 

Whereas,  -this  applicatoin  was  granted  by  the  board  for 
period  of  one  year,  the  permit  expiring  Dec.  12,  1922  and 
le  time  extended  to  July  20,  1924;  and 


Whereas  applicant  requested  a  further  extend™  nf 

rdrnS  are  “'changed;  arid  °'  ,he 
suZu^\^0%y  the  coudifions 

rary  permits  on  premises, Tt  i“  July  i^S  ^ 

area  fixed. 

,  .  ( 1298-23-BZ) 

Joseph 'v'm”  prese",ed  and  read  a  communication  from 
Joseph  V  °  'Leary ,  requesting  the  board  to  fix  the  area 

SrTrecHonCtaendd  md  T'tlmi  wl,jch  to  obtain  consents  for 
Villa  avenue.  The  Bro  ““  °f  “  garage ;  premises  3200 

S«ehf:!d°er'orv?nwsrr„T  c 

3o“,hes?reJe«r"Te'  sid“  °f  Vil|a  avenue  from 

of  GrarC‘of  ^fS>m,1Vad„  t 

50  ft.  south  of  the  premises  in  question  P 

Adjourned  at  2  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 

pJfSDAY X024.  PR“S  AFFECTED-I56  East  23rd  street  Manhat 

Present  Chairman  Walsh,  Messrs.  Kennedy,  Dowd  Gun-  p  r, 

^on  Holland  Connell,  Deputy  Fire  Commissioner  Han-  ACTIOW°of 1  L;  Goldstone. 

■A  t  f r!nten»/n,!s  Brady,  Reville,  Moore,  McDermott  CONDITTOV<s  °AARD~retltl0n  panted  on  condition 
,d  Inspector  Wilkmson.  The  minutes  of  the  regular  THF  S *S~As  SpeC,fied  in  resolution, 
neting  of  the  board  of  standards  and  appeals  held  on  Tues-  V°JE~  - 

Rnlfpt^°0I\r  JUqq  'S'™*  were  aPProved  as  printed  in  Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

t:  Bulletin>  No.  28,  Vol.  IX.  Dowd>  Gunnison,  Holland,  Connell  Suner- 

- -  mtendents  Brady,  Reville,  Moore  'McDer 

B-24-S.  xT  mptt  and  Inspector  Wilkinson  ’  „ 

liTITIGNER  Samuel  Rosenblum,  for  Old  Crow  Res-  aKf  Bil'AiWi . I 

taurant,  owner.  osent .  hire  Chief  Kenlon  and  Deputy  Fire 

loh,'  as  ci,ed  in  dedsion  ™e  “souk  Hannon . . 

^SlrsiCTED-1162  Broad-  U  GoldstSlstate  of  Mortimer  Smith 

i  TTnM°^^etiti°ner  :  Samuel  Rosenblum.  standards  and ?’  f1924’  a.  petkion  with  the  board  of 

TION  Oh  BOARD— Laid  over  to  July  29th,  1924,  at  of  the  labor  lav/asHt  A°^  var'atl.°!1  frofm  the  requirements 
2  p.  m.,  to  amend  petition  as  to  egress.  of  building  Iff’  ?•  d  m  a  decislon  of  the  superintendent 

Jg  -  hlttan!  "nd  ’  PremiSCS  156  ^  23rd  Street’  Man‘ 

iffioNER-Hilo  Varnish  Corporation,  owner.  “/‘he  superintendent  of  buildings 

BJECT-Vanation  of  the  labor  law  as  cited  in  order  of  'Windows  on  course  of  fire  escape  ,„h  o 

fire  commissioner.  r  course  oi  nre  escape,  2nd  floor  not  fire- 

'EMI|ESk]  AFFECTED — 310-318  Wallabon.  street,  21  2nd  a"d  3rd  fl°°r  pr0»’ 

For  Petitioner:  None.  f6 ^ Uidi”g.  is.  non-fireproof,  three  stories  in 

F°r  partmerrt trat*°n  *  M>her  °f  fi"  ^  ant  /persons  ?  An 

rI°N  OF  BOARD-Laid  over  to  July  29th,  1924,  at  2  ffiftjp 

_  proof  doors  at  the  openings,  a  sub-standard  fire  escape  on 

24-S.  1  <-e*lldeu0-.i^e  buiIding  and  also  a  fire  escape  on  the  front 

riTrOMPP  t  t  n  ia  r  /-  o  t  le  building,  extending  from  the  top  story  to  the  2nd 

I3IECT— ^  dLSt°reu  f°,r  CaH  A-  KIube’  lessee‘  St0ry  and  counterbalanced  stair  to  street,  with  partlv  fire 

J  CnT  C  X  ar-ia.tl0A  °f  tb\laSr  law  as  Clted  m  decis,on  Proof  and  non-fireproof  windows  along  the  course  thereof 

of  superintendent  of  buildings.  ROOFS  of  adjoining  buildings  are  a/same  elevation -  and 
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Whereas,  there  is  a  window  beneath  the  3rd  story  bal¬ 
cony  which  has  not  been  fireproofed  and  petitioner  proposes 
in  lieu  of  fireproofing  this  window  to  provide  a  flame  shield 
under  this  balcony. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  flame  sheet  shall  be  provided  and  permanently 
fixed  on  the  under-side  of  the  3rd  story  balcony  and  to  the 
upper  part  of  soffit  of  stairway  to  the  balcony,  and  that 
the  windows  otherwise  on  the  course  of  the  fire  escape  shall 
be  made  fireproof. 


757-24-S. 

PETITIONER— Springsteen 


&  Goldhammer,  for  Samuel 


Freidenberg,  owner.  .... 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 36-42  West  47th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Petitioner:  Albert  Goldhammer. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  „ 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Superintendents  Brady,  Reville,  Moore,  Mc¬ 
Dermott  and  Inspector  Wilkinson .  11- 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Deputy  tire 
Commissioner  Hannon  .  2 


THE  RESOLUTION : 

(757-24-S) 

Whereas,  Springsteen  &  Goldhammer,  for  Samuel  Fried- 
enberg,  owner,  filed,  June  2,  1924,  a  petition,  with  the 
board  of  standards  and  appeals  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  36-42  West 

47th  street,  Manhattan;  and  .  ,  ,  ,. 

Whereas,  the  decision  of  the  superintendent  of  buildings 

rendered  June  2nd,  1924,  reads: 

“With  reference  to  application  for  certificate  of  oc¬ 
cupancy  for  above  premises,  we  beg  to  state  that  same 
cannot  be  issued  as  area  of  glass  fr°nt  windows  on 
1st  and  2nd  floors  is  excessive.”; 


a  Whereas,  the  building  is  fireproof,  16  stories  in  height, 
80  ft  by  100  ft.  in  area;  equipped  with  a  sprinkler  and  fire 
alarm  signal  system;  OCCUPIED:  1st  stars -  stores  140 
persons ;  mezzazine  story,  office,  10  persons ;  2nd  to  10th  sto 
ries,  offices  and  25  per  cent  mfg.,  75  persons  per  story , 
11th  to  16th  stories,  business  and  25  per  cent  manufacturing, 

60  persons  per  story;  and  ,  ,  .  ,  .,  ,•  „ 

Whereas,  there  are  openings  in  the  front  of  the  building 

in  the  1st  and  2nd  stories,  glazed  with  in.  plate  glass,  the 
maximum  area  of  the  glass  on  the  1st  story  is  11  ft.  11  m 
by  11  ft.  2  in.  and  the  maximum  area  of  the  glass  on  the 
2nd  story  is  7  ft  9  in.  by  6  ft.  10  in. ;  and 

Whereas,  petitioner  contends  that  to  comply  with  the  pro¬ 
visions  of  the  labor  law  as  to  the  area  of  the  glass  would 
detract  from  the  architectural  effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  windows  on  the  1st  and  2nd  stories  of  the 
front  elevation  on  condition  that  these  windows  shall  be 
glazed  with  plate  glass  not  less  than  *4  inch  i°  thickness 
set  in  approved  fireproof  frames,  and  that  the  building  oth¬ 
erwise  complies  with  the  labor  law. 


598-24-S. 

PETITIONER— Levy  and  Berger,  for  Rocco  M.  Agoglia, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED— 168  21st  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Joseph  Levy,  Jr.,  Rocco  M.  Ago¬ 


glia. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . * .  0 

Negative:  Chairman  J Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer- 

.  mott  and  Inspector  Wilkinson .  11 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  .  2 

THE  RESOLUTION: 

(598-24-S) 


Whereas,  Levy  &  Berger,  for  Rocco  M.  Agoglia,  owner, 
filed,  April  28th,  1924,  a  petition  with  the  board  of  stand¬ 
ards  and  appeals,  for  a  variation  from  the  requirements  of 
the  labor  law  as  cited  in  a  decision  of  the  department  of 
health,  affecting  premises  168  21st  street,  Borough  of  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  department  of  health,  dated 
April  26,  1924,  reads : 

“At  a  meeting  of  the  board  of  health  of  the  depart¬ 
ment  of  health  of  the  City  of  New  York,  held  Feb.  11, 
1924,  your  application  for  a  sanitary  certificate  for  a 
cellar  bakery  at  No.  168  21st  street,  in  the  Borough  of 
Brooklyn  was  denied.” ; 

and  , 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
cellar  in  height,  25  ft.  by  50  ft.  in  area.  OCCUPIED: 
Cellar,  bakery;  1st  story,  stores;  upper  stories,  dwellings: 
the  height  of  the  bakery  from  floor  to  ceiling  being  8  ft.  2 
in.,  the  ceiling  being  4  in.  below  the  curb  level  and  the 
floor  7  ft.  2  in.  below  the  yard  level ;  and 

Whereas,  petitioner  contends  the  tenement  house  rec¬ 
ords  show  that  this  building  was  erected  in  1896  with  a  cel¬ 
lar  bakery  at  the  front  of  building  and  has  been  in  operation 
as  a  cellar  bakery  since  that  time  and  has  filed  affidavits 
stating  the  premises  have  been  used  as  a  cellar  bakery  since 
1902. 

Resolved,  that  the  decision  of  the  department  of  health  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


ETITIONER — W.  L.  Rouse  and  L.  A.  Goldstone  for 
Shroder  &  Koppel,  Inc.,  owner.  _  .  .  . 

UBJECT— Variation  of-  the  labor  law  as  cited  in  decisio 
of  superintendent  of  buildings. 

REMISES  AFFECTED— 215-217  West  40th  street,  Man¬ 
hattan. 

.PPEARANCES —  _  _ 

For  Petitioner :  William  L.  Rouse. 

GTION  OF  BOARD— Petition  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Ken 

nedy,  Dowd,  Gunnison,  Holland,  Connei. 
Superintendents  Brady,  Reville,  Moore,  Me- 
Dermott  and  Inspector  Wilkinson  . 

Absent?  Fire  Chief  Kenlon  and  Deputy  Fire  _ 
Commissioner  Hannon  . 
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THE  RESOLUTION: 

(6°4-24-S) 

Whereas  W.  L.  Rouse  and  L.  A.  Gladstone,  for  Shroder 
&  koppel,  Inc,  owner,  filed,  June  3,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  215-17  West 
40th  street,  Borough  of  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  18,  1924,  in  acting  on  N.  B.  Application  No. 
32-1924,  reads : 

15.  All  windows,  including  show  windows  at  1st 
and  2nd  floors,  should  be  fireproof  and  conform  with 
bee.  204  labor  law  and  rule  503  inductrial  code.  Show 
panes  not  over  720  square  inches  and  not  over  48  in. 
in  any  dimension  with  frames  not  over  5  ft  by  9  ft”- 
and  ‘  '  ’ 

\\  hereas,  the  building  is  fireproof,  14  stories  in  height 
50  ft.  by  98  ft  in  area;  OCCUPIED  as  follows:  1st  story, 
stores;  2nd  story,  show  roow,  75  persons;  3rd  to  4th  sto¬ 
ries,  tenant  factory,  75  persons  per  story;  and 
,  Whereas,  there  are  openings  in  the  front  of  the  build- 
ng  on  the  1st  and  2nd  stories,  glazed  with  %  in.  plate 
,dass;  the  maximum  area  of  the  glass  on  the  1st  and  2hd 
•tones  is  8  ft.  by  10  ft.  6  in.;  and 
\\  hereas,  petitioner  contends  that  to  comply  with  the 
abor  law  as  to  the  area  of  the  glass  would  materially  affect 
he  use  of  the  first  two  stories  of  the  building. 

Resolved  that  the  board  of  standards  and°  appeals  does 
tereby  make  a  variation  from  the  requirements  of  the  labor 
aw  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
s  the  building  of  the  1st  and  2nd  stories  on  condition  that 
he  windows  shall  be  glazed  with  polished  plate  glass  not 
iss  than  %  in.  in  thickness  set  in  approved  fireproof  frames 
nd  that  all  other  windows  throughout  the  building  shall 
omply  w-ith  the  labor  law  in  all  respects. 


32-24-S. 

PETITIONER— Freeman  Bloodgood,  Jr,  for  Thomas  B. 
Walker,  owner. 

OBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

^REMISES  AFFECTED — 423  Broome  street,  Manhat¬ 
tan. 

PPEARANCES — 

For  Petitioner:  Edward  E.  Bloodgood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

nxmT5TSfToBOARD^Petition  granted  on  condition. 
JaDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 
Superintendents  Brady,  Reville,  Moore,  Mc¬ 
Dermott  and  Inspector  Wilkinson  .  11 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  ....  9 

THE  RESOLUTION: 

.„  (632-24-S) 

Whereas,  Freeman  Bloodgood,  Jr,  for  Thos.  B.  Walker, 
ner,  filed,  May  7.  1924,  a  petition,  with  the  board  of 
naards  and  appeals,  for  variation  from  the  requirements 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
jier,  affecting  premises  423  Broome  street,  Manhattan; 

hereas,  the  order  of  the  fire  commissioner,  dated  April 

1924,  reads: 

Order  No.  58176-LD: 

1.  Provide  approved  self-closing  fire  doors  at  open¬ 
ing.-'  leading  to  stairhall  on  1st  story  opening  outwardly 


of  the  Stairway-  as  per  SK,i°"  271 

and 

heiKh"E25ASft  lhv  nndr  *  non-firAproof’  ««“  >*»«  in 

’  21  *  by  0  ft-  In  area;  OCCUPIED:  1st  story 

torv  2^5  °?rCe’  30  ?erS0^:  tHe  UPper  Stories  as  tenant  fac- 
.  ry,.  persons  above  the  1st  story;  EQUIPPED-  An 

interior  wooden  stairway  extending  Horn  the  1st  story  to 

at  th°°f:enC  OSed  m.  hre  resistlng  partitions  with  fire  doors 
t  the  openings,  also  an  accommodation  stair  extending 
from  the  2nd  story  to  subcellar;  a  fire  escape  on  the  rear  of 
the  building  extending  from  the  roof  to  yard,  with  fireproof 
windows  along  the  course  thereof,  with  EGRESS  from  the 

tr™”1  ROOFSrefeS?Pe  b>’  a  drivewa>'  ^  Crosby 

street.  ROOFS  of  adjoining  buildings  are  one  story  lower'; 

Whereas,  petitioner  contends  that  on  the  1st  story  there 
are  two  adjacent  doors  leading  to  the  stairway,  one  nor¬ 
ma  ly  bolted,  opens  inwardly  and  the  other-used  as  the 
exit  door — swings  outwardly. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  pair  of  interior  vestibule  doors  on  the 
1st  story,  on  conidtion  that  one  door  shall  be  arranged  to 
swing  outward  and  that  the  doors  shall  be  covered  with 
copper  and  the  glass  therein  be  of  clear  wire  glass,  and 
granted  only  so  long  as  conditions  otherwise  as  to  use  and 
occupancy  remain  substantially  unchanged. 

690-24-S. 

PETITIO NER— Bandler,  Haas  &  Collins,  for  Oppenheim 
Collms  Co,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED-31-39  West  34th  street  and  46- 
60  West  35th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  John  F.  Collins,  Samuel  Rosen- 
blum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rn v  t?t?t  mi  cBOf  RD^>etition  granted  on  condition. 

CON  Dll  IONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Superintendents  Brady,  Reville,  Moore,  Mc¬ 
Dermott  and  Inspector  Wilkinson  .  u 

Negative  . ’  ’  0 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon  .  2 

THE  RESOLUTION : 

(690-24-S) 

Whereas,  Bandler,  Haas  &  Collins,  for  Oppenheim  Col¬ 
lins  Co,  owner,  filed,  May  16,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  orders  of  the  fire 
commissioner,  affecting  premises  31-9  West  34th  street  and 
46-60  West  35th  street,  Borough  of  Manhattan ;  and 

W  hereas,  the  orders  of  the  fire  commissioner,  dated 
April  8,  1924,  reads : 

Order  No.  57353-LD: 

”2.  Arrange  the  entrance  doors  on  34th  street  side 
of  building  so  as  to  open  outwardly,  as  per  section  271 
of  the  labor  law. 

“3.  Arrange  the  doors  leading  to  stairway  on  2nd, 
3rd,  4th  and  5th  stories,  southwest  side  of  building,  so 
as  to  open  outwardly  without  obstructing  the  stairway, 
as  per  section  271  of  the  labor  law.” 

Order  No.  75354-LD: 
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“1.  Enclose  the  interior  stairway  at  southivest  side 
of  building,  serving  as  a  required  means  of  exit,  and 
the  landings,  platforms  and  passageways  connecting 
therewith  on  all  sides  with  patitions  of  fire  resisting 
material  extending  continuously  from  the  1st  story  to  3 
feet  above  the  roof,  constructed  as  per  section  271  of 
the  labor  law,  or  carry  out  a  proper  alternative  method 
of  complying  with  the  requirements 'of  section  271  of  the 
labor  law.” ; 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
running  through  from  34th  to  35th  street,  with  a  frontage 
of  121  ft.  on  West  34th  street  and  a  frontage  of  162  ft.  on 
West  35th  street ;  OCCUPIED :  1st  to  5th  stories,  depart¬ 
ment  store,  523  persons;  6th  story,  offices  and  mfr.  cloth¬ 
ing,  150  persons;  7th  to  11th  stories,  offices  and  mfr.  cloth¬ 
ing,  100  persons  per  story;  EQUIPPED  with  a  sprinkler 
system  and  a  fire  alarm  signal  system.  EXITS:  Five  in¬ 
terior  fireproof  stairways,  all,  excepting  the  southwest  stair¬ 
way,  extending  from  the  1st  story  to  the  roof,  enclosed  in 
fireproof  partitions,  except  the  southwest  stair  above  the 
5th  story,  with  fireproof  doors  at  openings ;  two  fire  es¬ 
capes  at  the  center  of  the  building,  extending  from  the 
roof  to  inner  court,  with  fireproof  windows  along  the  course 
thereof,  with  EGRESS  from  the  termination  of  fire  escape 
by  means  of  fireproof  passageway;  ROOFS  of  adjoining 
building  to  east  6  stories  higher,  to  northwest  1  story  higher,- 
to  southwest  7  stories  lower;  and 
Whereas,  petitioner  contends  that  the  entrance  door  lead¬ 
ing  to  34th  street  is  a  revolving  door  of  the  collapsible  type 
and  that  in  view  of  the  character  and  size  of  the  occu¬ 
pancy,  that  the  existing  means  of  exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
and  that  the  petition  be  and  it  hereby  is  granted  as  to  Or¬ 
der  No.  57353-LD,  Item  No.  2  on  condition  that  a  collapsi¬ 
ble  revolving  door  be  substituted  for  the  existing  rigid 
braced  door,  denied  as  to  Item  No.  3.  granted  as  to  Order 
No.  57354-LD,  Item  No.  1,  on  condition  that  a  fireproof 
self-closing  door  opening  out  shall  be  provided  in  the  hall¬ 
way  on  a  line  with  the  north  partition  of  the  34th  street 
south  corridor  above  the  4th  story  in  the  corridor,  within 
the  area  of  the  westerly  offices,  and  that  the  partition  and 
transom  sash  within  the  stair  enclosure  shall  be  fixed  and 
all  doors  made  self-closing,  and  granted  so  long,  as  con¬ 
ditions  as  to  use  and  occupancy  remain  substantially  un¬ 
changed. 


765-24-S. 

PETITIONER— Croker  Natioal  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Kathleen  Building  Corp.,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 375  Seventh  avenue,  Manhat¬ 
tan. 


APPEARA1NCES — 

For  Petitioner :  Herman  E.  Howard. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Superintendents  Brady,  Reville,  Moore,  Mc¬ 
Dermott  and  Inspector  Wilkinson  . 

Negative  . . 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon  . 
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THE  RESOLUTION: 

(765-24S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Company,  for  Kathelen  Realty  Corporation,  owner,  filed, 
June  3,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  375  Seventh  avenue,  Borough  of  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  2nd,  1923,  in  acting  on  Order  No.  49312-LD,  reads: 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  section  273  and  274  of  the 
labor  law  and  the  rules  of  the  board  of  standards  and 
appeals,  or  carry  out  a  proper  alternative  method  of 
complying  with  the  requirements  of  section  271  of  the 
labor  law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  22  ft.  by  73  ft.  in  area  at  the  1st  story  and  22  ft.  by 
48  ft.  in  area  above;  OCCUPIED:  1st  story  stores,  2nd 
and  3rd  stories,  furriers,  10  persons  above  the  1st  story; 
EXITS:  An  interior  wooden  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  metal  on  wood  stud  par¬ 
titions,  with  wooden  doors  at  the  openings ;  a  fire  escape  on 
the  rear  of  the  building,  extending  from  the  3rd  story  to 
the  roof  of  the  1st  story  extension  and  a  gooseneck  ladder 
to  roof,  with  non-fireproof  windows  along  the  course 
thereof;  ROOFS  of  adjoining  buildings  are  each  1  story 
higher ;  and  9 

Whereas,  petitioner  proposes  to  fireproof  the  windows  on 
the  3rd  story,  to  provide  an  iron  stairway  at  the  rear  of  the 
1st  story  extension,  which  will  afford  egress  to  open  yards  at 
rear  and  also  a  door  on  the  2nd  story,  in  the  north  cfjviding 
wall,  affording  egress  to  roof  of  extension  to  the  north. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  all  openings  on  the  course  of  the  fire  escape 
shall  be  made  fireproof,  self-closing  and  that  a  casement 
door  shall  be  provided  to  the  fire  escape  on  the  3rd  story 
and  that  a  horizontal  opening  shall  be  provided  with  self¬ 
closing  fireproof  door  with  steps  to  sill  from  the  rear  of  2nd 
story  to  the  roof  of  the  1st  story  extension  of  adjoining 
premises  to  the  north  with  egress  therefrom  through  win¬ 
dow  to  hall  of  building,  and  that  a  60  degree  iron  stairway 
shall  be  provided  from  the  roof  of  the  rear  extension  to 
yard  with  egress  therefrom  to  premises  to  the  north  and 
that  the  occupancy  of  the  building  shall  be  restricted  to 
fifteen  (15)  persons  above  the  1st  story  and  granted  only 
so  long  as  conditions  as  to  such  occupancy  and  use  remain 
otherwise  substantially  unchanged. 


609-24-S. 

PETITIONER — Gehnrich  Indirect  Heat  Oven  Co.,  Inc., 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— S.  E.  corner  Skillman  avenue 
and  Honeywell  street,  Long  Island  City,  Borough 
of  Queens. 

APPEARANCES—  . 

For  Petitioner :  William  Gehnrich,  Manfried  W. 
Ehrich. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — .Petition  granted  on  condition. 
CONDITIONS — As  specifiedin  resolution. 
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THE  VOTE-  ~  T'TTTTTT  '  "  '  '  -  -  - •  = 

Affirmative:  Chairman  Walsh,  Messrs.  Ken-  6-24-SA.  CES  SUBMI ITFD  FOR  APPROVAL, 
nedy,  Dowd,  Gunnison,  Holland,  Connell,  pETITIONER-Saul  J  Berber 

Ne  Mp-  n  SBS&te1  of  ,h/uni— 1 0il  b™». 

Abse^tT  Fire  Chi^"  Kenion  and  Deputy "  Fire  °  f£ 

Commissioner  Hannon  ....  „  ACTION  OF  RDAt?n  t  .  -  . 

.  2  cuAKU-Laid  over  to  July  29,  1924  at  2 

THE  RESOLUTION :  P‘  m  -  at  recIuest  of  petitioner’s  representative. 

...  (609-24-S)  1246-23-SA. 

Whereas  Win.  Gehnrich,  for  Gehnrich  Indirect  Heat  PFTITIONER-The  Ludlow  Valve  Mf„  r 
.fLrd'  oT-stSs"  and  “ppeais/to  L”<“~  Gas  *«*  Vaive. 

S  ACTI°l  -  "  ~  ’’  - 

— -  oner- 

Whereas^  the  order  of  the  fire  commissioner,  dated  PETITIONER  s  ET  • 

March  1,  1924.  reads:  qrrRTP-ri^^- Samson  Electric  Co. 

three  ?"  ™ans  of  exit  from  the  '  *'  A^bT'  °'  SamS°"  N°’  76  Break  Gla“  F’>' 

three  story  portion  of  the  building,  remote  from  the  APPEARANCES— 

and  "*  “  Per  Section  270  of  the  Labor  Law”;  For  Petitioner:  None. 

Whereas,  the  building  is  fireproof,  two  stories  in  heigh,  ,  ^  ParlmS™"" :  InSPeC,°r  Mah'r  °f  fir' 

i.h  ,  f  ,y  sectn  tWO,  s,or!e!  and  mezzaI,ine  in  height  ACTI0N  OF  BOARD-Laid  over  to  September  9  mi 

on  Bnckley  ?t?Mt°and'756ftf,0n  S!S"man  avcnu'’-  144  f‘-  Pend"'g  test  and  reP°rt  of  fire  department 

mpmri!7-.  I  *  d  r6  on  H°neywell  street.  OC-  _ 

CUiPIhD.  1st  story.  mfg.  die  casting’s,  25  persons'  2nd 

story,  sheet  metal  machinery.  50  persons:  mezzanine  of-  ‘?5-34SA. 

system^  EXITS-  1PUTP.P?°  w,'th  a  fire  alarm  signal  ^ J  £ ER-Petroleum  Heat  and  Power  Company, 

’northeast  E^UTS .  Three  interior  fireproof  stairways;  the  SUB-TECT-Approval  of  Petro  Mechanical  Burner'  and 

roof:  the  center  "stairU"  e^dTw  ^Ttolop^rv  •  APPE^N<1  S-‘ 

al'oS;  t  tPr0Of  Par,i,hm  WHh  ka,amei"  d00r’  ACTIOnj'&>^o»Jr^- , 

of  exifare'  adtquatT  C°ntendS  that  the  e*istinS  means  endar’  Pend,'nS  report  of  committee  of  inspection. 

Rrsohrd  that  the  board  of  standards  and  appeals  does  1484-23-SA. 
jerehy  make  a  variation  from  the  requirements  of  the  la-  PETITIONER — Philip  J  Sinnott 
Hor  law  and  that  the  petition  be  and  it  hereby  is  qranted  SUB TECT — Approval ^of  G  P  n  R 

that  the  occupancy  of  the  3rd  storv  portion  APPEARANTES-None  Burner' 

md ACTr0eud°F  B°ApO-P«'’«"n  Placed  on  reserve  cai- 
emains  unchanged  and  the  use  and  occupancy  of  the  '  ^  reP°rl  °f  comml,,ee  of  inspection, 

nulding  remains  unchanged.  ___ _ 

918-22-S 

z-*-s-  ml  oa 

TIo°w«F;R“Palrick  1  Murray'  for  Htieh  Inman-  appearances- 

;UBJEhTw~aE'!rdti0-"  ^  re0Pen^nP  variation  of  iabor  For’  AdmSatL  °  Nonf J 

’REMISES  AFFECTFn^ a  w  c»mm!ssioner-  ACTION  OF  BOARD-Petition  reopened  and  amended  to 

b  AFFECTED — 43  West  56th  street,  Manhat-  include  the  use  of  Grade  “A”  oil 

appearances-  THtio£-  T°  RE0PEN  and  amend  res°lu- 

Eor  Petitioner:  Patrick  J.  Murray.  Affirmative:  Chairman  Walsh.  Messrs  Ken- 

For  Administration:  Inspector  Mhher  of  fire  de-  nedy.  Dowd,  Gunnison,  Holland  Deputy 

rTTAXT  partTnent-  Fire  Commissioner  Hannon,  Superintendents 

TIOI\  OF  BOARD— Petition  reopened  and  set  for  Brady,  Reville,  Moore,  McDermott  ad  In¬ 
hearing  July  29,  1924,  at  2  p.  m„  pending  report  XT  Spector  Wilkinson  .  u 

of  Inspector  Maher,  bureau  of  fire  prevention.  Negative  . .  .  .  .  0 

he  vote  to  reopen—  TRT7  T^rTrR0rnne11  and  Fire  Chief  Ken,on  •  •  2 

Affirmative:  Chairman  Walsh.  Messrs.  Ken-  '  v  ..  °LUTION:  ^ 

nedy,  Dowd,  Gunnison,  Holland,  Deputy  Whfrfas  Tbp  FhpI  ri;i  n  ,  r 

Fire  Commissioner  Hannon.  Superintendents  101920  a  '0^0^  with  th^ L,|I'"erdCo;pofratlonJfi,ed-  July 

Brady,  Reville,  Moore  McDermott  and  In  ^  ’1  (  '  a  pct  {  on-  with  the  board  of  standards  and  ap- 

Negative0’  Wi'kinS°"  •  •  ■  »  r„edrerCandkn0™  ^  ^  Wi"iamS 

Absent :  Mci  Conned  ^e  Oiif  kenion '! !  t  ^WES£iLS?  atd 
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MINUT 


Whereas,  this  petition  was  granted  for  use  with  Grade 
B  oil  and  petitioner  requested  that  Grade  A  oil  be  m- 

Kcsolved.  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Williams  Oil-O-Matic  Fuel  Oil  Burner 
for  use  in  Grade  A  and  Grade  B  fuel  oil  installations,  when 
installed  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals. 


RULES. 

TITLE— Fuel  Oil  Rules.  .  ,  ..  , 

SUBJECT— Request  for  interpretation  of  fuel  oil  rules  as 

to  storage  tanks. 

APPEARANCES—  . 

For  Petitioner :  J.  C.  Quinn. 


ACTION  OF  BOARD— It  was  the  opinion  of  the  board 
that  any  tank  equipped  with  outside  connection 
is  a  storage  tank  and  should  comply  with  the  safe¬ 
guards  provided  by  the  rules. 

THE  VOTE  AS  TO  THE  ABOVE  INTERPRETA¬ 
TION—  j 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Deputy  Fire  Commis-  - 
sioner  Hannon,  Superintendents  Brady,  Re- 

ville,  Moore  and  Ispector  Wilkinson  .  9 

Negative:  Superintendent  McDermott  . . . .  1 

Absent:  Messrs.  Dowd,  Connell  and  Fire  Chief 


Kenlon  .  3; 


Adjourned  4.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


i 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


SPECIAL  MEETING. 

FRIDAY  AFTERNOON,  JULY  11,  1924 
Present :  Chairman  Walsh,  Messrs.  Connell,  Holland  and 
Superintendents  Brady  and  Kleinert. 


RULES. 


APPEARANCES— 

Inspector  Maher  of  fire  department;  William  T. 

Ropes,  Edward  P.  Doyle,  Louis  Schrag,  Wil¬ 
liam  J.  Gorman,  Charles  B.  Best  and  David  M 
Jones. 

ACTION  OF  BOARD— Rules  formulated  and  ordered 
published  in  Bulletin  to  be  adopted,  as  printed, 
at  the  meeting  of  July  29,  1924,  at  2  p.  m.  (Sec 


410-24-SR. 

SUBJECT— Rules  for  stairway  enclosure  in  factory  build¬ 
ings,  etc. 


page 


?) 


Adjourned  4.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES 
(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  ^oard  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S ’  ' ^  1924 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924, 

Sal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3  When  in  addition  to  the  required  exits  from  any  fac- 
t(±  or  factory  building,  there  exist  other  means  of  egre 
whfch  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 

the  following  conditions.  . 

(a)  Fire  Escapes.— All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance with  Section  274  of  the  Labor  Law  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  m  guides 
from  the  lowest  balcony  to  ground  may  be  provided  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub 
standard  fire  escapes  are  located  in  any  court  or  or i  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  sa  e  > 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape 
exterior  stairway,  or  to  roof  of  adjoining  extension, 


—RULES  RELATING  TO  SUBSTANDARD  EXITS. 

other  egress  satisfactory  to  the  Fire  Commissioner.  A1 
such  fire  escapes  shall  be  maintained  structurally  safe  anr 
properly  painted. 

(ib)  Interior  Stairways — All  interior  stairways  not  con 
forming  to  the  requirements  of  the  Labor  Law  or  rules  o' 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro 
vided  that  egress  to  same  is  maintained  unobstructed,  hall 
are  properly  lighted,  and  all  landings,  passageways,  etc.j 
are  maintained  free  and  unobstructed.  An  easily  operate! 
panic  bolt  or  other  similar  device  may  be  installed  at  stree 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screenet. 
stairways  not  serving  as  a  required  means  of  egress  shal 
be  either  removed  or  maintained  structurally  safe  and  prop 
erly  painted,  exits  thereto  and  all  platforms  and  passage 
ways  thereof  shall  be  maintained  unobstructed,  and  egres 
from  termination  shall  be  as  provided  for  substandard  nr 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  part 
wall  balconies  between  buildings  shall  be  removed  or  main 
tained  structurally  safe  and  properly  painted,  and  acces 
thereto  and  all  passageways  thereof  shall  be  maintained  un 

obstructed.  J 

(e)  No  sign  of  any  character  shall  be  placed  at  open 
ings  leading  to  these  substandard  exits. 
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RULES 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

97u'cuTiTyJn  LabrJ-°r  I*".'  originally  adopted 
Nmcmblr'ttS f  o  iT '^ct‘z'c  October  1,  1013;  amended 

mCXtive  IZn  Til  reai°tM  Fcbn‘ ">• 

1-~ExcePt  as  herein  provided,  in  all  factory 
unldmgs  five  stones  or  less  in  height,  erected  prior  to 
Dctober  1,  1913  in  which  there  are  more  than  twenty- 
,ve  persons  employed  above  the  second  story,  all  interior 
fairways,  serving  as  required  means  of  exit,  and  the 
indings,  platforms  and  passageways  connected  therewith 
hall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
'st.ng  material  extending  continuously  from  the  lowest 

diedule-  ^  Stainvay  ,n  acS°rdance  with  the  following 


umber  Contents  Contents  non-  Content*  f 

.A-  =SB»  sstSSt  — £ 


— 

hree 

Stairways 

Enclosed 

>ur 

Stairways 

Enclosed 

Stairways 

Enclosed 

ve 

— 

Stairways 
Enclosed  1 

Stairway 

Enclosed 

Stairways 
Enclosed  | 

rhe  term  “contents”  as  used  above  means  articles  goods 
res  and  merchandise,  packed,  stored,  manufactured  or 
the  process  of  manufacture.  ^ureu  or 

the  term  "combustible"  as  used  above  means  articles 

nbustio„reS  °r  mercI,andlse  “"'ll  burn  or  support 

te' automatic”"^1  m’  35  l'Sed  above  means  a"  ade- 
led  !  sprinkler  equipment  installed  and  main- 
led  in  good  working  order  on  each  floor. 

he  term  story”  as  used  above  means  that  part  of  a 

^ng  between  any  floor  and  the  floor  or  roof  next 

fir.s^  stor>'  1S  that  P^t  of  a  building  which 

V nextbaho  rtf  Cemabove  the  Hoor  below  and  the 
r  next  above  the  curb  or  average  grade  level. 

the,  St3irway  extends  to  the  top  floor  of  the 
,ding.  such  partitions  shall  extend  to  the  under  side 

!Zf  h°f  b0ar.d|ng  tbat  POI"tion  of  the  under  side  of 
rwf  beams  within  the  stair  enclosure  shall  be  covered 

nre  reKISt1^?,  materia1’  except  in  buildings  with  roofs 
aon-combust'ble  material,  in  which  case  the  partitions 
stop  at  the.  under  side  of  the  roof, 
here  the  stairway  is  required  to  extend  to  the  roof 

I  eln  ?SUre  Shall„  b?  so  built  as  to  f°rm  a  bulkhead’. 

'  ei?c*°?ure  shall  be  ventilated  by  a  skylight  in  the 
wi  ouvres  or  ventilators,  or  exterior  windows  with 
Hating  sections  at  the  top  floor. 

1  openings  in  such  partitions  shall  be  provided  with 
veil  self-closing  fire  doors,  except  where  such  open- 
are  in  the  exterior  wall  of  the  building. 
je  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 

at  least  four  inches  thick  unless  the  partition  extends 

ie  cellar  bottom. 

horizontal  exit,  as  defined  in  section  267  of  the  Labor 
will  be  accepted  as  a  compliance  with  this  rule 
‘  ,  s,de*  of  the  fire  wall  or  walls  are  occupied 

;  y  factory  floor  by  the  same  occupant 
Je  2.— Where  there  are  occupancies  on  any  story  or 
°.  a  story,  involving  the  storage  or  use  below  the  top 
oi  the  following  materials  and  exceeding  the  amount 


persom  •* 
VS&8S3SS5SS 

Nitrocellulose  in  any  shape  or  form,  10  lbs 
Volatile  inflammable  oils,  l  gal. 

Volatile  inflammable  mixtures  5  gals 
Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals 

Cmton'^^0;  mattresses’.  manufacturing  or  repairing. 
Cotton  rag  and  paper  sorting,  l  ton. 

reaper  box  manufacturing. 

.eaRcr;ereaoLlmnirbte™rsS)Wi,h  C°°king  ("0t  tatadi« 

arJandTass  ton 

When  more  ^  than  two  stones  are  to  be  segregated  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
mg  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
ve  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 

nr  %?****  m?y  Cad  t0  SUch  a.stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway  or  to 
a  tire  escape  conforming  to  section  273,  Labor  Law.  Ex- 

tbd1  Jhat  fxlt  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  screened.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 

ladder  KSafe  e^es,s,from  the  roof,  a  gooseneck 

ladder  shall  be  provided  from  top  balcony  to  the  roof 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4.— Enclosure  of  Stairways.— In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
?  an^  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  .interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  .  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 
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Rule  5.— Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  (December  31,  1923  . 

Case  filed  up  to  and  including  July  17,  1924 

Restored  to  Calendar  . 


Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  .... 

Administrative  requests  . 

Requests  for  interpretation  . 


125 

5 

30 

3 

15 

23 

2 

1 

4 


DISPOSITION  OF  CASES 


Withdrawn  . 

Dismissed  .  ™ 

Denied  . 

Granted  .  ^ 

Granted  on  condition  .  616 

Appliances  approved . . •. .  12 

Appliances  dismissed,  disapproved  or  withdrawn  ....  1( 

Rules  approved . • .  ' 

Rules  disapproved  or  rescinded  .  1 


Miscellaneous  Actions. 

Request  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . 

Requests  for  extension  of. time  granted  ... 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . . . 

Requests  withdrawn  or  dismissed  . 


Total  . 
Disposed  of 


1834 

1221 


Total 


Cases  pending  July  17,  1924 


613 


122 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards— 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  . 

Second  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

l  f Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  .be  entertained  in  view  of  this  publication  and 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  tl 
offices  of  the  board  and  of  the  further  publication  of  tl 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  tl 
date  for  the  hearing  in  his  case,  and  that  the  plea  < 
failure  to  receive  such  notice  is  no  excuse  for  neglect 
appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  < 
all  cases  promptly,  for  the  reason  that  the  pendency  oil 
appeal  or  petition  ties  the  hands  of  the  administratr 
official  in  enforcing  his  order;  therefore,  no  appeal' 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failu 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  ! 
any  other  method  of  delay. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
L.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  ‘ 

Name  . 


Street  . . . 
P.  O. 


My  subscription  to  begin  with  the  issue  for. . 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  July  22, 
1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
July  22,  1924.  P.  M. 

Corrections. 

Reserve  Calendar. 

Proposed  Rules. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


Bn\\LCJ7nS  C0alen?ar  consists  of  applications  under  th. 
Budding  Zone  Resolution,  and  its  object  is  to  give  inter 

and  wili°hf  Sirjn-er! 5  °pportnnity  to  fiIe  objections,  if  any 
,  0  >  ,  e.  ca  ed  Jn  Room  919,  on  Tuesday,  July  29,  1924 

a  definitely  ‘  1  f  ^  C3SC  is  Set  for  hearinB  or 

a°tf2thc?clSi?ndar  wil1  *  01 
T he  Clerks  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear- 
mg  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica- 
ti°n.  or  Petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
k  supplied  with  the  official  forms  for  presenting  his  ap- 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  mav  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairmam. 
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DOCKET. 


New  Cases  Filed  Week  Ending  July  24,  1924. 


Cal.  No. 

965-24-A _ 

964-24-S _ 

963-24-S. . . . 

962-24-S _ 

961-24-A . .  . 

960-24-A . . . 

959-24-A . . . 

958-24-BZ.. 

957-24-A . .  . 

956-24-A . . . 

955-24-A . . . 

954-24-A .  . . 

953-24-A . . . 

952-24-A . . . 
- • 

951-24-A . . . 

.  ,  t  m 

950-24-S. .  . 
949-24-BZ. . 
948-24-A . . . 
947-24-A . .  . 
946-24-S .  . . 
945-24-S . . . 
944-24-S .  .  . 
943-24-A . . . 
942-24-BZ. . . 
941-24-S . . . . 
940-24-A .  .  . 


Department  Premises  Affected 

....F.D . 489  Park  ave.,  Man. 

F-51401 

_ F.D . 5-7  E.  37th  st.,  Man. 

L.  D.  46655  (11th  floor) 

_ F.D . 5-7  E.  37th  st.,  Man. 

L.  D.  46655  (10th  floor). 

....F.D . 5-7  E.  37th  st.,  Man. 

L.  D.  46655  (8th  floor). 

_ F.D . 536-538  Broome  st.,  Man. 

F-60835. 

_ F.D . 514  E.  23rd  st.,  Man. 

N.  B.  559-1924. 

_ F.  D . 34  Tieman  pi.,  Man. 

L.  C.  24913 

_ B.B.B.  ..355-381  Malbone  st.,  Bklyn. 

N.  B.  13911-1924. 

. F.D . 766  E.  133rd  st.,  Bx. 

N.  B.  1213-1924. 
....F.D . 50  E.  41st  st.,  Man. 

L.  C.  24797. 

....F.D . 127  E.  54th  st.,  Man. 

L.  C.  24904. 

...  .F.D . N.  W.  C.  W.  192nd  st.  &  David¬ 

son  ave.,  Bx.  Alt.  990-1924. 

....F.D . 975  Park  pi.,  Bklyn. 

Alt.  1591-1922. 

.....F.D . 443  W.  21st  st.,  Man. 

Alt.  1479-1922. 

. F.D . 60  E.  191st  st.,  Bx. 

L.  C.  24950. 

...'.F.D . 167  W.  22nd  st.,  Man. 

L.  D.  62232. 

- B.B.Q.  ..146-09  Jamaica  ave.,  Queens. 

Alt.  677-1924. 

. F.D . 315  W.  34th  st.,  Man. 

Order  No.  24-A. 

. F.D . 1522  Inwood  ave.,  Bronx. 

Alt.  994-1924. 

....F.D . 12  E.  33rd  st.,  Man. 

L.  D.  45300. 

....F.D . 736  Broadway,  Man. 

L.  D.  28953. 

- B.B.M.  ..507-9  E.  75th  st.,  Man. 

Alt.  2634-1924. 

•  •••F.D . 174  Hudson  st.,  Man. 

L.  C.  24222. 

- B.B.B.  ...425-447  Coney  Isl.  ave.,  Bklyn. 

N.  B.  13334-1924. 

••••F.D . 716-720  Broadway.  Brooklyn. 

L.  D.  47747. 

. F.D . West  ave.,  bet.  6th  &  7th  sts., 

E.  T.  City.,  Q.  L.  C.  89731. 


Restored  to  Calendar. 

1073-23-A . B.B.M.  ..423-425  E.  63rd  st.,  Man. 

Alt.  971-191 


CODE. 

F.D . Fire  Departme: 

H.D . Health  Departme: 


B.B.B . Bureau  of  Buildings,  Brookh 

BB.Bx . Bureau  of  Buildings,  Bror 

B.B.M  . Bureau  of  Buildings,  Manhattr 

B.B.Q  . Bureau  of  Buildings,  Queei 

B.B.R . Bureau  of  Buildings,  Richmor 

T.H . Tenement  House  Departme: 


NOTICE. 

Notice  is  hereby  given  that  the  board  of  appeals  and  tl 
board  of  standards  and  appeals  will  hold  no  hearing 
during  the  month  of  August.  The  next  regular  mee 
ings  of  both  boards  will  be  held  on  September  9,  1924,  ar 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the  san 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeal: 
applications  and  petitions,  also  for  consultations  and  othi 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  July  29,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

636-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Jeannette  Wilsc 
Metten,  lessee. 

PREMISES — 234  West  74th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  maintenance  < 
a  business  use  in  an  existing  residence  building. 

639-24-BZ. 

APPLICANT — William  J.  Conway,  for  John  MuldoOy 
owner. 

PREMISES — 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

665-24-BZ. 

APPLICANT — Louis  Schlachtus,  owner. 

PREMISES — 5703  Twelfth  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  c] 
a  garage  for  the  storage  of  two  (2)  pleasure  m(i 
tor  vehicles,  two  (2)  spaces  rented  to  persons  n< 
residing  on  the  premises. 


710-24-BZ. 

APPLICANT — Buchman  and  Kahn,  for  Elbeco  Realt 
Corp.,  owner. 

PREMISES — West  side  Anable  avenue,  350  ft.  south  0; 
Jackson  avenue,  L.  I.  City,  Queens. 

TO  PERMIT  in  an  unrestricted  1 14  times  height  distrii 
the  erection  of  a  street  wall  without  a  setback  t 
a  height  exceeding  the  limit  required  by  the  zon 
resolution. 


/ 
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737-24-BZ. 

i  APPLICANT  Ferdinand  Savignano,  for  Angeline  Savag- 
nano,  owner. 

PREMISES  2-12  86th  street  and  8601  Shore  road,  Brook¬ 
lyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the  erection 
and  maintenance  of  a  building  situated  nearer  than 
ten  (10)  feet  from  the  street  line. 

{ 

764-24-BZ. 

APPLICANT— John  E.  Eustis,  for  Edwin  F.  Branning 

owner. 

t  PREMISES— -260  W  est  Tremont  avenue,  The  Bronx. 

>  TO  PERMI1  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

,  l 

841-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Tille  Lichtenstein 
owner. 

;  PREMISES— East  side  Ryer  avenue,  138.36  ft.  south  of 
East  18ith  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
tenance  of  a  garage  for  the  storage  of  more  than 
hve  (5)  motor  vehicles. 

£77-24-BZ. 

APPLICANT— Eugene  De  Rosa,  for  Flatbush  Associates 
inc.,  owner. 

T^Di'DiuT21-01’2121  Church  avenue,  Brooklyn. 

1U  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores  and  theatre  pur¬ 
poses. 


116-24-BZ. 

APPLICANT— M.  A.  Cantor,  for  Degraw  Amusement 
Co.,  owner. 

p^E^SES— 799-8°5  Washington  avenue,  Brooklyn. 

IU  FERMI T  in  a  residence  district  the  alteration  and 
extension  of  a  building  used  for  theatre  and  store 
purposes. 

4-24-BZ.  ™-i  * 

APPLICANT— William  F.  Doyle,  for  332-340  East  84th 

mruT^ree*  Realty  Co.,  Inc.,  owner. 

■n  dcdutt3'32'34?  ^:ast  84th  street-  Manhattan. 

PERMIT  in  a  business  “B”  area  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles,  also  the  omis¬ 
sion  of  a  rear  yard  as  required  by  the  zone  reso¬ 
lution. 


F-23-BZ. 

PPLICANT— Jenks  &  Rogers,  for  S.  C.  La  Vine,  Inc 

owner. 

S— 15 78- i 5 86  Bedford  avenue,  Brooklyn. 
u  PERM II  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

0-24-BZ. 

PPLICANT— Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

^PPofr^2-43'249  Hopkins  street,  Brooklyn. 

rEKMI  1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  July  29,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

619-24-A-345-347  Grand  street,  Manhattan. 
i>. >9-24- A  28  Buckingham  road,  Brooklyn 

697-24- A  Southeast  corner  of  Stillwell  avenue  and  Pel¬ 
ham  parkway,  The  Bronx. 

lTTAr3W-U2  EaSt  38,h  street-  Manhattan. 

827-24- A  1357  Dahill  road,  Brooklyn 
4 70-24- A  52-62-  Ellery  street.  Brooklyn 

1317-23- A  Northeast  corner  of  St.  Johns  place  and  Buf- 
talo  avenue,  Brooklyn. 

1170-23-A— 2814  Avenue  N,  Brooklyn. 

478-24- A— 1600  Broadway,  Manhattan 

Ill'll 'a  C,0Se’  ForeSt  Hi,ls’  L-  r-  Qneens. 

729-24-A  5j8  West  173rd  street,  Manhattan 

6 15-23- A  90-92  West  Broadway.  Manhattan 

■  41-23-A-65-67hDnane  street  and  539  Pearl  street,  Man- 

r;2,4^533'537  EaS'  I6,h  s,re'h  Manhattan. 

795-24 -A  257-259  Water  street.  Brooklyn. 

Lhider  the  Building  Zone  Resolution. 

I3  ISrS  HKK 

inB  maCs:°°m  919’  “““H  fcWtoi 

CAL.  NO.  561-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  George 
Alexander,  Jr.,  applicant,  on  behalf  of 
Mary  V.  McGreevy,  owner,  to  permit 
m  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  occu¬ 
pied  as  a  shop  for  sheet  metal  cor¬ 
nice  works;  premises  448  Montgomery 
street,  Brooklyn.  y 

cal.  no.  655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 

S?1 °un°-ff  3  o!1e-atre  building:  premises 
3837  White  Plains  avenue,  The  Bronx. 

cal.  no.  725-24-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Louis  A 
Sheinart,  architect,  on  behalf  of  Tagra 
Holding  Corp.,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles* 
premises  321-343  West  54th  street,  Man¬ 
hattan. 

tAL.  NO.  65 7-24-BZ— -Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  T 
Dunnigan,  applicant,  on  behalf  of  Austin 
E.  Pressinger,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles* 
premises  3184-3190  Webster  avenue! 
Ihe  Bronx. 


IP 
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cal.  no.  683-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  McKenzie, 
Voorhees  and  Gmelin,  architects,  on 
behalf  of  Western  Electric  Co.,  Inc., 
owner,  to  permit  in  an  unrestricted  two- 
times  height  district,  the  erection  of 
the  street  wall  of  a  building  without 
setting  back  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution ; 
premises  744-754  Washington  street  and 
51-55  Bethune  street,  Manhattan. 

CAL.  NO.  235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  685-2 4 -BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Wm.  H. 
Gompert,  architect,  Eugene  Kienle, 
owner,  Kienly  &  Co.,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to-be  used 
for  manufacturing  lithographic  ink ; 
premises  33-47  Nassau  avenue,  Brook¬ 
lyn. 

cal.  no.  235-24-BZ— Application,  February  14,  1924  under 
the  building  zone  resolution,  of  Euell 
and  Euell,  architects,  on  behalf  of 
Empec  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southeast  corner  169th 
street  and  Inwood  avenue,  The  Bronx. 

\ 

cal.  no.  138-24-BZ — Application,  January  29, _  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Ike 
Frankel,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  building  to  be  used  in  part  for 
business  purposes;  premises  6314-6324 
Bay  parkway,  northwest  corner  of  64th 
street,  Brooklyn. 

CAL.  no.  761-24-BZ— Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  New  York 
Telephone  Company,  applicant  and 
owner,  to  permit  in  a  residence  district 
the  alteration  and  extension  of  a  cen¬ 
tral  telephone  exchange  building; 
premises  northwest  corner  of  Broad¬ 
way  and  Vietor  place,  Elmhurst, 
Queens. 

cal.  no.  778-24-BZ— Application,  June  7,  1924,  under  the 
building  zone  resolution,  of  Joseph 
Upton,  applicant,  on  behalf  of  Tuohy 
and  Upton,  Inc.,  owner,  to  permit  in  a 
business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northeast  corner  of 
35th  avenue  (State  street)  and  Farring¬ 
ton  street,  Flushing,  Queens. 


cal.  no.  801-24-BZ — Application,  June  14,  1924,  under  the 
building  zone  resolution,  of  Arthur 
Frothingham,  applicant,  Estate  of  Sal- 
lie  E.  Stone,  owner,,  Anna  T.  Reynolds, 
lessee,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  rearrangement 
of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  Audubon  lane,  west  side  of 
Riverside  drive,  359  ft.  9  in.  south  of 
West  158th  street,  Manhattan. 

cal.  no.  883-24-BZ— Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  John 
A.  McCarthy,  owner,  to  permit  in  a 
business  district  extending  from  an  un¬ 
restricted  district  the  erection  anc 
maintenance  of  a  garage  for  the  stor-' 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  east  side  Gerard  ave¬ 
nue,  105.30  ft.  north  of  East  146tf 
street,  west  side  of  Walton  avenue 
104.71  ft.  north  of  East  146th  street 
The  Bronx. 

cal.  no.  750-24-BZ — Application,  May  29,  1924,  under  thi 
building  zone  resolution,  of  Charles  H 
Moores,  applicant,  on  behalf  of  Pete 
F.  Reilly,  owner,  to  permit  in  a  busi 
ness  “B”  area  district  the  erection  an< 
maintenance  of  a  business  buildinf 
without  providing  a  yard  as  require! 
by  the  zone  resolution ;  premises  491 
495  Bergen  street,  Brooklyn. 

cal.  no.  858-24-BZ— Application,  June  26,  1924,  under  th> 
buliding  zone  resolution,  of  Philip  ] 
Sinnott,  applicant,  David  L.  Phillip 
Estate,  owner,  Kesbec  Sales  Co.,  Edwii 
Crawford  and  Robert  G.  Calder,  les 
sees,  to  permit  partly  in  a  residenc 
district  and  partly  in  a  business  dis 
trict  the  erection  and  maintenance  o 
a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles;  premises  417 
Broadway,  Manhattan. 

cal.  no.  784-24-BZ — Application,  June  10,  1924,  under  th 
building  zone  resolution,  of  Jame 
Kearney,  applicant,  on  behalf  of  Dele 
Realty  Co.,  Inc.,  owner,  to  permit  i 
a  business  lJ/i  times  height  district  th 
erection  of  the  street  walls  of  a  build 
ing  without  setbacks  to  exceed  th 
limiting  height  required  by  the  buildm 
zone  resolution;  premises  531-535  Fift 
avenue  and  1  East  44th  street,  Manhal 
tan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  July  29,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

391-24-S— 2-12  Sheriff  street  and  504-510  Grand  stree 
Manhattan. 

433-24-S — 21  East  57th  street,  Manhattan. 

620-24-S— -345-347  Grand  street,  Manhattan. 

706-24-S — 398  Madison  street,  Manhattan. 
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746-24-S — 1162  Broadway,  Manhattan. 

333-21-S — 43  West  56th  street,  Manhattan. 

789- 24-S — 189-195  Hudson  street,  Manhattan. 

794-24-S — 380-384  Canal  street,  Manhattan. 

796-24-S — 391  Washington  street,  Manhattan. 

806-24-S — 233  Duffield  street,  Brooklyn. 

813-24-S — 34  West  22nd  street,  Manhattan. 

815-24-S— 125  Fulton  street  and  44  Ann  street,  Manhat¬ 
tan. 

819-24-S — 185  Sixth  avenue,  Manhattan. 

766-24-S — 28-30  West  57th  street  and  29  West  56th  street, 
Manhattan. 

790- 24-S — 124  West  21st  street,  Manhattan. 

805-24-S — 554-566  Eighth  avenue  and  270-276  West  38th 
street,  Manhattan. 

822-24-S — 13-19  East  New  York  avenue,  Brooklyn. 
828-24-S — 39  West  25th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA — ‘Universal  Oil  Burner,  approval  of. 

1323-22-S — Baker  Automatic  House  Heating  Burner,  ap¬ 
proval  of. 

1538-23-SA — Lillibridge  Oil  Vapor  Burner,  No.  C-8  and 
No.  C-9,  approval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
438-21-S — Viking  Pump,  approval  of. 

RULES. 

410-24-SR — Rules  for  Stairway  Enclosures  in  Factory 
Buildings,  etc. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

87-24-BZ. 

..PPLICANT — Theodore  Ehrsam,  for  Bayie  Realty  Co., 
Inc.,  owner. 

REMISES — '524  Jackson  avenue,  The  Bronx. 

O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

:6-24-BZ. 

PPLICANT — Philip  J.  Sinnott,  for  140th  Street  and 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gitterman, 
owners. 

REMISES  2335-2341  Southern  boulevard,  The  Bronx. 

O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

6-24-BZ. 

PPLICANT— William  F.  Doyle,  for  John  M.  Horan, 
owner. 

REMISES — 689-691  Marcy  avenue,  Brooklyn. 

3  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

H-24-BZ. 

UPLICANT — Daniel  Santoro,  for  Antonio  Massa,  owner. 

REMISES — 75  Montgomery  avenue,  Tompkinsville,  Rich¬ 
mond. 

•  )  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


1298-23-BZ. 

APPLIC  ANT  McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERM!  T  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A— 398  Madison  street,  Manhattan. 

712-24- A— 430  Seventh  avenue,  L.  I.  City,  Queens. 

734-24-A — 65-67  West  Houston  street,  Manhattan. 

736-24-A— 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 

.  739-24-A — 26  Broadway,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

870-24-A — 1658  Broadway,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A  527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

LOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  9,  1924  at  in 
o’clock  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business,  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

CAL.  NO.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
•  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

CAL.  NO.  361-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

CAL.  NO.  525-24-BZ — Application,  April  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own¬ 
ers,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  mojtor  vehicles;  premises  28-34 
Newtown  avenue,  Astoria,  Queens. 
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cal.  no.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  484-490  Sterling  place, 
Brooklyn. 

CAL.  no.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  691-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank. 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis, 

Queens. 

cal.  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  1.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  695-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 


cal.  no.  1514-23-BZ — Application,  December  22,  1923,  unde 
the  building  zone  resolution,  of  Morri 
Saskowitz,  applicant  and  owner,  t 
permit  in  a  business  district  the  ex 
tension  and  change  of  occupancy  o 
the  2nd,  3rd  and  4th  stories  fror 
storage  to  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  75  First  avenue,  Manhattar 

cal.  no.  461-24-BZ — Application,  March  29,  1924,  under  th 
building  zone  resolution,  of  John  C 
Hoffman,  applicant,  on  behalf  of  Mar 
garet  B.  Hoffman,  owner,  to  permit  i: 
a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  two  pleas 
ure  motor  vehicles,  two  spaces  rentet 
to  persons  not  residing  on  the  prem 
ises ;  premises  165  Pine  street,  Brook 
lyn.  j 

\ 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  th 
building  zone  resolution,  of  Edward  F, 
Doyle,  applicant,  on  behalf  of  Harja 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  distric 
the  erection  and  maintenance  of  a  ga 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  1146-115 
East  New  York  avenue,  Brooklyn. 
William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 658  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S — 1205-1213  Broadway,  Manhattan. 

286-24-S — -224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S — 254-258  West  35th  street,  Manhattan. 

838- 24-S — 224-232  West  30th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 

673-24-SA — -Samson  No.  76  Break  Glass  Fire  Alarm  Box 
approval  of. 

492-24-S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap 
proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 
199-24-A — 332-344  West  44th  street,  Manhattan. 
1490-23--A — 406  Second  avenue,  Manhattan. 
1499-23- A — 522  West  159th  street,  Manhattan. 

328- 24-A — 153  East  76th  street,  Manhattan. 

329- 24-A — 1900  Crotona  parkway,  The  Bronx. 
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640- 24 

641- 24 

743-24 

772-24- 

781-24- 

829-24- 

839-24 

851-24- 


-A— 359  Wales  avenue  and  779  East  142nd  street, 
The  Bronx. 

■A— 780  St.  Marys  street  (East  143rd  street),  The 
Bronx. 

-A — 221  77th  street,  Brooklyn. 

-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

■A — 714-716  Atlantic  avenue,  Brooklyn. 

•A — 1600  Broadway,  Manhattan. 

A— 319-321  Grand  street,  Manhattan. 

A— 191  Bay  street,  Tompkiasville,  S.  I.,  Richmond. 


Under  the  Building  Zone  Resolution. 

>  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
if  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning ,  September  16,  1924,  at  10 
•’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters : 

■ 

al.  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

\l.  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

•l.  no.  664-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen,  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building; 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

no.  809-24-BZ— Application,  June  16,  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution ;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan. 

-  no.  853-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Mary 
V.  Buehl,  owrner,  previously  dismissed 
for  lack  of  prosecution,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 


maintenance  of  a  garage  for  the  stor¬ 
es*-  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 

cai..  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue’, 
Brooklyn. 

cal.  no.  814-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  ip  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution ; 
premises  312-318  East  26th  street,  Man¬ 
hattan. 

cal.  no.  1373-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  160  West  Fordham  road,  The 
Bronx. 

CAL.  NO.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh.  Chairman. 


760-24 

775-24 

798-24 

802-24 

804-24 

843-24 

854-24- 

1073-23 

627-24- 

678-24- 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

-A — 1002-12  Grand  street,  Brooklyn. 

-A — 517-519  Academy  street,  L.  I.  City,  yueens. 

-A — 656  Broadway,  Manhattan. 

■A — 15  West  17th  street,  Manhattan. 

■A — 30-46  Erasmus  street,  Brooklyn. 

-A — 264  39th  street,  Brooklyn. 

■A — 6-10  East  1st  street,  Manhattan. 

■A — 423-425  East  63rd  street,  Manhattan. 

A — 91-93  Lorimer  street,  Brooklyn. 

A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 
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773-24-A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

861-23-A — ■60-62  West  112th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  Se ptember  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

cal.  NO.  701-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bron* 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  P. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (.5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24- A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  1066-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  .five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

cal.  no.  821-24-BZ — Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P. 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

cal.  no.  714-24-BZ — Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Kalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1 102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 

cal.  no.  782-24-BZ — Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R- 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes ;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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regular  meeting. 

TUESDAY  MORNING,  JULY  22  1094 

nisoneS^H^  aTan  Y&Uhl  Messrs‘  Conneli’  Dowd,  Gun- 
mson  Holland,  Kennedy  and  Acting  Fire  Chief  Martin 

appeals  held  *  T  4  regU'ar  meetin£  of  th^  board  of 
appeals,  held  on  1  uesday  morning,  July  15,  1924  were  an- 

pro\cd  as  printed  in  the  Bulletin,  No.  30,  Vol.  IX 


MINUTES 

BOARD  OF  APPEALS 


APPELLANT— Fred  C.  Podeyn,  for  Brooklyn  Edison 

PR gST ED-0 ^3""  f. 

APPEARANCES— 

ArmT™°^PEe”ant:  Fred  C-  Podeyn. 

1004  .  99>'^  ?fD~Laid  over  t0  September  16, 

1.  -4,  at  ~  P.  M.,  on  request  of  appellant. 


678-24-A. 

APPELLANT- Edward  P.  Doyle,  for  Liberty  Place 
Holding  Corp.,  owner. 

SI  BJ EC  r  Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 1237-1239  Broadway  and 

appearances-  avenue’  Manhattan- 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector'  Maher  of  fire 
department. 

ACTION  OF  BOARD  Laid  over  to  September  16, 
19..4,  at  2  P.  M.,  pending  adjustment  with  the 
nre  department. 


THE  RESOLUTION: 

nr  TT  (652-24-A) 

owner ERfiWl’  L‘  Norris’  for  Columbia  University 

anneals  W  ^  d  -°’  W2f’  ^PPeal,  with  the  board  of 
premise’s  easT  side  of  r"  °f)  ^  ^  commissioner,  affecting 
'.owe,  170th  Street!  ManhS^aUd'"  n°‘h 

'he  de.dsi°n  °f  ,he  fire  commissioner,  rendered 
22.  reads':”4’  "lg  °n  Altera,,on  Application  No.  1104- 

0f1ta„Pd3sS  “ndStAbpp°ils.  'yPC  aPPr°Ved  by  "K  B°ard 

enclosure0”  ^  °'K  ,a"k  permitted  in'  a  single 

and 

1QW™AS>  tbe  building  is  fireproof,  two  stories  in  heio-ht 
185  ft.  by  250  ft  in  area-  nrrTTDTtrTV  bLuries  111  neigbt, 
and  ’  ULCUpIED  as  a  power  house; 

Whereas,  intersecting  this  building  and  running  through 
from  Broadway  to  Amsterdam  avenue  is  an  abandoned  coa^ 
unnel  now  walled  up  and  segregated  from  the  powe' 

Sil  tanks/ th'S  tUm,el  are  installed  «ven  fuel 

Whereas,  appellant  contends  that  the  pump  in  question 

hat  ?heIiej  PUmP’  ?°Y  bef0re  the  board  ?or  approva  anS 

in  the  o,d  brick  — 1  is 

it  4  d’  thai-the  C!ecision  °f  tbe  fire  commissioner  be  and 

denied^  “  affirmed’  and  the  aPP^l  be  and  it  hereby  is 


845-24-A. 

APPELLANT— Sidney  F.  Oppenheim,  for  Hyman 
Stein,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
'buildings. 

PREMISES  AFFECTED-507-509  East  75th  street 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  to  with- 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Dowd,  Gunnison,  Holland,  ICen- 
nedy  and  Deputy  Fire  Chief  Martin...  7 

Negative .  0 

Absent  . . .  .  9 


652-24-A. 

APPELLANT— Henry  L.  Norris,  for  Columbia  Univer¬ 
sity,  owner. 

PP F  \ piq re~  V Vvd e  c ' s ' 0  n  °f  fire  commissioner. 
RE  MUSES  AFFECTED— East  side  of  Broadway,  be- 

tween  West  116th  street  to  West  120th  street 
Manhattan.  ’ 

APPEARANCES— 

For  Appellant:  H.  I.  Norris,  Robert  Adamson 
Hor  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Dowd 

Gunnison,  Holland  and  Connell . ’  5 

Absent:  Mr.  Kennedy,  Deputy  Fire  Chief 
Martin  .  2 
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653-24- A. 

APPELLANT- Y.  W.  C.  A.  of  the  City  of  New  York 
owner.  .  ’ 

PRF\lTC^AAHeHnrm?TA0rder  of  fire  commissioner. 

I  REMISES  AFFECTED— 74  West  124th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant::  Edward  P.  Lyon. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CO NEHTI O  N q  ° ^  Appeal  granted  on  condition. 

THE  VOTE— ~AS  Specified  111  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland  and  Connell  .  5 

Negative  . ;;;;;  0 

Absent:  Mr.  Kennedy  and  Deputy  Fire 

Chief  Martin  .  « 

THE  RESOLUTION:  . 

(653-24-A) 

Whereas,  Y.  W.  C.  A.  of  the  City  of  New  York,  owner, 
filed,  May  10,  1924,  an  appeal,  with  the  board  of  appeals 
irom  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  74  West  124th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
April  11,  1924,  reads: 

1.  Either  comply  with  the  provisions  of  Section 
214-A-4-C,  Chapter  10,  Code  of  Ordinances  *  *  *  or 
*  *  *  discontinue  the  storage  and  use  of  liquified  chlorine 
on  the  premises.” ; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in 
height,  104  ft, by  152  ft.  in  area;  OCCUPIED  as  a  Young 
omen  s  Christian  Assn,  building,  and  in  the  basement  is 
located  a  swimming  pool,  which  is  purified  by  means  of 
chlorine  gas;  and 

Whereas,  appellant  contends  the  20  pound  cylinder  of 
chlorine  is  enclosed  in  a  locked  wooden  casing. 

•*  1 rso  '  ’  *bat  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
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aranted  on  condition  that  the  cylinder  of  chlorine  shall  be 
maintained  in  a  steel  cask  filled  with  water  with  contro 
valve  for  water  supply  located  in  the  swimming  poo 
room,  the  cask  and  chlorine  cylinder  to  be  maintained 
in  an  enclosure  of  fireproof  material  vented  to  the  outer 
air  the  vent  carried  above  the  roof,  any  opening  of  enclo¬ 
sure  to  be  provided  with  metal  air-tight  doors  with  inter¬ 
locking  lanced  joints  at  head  and  sides. 


/'•'Q  _p4“A  • 

■APPELLANT — Geo.  P.  Bender,  for  Columbia  Machine 
Works  and  Malleable  Iron  Co.,  owner.  _ 
^TTBTFCT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 225-283  Chestnut  street, 
Brooklyn. 

APPEARANCES—  „  ,  T  c  ...  w 

For  Appellant:  Geo.  P.  Bender,  Leo  Smit  ,  V  . 

E.  Coykendall.  ,  c 

For  Administration:  Inspector  Carroll  ot  hre 
department. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs  Dowd, 
Gunnison,  Holland  and  Connell .  5 

N egative  . . . ’ v  ; 

Absent:  Mr.  Kennedy  and  Deputy  Fire  Chief 

Martin  . 

THE  RESOLUTION: 

(658-24-A)  . 

WHEREAS,  George  P.  Bender,  for  Columbia  Machine 
Works  &  Malleable  Iron  Co.,  owner,  filed,  May  13,  19-4. 
an  appeal,  with  the  board  of  appeals,  from^  a  decision 
of  the  fire  commissioner,  affecting  premises  22o-.-83  Chest 
nut  street,  Borough  of  Brooklyn;  and  _  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  16,  1924,  in  acting  on  New  Building  Application  jNo. 

298-24,  reads:  ,  „  , 

“1.  The  standpipe  system  must  conform  to  Rule  JNo. 

37.  The  standpipe  system  and  sprinkler  system  must 

be  separate  and  distinct  .  , 

“2  All  cross  connections  in  any  building  must  ne 
below  the  sidewalk  level  and  if  underground  must 
be  of  extra  heavy  cast  iron.” ; 

^Whereas,  the  building  is  non-fireproof,  one  story  and 
mezzanine  (39  ft.)  in  height,  489  ft.  by  72  ft.  (35  000  sq. 
ft)  in  area.  OCCUPIED:  1st  story,  blacksmith  shop 
brass  foundry  and  machine  shop;  mezzanine,  offices  and 
machine  shop ;  the  building  is  equipped  with  a  sprinkler 
system  supplied  from  a  50,000  gallon  elevated  tank  and 
a  separate  standpipe  system  with  a  3,500  ga^on  supply. 
Whereas,  appellant  proposes  to  install  a  1,000  gallon 
fire  pump  and  three  yard  hydrants,  and  contends  that 
it  is  impractical  to  cross  connect  below  the  sidewalk  level, 
the  building  having  no  basement.  .  .  , 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here  y 
is  aranted  on  condition  that  the  plant  shall  be  equipped  with 
an'  approved  sprinkler  system,  supplied  from  a  fifty  thou¬ 
sand  (50,000)  gallon  gravity  tank;  and  granted  only  so 
long  as  the  use,  occupancy  and  present  industrial  operation 
remains  unchanged. 


6  5^-24-  \ 

APPELLANT— Alfred  L.  Kehoe  &  Co.,  for  Schulte 
Realty  Corp.,  le,ssee.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 1-3  Ann  street,  1  Park  Row, 
Manhattan. 

APPEARANCES— 

For  Appellant :  Edward  Kehoe. 

For  Administration:  Inspector  Maher  of  fire 
department. 


ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell .  5 

Negative  . . . ■  0 

Absent:  Air.  Kennedy  and  Deputy  Fire  Chief 

Alartin  .  2 

THE  RESOLUTION: 

(662-24-A) 

Whereas,  Alfred  L.  Kehoe  &  Co.,  for  Central  Union 
Trust  Co.,  owner,  filed,  May  14,  1924,  an  appeal,  wiffi  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  1-3  Ann  street  (1  Park  row),  Alan- 
hattan;  and  #  >  | 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  17,  1922,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter,  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof.”; 
and  .  . 

Whereas,  the  building  is  non-fireproof,  eight  stories  (85 
ft.  9z/2  in.  in  height,  62  ft.  7  in.  by  40  ft.  (irregular)  in 
area.  OCCUPIED:  1st  story,  stores,  and  offices  above; 

and  ...  M 

Whereas,  appellant  contends  the  building  is  only  9/2 
in.  over  85  ft.  in  height. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  2J4  gallon  fire  ex¬ 
tinguisher  shall  be  provided  in  the  public  hall  on  each 
story  and  so  maintained ;  and  granted  on  further  condition 
that’  there  shall  be  no  factory  occupancy  other  than  the 
existing  tailors,  bushelmen,  limited  to  3  male  operators, 
on  the  2nd  story. 


667-24- A. 

APPELLANT— Sayetta  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1038-1050  Ocean  avenue, 

Brooklyn. 

APPEARANCES— 

For  Appellant:  A.  Wacker.  I 

For  Administration:  Inspector  Lynch  of  fire 

department. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE—  7 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell .  5 

Negative  . . /•  ® 

Absent:  Air.  Kennedy  and  Deputy  Fire  Chief 
Martin  .  2 


674-24- A. 

APPELLANT— Martin-Parry  Corporation,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 278-290  Locust  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  Hamilton  Hicks.  El 

For  Administration:  Inspector  Lynch  of  fire 
department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT—  1 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell . •  •  5 

Absent:  Air.  Kennedy,  Deputy  Fire  Chief 

Martin  .  2 

THE  RESOLUTION: 

(674-24-A)  _  j 

Whereas,  Henry  Hopkins,  Jr.,  for  Alartin-Parry  Cor- 
poration,  lessee,  filed,  Alay  15,  1924,  an  appeal,  with  the 
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board  of  appeals,  from  an  ordpr  nf 

affecting  premises  278  *>90  T  nr.  re  c°rnmissloner, 

Bronx;  and  Locust  avenue’  trough  of 

°f,tlle  fir*  ' commissioner,  dated 
reads .  ’  ‘  ~3’  ln  acting  on  Order  No.  21093-LC, 

isesY?4n?hreiere^y/°Ttified  that  an  illsPection  of  prem¬ 
ises  140th  Street  &  Locust  Ave.,  Bronx  used  as  a 

donA0,?8'  sara*e'  shows  ‘tat  tile  following  must  he 
done  before  pernut  requested  by  you  ean  be  issued 

•  1  r .  ,  the  ceiling  construction  with  fire  retard 

ing  materia!  as  prescribed  by  the  Rules  of  the  Board 
of  Standards  and  Appeals”-  a  a 

and  ’ 

heXht  ^ no%tthhvb]|,o1idlff  ?  .noi?'fireProof-  two  stories  in 
nei^nt  no  tt.  by  101  ft.  3  in.  in  area;  OCCUPIED  for 

bodies  Lnd0'386  ^  inS,allation  °f  aut'on.obile  aid  truck 

W  hereas,  appellant  contends  that  the  building  is  not 
used  as  a  garage,  a  non-storage  garage  or  as  a  motor  ve¬ 
in  Sh°fP’  i?nd  contends  that  there  is  no  gasoline 

in  the  tanks  of  the  automobiles  in  the  building" 

it  heJebTls  the  ,°rde';  °*  the  fire  commissioner  be  and 
Inicd  Y  affirmed'  and  the  appeal  be  and  it  hereby  is 


mmsmm 


\r 


N 77-24- A. 

5umrLCTNA~TwBurgess,Bros'  Co”  Inc-  lessee- 
;cY7ApPeal  fr°m  °rder  of  fire  commissioner. 

kSn^TED^12  Dwight  street’  BrookIyn 

For  Appellant:  J.  C.  Burgess. 

For  Administration;  Inspector  Maher  of  fire 
department. 

™N°F  BOARD—  Appeal  granted  on  condition. 
O-  OITIONS — As  specified  in  resolution 
HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd 
Gunnison,  Holland  and  Connell  ’  * 

Negative  .  .  ’ 

^Marth^  Kennedy  and  deputy  Fire’ Chief 

HE  RESOLUTION: .  2 

...  (677-24-A) 

W™S'  The  B,Ur^f  Bros.  Co.,  Inc.,  lessee,  filed.  May 

dcr  of  tL  ff63  ’  W'th-  tke  board  of  aPPeals,  from  an 
ot  the  fire  commissioner,  affecting  nremisps  4  io 
AVight  street.  Brooklyn;  and  premises  4-12 

the  order  of  the  fire  commissioner  dated 
cember  31  1923,  m  acting  on  Order  No.  52078-F’  reads  - 
Order  No.  52078-F:  *  ’  redas- 

2*.  Pr<?vide  two  yard  hydrants  in  lumberyard  with 
sufficient  hose  to  cover  the  entire  area,  said"  hydro  s 
to  be  placed  so  that  same  will  not  be  more  than  250 
feet  apart,  as  per  Rule  37  adopted  by  the  Board  of 
^  Standards  and  Appeals  July  20,  1923.”; 

Vhersas,  the  premises  consist  of  a  plot  of  ground  hav- 

•  Street 1  and  °167  R  Street’  225  {t  Defc- 

,7ft  and  167  ft  on  Commerce  street,  upon  which  is 

ted  the  yard  of  the  Burgess  Bros.  Lumber  Co.  con- 

l-v  frame^tabT3  [rame  offices.  a  small  one- 

.7  trame  stable,  several  lumber  piles,  and  at  the  rear 

'  hC  which  1  ^leVan  StrCet  fr°nt  3n  open  shed  under- 
th  which  a  driveway  runs,  continuing  from  Delevan 

et  to  Commerce  street,  connecting  the  four  18  ft.  drive- 

4erC°emst?eetT  andreet  ***  ^  With  driveways 
hereas  appellant  contends  that  there  are  ten  fire  hv- 

tLn  -  i  !m!neriat.e  v,cmity,  that  the  premises  are 

-ed  brick03  if’  facing,on  three  Greets,  with  an  un- 
-ed  brick  wall  across  the  rear. 


6S0-24-A. 

APPELK^illiam  R  Doyla-  for  R«*o„, 

PRFMIC^Af^U°m  °rder  °f  fire  commissioner. 

APPEARANCES—  TED  100  John  streel’  rirookI>'n- 

For  Appellant:  William  F.  Doyle 

°rdAptSati0n:  Inspec,0r  Ly"rt  of  fire 

CONDITIONS  ^ OARD— Appeal  granted  on  condition. 

THE  VOTE-  SPeC  “  resoluli01'- 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd 
Gunnison  Holland,  Connell  and  Dep- 
uty  Fire  Chief  Martin....  ~ 

Negative  .  b 

Absent:  Mr.  Kennedy .  0 

THE  RESOLUTION:  1 

w  (680-24-A) 

kD0ayn%f0r,Phin£ 

appeals,  from  an  order  of  'the  fir^T  ’  W-th-  the  board  of 
premises  160  John  street,  Brooklyn;  °™dmiSS10ner’  affect]nS 

Pn  ‘‘With34’  f”  aCtmg  °n  °rder  No‘  87779-LC,  reads  • 
With  reference  to  your  application  for  a  permft  to 

manufacture  mixing  compounding  of  paints  varnishes 

P?rm7 “fo/’thTreaaoir'seT  mT  Ch  T"'  SUCh  a 

i’ng'Vn  b"i,dlCl,0CCUPled  aS  a  ‘eneownfhouse^'dwelD 

>ng,  hotel,  workshop  or  factory. 

1-.  You  aiN  therefore  ordered  to  remove  from  vour 

colorsN;  3  mSCed  °n’  P°PPy  oil’  varni'shes  and' dry 
and 

IOo'h’T ASi\> lhf  bl-i!ding  is  fireProof.  ten  stories  in  height, 
100  ft  by  122  ft.  in  area.  OCCUPIED:  Cellar  1st  2nd 

i  nhl  and  f?,  Sto0neS'  metal  sPinners,  75  persons  ;  5th  story’ 
S  f’  Persons;  6th  story,  artists’  colors,  8  per¬ 

sons  7th  story,  mfg.  cartons,  15  persons;  8th  story  mail¬ 
ing  tubes,  is  persons;  9th  story,  mailing  tubes. ’IS  persons; 
10th  story,  mfg.  soap,  12  persons;  EQUIPPED  with  a 
sprinkler  and  a  standpipe  system;  and 
Whereas  appellant  contends  that  there  are  only  two 
mixers  used,  that  all  varnish  and  lacquers  have  been  re¬ 
moved  and  that  but  one  barrel  of  linseed  oil  and  one 
barrel  of  poppy  oil  (both  oils  having  a  flash  point  of 
about  300 _  degrees  Fahrenheit),  used  in  mixing  the  oil 
colors,  is  in  work  at  one  time. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  one  barrel  of  lin¬ 
seed  oil  and  one  barrel  of  poppy  oil  shall  be  stored  and 
maintained  on  the  premises  in  approved  metal  casks,  and 
kept  in  fireproof  enclosures  of  terra  cotta  blocks  venti¬ 
lated  to  the  outer  air,  located  at  the  center-rear  of  the 
building. 
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692-24-A. 

APPELLANT— Cornell  Utilities  Co.,  for  Harry  Gold- 
ner,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

AFFECTED — 2069  80th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


i  i 


MINUTES 


CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Deputy 

Fire  Chief  Martin .  ® 

Negative  . 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 

(692-24- A) 

Whereas,  Cornell  Utilities  Co.,  for  Harry  Goldner, 
owner,  filed,  May  17,  1924,  an  appeal,  with  the  board  of 
appeals  from  a  decision  and  order  of  the  fire  commissioner, 
affecting  premises  2069  80th  street,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  14,  1924,  in  acting  on  Alteration  Application  No. 
1593-22  reads  i 

“2a.  Tank  will  be  tested  in  presence  of  Fire  De¬ 
partment  Representative  and  afterwards  coated  with 
suitable  rust  resisting  material. 

“7.  Piping  must  be  tested  in  presence  of  a  hire  De¬ 
partment  Representative. 

“8.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 
and  the  order  of  the  fire  commissioner,  dated  April  12, 
1924,  in  acting  on  Order  No.  88146-LC,  reads: 

“With  reference  to  your  application  for  a  permit  to 
store  fuel  oil  at  the  above  location,  I  regret  to  inform 
you  that  I  am  without  power  to  grant  such  a  per- 
mit  ^  ^  ^e. 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by 
the  Fire  Commissioner.  Plans  for  each  fuel  oil  sys¬ 
tem  shall  be  submitted  to  the  Fire  Commissioner,  to¬ 
gether  with  a  Certificate  from  the  Superintendent  of 
Buildings  indicating  that  the  proposed  construction  of 
the  enclosure  and  the  location  of  the  tanks  is  irL  ac- 
cordance  with  the  requirements  of  the  Building  Code 

and  these  rules.  ..  r  .  .. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 


TPIE  VOTE—  ^  , 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Deputy 

Fire  Chief  Martin .  ( 

Negative  .  m 

Absent:  Mr.  Kennedy . 

THE  RESOLUTION: 

(713-24-A) 

Whereas,  Edward  P.  Doyle,  for  National  Button  Works 
lessee,  filed,  May  21,  1924,  an  appeal,  with  the  board  o 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  147-153  Waverly  place,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  date- 
April  23,  1924,  in  acting  on  Order  No.  23915-LC,  reads 
“Section  232-2,  Chapter  10,  Code  of  Ordinances  pro 
hibits  the  storage  of  nitro-cellulose  products  in  an 
building  where  oils  are  stored  or  kept  for  sale. 

‘You  are,  therefore,  ordered  to: 

“1.  Remove  all  nitro-cellulose  products.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  heigh 
92  ft.  by  62  ft.  (irregular)  in  area;  OCCUPIED  as 
tenant  factory,  72  persons  above  the  1st  story,  appellai 
occupying  the  8th  story  for  the  manufacture  of  ce 
luloid  buttons,  equipped  with  a  two  source  sprinkler  sy: 
tern  and  a  standpipe  equipment;  and 

Whereas,  appellant  contends  that  the  main  celluloid  stoi 
age  (250  lbs.)  is  kept  in  a  metal  cabinet,  sprinklere 
and  vented  to  the  outer  air,  and  that  the  cabinet  is  in 
fireproof  room,  protected  with  a  fireproof  door ;  that  tl 
amount  of  celluloid  in  work  is  25  lbs.  and  that  no  opt 
flame  is  used  on  the  premises.  _  _  j 

Resolved,  that  the  order  of  the  fire  commissioner  be  ar 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  requirements  of  the  cellulo 
ordinance  shall  be  complied  with  in  all  other  respects,  ar 
that  the  celluloid  storage,  operation  and  work  shall  1 
confined  to  the  8th  story,  and  that  the  quantity  of  cellulo: 
stored  on  premises  shall  be  limited  to  250  lbs.,  with  not  mo 
than  25  lbs.  in  work. 


716-24-A.  _  . 

A  ppttt  T  A  NT — Samuel  Rosenblum.  for  Ross  Zylocrat 


Whereas,  the  building  is  frame,  two  stones  in  height, 
20  ft.  by  47  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  insta  ec 
consisting  of  a  Nokol  Burner,  a  700  gallon  oil  tank  buried 
outside  the  building,  and  a  55  gallon  auxiliary  tank ;  and 
Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  in  that  the  burner 

is  not  an  approved  burner.  .  .  , 

Resolved  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  2-a  on  condition  that  a  certificate  ot 
factory  test  shall  be  filed  with  the  fire  department ;  granted 
as  to  Item  7  on  condition  that  standard  wrought  iron  pipe 
shall  be  used  throughout;  granted  as  to  Item  8  on  condi¬ 
tion  that  the  installation  complies  with  the  fuel  oil  rules 
in  all  other  respects. 


713-24-A. 

APPELLANT — -Edward  P.  Doyle,  for  National  Button 
Works,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 147-153  \Vaverly  place, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Lynch  of  fire 
department. 

CONDITIONS— As  specified  in  resolution. 


Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 52  Herkimer  place,  Broo 
lyn. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum.  \  1 

For  Administration:  Inspector  Lynch  of  fi 
department. 

ACTION  OF  BOARD— Appeal  granted  on  conditio 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Deputy 

Fire  Chief  Martin  . 

Negative  . 

Absent:  Mr.  Kennedy  . 

THE  RESOLUTION: 

(716-24-A)  j 

Whereas,  Samuel  Rosenblum,  for  Ross  Zylocraft,  Ir 
lessee,  filed,  May  22,  1924,  an  appeal,  with  the  board 
appeals,  from  an  order  of  the  fire  commissioner,  affecti 
premises  52  Herkimer  place,  Brooklyn;  and  _  | 

Whereas,  the  order  of  the  fire  commissioner,  dal 
December  24,  1923.  reads :  J 

“1.  Forthwith  remove  all  nitro-cellulose  products 
the  form  of  blocks,  slabs,  sheets,  rods,  rubes  or  otl 
shapes  to  be  used  as  raw  material  from  the  prern\ 
and  discontinue  the  further  storage  of  celluloid 
the  premises  pending  compliance  with  the  followir 
“2.  Enclose  stairway  in  accordance  with  the  Pr0 
sions  of  article  8  and  18  of  Chapter  5  of  the  Code 
Ordinances.  Sec.  232-2-j. 
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nd 


4.  1  rovide  an  automatic  sprinkler  system  supplied 
from  both  approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply  *  *  *  ”  • 


Whereas,  the  building  is  non-fireproof,  three  stories  in 
eight,  25  ft.  by  40  ft.  in  area.  OCCUPIED  as  follows- 
st  story,  vacant  at  present;  2nd  and  3rd  stories,  for  the 
lanufacture  of  eyeglass  frames,  9  persons;  and 
Whereas,  appellant  contends  the  main  celluloid  storage 
[  pounds,  kept  in  a  metal  safe  and  the  maximum 
mount  in  use  is  ten  (10)  pounds. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
anted  as  to  Item  No.  1;  granted  as  to  Item  No.  2  on  con- 
tion  that  the  celluloid  storage  shall  be  restricted  to 
e  3rd  story,  on  condition  that  the  quantity  of  celluloid 
Dred  on  these  premises  shall  not  exceed  fifty  (50)  pounds, 
lintained  in  an  approved  metal  cabinet  ventilated  to  the 
iter  air,  and  that  not  more  than  five  (5)  pounds  of 
lluloid  shall  be  permitted  in  work  at  any  one  time  on 
e  2nd  and  3rd  stories. 


COND0n'lnv^°4ARD-Al,peal  withdrawn. 

?HE  VOTEN|  wVIf^AW- reSOlUti0n' 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd 

Negft“vneMSOn’. .  ,°  a"d.  and  Co,,ne11 .  5 

'A:,SMartffir'R'nnedy  “d  DeputyFireChief  ° 


[1-24-A. 

iPPELLAX  1  Wm.  P.  McDonald  Construction  Co., 
owner. 

.  BJECl  Appeal  from  decision  of  fire  commissioner. 
REMISES  AIFECTED — 86  Lawrence  street,  Flush¬ 
ing.  Queens. 

‘PEARANCES— 

For  Appellant:  Phillip  J.  Sinnott,  Joseph  Cur- 
ren. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

— Appeal  granted  on  condition. 
dNDITIONS — As  specified  in  resolution 
dE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Deputy 

Fire  Chief  Martin .  6 

Negative  . .  o 

Absent:  Mr.  Kennedy  .  i 

iE  RESOLUTION:  . 

1  (661-24-A) 

/hereas,  Wm.  P.  McDonald  Construction  Co.,  owner 
11,  May  13,  1924,  an  appeal,  with  the  board  of  appeals,’ 
n  a  decision  of  the  fire  commissioner,  affecting  prem- 
1  86  Lawrence  street,  Flushing,  Borough  of  Queens ;  and 
/hereas,  the  decision  of  the  fire  commissioner,  ren- 
..u  March  17,  1924,  in  acting  on  Alteration  Application 
202-24,  reads : 

“4.  Asphalt  tanks  must  be  buried  so  that  top  shall 
be  at  least  2  ft.  below  grade  level.” ; 

i 

hereas,  the  premises  consist  of  a  plot  of  ground,  on 
:h  is  located  the  asphalt  plant  of  the  W.  P.  McDonald 
Co.,  consisting  of  three  20,000  gallon  asphalt  tanks,  a 
•)0  gallon  fuel  oil  tank,  a  boiler  and  kettles— all  used  in 
junction  with  the  plant;  and 

hereas,  appellant  contends  that  owing  to  the  proximity 

■  lushing  Bay  and  the  consequent  location  of  the  water 
->  it  is  impractical  to  bury  the  tanks. 

i' solved,  that  the  decision  of  the  fire  commissioner  be 
'it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
'■anted,  on  condition  that  the  asphalt  storage  tanks  be 
:>sed  in  a  fireproof  structure,  separated  from  the  re- 

■  der  of  the  plant  by  walls  of  fireproof  construction. 


769-24-A 

APPELLANT— Woman’s  Hospifa.  i„  the  State  of  New 

SUBJLtoiwtPgseal  fr°m  dedsi0n  of  superintendent  of 

PREMISES  AFFECTFD  ki  i  ~n  u r 

Manhatan  l3l‘l09  WeSt  108th 

APPEARANCES— 

FOrShaXcknt:  °liVer  B'  Golds™'h.  Joseph 
For  Opposition:  E.  F.  Haas. 

PheTTnati°n:  lnl^or  Alexander  Mc- 

c8NDITIOFNg°^RDWp“!  sranffiT 
THE  VOTE _  speci^ed  in  resolution. 

Afbrmative^Ghairman  Walsh,  Messrs.  Ken- 
nedy,  Dowd,  Gunnison,  Holland  Con- 

Negative  P“‘y  Fire  Chief  Marti" .  7 

Absent  .  . * .  0 

THE  RESOLUTION:  .  ° 

ofp^tSt"*^  Sjate  of  New 

«  the^uperintendenf6  .‘fM  a  &£ 

sion  to  erect  a  earai?nn  bu?ldmgs>  anting  permis- 
street,  Manhattan^  and  premises  lol-159  West  108th 

in™, TZlred  May*t  m 4°'r «ds  .SUPerintendent  of  build- 

up'fteVan^T  ^  *« 

our  records  show  that  it  is  more , Zu  200  IS 
and  reguest  for  revocation  of  permiufSerX^eniS^ 

Whereas,  appellant  contends  that  the  hosnif ai 
tion  is  within  9nn  t  ,,  uje  nospitai  in  ques- 

Whereas,  the  representative  of  the  superintendent 
buildings  appearing  before  the  board  admitted  tha? the 

rage ^astrSucrtuCreUre  ™  Withi°  2°°  feet  °f  the  propos^ 
Resolved,  that  the  board  of  appeals  does  hereby  ™ 
be  superintendent  of  buildings  and  the  appeal  be  and 
t  hereby  is  granted,  revoking  New  Building  Permit  175 
1924  lssued  by  the  superintendent  of  buildings. 


I:4-A. 

ELL  ANT — Benton  Holliday  &  Co.,  lessee. 

JECT— Appeal  from  order  of  fire  commissioner. 
►-MISES  AFf  EC  TED — 444  West  26th  street,  Man¬ 
hattan. 

EA RANGES — 

For  Appellant:  Benton  Holliday. 


565-23-BZ  BUILDING  ZONE  CASES. 

APPLICANT— Jenks  &  Rogers,  for  John  Tedesco 
owner. 

SI  BJECl  Application  for  rehearing  of  an  application 

Pr,eVf0UhSl^den\ed  (re:  decision  of  iupPerin“^d" 
efhp°f  b,u.lldings)  to  Permit  in  a  business  district 

tha^  five°(5)  motor*  vehicle?*  St0rage  of  more 

PREMISnFS  **  ^w  Yorh  ave- 

APPEARANCES— 

bor  Applicant:  John  McCooey  Tr 
•  For  pposition:  F.  R.  Serri. 
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ACTION  OF  BOARD — Laid  over  to  September  23rd, 
1924,  at  10  a.  m.  (for  final  disposition),  on  re¬ 
quest  of  applicant’s  representative. 


597-24-BZ.  ,  ,  T  i 

APPLICANT— Edward  P.  Doyle,  for  estate  of  John 
E.  Lockwood,  Clinton  T.  Roe,  trustee. 

SUBJECT— Application  (re:  decision  of  superintend-- 
ent  of  buildings)  to  permit  in  a  business  district 
also  within  a  portion  of  a  street  between  two 
intersecting  streets  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  an  exit  from  a  public 
school,  the  erection  and  maintenance  of  a  gar¬ 
age  for  the  storage  of  more  than  five  motor 
vehicles. 

PREMISES  AFFECTED — .Northeast  corner  of  Brook 
avenue  and  East  158th  street,  The  Bronx. 

APPEARANCES—  . 

For  Applicant:  Clinton  T.  Roe. 

For  Opposition:  Louis  Silverman,  N.  Barsky 
and  S.  Greenberg. 

ACTION  OF  BOARD— Laid  over  to  September  16th, 
1924,  at  2  p.  m.,  on  request  of  trustee,  owner. 


701-24-BZ. 

APPLICANT— Edward 


P.  Doyle,  for  Otto  Wagner, 


owner.  ■ 

SUBJECT — Application  (re:  decision  of  the  _  superin¬ 
tendent  of  buildings)  to  permit  in  a  business  dis¬ 
trict  extending  from  an  unrestricted  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFFECT  ED— South  side  of  Washington 
avenue,  north  side  of  Bassford  avenue,  from 
East  185th  street  to  East  186th  street  and  Third 
avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Jacob  Raphael  and  A.  H. 


Rosenfeld. 

ACTION  OF  BOARD — Laid  over  to  September  16th, 
1924,  at  2  p.  m.,  on  request  of  objector’s  rep¬ 
resentative. 


APPLICANT— Philip  J.  Sinnott,  for  Z.  D.  Berry  and 
Fred  W.  Gordon,  owners. 

SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business 
■district  the  erection  and  maintenance  of  a  gar¬ 
age  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1030-1044  Fulton  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  16th, 
1924,  at  2  p.  m.,  on  request  of  applicant. 


APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty 
Co.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  the  ex¬ 
tension  from  an  unrestricted  district  into  a  busi¬ 
ness  district  of  a  proposed  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 712-748  Southern  boulevard, 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
July  29,  1924. 


621-24-BZ. 

APPLICANT— Sloan  and  Robertson,  for  Dexter  Hold¬ 
ing  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gar¬ 
age  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 234-240  East  54th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Frank  X.  Sullivan. 

For  Opposition:  Charles  Hollander,  Charles 
Schwartz,  Miss  Welch  and  Harry  Miller. 
ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and 

Connell  .  6 

Negative:  Deputy  Fire  Chief  Martin .  1 

Absent  .  0 

THE  RESOLUTION: 

621-24-BZ)  l 

Whereas,  Sloan  &  Robertson,  for  Dexter  Holding  Corp., 
owner,  filed,  May  5,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  234-40  East  54th  street, 
Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  "of  appeals,  at  its  regular  meeting,  July 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  54th  street,  Third  ave¬ 
nue  and  Second  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  2,  1924,  in  acting  on  N.  B.  App.  No. 
262-24,  reads : 

“1.  The  erection  of  a  garage  for  the  accommoda¬ 
tion  of  more  than  five  motor  vehicles  in  a  business 
district  is  prohibited  by  the  Building  Zone  Resolu¬ 
tion,  Art.  2,  Sec.  4.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
100  feet  and  a  depth  of  100  feet  5  inches;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
la  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  structure  be  erected  fireproof  and  limited  in  height 
to  two  stories  above  grade;  that  the  rear  wall  of  the  1st 
story  shall  be  unpierced  throughout  its  entire  height  and 
length;  that  any  gasoline  storage  system  installed  must 
be  located  at  the  extreme  front  of  the  building  on  the 
54th  street  side ;  that  the  front  elevation  shall  be  fin¬ 
ished  in  face  brick',  architectural  terra  cotta  or  stone  trim¬ 
mings  or  the  equivalent ;  that  there  shall  be  no  signs  erected, 
exposed  or  displayed  on  the  roof  of  these  premises;  that 
all  permits  necessary  for  the  prosecution  of  the  work 
shall  be  obtained  within  nine  months  and  the  buliding  com¬ 
pleted  within  eighteen  months  from  the  date  of  this  action. 


696-24-BZ.  ,  . 

APPLICANT— Samuel  Gardstein,  for  Saul  Rendelstein, 
owner. 
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o 

0 


|  SUBJECT— Application  (re:  decision  of  the  suoerin- 
tendent  at  buildings)  ,o  pern, it  in  a  residence 
district  extending  trom  an  unrestricted  district 
the  erection  and  maintenance  of  a  garage  for 

ddu-vttcVc  of  more  than  fivc  (5)  motor  vehicles. 

APPEARANCES— TED~123'139  L°uisa  Street’  Brooklyn. 
For  Applicant:  Samuel  Gardstein. 

For  OppositioH;  Rudoiph  L.  Weissman,  Max 
Gc  ler,  Dr.  W.  Mascom,  Louis  Saffer,  Max 
Kalmenoff,  Louis  Surut,  Louis  Edzant 
Samuel  Katzman  and  others.  ’ 

ACTIOdomF  B 0ARD  Application  granted  on  condi- 

THEDVOTE-S~AS  SPedfied  in  resoluti°n- 

Affil^dvVn  Ckairrma». Walsh,  Messrs.  Ken- 
nedy  Dowd,  Gunnison,  Holland,  Connell 

Negate  PU‘y  ‘  Chief  Martin .  7 

Absent  .  . 

THE  RESOLUTION:  . 

w  o  (696-24-BZ) 

filed  TayW  luof  Gards,pein-  for  Saul  Rendelstein,  owner, 

byWthf^,ard  ofan^T^  WaS  held  on  this  application 
S  °J  appeals,  at  its  regular  meeting,  July 

,/  thp  n  3  t]6r  fdcG  n?tlce  by  Publication  in  the  Bulletin 
wt*0arL°{  Standar<?s  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build 
ng  zone  resolution  show  that  Louisn  strLt  -j  d_ 

district  to  a  point  ,00  ft  nor'th  oTseth'sTrU5-  mh'strZ 
s  an  unresmeted  district  and  Chester  avenufL’  f tsidS 

Whereas,  the  decision  of  the  suoerintenHpnt  u  -m 

S-2rdreraedds:APril  29'  1924'  “  ac“Ad;nL1„X 

nf^ec^SutL^Sie^ 

byhdraSied/’-"d'ng  mt°  res,dential  district)  and  is  here- 

nd 

onstruSon  ^ /r°posed  building  is  to  be  of  non-fireproof 
onstruction,  one  story  in  height,  with  a  frontage  of  109 

*.10  in.  on  36th  street  and  141  ft.  1  in.  on  Louisa  street 
angular  portion,  approximately  31  ft.  by  62  ft  being 

strict  rand'"06  the  remainder  in  the  unrestricted 

ur?der  the  provisions  of  section  7  subdivi- 

;  the  ahDDhSm  r  e^p0wered  to  act>  and  the  boaiffi  deemed 

it  anv  rp  f  !•  d  a  garage  on  the  corner  with- 

,  restrictions  applying,  with  exits  to  Louisa  street 

e  nH  t’he  ncifhborhood  would  be  conserved  by  allowing 

TTr  safcguards  as  to  Louisa  street- 

variation  in  P  6  r^-  °f  appeals  does  hereby  make 

>ns  of  thP  Khe-maPP1°n  °f  the  use  district  regula- 
tbe  building  zone  resolution,  and  that  the 

t  trucTur^bp311!;  >  K 9Tmted  on  cond^n  that 

It  thP  ?  be,  Ilmited  m  height  to  a  one-story  building- 

r  ,nf  r,a”dugable  walIs  shall  be  unpierced  throughout 

11  shallbP  W  audrIeungth :  that  t,lc  northerly  gatde 
n  Shah  be  faced  with  light  colored  brick;  that  the  Louisa 

e  hHrV  aad  thu-  36th  Street  front  sha]1  be  finished  with 

[t  die^e  sahadriahC1,teCtUrnal  ‘f"3  COtta  or  stone  trimmings; 

;  et  ;h  bf  no  vehicu  ar  exit  or  entrance  on  Louisa 

* exceeding  *?’  ?ther.Jtban  an  emergency  exit 

idoJs  on  fhp  /  •  in'  m  ™!?th;  that  the  sills  of  any 
i  lei  than  6  Street  ^  the  buildin*  shall  be 

1  I  6,  above  grade;  that  the  vehicular  exits 

1  entrances  shall  be  restricted  to  the  36th  street  front 


stalled  any  gasoline  storage  equipment  in- 

bui ldfagT  ha,  S  shall  CaS,erly  cnd  tlle 

fe&s  ~ 

Us  apjr ‘U  r  ’  °f  h‘S  deSig"  t0  this  b»ard  for 

Resolved,  further ,  that  all  permits  necessarv  for 
prosecution  of  the  work  shall  hi  T  ^  ,  •  the 

fromH the" dat^ ofUthis\cBom^eted  months6 


416-24-BZ. 

SUB|ilCTNTIl1CLain  ReaUy  C°-  °Wner- 

.  jLCT— Application  (re:  decision  of  the  suoerin 

tendent  of  (buildings)  to  permit  in  a  ‘C”Parea 

of  a"«rade 'foCl  (',he  erectioa  and  maintenance 
(  t)  f  a  f°  , the  storage  of  more  than  five 
'  ,  or  vehicles,  also  the  omission  of  a  rear 

olution8  reqUired  by  Section  16  of  the  zone  res- 

PREMISES  AFFECTED  Wes,  side  of  Linden  aye. 

Boulevard),  Queens  Br°adway  (Northern 
APPEARANCES-  uueens- 

For  Applicant:  N.  W.  Murphy. 

For  Opposition:  Sarah  R.  Shrader,  John  Koies 

ATTinM  rtt*1  TTrA°tSeph  Cammerata.  ’  J  K°JeS 
mH1 ?  I JOARD-Appl, 'ration  denied. 

1  HE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,' ’  Messrs' ‘  Kern  ° 
ne1ynD°wd’  Gunnison,  Holland  Connell 
Absent  ePUty  ire  Chief  Martin- .  . . . .  7 

THE  RESOLUTION: .  0 

102TEartSoi  SSS  fi,ed’  Marfh-21’ 

to  permit  in  a  “C”  area  and  .  lldmto  zone  resolution, 
erection  and  maLenaSe  of  fga'r"^  \TZ  'hf 

more  than  five  (5)  motor  vehicfes  fnd  also  the 

zone  IZJZn;  ^eSe^sSfS  = 

QueS!1  andBr°adWay  <N“rtl'a™ 

byWtrEboarda  of  app^TsiVS  “  T  this  app,i<:at''™ 

and^Appeals0;0  and  ^ 

•  '  2  ’  ie  use  district  maps  accompanying  the  build 

and  a!  o  a*^ ?°”  Sh°7  'hat  Ll'nden  ^nue  if  a  burin  « 

unrestricted  d^trfcVf  atW*  a"d  Farringt”'  f  an 

Whereas,  the  decisions  of  the  suoerintendpnt  u  -u 

inSS‘‘NnBerpdJ  MMCH  2°’  1924>  and  April  4  1924  read  • 

N.  B.  Plan  No.  6102-24:  eaa  • 

“Erection  of  this  garage  building  in  a  business  dis 
‘f  ctJs  forbidden  by  the  Zone  Law  ”  Dusiness  dls- 
N.(  B.  Plan  No.  6102-24: 

“Covering  entire  area  ’  of  lot  in  C  dRtr.Vte  t 
forbidden  by  Zone  Law”-  districts  also 

and  ’ 

Whereas,  the  proposed  building  is  to  be  of  non  fimnro  f 
construction  two  stories  in  height,  with  a  frontag^  of  50 
it.  and  a  dentil  of  ft  •  t„  •  ,  a®e  OI  50 

for  , note  thaf  five  motor ‘veWdesf  **  3  garage 
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'559-24-BZ. 

■iAa^-BZ.  Ao-pirtfif  APPLICANT — William  F.  Doyle,  for  Achilles  Realty 

APPLICANT — Philip  J.  Sinnott,  for  Samuel  Ageloff,  A1  lilaiv  l 

°wner‘  .  ,  ,  •  •  Qunerin-  SUB JECT— Application  (re:  decision  of  the  superin- 

SUBJECT- — Application  (re:  decision  of  the  supenn  tendent  of  buildings)  to  permit  in  a  business 

tendent  of  buildings)  to  .permit  in  a  portion  o  ^strict  the  erection  and  maintenance  of  a  gar- 

LrhC  por«r Sere'SstT  a,rSenSrceS.  and  exi,  age  for  the  storage  of  more  than  five  (5)  motor 

PREMISES  DEFECTED  237-243  East  Fifty-fifth 
(5)  nfotor  vehicles.  street,  Manhattan. 

PRFMISES  AFFECTED— 769-781  Chauncey  street,  APPEARANCES— 

mMisw  For  Applicant:  William  F.  Doyle. 

idt>t7a54°SL  For  Opposition:  Joseph  F.  Gershman,  Harry 

AIIEAKAXL  [Miller  and  Joseph  H.  Wolf. 

Fo0rrOp”sSonn;  AM«man ^Zetter!  .  ACTION  OF  BOARD-Application  granted  on  condi- 

ACT.ONOF  BOARD-Application  granted  on  condi-  CONDI“JoNS-As  specified  in  resolution. 

CONDITIONS  As  specified  in  resolution.  THE  VOTE- Wahh_  Messrs.  Ken. 

THE  VOTE —  nedy,  Dowd,  Gunnison,  Holland,  Con- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken-  nell  and  Deputy  Fire  Chief  Martin -  7 

nedy,  Dowd,  Gunnison,  Holland,  Con-  Negative  .  0 

nell  and  Deputy  Fire  Chief  Martin .  7  Absent  .  0 

Negative  .  -9  THE  RESOLUTION: 

Absent  .  (559-24-BZ) 

THE  RESOLUTION .  Whereas,  William  F.  Doyle,  for  Achilles  Realty  Corp., 

(445-24-BZ)  owner,  filed,  April  21,  1924,  an  application,  under  the  build- 

Whereas.  Philip  J.  Sinnott,  for  Samuel  Ageloff,  owner,  ing  zone  resolution,  to  permit  in  a  business  district  the 
filed  March  27,  1924,  an  application,  under  the  building  erection  and  maintenance  of  a  garage  for  the  storage  of 
zone’  resolution,  to  permit  on  a  street  in  which  there  exists  more  than  five  motor  vehicles ;  premises  237-43  East  55th 
an  entrance  to  a  public  school  the  erection  and  maintenance  street,  Manhattan ;  and 

of  a  garage  for  the  storage  of  more  than  five  (5)  motor  Whereas,  a  public  hearing  was  held  on  this  application 
vehicles;  premises  769-81  Chauncey  street,  Brooklyn;  and  hy  the  board  of  appeals,  at  its  regular  meeting,  July 
Whereas,  a  public  hearing  was  held  on  this  application  22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
by  the  board  of  appeals,  at  its  regular  meeting,  July  Qf  the  Board  of  Standards  and  Appeals;  and 
22,  1924.  after  due  notice  by  publication  in  the  Bulletin  Whereas,  the  use  district  maps  accompanying  the  build- 
of  the  Board  of  Standards  and  Appeals;  and  ing  zone  resolution  show  that  East  55th  street,  Second 

Whereas,  the  use  district  maps  accompanying  the  build-  avenue  and  Third  avenue  are  business  districts;  and 
ing  zone  resolution  show  that  Chauncey  street  is  an  un-  Whereas,  the  decision  of  the  superintendent  of  build- 
restricted  district  and  Evergreen  avenue  and  Central  ave-  *  jngs,  rendered  April  15,  1924,  in  acting  on  N.  B.  Applica¬ 
nt  are  business  districts;  and  tion  No.  189-1924,  reads: 

Whereas,  the  decision  of  the  superintendent  of  build-  “i.  Garage  for  more  than  5  cars  is  unlawful  in  a 

ings,  rendered  February  26,  1924,  in  acting  on  Application  business  district— Zone  Resolution— Section  4.”; 

No.’ 631-24,  reads:  ,  ,  and  at 

“Proposed  one  story  brick  public  garage  for  more  Whereas,  the  proposed  building  is  to  be  of  non-hreprool 

than  five  motor  vehicles,  located  on  a  street  in  which  construction,  two  stories  in  height,  with  a  frontage  of 

there  exists  an  entrance  to  a  public  school,  is^con-  100  ft.  5  in.;  to  be  occupied  as  a  garage  for  more  than 

trary  to  Art.  V,  Sec.  20  of  the  Zone  Resolution.’  ;  five  motor  vehicles ;  and 
and  Whereas,  there  existed  on  this  street  between  the  in- 

Whereas  the  proposed  building  is  to  be  of  non-fireproof  tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 

construction  one  story  in  height,  with  a  frontage  of  150  five  horses.  ,  .  _  . 

ft  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  Resolved,  that  the  board  of  appeals  does  hereby  make 
for  more  than  five  motor  vehicles;  and  b  variation  in  the  application  of  the  use  district  regula- 

Whereas  the  board  deemed  that  owing  to  the  location  tions  of  the  building  zone  resolution,  and  that  t 

of  this  plot  between  two  existing  garages,  there  would  application  be  and  it  hereby  is  granted  on  condition 
be  hardship  in  preventing  applicant  from  making  proposed  the  building  be  constructed  fireproof,  not  exceeding  t 

use  of  the  property  stories  in  height  above  grade;  that  the  front  walls  shall  be 

D  7  ,  Ii  '?  '  U  arrl  nf  anneals  does  hereby  make  finished  in  face  brick  with  architectural  terra  cotta  or  stone 
Resolved,  that  the  board  of  appeals  does  hereby  1  trimmings-  that  the  gable  walls,  throughout  their  entire 

a  variation  in  the  application  of  the  use  district  eg  hdght  and  length,  and  the  rear  wall,  1st  story,  shall  be 

tions  of  the  building  zone  resolution,  unnierced  •  that  any  gasoline  storage  equipment  shall  be 

application  be  and  it  hereby  is  granted  on  condition  U  P  ’  h  extreme  westerly  end  of  the  building  at 

the  structure  be  limited  in  height  to  a  one-story  building,  ™ated  at  the extreme^  .^y,^  ^  ^  ^  ^  25 

that  the  rear  and  gable  walls  shall  be  un  pierced  t.iiougi  f’  h  face  0f  the  building;  that  the  building 

out  their  entire  height  and  length;  that  there  shall  be 

building^  SS  E  Installed  in  £l£dSS 

mo„,fiS  I™  the  date  of  .hi, 

front  brick  and  architectural  terra  cotta  or  stone  trimmings ;  action.  _ 

that  all  permits  necessary  for  the  prosecution  of  the  .work 

shall  be  obtained  within  nine  months  and  the  building  613-_4-tsz,.  ,  . .  r 

completed  within  eighteen  months  from  the  date  of  this  APPLICANT— William  Wiegand,  for  Schneider  Realty 
art:nn  Corporation,  owner. 
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SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

j  PREMISES  AP  FECI  ED — 207-211  West  Seventy-sixth 
street,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  Wiegand. 

For  Opposition:  Henry  Mellville,  H.  P.  Som- 
merfeld,  Gaylord  Smith  and  Sumner  Gerard. 

ACTIO  N^Ot  BOARD — Application  granted  on  condi- 

,  CONDI  I  IONS — As  specified  in  resoultion. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin .  7 

Negative  .  n 

Absent  . 0 

THE  RESOLUTION: 

(613-24-BZ) 

Whereas,  William  Wiegand,  for  Schnaier  Realty  Corp. 
owner,  filed,  May  1,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
election  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  207-209-211  West 
*6th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
1  \T0,hoaf.d  appeals>  at  lts  regular  meeting,  July 
af  er  /ue  notice  by  publication  in  the  Bulletin 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  West  76th  street,  Broadway 
ind  Amsterdam  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
May  lf  1924>  in  acting  on  N.  B.  App.  No. 

!36-24,  reads : 

J-  Garage  for  more  than  five  motor  vehicles  pro¬ 
hibited  in  a  business  district.  Building  Zone  Resolu¬ 
tion-Section  4.”; 

nd 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
instruction,  seven  stories  in  height,  with  a  frontage  of 
0  It.  and  a  depth  of  102.2  ft. ;  to  be  occupied  as  a  garage 
or  more  than  five  motor  vehicles  ;and 
Whereas,  there  existed  on  this  street  between  the  in¬ 
jecting  streets  on  July  25,  1916,  a  garage  for  more  than 
ve  motor  vehicles. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
variation  in  the  application  of  the  use  district  regula¬ 
rs  of  the  building  zone  resolution,  and  that  the 
ipp libation  and  it  hereby  is  granted  on  condition  that 

ie  building  shall  be  constructed  fireproof  and  shall  not 
'xceed  68  ft.  in  height;  that  the  regulations  of  the  build- 
ig  zone  resolution  shall  be  complied  with  in  all  other 
-spects ;  that  any  gasoline  storage  equipment  installed 
iall  be  located  at  the  extreme  easterly  end  of  the  front 
the  building;  that  there  shall  be  no  ramp  constructed 
a  the  1st  story;  that  the  gable  walls  shall  be  unpierced 
iroughout  their  entire  height  and  length;  that  the  front 
evation  shall  be  finished  in  face  brick  with  architectural 
Tra  cotta  or  stone  trimmings,  with  an  ornamental  belt 
mrse  at  the  2nd  story  level ;  that  there  shall  be  no  adver- 
nng  signs  exposed  or  displayed,  other  than  a  projecting 
ectnc  sign  on  the  front  of  the  building;  that  no  roof 
?ns  shall  be  permitted ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros- 
ution  of  the  work  shall  be  obtained  within  nine  months 
1  the  building  completed  within  eighteen  months  from 
'e  date  of  this  action. 


570-24-BZ. 

All  LI  CANT — Arthur  B.  Rampe,  owner. 

SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  ot  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  gar¬ 
age  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— South  side  of  233rd  street, 
30  ft.  east  of  Carpenter  avenue,  The  Bronx 

APPEARANCES— 

For  Applicant:  William  J.  McKeown. 
ror  Opposition:  Charles  D.  Lewis,  May  Grewe 
Lina  Peehl,  Signe  Dahl. 

ACTION  OF  BOARD— Application  granted  on  condi- 

tlon. 

CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and 
Deputy  Fire  Chief  Martin.. 

Negative:  Mr.  Connell  .  .  -j 

Absent  .  .  "• 

THE  RESOLUTION: . 

...  (570-24-BZ) 

Whereas,  Arthur  Rampe,  owner,  filed,  April  22  1924 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles  ;  premises  south  side  of  'East  233rd  street  30  ft 
east  of  Carpenter  avenue,  Borough  of  Bronx;  and 

hv  ihf  1ASj  a  P  rbHc  hearing  was  held  °n  this  application 
00  5qLb°ftd  °J  appeaIs>  ,at  lts  regular  meeting,  July 
22  after  due  notice  by  publication  in  the  Bulletin 

°  _™e  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  233rd  street  is  a  busi¬ 
ness  district,  Carpenter  avenue  and  East  232nd  street  are 
residence  districts ;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  3,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  1263-24,  reads: 

Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution  ”  • 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50 
ft.  and  a  depth  of  64.85  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
\\  hereas,  the  applicant-Jias  filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a _  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  front  walls  on  East  233rd  street  and  on  Carpenter 
a\  enue  shall  be  finished  in  face  brick  with  architectural 
terra  cotta  or  stone  trimmings;  that  the  vehicular  entrance 
shall  be  confined  within  a  space  of  50  ft.  from  the  cor¬ 
ner  of  East  233rd  street  and  Carpenter  avenue;  that  any 
other  openings  on  East  233rd  street  and  on  Carpenter  ave¬ 
nue  shall  be  restricted  to  an  emergency  exit  not  exceed¬ 
ing  3  ft.  8  in.  in  width  and  to  windows  the  sills  of  which 
shall  be  at  least  6  ft.  above  grade;  that  there  shall  be  no 
advertising  display  nor  signs  on  the  front  of  the  building 
on  either  street,  other  than  one  electric  projecting  sign 
on  the  front  of  the  building,  and  no  roof  signs  shall  be 
erected  or  maintained  ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 
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65G-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Otto  J.  Schwartz-  • 
ler,  owner. 

SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  business 
district  the  alteration  and  extension  of  a  gar¬ 
age  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— 1728-1750  Morris  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Augustine  Schiavone,  David 
Hermel,  Abraham  Katz,  Louis  M.  Schia¬ 
vone  and  William  Schrader. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 


nell  and  Deputy  Fire  Chief  Martin .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(656-24-BZ) 


Whereas,  John  J.  Dunnigan,  for  Otto  J.  Schwartzler, 
owner,  filed,  May  12,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
alteration  and  extension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  1728-1750 
Morris  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Morris  avenue  and  East 
174th  street  are  business  districts  and  Concourse  is  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  22,  1924,  in  acting  on  Alt.  App.  No. 
208-24,  reads : 

“1.  Proposed  extension  to  garage  for  more  than 
five  motor  vehicles  in  business  district  is  contrary  to 
provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  one  and  four  stories 
in  height,  85  ft.  by  300  ft.  in  area;  it  is  proposed  to  add 
four  stories  to  the  existing  four-story  section  and  two 
stories  to  the  existing  one-story  Section  and  fireproof  the 
entire  structure;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
there  be  no  vehicular  exit  or  entrance  above  the  grade  of 
the  Concourse  level  between  this  building  and  the  abut¬ 
ting  building  facing  on  the  Concourse;  that  there  shall 
be  no  signs  nor  advertising  display  exposed  on  the  front 
of  this  building;  that  the  rear  wall  of  the  building  shall 
be  unpierced  throughout  its  entire  height  and  length ;  that 
the  regulations  of  the  building  zone  resolution  shall  be 
complied  with  in  all  other  respects ;  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  action. 


770-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Samuel  Apta- 
kin,  owner. 


SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  residence 
district  the  alteration  and  extension  of  a  build¬ 
ing  used  partly  for  business  purposes. 
PREMISES  AFFECTED— 1000  East  172nd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Samuel  Rosenblum  and  Samuel 
Aptakin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell  and  Deputy  Fire  Chief  Martin....  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

770-24-BZ) 

Whereas,  Samuel  Rosenblum,  for  Samuel  Aptikin,  owner, 
filed,  June  5,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  extension  of  a  building  used  partly  for  business  pur¬ 
poses ;  premises  1000  East  172nd  street,  The  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July 
22,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  172nd  street  and  Long¬ 
fellow  avenue  are  residence  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  M|ay  27,  1924,  in  acting  on  Alt.  App.  No. 
9-24,  reads : 

“1.  Proposed  alteration  and  extension  of  building 
for  business  purposes  in  residence  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  frame,  three  stories  in 
height,  22  ft.  by  50  ft.  in  area;  occupied  as  a  store  in 
the  1st  story,  and  dwellings  above;  it  is  proposed  to  in¬ 
crease  the  area  of  this  store  by  building  an  8  ft.  exten¬ 
sion  on  East  172nd  street  and  a  3  ft.  extension  on  the 
Longfellow  avenue  front;  and 
Whereas,  under  the  provisions  of  section  7  B  and  C,  the 
board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the 
application  be  and  it  hereby  is  granted  on  condition  that 
the  extension  be  limited  to  the  1st  story  only ;  that  there 
shall  be  no  show  windows  nor  commercial  display  on  the 
Longfellow  avenue  front  of  the  structure,  and  no  open¬ 
ing,  other  than  an  emergency  opening  not  exceeding  3  ft. 
6  in.  in  width ;  that  there  shall  be  no  advertising  signs  or 
display  on  the  Longfellow  avenue  front  of  the  building; 
that  all  permits  necessary  for  the  prosecution  of  the  work 
shall  be  obtained  within  nine  months  and  the  building  com¬ 
pleted  within  eighteen  months  from  the  date  of  this 
action. 


562-24-BZ.  * 

APPLICANT — R.  Thomas  Short,  architect,  on  behalf  of 
Mrs.  Pauline  A.  Reynolds,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2470-2480  Bedford  avenue, 
Brooklyn. 

APPEARANCES— None. 
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KACTION  OF  BOARD— Approved  architect’s  return  as  in 

Thk  wWnC°nte  With  provisions  of  resolution 

THTURN-  APPROVE  ARCHITECT’S  RE- 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  p  7 

Negative .  1 

Absent  .  ® 

. Q 

1426-23-BZ. 

A.P P LICANT— William  Boylehart,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
installation  and  maintenance  of  a  gasoline  and  oil 
selling  station. 

PREMISES  AFFECTED— 2001-2013  Neck  road,  Brook- 

lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— Approved  architect’s  return  as  be- 
mg  in  substantial  compliance  with  conditions  of 
resolution. 

THTURN— E  T°  APPR0VE  ARCHITECT’S  RE- 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Negative  .  _ 

Absent  .  0 

89-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Estate  of  Simeon  C. 

?TTBurrTa(  ley  and.  James  McGarry,  owners. 
bUBJECI— Application  for  correction  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 

PRRMrwViVSln  T*?re  than  five  motor  vehicles. 

!  PREMISES  AFFECTED— West  side  of  Webster  avenue, 

APPEARANCES -None0'  ^  S‘ree‘'  Br°"X' 
ACTION  OF  BOARD— Resolution  corrected;  see  page 

THE  VOTE  TO  CORRECT  RESOLUTION— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and 

Deputy  Fire  Chief  Martin  .  7 

Negative  . ’  . .  0 

Absent  . .  .  .  .  . .  0 


„  “  f  V  trom  valentine  avenue  to  Webster  avp 
(817-24-BZ ) 

Miss^Marth^Dreyfuss^reques^ng  ^h^Wd^o^x^tT’ 

avenue,  The  Bronx.  ’  Premises  2354  Valentine 

TheBfo°th0TiH«  “JUT  approved  board: 

Both  sides  of  Valentine  avenue  from  East  183rd 

Pe^’’Pal‘a’  ^^^andUfor° a  ^distance’ o/Jo^ft^50 
quesUon.’de  °f  ^  ^  ^  premiss  t 


mi  ,  .  (842-24-BZ) 

Richer rich^Irman  Presen.ted  and  read  a  communication  from 
Ke.ene-.  requesting  the  board  to  fix  the  area  deemed 

tinn  lndand-W+lthm  whl?  t0  °btain  consents  for  the  erec- 
V™  ^?d  fiaintenance  of  a  garage;  premises  east  side  of 

m“dW£n,  qS,!0  ft south  of  Beaufort 

The Vfn!l°W-AS  arfea  was,  approved  by  the  board: 

3th  sides  of  Van  Wyck  avenue  from  a  point  200 
•  lorth  of  Beaufort  street  to  a  point  400  ft  south 
of  premises  in  question. 


,  .  (779-24-BZ)  ’ 

ScLe'ibt^^oZfST^f^  read  a  communication  from 
be  ireiber,  Collins  &  Buchter,  requesting  the  board  to  fix 

the  area  deemed  affected  and  within  which  to  obtain  con¬ 
sents  for  the  erection  and  maintenance  of  a  garage  •  prem 

avee„uea,StTheeBronT  aVei,”e'  ^  fL  nortb  of 
The  following  area  was  approved  by  the  board: 

Both  sides  of  Jerome  avenue  from  East  181st  street 
to  a  point  200  ft.  south  of  Burnside  avenue;  the  north 
side  of  Burnside  avenue  from  Jerome  avenue  to  Wal- 

R°nrnJednUe’  3  S°  the  west. side  of  Walton  avenue  from 
avenue!^6  a  P°mt  227  ft  north  of  Burnside 


AREAS  FIXED. 

.  (891-24-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
MlUam  E  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
cj!  erect,on  and  maintenance  of  a  garage;  premises  north 

Hie  Bronx Stfeet  F°Hn  Street  t0  Tiebout  avenue, 

Tbe T}° !lov^ing  area  ,was  approved  by  the  board: 

Both  sides  of  Tiebout  avenue  from  a  point  100  ft. 


.  (846-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Ihomas  W.  Golding,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 

i.and  maintenance  of  a  garage;  premises  132- 
140  Washington  street,  Quens. 

The  following  area  was.  approved  by  the  board: 

Both  sides  of  Washington  street  from  a  point  200 
it.  south  of  garage  to  a  point  400  ft.  north  of  said 
garage;  also  the  properties  at  rear  and  for  a  distance 
of  50  ft.,  on  either  side  of  the  side  lot  line  of  the 
premises  in  question. 


Adjourned  3  p.  m. 


NOTICE 


BUILDING  CODE  ON  SALE. 


ELECTRICAL  CODE  ON  SALE. 


Coni  u  o  — cuut  ui\l  BALE. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  JULY  22,  1924. 
Present:  Chairman  Walsh,  Messrs.  Connell,  Dowd,  Gun¬ 
nison,  Holland,  Kennedy  and  Acting  Fire  Chief  Martin. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

718-24-A.  .  t.  i  t  u 

APPELLANT— Robert  Teichman,  for  Rachel  Jacob), 

owner.  .  . 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 340-342  East  38th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  hre  de 


partment. 

ACTION  OF  BOARD— Laid  over  to  July  29, 
10  a.  m.,  on  written  request. 


1924,  at 


APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  September  16,  1924, 
at  2  p.  m. 


147-21- A. 

APPELLANT— James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT— Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brooklyn. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION"  OF  BOARD— Laid  over  to  September  16,  1924, 
at  2  p.  m. 


773-24-A 

APPELLANT— Lokxon  Tooth  Manufacturers,  Inc.,  owner. 
SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 58-62  Third  avenue  and  497 
Pacific  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  Lupton  Sprinkle. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1924_,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

933-23-A 

APPELLANT— Harrison  G.  Wiseman,  for  Areola  Realty 

Co.,  owner.  .  . 

SUBTECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  None.  ,  . 

•For  Administration:  Inspector  Carroll  of  hre  de¬ 
partment. 

ACTION  OF  BOARD1 — Laid  over  to  September  16,  1J24, 
at  2  p.  m. 


926-23-A.  _  . 

APPELLANT — Brandon  Amusement  Company,  lessee. 
SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1495  St.  Nicholas  avenue, 
Manhattan. 

APPEARANCES— 

For  Appellant:  None.  , 

For  Administration:  Inspector  Carroll  of  hre  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  September  16,  1J24, 
at  2  p.  m. 


861-23-A.  _  . 

APPELLANT— 'Regum  Amusement  Company,  'essee. 
PREMISES  AFFECTED— 60-62  West  116th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None.  , 

For  Administration:  Inspector  Carroll  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  September  16,  1924, 
at  2  p.  m. 


867-23-A. 

APPELANT — Gee  Kay  Amusement  Corp., 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2715  Webster  avenue,  The 
Bronx. 


717-24- A. 

APPELLANT— John  Bennett,  for  Vernon  Synthetic  Chem¬ 
ical  Corp.,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 166  Vernon  avenue,  L.  I.  City 
Queens. 

APPEARANCES— 

For  Appellant:  John  Bennett  and  W.  Hull. 

.For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Deputy  Fire 

Chief  Martin  .  6 

Negative  .  0 

Absent :  Mr.  Dowd  .  1 

THE  RESOLUTION : 

(717-24-A) 

Whereas,  John  Bennett,  for  Vernon  Synthetic  Chem. 
Corp.,  Inc.,  lessee,  filed,  May  22,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  166  Vernon  avenue,  Borough  of 
Queens ;  and  *  _  I 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  17,  1924,  reads: 

1.  Discontinue  all  gas  flames  for  distillation  or  mfg. 
in  any  room  where  volatile  inflammable  oils  and  liquids 
(alcohols,  benzole),  etc.,  are  used  or  stored.  Sec.  9, 
Ch.  10,  Code  of  Ord.” ; 

and  .  r 

Whereas,  the  building  is  non-fireproof,  two  stones  and 
cellar  in  height,  25  ft.  by  40  ft.  in  area.  OCCUPIED: 
Cellar,  storage;  1st  story,  mfg.  of  chemicals,  2  persons; 
2nd  story,  offices  and  laboratory,  3  persons ;  and 

Whereas,  appellant  contends  that  the  gas  flame  is  pro¬ 
tected  by  being  enclosed  in  asbestos  board  boxes. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  material  on  these  premises, 
the  cause  of  this  order,  shall  be  maintained  in  steel  drums 
and  that  vacuum  stills  be  employed  in  the  distillation; 
that  the  stairs  shall  be  enclosed  in  fire-retarding  partitions, 
with  egress  leading  direct  to  street,  and  any  opening 
in  hall  partition  to  be  protected  with  self-closing,  fireproof 
door;  and  that  not  less  than  ten  (10)  sand  pails  shall 
be  maintained  on  premises. 
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730-24-A. 

Al  l  ELLANT — 'Kalman  Itzikoff,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 512  Schenck  avenue,  Brooklyn 
APPEARANCES— 

Tor  Appellant:  Joseph  B.  Margolan. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDI  1  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Deputy  Fire 
Chief  Martin  . '  g 

Negative  . o 

Absent :  Mr.  Dowd  .  2 

THE  RESOLUTION: 

(730-24-A) 

Whereas,  Kalman  Itzikoff,  owner,  filed,  May  26  1924 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  512  Schenck  ave¬ 
nue,  Brooklyn ;  and 
February  6,  1924,  reads: 

“Sub.  2-B  of  Section  232,  Chap.  10,  Code  of  Ordi¬ 
nances  provides  that  no  permit  for  the  storage  or 
manufacture  of  nitro-cellulose  products  shall  be  issued 
for  any  building  which  is  occupied  as  a  tenement  house, 
dwelling,  hotel  or  lodging  house. 

Sub.  Div.  2-F  of  the  same  section  provide  sthat 
no  permit  for  the  storage  or  manufacture  of  nitro¬ 
cellulose  products,  shall  be  issued  for  any  building 
which  is  not  equipped  with  an  approved  two  source 
system  of  automatic  sprinklers. 

“You  are  therefore  ordered  to  forthwith  remove  all 
nitro-cellulose  products  from  the  premises  and  dis¬ 
continue  the  manufacture  of  nitro-cellulose  novelties 
on  the  said  premises.” ; 
and 

\\  hereas,  the  building  is  non-Freproof,  three  stories  in 
eight,  20  ft.  3  in.  by  82  ft.  5  in.  in  area  at  1st  story 

and  20  ft.  3  in.  by  52  ft.  5  in.  in  area  above.  OCCU- 

*™P:  story,  store  and  shop;  dwellings  above;  and 

Whereas,  appellant  contends  that  no  celluloid  is  stored 
on  the  premises  over  night;  that  the  work  consists  of 
heating  celluloid  combs  and  setting  rhinestones  therein. 

•  Rfso^'ed’  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  on  condition  that  no  raw  celluloid  stock  shall  be 

maintained  or  stored  on  premises;  that  the  work  shall  be 

restricted  to  the  completion  of  the  finished  article;  that 
there  shall  be  no  open  flame;  that  the  work  shall  be 
confined  to  one-story  extension,  with  egress  therefrom  di¬ 
rect  to  an  open  side  court,  leading  directly  to  street;  that 
any  openings  between  extension  and  main  building  shall 
be  protected  with  self-closing,  fireproof  doors ;  that  any 
celluloid  stock  maintained  on  premises  shall  be  stored  in  an 
enclosed  metal  cabinet,  vented  to  outer  air. 


731-24-A. 


APPELLANT — Rudolph  P.  Miller,  for  The  Traitel  Marble 
Company,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 9  Webster  avenue,  L.  I.  Citv, 
Queens. 

For  Appellant:  Rudolph  P.  Miller. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


^TIONt  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 

Ch.™"  Mar”„ ’  '  C""n,:"  a"d  Depu,>'  Fir' 

Negative  . .  1 

Absent:  Mr.  Dowd  . .  < 

THE  RESOLUTION:  . 

CompaE„“Aow„Re”rfthd  ffiK#  Trai,‘el  MW* 

board  of  anneals  frnm  Y  a’  an  appeaI-  with  the 

%ahg  prcmis“ » 

Mav  order  of  the  fire  commissioner  dated 

May  12  1 924  m  acting  on  Order  No.  57571-F  reads 

j;  ■  Insta]1  a  Standpipe  system  wtih  risers  4  in  in 
diameter  tested  to  withstand  a  pressure  of  300  ihs 

and  PCr  SQUare  mch’  exter>ding  from  cellar  to  roof  *  * 

stoHeTThelgta  33U7df,nV10n0Onft  7r°°f'  °ne  ,a”d  ,w° 

sq.  ft.),  irregular  in  area OCCUPIED' T 

ishing  and  cutting  plant.^O^™  £  at 

a0  persons  on  2nd  story  and  y  d 

heigh,  is  32  ft.  and  .ha,  .h^tve 
it  hereby' \  ttttand  t'he  a"d 

■zz  z  Sr  ssx “ 


741-24-A. 

SrTNriYeW  York  SightseeinS  Co.,  lessee. 

fr°m  °rder  °f  fire  commissioner. 
PREMfSES  AFFECTED  645  West  55th  street.  Manhat- 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.  Kennedy 
Gunnison,  Holland,  Connell  and  Deputy  Fire 

Chief  Martin  . 

Absent :  Mr.  Dowd  .  - 

TFIE  RESOLUTION: 

(741-24-A) 

Whereas,  New  York  Sightseeing  Co.,  lessee,  for  Sarah 

L  u00kAS'  ?wner’  May  28,  1924,  an  appeal,  with 

the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  645  West  55th  street,  Manhattan ; 

Whereas  the  order  of  the  fire  commissioner,  dated 
May  29,  1924,  in  acting  on  Order  No.  24098-LC  reads- 
L  FORTHWITH,  discontinue  the  storage  of  vola¬ 
tile  inflammable  oil  other  than  that  in  the  fuel  ofl 
storage  tanks  of  motor  vehicles.”; 
and 

Whereas,  the  building  is  fireproof,  one  story  in  height 
laO  ft.  by  100  ft.  m  area;  OCCUPIED  as  a  garage ;  and 
Whereas,  appellant  proposes  to  install  a  550  gallon  under¬ 
ground  gasoline  tank. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied.  J 
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686-24-A. 

APPELLANT— Interboro  Hoist  &  Body  Corp.,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— Northeast  corner  of  Borden 
avenue  and  Van  Dam  street,  L.  I.  City,  Queens. 
APPEARANCES— 

For  Appellant:  William  R.  Couch. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Deputy  Fire 

Chief  Martin  .  6 

Absent:  Air.  Dowd  .  1 

Negative  .  ® 

THE  RESOLUTION: 

(686-24-A) 

Whereas,  Interboro  Hoist  &  Body  Corp.,  for  L.  T. 
Stevenson,  Inc.,  owner,  filed,  May  16,  1924,  an  appeal, 
.with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  northeast  corner  Borden  ave¬ 
nue  and  Van  Dam  street,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
November  25,  1922,  reads: 

“An  inspection  of  the  above  premises,  used  as.  a 
Afotor  Vehicle  Repair  Shop,  shows  that  the  following 
must  be  done  before  the  permit  requested  by  you  can 
be  issued: 

“1.  Provide  an  enclosure  of  approved  fire  retarding 
material  about  the  space  where  welding  is  done  sepa¬ 
rating  same  from  the  remainder  of  the  building  and 
make  the  door  to  said  enclosure  self-closing,  Sec.  159, 
Ch.  10,  Code  of  Ord.”; 

and  .  .... 

Whereas,  the  building  is  fireproof,  two  stones  in  height, 
104  ft.  by  112  ft.  in  area;  OCCUPIED1  by  truck  equip¬ 
ment  manufacturers,  18  persons  in  entire  building;  and 
Whereas,  appellant  contends  the  premises  should. not  be 
classified  as  a  motor  repair  shop;  that  no  welding  is  done 
but  an  oxo-acetylene  torch  is  used  for  shortening  chassis 
frames  of  trucks;  this  work  is  done  throughout  the  prem¬ 
ises  and  it  is  impractical  to  set  aside  an  enclosure  where¬ 
in  this  work  would  be  done. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  herebv  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  no  cars  in  live  storage,  shall 
be  maintained  or  stored  on  premises;  that  gasoline  in  ex¬ 
cess  of  50  gallons  shall  be  prohibited  on  premises,  and 
any  gasoline  stored  shall  be  kept  in  a  buried  tank,  \ented 
to  outer  air. 


703-24- A. 

APPELLANT— Metropolitan  Life  Insurance  Company, 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 141  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  John  H.  Derby. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Deputy  Fire 

Chief  Martin  .  6 

Negative  .  0 

Absent :  Mr.  Dowd  .  1 

THE  RESOLUTION: 

(703-24-A) 

Whereas,  Aletropolitan  Life  Insurance  Company,  owner, 
filed,  May  19,  1924,  an  appeal,  with  the  board  of  appeals, 


from  an  order  of  the  fire  commissioner,  affecting  premises 
141  Broadway,  Alanhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 
21,  1924,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  the  south  and  west 
sides  of  building,  or  other  approved  protection,  as  per 
Section  375,  Article  18,  Ch.  5  of  the  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  fireproof,  19  stories  in  height, 

53  ft.  6  in.  by  159  ft.  7  in.  in  area;  OCCUPIED  as  an  of¬ 
fice  building,  40  persons  per  story;  and 
Whereas,  there  are  ten  windows  above  the  1st  story  in 
the  westerly  wall  of  the  premises  and  twenty  windows  in 
the  southerly  wall  above  the  3rd  story  of  the  premises 
within  30  feet  of  openings  in,  and  within  fifty  feet  of  the 
roof,  of  adjacent  buildings;  and 

Whereas,  appellant  contends  the  exposures  to  the  prem¬ 
ises  are  from  fireproof  office  buildings. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  exposures  in  the.  southerly  wall 
opening  on  elevator  shafts,  stairways  or  hoistways,  within 
30  ft.  of  adjoining  premises,  shall  be  equipped  with  metal 
frames  and  self-closing,  fireproof  windows;  that  all  other 
existing  exposures  within  30  ft.  shall  be  equipped  with 
hardwood  frames  and  sash,  glazed  with  polished  plate  glass; 
and  granted  only  so  long  as  occupancy  and  use  of  premises 
as  executive  offices  remain  unchanged.  J 


720-24- A. 


. 


APPELLANT— Robert  Mills,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 8633  127th  street,  Richmond 
Hill,  Queens. 

APPEARANCES— 

For  Appellant:  Robert  Mills. 

For  Administration:  Inspector  Lynch  of  fire  de 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  A 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Deputy  Fire 

Chief  Martin  .  ® 

Negative  .  ® 

Absent :  Mr.  Dowd  .  * 

THE  RESOLUTION: 

(720-24-A) 

Whereas,  Robert  Mills,  owner,  filed,  May  22nd,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  8633  127th  street,  Rich¬ 
mond  Hill,  Borough  of  Queens ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
2nd  1924  rc3.ds * 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by 
the  fire  commissioner. 

“You  are  therefore  ordered  to  remove  all  fuel  on 
from  the  storage  tank  and  discontinue  the  further 
storage  and  use  of  fuel  oil  at  the  above  location. 

Whereas,  the  building  is  frame,  two  stories,  in  height, 
18  ft.  by  40  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  appellant  contends  that  the  installation^  con¬ 
forms  with  the  fuel  oil  rules  excepting  in  that  the  , burner 
is  not  an  approved  burner. 
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it  hereby"!  °l  the  fire  commissioner  be  and 

it  ncreby  is  modified,  and  the  appeal  be  and  it  licrebv  is 

grouted  for  a  temporary  period  of  ninety  (90)  davs  nend 

"»  actl°",  of  'he  board  of  standards  and  appeals  on  «tt 

S,  “  installation'sha)!  b°ard,  f°r •  W0™1-  m  condition  that 
other  respecJs  H  Compl ly  w,th  the  fl>el  oil  rules  in  all 


723-24-A. 

:AppELLANT-William  F.  Doyle'  for  Thomas  Walker, 
SUBJECT— Appeal  from  order  of  fire  commissioner 

S“CTED-t!1  Broome  M“- 

For  Appellant:  William  F.  Doyle 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS  As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  Gunnison,  Holland,  Connell  and  Dep- 

uty  Fire  Chief  Martin  . 

Negative  .  .  n 

Absent :  Mr.  Dowd . 

THE  RESOLUTION: 
j  (723-24-A) 

Whereas,  William  F.  Doyle,  for  Thomas  B.  Walker 

nnpnV  fiJed’  May  23Id’  19,24’  an  aPPea1’  with  the  board  of 
ppeals,  from  an  order  of  the  fire  commissioner,  affecting 
ireimses  4^.3  Broome  street,  Manhattan ;  and 

nd  ^924  'read?- °rder  °f  the  fire  cornmissIoner>  dated  May 

1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter,  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  the  cellar  to  roof  with 

neFPAPT?fSrTa!veS , and  inch  reflations  FIRE 
DEPARTMENT  outlets  on  each  story  (including 

basements,  cellars,  and  roofs),  placed  within  main  stair¬ 
ways,  enclosures,  etc. : 

id 

Whereas,  the  building  is  non-fireproof,  7  stories  (96  ft  ) 
height,  25  ft.  by  110  ft.  in  area;  OCCUPIED:  Cellar 
■  d  1st  story,  storage  of  fibre,  6  persons ;  2nd  story,  vacant  ; 

,a  story>  stationary  storage,  4  persons;  4th  story,  printing 
‘persons;  ;>th,  6th  and  7th  stories,  mfg.  radio  parts  36 
■sons;  and  ’ 

Whereas  appellant  contends  that  ample  egress  is  af- 
ed ,  the  building  is  small  in  area;  the  occupancy  is  not 
jardous  and  that  the  height  of  the  building  is  only  a 
v  above  the  height  limit  set  by  the  code. 
esolved,  that  the  order  of  the  fire  commissioner  be  and 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
"nted  on  condition  that  a  dry  line  standpipe  system  shall 
I  "'‘stahed  with  Siamese  connections  to  street  front ;  that 
•r  labor  lavv  requirements  shall  be  complied  wtih  in  all 
er  respects ;  and  granted  only  so  long  as  present  use  and 
mpancy  remain  substantially  unchanged. 

-24-A. 

PELLANT— Samuel  Rosenblum,  for  25-27  Third  Ave¬ 
nue  Corp.,  owner. 

BJECT  Appeal  from  order  of  fire  commissioner. 

SMISES  AFFECTED — 25-27-  Third  avenue,  Manhat¬ 
tan. 

PEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

fflON  OF  BOARD — Appeal  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative :  Chairman  Walsh,  Messrs.  Kennedy  ° 

ChWSMar«n  '  C“,n'U  ^  & 

Absent:  Mr.  Dowd  .  6 

THE  RESOLUTION:  . • .  1 

(752-24-A) 

hereas,  Samuel  Rosenblum  for  25-27  Third  a 

JT  f  w^heAS 

m tSTd™1?  ST*  Ma”ha«an;°anned  affeCl' 
0.  on  Order  Na%fi;/o“FmJ«ds0ner'  da*ed  ^ 

saidTpenhgs  Sc 

a  nejghboring  roof  at  north  and  south  sides  of  buMine 
and  Chapter  Ar'ic.e  J, 

he^hDo  fi  l!y  74Uffding  is  Ilon'fireProof  seven  stories  in 
adjoining^  fou^stor/  biiidTn”  “ 

.  ''  hereas,  appellant  contends  that  the  roof  to  the  th 
ght  in  the  roof  and  that  it  is  glazed  with  wire  glass  ‘ 


753-24-A. 

APPELLANT-E.  G.  Schermerhorn,  owner. 

fr°m  °rder  of  fire  commissioner. 

a?”an™TED-92  Sou,h  stre«- 

For  Appellant :  E.  G.  Schermerhorn. 
bor  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  e 

BOARD-Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 
nedy,  Gunnison,  Holland,  Connell  and  Deputy 

Fire  Chief  Martin .  r 

Negative  .  J’ 

Absent :  .  0 

THE  RESOLUTION: 

(753-24-A) 

Whereas,  E.  G.  Schermerhorn,  owner,  filed  Mav  3i 

nTth  apPea1,  -W-th  the  board  of  aPPeals,  from  an*  order 

Manhattan  ;C°J’ss,oner'  92  South  street, 

the  order  of  the  fire  commissioner,  dated  April 
21st,  1924,  in  acting  on  Order  No.  58036-F,  reads:  P 

.  “1\  Pfovlde  iron  or  galameined  shutters  at  all  open¬ 
ings  in  the  extenor  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line,  less  than  30  ft.  from  any  opening 
n  any  other  building  and  not  in  the  same  plane  wffh 
said  openings  and  which  are  not  more  than  50  ft  above 
a  neighboring  roof  at  rear  of  building  ***<>■ 
and  &  » 
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Whereas  the  premises  are  non-fireproof,  six  stories  in 
height  18  ft.  7  in  by  68  ft.  in  area;  OCCUPIED:  1st  story 

as  a  restaurant,  vacant  above ;  and 

Whereas,  there  are  two  openings  on  each  story  above  tne 
2nd  story  within  ten  feet  of  openings  in  a  building  to  the 

Whereas,  appellant  contends  that  the  building  is  vacant 
and  unused  above  the  1st  story  and  that  the  rear  windows 
have  been  covered  with  sheet  metal  on  movable  frames  and 
that  it  would  be  a  hardship  to  comply  with  the  order  as 
there  is  practically  no  revenue  from  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted' so  long  as  building  above  2nd  story  remains  va- 
vant  and  unoccupied  on  condition  that  the  < 3P«jmgs  em 
braced  in  this  order  shall  be  equipped  with  tight-fitting, 
metal  shields,  entirely  enclosing  the  opening  and  securely 
fastened  on  the  inside. 


ahat- 


771-24-A. 

APPELLANT— Independent  Aetna  Sprinkler  Company,  for 
Reo  Motor  Car  Co.  of  N.  Y.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 625  West  55th  street,  Manhat¬ 
tan. 

APPEARANCES—  .  _  c. 

For  Appellant:  L.  T.  Franz  and  George  Stowe. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin  .  ? 

Negative  .  _ 

Absent  . 

THE  RESOLUTION: 

(771-24-A) 

Whereas,  Independent  Aetna  Sprinkler  Company,  for 
Reo  Motor  Car  Co.  of  N.  Y.,  Inc.,  lessee,  filed,  June  5, 
1924,  an  appeal,  with  the  board  of  appeals,  .from l  a  decis¬ 
ion  of  the  fire  commissioner,  affecting  premises  6-5  West 

55th  street,  Manhattan;  and  .  .  ,  , 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
May  21,  1924,  in  acting  on  N.  B.  Application  No.  741-2  , 

ffa!  ’"i.  The  minimum  pressure  in  main  not  being  .suffi¬ 
cient  t6  give  15  lbs.  pressure  at.  the  ^  highest  sprinkler 
head,  a  tank  supply  must  be  provided.” ; 

^Whereas,  the  building  is  fireproM  ^ur  storei^in  heighfi 
170  ft.  by  100  ft.  5  in.  in  area;  OCCUPIED  as  an 
service  station,  60  persons  on  each  story ;  and 

Whereas,  appellant  contends  that  the  one  source  sprinkler 
supply  equipment  consists  of  an  auxiliary  500  gal.  per  min- 
ute Electrically  driven  pump,  automatically  starting  with  the 
opening  of  one  sprinkler  head  and  the  pump  »  designed  to 
build  up  the  city  pressure  to  a  maximum  of  25  lbs.  per 
square  inch  in  the  highest  line  of  sprinklers,  pumping  at  the 

rate  of  500  gals,  of  water  per  minute.  .  .  < 

Resolved,  that  the  decision  of  the  fire  commissioner 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i» 
qrcmted  on  condition  that  a  one-source  sprinkler  system 
shall  be  installed  and  maintained;  that  a  static  pressure 
of  not  less  than  25  lbs.  >hall  be  maintained  at  the  high¬ 
est  line  of  sprinkler  head;  and  granted  only  so  long  as  oc¬ 
cupancy  and  use  of  building  remain  substantially  unchanged. 


SUBJECT— Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED— 63  Orchard  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  F.  P.  Keniston.  . 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT—  I  ] 

Affirmative  . .  . . •  ■  •  C. 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  ' 

Absent  .  ( 

THE  RESOLUTION : 

(774-24-A) 

Whereas,  F.  P.  Keniston,  for  Edward  A.  Ridley,  owner 
filed,  June  6th,  1924,  an  appeal  with  the  board  of  appeal 
from  an  order  of  the  fire  commissioner,  affecting  premise 
63  Orchard  street,  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  Ma; 

14th,  1924,  reads:  ,  .  , 

“1.  Provide  a  separate  and  distinct  system  ot  auto 
matic  sprinklers  throughout  building  having  at  leas 
one  source  of  water  supply  *  *  *” ; 

a"w hereas,  the  building  is  non-fireproof,  five  stones  an 
cellar  in  height,  30  ft.  by  87  ft.  in  area.  OCCUPIED:  Sub 
cellar  and  cellar,  storage,  0  persons;  1  story,  store,  6  per 

sons;  2nd,  3rd,  4th  stories,  showrooms,  furniture,  0  per 

sons ;  5th  story,  showroom  and  storage,  f  firniture  0  per 

sons;  and  .  , 

Whereas,  appellant  proposes  to  discontinue  the  storag; 

of  furniture  in  the  cellar  and  sub-cellar  to  install  a  then 
mostatic  alarm  in  the  cellar  and  sub-cellar  and  contend 
that  no  processes  involving  the  use  of  oil,  pamt  or  varms 

will  be  done  on  the  premises.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  affirmed  and  the  appeal  be  and  it  hereby  l 
denied. 


786-24-A. 

APPELLANT— B.  &  O.  Realty  Co.,  owner. 

SUBJECT _ Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— N.  S.  152nd  street,  120  ft.  E.  c 
Melrose  avenue,  The  Bronx. 

APPEARANCES—  _  _  —  ,  T  i 

For  Appellant:  William  J.  McKeown  and  L. 

For  Administration :  Inspector  Carroll  of  fire  d' 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  . 


Absent 

THE  RESOLUTION : 

(786-24-A)  Jk 

Whereas,  B.  &  O.  Realty  Co.,  owner,  filed,  June1: 
an  appeal,  with  the  board  of  appeals,  from  a  decwio 
the  fire  commissioner,  affecting  premises  north  she 
152nd  street  120  ft.  east  of  Melrose  avenue,  Borough 

P  Where"!  the  decision  of  the  fire  commissioner  render 

m  1 09 a  in  artirm  on  N.  B.  Application  No. 


774-24-A 

APPELLANT— F.  P.  Keniston,  for  Edward  A.  Ridley, 


owner. 


WHEREAS,  tne  decision  ui  ^ .  7.  700 

June  10,  1924,  in  acting  on  N.  B.  Application  No. 

readS  ’  “10.  Storage  garage  not  permitted  in  the  same  bull 
ing  where  furniture  is  stored.  , 

and 
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Whereas,  the  building  is  non-fireproof,  live  stories  in 
tog  .,,  50  f,.  by  100  (,.  in  area  a.  the  Is.  ’story  and  50  ft 
by  JO  ft  in  area  above.  OCCUPIED :  Cellar,  furniture 
S  story  5-car  garage  and  shipping  room;  upper 

5toi  ies,  storage  ot  lurniture,  13  persons  per  story  •  and 
Whereas,  appellant  contends  that  the  garage  portion  of 
P7?hSCh  m!}-  be,  C°f Pietely  separated  from  the  remain- 

anHle  M  .  ng  y  bnck  walls  and  concrete  ceiling  and 
floor  and  will  have  no  connection  with  the  remaining  por- 

Rcsolved  that  the  decision  of  the  lire  commissioner  be 
h?«i ‘d  iereby  1S  affirmed>  and  the  appeal  be  and  it  hereby  is 


104-24-A. 

°scar  M.  Swift,  for  Ruth  Resell,  owner. 
,  JRC1  Appeal  from  order  of  lire  commissioner. 

)REM  1  SES^kAEFECTED  205-20 7  South  Oxford  street, 

VPPEARANCES— 

For  Appellant:  Oscar  M.  Swift. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

iCHOX  OF  BOARD — Appeal  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken- 

?5dy’  ' Powd>  Holland,  Connell  and  Deputy 

hire  Chief  Martin  .  6 

Negative  . 0 

Absent :  Mr.  Gunnison  . ’  2 

>5-24-A. 

PPELLANT— Equitable  Office  Building  Corporation 
owner.  ’ 

pniiL'r7AuPraiirora  order  of  fire  commissioner. 
PPeIraNCES— ( :rED~120  Broadway,  Manhattan. 

IPT T n M T-  CoIty  and  Burr-  M.  Stark. 
V.TION  OF  BOARD— Report  of  committee  adopted;  ap- 
peal  granted  on  condition. 

0NDIT1ONS — As  specified  in  resolution. 

^Tn  rSS  AE0PT  report  OF  COMMITTEE; 
TO  GRANT  APPEAL  ON  CONDITION _ 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland,  Kennedy  and 

Deputy  Fire  Chief  Martin  .  7 

Negative  . ’  ’  .  0 

Absent  .  •  .  „ 

THE  RESOLUTION :  .  0 

..  (455-24-A) 

'^EfQAS;noEquitable  0ffice  BuildinS  Corp.,  owner  filed, 

1  a  ’  r92f'  an  aPPea^  wiBl  the  board  of  appeals  from 
order  of  the  fire  commissioner  affecting  premises  120 
ladway,  Borough  of  Manhattan;  and 
hekeas,  the  order  of  the  fire  commissioner,  No.  40495- 
dated  November  23,  1923,  reads: 

“Regulate  the  pressure  reducing  valves  of  the  stand¬ 
pipe  system  so  as  to  conform  with  the  terms  of  the 
resolution  adopted  by  the  board  of  standards  of  the  fire 
department  on  January  13,  1916:”; 

Whereas,  the  building  is  fireproof,  forty  stories  in  height 
ng  on  four  streets,  with  a  frontage  of  167  ft.  on  Broad- 
and  a  depth  of  312  ft.  on  Cedar  street;  OCCUPIED  as 
oftice  building,  with  approximately  250  perso*  per 
y;  and  * 

/hereas,  the  building  was  erected  in  1913-14,  and  it  was 
Pped  with  four  6  in.  risers,  each  riser  provided  with 
e  Pord  pressure  reducing  valves  installed  in  the  regular 
ner  in  a  bypass,  with  horizontal  check  valve  looping 
in  vertical  check  valves;  these  Ford  pressure  reducing 
es  having  been  approved  by  the  fire  department;  and 


edly  “  mkcXeF„nrtlCOn,tends  that  th<*  ha«  tried  repeat- 

been  unable  to  do  to a.”  thlt?a??  SUCC“sfu1^  a"d  »ave 
deprive  the  tenant,  kt  t,  !  ukc  oul  <be  valves  would 

bePno  gua™~  anotLrvaivrht^Ued31  ‘T 

successfully  and  that  the  valves  i„  .E,  ,  ■  w?uld  operate 
manner  do  not  function  at  ill  uh  ’  a  ed  111  t  le  aPProved 
them  from  the  roof  ;  and  Water  Comes  lhrouS‘‘ 

msto!lT£  appt|lant  tequests  that  permission  be  granted  to 

an7r™.S’  *  C°mmittee  °f  the  b°ard  lnSpected  lh'  Pressure 
Cal.  No.  455-24-A. 

Approval  of  the  Ross  Regulating  Valve. 

REPORT  OF  COMMITTEE:  ^  18’ 

Walsh°mFTretechie£f  “k  c°',sisting  of  Chairman 

vvaisn,  hire  Chief  kenlon  and  Mr.  Holland  visio.,1 

PkeiT!dSeS’  No'  120  Broadway,  Manhattan,  the  Equit 
able  building,  to  inspect  and  observe  the  method  pro- 
posed  for  pressure  reduction  of  the  hose  outlet. 

he  test  was  operated  by  the  uniformed  force  of  the 
hre  department  by  Deputy  Chief  Marshall,  a  lieutenant 

'ton  T°heTen’  UndCj  the  directio”  of  FRe  Chief  Ken 
i  ,The  device  used  was  the  Ross  regulating  valve 
P  m  th^  standpJpe  hne  at  the  basement  outlet  with 
the  h“e»  a  gauge  on  the  device  and  a  gauge 
the  hose  nozzle.  The  pressure  obtained  from  the 
standpipe  line  as  indicated  on  the  gau°-e  was  o-n  ik 
the  pressure  at  the  on, let  side  of 

Dressime  at  at  lhe.  n°zzle  was  50  lbs.,  and  the 

pressure  at  the  valve  remained  constant  whether  water 
was  flowing  or  not. 

The  standpipe  system  is  now  equipped  with  the  Ross 
regulatmg  valve  and  meets  a],  conditions  imposed  5y 

peals tanC  plPe  rU  GS  °f  thC  b°ard  °f  standards  and  ap- 

( Signed)  WILLIAM  E.  WALSH 
JOHN  KENLON, 

jry  it,  JAMES  P.  HOLLAND, 

that  the  order  of  the  fire  commissioner  be  and 

with  th7  IS  rev/rsfd\  and  the  aPPeaI  granted  in  conformity 
with  the  report  of  the  committee  of  the  board. 

217-24-A.  ~ 

APPELLANT — Joseph  Morrison,  owner. 

PRFMETSF7AATTaairmTTA0rder  °f  fire  com*nissioner. 
PREMISES  AFFECTED  75-79  East  130th  street,  74-78 

hattan  31St  StrCet  ^  1918'38  Park  ^enue,  Man- 

APPEARANCES— 

For  Appellant:  John  Fitzgerald  and  S.  A.  Potter 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnNmTTS?B0AARD_^Ppeal  granted  on  condition. 

sPecified  in  resolution. 

1  HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and  Deputy 

Fire  Chief  Martin  .  y  r 

Negative  . 

Absent :  Mr.  Connell  .  , 

THE  RESOLUTION:  .  1 

(217-24-A) 

Whereas,  Joseph  Morrison,  owner,  filed,  Feb.  11  1994 
an  appeal,  with  the  board  of  appeals,  from  an  order  ’of  the 

74re78°F^SS;0aw’  affectlng  Premises  75-79  East  130th  street, 
hattanfand  1918-1938  Park  avenue,  Man- 

'he  order  of  the  6re  commissioner,  dated  Jan 

22,  1924,  in  acting  on  Order  No.  53305-F,  reads: 
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“1  Install  a  standpipe  system  with  risers  4  inches  SUBJECT— Application  for  reopening-appeal  from  deci- 
:n  diameter  tested  to  withstand  a  pressure  of  300  lbs.  sion  of  superintendent  of  buildings. 

Jer  s,uarTmct  extend",g  from  cellar  to  roof  ***..;  PREMISES  AFFECTED— 42SF425  East  63rd  street,  Man- 

and  ...  hattan. 

Whereas,  the  building  is  non-fireproof,  six  stories  in  APPEARANCES  ,  T 

height,  200  ft.  by  90  ft.  (18,000  sq.  ft.)  in  area.  OCCU-  For  Appellant:  bred  J.  Loase  and  1  liomas  J. 

PIED :  Basement,  engine  room,  boiler  room,  coal  pockets,  Mooney.  .  , 

wood  drying  kilns,  5  persons;  1st  story,  machine  shop,  wood  ACTION  OF  BOARD— Appeal  reopened  and  set  tor  hear- 
drying  kilns,  16  persons;  2nd  story,  mfr.  blouses,  infants’  in&  September  lOth  1924,  at  2  p.  m. 

wear  and  patent  med.,  39  persons;  3rd  story,  machine  shop,  THE  VOTE  TO  REOPEN— 

mfr  sweaters  36  persons;  4th  story,  machine  shop,  mfr.  Affirmative:  Chairman  Walsh,  Messrs  .Ken- 

rweaters^l:  persons;  5th  ’story,  mfr.’  sweaters,  mfr.  desk  nedy,  Dowd,  Gunnison,  Holland,  Connell  and  ? 

pads,  65  persons;  6th  story,  mfr.  patent  med.,  cigars,  48  Deputy  hire  Chiei  ®  . . 

persons;  and  .  .  .  egative  .  q 

Whereas,  appellant  contend  that  the  building  is  equipped  Absent  . 

with  an  interior  fire  alarm  system  and  that  there  is  an  ex- 

isting  3  in.  standpipe  system  in  the  building.  840-23-A. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  ApPELLANT— Success  Theatre  Corp.,  lessee, 

it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  SUBJECT— Application  for  reopening— appeal  from  order 

granted  on  condition  that  the  existing  three-inch  standpipe  Qf  £re  commission. 

system  be  equipped  and  maintained  in  accordance  with  the  PREMISES  AFFECTED— 3587-89  Broadway,  Manhattan, 
rules  of  the  board  of  standards  and  appeals.  APPEARANCES— 

— -  por  Appellant — None.  , 

694-24-A.  .  r  For  Administration:  Inspector  Carroll  of  fire  de- 

APPELLANT — James  A.  Delehanty,  for  Daniel  Meenan,  partment. 

owner.  .  ACTION  OF  BOARD— Request  to  reopen  denied. 

SUBJECT— Appeal  from  decision  of  superintendent  of  THE  yQTE  TO  REOPEN—  fl  4 

buildings.  Affirmative  . . . .  • 

PREMISES  AFFECTED— S.  S.  178th  street,  from  Web-  Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

ster  avenue  to  Valentine  avenue,  The  Bronx.  1  Dowd,  Gunnison,  Holland,  Connell  and  Dep- 

APPEARANCES—  uty  Fire  Chief  Martin  .  7  ' 

For  Appellant:  James  A.  Delehanty.  Absent  .  0 

For  Opposition:  Congressman  Walsh  and  John  __ _ 

J.  Walthers. 

TOE  VOTEFTOGRI^T-ealdenied'  APPLICANT-Harry  Lederer,  applicant  and  lessee,  G. 

Negate:'  Messrs:  Dowd,'  Gunnison  and  'Holland  3  mg 

THE  ^RESOLUTION : .  garage  to  the  storage  of  more  than  five  (5)  motor 

W hereas,  James  A.  Daniel  Meenan  owner  PREMISES ^  o<  MermaM  avenue, 

oTth^uperlntendent  Z  RoS a  EM  61  ft.  4  in.  west  of  Beach 

of  buildings  retoing  to  revoke  New  Building  Permit  No.  35,h  streefiEdgemere,  Queens.  i  _ 

770-94  permitting  in  a  business  district  the  erection  of  APPEARANCES 
fire  car  garTges"  premises  s.  s.  of  178th  street  from  Web-  For  Apphcant-None 

ster  avenue  to  Valentine  avenue.  Borough  of  Bronx;  and  rTION°oF BOAR^Applica'tion  laid  over  to  Septem- 

Whereas,  appellant  quotes  the  fo  Rowing  decision:  ACTION  OF  BOARI^-Applmatton  la  a  a  !icanfs 

“The  application  for  the  erection  of  these  garages  in  ber  16th,  1924,  at  2  p.  m.,  on  request  ip 

a  businesf  district  was  approved,  as  each  building  did  representative,  to  file  consents. 

not  store  more  than  five  motor  vehicles  and  on  Decern-  - - - 

ber  10  1923,  I  was  advised  by  the  corporation  counsel 

in  answer  to  my  request  for  an  opinion  on  an  applica-  \ppLICANT-S  Millman  &  Son,  for  Morris  Angert, 

tion  for  garages  to  be  erected  in  a  business  district,  that  i  • 

“ ‘That  in  a  business  district  any  number  of  garages  cTTlRTFCT-Aoolication  (re:  decision  of  the  supennten- 

subject  to  height  and  area  limitations,  each  housing  >  -  J  t  Qf  buildings)  to  permit  in  a  business  district 
not  more  than  five  motor  vehicles,  may  be  erected  an  erection  and  maintenance  of  a  garage  for  the 

operated  as  garages  on  one  lot  or  on  adjoining  lots  storage  of  more  than  five  motor  vehicles. 

whether  under  one  or  different  ownerships.  ,  PREMISES  AFFECTED— 1761-1765  Bushwick  avenue. 

Whereas,  appellant  contends  that  the  proposed  garage  to  APPp ARANCES— 
be  operated  upon  the  property  in  question  is  ivi  e  i  -  Applicant-  James  Kearney, 

fourteen  (14)  units,  some  storing  five  (5)  cars  and  some  hor 

a  lesser  number,  covering  the  entire  plot  with  t  m  ™  ACTION  OF  BOARD— Application  granted  on  condition, 

walls  separating  the  units  and  further  contends  that  this  ^^tH^j^S-As  specified  in  resolution. 

is  a  violation  of  the  building  zone  resolution.  T'xjtr  ufiTF _ 

Resolved,  that  the  decision  of  the  superintendent  of  build-  iELH  Affirmative:  Chairman  Walsh,  Messrs.  Ken- 
ings  be  and  it  hereby  is  affirmed  and  the  appeal  be  and  i  -  nedy  powd)  Gunnison,  Holland,  Connell, 

hereby  is  denied.  and  peputy  Fire  Chief  Martin . 

APPELLANT— Frederick  G.  Frost,  for  Flower  Hospital,  Negative  . ‘  . .  1 

owner.  sen 
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THE  RESOLUTION: 

...  „  (244-24-BZ) 

Whereas,  S.  Millman  &  Son,  for  iYL  Angert  and  E 
Edmgcr  °wners,  hied,  April  30,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  hve  motor  vehicles;  premises  1761-1765 
Bushwick  avenue,  Brooklyn;  and  5 

Whereas  a  public  hearing  was  held  on  this  application 

^  ?  °f  aPPef1S’  at  its  sptcial  meeting, PJuly  22 

19.4,  alter  dt!e  notice  by  publication  in  the  Bulletin  of  the 
Boartl  ot  standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
mg  rone  resolution  show  that  Bushw.ck  avenue  and  Fan- 

i=side'«distrri«;Sand 5  d''StriC‘S  ““  Pd'ingt0n  p,a“  ls  a 
W  hereas,  the  decision  of  the  superintendent  of  buildings 

read^:  '  ac,ing  on  A™1^”"  No. 

“Demed  proposition  contrary  to  the  zone  resolution, 
trict”-  S  4’  A  PUb  1C  garage  in  a  business  dis¬ 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  60  ft 
N4  m.  and  a  depth  of  137  ft.  6  in.;  to  be  occupied  as 
showrooms  and  garage  for  more  than  five  motor  vehicles; 

HfRf|AS’  aPPbcant  has  filed  the  duly  acknowledged  con¬ 
sent  of  the  owners  of  95  per  cent  of  the  property  frontage 
deemed  by  the  board  to  be  affected.  outage 

!|hat  thr  board  of  aPPeals  does  hereby  make  a 
H  •  •  hC  appl,Cftlon  of  the  use  district  regulations  of 

h,br  Kd  g  Z°ne  r^solut,on>  and  *at  the  application  be  and 
t  hereby  is  granted  on  condition  that  the  structure  be  lim- 

ted  to  one  story  m  height  above  grade;  that  the  rear  and 
ide  vvalls  be  unpierced  throughout  their  entire  height  and 
;ngth,  with  the  exception  of  an  emergency  exit  in  the  rear 

in-tteJSamer  ownershlp;  that  the  front  of  the 
u  dmg  be  finished  in  face  brick,  with  architectural  terra 
otta  or  stone  trimmings;  that  all  permits  necessary  for  the 
rosecution  of  the  work  shall  be  obtained  within  nine  months 
nd  the  building  completed  within  eighteen  months  from 
ie  date  of  this  action. 


52-23-BZ. 

PPLICANT— Charles  D.  Cords,  for  Frankington  Realty 
Co.,  owner. 

OBJECT— Application  for  extension  of  permit  (re  decis¬ 
ion  of  superintendent  of  buildings)  to  permit  in  a 
business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles;  also  a  stable  for  the  accommodation  of 
more  than  five  (5)  horses. 

REMISES  AFFECTED— 481-499  Flatbush  avenue, 

Brooklyn. 

PPEARANCES— 

For  Applicant:  Charles  D.  Cords, 
her  Oppostiion — None. 

-TION  OF  BOARD— Application  reopened  and  resolu- 

.  B°n  modified  to  permit  fireproof  doors. 

^LUTION— °  RE0PEN  AND  MODIFY  THE  RESO- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin .  7 

Eegative  .  0 

Absent  .  n 

•HE  RESOLUTION: 

(352-23-BZ) 

hkkkas,  (  harles  D.  Cords,  for  Frankington  Realty  Co., 

1  er>  hied,  March  22,  1923,  an  application,  under  the 


building  zone  resolution,  to  permit  in  a  business  district 

Ot'  Zrl Xnantr;Tan“  01  “  garage  *'”*>“ 

more  than  five  (a)  motor  vehicles;  also  a  stable  for 

481  49u°Kimf0hdai10n  01  m°re  than  five  horses;  premises 
481-499  Hatbush  avenue,  Brooklyn;  and 

by tEKSdaofUbl!C  baring  was  held  on  this  application 
J2  :h®f  JOard  of  aPheals  at  ^s  regular  meeting,  May  29 

Board  “a  6  Publication  in  the  Bulletin  o^  the 

u;  f  btandards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildimr 
zone  reso  ution  show  that  Flatbush  avenue,8  Washington 
Wn^-Rr d  E^pire,  boulevard  are  business  districts ;  and 
:  ,  tREAS,  the  decision  of  the  superintendent  of  build- 

S- S read“  *  to  aCt,ng  011  «•  App.  No. 

HonDTld_i^r0<?0sit'°n  c0‘lt,ari  to  the  Zone  Resolu- 
ton,  Art.  II  bee.  4.  A  garage  for  more  than  five 

busSessadistarfct.”;S  f°r  m°re  than  hors“  in  a 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 

rf°lcr,r:°n'  t>to  sfor'? in  height’ wi,h  a  frontase 

ot  .12  ft.  i/2  in.  and  a  depth  of  254  ft.  4  in.  and  163  ft 
2  in.;  a  portion  of  the  structure  to  be  occupied  as  stable 

and  a  portion  as  a  garage,  the  remainder  to  be  occupied  as 
a  bakery;  and  * 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  May  29,  1923,  on  certain  conditions,  and  ap¬ 
plicant  requested  a  modification  of  the  time  limit  conditions 
imposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained 
within  60  days  and  the  building  completed  within  nine 
months  from  the  date  of  this  action;  that  the  structure 
be  erected,  as  to  elevations,  substantially  in  accordance 
with  the  design  on  file  in  this  application,  as  to  material, 
ot  face  brick,  architectural  terra  cotta  or  stone  trimmings  • 
that  the  garage  and  stable  use  be  restricted  to  the  conduct 
of  the  business  maintained  and  operated  on  these  premises ; 
and  that  the  portion  of  the  building  devoted  to  garage  and 
stable  use  be  made  fireproof,  separated  from  the  rest  of  the 
structure  by  fireproof  walls,  unpierced  except  on  the  1st 
story  for  two  doorways  in  the  wall  between  oven  and 
room  and  shipping  rooms  allowing  access  from  the  ship¬ 
ping  room  to  supplemental  exit  at  stair  hall  No.  2  pro¬ 
tected  by  two  doors  at  each  opening,  one  a  self-closing 
fireproof  door  and  the  other  an  automatic  fire  door  with 
fusible  link,  an  opening  3  ft.  by  3  ft.  through  the  wall  for 
bread  conveyor ;  on  the  second  story  two  doorways  between 
the  corridor  and  stable  protected  by  double  fire  doors  as  in 
the  1st  story,  an  additional  openingO  ft.  by  7  ft.  in  the  ele¬ 
vator  shaft  protected  by  Peele  or  equal  approved  doors  as 
shown  in  amended  plans  filed  with  the  application. 


Kaplan,  for  Heinreich  Rehling, 


776-23-BZ. 

APPICANT— Robert 
owner. 

SUBJECT  Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
the  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northeast  corner  of  Eastern 
boulevard  and  Revere  avenue  (Harriet  place),  The 
Bronx. 
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APPEARANCES— None.  .  . 

ACTION  OF  BOARD— Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin .  7 

Negative  . 

Absent  .  0 

THE  RESOLUTION: 

(776-23-BZ) 

Whereas,  Robert  Kaplan,  for  Heinreich  Rehling,  owner, 


filed,  June  19,  1923,  an  application,  under  the  buildinz  zone 
resolution,  to  permit  partly  in  a  business  and  partly  in  a 
residence  district  the  erection  of  a  garage  for  more  than 
five  motor  vehicles;  premises  N.  E.  corner  Eastern  boule¬ 
vard  and  Revere  avenue,  The  Bronx;  and 
Whereas,  the  applicant  has  failed  to  complete  his  papers 
though  duly  notified  so  to  do.  i  ] 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution.  j 

Adjourned  7  p.  m. 

William  J.  O’Gorman,  Secretary.  . 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  July  8,  1924,  as  they  appeared  in  Bulletin  No.  29,  Vol. 

'  IX  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION: 

(523-24-BZ) 

Whereas,  Emery  Roth,  for  Church  of 'the  Holy  Inno¬ 
cents,  owner,  filed,  April  11,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  two-times  height 
district,  the  erection  of  the  street  wall  of  the  building  to  a 
height  in  excess  of  the  limitation  prescribed  by  the  build¬ 
ing  zone  resolution;  premises  135-139  West  36th  street  and 
122-126  West  37th  street,  Manhattan  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting,  July  8th 
1924  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  height  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  37th  and  West  3bth 
streets  are  two-times  height  districts;  and  , 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  3,  1924,  in  acting  on  N.  B.  App.  No. 
183-24,  reads: 


and 


“13.  Height  of  building  is  excessive — Art.  Ill — 
building  zone  resolution.” ; 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  20  stories  in  height,  with  a  frontage  of 
59  ft.  100  in.  and  a  depth  of  74  ft.  9  in. ;  to  be  occupied  as 
stores,  showrooms,  and  25  per  cent,  factory,  it  is  proposed  to 
erect  the  street  wall  to  a  height  of  194  ft.  2J4  in.  without 
a  set  back,  this  height  being  to  the  top  of  the  roof  beams 
with  a  parapet  wall  as  shown  on  plans  in  addition ;  and 


Whereas,  the  permitted  height  of  wall  owing  to  excess 
height  of  the  street  wall  of  buildings  adjoining  would  be 
175  ft.  but  the  board  deemed  there  would  be  hardship  owing 
to  width  of  building  unpreventing  applicant  from  erecting 
the  wall  as  proposed. 


^Correction— Words  “set  back ”  substituted  for  “soft 
brick’’  and  “beams”  for  “because”  in  line  26. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  requirements  of 
the  building  zone  resolution  shall  be  complied  with  in  all 
other  respects;  that  all  permits  necessary  for  the  prosecu¬ 
tion  of  the  work  shall  be  obtained  within  nine  months  and 
the  construction  of  the  building  prosecuted  with  all  reason¬ 
able  and  possible  diligence.  _  ,.T.. 


MINUTES 


. 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appea .  s, 
held  Tuesday,  July  1,  1924,  as  they  appeared  m  Bulletin 
No  28  Vol.  IX,  are  hereby  corrected  to  read  as  follows. 

THE  RESOLUTION: 

(617-24-BZ) 

Whekeas,  William  F.  Doyle,  for  Lantic  Cor^ration, 
owner  filed,  May  2,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  alteration  and  c°n^‘ 
sion  of  occupancy  of  building,  used  at  present  as  a 
tory,  stable  and  garage,  located  partly  in  a  business  dis¬ 
trict  and  partly  in  an  unrestricted  district,  to  a  garage 
for  the  storage  of  more  than  five  motor  vehicles  , 
ises  41-57  Third  avenue,  southeast  corner  of  Atlantic  ave 
nue  and  Third  avenue,  Borough  of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  > 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 


'Correction — “One”  changed  to  “two"  in  line  41. 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  a  business 
district  to  within  100  ft.  north  of  Pacific  street;  Atlantic 
avenue  is  a  business  district  and  Pacific  street  is  an  un¬ 
restricted  district;  and  _  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  4,  1924,  in  acting  on  Application  No.  5827- 
24,  reads : 

“Proposed  alteration  and  conversion  of  buildings, 
located  partly  in  a  business  and  partly  in  an  unre¬ 
stricted  district,  and  used  at  present  as  a  pie  baking 
f actor y,  stable  and  garage  for  more  than  five  motor 
vehicles,  is  contrary  to  Art.  2,  3,  4  (a)  of  the  Zone 
Resolution.” ; 

Whereas,  the  existing  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  o) 
180  ft.  and  a  depth  of  100  ft.;  it  is  proposed  to  alter  tm 
building  and  convert  the  occupancy  from  factory,  stable 
and  garage  to  garage  for  more  than  five  motor  vehicles 
80  ft.  of  the  building  being  in  the  unrestricted  district;  anc 
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subdivision 


Whereas,  under  the  provisions  of  section 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  build- 
ing  be  limited  in  height  to  a  two-story  structure  above 
grade ;  that  the  rear  wall  be  unpierced  throughout  its  en¬ 
tire  height  and  length;  that  any  ramps  installed  shall  start 
from  the  grade  level  and  shall  be  not  less  than  25  ft.  from 
the  walls  of  the  building  at  street  fronts;  that  the  street 
elevations  shall  be  finished  in  face  brick  with  architectural 
terra  cotta  or  stone  trimmings;  that  there  shall  be  no 
vehicular  exit  or  entrance  on  the  Third  avenue  front 


be  a,'CIea“std^Lrd,  ,he  si-'jS  of  any  wi"do"-s  ^reon  sha/l 
dc  at  least  5  feet  above  sidewalk  level  and  shall  he  trh7Pr1 

be  g, S '“wTh  „g,'aSSi  !ha‘  tolWhan 

e  glazed  with  plain  glass,  protected  with  wire  <mards 

above  and  below;  that  there  shall  be  no  advertising  or 

fron!  °!  fuy  ,de4"lptI0n  displayed  on  the  Third  avenue 
front  of  the  building;  that  there  shall  be  no  roof  signs 
permuted  on  any  part  of  the  structure;  that  no  more 

than  one  projecting  sign  shall  be  permitted  on  the  Atlantic 
avenue  front  of  the  building;  Atlantic 

Resolved,  further,  that  all  permits  necessary  for  the 

an°dSX 7  °M-the  WOrk,sha'1  be  obtained  within  nine  monlhs 

the  date  of  S  TcUon  "",hin  dghteen  m°",l,s  ,rom 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
Tuesday.  April  15,  1924,  as  they  appeared  in  Bulletin  No 
17,  Vol.  9,  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION: 

(89-24-BZ) 

Whereas,  William  F.  Doyle,  for  Estate  of  S.  C.  Brad¬ 
ley  and  J.  F.  McGarry,  owners,  filed,  January  21,  1924, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  business  district  the  erection  and  maintenance  of 
garage  for.  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  west  side  of  Webster  avenue,  120.18  ft. 

,  south  of  182nd  street  and  east  side  of  181st  street  122  1 
ft.  south  of  182nd  street,  Borough  of  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue,  181st  street 
and  East  182nd  street  are  business  districts ;  and 

Whereas,  the  deersion  of  the  superintendent  of  buildings, 
rendered  December  8,  1923,  in  acting  on  N.  B.  Applica¬ 
tion  No.  2908-23,  reads: 

Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  business  district 


^Correction — Words  "184.55  ft.”  omitted  and  'T84.93  ft. 
on  one  side  and  161.4  ft.  on  the  other”  substituted  in  line 
27  and  "West”  changed  to  “East”  in  lines  25  and  43. 


lution  ”t,rary  t0  pr0visions  of  Building  Zone  Reso- 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  on  East  181st  street 
and  three  stones  in  height  on  Webster  avenue,  with  a 

Ind  ia6gie4°H  100  %  3  dep2  °f  184‘93  ft‘  °n  one  side 

and  161.4  ft  on  the  other,,  to  be  occupied  as  a  garage  for 

more  than  five  motor  vehicles ;  and 

hereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
hve  horses,  and  the  board  deemed  that  in  view  of  the 
consents  of  the  owners  of  property  frontage  on  East  181st 
stieet  the  application  should  be  granted. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
u  ml  14  hereby  is  granted  on  condition  that  the  garage 
shall  be  restricted  to  the  layout  and  dimensions  as  de¬ 
scribed  on  plans  filed  in  this  case,  restricting  the  struc¬ 
ture  to  a  three  (3)  story  building  on  the  Webster  avenue 
.front  and  limiting  the  said  structure  to  one-story  build¬ 
ing  above  grade  on  the  181st  street  (or  Folin  avenue)  front 
and  that  the  front  elevation  on  East  181st  street  and  Web¬ 
ster  avenue  shall  be  finished  in  face  brick  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  that  any  gasoline 
storage  equipment  installed  shall  be  restricted  to  the  Web¬ 
ster  avenue  street  front,  grade  floor  level; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
uly  15,  1924,  as  published  in  Bulletin  No.  30,  Vol.  IX, 
re  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION: 

j  (646-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Dormond  Realty  Co., 
dc.,  owner,  filed.  May  9,  1924,  an  application,  under 


* Correction — “Two”  changed  to  “three”  in  /*V*  36. 
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the  building  zone  resolution,  to  permit  in  a  business  and 
‘B”  area  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles,  and 
also  the  omission  of  a  rear  yard  as  required  by  the  zone 
resolution;  premises  177-183  East  123rd  street,  Manhattan- 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  hoard  of  appeals,  at  its  special  meeting,  April  15, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
( Continued  on  Page  1062) 


RESERVE  CALENDAR 


board  of  standards  and  appeals. 

Appliances  Submitted  for  Approval. 


i3-21-S 
53-21  -S 
367-21 -S 
438-21-S 
1372-21 -S 
11 73-22- S 
1 105-22-S 
1 230-22- S 


1274-22- S- 
957-22-S 
357-22-S 
337-22-S 


392-22-S 


ur-2>-S 


6 10-22- S— 

799-22-S — 

1 1 04-22-S — 
1390-22-S — 
1391  -22-S— 


1395-22-S 
1526-22-S — 
1529-22-S 
28-23-SA 


.',7-23- S  A 
92-23-SA 
123-23-S A 


124- 23-SA- 

125- 23-S A- 
127-23-SA 
232-23-SA 
1 +5-23-S A 
275-23-SA 


279-23-SA 
297-23-SA 
3  92-23-SA 
393-23-S A 


397-23-SA 


443-23-S A 
504-23-S A 
525-23-SA 


766-23-SA 


544-23-SA 
628-23-SA 
88B-23-SA 
1046-23-S A 


898-23-SA- 

936-23-SA- 


, —  Dalil  Oil  Burner. 

— Angle  Hose  Valve. 

.—Quinn  Oil  Burner. 

Viking  Pump,  approval  of. 

-Ford  Fire  Line  Reducing  Valve,  approval  of. 
-Anti-Syphon  Valve,  approval  of. 

-Combustion  Fuel  Oil  Burner,  approval  of. 
-Thermostats  for  automatic  hre  alarm  iystems. 
approval  of. 

-Rodriguez  Oil  Burner,  approval  of. 

-Burnwel)  Mechanical  Burner,  approval  of. 

-Quinn  Acme  Crude  Oil  Burner,  approval  of. 
-F.lkhard  Brass  Company.  Siamese  Connection, 
approval  of. 

-The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

.  Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

-Crocker  Gas  Valve,  approval  of. 

-Kennell  Gas  Cut-Off  Valve,  approval  of. 

_ Dean  Fuel  Oil  Pump,  approval  of. 

Oliver  Burner,  approval  of. 

Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 
approval  of. 

Caloroil  Burner,  approval  of. 

Delaney  Fuel  Oil  Burner,  approval  of. 

The  Tele-Call  Single  Stroke  Bell,  approval  of. 
-Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

Collin  Patent  Automatic  Gas  Cut-Otf  Valve, 
approval  of. 

.—Surface  Combustion  Low  Pressure  Fuel  Utl 
Burner,  approval  of. 

Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 
proval  of. 

-Master  Gas  Shut-Off  Valve,  approval  of. 
-Packless  Gas  Shut-Off  Valve,  approval  of. 

-S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
-Manual  and  Thermal  Gas  Cut-off  Valve. 
-Cornell  Falat  Oil  Burner,  approval  of. 

_Wm.  E.  Toelle  Manual  &  Automatic  Ga* 
Shut-off  Valve,  approval  of. 

-Heil  Standard  200  Gal.  Truck  Tank. 
-•Automatic”  Deluge  Valve,  approval  of. 
--Billow”  Class  G.  R.  Oil  Burner,  approval  of 
--Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

-Cornell  No.  1  Type  “A"  Oil  Burner,  ap- 

— Automatic  Gas  Slmt-Off,  approval  of. 

-Ray  Rotary  Fuel  Oil  Burner  approval  of 
-Tilman-White  Gas  Cut-Off  valve,  approval 

_  Buckley  Automatic  Electric  Fire  Detector, 

approval  of.  .  , 

-Domestic  Fuel  Oil  Burner,  approval  of 

_ Powerlight  oil  heat  burner,  approval  of. 

—Lewis  Oil  Burner,  approval  of. 

-Frankfort  Type  ‘P”  low  pressure  oil  burner, 


1146-23-SA- 

960-23-SA- 


1  1 63-23-S  A- 
1176-23-SA— 
11 80-23- SA- 
1231-23-SA- 
1339-23-SA- 
1346-23-SA- 
1 358-23-S A- 
11 69-23-SA- 


1431-23-SA- 
1 444-23-S  A- 
1361-23-SA- 
1 493-23-S  A- 
1 364-23-SA- 
1050-23-SA- 


1363-23-SA- 

1414-23-SA- 


1415-23-SA — 


1429-23-S A- 
1484-23-SA- 
1550-23-S A 
1515-23-SA- 


820-23-SA- 
5-24-SA- 
68-24-SA- 
95-24-SA- 
62-24-S  A 
269-24-S A 
254-24-SA 
365-24-SA 
379-24-SA 
501-24-S A 


536-24-SA- 
493-24— SA- 
590-24-SA 
503-24-SA- 
654 -24- S A- 
702-24-SA- 
742-24-SA 
735-24-SA 


Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

McGowan  horizontal  duplex  fuel  oil  pump, 
approval  of. 

Pennsylvania  Globe  oil  burner,  approval  of. 
Crescent  Combustion  fuel  oil  burner,  approval 
of. 

-Todd  Turbine  fuel  oil  burner,  approval  of 
Ziegler  Oil  Burner,  approval  of. 

-Viking  Pump,  approval  of. 

-Gill  Oil  Burner,  approval  of. 

-National  Light  Service  Oil  Pump,  approval  of. 
-Heatiator  Oil  Burner,  approval  of. 
-Worthington  Oil  Burner,  approval  of. 
-Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

-Espo  Oil  Gas  Burner,  approval  of. 
-Tate-Jones  No  6  Oil  Burner,  approval  of. 
-Todd  Residence  Fuel  Oil  Burner,  approval  of 
-Newport  Rotary  Oil  Burner,  approval  of. 
-Staples  &  Pfeiffer  oil  burner,  approval  of. 
-Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

-Ballard  Domestic  Oil  Burner,  approval  of. 
-Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 
Burner,  approval  of. 

Enco  Mechanical  Atomizing  Fuel  Oil  Burner, : 
approval  of. 

Kerrihard  Oil  Burner,  approval  of. 
Universal  G.  P.  O.  Burner,  approval  of. 

Apex  Gas  Cut-Off  Valve,  approval  of. 
Apartment  House  Oil  Burner  A-25,  approval 
of. 

-Morse  Fuel  Oil  Burning  System,  approval  of 
Induslo  Fuel  Oil  Burner  1-27,  approval  of 
-May  Burner,  approval  of. 

-Lciman  Oil  Pump,  approval  of. 

-Kleen-Heet  Oil  Burner,  approval  of. 

-Universe  Oil  Burner,  approval  of. 

-Sherman  Oil  Burner,  approval  of. 

-Koaless  Oil  Burner,  approval  of. 

-Sure  Heat  Automatic  Oil  Burner,  approval  of 
-Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap 
proval  of. 

-Climax  Oil  Burner,  approval  of. 

-Faultless  Oil  Burner,  approval  of. 

-Film  Insertion  Machine,  approval  of. 
-Kinney  Rotating  Plunger  Pump,  approval  of. 
-Marvel  Oil  Burner,  approval  of. 

-Simplex  Mechanical  Oil  Burner,  approval  of. 
-Watkins  Fire  Alarm  Box,  approval  of. 

— Petro  Mechanical  Burner  and  Air  Registe' 
approval  of. 


annrnval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  up> 
which  action  by  the  board  has  been  deferred  pending  cm 
mittee  reports,  of  this  board,  court  or  departmental  action 
and  will  remain  thereon  until  the  aforesaid  reports,  cou‘ 
or  departmental  actions  are  consummated.  W hereupon 
case  or  cases  will  be  restored  to  the  regular  calendar  an 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  tn 
appellant,  applicant  or  petitioner  of  record. 
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RULES 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

I  (410-24-SR) 

Supplementary  to  Labor  law  S  971  •  •  ,, 

August  28,  19,3,  and  effee  tire  0,  taller  \ ,T3 ■  f0^, 
Novnnhrr  101^.  1  ,  *'  iJio,  ( unaided 

TrkTmr* read,,tM  >». 

tel&I^^S«,"r^\Xyidhfd’  a„"  faCt°r>' 

October  1  ion  l-  l  L  height’  erected  prior  to 

r^ons  Sitl  TZ'SZy^  T*- 
STe  £*S*  ,SLd  oS !  h' 

S^r,hTleX,endi-nK  from  the  .owes." 

schedule:  ™y  accordaIKe  with  the  following 


Number  Contents 
of  combustible, 
stories  no  sprinkler 


Contents  non¬ 
combustible, 
no  sprinkler 


Contents  Contents  non 
combustible,  combustible 
and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

rour 

Stairways 

Enclosed 

Stairways 

Enclosed 

- - 

L. 

ive 

— 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

_ t 

■mtsSreS  ^  '“hi*  wmeb„T“  support 

:g^^2p^;ra^e^,a^n:„rn^: 

ned  in  good  working  order  on  each  floor. 

HldtW'TtJeln^^oo^at0  rtemflonoVoat  ^  °f  3 

i?EHH  £?=«■ E  iSi 

r  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
theg’  S1fChb  Partitions  shall  extend  to  the  under  side 
tie  roof  boarding  that  portion  of  the  under  side  of 

'hTre  resisting* mat  ^1  Sta’r  enc.losur?  shaI1  be  covered 
nre  resisting  material,  except  in  buildings  with  roofs 

i  "  snt;Cp°tXb'l  r,erif  "l  tkh  ^  *e  partitions 
\ruSt  P  V  the  under  side  of  the  roof 

,  er?  the  stairway  is  required  to  extend  to  the  roof 

L  “‘SretVf  ”  bui"  “  *°  fo™  •  ^kSad: 

f  with  1  h  be  ,ventlIated  by  a  skylight  in  the 
'tilatiW  °Uvr.es  or  ventilators,  or  exterior  windows  with 
'mating  sections  at  the  top  floor. 

rrovTselfnl1'"  SUCJ  partitions  sha11  be  provided  with 

i  are  in  i  ^  g-firC  d°orS’  except  wIlere  such  open- 
'■  are  m  the  exterior  wall  of  the  building. 

d  aUeaTf°f  tbe  enclosure  shall  be  of  fireproof  ma¬ 
le  cellar  bottom  UnIeSS  the  Partiti°n  extends 

:•  h0w!u0nial  exit  as Refined  in  section  267  of  the  Labor 
In  hJh  m  accepte^  a!  a  compliance  with  this  rule 
lany  fa  tnS'f  of  *he  fire  wal1  or  walls  are  occupied 
jle  fl°°r  by  the  same  °ccupant 

i  of  ♦  .e  t,h^re  are  occupancies  on  any  storv  or 
,  'f  fif  °ryt,,nv?Ivmg  the  borage  or  use  below  the  top 
oi  the  following  materials  and  exceeding  the  amount 
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specified,  and  there  are  more  than  * 
manufacturing  above  such  occupancy  employed  at 

shall  be  enclosed™^'  thaV'sfory  with"^ "fi  °-f  CgrC's 

"siaTr  'somu'7  ^  CSSJS 

Volatile  inflammable  oils,  l  gal. 

o  atile  inflammable  mixtures,  5  gals 
Combustible  mixtures,  10  gals 
Pamts,  varnishes  and  lacquers,  10  gals 

Co’ttotr^  p~i„g“,Uri"S  °r 

-Caper  box  manufacturing. 

.eaRc"”m1li“terg^Wi*h  C0°k!”g  ''"d'ldi''g 

arJandTass  ton  ^otsTnde^Sspu,"5  35  ,hcy 

ins  material  where  there  are  mnrp  tbon  e 
ployed  at  manufacturing  above  the  fijst  story  S 

Rule  3  _Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

•  Re<3uired  Exits.— In  every  two-story  factory  build- 
g  erected  prior  to  October  1,  1913,  in  which  more  than 
ve  persons  are  employed  at  manufacturing  there  shall 
be  provided  from  each  story  at  least  two  me£s  of  exit  or 
escape  from  fire  remote  from  each  other  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  nr 
open  on  an  interior  stairway  which  shall  be  enclosed  as 

ehTo?  eerr,rOV,lde^0r  OI!an  eXterior  enclosed  stairway. 

or  grade  ?  SU  a-StairWay’  or  to  a  horizontal 

or  grade  exit,  or  to  an  exterior  screened  stairway  or  to 

a  fire  escape  conforming  to  section  273,  Labor  Law  Ex 

iS  s  ens  toXlt,„d00r„Sba"  be  ,a  fire  d-r.  with  subs, 
steps  to  the  sills,  properly  screened.  When  sill  is 

there  tV  the  floor  *"d  where 

,  u  Ti  .  fe  egress  from  the  roof,  a  gooseneck 

ladder  shall  be  provided  from  top  balcony  to^he  roof 
Unobstructed  egress  from  the  foot  of  the  fire  escape 

section  2^  /ST”6?  St&irWay  sha11  be  as  squired  by 
egress  to  ti;pLf  f  °r-  t0  °pen  adioininS  yard  with 

Sr  sLn  th  No  P01"1  on  a°y  floor  of  such  build- 

in  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4.— Enclosure  of  Stairways.— In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of^a 
story  involving  the  storage  or  use  below  the  top  storv 
ot  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
trom  the  lowest  point  of  such  stairway  to  the  ceiling 
o  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  m  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5.— Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  anv 
nature  shall  be  kept  or  stored  inside  the  limits  of  an’v 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  'December  31,  1923  . 

Cases  filed  up  to  and  including  July  24,  1924 

Restored  to  calendar  . 


DISPOSITION  OF  CASES 

Withdrawn  . 

627  Dismissed  . 

Denied  . 

965  Granted  . •  • . 

Granted  on  condition  . 

6i  Appliances  approved . . . . .••• . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved . . . 

Rules  disapproved  or  rescinded  . 


Miscellaneous  Applications. 
Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  .... 

Administrative  requests  . 

Requests  for  interpretation  . 


Miscellaneous  Actions. 

128  Request  to  reopen  granted  . 

Requests  to  reopen  denied  . 

5  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

31  Requests  for  modification  granted  . 

Request  for  modification  denied  . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . . 

15  Requests  for  extension  of  time  granted  ... 

Requests  for  extension  of  time  denied . 

23  Requests  for  extension  of  permit  granted  . . . 

Requests  for  extension  of  permit  denied . 

2  Requests  to  install  granted  . 

Requests  to  install  denied  . 

1  Administrative  requests  granted  ........... 

Administrative  requests  denied  or  withdrawn 

4  Interpretations  . ••••.••  • . 

Requests  withdrawn  or  dismissed  . 


Total  . - . 

Disposed  of  . 

Cases  pending  July  24,  1924 


1865  Total 

1267 

598 


107 

87 

175 

11 

645 

12 

10 

7 

1 


114 

8 

5 

0 

29 

2 

3 
0 

14 

1 

21 

2 

2 

C 

( 

1 

4 
( 

126' 


M1NUT 


WHEREAS,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  123rd  street, _  Lexing¬ 
ton  avenue  and  Third  avenue  are  business  districts,  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  8,  1924,  reads : 

“1.  A  public  garage  for  more  than  five  cars  my 
not  be  constructed  in  a  business  district.  Sec.  4,  Build¬ 
ing  Zone  Resolution.  c.  1A 

“3.  Lawful  rear  yard  must  be  provided.  Sec.  lb, 

Building  Zone  Res.” ; 

Whereas  the  proposed  building  is  to  be  of  fireproo 
construction,  tour  stories  in  height,  with  a  frontage  of 
n  h  8  in. and  a  depth  of  100  ft.  11  in.;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles,  and 

.Whereas,  there  existed  on  this  street  between  the  in¬ 


tersecting  streets  on  July  25,  1916,  a  stable  for  more  tha 

five  horses.  ,  .  , 

Resolved,  that  the  board  of  appeals  does  hereby  mak 
a  variation  in  the  application  of  the  use  district  reguL 
tions  of  the  building  zone  resolution,  and  that  the  app 
cation  be  and  it  hereby  is  granted  on  condition  th« 
the  gable  walls  be  unpierced  throughout  their  entire  hog 
and  length ;  that  the  garage  shall  be  restricted  to  th  < 
stories  in  height  above  grade ;  that  the  requirements 
the  building  zone  resolution  shall  be  complied  with  in  a 
other  respects;  that  the  front  elevations  shall  be  finis 
in  face  brick,  with  architectural  terra  cotta  or  stone  tri 
mings;  that  all  permits  necessary  for  the  prosecution 
the  work  shall  be  obtained  within  nine  months  and  t. 
building  completed  within  eighteen  months  from  the  Q 
of  this  action. 


HOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  ^  ™ 
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Name  . 
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P.  O. 


My  subscription  to  begin  with  the  issue  for. 
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DATES  AND  HdURSlOF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  ra 

endan  Standards  and  Appeals,  as  listed  in  the  Cal- 

Manhattan,*"83  ***  ^  "  R°°m  Umk™' 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tor,  or  petition  shall  be  regarded  as  a  mere  notice  of  in- 
ention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

Bulld'ng'zone  R°emfr  #f  applica,ions  under  the 

-  M  f,  McDermott  . . .  Sup,,  of  Buildings.  Richmond  ested  propem  ownem  nno  \  -,“S  0blf  ‘  is  >°  »*»e  hter- 

William  J.  O'Gorman,  Secretary  and  will  be  called  S  £:1'!7.  lo  fil'  obj.««°"».  «  any, 


DIRECTORY 

BOARD  OF  APPEALS. 

WILLIAM  E.  WALSH,  Chairman. 

e  P.  Holland  John  Dowd 

L.  Connell  Joseph  B.  Gunnison 

hief  John  Kenlon  J.  Sarsfield  Kennedy 

DARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

e  P.  Holland  John  Dowd 

h  L.  Connell  Joseph  B.  Gunnison 

hief  John  ICenlon  J.  Sarsfield  Kennedy 

E  JR  Drennan  . . .  Fire  Commissioner 

R.s  Brady  . Supi.  of  Buildings,  Manhattan 

.iJEViLLE  .  Supt.  of  Buildings,  The  Bronx 

rx;  vf LEINERT . Supt.  of  Buildings ,  Brooklyn 

TV.  Moore  .  c a..:u : /-> 


William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

c-Municipal  Building,  Room  914. 

PONE— Worth  0184. 


and  will  be  called  in  Room 9  9  on  futdTsS/  T 

«  ",eo-cS“dar  wii1  °" 

JtdS  n  Lf°,?>d°rjA  n?t  *°  ,b!  “"fused  with  the 


:i Hours— 9  a.  m.  to  4  p.  m..- Saturdays,  9  a.  m.  to  CaTendaPof  easefr^,  *S  T  *°  be  “"fused  with  th, 
2-uon.  infon  fixed  dav  h,Ve  ’’ee"  set  for  hear 


’n munications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


p= 

Is  issue  of  the  Bulletin  contains,  in  the  order 


July  25,  1924. 

mutes  of  Meeting,  Board  of  Standards  and 
Appeals,  July  29,  1924 
iales  Adopted. 

Icond  Quarterly  Report, 
v'ogress  Report. 


mg  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

i\o  appeal  application  or  petition  will  be  entertained  -*n 
connection  with  which  court  proceedings  are  pending  or  in 

SSJTSnX  ««  not  "filed  Sr'twenly 

ficia!. f  °m  date  °f  the  act,on  nf  t,le  Administrative  Of 

by  the  rules'  oMhi/  Board/  "  ^  °"  ^  ^  requ,’red 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  an 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 


ocket. 

all  of  Clerk’s  Calendar. 

‘he  Trial  Calendar. 

•otices  in  Building  Zone  Cases, 
linutes  of  Special  Meeting,  Board  of  Appeals  !’°^r  S!laI.1  .forw?rd  a  signed  notice  o 7  appeaT'addresse. 

July  25,  1924.  PP  ’  ”  t,le  admmistrative  official  (either  superintendent  of  buTd. 

cafe  of  fiiidCOnrnoSS,0ner)  "d  fi,c  W,'th  this  Board  a  d^'>’ 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  anneal. 

p  pea  Is,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions 

William  £.  Walsh.  Chairnum. 
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CALENDAR 


DOCKET. 


NOTICE. 


New  Cases  Filed  Week  Ending  July  31,  1924. 

Cal.  No.  Department  Premises  Affected 

985-24-S .' . F.D. _ 114-116  5th  ave.,  Man. 

'  L.  F.  61716-L.  F.  61818 

984-24-  \  F.D . 87  Nassau  st.,  Man. 

'  .  L.  C.  24957 

983-04-S  . .  F.D . 6-8  West  20th  st.,  Man. 

'  L.  F.  56117 

982-°4-S  .  .  .F.D . 614-618  W.  131st  st.,  Man. 

" _ _  L.  D.  62493 

98i  94-/S.  F  D . 77-81  Wooster  st.,  Man. 

'  F-61689 

980-^4- \  F.D .  320-322  E.  95th  st.,  Man. 

_____  F-59385 

979.94-BZ . B.B.B.  ..6914-6932  4th  ave.,  Bklyn. 

,  N.  B.  14274-1924 

978-94-A . F.D . 99-101  5th  ave.,  Man. 

L.  C.  24621 

977-94-BZ . F.D . 1913  Ralph  st.,  Ridgewood,  Q. 

_____  L.  C.  82902 

976-24- A . F.D . 36  Devoe  st.,  Bklyn. 

’  F-53441 

975-24- A . F.D . 312-316  E.  95th  st.,  Man. 

_ _  L.  F.  60375-F-60376 

974-24-S . F.D . 259-273  Green  st.,  Bklvn.^ 

_ __  L.  D.  54551 

973.24-BZ . B.B.B.  ..1702-12  11th  ave.,  Bklyn. 

_ _  N.  B.  13982-1924 

— « 

972-24-BZ . B.B.Bx.  .1273  Cromwell  ave.,  Bx. 

_ _  N.  B.  2124-1924 

971-24-A . F.D . 219  E.  42nd  st.,  Man. 

F-57054-L.  C.  24273 

970-24-A . F.D .  654-662  W.  57th  st.,  Man. 

*  L.  C.  24392 

969-24- A . F.D . 126  Franklin  st.,  Man. 

'  _ _  Alt.  933-1923 

968-24-BZ . B.B.B.  ..1922-1932  Kings  Highw’y,  Bk. 

_ , _  N.B.  1366-1367-1368-1369-1924 

967-24-S . F.D . 1-5  W.  45th  st.,  Man. 

'  L.  D.  54342 

966-24-S . F.D . 1-13  E.  33rd  st.,  Man. 

_ _  L.  D.  62071 


Notice  is  hereby  given  that  the  board  of  appeals  and  th< 
board  of  standards  and  appeals  will  hold  no  hearings 
during  the  month  of  August.  The  next  regular  meet¬ 
ings  of  both  boards  will  be  held  on  September  9,  1924,  anc 
that  the  next  Clerk’s  Calendar  Gall  will  be  held  on  the  sam» 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals 
applications  and  petitions,  also  for  consultations  and  othe 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

287-24-BZ. 

APPLICANT — Theodore  Ehrsam,  for  Bayie  Realty  Co 
Inc.,  owner. 

PREMISES — 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

446-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  140th  Street  ar 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gitterma 
owners. 

PREMISES— 2335-2341  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

836-24-BZ. 

APPLICANT— William  F.  Doyle,  for  John  M.  Hora 
owner. 

PREMISES — 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

844-24-BZ. 

APPLICANT— Daniel  Santoro,  for  Antonio  Massa,  owm 

PREMISES— 75  Montgomery  avenue,  Tompkinsvi.lle,  Ric 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 


.j-.v 

« 

Restored  to  Calendar 


495-24-BZ . B.B.R.  ..W.  S.  Jewett  ave.,  11.5  ft.  S. 

Waters  ave.,  W.  N.  Brighton, 

_ —  Rich.  N.  B  475-1924 

190-24-BZ . B.B.B.  ..2513-2519  Tilden  ave,  Bklyn. 

_ _  N.  B.  14986-1923 

205-24-A . F.D .  635-641  W.  49th  st.,  Man. 

- —  F-32000 

632-23-BZ . B.B.B.  ..1711-1729  Neptune  ave.,  Bkln. 

AT  N  B.  8693-1923 


1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  G: 
giulo,  owner. 

PREMISES— 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  ir 
residence  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  ( 
motor  vehicles. 

639-24-BZ. 

APPLICANT— William  J.  Conway,  for  John  Muldo 
owner. 

PREMISES— 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  tl 
five  (5)  motor  vehicles. 
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632-23-BZ. 


APPLICANT— Thomas  O’Rourke  Gallagher,  for  Antonio 
Guigliano,  owner. 

PREMISES — 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

190-24-BZ. 

APPLICANT— William  F.  Doyle,  for  William  F.  Till, 

owner. 

PREMISES — 2513-2519  Tilden  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

PREMISES — West  side  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  Richmond. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

J22-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
'Corporation,  owner. 

PREMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24-A — 430  Seventh  avenue,  L.  I.  City,  Queens. 
734-24-A — 65-67  West  Houston  street,  Manhattan. 

■36-24-A — 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 
739-24-A — 26  Broadway,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

8 1 0-24- A — 1658  Broadway,  Manhattan. 

268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
1  a  Public  hearing  under  the  provisions  of  the  building 
3ne  resolution,  Tuesday  morning,  September  9,  1924,  at  10 
clock  in  Room  919,  Municipal  Building,  on  the  following 
tatters : 

no.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 


cal.  no.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  8 16-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 

vxrd  i5t0re  purposes  I  Premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 

cal.  no.  361-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M 
O  Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 

Bronx. 

cai..  NO.  64-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own- 
ers,.  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  28-34  Newtown  avenue, 

Astoria,  Queens. 

cal.  no.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  484-490  Sterling  place, 
Brooklyn. 

cal.  no.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  691-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi- 
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dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes; 
premises  9023  218th  place,  Hollis, 

Queens. 

CAL.  no.  558-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  moij  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

■V.  1* 

cal.  no.  695-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Alanhattan. 

cal.  no.  1514-23-BZ— Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Alorris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 

cal.  no.  877-24-BZ — Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes ; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 


:al.  no.  461-24-BZ— Application,  March  29,  1924,  under  the 
building  zone  resolution,  of  John  C. 
Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises  ;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S— 656  Broadway,  Alanhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S— 1205-1213  Broadway,  Manhattan. 

286-24-S — 224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24- S— 224-232  West  30th  street,  Manhattan. 

746-24-S — 1162  Broadway,  Manhattan. 

822-24-S— 13-19  East  New  York  avenue,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

492-24-SA — Holtzer- Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

590-24-SA — Film  Inspection  Alachine,  approval  of. 
803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK'S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

307-24-BZ. 

APPLICANT— Emil  Guterman,  for  Patrick  Gallagher, 
owner. 

PREAIISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of  a 
gas  selling  station. 

849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Properties 
Corp.  and  Howard  A.  Raymond,  owners. 

PREMISES— 348-358  East  184th  street,  The  Bronx. 

TO  PERAIIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

891-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

PREAIISES — -North  side  of  East  181st  street,  from  Folin 
street  to  Tiebout  avenue,  The  Bronx. 

TO  PERAIIT  partly  in  a  residence  district  and  partly  m 
a  -business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


CALENDAR 


908-24-BZ. 

APPLICANT — William  F.  Doyle,  for  George  W.  Mc- 
Adam,  owner. 

PREMISES — East  side  of  Jerome  avenue,  100  ft.  north 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 

199-24- A — 330-344  West  44th  street,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

328- 24-A — 153  East  76th  street,  Manhattan. 

329- 24-A — 1900  Crotona  parkway,  The  Bronx. 

640- 24-A— >359  Wales  avenue  and  779  East  142nd  street 

The  Bronx. 

641- 24- A— 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 

743-24- A— 221  77th  street,  Brooklyn. 

772-24-A  Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

781-24-A — 714-716  Atlantic  avenue,  Brooklyn. 

829-24-A — 1600  Broadway,  Manhattan. 

839-24-A — 319-321  Grand  street,  Manhattan. 

851-24-A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 


premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

cal.  N„.  809-24-BZ-— Application,  June  16,  1924,  under  the 
hui Id.ng  zone  resolution,  of  Cass  Gil- 
bert,  architect,  on  behalf  of  New  York 

nplmif  nSUraif  •  ComPany-  owner,  to 
permit  in  a  business  two-times  height 

of  a  hthn  ereCtl0n  °f  the  street  walIs 
o  a  budding  t°  a  height  exceeding 

the  limit  required  under  the  building 

East  r26t°Utr;tPremiShS  "0rth  side  oi 
tast  26th  street,  south  side  of  East 

27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan. 

cal.  no.  6o5-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunmgan,  applicant,  on  behalf  of  John 
U  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 

3837°Wh't  a pHatre  btiilding ;  premises 
3837  \\  hite  Plains  avenue,  The  Bronx. 

cal.  no.  8o3-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cords,  applicant,  on  behalf  of  Mary 
X;  ’Owner,  previously  dismissed 
tor  lack  of  prosecution,  to  permit  part¬ 
ly  m  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  o  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREB1  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  16,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  497-24-BZ— Application,  Apr.il  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

cal.  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  664-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen,  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building; 


-4-BZ  Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Uoyle,  applicant,  on  behalf  of  William 
ulichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles' 
premises  1655-1663  St.  Marks  avenue’ 
Brooklyn.  ’ 


cal.  no.  814-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
f;  D°yle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution  • 
premises  312-318  East  26th  street,  Man¬ 
hattan. 


cal.  no.  1373-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  James  P 
Whiskeman,  architect,  on  behalf  of  R 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop  • 
premises  160  West  Fordham  road  The 
Bronx. 
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CAL.  NO.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

478-24-A — 1600  Broadway,  Manhattan. 

760-24- A — 1002-12  Grand  street,  Brooklyn. 

775-24-A — 517-519  Academy  street,  L.  I.  City,  yueeus. 

798-24-A — 656  Broadway,  Manhattan. 

802-24-A — 15  West  17th  street,  Manhattan. 

804-24-A — 30-46  Erasmus  street,  Brooklyn. 

843-24-A — 264  39th  street,  Brooklyn. 

854-24-A — 6-10  East  1st  street,  Manhattan. 

1073-23-A — 423-425  East  63rd  street,  Manhattan. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

678-24- A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

773-24-A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A — 1495  St.  Nicholas  avenue,  Manhattan. 

861-23-A— 60-62  West  112th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  FuE 
ton  street,  Brooklyn. 

cal.  NO.  701-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bass  ford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bron* 


cal.  no.  235-23-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Gritfin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  ejection  and  main¬ 
tenance  oi  a  garage  tor  the  storage 
of  more  than  hve  to)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 

cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

823-24-A — 852-854  Humboldt  street,  Brooklyn. 

890-24-A — 460-462  West  129th  street,  Manhattan. 
905-24-A — 135  East  55th  street  and  657-661  Lexington  ave¬ 
nue,  Manhattan. 

1144-23-A— 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  Sarah  Hanlon,  owner, 
Jeannette  Wilson  Metten,  lessee,  to 


1068 


CALENDAR 


permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  an  exist¬ 
ing  residence  building;  premises  234 

West  74th  street,  Manhattan. 

% 

vl.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 

>u  no.  497-23-BZ — Application,  July  13,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  S.  C. 
La  Vine,  Inc.,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-1586 
Bedford  avenue,  Brooklyn. 

!L.  NO.  64-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution; 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

l.  no.  764-24-BZ — ‘Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  E. 
Eustis,  applicant,  Edwin  F.  Branning, 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

u  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

no.  1066-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

..  no.  821-24tBZ — Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P. 
Deeves,  applicant,  on  behalf  of  De- 


wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  460-462  West  129th 
street,  Manhattan. 

cal.  no.  714-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Kalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 

cal.  no.  782-24-BZ — Application,  June  9,  1924,  -under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes ;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  23,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

604-24-S — 15  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA — -Universal  Oil  Burner,  approval  of. 

860-24-SA— Monarch  Domestic  Fuel  Oil  Burner,  approval 
of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil  Pump, 
approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

929-24-A — 612  Fifth  avenue,  Manhattan. 

932-24-A — 11209  St.  Anns  avenue,  Richmond  Hill,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  30,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  655-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  5703 
Twelfth  avenue,  Brooklyn. 
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cal.  no.  84 1-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  J 87th  street, 
The  Bronx. 

CAL.  NO.  710-24-BZ— Application,  May  21,  J 924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  1)4  times  height 
district  the  erection  of  a  street  wall 


without  a  setback  to  a  height  exc 
ing  the  limit  required  by  the  zone  r( 
lution ;  premises  west  side  of  An 
avenue,  350  ft.  south  of  Jackson  ■ 
nue,  L.  I.  City,  Queens. 

t 

cal.  no.  737-24-BZ — Application,  May  27,  1924,  under  1 
building  zone  resolution,  of  Ferdir 
Savignano,  architect,  on  behalf  of  1 
geline  Savignano,  owner,  to  permi 
a  residence  “E”  area  district  the  e; 
tion  and  maintenance  of  a  built 
situated  nearer  than  ten  (10)  feet  L 
the  street  line;  premises  2-12  i| 
street  and  8601  Shore  road,  Brook’ 
William  E.  Walsh,  Chairma 


MINUTES 


BOARD  OF  APPEALS 


- 


SPECIAL  MEETING. 
FRIDAY  MORNING,  JULY  25,  1924. 


Present.  Chairman  Walsh,  Messrs.  Connell,  Dowd,  Gun¬ 
nison,  Holland,  Kennedy  and  Deputy  hire  Chief  Martin. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
341-19-A 

APPELLANT— Croker  National  Fire  Prevention  Engi¬ 
neering  Company,  for  H.  P.  Ulich. 

SUBJECT— Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 40-42  Prince  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  None. 

ACTION  OF  BOARD— Appeal  reopened,  resolution  mod¬ 
ified. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION — 

Affirmative,  Chairman  Walsh,  Messrs.  Connell, 
Gunnison,  Holland,  Kennedy  and  Deputy 

Fire  Chief  Martin .  6 

Negative .  0 

Absent:  Mr.  Dowd  .  1 

THE  RESOLUTION : 

(341-19-A) 

Whereas,  H.  P.  Ulich,  filed,  May  23,  1919,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  40-42  Prince  street,  Man¬ 
hattan;  and  .  .  ,  . 

W^hereas,  the  decision  of  the  fire  commissioner,  dated 

April  15,  1919,  reads:  . 

“1.  Provide  a  separate  and  distinct  system  ot  auto¬ 
matic  sprinklers  throughout  the  building  ***.”; 


Whereas,  the  building  is  non-fireproof,  three  stories 
high,  49  ft.  1  in.  by  107  ft.  2  in.  irregular  in  area;  occu¬ 
pied  as  a  paper  box  factory,  with  cutting  room  and  storage 
in  the  first  story,  6  persons;  manufacture  and  storage  in 
the  second  story,  8  persons;  manufacture  of  paper  boxes 
in  the  third  story,  17  persons  employed;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  first  story  to  the  roof  enclosed  in  fireproof  parti¬ 
tions  with  fire  doors  at  the  openings,  a  standard  fire  escape 
on  the  front  of  the  building,  with  fire  windows  along  the 
course  of  the  fire  escape  and  counterbalanced  stair  to  the 
street,  hand  fire  extinguishers  are  provided  for  each  story; 


Whereas,  the  building  is  only  three  stories  in  hei: 
with  a  floor  area  of  less  than  4900  feet. 

Whereas,  this  appeal  was  granted  by  the  board  at  l 
meeting  June  10,  1919,  with  occupancy  stated  and  appel; 
requests  a  modification  to  permit  an  unusual  occupancy 
Resolved,  that  the  decision  of  the  fire  commisioner  be  . 
it  hereby  is  rei'erscd,  and  that  the  appeal  be  and  it  hen 
is  granted  on  condition  that  the  occupancy  shall  not  ex : 
45  persons  above  the  first  story  and  that  all  expos: 
within  30  feet  horizontally  and  50i  feet  vertically  shall 
equipped  in  accordance  with  the  requirements  of  the  d 
of  ordinances. 


1469-23-A. 

APPELLANT — Combustion  Engineering  Corp.,  for  Kj 
County  Lighting  Co.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  c 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— 880-884  65th  street,  Brooki 
APPEARANCES— 

For  Appellant:  George  B.  Elfast. 

ACTION  OF  BOARD — Appeal  reopened  and  30-day  < 
tension  of  permit  granted. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMI- 
Affirmative :  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Dowd,  Gunnison,  Holland,  Kennedy 

and  Deputy  Fire  Chief  Martin . 

Negative  . 

Absent . . . 

THE  RESOLUTION : 

( 1469-23-A.) 

Whereas,  the  Combustion  Engineering  Corp.,  for  Ki 
County  Lighting  Co.,  owner,  filed,  Dec.  12,  1923,  an  ap- 
with  the  board  of  appeals  from  a  decision  of  the  ' 
commissioner  affecting  premises  880-884  65th  street,  Bn< 
lyn,  and  _ 

Whereas,  the  decision  of  the  fire  commissioner  renck 
Nov.  3,  1923,  in  acting  on  Application  No.  1032-23,  re;> 
“3.  Pumps  must  have  approval  of  board  of  st:l 
ards  and  appeals. 

“4.  Burners  must  have  approval  of  board  of  st; 
ards  and  appeals.” ; 

Whereas,  the  premises  consist  of  a  plot  of  ground’ 
which  is  located  the  plant  of  the  Kings  County  Ligh 
Company;  it  is  proposed  to  install  in  the  boiler  ,!! 
which  is  a  one  story  building  87  ft.  5)4  in.  by  56  ft.  5/. 
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in  area,  two  boilers  and  a  fuel  oil  burning  installation;  the 
installation  to  be  made  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals  except  that  the  pumps  which 
are  known  as  the  “McGowan  Pumps”  and  the  burners 
which  are  known  as  the  “Quinn  Oil  Burners,”  have  not 
been  approved  by  the  board  of  standards  and  appeals ; 

Whereas,  the  appellant  requests  a  temporary  permit  for 
the  operation  of  the  plant  for  a  temporary  period  of  ninety 
days,  pending  the  approval  of  the  pumps  and  burners  by 
the  board  of  standards  and  appeals;  and 

Whereas,  the  request  for  temporary  permit  was  granted 
by  the  board  at  its  meeting  Jan.  13,  1924,  and  April  1,  1924, 
for  a  temporary  period  of  ninety  days  and  appellant  re¬ 
quests  a  further  extension  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  granted  to  permit  the  operation  of  the 
plant  for  a  temporary  period  of  ninety  (90)  days,  at 
owner’s  risk,  subject  to  inspection  of  burners  and  pump. 


65-24-A. 

APPELLANT — Starrett  &  Van  Vleck,  for  Saks  &  Com¬ 
pany. 

SUBJECT — Application  for  reopening— appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — 611-621  5th  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  A.  C.  Youngson. 

ACTION  OF  BOARD — Appeal  reopened  and  extension  of 
permit  granted  for  ninety  days. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 


uty  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION : 

(65-24-A.) 


Whereas,  Starrett  &  Van  Vleck,  for  Saks  &  Company, 
owner,  filed,  January  17,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  611-21  Fifth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  26,  1923,  in  acting  on  N.  B.  Application  No.  1443- 
22,  reads : 

“1.  Burners  used  must  be  of  a  type  approved  by 

the  Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 

158  ft.  10  in.  by  208  ft.  in  area;  OCCUPIED  as  a  depart¬ 
ment  store,  with  a  total  estimated  occupancy  of  12,896  per¬ 
sons  in  the  building  at  any  one  time;  it  is  proposed  to  in¬ 
stall  a  Bethlehem  Dahl  Fuel  Oil  Burning  Equipment,  the 
installation  to  be  made  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  except  that  the  burner  has 
not  been  approved;  and 

Whereas,  appellant  requests  approval  of  the  installation 
and  a  temporary  permit  to  operate  same,  pending  inspection 
and  approval  of  the  burner  by  the  board ; 

Whereas,  a  temporary  permit  was  granted  by  the  board 
at  its  meeting  March  25,  1924,  and  appellanat  requests  an 
extension  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  permitting  the  operation  of  the  fuel  oil  burner  for 
a  temporary  period  of  ninety  (90)  days  from  the  date  of 
this  action,  at  the  owner’s  risk,  on  condition  that  the  fuel 
oil  equipment  shall  be  installed  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals  and  in  all  other 
respects  approved  by  the  fire  and  building  departments,  sub¬ 
ject  to  action  by  the  board  of  standards  and  appeals  on  the 
petition  pending  for  inspection  and  approval  of  said  burner. 
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APPELLANT — Department  of  Public  Works,  for  City  of 
New  York,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — E.  S.  Exterior  street,  955.67  ft. 

north  of  Cromwell  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant :  F.  W.  Kimm. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 


uty  Fire  Chief  Martin .  6 

Negative  .  o 

Absent :  Mr.  Dowd .  i 

THE  RESOLUTION: 


(820-24-A) 

Whereas,  Department  of  Public  Markets  for  City  of 
New  York,  owner,  filed,  June  19,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  east  of  Exterior  street  335  ft. 
north  of  Cromwell  avenue,  The  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner  ren¬ 
dered  May  21,  1924,  in  acting  on  N.  B.  Application  No. 
588-24,  reads : 

“13.  Four  risers  are  not  sufficient  to  cover  the  floor 
area;  number  of  risers  must  conform  to  Rule  No.  24. 
No  more  than  100  ft.  of  hose  is  allowed  at  any  outlet. 
Risers  not  located  in  the  stairway  enclosure  must  be 
protected  from  interior  fire  damage  as  per  Rule  No. 
23.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
335  ft.  6  in.  by  316  ft.  2  in.  in  area;  OCCUPIED  as  fol¬ 
lows  :  1st  and  2nd  stories,  receiving  floors  and  display 
stalls;  3rd  story,  dry  storage;  4th  story,  cold  storage;  5th 
story,  freezer  floor;  6th  story,  cold  storage;  and 

Whereas,  appellant  contends  that  this  type  of  building 
can  be  covered  with  six  risers  with  125  ft.  of  hose  at  each 
outlet,  in  lieu  of  10  risers  with  100  ft.  of  hose  at  each 
outlet. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  be  equipped  with  an 
approved  standpipe  system  with  not  less  than  six  risers,  with 
sufficient  hose  to  cover  entire  floor  area;  that  four  of  such 
risers  shall  be  located  in  the  stair  halls  and  two  of  such 
risers  hall  be  located  approximately  half  way  between  the 
stairways  as  indicated  on  plans  filed  in  this  appeal. 


205-24-A. 

APPELLANT — Brambach  Piano  Company,  lessee. 
SUBJECT — Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 635-641  West  49th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Mark  D.  Campbell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  reopened  and  granted  on 
condition. 

CONDITIONS — As  specified  in  reolution. 

THE  VOTE  TO  REOPEN  AND  GRANT  ON  CONDI¬ 
TION— 

Affirmative  :  Chairman  Walsh,  Messrs.  Connell, 
Dowd,  Gunnison,  Holland,  Kennedy  and 


Deputy  Fire  Chief  Martin .  7 

Negative  .  0 

Absent  .  0 


MINUTES 


THE  RESOLUTION: 

(205-24-A) 

Whkreas,  Brambach  Piano  Company,  for  Isabella  Baird, 
owner,  filed,  February  8,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  635-641  We«t  49th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  30,  1924,  reads: 

“1 — Replace  the  missing  shutters  on  4th,  5th  and 
6th  stories  east  and  west  sides  of  building  and  de¬ 
fective  shutters  on  2nd  and  3rd  stories,  west  side 
of  building,  with  proper  iron  kalame/ined  shutters 
at  all  openings  in  the  exterior  walls  above  1st  story 
which  are  distant  in  a  direct  line  less  than  30  ft.  from 
any  opening  in  any  other  building  and  not  in  the  same 
plane  with  said  openings  and  which  are  not  more 
than  50  ft.  above  a  neighboring  roof.  Sec.  375,,  Arti¬ 
cle  18,  Chapter  5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  100  ft.  by  105  ft.  (irregular)  in  area;  OCCUPIED 
as  a  piano  factory,  260  person  employed;  there  are  17 
windows  in  the  westerly  wall  which  are  within  30  ft.  of 
windows  in  an  adjoining  building  under  the  same  owner¬ 
ship  ;  there  are  15  windows  in  the  easterly  wall  which  are 
within  50  ft.  of  the  roof  of  the  adjoining  non-fireproof  ga¬ 
rage  building;  there  are  12  windows  in  the  northerly  wall  of 
rear  extension  which  are  within  50  ft.  of  roof  of  the  exten¬ 
sion  of  adjoining  building  under  the  same  ownership;  and 
Whereas,  appellant  contends  that  the  building  is  equip¬ 
ped  with  automatic  sprinkler  heads  within  3  ft.  of  window 
openings;  that  the  property  is  in  the  condemned  area  for 
a  new  dock  and  is  expected  to  be  taken  over  and  that  to 
comply  with  the  order  would  be  a  hardship  as  they  will 
have  to  vacate  the  building;  and 

Whereas,  the  appeal  was  denied  by  the  board  at  its 
meeting  May  27,  1924,  and  appellant  requested  a  reopening 
and  reconsideration  of  the  case,  which  request  was  granted 
by  vote  of  the  board. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  in  so  far  as  the  order  affects  the  windows  in  the 
westerly  wall  on  condition  that  the  windows  in  the  easterly 
wall  are  properly  protected  or  closed  up  solid  with  ap¬ 
proved  masonry. 


1191-23-BZ. 

APPLICANT — Nathan  Langer,  for  Commonwealth  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5  motor  vehi¬ 
cles. 

PREMISES  AFFECTED — 425-431  West  209th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
September  9,  1924,  at  10  a.  m. 


1367-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  B.  R.  Construction 
Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  “B”  area 
district  the  erection  and  maintenance  of  a  build¬ 
ing  occupying  more  than  40  per  cent  of  the  rear 
yard  area. 

PREMISES  AFFECTED— 1211-1263  Boynton  avenue.  The 
Bronx. 

APPEARANCES— None. 

Chairman  read  telegram  from  applicant. 

ACTION  OF  BOARD— Request  to  reopen  laid  over  to 
September  23,  1924,  at  10  a.  m. 


1137-22-BZ. 

APPLICANT — Application  for  reopening  (re:  decision  of 
fire  commissioner)  to  permit  in  a  business  dis¬ 
trict  the  erection  of  an  oil  selling  station. 

PREMISES  AFFECTED — South  side  of  Buel  avenue, 
1,030  feet  east  of  Richmond  road,  Richmond. 
APPEARANCES— 

For  Applicant :  Martin  James  Fielder. 

For  Opposition:  None. 

ACTION  OF  BOARD — Deferred  as  existing  permit  does 
not  expire  until  October  31,  1924.  Laid  over  to 
October  21,  1924,  at  10  a.  m. 


405-24-BZ.  M- 

APPLICANT — James  Whitford,  for  Westerleigh  Build¬ 
ing  and  Loan  Savings  Association,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  build¬ 
ing  to  be  used  for  business  purposes. 

PREMISES  AFFECTED — West  side  of  Jewett  avenue, 
11.5  ft.  south  of  Water  avenue,  Richmond. 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  September  9,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 


uty  Fire  Chief  Martin .  6 

Negative  .  o 

Absent:  Mr.  Dowd .  i 


APPLICANT — William  F.  Doyle,  for  William  F.  Till, 
owner. 


SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  erection 
of  a  public  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2513-2519  Tilden  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  Martin  J.  Ort. 

For  Opposition — None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
calendar  call  September  9,  1924,  at  2  p.  m.  ; 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
Gunnison,  Holland,  Kennedy  and  Deputy 


Fire  Chief  Martin .  6 

Negative  . • .  0  , 

Absent:  Mr  Dowd  .  1 


632-23-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Antonio 
Guigliano,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  | 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1711-1729  Neptune  avenue, 
Brooklyn. 

APPEARANCES — 

For  Applicant:  Thomas  O’Rourke  Gallagher. 

For  Opposition— None. 

ACTION  OF  BOARD — Application  restored  to  calendar 
and  set  for  calendar  call  September  9,  1924,  at  2 
p.  m. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Connell, 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 


uty  Fire  Chief  Martin .  6 

Negative  .  0 

Absent :  Mr.  Dowd .  1 
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MINUTES 


j6-19-BZ. 

PPLICANT — Christian  J.  Stock,  owner. 

UBJECT — Application  for  reopening  (re:  decision  of  fire 
commissioner)  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  two  (2)  motor 
vehicles,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 

REMISES  AFFECTED — 11508  80th  avenue,  Borough  of 
Queens. 

APPEARANCES — 

For  Applicant :  Christian  J.  Stock. 

For  Opposition — None. 

CTION  OF  BOARD — Application  reopened  and  permit 
extended. 

HE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 

OF  PERM  IT- 

Affirmative:  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 


uty  Fire  Chief  Martin  .  6 

Negative  .  0 

Absent :  Mr.  Dowd  .  1 

THE  RESOLUTION: 


(956-19-BZ) 

Vhereas.  Christian  J.  Stock,  owner,  filed,  December 
1  1919,  with  the  board  of  appeals,  an  application  under 
building  zone  resolution,  to  permit  in  a  residence  dis- 
:t  the  maintenance  of  a  garage  for  two  motor  vehicles, 
.ce  in  which  is  rented  to  persons  not  residing  on  prem- 
premises  11508  89th  avenue,  Queens;  and 
Vhereas,  a  public  hearing  was  held  on  this  application 
)  the  board  of  appeals,  at  its  regular  meeting,  January  6, 
■0,  after  due  notice  by  publication  in  the  Bulletin  of 
Board  of  Standards  and  Appeals ;  and 
Vhereas,  the  use  district  maps  accompanying  the  build- 
i  zone  resolution  show  that  89th  avenue  and  115th  street 
.  both  located  in  residence  districts ;  and 
Vhereas,  the  decision  of  the  fire  commissioner,  dated 
Member  18,  1919,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3  of  article  2  of  the  building  zone  resolution 
of  the  Board  of  Estimates  and  Apportionment  of  the 
City  of  New  York  adopted  July  25,  1916,  inasmuch 
as  motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage. 

“You  are  therefore,  ordered  to  remove  all  automo¬ 
biles,  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  the  dwelling  on  lot 
where  garage  is  situated.” ; 
i 

Vhereas,  the  building  is  one  story  in  height,  with  a 
tntage  of  16  ft.  and  a  depth  of  16  ft.;  erected  in  May, 
57,  and  occupied  as  a  garage  for  two  pleasure  cars, 
[ce  being  rented  to  persons  not  residing  on  the  prem- 

i  ;  and 

Whereas,  applicant  has  filed  the  duly  acknowledged  con- 
::s  of  the  owners  of  80  per  cent  of  the  property  frontage 
tmed  by  the  board  to  be  affected  and  no  one  appeared 
opposition  to  the  granting  of  this  application;  and 
vhereas,  this  application  was  granted  by  the  board  at 
:meeting  Jan.  6,  1920,  for  a  temporary  period  and  ap- 
I  ant  requests  an  extension  of  time. 
esolved,  that  the  board  of  appeals  does  hereby  make 
ariation  in  the  application  of  the  use  district  regula¬ 
rs  of  the  building  zone  resolution,  and  that  the  apDli- 
on  be  and  it  hereby  is  granted  on  condition  that  the 
rior  of  the  garage  shall  be  lined  throughout  with  bre¬ 
eding  material  as  provided  for  under  Cal.  No.  1150- 
SV,  and  that  the  permit  so  granted  shall  be  for  a  period 
wo  years  from  the  date  of  this  action. 


>  24-BZ. 

PLICANT — Simeon  B.  Eisendrath,  for  Fifty-four  West 
Thirty-ninth  St.,  Inc.,  owner. 


SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  “B”  area 
district  the  erection  of  a  building  without  increas¬ 
ing  the  depth  of  yard  by  setbacks  as  required  un- 
der  section  12  of  the  zone  resolution 

PREMISES  AFFECTED— 54  West  39th  street,  Manhat- 
tan. 


CES  — 

For  Applicant :  Henry  C  Oser. 

For  Opposition — None. 

ACTION  OF  BOARD— Application  reopened  and  resolu¬ 
tion  modified. 

TH  TION— :  T°  RE0PEN  AND  MODIFY  RESOLU- 


Affirmative :  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 
uty  Fire  Chief  Martin .  6 

Negative  .  Q 

Absent :  Mr.  Dowd  . .  .  i 

THE  RESOLUTION:  . 

(267-24-BZ) 

Whereas,  Simeon  B.  Eisendrath,  for  54  West  39th  Street 
Inc.,  owner,  filed,  February  19,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  “B”  area  busi¬ 
ness  district  the  erection  of  a  building  without  increasing 
the  depth  of  yard  by  setbacks  as  required  under  section 
12  of  the  building  zone  resolution;  premises  54  West  39th 
street,  Manhattan ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  13, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

.  Whereas,  the  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  39th  street  is  a  “B” 
area  and  business  use  district;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  18,  1924,  in  acting  on  N.  B.  App. 
No.  68-24,  reads : 


and 


Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  16  stories  in  height,  with  a  frontage  of  35 
ft.  and  a  depth  of  98  ft.  9  in.  in  1st  story,  88  ft.  9  in. 
above;  it  is  proposed  to  erect  a  fire  tower,  occupying  a  por¬ 
tion  of  this  rear  yard;  and 

Whereas,  the  board  deemed  that  owing  to  irregular  shape 
of  lot  there  would  be  hardship  in  preventing  applicant  from 
erecting  the  building  as  proposed ;  and 

Whereas,  the  application  was  granted  by  the  board  at 
its  meeting  May  13,  1924,  for  a  14  story  building  and  ap¬ 
plicant  requested  that  the  height  be  amended  to  16  stories 
which  request  was  granted  by  vote  of  the  board. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  area  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  so  far  as  it  affects  the  rear  fire 
tower  stairs,  on  condition  that  the  fire  tower  stairs  shall 
not  extend  within  ten  feet  of  the  rear  lot  line  at  the  easterly 
end  of  the  plot,  and  shall  not  exceed  a  width  of  ten  feet; 
and  that  the  building  shall  comply  with  the  building  zone 
resolution  in  all  other  respects;  and  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  (9)  months  and  the  building  completed  within 
eighteen  (18)  months  from  the  date  of  this  action. 


481-22-BZ. 

APPLICANT— Frank  Berg. 

SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  garage. 

PREMISES  AFFECTED— 1555  East  15th  street,  Brook¬ 
lyn. 


MINUTES 


APPEARANCES— 

For  Applicant:  Thomas  J.  Murphy. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  reopened  and  exten¬ 
sion  of  permit  granted  for  one  year  from  date  of 
this  action. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  PERMIT— 

Affirmative :  Chairman  Walsh,  Messrs.  Con¬ 

nell,  Gunnison,  Holland,  Kennedy  and  Dep¬ 
uty  Fire  Chief  Martin  .  ® 

Negative  . 

Absent:  Mr.  Dowd . . .  1 


THE  RESOLUTION : 

(481-22-BZ) 

Whereas,  Frank  Berg,  owner,  filed,  March  31,  1922  an 
application  under  the  building  zone  resolution,  to  permit  m 
a  residence  district  the  maintenance  of  a  garage,  space 
which  is  rented  to  persons  not  residing  on  premises ;  prem¬ 
ises  1555  East  15th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  June  6th 
1922,  after  due  notice  by  publication  in  the  Bulletin  o 
Board  of  Standards  and  Appeals;  and  . 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  East  15th  street,  Avenue  O 
and  Avenue  P  are  residence  districts;  and.  . 

Whereas,  the  order  of  the  fire  commissioner,  rendered 

Tanuarv  18.  1920,  reads:  .  .  ,  .  ,  .. 

“Maintenance  of  your  garage  is  a  violation  of  section 

3,  article  2  of  the  building  zone  resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  ot 
New  York,  adopted  July  25,  1916,  inasmuch  as  motor 
vehicles  stored  are  for  sale,  for  rent  or  for  hire,  or  are 

subject  to  charges  for  storage. 

“You  are  therefore  ordered  to  remove  all  motor  ve¬ 
hicles  stored  by  others  than  the  occupants  of  dwelling 
on  lot  where  garage  is  situated.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
1  story  in  height,  with  a  frontage  of  24  ft  and  a  depth  of 
18  ft.,  occupied  as  a  garage  for  three  automobiles  of  the 
pleasure  car  type,  space  for  two  cars  being  rented  to  pe  - 
sons  not  residing  on  premises;  and 

Whereas,  there  would  be  undue  hardship  in  compelling 
owner  to  immediately  discontinue  renting  of  space  in  this 

^Whereas,  this  application  was  granted  by  the  board,  at 
its  meeting,  June  6  1922,  and  June  21  1923,  for  a  period 
of  one  year  and  applicant  requests  a  further  extension  of 

the  permit.  .  , 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulation 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  for  a  period  of  one  year  from  the 
date  of  this  action,  permitting  the  renting  of  space  for 
two  cars  of  the  pleasure  car  type,  to  persons  not  residing 
on  the  premises,  on  condition  that  no  gasoline  be  stored  or 
M  cprl  on  the  nremises  other  than  in  the  tanks  of  the  cars. 


JL  I 

APPLICANT— Magnuson  &  Kleinert  for  A.  A.  A.  Hold¬ 
ing  Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening  (re :. decision  of  su¬ 
perintendent  of  buildings)  to  permit. in  a  business 
district  the  alteration  and  conversion  of  occu¬ 


pancy  of  an  existing  building  from  a  storage  1 
to  a  garage  for  the  storage  of  more  than  five  r 
vehicles. 

PREMISES  AFFECTED — 2201-2227  Neptune  av 
Brooklyn. 

APPEARANCES- 

For  Applicant :  Hugo  Magnuson. 

For  Opposition — None. 

ACTION  OF  BOARD— Application  reopened  and  re 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RES( 
TION— 

Affirmative :  Chairman  Walsh,  Mesrs.  Co 

nell,  Dowd,  Gunnison,  Holland,  Kenne 

and  Deputy  Fire  Chief  Martin  . 

Negative  . 

Absent  . 

THE  RESOLUTION: 

(174-23-BZ) 

Whereas,  Benj.  Goldberg,  for  A.  A.  A.  Holding 
owner,  filed,  Feb.  7,  1923,  an  application,  under  the  1 
ing  zone  resolution,  to  permit  in  a  business  distric 
alteration  and  conversion  of  occupancy  of  an  ex 
building  from  a  storage  house  to  a  garage  for  the  st 
of  more  than  five  (5)  motor  vehicles;  premise  2201 
Neptune  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  applii 
by  the  board  of  appeals,  at  its  regular  meeting  M 
1923,  after  due  notice  by  publication  in  the  Bullet 
the  Board  of  Standards  and  Appeals.;  and 

Whereas,  the  use  district  maps  accompanying  the 
ing  zone  resolution  show  that  Neptune  avenue,  Ware 
avenue  and  West  23rd  street  are  business  districts;  a 

Whereas,  the  decision  of  the  superintendent  of 
ings,  rendered  Jan.  26,  1923,  in  acting  on  App.  362-23,  i 
“Denied — Proposition  contrary  to  zone  resol 
Art.  II,  Sec.  4.  Occupying  an  existing  buildi: 
a  business  district  as  a  public  garage.” ; 
and 

Whereas,  the  existing  building  is  of  non-fireprooi 
struction,  one  story  in  height,  with  a  frontage  of 
and  a  depth  of  200  ft.,  formerly  occupied  as  a  warel 
the  proposed  occupancy  to  be  a  garage  for  more  tha 
motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowh 
consents  of  the  owners  of  80.7  per  cent  of  the  pre ; 
frontage  deemed  by  the  board  to  be  affected;  and 

Whereas,  this  application  was  granted  by  the  boa 
its  meeting  May  8,  1923,  on  certain  conditions  and 
cant  requested  a  modification  of  the  conditions  to  I 
the  installation  of  a  buried  storage  system  and  ga 
selling  station  which  request  was  granted  by  vote  cj 
board. 

Resolved,  that  the  board  of  appeals  does  hereby 
a  variation  in  the  application  of  the  use  district  regul 
of  the  building  zone  resolution,  and.  that  the  applii 
be  and  it  hereby  is  granted  on  condition  that  the  in 
of  the  garage  be  fire  retarded  in  accordance  with  the 
of  the  board  of  standards  and  appeals,  and  equipped' 
a  2l/2  in,  fire  line  and  hose  as  recommended  in  the  g! 
resolution  adopted  by  the  board  of  standards  and  a* 
under  Cal.  No.  179-20-S.  .  . 

Resolved,  fwrther,  that  all  necessary  permits  D 
tained  within  60  days  from  the  date  of  this  action. 


Adjourned  12.30  p.  m. 

William  J.  O’Gorman,  Secret) 
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BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  JULY  29,  1924. 
sent:  Chairman  Walsh,  Messrs.  Connell,  Dowd,  Gun- 
Holland,  Kennedy  and  Deputy  Fire  Chief  Martin. 
j»  minutes  of  the  regular  meeting  of  the  Board  of 
Ills  held  on  Tuesday  morning,  July  22,  1924,  and  the 
les  of  the  special  meeting  of  the  Board  of  Appeals, 
on  Tuesday  afternoon,  July  22,  1924,  were  approved 
inted  in  the  Bulletin,  No.  31,  Vol.  IX. 


.’PEALS  FROM  ADMINISTRATIVE  ORDERS. 
4-A.  1  : 

ELLANT — The  Silver  Slipper  Corporation,  sub¬ 
lessee,  Chelsea  Exchange  Bank,  lessee. 

1ECT — Appeal  from  decision  of  fire  commissioner. 
MISES  AFFECTED — 1600  Broadway,  Manhattan. 
’EARANCES— 

For  Appellant:  John  H.  Scheier,  for  lessee. 

For  Administration:  Inspector  Carroll,  of  Fire 
Department. 

ION  OF  BOARD — Laid  over  to  September  16th,  1924, 
at  2  p.  m.,  on  request  of  lessee’s  representative. 

(f-A. 

ELLANT — Lewis  C.  Patton,  for  Kingsland  Avenue 
Children’s  Home,  Inc.,  owner. 

TECT — Appeal  from  order  of  fire  commissioner. 
MISES  AFFECTED — S.  E.  cor.  of  Stillwell  avenue 
and  Pelham  parkway,  The  Bronx. 

EARANCES— 

For  Appellant :  Lewis  C.  Patton. 

For  Administration:  Inspector  Lynch,  of  Fire 

Department 

ION  OF  BOARD — Appeal  withdrawn. 

VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 


and  Deputy  Fire  Chief  Martin .  7 

Negative  .  0 

Absent .  0 


•1-A. 

ELLANT — Wm.  H.  Kehoe,  for  Isadore  Bernstein, 

owner. 

fECT — Appeal  from  decision  of  superintendent  of 
buildings. 

MISES  AFFECTED — 28  Buckingham  road,  Brook¬ 
lyn. 

EARANCES— 

For  Appellant :  Wm.  H.  Kehoe. 

For  Opposition :  Thos.  F.  Walsh  and  others. 
ION  OF  BOARD — Appeal  withdrawn. 

[  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Holland .  5 

Negative . . . . . .  0 

Absent:  Mr.  Connell  and  Deputy  Fire  Chief 
Martin  .  2 


4-A. 

ELLANT — Robert  Teichman,  for  Rachel  Jacoby, 

owner. 

JECT — Appeal  from  order  of  fire  commissioner. 
MISES  AFFECTED— 340-342  East  38th  street,  Man¬ 
hattan. 

EARANCES— 

For  Appellant :  Thomas  A.  Williams  and  Robert 
Teichman. 

For  Administration:  Inspector  Maher,  of  Fire 
Department. 

ION  OF  BOARD— Appeal  denied. 


i  vuir.  IU  tjrKAJNi — 

Affirmative . 

Negnedv :  n  Chfnrn  Walsh,' '  Messrs.' '  Ken-  *  ° 
nedy  Dowd  Gunnison,  Holland,  Connell 
. ,  and  Deputy  Fire  Chief  Martin  * 

Absent .  ‘ 

THE  RESOLUTION:  ° 

Axr  (718-24-A.) 

filed  ™yS23R192er  aTeichma,!>  for,  ^chel  Jacoby,  owner, 
from  an  order  Of  ?ppeal'  wlth  the  b°ar<l  of  appeals 

smssS;^  prcm- 

dated  Jan- 

l.  Provide  a  separate  and  distinct  svstem  nf  o„tn 
matic  sprinklers  throughout  buildings  having  at  least 
one  source  of  water  supply  »•  g  easl 

5oTtHb5Ei?7tfeej>' ^/ng  non-fireProof>  5  stories  in  height, 

hv  nnfi  f  area  at  the  lst  story  and  50  ft 

by  100  ft.  in  area  above;  OCCUPIED  as  follows- 

Spersonys~PaCkmg’  shipping  and  cuttin£  lumber,  10 

2nd  story— office  and  upholstering,  20  persons; 

3rd  story— cabinet  making,  25  persons; 

4th  story-  cabinet  making,  25  persons; 

npS0t0ryTCabmet  makin&  and  repair  department,  20 

pci  bons  f 

and 

Whereas,  appellant  contends  that  the  only  varnishing 
done  on  the  premises  is  confined  to  the  top  story,  that  only 
a  small  quantity  of  combustibles  (stored  in  metal  cans)  is 

dean  th? ,  a  -shaving  and  surplus-  materials  are 
cleaned  up  and  kept  in  metal  receptacles 

Resolved  that  the  order  of  the  fire’ commissioner  be 
lsd«MVrfreby  IS  a^trmedj  and  the  apPeal  be  and  b  hereby 


619-24-A. 

APPELLANT— Harry  Perlman,  lessee. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 345-347  Grand  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant— Joseph  Ahern. 

For  Administration:  Inspector  Maher,  of  Fire 
Department. 

AC1ION  Oh  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 


and  Deputy  Fire  Chief  Martin .  7 

Negative  .  o 

Absent  .  q 

THE  RESOLUTION : 

(619-24-A.) 


Whereas,  Harry  W.  Perlman,  lessee,  filed,  May  3,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  345-347  Grand 
street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
21,  1924,  in  acting  on  Order  No.  57352-F,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building  having  at  least  one 
source  of  water  supply  *  * 
and 

Whereas,  the  building  is  non-fireproof,  5  stories  and 
basement  in  height,  45  ft.  by  75  ft.  in  area.  OCCUPIED: 
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Basement,  storage ;  1st  story,  retail  store ;  2nd  story,  stor¬ 
age  ;  3rd  story,  storage ;  4th  story,  repairing  and  assem¬ 
bling  of  pianos,  2  persons ;  5th  story,  storage  of  pianos, 
2  persons ;  and 

Whereas,  appellant  contends  that  there  is  no  hazard  in 
the  work  done  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  varnishing  work  shall  be  re¬ 
stricted  to  the  top  story ;  that  not  more  than  10  persons 
shall  be  employed  in  the  building  at  manufacturing;  that 
a  forty-gallon,  approved,  portable  fire  extinguisher  shall 
be  provided  on  top  story;  that  a  sufficient  and  requisite 
number  of  sand  pails  shall  be  provided  throughout  the 
premises;  and  granted  only  so  long  as  conditions  as  to 
occupancy  and  operation  of  building  remain  unchanged. 


827-24-A. 

APPELLANT— Albert  E.  Kleinert,  superintendent  of 
buildings. 

SUBJECT— Revocation  of  permit  No.  8624-24  issued  to 
Domenick  Terrano. 

PREMISES'  AFFECTED— 1357  Dahill  road,  Brooklyn. 
APPEARANCES— 

For  Opposition:  Emil  Klein  and  S.  S.  Biskier. 
For  Administration :  Asst.  Engineer  J.  P.  Smith- 
ers  of  bureau  of  buildings. 

ACTION  OF  BOARD— Appeal  granted,  revoking  permit. 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  . .. .  0 

THE  RESOLUTION : 

(827-24-A.) 

Whereas,  the  superintendent  of  buildings,  Borough  of 
Brooklyn,  filed,  June  19,  1924,  an  appeal,  with  the  board 
of  appeals,  for  the  cancellation  of  certificate  of  occupancy 
premises  1357  Dahill  road,  Brooklyn,  and 

Whereas,  it  appears  that  permit  No.  8624-24  was  is¬ 
sued  to  Domenick  Terrano  of  1460  East  9th  street  Brook¬ 
lyn  for  the  erection  of  a  2-story  semi-detached  frame 
dwelling  on  the  east  side  of  Dahill  road  47  ft  6  in.  north 
of  60th  street,  Brooklyn,  the  plans  showing  plot  having  a 
frontage  of  60  ft.  and  depth  of  100,  the  building  being 
located  within  7  ft.  6  in.  of  the  southerly  lot  line  and 
within  22  ft.  6  in.  of  the  northerly  lot  line;  and 

Whereas,  it  appears  that  a  portion  of  the  premises 
claimed  by  Domenick  Terrano  belonged  to  another  owner 
and  that  the  dwelling  erected  by  Domenick  lerrano  was 
within  2  ft.  6  in.  of  the  lot  line,  in  violation  of  Sections 
135  and  473  of  the  building  code;  and 
Whereas,  the  certificate  of  occupancy  was  issued  by  the 
superintendent  of  buildings  on  a  misrepresentation  of  the 
facts  and  a  false  statement  as  to  ownership. 

Resolved,  that  the  appeal  be  and  it  hereby  is  granted  and 
the  certificate  of  occupancy  issued  by  the  superintenden 
of  buildings  be  and  it  hereby  is  revoked. 


0-24-A. 

PPELLANT— Barney  Scher,  owner. 

JBJECT— Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED— 52-62  Ellery  street,  Brooklyn. 
PPVAR  ANTRS — 


For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de^ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 


THE  VOTE  TO  GRANT- 

Affirmative  . 

Negative:  Chairman  Walh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland.  Connell  and 

Deputy  Fire  Chief  Martin  . 

Absent  . 

THE  RESOLUTION: 

(470-24-A.) 

Whereas,  Barney  Scher,  owner,  filed,  April  1,  1924,  a 
appeal  with  the  board  of  appeals,  from  an  order  of  tl 
fire  commissioner  affecting  premises  52-62  Ellery  stree 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  41910-1 
dated  January  11,  1923,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  autc 
matic  sprinklers  throughout  building  having  at  lea 
one  source  of  water  supply  arranged  and  equippe 
as  provided  in  the  rules  for  fire  extinguishing  aj 
pliances  adopted  by  the  Board  of  Standards  and  A] 
peals  May  24,  1917,  .  .  .” ; 

and 

Whereas,  the  premises  consist  of  a  main  non-fireproc 
building  4  stories  and  basement  in  height,  93  ft.  3  in.  t 
33  ft.  2  in.  in  area;  with  a  one  and  two  story  extensic 
to  the  rear  and  a  one  story  extension  to  the  west  25  ft.  7  i 
by  33  ft.  2  in.  in  area;  OCCUPIED  as  a  furniture  wan 
house,  6  persons  in  entire  building;  and 

Whereas,  appellant  contends  there  is  no  hazard  ar 
that  fire  pails  have  been  provided. 

Resolved,  that  the  order  of  the  fire  commissioner  1 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  here! 
is  denied. 


1317-23-A. 


APPELLANT — Lourose  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  decision  of  superintendent  c 
buildings. 

PREMISES  AFFECTED— Northeast  corner  St.  Jofii 
place  and  Buffalo  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Sol  Buleck. 

For  Opposition :  Dennis  M.  Hurley. 

For  Administration:  Asst.  Engineer  J.  P.  Smitl 
ers  of  bureau  of  buildings. 

ACTION  OF  BOARD-Appeal  granted. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin  . 

Negative  . 

Absent  . 


THE  RESOLUTION: 

(1317-23-A.) 

Whereas,  Lourose  Realty  Corp.,  owner .  of  adajoinn 
roperty,  filed,  Nov.  15,  1923,  an  appeal,  with  the  boai 
f  appeals,  from  a  decision  of  the  superintendent  of  buil< 
lgs  approving  plans  for  the  construction  of  a  series  ^ 
ve  (5)  car  garages  on  premises  northeast  corner  of  - 
ohns  place  and  Buffalo  avenue,  Lrooklyn,,  and 
Whereas,  applications  were  filed  with  the  bureau  ( 
uildings,  Nos.  14664  to  14671,  inclusive,  to  permit  in 
usiness  district  the  construction  of  a  series  of  five  G 
ir  garages,  and  stores,  on  a  plot  of  ground  with  a  iron 
ge  of  148  ft.  7  in.  on  the  east  side  of  Buffalo  avenue  ai 
frontage  of  240  ft.  on  St.  Johns  place,  there  being  riv* 
ays  separating  the  series  of  garages;  and 
Whereas,  appellant  contends  that  the  whole  improv 
lent  is  in  reality  one  large  building,  under  one  commc 
Dof  with  one  common  heating  plant,  one  sewerage,  oi 
ashroom  and  repair  shop,  ana  one  gasoline  supply  st. 
on  with  all  the  equipment  and  incidental  appurtenant' 
Dmmonly  furnished  for  use  and  to  be  found  in  puoi 
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garages,  except  that  the  partitions  are  to  be  run  from  the 
ground  to  roof  so  as  to  subdivide  these  buildings  with 
several  driveways  into  spaces  of  five  (5)  car  units;  and 
Whereas,  the  board  deemed  that  the  housing  of  more 
than  5  cars  under  one  roof  constituted  a  garage  for  more 
than  5  motor  vehicles. 


1170-23-A. 

APPELLANT — Joaquin  de  la  Roza,  owner. 

SUBJECT — Appeal  from  decision  of  Fire  Department. 
PREMISES  AFFECTED — 2814  Avenue  N,  Brooklyn. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

rHE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 


and  Deputy  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(1170-23-A.) 


Whereas,  Joaquin  de  la  Roza,  owner,  filed,  Oct.  11, 
.923,  an  appeal,  with  the  board  of  appeals,  from  a  decision 
>f  the  fire  commissioner,  affecting  premises  2814  Avenue 

'I,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
sept.  26,  1923,  reads : 

“Alt.  App.  No.  1427-22. 

“32.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 

nd 

Whereas,  the  building  is  frame,  2  stories  in  height, 

I  ft.  by  46  ft.  in  area,  OCCUPIED  as  a  dwelling;  the 
leans  of  egress  consisting  of  an  interior  stairway,  extend- 
ig  from  the  cellar  to  the  2nd  story  ;•  and 

Whereas,  there  has  been  installed  on  the  premises  a 
uel  oil  burning  installation  known  as  the  “Kleen  Heet” 
il  burner,  using  Grade  “B”  fuel  oil,  with  a  550  gal. 
ink  buried  2  ft.  below  the  ground,  encased  in  12  in.  of 
increte;  and 

Whereas,  appellant  contends  that  he  has  complied  with 

II  the  objections  of  the  Fire  Department  except  as  to  the 

pproval  of  the  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
nd  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
;  granted  so  far  as  it  affects  the  burner  on  condition  that 
le  installation  shall  comply  with  the  fuel  oil  rules  in  all 
ther  respects,  as  the  burner  has  been  inspected  and  has 
een  recommended  for  approval  by  the  board  of  standards 
nd  appeals. 


26-24-A. 

.PPELLANT — Baker  Steam  Products,  Inc.,  for  William 
J.  Welsh,  Jr.,  owner. 

UBJECT— Appeal  from  decision  of  fire  commissioner. 
REMISES  AFFECTED — 14  Fairway  Close,  Forest  Hills, 
L.  I.,  Queens. 

.PPEARANCES — 

For  Appellant :  George  C.  Le  Blanc. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Appeal  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 


and  Deputy  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

.  Whereas,  Baker  Steam  Products,  Inc.,  for  William  J. 
V\elsh,  Jr.,  owner,  filed,  May  23,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  14  Fairway  Close,  Borough  of 
Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  May  20,  1924,  reads: 

“1.  Pumps  must  be  of  a  type  approved  by  the 

Board  of  Standards  and  Appeals. 

2.  Burner  must  be  of  a  type  approved  by  the 

Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  frame,  3  stories  in  height 
38  ft.  by  33  ft.  6  in.  in  area;  OCCUPIED  as  a  private 
residence;  it  is  proposed  to  install  a  fuel  oil  burning 

equipment  in  accordance  with  the  rules  of  the  board  of 

standards  and  appeals,  except  that  the  burner  is  not  of 
an  approved  type,  the  burner  being  used  is  the  Baker 
automatic  fan  and  pump  set  with  burner. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
is  granted,  as  far  as  it  affects  the  burner  and  pumps  on 
condition  that  the  installation  shall  comply  with  the  fuel 
oil  rules  in  all  other  respects,  as  same  have  been  in¬ 
spected  and  recommended  for  approval  by  the  board  of 
standards  and  appeals. 


729-24-A. 

APPELLANT — Baker  Steam  Products,  Inc.,  for  Mrs. 

Elizabeth  C.  Webber,  owner. 

SUBJECT — Appeal  from  decisions  of  the  fire  commis¬ 
sioner  and  superintendent  of  buildings. 
PREMISES  AFFECTED— 558  West  173rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  George  C.  La  Blanc. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh.  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 
and  Deputy  Fire  Chief  Martin .  7 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION: 

(729-24-A.) 

Whereas,  Baker  Steam  Products,  Inc.,  for  Mrs.  Eliz¬ 
abeth  C.  Webber,  owner,  filed,  May  24,  1924,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner  and  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  558  West  173rd  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  May  23,  1924,  reads : 

“1.  Pumps  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals. 

“2.  Burner  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 
and  the  decision  of  the  superintendent  of  buildings,  ren¬ 
dered  April  15,  1924,  reads : 

“Petition  for  approval  of  burner  is  now  pending  be¬ 
fore  the  Board  of  Standards  and  Appeals.  No  work 
will  be  started  until  such  approval  is  obtained.”; 

and 

Whereas,  the  building  is  non-fireproof,  4  stories  in 
height,  16  ft.  6  in.  by  40  ft.  in  area;  OCCUPIED  as  a 
private  residence;  it  is  proposed  to  install  a  fuel  oil  burn¬ 
ing  equipment  complying  with  the  rules  of  the  board  of 
standards,  except  that  the  burner  is  not  of  an  approved 
type,  the  burner  being  the  Baker  automatic  oil  burner. 


1077 


Resolved,  that  the  decision  of  the  fire  commissioner  and 
the  decision  of  the  superintendent  of  buildings  be  and  they 
hereby  are  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  far  as  it  affects  the  burner  and  pumps,  on 
condition  that  the  installation  shall  comply  with  the  fuel 
oil  rules  in  all  other  respects,  as  the  same  have  been 
inspected  and  recommended  for  approval  by  the  Board  of 
Standards  and  Appeals. 


615-23-A. 

APPELLANT— Guy  W.  Culgin,  for  Estate  of  Frederick 
Gerken,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 90-92  West  Broadway,  Manhat¬ 
tan. 

appearances— 

For  Appellant:  Guy  W.  Culgin. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE —  _  , 

Affirmative:  Chairman  Walsh,  Messrs  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  1 

Negative  .  0 

Absent  . 

THE  RESOLUTION: 

(615-23-A) 

Whereas  Guy  W.  Culgin,  for  Estate  of  Frederick 
Gerken  owner,  filed,  May  18,  1923  an  appeal,  with  the 
,  .  Af  anneals  from  an  order  of  the  fire  commissioner, 

affecting  premises  90-92  West  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  April 

28,  1923*  1  provide  iron  or  kalamine  shutters  at  all  open¬ 
ings  in  the  exterior  wall  of  the  above  building  above 
the  1st  story  which  are  distant  in  a  direct  line  less 
than  30  ft.  from  any  opening  in  any  other  build  ng 
and  not  in  the  same  plane  with  said  openings  and 
which  are  not  more  than  50  ft.  above  a  neighboring 
roof  at  south  and  west  sides  of  building,  or  other 

approved  protection,  as  per  Sec.  375,  Article  18,  ^nap 

ter  5  of  the  Code  of  Ordinances.  ; 

“wheueas,  this  appeal  was  dismissed  for  lack  of  pros- 

ecution  on  December  18,  1923,  and  reopened  at  the  meet 

inn  held  on  July  8,  1924;  the  building  is  fireproof,  1 

mg  neia  o  j  *  j  by  75  ft.  9  in.  in  area;  OC- 

CUPIED  as  an' office  building,  approximately  20  persons 
WHEhEEAS0,r]!heraendare  five  windows  in  the  southerly  wall 

rb;»t“<:"|'f«.  of 
the  roof  of  said  building  and  three  windows  m  the  west¬ 
erly  wall,  on  the  6th  to  the  11th  story,  inclusive,  within 
k(\  f*  0{  the  r<x»f  of  a  building  to  the  west,  and 
Whereas  appellant  contends  that  all  the  windows  on 
the  coun  Adjacent  to  Nos.  90-92  West  Broadway  are 
equipped  with  iron  shutters  and  further  intends  there 
no  hazardous  occupancies  in  any  of  the  adjoining  bu 

^Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  far  as  it  affects  the  windows  in  westerly 
gable  wall  over  roof  of  adjoining  building  to  south,  on 
condition  that  all  windows  in  court  shall  be  equipped 
in  accordance  with  the  municipal  requirements. 


941-23-A. 

APPELLANT — The  Samuel  Vernon  Estate,  Inc.,  owner. 
SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 65  Duane  street,  539  Pearl 
street,  Manhattan. 

AJ?  PEA  RANGES — 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION: 

(941-23-A) 

Whereas,  The  Samuel  Vernon  Estate,  Inc.,  owner,  filed, 
July  25,  1923,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  65 
Duane  street  and  539  Pearl  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 

July  12,  1923,  No.  48582-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  (95  ft.) 
in  height,  “L”  shape,  74  ft.  by  175  ft.  by  26  ft.  (9732  sq. 
ft.)  in  area;  OCCUPIED  for  salesrooms,  storage  and 
printing,  76  employees  in  entire  building;  and 

Whereas,  appellant  contends  the  building  is  fireproof, 

only  slightly  over  the  85  ft.  limitation  and  the  installation 
of  a  standpipe  would  be  an  unnecessary  hardship;  and 
Whereas,  this  appeal  was  denied  by  the  board  at  the 
meeting  held  on  November  23,  1923,  and  reopened  by  the 
board  at  the  meeting  held  on  July  8,  1924;  and 

Whereas,  appellant  now  proposes,  in  lieu  of  providing 
the  standpipe  equipment  to  install  an  automatic  sprinkler 
system  throughout  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


885-24- A. 

APPELLANT — Joseph  L.  Burke  Corp.,  for  Children’s  Aid 
Society,  owner. 

SUBJECT — Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED— 533-537  East  16th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Benjamin  Asher,  Matthew  Dono¬ 
hue,  Andrew  D.  Spinner.  | 

For  Administration:  Inspector  Eugene  Hanavan  of 
bureau  of  buildings. 

ACTION  OF  BOARD' — Appeal  granted  on  condition  in 
part  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION: 

(885-24-A) 

Whereas,  Joseph  L.  Burke  Corp.,  for  Children’s  Aid 
Society,  owner,  filed,  July  2,  1924,  an  appeal,  with  the 
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board  of  appeals,  from  an  order  of  the  superintendent 
of  buildings,  affecting  premises  533-537  East  16th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  April  4,  1924,  reads : 

“1.  Enclose  both  interior  stairways  in  fireproof  par¬ 
titions  from  lowest  story  to  3  ft.  above  roof,  doors 
opening  into  stair  enclosure  to  be  fireproofed  and  self¬ 
closing,  windows  to  be  self-closing  fireproof  windows. 

“6.  Remove  wardrobes  from  halls  on  all  floors. 

“7.  Provide  swing  doors  between  classroom  leading 
to  fire  escape  balconies. 

“8.  Provide  fireproof  windows  course  of  fire  escape 
stairs.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  57  ft.  by  90  ft.  (irregular)  in  area;  divided  into 
two  sections  by  a  brick  wall,  with  openings  therein  pro¬ 
tected  by  fire  doors.  OCCUPIED,  in  the  westerly  section, 
1st  story,  nursery,  50  persons;  2nd  story,  classes,  150  per¬ 
sons;  3rd  and  4th  stories,  office  and  dwellings,  20  persons; 
and  in  the  westerly  section,  1st  story,  nursery,  5  persons; 
above,  offices  and  dwellings,  15  persons. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  as  to  Item  1  on  condition  that  stair  hall 
enclosures  shall  be  fire  retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals;  and  the 
appeal  as  to  Items  6,  7  and  8  be  and  it  hereby  is  denied. 


795-24- A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Myers-Lipman  Wool  Stock  Co.,  Inc., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 257-259  Water  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION: 

(795-24-A) 


Whereas,  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  Carey.  Harmon  &  Co.,  owner,  filed,  June  13,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  257-9  Water  street, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  March 
14,  1924,  in  acting  on  Order  No.  87068-LC,  reads : 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  in  ’accordance  with  rules  and  regula¬ 
tions  of  Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  connected  with  an  open  bridge,  the  building 
fronting  on  Water  street  is  three  stories  in  height,  45  ft. 
by  150  ft.  in  area ;  the  building  facing  on  Plymouth  street 
is  four  stories  in  height,  30  ft.  by  100  ft.  (irregular)  in 
area;  the  Water  street  building  is  OCCUPIED  for  the 
storage,  grinding  and  sorting  of  woolen  clippings,  53  per¬ 
sons  in  the  entire  building ;  the  Plymouth  street  building 
>s  OCCUPIED  for  the  storage  of  baled  woolen  rags,  no 
occupants;  and 


Whereas,  appellant  contends  that  the  premises  are  used 
for  the  handling  of  woolen  clippings,  all  of  pure  wool 
and  non-inflammable,  and  that  the  sorting  is  done  in  metal 
cans,  using  only  a  small  quantity  in  each  can  at  one 
time. 

Resolved 1,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


512-24- A. 

APPELLANT  Morris  M.  Landres,  for  Allwell  Develop¬ 
ment  Co.,  Inc.,  owner. 

SUBJECT— Application  for  extension  of  time — appeal  from 
decision  of  suerintendent  of  bulidings. 
PREMISES  AFFECTED — 525-551  Surf  avenue,  Brooklyn 
APPEARANCES— 

For  Appellant:  A.  M.  Landres. 

ACTION  OF  BOARD — .Appeal  reopened  and  time  ex¬ 
tended  to  45  days ;  to  obtain  consents. 

THE  VOTE  TO  REOPEN  AND  EXTEND  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep^ 

uty  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(512-24-A) 

Whereas,  Joseph  J.  Reiher,  for  Allwell  Development 
Co.,  Inc.,  owner,  filed,  April  10,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  525-551  Surf  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  3,  1924,  in  acting  on  Application 

No.  13162-23,  reads: 

“1.  Application  denied — non-fireproof  public  bldg. 

(Dance  Hall)  with  floor  areas  in  excess  of  5000  sq. 
ft.  contrary  to  sect.  72,  subdivision  6.”; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  142  ft.  by  an  average  depth  of  82  ft.  in  area.  Pro¬ 
posed  Occupancy:  1st  story,  stores  and  restaurant;  2nd 
story,  banquet  hall  and  dance  hall;  and 

Whereas,  appellant  contends  that  the  dance  hall  is  5400 
sq.  ft.  in  area  and  only  8  per  cent  in  excess  of  the  pro¬ 
visions  of  section  72  of  the  building  code;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  27,  1924,  on  certain  conditions,  and  appellant 
requested  a  modification  of  these  conditions  as  to  the  time 
to  obtain  permits. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  ceiling  of  the 
1st  story  shall  be  fire  retarded  throughout ;  that  the  2nd 
floor  be  subdivided  by  a  brick  wall  from  front  to  rear, 
any  opening  therein  to  be  equipped  with  self-closing  fire¬ 
proof  doors ;  that  not  less  than  three  exits  leading  directly 
to  the  ground  level  shall  be  provided  from  the  easterly 
area  on  the  2nd  story ;  that  the  main  stairway  shall  be 
located  and  maintained  at  brick  wall  dividing  building, 
and  enclosed  in  partitions,  fire  retarded  throughout  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals ;  that  no  doorway  to  this  stairway  shall  be  directly 
opposite  any  other  doorway ;  that  the  door  openings  to 
main  stairs  shall  be  equipped  with  self-closing  fireproof 
doors ;  that  the  opening  in  the  brick  wall  on  westerly 
side  of  main  stairs,  2nd  story,  shall  be  equipped  on  loft 
side  with  approved  fire  doors ;  that  all  other  municipal 
requirements  be  complied  with;  and  that  required  per¬ 
mits  be  obtained  within  forty-five  days. 
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122-24-A. 

APPELLANT — Morgen  Jet  Button  Works,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECT E D — 3 5  Sixth  avenue,  Manhattan. 


APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD — Appeal  reopened  and  extension  of 
permit  granted  to  October  1,  1924. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  REOPEN  AND  EXTEND  PERMIT 


TO  OCTOBER  1,  1924- 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  . 

Negative  . 

Absent  . 


THE  RESOLUTION: 

(122-24-A) 

Whereas.  Luke  Flanagan,  for  Morgen  Jet  Button  Works 
lessee,  filed,  Januarv  26,  1924,  an  appeal,  with  the  board^of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  35  Sixth  avenue,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  29,  1923,  Order  No.  201-1-LC,  reads. 

“16.  Provide  that  all  sorting,  inspection,  wrapping 
and  shipping  shall  be  done  only  on  substantia^  tables 
in  a  room  or  rooms  separated  from  class  “B”  work 
rooms  and  from  finished  stock  storerooms  by  walls  or 
partitions  as  specified  in  sub-division  2,  Section  235-12, 
Chapter  10,  Art.  19,  Code  of  Ordinances. 

‘17.  Provide  a  special  finished  stock  storeroom  for 
the  storage  of  finished  stock  packed  in  cartons  or 
paste  board  boxes.  Separated  from  the  remainder  of 
the  floor  by  walls  or  partitions  erected  according  to 
the  provisions  of  Section  355  of  Article  17  of  Chap¬ 
ter  5  of  the  Code  of  Ordinances,  which  partitions 
shall  be  continuous  from  floor  to  ceiling  and  securely 
anchored  to  walls,  floor  and  ceiling.  The  ceiling,  if 
not  of  fireproof  construction,  shall  be.  protected  with 
fire  retarding  material  in  accordance  with  the  rules  of 
the  Board  of  Standards  and  Appeals.  The  area  of 
said  finished  stock  storeroom  shall  not  exceed  2,000 
square  feet.  Section  235-1 3-b-c-d,  Chapter  10,  Code 
of  Ordinances.”; 


Whereas,  the  building  is  fireproof,  12  stories  in  height, 
105  ft.  10J4  in.  by  81  ft.  5  in.,  irregular  in  area;  equipped 
with  a  two-source  sprinkler  system ;  OCCUPIED,  stores 
and  tenant  factory  with  a  total  of  about  400  persons  m 
the  entire  building,  appellant  occupying  part  of  the  7th 
story  for  the  manufacture  of  celluloid  and  jet  novelties, 

^Whereas,  appellant  contends  that  900  pounds  of  cellu¬ 
loid  on  the  premises  is  stored  in  a  fireproof,  two-section 
cabinet  vented  to  the  outer  air,  and  that  to  subdivide  the 
premises  would  be  a  hardship  as  appellant  proposes  to  va¬ 
cate  the  premises  at  termination  of  lease;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  April  15,  1924,  for  a  temporary  occupancy  until 
June  15,  1924,  and  appellant  requests  an  extension  of 
time  to  remove  from  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  is 
Granted,  permitting  a  temporary  celluloid  occupancy  on.  the 
7th  floor,  not  to  extend  beyond  October  1,  1924.  on  condition 
that  not  more  than  50  pounds  of  celluloid  shall  be  used 
in  work,  maintained  in  metal  cabinet,  vented  to  outer  air  ; 
and  that  all  celluloid  material  shall  be  removed  from  7th 
floor  after  working  hours  and  stored  in  a  roof  vault. 


BUILDING  ZONE  CASES. 

655-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  O.  Bolte, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  theatre  building. 

PREMISES  AFFECTED — 3837  White  Plains  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Milton  Hart. 

ACTION  OF  BOARD— Laid  over  to  September  16,  1924, 
at  10  a.  m.,  on  request  of  applicant. 


235-23-BZ. 

APPLICANT — John  C.  Wandell  Co.,  for  Wm.  J.  Avitibeli, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  lhan  five  motor  vehicles. 

PREMISES  AFFECTED  -2306  2324  Neptune  avenue, 
Brooklyn. 

A  P  P  E  A  R  A  N  C  ES— None. 

ACTION  OE  BOARD  Chairman  read  request  for  ad¬ 
journment.  Laid  over  to  September  16,  1924,  at 
2  p.  m. 


1 197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty 
Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  the  ex¬ 
tension  from  an  unrestricted  district  into  a  busi¬ 
ness  district  of  a  proposed  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED  -712-748  Southern  boulevard, 
The  Bronx. 

A  P  P  E  A  R  A  N  CES— None. 

ACTION  OE  BOARD— Request  to  reopen  laid  over  to 
September  16,  1924,  on  request. 


784-24-BZ. 

APPLICANT — James  Kearney,  for  Delco  Realty  Co., 
Inc.,  owner. 

SUBJECT  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  I J4  times  height 
district  the  erection  of  the  street  walls  of  a  build¬ 
ing  without  setbacks  to  exceed  the  limiting  height 
required  by  the  building  zone  resolution. 

PREMISES  AFFECTED  -531-535  Fifth  avenue  and  1  East 
44th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  W.  J.  Neumann,  Charles  Cald¬ 

well.  Willard  A.  Mitchell,  C.  C.  Abrahams  and 
C.  H.  Robinson  of  the  5th  Ave.  Assn. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  1 

Negative  .  ® 

Absent :  Mr.  Holland  .  1 


313-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  James  S.  Lawson 
and  Eliis  Weisker,  owners.  _  >  * 

SUBJECT — -Application  for  reopening  (re:  decision  of 
superintendent  of  buildings,  to  permit  in  a  business 
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district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — Northeast  corner  of  Jerome 
avenue  and  West  198th  street,  The  Bronx 

APPEARANCES— None. 

ACTION  Oh  BOARD — Request  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative  .  A 


ACTI°  Uon  F  B0ARD — Application  granted  on  condi- 

CONDI 1  IONS— As  specified  in  resolution 
THE  VOTE — 

Affirmative:  Chairman  Walsh.  Messrs.  Ken- 
nedy,  Dowd,  Gunnison,  Holland,  Con- 
nell  and  Deputy  Fire  Chief  Martin  ..  7 

Negative  .  ‘ 

Absent  . ^ 

THE  RESOLUTION: 

(561-24-BZ) 


Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison,  Connell,  Holland  and  Dep-  w  ^  - - -  — , 

uty  Fire  Chief  Martin  .  7  Whereas,  George  Alexander,  Jr.,  for  Marv  V  Mr 

Ab*« . 


1111-23-BZ. 

APPLICANT— Eidlitz  &  Hulse,  for  the  New  York  Tel¬ 
ephone  Company,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  two-times  height 
district  the  erection  of  the  street  walls  of  a 
building  without  a  set-back  to  a  height  in  ex- 

PRFMTSfI  °APR?rS'rtT7ny  the  building  zone  resolution. 
PREMISES  AFFECTED— 137-147  West  street,  90-110 

«KaioQeyArtreet’  20S-222  Washington  street,  and 
A  .  £6:108  Vesey  street,  Manhattan. 

AP  PEARAN  CES — None. 

ACTION  OF  BOARD— Approved  architect’s  return  as 
being  in  substantial  compliance  with  conditions 
ot  resolution. 

THE  V  TURN APPROVE  ARCHITECT’S  RE- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 
nedy.  Dowd,  Gunnison,  Holland,  Con- 
nell  and  Deputy  Fire  Chief  Martin  7 

Negative  .  *"  n 

Absent  . 


the  buildang  20ne  resolution,  to  permit  in  a  business  dis- 
t  ict  the  erection  and  maintenance  of  a  building  to  be 
occupied  as  a  shop  for  sheet  metal  cornice  works  •  premises 
448  Montgomery  street,  Brooklyn;  and  ’  P 

hv“S'  f  p“bhc  hea,ring  was  held  on  this  application 
29  1924  Ml  °  appeals-,at  regular  meeting  July 
rj’ii  t  faer/ce  n°blCe  by  Publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

.  W  HEREAS-  the  use  district  maps  accompanying  the  build- 

nS  iZ0114  resolutlon  sh°w  that  Montgomery  street  and 
Nostrand  avenue  are  business  districts  and  New  York  ave 
nue  is  a  residence  district;  and  C 

m  .  HrER,EA»S;  th?  decisi0n  of  the  superintendent  of  buildings 
No  SOM^eadl:1924’  «*  N'  B' 

diC?irtP  -f°r  SlieCt  mCtal  f°rnice  works  in  a  business 

Article  IT  ^  **  Bidg’  Zone  Resolution, 

Aitic le  II  Section  4-a,  subd.  19,  and  of  Sectoin  4-b, 

and  therefore  proposition  is  denied.”- 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  30 
ft-  and  a  depth  of  50  ft. ;  to  be  occupied  as  a  shop  for 
manufacture  of  metal  cornices  and  skylights-  and 
\\  hereas,  the  board  deemed  that  the  proposed  work  did 
not  lOonstitute  a  violation  of  the  provisions  of  section  4 


696-24-BZ. 

AppLICANT-  Samuel  Gardstein,  for  Saul  Rendelstein, 

SUBJECT— Application  (re:  decision  of  superintendent  of  the  building  zone  resolution  whin  "propedy1  conducted4 
nnrMt?1I1^|S^-t»  P61"?11*  the  extension  from  an  1  solved ,  that  the  board  of  appeals  does  hereby  make 

int?  a  res'dence  district  of  a  variation  in  the  application  of  the  use  district  regula¬ 

tions  of  the  building  zone  resolution,  and  that  the  ap- 

fl  cCah°M  r  U  hereby  is  grantcd  on  condition  that 

hv%n  ftdmgH-e  restnoted  to,one  story  hi  height  and  30 
by  o0  ft.  m  dimension ;  that  the  rear  and  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length  • 
that  no  skylight  shall  be  installed  within  ten  (10)  feet  of 
the  gable  walls ;  that  there  shall  be  no  power-driven  ma¬ 
chinery  maintained  or  operated  on  the  premises;  and  that 
all  permits  necessary  for  the  prosecution  of  the  work  shall 


a  proposed  garage  for  the  storage  of  more  than 
nnr,,T? YS  (5)  motor  vehicles. 

EMI|fooWyAFFBCTED^123-139  ^ 
APPEARANCES— None. 

TION  OF  BOARD— Approved  architect’s  return  as 
eing  in  substantial  compliance  with  conditions 
ot  resolution. 

THFDvnImi?ST^S  specified  in  resolution. 

THE  VOTEnTO  AppROVE  ARCHITECT’S  RE- 

Affirmative :  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Gunnison,  Holland,  Connell  and 
Deputy  Fire  Chief  Martin  ....  7 

Negative  .  .  n 

Absent  .  . 


561-24-BZ. 

WLI CANT— George  Alexander,  Jr.,  for  Mary  V.  Mc- 
,  Greevy,  owner. 

5  JECT— Application  (re:  decision  of  superintendent 

of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  building  to  be  oc- 

3REMlSFqedAa?r^pf!-mDI7fi^r  Sheet  ™etal  cornice  works. 
Brooklyn  '  C1  ED~448  Montgomery  street, 

APPEARANCES— 

For  Applicant:  John  L.  Tobin  and  George  Al¬ 
exander,  Jr. 

For  Opposition:  Mr.  Cinnelli. 


be  obtained  within  nine  months  and  the  building  completed 

within  twelve  months  from  the  date  of  thiis  action. 

72'5-24-BZ. 

APPLICANT— Louis  A.  Sheinart,  for  Tagra  Holding 
Corporation,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
ot  buildings)  to  permit  in  a  business  district  the 
alteration  and  extension  of  a  garage  for  the 
storage  ot  more  than  five  (5)  motor  vehicles  and 
repair  shop. 

pREWSES  AFFecTEIY-321-343  West  54th  street,  Man- 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

-or  Opposition:  John  H.  Scheiers,  Dr.  Fhilip  G. 

.  t \t  BcS*?r  and  Rutb  Ransom. 

BOARD— Application  granted  on  condi¬ 


tion. 


COaNDITIONS— As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and 

Deputy  Fire  Chief  Martin  .  ® 

Negative:  Mr.  Connell  . 

Absent  . 

THE  RESOLUTION: 

(725-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Tagra  Holding  Corp., 
owner,  filed,  May  23,  1924,  an  application,  under  the  build- 
ing  zone  resolution,  to  permit  in  a  business  district  t  le 
alteration  and  extension  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  321-343  West  54th 
street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of’ the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  VV  est  54th  street,  Eighth 
avenue  and  Ninth  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  Mjay  19,  1924,  in  acting  on  Alt.  Application  No. 

311-1924,  reads:  ,  , 

“1  Garage  and  repair  shop  may  not  be  extended 

in  a  business  district— Section  6,  Building  Zone  Resolu¬ 
tion.”  ; 

Whereas,  the  existing  building  is  non-fireproof,  two 
stories  in  height,  125  ft.  front,  200  ft.  in  the  rear  and 
100  ft.  deep;  it  is  proposed  to  erect  a  two-story  hieprool 
addition,  with  a  frontage  of  75  ft.  on  West  54th  street 
and  a  depth  of  55  ft.,  and  to  use  the  entire  premises  as 

a  garage  and  repair  shop;  and 

Whereas,  owing  to  the  character  of  the  surrounding 
neighborhood  and  the  fact  that  the  existing  building  is 
now  occupied  as  a  garage,  there  would  be  hardship  in 
oreventing  applicant  from  developing  his  property. 

P  Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district 
tions  of  the  building  zone  resolution  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
this  addition  shall  not  exceed  in  height  the  height  of  t  e 
present  main  garage  building  existing  under  variation 
granted  by  this  board  under  Cal.  No.  1432-18-BZ ,  t  a 
the  westerly  gable  wall  shall  be  unpierced  throughout  its 
entire  height  and  length;  that  the  finish  of  the  aade  i 
the  building  shall  be  strictly  in  accordance  with  the  finish 
of  the  existing  garage  building  as  to  texture  and  ma 
terial  and  design;  that  there  shall  be  no  gasobne  storage 
equipment  installed  on  these  premises;  and  that  aUneces 
sary  permits  for  the  alteration  and  extension  shall  be 
obtained  within  six  months  and  the  work  completed  within 
one  year  from  the  date  of  this  action. 


Negative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Dowd,  Connell  and  Deputy  Fire 

Chief  Martin  .  5 

Absent  .  0 

THE  RESOLUTION: 

(657-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  Austin  E.  Pressinger,' 
owner,  filed,  May  12,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  3184-3190  Web¬ 
ster  avenue,  The  Bronx ;  and  _ 

Whereas,  a  public  hearing  was  held  on  this  apphcatior 
by  the  board  of  appeals,  at  its  regular  meeting,  Jul> 
29,  1924,  after  due  notice  by  publication  in  the  Bulletii 
of’  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
;ng  zone  resolution  show  that  Webster  avenue  is  a  busi 
ness  district  and  East  205th  street  is  a  residence  district 


and 


Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  28,  1924,  in  acting  on  N.  B.  Application 
No.  1657-1924,  reads: 

“1.  Erection  of  public  garage  for  storage  of  mor 
than  five  motor  vehicles  in  business  district  is  contrar 
to  the  Building  Zone  Resolution.’ ; 

and  .  ,  c 

Whereas,  the  proposed  building  is  to  be  ot_  non-hre: 

proof  construction,  one  story  and  cellar  in  height,  wit 
a  frontage  of  100  ft.  and  a  depth  of  86.41  ft.;  to  b, 
occupied  as  a  garage  for  the  storage  of  more  than  fiv 

motor  vehicles ;  and  ...  , , 

Whereas,  the  applicant  based  his  application  on  tli 
provisions  of  section  7,  subdivision  e,  and  on  the  prov. 
sions  of  section  20,  but  the  board  deemed  that  a  garag 
use  should  not  be  permitted. 

Resolved ,  that  the  decision  of  the  superintendent  c, 
buildings  be  and  it  hereby  is  affirmed,  and  the  apphcatic 
be  and  it  hereby  is  denied. 


6157-24-BZ.  .  „ 

APPLICANT— John  J.  Dunnigan,  for  Austin  E.  rres- 
singer,  owner.  . 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 3184-3190  Webster  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Oswald  Benedix. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs  Holland  and  Gunnison..  2 


683-24-BZ. 

APPLICANT — McKenzie,  Voorhees  &  Gmelin,  for  Wes 
ern  Electric  Company,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  < 
buildings)  to  permit  in  an  unrestricted  two-tim 
height  district  the  erection  of  the  street  wall  < 
a  building  without  setting  back  to  a  height  e: 
ceeding  the  limit  required  by  the  zone  resolutio 
PREMISES  AFFECTED— 744-754  Washington  street  ai 
51-55  Bethune  street,  Manhattan. 

appearances— 

For  Applicant:  Theodore  I.  Coe. 

For  Opposition:  Mrs.  D.  Quilty. 

ACTION  OF  BOARD— Application  granted  on  conditic 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Conell  ad  Dep- 

uty  Fire  Chief  Martin  . . 

Negative  . , 

Absent  . 

THE  RESOLUTION: 

(683-24-BZ)  •  j 

Whereas,  McKenzie,  Voorhees  &  Gmelin,  for  Westqi 

Electric  Company,  owner,  filed,  May  16,  1924,  an  app 

cation,  under  the  building  zone  resolution,  to  permit 
a  two-times  height  district  the  erection  of  the  street  w 
of  a  proposed  building  to  a  height  greater  than  that  P 
mitted  by  the  building  zone  resolution;  premises  7  -• 
Washington  street  and  51-55  Bethune  street,  Manhatn, 
and 
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Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July 
29,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  in  a  two- 
times  height  and  an  unrestricted  use  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  March  27,  1924,  in  acting  on  N.  B.  App  No’ 
645-23,  reads: 

5.  A  section  should  be  filed  showing  elevations 
of  floors  and  setbacks  above  mean  curb.  Height  of 
parapet  wall  should  not  exceed  5  per  cent  of  height 
limit,  Building  Zone  Resolution,  Section  9-f.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  11  stories  in  height,  with  a  frontage  of 
81  ft.  J4  in.  and  a  depth  of  128  ft.  3J4  in. ;  to  be  occupied 
as  a  factory,  a  portion  of  the  parapet  wall  exceeding 
m  height  the  limitation  set  by  the  building  zone  resolution; 
and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  completing  the  architec¬ 
tural  treatment  of  the  building  in  harmony  with  the  archi¬ 
tecture  of  the  existing  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
the  requirements  of  the  building  zone  resolution  be  com¬ 
plied  with  in  all  other  respects,  and  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  action. 

685-24-BZ. 

APPLICANT — William  H.  Gompert,  for  Eugene  Kienle, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  building  to  be 
used  for  manufacturing  lithographic  ink. 

PREMISES  AFFECTED — 33-47  Nassau  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  S.  Philip  and  Eugene  Kienle. 

For  Opposition:  Franklin  L.  Tomlin. 

AC  1  ION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

>  (685-24-BZ) 

Whereas,  Wm.  H.  Gompert,  for  Eugene  Kienle,  owner, 
filed,  May  16,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  building  to  be  used  for  the 
manufacture  of  lithographic  ink;  premises  33-47  Nassau 
avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July 

29,  1924,  after  due  notice  by  publication  in  the  Bulletin 

of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Nassau  avenue  and  Guernsey 
street  are  business  districts  and  Dobbin  street  is  an  un¬ 
restricted  district ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings 

iouSi?  reads:  ^  “  aCting  011  APPlication  No! 

Proposed  three  story  building,  to  be  used  for  the 
manufacture  of  lithographic  ink,  in  a  business  dis- 

Resolution  tC>  Art'  2’  SCCti°n  4  (a)  °f  the  Zon€ 

and 

™^HERfAS'  tiC  proposed  building  is  to  be  of  fireproof 
construcUon  three  stones  m  height,  with  a  frontage  of 
200  ft  on  Nassau  avenue,  100  ft.  on  Guernsey  street  nad 
a  depth  of  60  ft.;  to  be  occupied  as  a  factory  for  the 
manufacture  of  lithographic  ink;  and 
Whereas,,  the.  board,  deemed  that  the  manufacture  of 
hthograplnc  mk  is  not  included  among  the  prohibited  use 
ot  section  4  so  long  as  the  business  is  properly  conducted. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  ap¬ 
plication  be  and  it  hereby  is  granted  on  condition  that 
the  ingredients  used  in  the  manufacture  of  lithographic 
ink  on  the  premises  shall  be  of  mineral  composition;  that 
the  requirements  of  the  building  zone  resolution  shall  be 
complied  with  in  all  other  respects;  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  ob¬ 
tained  within  nine  months  and  the  building  completed  with¬ 
in  eighteen  months  from  the  date  of  this  action. 

235-24-BZ. 

APPLICANT  Euell  &  Euell,  for  Empec  Realty  Corp 
owner. 

SUBJECT.  Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
nn„„r^ge  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — Southeast  corner  of  169th  street 
and  In  wood  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  George  R.  Euell. 

For  Opposition :  S.  E.  Horwitz,  Jeremiah  Mahoney, 
Anton  Papp,  James  Kialy,  Willard  P.  Redfield, 
Harry  Lenchnear  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Absent  .  0 

THE  RESOLUTION: 

(235-24-BZ) 

Whereas,  Euell  &  Euell,  for  Empec  Realty  Corp., 

owner,  filed,  February  14,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  southeast  cor¬ 
ner  of  169th  street  and  Inwood  avenue,  Borough  of  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Inwood  avenue,  West  169th 
street  and  Cromwell  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Jan.  25,  1924,  in  acting  on  N.  B.  Application  No. 
162-24,  reads: 

“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  con¬ 
trary  to  provisions  of  building  zone  resolution.”; 

and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  95  ft.;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  and  _ 

Whereas,  applicant  failed  to  establish  the  bases  of  his 
application  under  the  provisions  of  sec.  7c,  7g  and  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  off  levied  and  the  application  be 
and  it  hereby  is  denied. 

138-24-BZ. 

APPLICANT— Jack  Fein,  for  Ike  Frankel,  owner. 
SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a  building  to 
be  used  in  part  for  business  purposes. 

PREMISES  AFFECTED— 6314-6424  Bay  Parkway, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  John  DeHart. 

For  Opposition — None. 

ACTION  OF  BOARD1 — Application  denied. 

TH'E  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Dep¬ 
uty  Fire  Chief  Martin  .  7 

Absent  .  ® 

THE  RESOLUTION : 

(138-24-BZ) 

Whereas,  John  De  Hart,  for  Ike  Frankel,  owner,  filed, 
March  26,  1924,  an  application,  under  the  building  zone 

resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used  in  part  for  business 
purposes;  premises  6314-6234  Bay  Parkway,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bay  Parkway,  63rd  street 
and  64th  street  are  residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Jan.  9,  1924,  in  acting  on  N.  B.  Application  Nos. 
12536  and  12537-23,  read: 

“9.  Proposition  contrary  to  Art.  2  Section  3  of  the 
building  zone  resolution,  business  occupancy  in  residen¬ 
tial  district  denied.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  80  ft. ;  to  be  occupied  as  stores,  1st  story ; 
dwellings  2nd  story;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


761-24-BZ. 

■•APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  (re :  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  central  telephone  ex¬ 
change  building. 

PREMISES  AFFECTED — Northwest  corner  of  Broadway 
and  Victor  place,  Elmhurst,  Queens. 
APPEARANCES— 

For  Applicant :  H.  H.  Egleston  and  C.  C.  Lunky. 
For  Opposition:  Charles  Downes,  James  H.  Com- 
iskey,  Lillian  McCormack  and  Mrs.  Shiveckan. 


ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell  and 


Deputy  Fire  Chief  Martin  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(761-24-BZ) 


Whereas,  New  York  Telephone  Co.,  owner,  filed,  June 
2,  1924,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  residence  district  the  alteration  and  exten¬ 
sion  of  a  Central  Telephone  Exchange  building;  premises 
northwest  corner  of  Broadway  and  Victor  place,  Elm¬ 
hurst,  Borough  of  Queens ;  and  _  '  : 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and  ; 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Victor  place  is  a  residence 
district  and  Broadway  is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  April  24,  1924,  in  acting  on  Alt.  Plan  No. 
767-24,  reads: 

“Extending  of  a  business  building  into  a  residence 
district  prohibited  by  the  zone  law.” ; 

and 

Whereas,  the  existing  building,  extending  into  the  resi¬ 
dence  district  about  12  ft.  is  fireproof,  3  stories  in  height, 
on  Broadway  and  2  stories  in  height  on  the  north  end,  hav¬ 
ing  a  frontage  of  56  ft  1)4  in.  on  Broadway  and  a  front¬ 
age  of  112  ft.  on  Vietor  place.  It  is  proposed  to  increase 
the  height  of  the  entire  building  to  five  (5)  stories;  and 

Whereas,  under  the  provisions  of  sec.  7,  section  D  the 
board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  not 
exceed  a  height  of  83  feet;  that  the  windows  in  the  rear 
wall  shall  be  equipped  with  fixed  stationary  sash ;  that  the 
front  elevation  of  the  building  shall  be  finished  strictly  in 
accordance  with  the  existing  structure  as  to  material  and 
design;  and  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  months  and  the 
work  completed  within  eighteen  months  from  the  date  of 
this  action. 


778-24-B-Z. 

APPLICANT— .Joseph  Upton,  for  Tuohy  &  Upton,  Inc., 
owner. 

SUBJECT— Application  (re:  decision  of  the  superinten¬ 
dent  of  buildings)  to  permit  in  a  business  district 
extending  from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — N.  E.  cor.  Farrington  street  and 
State  street  (35th  avenue),  Flushing,  Queens. 
APPEARANCES— 

For  Applicant :  Joseph  Upton. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS-^As  specified  in  resolution. 

THE  VOTE- — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin .  1 

Negative  .  ® 

Absent  .  0 
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THE  RESOLUTION: 

(778-24-BZ) 

Whereas,  Joseph  Upton,  for  Tuohy  &  Upton,  owner, 
fifed,  June  7,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unrestricted 
,  district  into  a  business  district  of  a  proposed  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises,  north¬ 
east  corner  of  Farrington  street  and  State  street  (35th 
avenue),  Flushing,  Borough  of  Queens;  and 
Whereas  a  public  hearing  was  held  on  -this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  29 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Farrington  street  is  an  unre¬ 
stricted  distriot  and  State  street  is  a  business  district  to 
within  a  point  100  ft.  east  of  Farrington  street;  and 
W  hereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  May  19,  1924,  in  acting  on  N.  B  Plan  No 
11043-24,  reads: 

Erection  of  this  garage  extending  into  a  business 
district  is  forbidden  by  the  zone  law”- 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height  above  grade  with  a  front¬ 
age  of  125  ft.  on  State  street  and  120  ft.  on  Farrington 
street,  irregular  walls,  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles  a  portion  of  the  plot  25  ft.  by  100 
ft.  in  area,  extending  into  the  business  district ;  and 

^W/  here  as,  under  the  porvisions  of  section  7,  subdivision 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
vnation  in  the  application  of  the  use  district  regulations 
>f  the  building  zone  resolution,  and  that  the  application  be 
md  it  hereby  is  granted  on  condition  that  theTmilding  be 
estncted  to  one  story  in  height;  that  the  roof  be  of  flat 
iesign  and  construction ;  that  the  rear  and  gable  walls  be 
npierced  throughout  their  entire  height  and  length;  that 
he  front  elevation  on  Farrington  street  and  35th  avenue  be 
rashed  in  face  brick  with  architectural  terra  cotta  or  stone 
•immings ;  that  there  shall  be  no  vehicular  exit  or  entrance 
n  35th  avenue  ;  that  no  doorway  be  installed  on  35th  avenue; 
ther  than  an  emergency  opening  not  exceeding  3  ft.  8  in! 
i  width;  the  sills  of  any  windows  incorporated  on  35th 
venue  to  be  at  least  six  feet  above  sidewalk  level,  the  brick 
ork  under  windows  laid  out  in  raised  or  sunken  panels  \ 
at  there  shall  be  no  advertising  signs  nor  display  on  the 
th  avenue  side,  that  all  permits  necessary  for  the  prosecu- 
>n  of  the  work  shall  be  obtained  within  nine  months  and 
e  building  completed  within  eighteen  months  from  the 
te  of  this  action. 


T11  mit^E  T°  GRAN1  UNDEr  temporary  PER- 

Afiirmative  Chairman  Walsh,  Messrs.  Ken- 
land  °  ’  Gumnson’  Connell  and  Hol- 

AbsgeniVe  :  DePUty  Fire'  ™ef  Martin .' .* .' .* J 

THE  RESOLUTION:  .  ° 

(801-24-BZ) 

Whereas,  Arthur  Frothingham,  for  Estate  of  qair  vr 
Stone,  owner  filer!  n  nt.  n,srate  ot  balhe  E. 

building  zone  resolution  to  n  ’  apphcation-  u”der  the 

d.,ho„  line,  W°S.  R-Versde  D  ^ :iremis<:S'1A“; 
158th  street.  Borough  of  Manhattan  ;  and  !<rath  °f 

ir'da„fUapLhrsaTtgirr  '"f  °n  tW-S  Nation 

19°4  after  Huo  •  p  ,  ’  *  regular  meeting,  July  29 

ing^nTreifor^ThatT5  aCC0.mpa"^  the  build- 
business  and“Se7is;!S;'hae„dPrem,SeS  “*  ,OCated  »  a 

in8Y'rai«edtIMayeCjl2°ni924f  ‘E  suPeri"tendent  of  build- 
1063-24,  reads:  ’  *’  ”  actmg  °"  Al<-  APP-  No. 

“1.  Proposed  arrangement  is  contrary  to  the  nrn 

1920  fVpf  v'  7eard  to  appeals  as  fiied  N-  B.  72P  of 
and  755-20-BZ)  of  Dec.  28,  1920"; 

129Vf!EnAS‘  lheW‘"lg  me,al  garage  °"e  story  in  height 
„f  !n*  -J  y  4  ft'  m  area-  »  surrounded  with  a  number 
rLolt Z‘  nT'-?r  Uni,s'  aPplica"‘  '»»-  proposes  to 

lereby  is  granted  on  condition  that  the  area  of  thp  on 
structure  shall  be  confined  to  the  e“s,thS  ontsil  f  86 

oZ  bUMinS 

penod  °f  tw° years  fr°m 
Rc  solved,  further,  that  all  permits  necessary  for  the 
C  °f  ,hiS  WOrk  sha"  ba  obtained  S  the  work 


1-24-BZ. 

?PLICANT  Arthur  Frothingham,  for  Anna  T.  Rey¬ 
nolds,  lessee. 

i OBJECT  Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  re-arrangement  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

-EMISES  AFFECTED — -Audubon  lane,  west  side  of 
Riverside  drive,  359  ft.  9  in.  south  of  West  158th 
street,  Manhattan. 

'PEARANCES— 

For  Applicant:  N.  Taylar  Phillips. 

For  Opposition — None. 

TION  Ob  BOARD— Application  granted  on  condition. 
EDITIONS — As  specified  in  resolution. 


883-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  John  A.  McCarthy 
owner. 


of  buildings)  to  permit  in  a  busing  distrirt  exS 
mg  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED-E,  S.  of  Gerard  avenue,  ,06.30 
ft.  No.  of  East  146th  street  and  W.  S.  of  Walton 

Bromc'  104'71  N°*  °f  ^  146th  ^eet,  The 


APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 
For  Opposition — None. 


CONDITIONS— As  specified  fa °”  C°nditi°n 


1085 


MINUTES 


THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Deputy  Fire  Chief  Martin .  7 

Negative  .  ® 

Absent  .  0 

THE  RESOLUTION : 

(883-24-BZ) 

Whereas,  Philip  J.  Sinnott,  for  John  A.  McCarthy, 

owner,  filed,  July  2,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district,  of  a  proposed  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles, 
premises  east  side  of  Gerard  avenue,  105.30  ft.  north  of 

146th  street,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting,  July  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot  the 
Board  of  Standards  and  Appeals ;  and  . 

Whereas  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gerard  avenue  is  an  unre¬ 
stricted  district  and  Walton  avenue  is  a  business  district; 
cind 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered,  dated  June  10,  1924,  in  acting  on  N.  B.  Ap¬ 
plication  No.  1575-24,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  an  unrestricted  district  ex¬ 
tending  into  a  business  district  js  contrary  to  provis¬ 
ions  of  building  zone  resolution.”; 

^Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  one  story  above  grade  on  Walton  avenue  an 
two  stories  above  grade  on  Gerard  avenue  in  height,  wi 
a  frontage  of  56.18  ft.  and  a  depth  of  120  ft. ;  to  be  occu¬ 
pied  as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  under  the  provisions  of  section  7  subdivision  C 

the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
built  fireproof  and  shall  not  exceed  one  story  above  the 
frrade  level  of  Walton  avenue;  that  there  shall  not  be  more 
than  one  vehicular  entrance  on  the  Walton  avenue  front  of 
the  building ;  that  the  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  the  front elevations 
on  Gerard  avenue  and  on  Walton  avenue  shall  be  finished 
in  cement  stucco  or  face  brick  with  architectural  terra 
cotta  or  stone  trimmings;  that  all  permits  necessary  for 
the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell  and 

Deputy  Fire  Chief  Martin .  7 

Negative  .  ® 

Absent  .  0 


THE  RESOLUTION : 

(750-24-BZ) 

Whereas,  Charles  H.  Moores,  for  Peter  F.  Reilly,  owner, 
filed,  May  29,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  B  area  district  the 
erection  and  maintenance  of  a  business  building  without 
providing  a  yard  as  required  by  the  zone  resolution;  prem¬ 
ises,  491-495  Bergen  street, ,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  29, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Bergen  street,  Dean  street  and 
Sixth  avenue  are  business  and  “B”  area  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  26,  1924,  ini  acting  on  Application  No. 
11528-24,  reads: 

“To  omit  rear  yard  of  part  of  the  building  above  the 
^  1st  floor  in  a  business  district  is  contrary  to  the 
zone  resolution,  Art.  0.” ;  g  j 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  9  mezzanine  stories  in  height,  with  a  frontage 
of  60  ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  storage 
warehouse,  it  is  proposed  to  erect  the  structure  to  the  rear 
lot  line ;  and 

Whereas,  applicant  proposes  to  leave  an  open  unoccu-  , 
pied  space  40  ft.  by  45  ft.  in  area  at  rear  of  building. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  so  long  as  the  property  at  the  rear 
extending  to  Dean  street  remains  in  the  one  ownership, 
on  condition  that  a  rear  yard  40  ft.  in  width  and  45  ft.  m 
depth  be  maintained,  free,  open  and  unencumbered,  at  the 
rear  of  the  proposed  warehouse,  on  lots  13  and  14,  block  No.  i 
1136;  that  there  shall  be  no  openings  in  the  rear  wall  ex¬ 
cept  to  the  property  in  the  same  ownership,  and  that  the 
rear  wall  otherwise  and  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  the  build- 
ing  shall  be  erected  fireproof ;  that  the  front  elevations  shall 
be  finished  in  face  brick  with  architectural  terra  cotta  or 
stone  trimmings;  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


750-24-BZ. 

APPLICANT— Charles  H.  Moores,  for  Peter  F.  Reilly, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  business 
building  without  providing  a  yard  as  required  by 
the  zone  resolution. 

PREMISES  AFFECTED — 491-495  Bergen  street,  Brook¬ 
lyn. 

APPEARANCES—  .  _ t  „ 

For  Applicant:  Philip  J.  Sinnott  and  Peter  t. 

Reilly. 

For  Opposition:  Stanley  Doty  Brown. 

ACTION  OF  BOARD— Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 


858-24-BZ.  .  f  .... 

APPLICANT— Philip  J.  Sinnott,  for  David  L.  Phillips 

Estate,  owner.  . 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings  )to  permit  partly  in  a  residence  dis 
trict  and  partly  in  a  business  district  the  erectior 
and  maintenance  of  a  garage  for  the  storage  oi 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED1 — 4172  Broadway,  Manhattan. 
APPEARANCES— 

For  Applicant:  Philip  P.  Sinnott  and  Wuhan 

Drew.  . 

For  Opposition:  W.  M.  Smythe,  Henry  S.  Lock 
wood,  David  M.  Jones,  William  J.  Burns,  Her 
man  Siegel,  Harry  Yates,  Hugh  Roberts,  JohL 
Scheimer,  Frank  King,  Chas.  F.  Merrett,  Car 
H.  Fowler,  James  F.  Donnelly  and  F.  V.  Gains 
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ACTION  01-  BOARD— Application  granted  on  condition 
CONDITION S — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell  and 
Deputy  Fire  Chief  Martin..  7 

Negative  .  ‘ 

Absent  . .  * .  0 

THE  RESOLUTION : .  ° 

858-24-BZ) 

WiiereaSj  Philip  J.  Sinnott,  for  David  L.  Phillips  Estate 
nvner,  filed,  June  26,  1924,  an  application,  under  the  build: 
"g  zone  resolution,  to  permit  partly  in  a  residence  district 
;nd  partly  m  a  business  district,  the  erection  and  miintp 
of  a  for  storage  of  more  Zn  five^totoi 
Broadway,  Manhattan;  and 

YV  ereas,  a  public  hearing  was  held  on  this  application 

?°ard  °ff-  app.eaIs'  at  its  Aguiar  meeting,  July  29  1924 
ter  due  notice  by  publication  in  the  Bulletin  of  the 
>oard  of  Standards  and  Appeals ;  and  * 

her  las,  the  use  district  maps  accompanying  the  build 

?c.Znd  Wetn-thT  'hat  Broadway Pis  J  business  dls- 

enL"tric,s  ;  Id  ^  W'St  176,h  Street 

thL decision  of  the  superintendent  of  buildings 

pleads":  ’  1924’  “  ECting  °n  N‘  B'  Application  No 

Th1<'.  ^rectjon  of  a  garage  for  more  than  five  (5) 
motor  vehicles  in  a  residence  district  and  a  business 

31$and  4”  .UnlawfuL  BuiIdinS  zone  resolution-sections 

id  ‘  ' 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
•ns^otion^four  stones  in  height,  with  a  frontage  of 
ft.  ll/4  m.  and  .a  depth  of  156  ft.  4 1/4  in.;  to  be  occu- 
ed  as  a  garage  for  more  than  five  motor  vehi  cles  -  and 
Whereas,  there  existed  on  this  street  betvveen  he  inter 
;rs°“  July  a  &arage  for  more  tofi; 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 

nafioM  m  the  application  of  the  use  district  regulations  of 

”,  t  idin?  Z^nC  resolutlon-  and  that  the  application  be 

ftr  aederfnbyhIS  T  condition  that  the  building  be 

tricted  in  height  to  a  four-story  structure  of  fireproof 

struction;.  that  the  Broadway  frontage,  first  storv 

■Ul  be  restricted  to  store  or  shop  use  and  occupancy  •  that 

'■  easterly  gable  wall  shall  be  unpierced  throughout  its 

■re  height  and  length;  that  there  shall  be  no  vehicular 

iiRnthat°nth  ?h  ?riet  W'thin  25  feet  of  the  rear  gable 
.!’.yf1thec  f.r°nt,  eIevfatl0ns  on  177th  street  and  Broad- 

fa  or  fil(11?hed.in  face  bnck-  with  architectural  terra 
Vf  stone  tnmmings,  or  cement  stucco  front;  that  all 

wS?ry  -°r  thC  prosecution  of  the  work  shall  be 
aned  within  nine  months  and  the  building  completed 
hm  eighteen  months  from  the  date  of  this  action 


-Application  reopened  and  resolu- 


-24- BZ. 

!PLIotneT~EdWard  P‘  D°yIe’  f°r  Allgd°  Pirozzi’ 

'EJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  extension  into 
1  a  business  district  from  an  unrestricted  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
(  age  of  more  than  five  (5)  motor  vehicles. 

•a?  ft  AFBECTED— 1 South  side  of  Bancroft  place, 
98  ft.  7  in.  north  of  Atlantic  avenue,  Brooklyn 

■PEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition — None. 


ACTION  OF  BOARD- 
tion  modified. 

1Htion-  10  RE0PEN  AND  MODIFY  RESOLU- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  Dowd,  Gunnison,  Connell,  Holland  and 
Deputy  Fire  Chief  Martin. . .  7 

Negative  .  ‘ 

Absent  . ’  ”  * .  0 

THE  RESOLUTION:  ° 

(270-24-BZ) 

Whereas,  Edward  P.  Dovle  for  Ano-^i^  v>- 
filed  Februarv  100  .  y  ’  ?  An&el°  Pirozzi,  owner, 

the  Bul,"in  ^ 

Whereas,  the  use  district  maps  accompanying  the  build 

d  f.r"°A,Sic,0aW  ““  Ba"Cr0f*  »  *  wS 

and  and  Atlantlc  avenue  «  an  unrestricted  district; 
Whereas,  the  decision  of  the  superintendent  .nf  u  -u 

S-L“S:Apnl  23- 1924’ 

“Proposed  one  story  brick  public  garage  for  more 

fiS  and  Vehldef  partly  in  an  unrestricted  dis- 

A- 1  ntt  ?  !  busmess  ^strict  is  contrary  to 
antj  Art.  II,  Par.  4  (a)  of  the  zone  resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontagPe  of 
69  ft.  and  a  depth  of  90  ft.;  to  be  occupied  as  a  carace 
for  more  than  five  motor  vehicles ;  and  S  S 

l  P?,|ti°n  .of  the  pIot  on  which  it  is  proposed 
to  erect  the  building  is  in  the  unrestricted  district  and 
applicant  has  filed  the  duly  acknowledged  consents  of  the 
owners  of  80  per  cent  of  the  property  frontage  deemed  by 
the  board  to  be  affected ;  and  Dy 

YVhereas  this  application  was  granted  by  the  board  at 
meeting  June  3,  1924,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  these  conditions  to  permit 
openings  in  the  wall  m  south  side  of  garage.  P 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  m  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  aooli 
cation  be  and  it  hereby  is  granted  on  condition  tlaHhe 
building  be  restricted  to  one  story  above  grade;  that  the 
rear  and  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length  unless  opening  on  property  in  the 
same  ownership;  that  there  shall  be  no  skylight  incorpor- 

smn  ??  fti'  of.  the  rear  wall>  3X1(1  any  skylight  in¬ 

stalled  shall  be  glazed  with  plain  glass,  and  equipped  with 

wire  guards  above  and  below;  that  the  front  elevations  shall 
be  finished  in  face  brick,  with  architectural  terra  cotta  or 
stone  trimmings;  that  the  ceiling  of  the  garage  shall  be 
fire-retarder1  m  accordance  with  the  rules  of  the  board  of 
standards  and  appeals;  that  any  gasoline  storage  equip¬ 
ment  installed  on  the  premises  shall  be  located  at  the  ex¬ 
treme  southwesterly  front  of  the  building;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 

Adjourned  5.15  p.  m. 


William  J.  O  Gorman,  Sccvctory, 
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BOARD  OF  STANDARDS  AND  APPEALS 

Whereas,  the  order  of  the  fire  commissioner,  dated 
September  25,  1923,  in  acting  on  Order  No.  50228-LD, 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  JULY  29,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell,  Deputy  Fire  Chief  Martin,  Deputy 
Fire  Commissioner  Hannon,  Superintendents  Brady,  Moore 
and  McDermott. 

The  minutes  of  the  special  meeting  of  the  board  of 
standards  and  appeals,  held  on  Friday  afternoon,  July 
11,  1924,  and  the  minutes  of  the  regular  meeting  of  the 
board  of  standards  and  appeals,  held  on  Tuesday  afternoon, 
July  15,  1924,  were  approved  as  printed  in  the  Bulletin,  No. 
30,  Vol.  IX. 


reads : 

“1.  Arrange  the  doors  in  the  partition  which  sep¬ 
arates  the  floor  area  between  Buildings  A  &  B  all  stories 
so  that  same  will  be  double  swinging  as  per  Section 
271  of  the  Labor  Law. 

“2.  Provide  a  sign  with  letters  at  least  8  in.  in 
height  over  openings  leading  to  fire  escape  at  north 
side  of  Building  A  and  to  exterior  stairway  at  east 
side  of  Building  B  reading  ‘This  is  not  an  exit’  or 
preferably  a  sign  reading  ‘This  is  not  considered  an 
exit’,  as  per  Rule  380  of  the  Industrial  Code.” ; 


PETITIONS  FOR  VARIATIONS. 

746-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Old  Crow  Res¬ 
taurant,  owner.  ,  , 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 1162  Broadway,  Manhatatn. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARI>— Laid  over  to  September  9,  1924,  at 
2  p.  m.,  on  request  of  petitioner. 


822-24-S. 

PETITIONER— John  Jos.  Carroll,  for  Kaufman  Bros.  & 
Bondy,  owners. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 13-19  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  John  Jos.  Carroll. 

ACTION  OF  BOARD — Laid  over  to  September  9,  1924,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 

and  Gunnison  . . . .  •  •  •  •  3 

Negative:  Mr.  Connell,  Deputy  Fire  Chief 
Martin,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Moore  and  McDermott  5 
Absent :  Messrs.  Dowd,  Holland,  Superintendents 
Brady,  Reville  and  Kleinert  .  5 


Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  Building  “A”  and  Building  “B”,  separated  by 
a  brick  wall  with  openings  therein  on  each  story,  Building 
“A.”  is  six  stories  and  basement  in  height,  50  ft.  by 
88  ft.  in  area;  Building  “B”  is  five  stories  and  basement 
in  height,  59  ft.  4  in.  by  150  ft.  8  in.  in  area;  EQUIPPED 
with  a  sprinkler  system  find  a  fire  alarm  signal  system. 
EXITS :  An  interior  fireproof  stairway  in  Building  “A" 
extending  from  the  1st  story  to  the  roof,  enclosed  in 
brick  walls,  with  fire  doors  at  the  openings;  an  exterior 
iron  stairway  on  Building  “B”  extending  from  roof  to 
courtyard  and  with  fireproof  windows  along  the  course 
thereof;  EGRESS  from  termination  of  fire  escape  by  means 
of  courtyard  to  street;  ROOF  of  adjoining  building  “F” 
is  15  ft.  higher  and  roof  of  Building  “C”  is  at  same  level; 
and 

Whereas,  petitioner  contends  that  the  doors  referred  to 
in  Item  1  are  self-closing  fireproof  doors  hinged  so  as 
to  open  outwardly  from  Building  “B”  and  that  these  doors 
were  accepted  by  the  board  of  review  of  the  fire  depart¬ 
ment  in  1920;  that  the  fire  escape  in  Building  “A”  has 
been  brought  up  to  standard  and  that  the  fire  escape  in 
Building  “B”  was  accepted  by  the  board  of  review  of  the 
fire  department  in  1920. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  all  openings  shall  be 
equipped  with  self-closing  fire  doors;  granted  as  to  Item 
No.  2,  ratifying  the  action  of  the  bureau  of  fire  preven¬ 
tion  dated  February  3,  1920,  on  cottdition  that  the  stipula¬ 
tions  of  said  order  shall  be  complied  with. 


391-24-S. 

PETITIONER— R.  Hoe  &  Co.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 2-12  Sheriff  street  and  504-510 
Grand  stret,  Manhattan. 

APPEARANCES— 

For  Petitioner:  W.  J.  Strain. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITLONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Deputy, 
Fire  Chief  Martin,  Deputy  Fire  Com¬ 
missioner  Plannon,  Superintendents  Brady, 

Moore  and  McDermott  .  H 

Negative  . . . .  0 

Absent :  Superintendents  Reville  and  Kleinert  . .  2 

THE  RESOLUTION: 

(391-24-S) 

Whereas,  R.  Hoe  &  Co.,  owner,  filed,  June  30,  1924,  a 
petition,  with  the  board  of  standards  and  appeals,  for  vari¬ 
ation  from  the  requirements  of  the  labor  law,  as  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  2-12 
Sheriff  street  and  504-510  Grand  street,  Manhattan;  and 


433-24-S. 

PETITIONER— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Jennette  D.  Lowe,  lessee. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTEDi — 21  East  57th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE — < 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell,  Deputy  hire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Brady,  Moore  and 

McDermott  . . . . 

Negative  . . .  3 

Absent:  Mr.  Dowd,  Superintendents  Reville  and 
Kleinert  .  3 


620-24-S. 

PETITIONER— H.  W.  Perlman,  for  N.  W.  Abrahams, 
owner.  J 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 
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.  PREMISES  AFFECTED— 343-7  Grand  street,  Manhat- 
APPEARANCES— 

For  Petitioner:  Joseph  J.  Ahern. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

m VnTT rn V QB0.ARD~ ,Petifcion  granted  on  condition. 

sPecihed  m  resolution. 

THE  VOTEr—  4 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Deputy  Fire  Chief  Mar¬ 
tin,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Moore  and  McDer¬ 
mott  .  9 

N egative  . o 

Absent:  Messrs.  Dowd  and  Holland  and  Super¬ 
intendents  Reville  and  Kleinert  4 

THE  RESOLUTION:  4 

(620-24-S) 

f.,^Hf?EAS'  •  Perlman,  for  N.  W.  Abrahams,  owner, 
filed,  May  3,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  lor  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner 
affecting  premises  345-7  Grand  street,  Manhattan;  and 
W1.  here  as,  the  order  of  the  fire  commissioner,  dated 
April  8,  1924,  in  acting  on  Order  No.  57347-LD,  reads: 

1.  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  at  the  north  side  of 
building  in  accordance  with  the  provisions  of  Sec¬ 
tion  271  of  the  Labor  Law. 

2.  Provide  an  outside  iron  balcony  fire  escape  on 
the  north  side  of  building  with  balconies  4  ft.  in 
width  connected  by  stairways  not  less  than  22  in.  wide, 
placed  at  an  incline  of  not  more  than  45  degrees, 
extending  from  the  ground  to  the  highest  story  *  *  *”• 

and  *  ’ 


SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 398  Madison  street,  Manhat¬ 
tan. 


APPEARANCES— 


I* or  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


-  *  vy  x  x  \_y  x  < 


CONDITIONS 
THE  VOTE— 


-As  specified  in  resolution 


Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Deputy  Fire  Chief  Mar¬ 
tin,  Deputy  hire  Commissioner  Hannon, 
Superintendents  Brady,  Moore  and  McDer¬ 
mott  . 

Negative  . 

Absent:  Messrs.  Dowd,  Holland  and  Superin¬ 
tendents  Reville  and  Kleinert _ 

THE  RESOLUTION- 


(706-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Clara  G.  McKenzie,  et  al.,  owners,  filed  May  19 
1924,  a  petition,  with  the  board  of  standards  and  appeals’, 
for  variation  from  the  requirements  of  the  labor  law,' 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  398  Madison  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
February  14,  1924,  in  acting  on  Order  No.  54959-LD 
reads : 

“1..  Extend  the  interior  stairway  at  the  east  side 
of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.”  ; 

and 


\\  hereas,  the  building  is  non-fireproof,  five  stories  in 
height,  45  ft.  by  75  ft.  in  area  at  the  1st  story  and  45  ft. 
by  71  ft.  in  area  above.  OCCUPIED:  Basement,  storage 
ot  pianos;  1st  story,  retail  stores;  2nd  story,  storage;  3rd 
story,  storage;  4th  story,  repairing  and  assembling  of 
pianos,  2  persons;  5th  story,  storage  of  pianos,  2  persons; 
EQUIPPED  with  a  fire  alarm  signal  system.  EXITS: 
An  interior  wooden  stairway,  extending  from  the  1st  story 
to  the  top  story,  enclosed  in  wood  and  metal  lath  par¬ 
titions,  with  kalameined  and  wire  glass  doors  at  openings; 
a  fire  escape  on  the  rear  of  the  building,  extending  from 
the  top  story  to  the  roof  of  1st  story  extension,  with  fire- 
proof  windows  along  the  course  thereof,  with  BGR'ESS 
from  the  termination  of  fire  escape  by  means  of  ladder  to 
yard  of  premises  to  rear ;  ROOFS  of  adjoining  buildings 
to  west  20  ft.  lower,  to  east  same  level ;  and 

Whereas,  petitioner  contends  that  in  addition  to  the  stair¬ 
way  from  the  basement  there  is  a  ladder  leading  from  the 
basement  to  sidewalk  and  that  the  existing  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Item  No.  2  on  condition  that  a  fire  escape  shall  be  main¬ 
tained  on  the  rear  of  the  building,  with  a  fixed  60  degree 
stairs,  egress  to  be  provided  from  termination  at  rear 
through  tenement  house  to  the  street,  and  on  condition 
that  not  more  than  ten  (10)  persons  shall  be  engaged  in 
factory  occupancy  throughout  the  structure  above  1st  story; 
that  die  windows  along  the  course  of  fire  escape  shall  be 
made  fireproof,  self-closing;  and  so  long  as  the  conditions 
otherwise  remain  unchanged,  as  to  occupancy  and  use. 

706-24-S. 

PETITIONER — 'Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Clara  G.  McKenzie,  et  al.,  owners. 


Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  91  ft.  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  chairs,  17  persons  above  the  1st  story;  EQUIP¬ 
PED  with  a  fire  alarm  signal  system.  EXITS:  An  in¬ 
terior  wooden  stairway,  extending  from  the  1st  story  to 
the  top  story,  with  fixed  iron  ladder  to  scuttle  in  roof, 
enclosed  in  wooden  partitions  with  wooden  doors  at  the 
openings;  a  fire  escape  on  the  front  of  the  building,  ex¬ 
tending  frorn  the  top  story  to  the  2nd  story,  with  counter¬ 
balanced  stair  to  street,  with  fireproof  windows  along 
the  course  thereof;  ROOFS  of  adjoining  buildings  to  east 
one  story  lower,  to  west  one  story  higher;  and 

Whereas,  petitioner  contends  that  the  existing  means 
of  exit  from  the  building  are  adequate  for  the  small 
occupancy  and  that  there  is  no  safe  egress  from  the  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  fixed  double  rung  iron  ladder  shall 
be  provided  in  the  top  story  hall  to  scuttle  in  roof,  and 
granted  so  long  as  the  premises  remain  in  one  occupancy 
and  the  conditions  as  to  occupancy  and  use  remain  un¬ 
changed. 


333-21-S. 

PETITIONER — Simon  Genzburg,  for  Hugh  Inman,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  or 
fire  commissioner. 

PREMISES  AFFECTED — 43  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Patrick  J.  Murray. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


1089 


MINUTES 


THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Deputy  Fire  Chief  Mar- 
tin,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Moore  and  McDer¬ 
mott  . . 


0 


Negative  . . 

Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendents  Reville  and  Kleinert .  4 


THE  RESOLUTION: 

(331-21-S) 


Whereas,  Simon  Genzburg,  for  Hugh  Inman,  owner 
filed  February  16,  1921,  with  the  board  of  standards  and 
appeals,  a  petition,  for  variation  of  the  requirements  of 
the  labor  law,  as  cited  in  the  order  of  the  fire  commissioner 
affecting  premises  43  West  56th  street,  Manhattan,  and 


789-24-S. 

PETITIONER — Lockwood,  Greene  &  Co.,  for  R-W  Realty 
Company,  Inc.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 189-195  Hudson  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Russell  Banta. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Deputy  Fire  Chief  Mar¬ 
tin,  Deputy  Fire  Commissioner  Hannon, 
Supenntemknrt!;  Brady,  Moore  and  McDer¬ 
mott 


Whereas,  the  order  of  the  fire  commissioner  reads : 

•  “Order  No.  5867-LD.— 4.  Provide  exit  signs,  letters 
to  be  at  least  8  in.  in  height,  at  all  means  of  egress, 
with  a  red  light  over  all  such  exits  for  use  in  time 
of  darkness,  as  per  section  79-C-2  of  the  labor  law. 

“Order  No.  5866-LD.— 1.  Provide  an  outside  iron 
balcony  fire  escape  at  the  rear  of  building  with  bal¬ 
conies  4  ft.  0  in,  in  width  connected  by  stairways  nol 
less  than  22  in.  wide  placed  at  an  incline  of  not  more 
than  45  degrees  extending  from  ground  to  roof  con¬ 
structed  as  per  Section  79-B-4  of  the  labor  law,  and 
the  rules  of  the  Board  of  Standards  and  Appea  s  or 
carry  out  a  proper  alternative  method  ^  of  complying 
with  Section  79-B-l  of  the  labor  law.” 

“2.  Enclose  the  interior  stairway  at  the  tront  ot 
building  serving  as  a  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides  with  partitions  of  fire  resisting  mate¬ 
rials  extending  continuously  from  the  cellar  to  3  ft 
above  the  roof  constructed  as  per  section  <9-B-2  and 
79-B-3  of  the  Labor  Law  or  carry  out  a  proper  alterna¬ 
tive  method  of  complying  with  the  requirements  of  sec¬ 
tion  79-B-l  of  the  Labor  Law.”; 


and 


m?u  .  o 

Negative  . . . * 


Whereas,  the  building  is  "on-fireproof,  five  *ori«  in 
height,  25  ft.  by  90  ft.  in  area.  OCCUPIED.  1st  siory 
showroom  and  manufacturing,  10  persons;  2nd,  3rd,  4th 
and  5th  stories,  office,  showrooms,  manufacturing  and  - 
ing  apartments;  the  means  of  egress  consisting  of  two  in¬ 
terior  stairways,  one  at  the  front  extending  from  the  1st 
story  to  the  5th  story  unenclosed;  one  at  the  centre  en 
closed  in  fireproof  partitions  extending  from  the  1st.  story 
Jo  the  roof;  it  is  proposed  to  erect  on  the  rear  in  the 
court  a  fire  escape  balcony  and  stair  extending  from  th« 
level  of  the  3rd  story  to  the  roof  of  the  adjoining  building 

at  Whereas,  ^petition  was  granted  on  condition  that  exits 
to  the  property  in  the  rear  shall  be  made  by  substituti  g 
a  door  for  the  window  now  in  place  and  providing  an 
iron  stair  and  balcony  -connecting  to  the  building  in  the 
rear;  and  petitioner  now  proposes  in  lieu  of  this  to  pro 
vide  a  fire  escape  direct  to  yard  with  egress  through  gate 

in  fence  to  property  adjoining.  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  ot  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  standard  45  degree  fire  escape  shall 
be  installed  at  the  west  side  of  the  rear  extension  from 
the  roof  to  the  yard,  with  egress  to  yard  of  building  to 
rear  and  egress  therefrom  through  yard  of  building  to  the 
west ;  granted  on  further  condition  that  the  occupancy  shall 
not  exceed  twenty-five  (25)  persons  above  the  1st  story. 


Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendents  Reville  and  Kleinert .  4 

THE  RESOLUTION : 

(789-24-S)  .  .  . 

Whereas,  Lockwood,  Greene  &  Co.,  for  Trinity  Parish 
Corporation,  owners,  filed,  June  12  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  a  ecl^°n 
of  the  superintendent  of  buildings,  affecting  premises  189- 
195  Hudson  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  30,  1924,  in  acting  on  N.  B.  Application 
No.  211-24,  reads: 

“9  Due  to  proposed  occupancy  as  specified  m  an¬ 
swer  to  objection  No.  1  all  windows  in  the  building 
must  conform  with  the  requirements  of  Section  264 

Labor  Law.”;  ,  ,  .  „ 

Whereas,  the  building  is  fireproof,  six  stones  and  ba  e- 

ment  in  height,  110  ft.  by  121  ft.  in  area;  OCCUPIE 
nn  the  1st  2nd  and  3rd  stories  as  tenant  lofts,  150  per¬ 
sons  on  each  story;  4th  and  5th  stories  for  the  storage 
of  shoes  150  persons  on  each  story;  6th  story,  offices, 
150  persons;  EQUIPPED  with  a  sprinkler  system  and  a 
fire  alarm  signal  system.  EXITS:  Two  mtenor  fireproo 
stairways  extending  from  the  1st  story  to  the  roof,  en 
closed  m  fireproof  partitions  with  fire  doors  at  the  open¬ 
ings;  ROOFS  of  adjoining  buildings,  two  stories  higher 

to  south  and  none  to  west;  and  .  , 

Whereas,  petitioner  proposes  to  glaze  the  windows  m  the 
front  of  the  building  from  the  1st  to  5th  stones,  inclusive, 
with  wire  glass,  the  rest  of  the  windows  in  Je  bmM  ng, 
including  the  show  windows,  are  to  be  glazed  with  pku 
glass;  the  glass  in  the  show  windows  to  be  4  in-  tmclc 
and  in  the  other  windows  double  thick  glass. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  -  granted  only 
so  far  as  it  affects  the  show  windows  on  the  1st  story 

street  fronts. 


794-24-S.  .  ^ 

PFTITIONER — Groker  National  Fire  Prevention  En- 
gineering  Co.,  for  T.  V.  and  H.  Rawitser,  own¬ 
ers. 


Cl  3.  , 

SUBJECT — Variation  of  the  labor  law  as  cited  in  or  er 
of  fire  commissioner. 

PREMISES  AFFECTED— 380-384  Canal  street,  Man¬ 
hattan. 

APPEARANCES—  ' 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  ot  tire 
Hpnartment. 


1090 


MINUTES 


GONDII  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Suerintendents  Moore  and  Mc¬ 
Dermott  .  g 

Negative  . .  o 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert....  5 
THE  RESOLUTION: 

(794-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineer- 

^or  .T*  ^  Rawitser,  owners,  filed,  June 

13,  19~4,  a  petition,  with  the  board  of  standards  and  appeals 
tor  variation  from  the  requirements  of  the  labor  law’ 
as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  380-84  Canal  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March ^  15,  1924,  in  acting  on  Order  No.  56079-LD,  reads: 

.  1-  Arrange  the  fire  escape  on  the  rear  of  build¬ 

ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Sections  273  and 
274  of  the  Labor  Law  *  *  *. 

NOTE .  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“No  stairway  from  lowest  balcony  to  ground.  No 
fireproof  passageway  to  street  from  lower  termination. 
t  Doors  opening  to  balconies  cannot  be  opened  from 
balconies.  No.  60  degree  stariways  connecting  balconies. 
No  steps  16  in.  in  width  leading  from  floor  to  sills 
of  ( doors  and  windows  opening  on  fire  escape. 

“2.  Enclose  the  interior  stairway  at  east  side  of 
building  serving  as  a  required  means  of  exit  and  the 
landings,  platforms  and  passageways  connecting  there¬ 
with  on  all  sides,  with  partitions  of  fire  resisting  ma¬ 
terial  extending  continuously  from  the  1st  story  to  3 
ft.  above  the  roof  *  * 
and 

Whereas,  the  building  is  fireproof,  six  stories  in  height 
57  ft.  by  62  ft.  in  area.  OCCUPIED  as  follows:  1st 
story,  stores;.  2nd  story,  metal  stamping,  12  persons;  3rd 
story,  fountain  pen  mfg.,  15  persons;  4th  story,  machine 
shop,  20  persons;  5th  story,  knitting  mills  (only  wool),  12 
persons;  6th  story,  radio  mfg.  and  envelope  mfg.,  9  per¬ 
sons;  EQUIPPED  with  a  fire  alarm  system  and  fire  drills 
are  conducted.  EXITS :  An  interior  wooden  stairway  ex¬ 
tending  from  the  1st  story  to  the  roof,  enclosed  in  lath 
and  plaster  (plaster  board  and  metal  on  loft  side)  parti¬ 
tions,  with  fire  doors  at  the  openings ;  an  iron  bridge  at 
each  story,  affording  egress  to  adjoining  building  (under 
same  ownership)  to  the  south,  with  connecting  iron  stairs 
from  2nd  story  to  roof,  openings  along  the  course  of  the 
fire  escape  are  fireproof;  ROOF  of  adjoining  building  to 
south  is  at  same  level ;  and 

Whereas,  petitioner  contends  that  these  orders  are  simi¬ 
lar  to  others  previously  issued  and  modified  by  the  board 
of  review  of  the  fire  department  on  July  17,  1919;  that 
these  modifications  have  been  complied  with  and  that  there 
has  been  no  substantial  change  in  use  or  occupancy  since 
that  time. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
ratifying  the  action  of  the  board  of  review  of  May  4,  1920, 
and  July  17,  1919,  on  condition  that  double  rung  ladders 
shall  be  provided  between  the  balconies,  so  long  as  the 
well  holes  are  properly  guarded. 


796-24-S. 

1  ETITIONER— Croker  National  Fire  Prevention  En- 

CTmTPnnev"^  (?°-’  for  Samuel  Weil,  owner. 
bUBJLCl  \  ariajion  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISMEaS„ha^„FECTED-391 
APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 
fior  Administration:  Inspector  Maher  of  fire 

department. 

CQND°moLB^RD“'?tition  granted  on  condition- 
CONDITIONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken- 
£u-yr’  Gwunson,  Connell,  Deputy  Fire 

Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . 

Negative  .  i: 

Absent:  Messrs  Dowd,"  Holland," Superinl 
tendents  Brady,  Reville  and  Kleinert  5 

THE  RESOLUTION: 

(796-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Samuel  Weil,  owner,  filed,  June  13  1904  a  np+f 
..on,  with  the  board  of  standards  'and  ap^ls  for  vfria-' 

an°nordrermof  theefiU'ren,entS-0f  the  'ab°r  llw'  as  citcd  in 
an  order  of  the  fire  commissioner,  affecting  premises  391 

Washington  street,  Manhattan;  and 
Whereas,  the  order,  of  the  fire  commissioner,  dated 
January  31,1924,  in  acting  on  Order  No.  54591-LD,  reads: 
1.  Enclose  the  interior  stairway  at  south  side  of 
building  serving  as  a  required  means  of  exit  *  *  * 

2  Arrange  the  fire  escape  on  the  west  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are 

97,iC°TPo?nCTe  lVlth  Tthe  Pr°visions  of  Sections  273  and 
274  of  the  Labor  Law  *  *  • 

and 

heiah?ER7nSWthK  ^Iding.is  non-fireProof,  six  stories  in 
height  ,0  ft.  by. 75  ft.  in  area.  OCCUPIED:  1st  and 

2nd.  stories,  shipping  and  offices,  19  persons;  3rd  to  5th 
stories,  storage  of  tinned  and  bottled  food  products  6 
persons;  6th  story  packing  of  olives,  20  persons;  EQUIP¬ 
PED  with  a  sprinkler  system  in  the  cellar  and  a  fire  alarm 
signal  system.  EXITS  :  An  interior  wooden  stairway  ex¬ 
tending  from  the  1st  story  to  the  roof,  enclosed  in  wooden 
partitions  with  wooden  doors  at  openings,  and  an  addi¬ 
tional  stairway  from  2nd  story  to  street;  a  sub-standard 
fire  escape  on  the  northerly  side  of  the  building  and  a  fire 
escape  on  the  front  of  the  building  extending  from  the 
top  story,  to  the  2nd  story,  with  counterbalanced  stair  to 
filj?p.ro.of  windows  along  the  course  thereof; 
KUUbS  of  adjoining  buildings  are  at  same  level-  and 
Whereas,  petitioner  contends  that  the  goods  stored  are 
non-infiammable,  and  proposes,  in  view  of  the  fact  that  the 
greatest  occupancy  is  in  the  top  story,  to  cover  with 
metal  the  partition  of  the  stairway  leading  to  the  roof  and 
in  regard  to  Item  No.  2,  proposes  to  provide  steps  to  the 
sills  of  windows  on  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  o  Item  No.  2  on  condition  that  a  fire  escape  with 
>0  degree  connecting  stairs  and  counterbalanced  stairs  shall 
be  maintained  and  that  all  openings  on  the  course  shall 
be  fireproof,  self-closing,  and  granted  as  to  Item  No  1 
on  condition  that  the  stairway  shall  be  enclosed  in  fire 
resisting  material  from  the  1st  story  to  the  under  side 
of  the  roof  beams;  and  that  egress  from  the  termination 
of  these  stairs  through  the  1st  floor  shall  be  maintained 
unobstructed  and  this  floor  shall  not  be  subdivided. 
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PETITIONER — William  F.  Doyle,  for  Bernhard  Realty 

Corp.,  owner.  .  ,  .  ,  , 

SUBJECT — Variation  of  labor  law  as  cited  in  order  ot 
fire  commissioner. 

PREMISES  AFFECTED— 233  Duffield  street,  Brooklyn- 

APPEARANCES—  ^  ^  , 

For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  ot  hre 

department.  ... 

ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  V  O  T  E _ 

Affirmative:  Chairman  W  alsh,  Messrs.  Kcn- 
nedy.  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . . .  ® 

Negative  . . . 

Absent  •  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert....  5 


THE  RESOLUTION: 

(806-24-S) 

Whereas  William  F.  Doyle,  for  Bernhard  Realty  Corp., 
owner,  filed,  June  16,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  233  Duffield  street,  Brooklyn; 


Whereas,  the  order  of  the  fire  commissioner,  dated 

April  17,  1924,  reads:  .  ., 

“1.  Extend  the  interior  stairway  at  the  south  side 
of  building  to  the  roof,  as  per  Section  271  of  the 


Labor  Law.  .... 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 

and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  *  *  *•  . 

“Among  the  defects  noted  on  this  fire  escape  are 

the  following:  ,  .  . 

“Windows  on  course  not  fireproof,  not  self-closing. 

“No  stairway  from  top  balcony  to'  roof. 

“No  stairway  from  lowest  balcony  to  ground.. 

“No  safe  passageway  to  street  from  termination. 
“Stairway  connecting  balcony  at  3rd.  and  4th  story 
in  an  unsafe  condition,  requires  painting.  ; 


311 W1  h  ere  as,  the  building  is  non-fireproof,  two  stories  mez¬ 
zanine  and  basement  in  height,  20  ft.  by  98  ft.  in  area 
at  1st  story  and  20  ft.  by  40  ft.  in  area  above ;  OCCU¬ 
PIED  as  a  shoe  factory  in  basement  and  mezzanine.  15 
persons,  and  dwellings  above.  EXITS  :  An  interior  wooden 
stairway  extending  from  1st  story  to  top  story;  enclosed 
in  wood  lath  and  plaster  partitions  with  wooden  doors  at 
openings;  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  top  story  to  the  roof  of  the  basement  ex¬ 
tension;  with  non-fireproof  windows  along  the  course  there¬ 
of  ;  ROOF  of  adjoining  building  to  south  is  at  same  level ; 

Whereas,  petitioner  contends  the  building  is  used  exclu¬ 
sively  as  a  dwelling  above  the  1st  story  and  is  there  ore 
not  a  factory  and  that  a  certificate  of  occupancy  was  issued 


for  the  present  use.  ,  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  a  ladder  shall  be  pro¬ 
vided  from  the  top  story  to  a  scuttle  in  the  roof  and  that 
any  door  at  the  foot  of  said  ladder  shall  be  removed , 
that  a  gooseneck  ladder  shall  be  provided  from  the  top 
story  balcony  and  an  iron  ladder  from  the  roof  of  tie 
extension  to  yard  of  property  in  rear  in  the  same  owner¬ 
ship  ;  that  the  stairway  between  the  3rd  and  4th  stories 
shall  be  made  secure ;  granted  so  long  as  conditions  as  to 
occupancy  and  use  remain  unchanged. 


813-24-S. 

PETITIONER— Samuel  Rosenblum,  for  34  West  22nd 
Street  *Co.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 34  West  22nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 
department.  . 

ACTION  OF  BOARD  -Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  8 

Negative  . ® 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert....  5 

THE  RESOLUTION: 

(813-24-S) 

Whereas,  Samuel  Rosenblum,  for  34  West  22nd  St. 
Corp.,  owner,  filed,  June  17,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  34  West  22nd  street,  Man¬ 
hattan;  and  • 

Whereas,  the  order  of  the  fire  commissioner,  dated 

March  6,  1924,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of .  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  SO'  that  same  are  in 
compliance  with  the  provisions  of  Section  2  >  3  and  274 
of  the  Labor  Law  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are 
the  following: 

“No  safe  passageway  to  street  from  the  termination. 
“No  stairway  from  lowest  balcony  to  ground.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  23  ft.  6  in.  by  98  ft.  9  in.  in  area  at  the  1st  story 
and  23  ft.  6  in.  by  75  ft.  in  area  above.  OCCUPIED: 

1st  story,  electrical  supply  and  store  fixtures,  5  persons; 

2nd  story,  embroidery  work,  5  persons;  3rd  story,  mfg. 
dresses,  20  persons;  4th  story,  embroidery  mfg.,  16  per¬ 
sons;  5th  story,  mfg.  cloaks,  15  persons;  6th  story,  rnfg. 
cloaks  and  suits,  15  persons;  EQUIPPED  with  a  fire  alarm 
signal  system.  EXITS:  An  interior  wooden  stairway  ex¬ 
tending  from  1st  story  to  top  story;  enclosed,  in  fire  re¬ 
sisting  partitions  with  fireproof  doors  at  openings ;  a  fire 
escape  on  the  rear  of  the  building  extending  from  the  main 
roof  to  the  roof  of  the  2nd  story  extension,  with  fireproof 
windows  along  the  course  thereof;  with  EGRESS  from 
the  termination  of  fire  escape  by  means  of  connection  to 
fire  escape  on  building  to  the  rear;  ROOFS  of  adjoining 
buildings  to  west  10  ft.  higher,  to  east  9  ft.  higher; 
and 

Whereas,  petitioner  contends,  in  view  of  the  light  oc¬ 
cupancy,  that  the  existing  means  of  exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted  , 
as  to  egress  from  termination  of  the  fire  escape  on 
tion  that  iron  stairs  shall  be  provided  from  the  roof  of  the 
2nd  story  extension  to  the  1st  story  extension  in  rear,  witn 
egress  therefrom  to  2nd  story  balcony  of  building  to 
rear  with  egress  therefrom  through  window  glazed  witn 
plain  glass,  and  that  the  order  shall  be  complied  with  m 
all  ether  respects. 
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815-24-S. 

I  PETITIONER— Samuel  Rosenblum,  for  119  Fulton 

*  .  ^treet  9orp->  owner- 

■  SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
nre  commissioner. 

■PREMISES  ALLECIED — 12'3  Fulton  street  and  44 
Ann  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire 
department. 

CONDlTinNSBCAARD''?!lit'0n  granted  on  condition. 
COE  1)1  1  IONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
edy-:  9unP*s°n,  Connell,  Deputy  Fire 
C  lief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  Q 

Negative . . .  0 

Absent:  Messrs.  Dowd,  Holland.’ ‘.Superin¬ 
tendents  Brady,  Reville  and  Kleinert  5 

THE  RESOLUTION: 

*  r  (815-24-S) 

Whereas,  Samuel-  Rosenblum,  for  119  Fulton  Street 
Corpoi-ahon  owner  filed,  June  18,  1924,  a  petition,  with 
e  hoard  ot  standards  and  appeals,  for  variation  from 

M  [eqUfiremCnts  °f  ,the  lat>°r  law,  as  cited  in  an  order 
the  hie.  commissioner,  affecting  premises  125  Fulton 

street  and  44  Ann  street,  Manhattan;  and 

MrH:r^/he  °r(?er  °f  tbe  fire  commissioner,  dated 
Mai  29,  1924,  in  acting  on  Order  No.  60045-LD,  reads: 

&nn  c!'r"C!0Se  ,t-he  iotcnor  stairway  at  west  side  of 
Ann  Street  section  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides,  with  par- 
f ?  "eslstln-?  material  extending  continuously 
44m  ^le  1st  story  to  3  feet  above  the  roof  *  *  * 

,  ;2:  Pro.vidf.  an  unobstructed  passageway  around 

wpi  ear  T  frcm  the  f00t  of  the  stairway  at 
west  side  of  Ann  Street  section  of  building  to  the 

SfU{  Pasasgeway  to  have  a  width  of  not  less 
than  3  feet,  as  per  Section  272  of  the  Labor  Law. 

3  Arrange  the  fire  escape  on  the  front  of  Fulton 
.,treet  secV°?  of .  building  and  the  openings  leading 
thereto^  and  the  windows  opening  on  the  course  there- 

ur7,?TfnAm°nS  defeCtS  noted  on  this  bre  escape 
are  the  following:  No  stairway  from  lowest  balcony 

to  ground.  No  gooseneck  ladder  from  top  story  bal- 

fnny-^u**  Stairways  connecting  balconies  not  20  in. 

in  width  *  *  *. 

“4  Arrange  the  fire  escape  on  the  front  of  Ann 
Street  section  of  building  and  the  openings  leading 
of  *t0*  a*d  the  wir,do<ws  opening  on  the  course  there- 

arp^iP^r V'i  A,?onS  the  defects  noted  on  this  fire  escape 
are  the  following : 

“?°  gooseneck  ladder  from  top  story  balcony  to 
•  Stairways  connecting  balconies  not  20  in  in 
width.  Not  screened  to  a  height  of  4  ft.  6  in.  No 

steps  from  floor  level  to  openings  leading  to  fire 

escape.  ; 

uid 

ieichIERnnAS;.  theTrbrIding  is  mm-fireproo f,  six  stories  in 
lefh!  1  AFult°n  Street  section  and  five  stories  in 
-5  ft  ?ei  An"  Street  Section’  having  a  frontage  of 

)Cn>PTPnU  r  Street  and  23  ft-  2  in-  on  Ann  Street, 
rd  J  ;,n  street  sect,°n:  1st  story,  store;  2nd, 

dates'  hi/nd  1  St0rAC"’  dealer  in  5,10 w  ca>-ds  and  name 
nd  s J  TSOnS-  OCCUPIED,  Fulton  street  section: 

},  show  cards;  3rd  story,  engravers,  2  persons; 


12  SS:  5th  s,ory’ vacant  ***««.• 

ton  street  section,  :  I»  the  Ful- 

rom  die  1st  story  to  the  ton  sH  r™  ^  ,sta,nvay  extending 
mg  materials,  with  metal  covered  .1  ^  1"  fire  resist 

a  fire  escape  on  the  front  of  the^u^  at  the  °Pemngs; 
the  top  story  to  a  party  wall  J_,brUlldlnS’  extending  from 
m  the  Ann  street  section  there  is an  Z  *  the  2nd  story; 
way,  extending  from  the  1st  to  the  lntenor  wooden  stair- 
escape  on  the  front  of  the  bufldinl  P  f°J?>  and  a  ^ 
top  to  the  2nd  story  with  counterhfl  eXtfndmg  from  the 
windows  on  course  of  both  fire  t0  ?reet; 

Whereas  petitioner  Ks  are  fireproof;  and 

m  the  hoistway  and  a  connTTl  t0  provide  tell-tale  chains 
on  die  Fulton  street  fire  esca^  dr°P  ladder  in  ^’'des 

hereby  makeYvwiatiZniol  thTrea^  ^  aPPeals  doeS 
bor  law  and  that  the  petition  hi, ^qpil?ments  of  the  la- 

as  t0  Item  N10.  2  on  condition  tint-'  th*  Je^eby  IS  granted 
equipped  with  tell-tale  chains  hi  7^  ^  h°IStway  shall  be 
of  the  board  of  standards  mid  ann ?rdance  ^th  the  rules 
No.  3  on  condition  that  a  GO  devr^3  S  ’  9ranied  as  to  Item 
be  provided  between  balconies  7  f  connecting  stairs  shall 
ladder  in  guides  from  2nd  storv  T^0Unterbalancecl  drop 
that  any  openings  on  the  course*  of  fire7  t0  Streft’  and 
equipped  with  self-closine  firenrLr  -5  eSCape  shaI1  be 
to  Item  No.  4  0»  Edition  thaffire  Wmd°r;  9ranted  as 

maintained  in  accordance  with  ^sectimi^y^V^^1'0156''^ 
law ;  denied  as  to  Item  No.  1  *  274  of  the  labor 


819-24-S. 

g  E™  I°NCoR7w,'?eTar<1  P-  D°yle-  f°r  Rhinelander  R. 

,aw  as  cited  111 

PREMISES  AFFECTED  iq*  e+t 
APPEARANCES—  85  1  avenue.  Manhattan. 

Fnl-  IAejiti?ner:  Edward  P.  Doyle 
F01dAd— ti0n:  Mab-  of  fire 

CONDITIONS-^As^specified^1'0"  gra?ted  on  condition. 
THE  VOTE-  m  reso  ution. 

Affirmative:  Chairmau  Walsh,  Messrs  Ken- 

rl-i  Gunnison,  Connell,  Deputy  Fire 
Ch.ef  Martin,  Dernty  Fire  Commissioner 

Dermott  Supenntendents  Moore  and  Me- 

Negative  . . .  8 

Absent:  Messrs.  Dowd  ’  Hoil'and ’ '  q  ‘ '  0 

THE  RESOLUTION-117,  **'*'  "«  K'-nerc"’:  r 

(819-24-S) 

Rea, 

shr^„i“  rttb nd  ^ 

«f  ‘he)re  Smist,,^ 

nue,  Manhattan;  and  g  premises  185  Sj^th  ave- 

W  HEREAS,  tbc  orrlpr  c\ f  •  • 

May  22,  1924  in  actimr  on  D  ,  r  ^mmissioner,  dated 
U  T7  ’t  ,  8.  011  0rd€r  No-  59592-LD  reads- 

ter ia I,  extending  continuously  from  the  cellar  tn  a  T  l 
above  the  roof  ***».  e  ceHar  to  3  feet 

•  t 


and 


I.eSr'SfV.'Vft  80  nf0"--nreprO0f'  fo“r  in 

and  2G  ft.  7'A  in  bv  80  ft  in  3t  tbe  lst  story 

/2  ‘  Dy  80  ft-  111  area  above.  OCCUPIED 
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as  follows:  Cellar,  1st  story,  store,  taxidermist,  4  persons; 
2nd  story,  ladies’  garments,  9  persons;  3rd  story  ladies 
coats,  9  persons;  4th  story  statues,  3  persons EQUIPPED 
with  a  fire  alarm  signal  system.  EXITS.  An  interior 
wooden  stairway,  extending  from  the  1st  story  to  the  top 
story  and  ladder  to  scuttle  in  roof,  enclosed  in  wooden 
partitions  with  wooden  doors  at  openings;  a  fire  escape 
on  the  south  side  of  the  building,  extending  from  the  mam 
roof  to  the  roof  of  the  1st  story  extension  of  the  adjoin¬ 
ing  building,  with  fireproof  windows  along  the  course 
thereof;  ROOFS  of  adjoining  buildings,  roofs  to  north 

and  south  are  20  ft.  lower;  and  .  .  , 

Whereas,  petitioner  contends  that  in  view  of  the  light 
occupancy  and  substantial  wooden  plank  enclosure  aroun 
the  stairway,  that  the  existing  means  of  egress  are  ade- 

qU Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  occupancy  shall  not  exceed  twenty- 
five  (25)  persons  above  the  1st  story. 


766-24-S.  „7  ^ 

PETITIONER— Samuel  Cohen,  for  28-30  West  5-th 
Street,  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 28-30  West  57th  street  and 
2‘9  West  56th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Bernard  S.  Click 

For  Administration:  Inspector  Maher  ot  tire 

department.  .  .  ,  .  , 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  • ;  •  •  •  • . v- '  ‘  ’ 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . . . .  •  •  ® 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert...  5 

THE  RESOLUTION: 

(766-24-S) 

Whereas,  Samuel  Cohen,  for  28-30  West  57th  Street 
Corp.,  owner,  filed,  June  3,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for.  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  m  an  order  of  the  fire 
commissioner,  affecting  premises  29  West  56th  street  and 
28-30  West  57th  street,  Manhattan;  and  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 
April  3,  1924,  in  acting  on  Order  No.  57019-LF  reads : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board 
of  Standards  and  Appeals  and  the  enclosed  approved 

layout.” ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stones  in 
height,  with  a  frontage  of  25  ft.  on  West  56t^rs^e/pTpn 
a  frontage  of  50  ft.  on  West  57th  street  OCCUPIED 
as  follows :  1st  story,  stores,  60  persons ;  2nd  to  7th  stories, 
offices  and  25  per  cent  mfg.,  60  persons  per  story.  EX1  1  b  • 
Two  interior  stairways  extending  from  the.  1st  story  to 
the  roof,  enclosed  in  fireproof  partitions  with  fire  doors 

at  the  openings;  and  .  „  , 

Whereas,  petitioner  proposes  to  install  an  approved  au¬ 
tomatic  spinkler  system  in  lieu  of  a  fire  alarm  signal  sys¬ 
tem.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


790-24-S.  „  „  ,  ,  ,  ~  .. 

PETITIONER— Rudolf  C.  P.  Boehler,  for  Golle 

Realty  Co.,  owner.  . 

SUBJECT — Variation  of  labor  law  as  cited  in  order  o 
fire  commissioner. 

PREMISES  AFFECTED— 124  West  21st  street,  Alar 
hattan. 

APPEARANCES—  „  „  ,, 

For  Petitioner:  Rudolf  C.  P.  Boehler. 

For  Administration:  Inspector  Alaher  of  fit 
department. 

ACTION  OF  BOARD— Petition  granted  on  conditioi 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  .  p 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . 

Negative  . . 

Absent:  Alessrs.  Dowd,  Holland,^  Superin¬ 
tendents  Brady,  Reville  and  Kleinert... 

THE  RESOLUTION: 

(790-24-S) 

Whereas,  Rudolf  C.  P.  Boehler,  for  Goffer  Realty  C 
owner,  filed,  June  12,  1924,  a  petition,  with  the  board 
standards  and  appeals,  for  variation  from  the  requiremei 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  co: 
missioner,  affecting  premises  124  West  21st  street,  Mann. 

tan;  and  .  .  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  da) 

June  4,  1924,  in  acting  on  Order  No.  60240-LD,  reads 
‘‘1.  Extend  the  interior  stairs  to  roof  as  per  S' 
tion  271  of  the  Labor  Law. 

“2.  Arrange  the  fire  escape  on  the  rear  of  the  bui 


mg 


*  *  * 


and 


“NOTE:  Among  the  defects  noted  on  this  fire  esc; 
are  the  following:  Windows  on  course  not  firepro 
not  self-closing.  No  passageway  from  termination 

fire  escape  to  street.  . 

“NOTE:  The  stairway  in  this  building  will  h 
to  be  enclosed  in  as  provided  in  Section  271  of 
Labor  Law  if  occupancy  is  at  any  time  increased 
more  than  25  persons  above  the  second  floor  in 
cordance  with  the  provisions  of  Section  272  of 
Labor  Law.” ; 


Whereas,  the  building  is  non-fireproof,  four  stories 
height  22  ft.  by  50  ft.  in  area.  OCCUPIED  as  folio 
1st  story,  store  and  storage,  2  persons ;  2nd  story,  r 
of  embroidery,  10  persons;  3rd  story,  mfr.  of  clothinj 
persons;  4th  story,  mfr.  of  dresses,  6  persons;  EtjUlrr 
with  a  sprinkler  system  and  a  fire  alarm  signal  sysi 
EXITS:  An  interior  wooden  stairway  extending  from 
1st  story  to  the  top  story,  enclosed  in  plaster  partiti 
metal  covered  on  hall  side,  with  wooden  doors  at  openn 
a  party  wall  fire  escape  on  the  rear  of  the  building, 
tending  from  the  roof'  to  the  yard,  with  fireproof  wind 
along  the  course  thereof,  with  EGRESS  from  the 
mination  of  fire  escape  by  means  of  doors  in  fence 
adjoining  yards;  ROOFS  of  adjoining  buildings  an 

same  level;  and  .  .  ,  .«,  • 

Whereas,  petitioner  contends  that,  in  view  ot  tne 
occupancy,  that  the  existing  means  of  egress  are  adeq' 
Resolved ,  that  the  board  of  standards  and  appeals 
hereby  make  a  variation  from  the  requirements  ot  tn< 
bor  law  and  that  the  petition  be  and  it  hereby  is  gre 
as  to  Item  No.  1  on  condition  that  a  fixed  double 
iron  ladder  shall  be  provided  in  the  top  story  na 
counterbalanced  scuttle  in  roof ;  granted  as  to  Item  i 
only  so  far  as  it  affects  egress  from  the  terminate 
fire  escape,  on  condition  that  an  open  doorway  in  tne 
fence  shall  be  maintained  to  the  adjoining  propert. 
hnth  sides. 
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805-24-S. 

PEIITIONER  Geo.  Blum,  for  Franklin  Operating 
Corp.,  owner. 

SLBJECI  — \  ariation  of  labor  law  as  cited  in  decision 
ot  superintendent  of  buildings. 

PREMISES  AFP ECTiED— 554-566  Eighth  avenue  and 
2,0-2, Q  West  38th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Edward  Blum. 

ACTION  Ob'  BOARD— Petition  granted  on  condition. 

CONDI  I  IONS — As  specified  in  resolution 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 
neay,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  g 

Negative  . 0 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert  j 

THE  RESOLUTION: 

(805-24-S) 

Whereas,  Geo.  Blum,  for  Parklin  Operating  Corp 
owner  filed  June  16,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
ot  the  labor  law,  as  cited  in  a  decision  of  the  superintend¬ 
ent  of  buildings,  affecting  premises  554-566  Eighth  avenue 
and  270-276  West  38th  street,  Manhattan;  and 

W  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  5,  1924,  in  acting  on  N.  B.  Application  No’ 
264-24,  reads : 

‘TO.  Window  panes  must  not  exceed  720  square  in¬ 
ches  in  area.  Sec.  264-7c.”  • 

and 

W  hereas,  the  building  is  fireproof,  20  stories  in  height 
122  ft.  by  99  ft.  in  area.  OCCUPIED  as  follows :  1st 
story  and  mezzanine,  stores  and  offices,  40  persons-  2nd  to 
20th  stories,  tenant  factory,  230  .persons;  EQUIPPED  with 
a  sprinkler  system  and  a  fire  alarm  signal  system;  and 

VV  hereas,  there  are  openings  on  the  Eighth  avenue  front 
and  on  the  38th  street  front  of  the  building  on  the  1st,  2nd 
and  3rd  stories,  glazed  with  in.  plate  glass ;  the  maximum 
area  ot  glass  in  the  1st  story  on  the  Eighth  avenue  front 
is  11  ft.  by  14  ft.  6  in.  and  on  the  38th  street  front  is 
10  ft.  by  15  ft.  6  in.;  the  maximum  area  of  the  glass  in 
the  2nd  story  is  9  ft.  by  5  ft.  4  in.  and  on  the  3rd  story 
it  is  8  ft.  by  5  ft.  2  in.;  and 

Whereas,  petitioner  contends  that  to  subdivide  these  win¬ 
dows  would  destroy  their  purpose,  and  also  the  architectural 
effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  three  (3)  lower 
stories  of  the  front  elevation  on  condition  that  they  shall 
be  glazed  with  polished  plate  glass  set  in  approved  metal 
frames,  and  that  all  other  openings  shall  comply  with  the 
requirements  of  the  labor  law. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 

r-u-  r  ^jUn.nison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . 

Negative  . ... .  ^ 

Absent:  Messrs.  Dowdi  ’  Holland." Superim 
tendents  Brady,  Reville  and  Kleinqrt..  5 
l'HE  RESOLUTION: 

(828-24-S) 

James  p-  Whiskeman,  for  Josephine  H.  Cog- 
g^shall  owner  filed,  June  20,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 

eC"ng  Premises  39  W**‘  «*«., 

MaUiLTN1'0  or',cr  of  Ae  fire  commissioner,  dated 
y  ]  n 4’  !j  acting  on  Order  No.  46964-LD,  reads: 

l.  rrovide  safe  and  unobstructed  egress  from  the 
lower  term, nation  of  the  exterior  stairway  at  rar  of 
building  by  constructing  a  fireproof  passageway  with  an 
unobstructed  width  of  at  least  3  feet  throughout  lead¬ 
ing  to  the  street,  adequately  lighted  at  all  times  dur¬ 
ing  working  hours,  or  by  means  of  providing  access  to 
an  open  area  having  communication  with  the  street 
as  per  Sect.  273  of  the  Labor  Law”- 
and  •  ’ 

W hereas  the  building  is  non-fireproof,  4  stories  and 
basement  ,,,  he, gh, :  OGCUMED,  restaurant'  and  ,enan, 

tor3  .partially  vacant  at  present.  EXITS:  An  interior 
wooden  stairway  extending  from  the  1st  story  to  the  roof 
enclosed  m  fire  resisting  partitions  with  fire  doors  at  the 
openings;  a  fire  escape  on  the  rear  of  the  building,  extend- 
ing  from  the  roof  to  the  yard,  with  fireproof  windows 
a  ong  the  course  thereof,  with  egress  from  the  termination 
of  ^fire  escape  by  means  of  stair  hall,  on  1st  story  to  street ; 

Whereas,  petitioner  contends,  having  received  a  let¬ 
ter  from  the  fire  department  stating  that,  before  the  dis¬ 
missal  of  this  order  could  be  granted,  the  wooden  door 
m  .passageway  enclosure  must  be  fireproofed,  and  contends 
urther  that  this  door  has  been  fireproofed. 

Resolved  that  the  board  of  standards  and  appeals  does 
nereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
cond,tlon  that  an  unobstructed  passage  shall  be  pro¬ 
vided  from  the  termination  of  the  rear  fire  escape  to  the 
street  and  that  any  openings  therein  shall  be  provided  with 
self-closing  fireproof  doors. 


828-24-S. 

PETITIONER — James  P.  Whiskeman,  for  Josephine 
H.  Coggeshall,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 39  West  25th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitoiner:  James  P.  Whiskeman. 

For  Administration:  Inspector  Maher  of  fire 
department. 

OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 


922-23-S 

PETITIONER— Morton  H.  Baron,  for  Royco  Realty 
Corporation,  owner. 

SUBJECT— Application  for  reopening — variation  of  la- 
bor  law  as  cited  in  order  of  fire  commissioner 

PREMISES  AFFECTED — 132-136  West  uth  street 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Morton  H.  Baron. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Request  to  reopen  denied 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Aliartin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  g 

Absent:  Messrs.  Dowd,  Holland,'  Superin- 
‘endents  Brady,  Reville  and  Kleinert...  5 
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1288-23-S. 

PETITIONER — Julius  Tishman  &  Sons,  Inc.,  owners. 

SUBJECT — Application  for  modification  of  resolution 

variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 15-17  East  32nd  street,  Man¬ 
hattan. 

APPEARANCES—  .  ^ 

•  For  Petitioner:  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD— Petition  reopened  and  resolu¬ 
tion  modified.  _ 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Iven- 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  ^ 

Negative  . .  o 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert...  5 
THE  RESOLUTION: 

(1288-23-S) 

Whereas,  Julius  Tishman  &  Sons,  Inc.,  owner,  filed, 
November  10,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  15-17  East  32nd  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 

1,  1923,  reads:  , 

“1  Provide  safe  and  unobstructed  egress  from  the 

lower  termination  of  the  exterior  screened  stairway  at 
rear  of  building  by  constructing  a  fireproof  passage- 
*  *  * 


826-24-SA. 

PETITIONER— Herbert  R.  Heymsfield. 

SUBJECT — Approval  of  the  Heymsfield  low  pressure 
burner. 

APPEARANCES— 

For  Petitioner:  H.  Heymsfield. 

ACTION  OF  BOARD— Petition  placed  on  reserve 
calendar  pending  report  of  committee  of  in¬ 
spection. 


1538-23-SA. 

PETITIONER— Arnessen  Electric  Co.,  Inc. 
SUBJECT— Approval  of  Lillibridge  oil  vapor  burner. 
APPEARANCES— 

For  Petitioner:  J.  Arnessen. 

For  Administration:  None.  j 

ACTION  OF  BOARD— Petition  placed  on  reserve  cal¬ 
endar  pending  report  of  committee  of  inspection. 


way 


r<iy  •  *  . 

“2.  Extend  the  exterior  screened  stairway  at  the  rear 
of  building  from  the  top  balcony  to  the  roof,  *  *  *•  ; 


ind 


Whereas,  the  building  is  fireproof,  twelve  stories  in 
eight  50  ft.  by  98  ft.  9  in.  in  area  in  the  1st  story  and 
0  *f ^  by  90  ft.  3  in.  in  area  above.  OCCUPIED  as  a  ten- 
nt  factory,  with  not  more  than  50  persons  per  story ; 
le  means  of  egress  consisting  of  an  interior  stairway 
xtending  from  the  1st  story  to  the  roof,  enclosed  in  fire- 
roof  material,  with  kalameined  doors  at  the  °Pe™nSs>  an 
xterior  iron  stairway  in  the  court  at  the  rear  of  the  build- 
ig  extending  from  the  top  story  to  the  ground  with  egress 
y  steps  through  gate  in  fence  to  adjoining  court  at  the 
ear  with  gooseneck  ladder  to  the  roof ;  and 

Whereas,  petitioner  contends  that  similar  orders  were  dis¬ 
used  by  the  fire  department  in  December,  1917,  and  in 
day,  1919,  and  requests  that  the  means  of  egress  be  ac- 
epted  as  adequate;  and 

Whereas,  this  petition  was  granted  by  the  board  at  its 
neeting  December  18,  1923,  on  certain  conditions  as  to 
occupancy,  and  petitioner  requests  a  modification  of  these 
:onditoins. 

Resolved,  that  the  board  of  standards  and  aPP^als  does 
lereby  make  a  variation  from  the  requirements  of  the  la- 
30  r  law  and  that  the  petition  be  and  it  hereby  is  granted 
ratifying  the  action  of  the  chief  of  the  bureau  of  fire 
prevention,  dated  December  28,  191. ,  and  May  -2,  191., 
rondition  that  the  stipulations  contained  therein  be  com¬ 
plied  with  and  so  long  as  the  conditions  as  to  use  and  oc¬ 
cupancy  remain  unchanged,  permitting  an  occupancy  ot 
not  more  than  50  persons  per  story. 


1323-22-S. 

PETITIONER— Baker  Steam  Products  Co. 

SUBJECT — Approval  of  Baker  automatic  house  heat-. 

ing  burner. 

APPEARANCES— 

For  Petitioner:  George  C.  LaBlanc. 

ACTION  OF  BOARD— Report  of  committee  adopted; 

device  approved.  m 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 
TEE  AND  APPROVE  DEVICE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  * 

N egative  . .  v 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert...  5 
THE  RESOLUTION: 

(1323-22-SA) 

Whereas,  Baker  Steam  Products,  Inc.,  filed,  November 
6  1922,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  the  Baker  Automatic 
House  Heating  Burner  Pump  and  Fan  Set;  and 

Whereas,  a  committee  of  the  board  inspected  this  de¬ 
vice  in  operation  at  1721  Gates  avenue,  and  recommended 

the  device  for  approval.  ,  ,  „ 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Baker  Automatic 
House  Heating  Burner,  Pump  and  Fan  Set,  for  use  with 
grade  B  fuel  oil  in  domestic  installations. 


5.  Ken- 

L  *£ 


6-24-SA. 

PETITIONER— Saul  J.  Berger. 

SUBJECT— Approval  of  the  Universal  oil  burner. 
APPEARANCES— None.  , 

ACTION  OF  BOARD — Laid  over  to  September  23, 
1924,  at  2  P.  M.,  on  request  of  petitioner. 


438-21-SA. 

PETITIONER— B.  F.  Schirmer  Co. 

SUBJECT— Approval  of  Viking  Pump. 
APPEARANCES— 

For  Petitioner— B.  F.  Schirmer.  ... 

ACTION  OF  BOARD— Report  of  committee  adopted, 

THE  VOTE6 TOP  ADOPT  REPORT  OF  COMMIT¬ 
TEE  AND  APPROVE  DEVICE — 

Affirmative:  Chairman  Walsh,  Messrs, 
nedy,  Gunnison,  Connell,  Deputy 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Me- 

Dermott  .  q 

Negative  . ’ 

Absent:  Messrs.  Dowd,  Holland,  Superin- 
tendents  Brady,  Reville  and  Kleinert...  5 
THE  RESOLUTION: 

(438-21-S) 

Whereas,  B.  F.  Schermer  Co.  filed,  May  9,  1921,  a  pe¬ 
tition,  with  the  board  of  standards  and  appeals,  for  ap 
proval  of  their  device  known  as  the  Viking  Pump,  ana 
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Whereas,  this  device  has  been  approved  by  the  fire  de¬ 
partment  for  use  as  a  gasoline  pump,  Certificate  of  Ap¬ 
proval  No.  300,  dated  October  ll,  1921. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Viking  Pump  for 
use  with  grade  A  and  B  fuel  oil. 


62-24-SA. 


PETITIONER — William  F.  Doyle. 

v a  1  Kleen-Heet  Oil  Burner. 

APPEARANCES — 

A_  For  Petitioner:  William  F.  Doyle. 

ACTION  OF  BOARD — Report  of  committee  adopted; 
device  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 
TEE  AND  APPROVE  DEVICE— 

Affirmative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . . .  g 

Negative  . .  o 

Absent:  Messrs.  Dowd,  Holland,  Superin- 
^TTT,  tendents  Brady,  Reville  and  Kleinert...  5 
THE  RESOLUTION: 


(62-24-SA.) 

Whereas,  Wm.  F.  Doyle  filed,  Jan.  16,  1924,  a  petition 
with  the  board  of  standard  and  appeals,  for  approval  of 
the  device  known  as  the  Kleen  Heet  Oil  Burner;  and 
Whereas,  a  committee  of  the  board  inspected  this  device 
m  operation  at  139  Kosciusko  street,  Brooklyn,  and  recom¬ 
mended  the  device  for  approval : 

Cal.  No.  62-24-SA. 

Approval  of  the  Kleen  Heet  Fuel  Oil  Burner. 


June  25,  1924. 

REPORT  OF  COMMITTEE: 

A  committee  of  the  board,  consisting  of  Chairman 
Walsh,  Fire  Chief  Kenlon  and  Mr.  Holland,  visited 
the  premises  No.  139  Kosciusko  street,  Brooklyn,  and 
inspected  the  Kleen  Heet  Burner  in  operation. 

The  burner  consists  of  a  cast  steel  fire  pot,  a  com¬ 
bustion  chamber,  operating  with  a  pump  and  fan  set 
and  using  Grade  B  fuel  oil. 

Setting  the  burner  on  the  grate  bars  would  tend  to 
develop  direct  or  impinging  flame  and  excess  tempera¬ 
ture  to  the  effect  of  oxidizing  the  boiler  plates  or 
tubes,  therefore,  the  burner  should  not  be  set  on  or 
at  the  grate  bar  level. 

The  committee  recommends  the  approval  of  the 
Kleen  Heet  fuel  oil  burner  pump  and  fan  set  for  use 
with  Grade  B  fuel  oil. 

(Signed)  WILLIAM  E.  WALSH. 

JOHN  KENLON. 

JAMES  P.  HOLLAND. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  Kleen  Heet  fuel  oil 
burner,,  pump,  fan  set  for  use  with  Grade  B  fuel  oil  in 
iomestic  installations,  when  installed  in  accordance  with 
he  recommendation  of  the  committee. 


•36-23-SA. 

5UBJEC1 — Approval  of  McGowan  Fuel  Oil  Pumping 
and  Heating  Set. 

APPEARANCES— None. 

ACTION  OF  BOARD — Report  of  committee  adopted; 
device  approved. 

'HE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 
TEE  AND  APPROVE  DEVICE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  8 


Negative  .  0 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert..  5 
THE  RESOLUTION: 


Whereas,  Chas.  F.  Ames  &  Co.,  Ltd.,  filed,  July  24, 
1J~3,  a  petition  with  the  board  of  standards  and  appeals, 
tor  approval  of  their  device  known  as  the  McGowan  Hori¬ 
zontal  Duplex  Fuel  Oil  Pump;  and 


vv  xiekeas,  a  committee  ot  the  board  inspected  this  device 
m  operation  at  the  Kings  County  Lighting  Company’s 
plant  at  880-884  65th  street,  Brooklyn,  and  recommended 
the  device  for  approval. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  McGowan  Hori¬ 
zontal  Duplex  Fuel  Oil  Pump  for  use  with  Grades  A  and 
U  tuel  oil  in  industrial  or  domestic  installations. 


367-21-SA. 

PETITIONER — William  R.  Quinn. 

APPEARANCES-— None.  Q“ini'  b“n’ing  equipmCnt' 

ACTION  OF  BOARD — Report  of  committee  adopted; 
device  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
AND  APPROVE  DEVICE— 


Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendent  Moore  and  Mc¬ 
Dermott  .  g 

Negative  . ’  0 

Absent :  Messrs.  Dod,  Holland,  Superintend¬ 
ents  Brady,  Reville  and  Kleinert  .  5 

THE  RESOLUTION : 

(367-21-SA.) 

Whereas,  Wm.  R.  Quinn  filed,  July  30,  1921,  a  petition 
with  the  board  of  standards  and  appeals,  for  approval  of 
their  device  known  as  Quinn  Oil  Burner;  and 

Whereas,  this  petition  was  denied  by  the  board  at  its 
meeting,  July  21,  1921,  and  petitioner  requested  a  reopen¬ 
ing  of  his  case,  which  request  was  granted  by  vote  of  the 
board;  and 

Whereas,  a  committee  of  the  board  inspected  this  de¬ 
vice  in  operation  at  the  plant  of  the  Kings  County  Light¬ 
ing  Company,  880-884  65th  street,  Brooklyn,  and  recom¬ 
mended  the  device  for  approval. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Quinn  Oil  Burner 
for  use  with  Grade  A  fuel  oil  in  industrial  installations, 
when  installed  in  conformity  with  the  requirements  of 
the  fuel  oil  rules. 


1431-23-SA. 

PETITIONER — Maurice  j.  Moore,  for  Thomas  C.  Es¬ 
posito,  owner. 

SUBJECT — Approval  of  Espo  Oil  Gas  Burner 
APPEARANCES— None. 

ACTION  OF  BOARD — Report  of  committee  adopted; 
device  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 
TEE  AND  APPROVE  DEVICE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 


Dermott  .  g 

Negative  .  o 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert...  5 


MINUTES 


THE  RESOLUTION: 

(1431-23-SA.) 

Whereas,  Thomas  C.  Espositz  filed,  Dec.  5,  1923,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  approval 
of  their  device  known  as  Espo  Oil  Gas  Burner ;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  1982  East  15th  street,  Brooklyn,  and  rec¬ 
ommended  the  device  for  approval. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Espo  Oil  Gas 
Burner  for  use  with  Grade  B  fuel  oil  in  domestic  installa¬ 
tions. 


5-24-SA. 

PETITIONER— Oil  Burning  Equipment  Corp. 
SUBJECT — Approval  of  Induslo  Fuel  Oil  Burner  1-27. 
APPEARANCES— None. 

ACTION  OF  BOARD— Report  of  committee  adopted; 
device  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMIT¬ 
TEE;  DEVICE  APPROVED— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  .  hQ 

Negative  . . . V 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert...  5 

THE  RESOLUTION: 

(5-24-SA.) 

Whereas,  the  Oil  Burning  Equipment  Corporation  hied 
Dec  28  1923  a  petition  with  the  board  of  standards  and 
appeals ’for  approval  of  their  device  known  as  the  Induslo 

Fuel  Oil  Burner  1-27;  and  .  . 

Whereas,  a  committee  of  the  board  inspected  this  devic 
in  operation  at  the  Crescent  Dry  Cleaning  Company  plant, 
Morgan  avenue  and  Beadle  street,  Brooklyn,  and  recom¬ 
mended  the  device  for  approval.  , 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Induslo  Fuel  Oi 
Burner  for  use  with  Grade  A  fuel  oil  in  industrial  and 
commercial  installations,  when  installed  m  accordance  with 
the  fuel  oil  rules. 


THE  RESOLUTION: 

(1515-23-SA.) 

Whereas,  the  Oil  Burning  Equipment  Corporation  filei 
March  6,  1924,  a  petition  with  the  board  of  standards  an 
appeals,  for  approval  of  their  device  known  as  the  Apar 
ment  House  Oil  Burner  A-25 ;  and 

Whereas,  a  committee  of  the  Foard  inspected  this  devu 
in  operation  at  1589  Ocean  avenue,  Brooklyn,  and  recon 
mended  the  disapproval  of  the  device. 

Resolved,  that  the  board  of  standards  and  appeals  dot 
hereby  disapprove  the  device  known  as  the  Apartmei, 
House  Oil  Burner  A-25. 


151'5-23-SA.  .  _ 

PETITIONER — Oil  Burning  Equipment  Corporation. 

SUBJECT — Approval  of  Apartment  House  Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD— Report  of  committee  adopted; 

device  disapproved.  .. ...  ...  rri^ruTT 

THE  VOTE  TO  ADOPT  REPORT  OF  COMM1I 

TEE  DEVICE  DISAPPROVED- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Me-  ^ 
Dermott  .  q 

Absent:  Messrs.  Dowd,  Holland.  Supenn- 

tendents  Brady,  Reville  and  Kleinert...  5 


590-24-SA.  j 

PETITIONER— Croker  National  Fire  Prevention  Ei 
gineering  Co.,  for  Film  Inspection  Machine  C 

SUBJECT— Approval  of  Film  Inspection  Machine. 

APPEARANCES— None. 

ACTION  OF  BOARD — Report  of  committee  adopte< 
laid  over  to  September  9,  1924,  at  2  p.  m.,  f< 
full  vote  of  board  on  approval  of  device. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMU 

tee _ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . 

Negative  . •••• - 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert... 
THE  VOTE  TO  APPROVE  DEVICE— 

Affirmative:  Chairman  Walsh,  Messrs.  Gun¬ 
nison,  Connell,  Deputy  Fire  Commis¬ 
sioner  Hannon  . . . 

Negative :  Mr.  Kennedy,  Superintendents 

Moore  and  McDermott . ; . 

Not  voting:  Deputy  Fire  Chief  Martin - ... 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert... 

410-24-SR. 

TITLE— Rules.  .  f 

SUBJECT — Rules  for  stairway  enclosure  in  tacto 

buildings,  etc. 

APPEARANCES—  ^  ,  ....... 

For  Petitioner:  Edward  P.  Doyle,  William 

Ropes.  ,,  .  r  r 

For  Administration:  Inspector  Maher  ot  ti 

department. 

ACTION  OF  BOARD1 — Rules  adopted;  see  page  10. 

THE  VOTE  TO  ADOPT— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Deputy  Fire 
Chief  Martin,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Moore  and  Mc¬ 
Dermott  . 

Negative  . ••••••• - 

Absent:  Messrs.  Dowd,  Holland,  Superin¬ 
tendents  Brady,  Reville  and  Kleinert.... 


Adjourned  at  6:45  p.  m. 

William  J.  O’Gorman,  Secretary 


BUILDING  CODE  ON  SALE, 


ELECTRICAL  CODE  ON  SALE. 


Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1 ;  by  mail,  $1.08. 


Conies  of  the  Electrical  Code  are  now  on  sale  at 
Distributing  Division  of  the  City  Record  Office,  125  Wo 
street.  Price,  25c;  by  mail,  27c 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Upplcmentary  to  Labor  Lazo,  §  271 ;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18,  1915; 
revised  and  readopted  February  10.  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.— Except  as  herein  provided,  in  all  factory 
lildings  five  stories  or  less  in  height,  erected  prior  to 
:tober  1,  1913,  in  which  there  are  more  than  twenty- 
e  persons  employed  above  the  second  story,  all  interior 
lirways,  serving  as  required  means  of  exit,  and  the 
idings,  platforms  and  passageways  connected  therewith, 
all  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
ting  material  extending  continuously  from  the  lowest 
int  of  the  stairway  in  accordance  with  the  following 
ledule : 


mber 

of 

)ries 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

ree 

Stairways 

Enclosed 

ir 

Stairways 

Enclosed 

Stairways 

Enclosed 

c 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

'he  term  “contents”  as  used  above  means  articles,  goods, 
•es  and  merchandise,  packed,  stored,  manufactured  or 
the  process  of  manufacture. 

'he  term  “combustible” .  as  used  above  means  articles, 
ds,  wares  or  merchandise  which  will  burn  or  support 
ibustion. 

he  term  “sprinkler”  as  used  above  means  an  ade- 
te  automatic  sprinkler  equipment  installed  and  main- 
ed  in  good  working  order  on  each  floor. 

he  term  “story”  as  used  above  means  that  part  of  a 
ding  between  any  floor  and  the  floor  or  roof  next 
ve; — the  first  story  is  that  part  of  a  building  which 
nore  than  50  per  cent  above  the  floor  below  and  the 
r  next  above  the  curb  or  average  grade  level. 

/here  the  stairway  extends  to  the  top  floor  of  the 
ding,  such  partitions  shall  extend  to  the  under  side 
the  roof  boarding  that  portion  of  the  under  side  of 
roof  beams  within  the  stair  enclosure  shall  be  covered 
fire  resisting  material,  except  in  buildings  with  roofs 
ion-combustible  material,  in  which  case  the  partitions 
stop  at  the  under  side  of  the  roof. 

Tiere  the  stairway  is  required  to  extend  to  the  roof, 
enclosure  shall  be  so  built  as  to  form  a  bulkhead, 
enclosure  shall  be  ventilated  by  a  skylight  in  the 
with  louvres  or  ventilators,  or  exterior  windows  with 
dating  sections  at  the  top  floor. 

1  openings  in  such  partitions  shall  be  provided  with 
oved  self-closing  fire  doors,  except  where  such  open- 
are  in  the  exterior  wall  of  the  building. 
ie  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
1  at  least  four  inches  thick  unless  the  partition  extends 
ie  cellar  bottom. 

hoiLuntal  exit,  as  defined  in  section  267  of  the  Labor 
will  be  accepted  as  a  compliance  with  this  rule 
i  both  sides  of  the  fire  wall  or  walls  are  occupied 
ny  factory  floor  by  the  same  occupant 
’c  2. — Where  there  are  occupancies  on  any  story  or 
f  a  story  involving  the  storage  or  use  below  the  top 
of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  emploved  at 
manufacturing  above  such  occupancy. 

ci  Tu  C  'ntcno!‘  stairway  serving  as  required  means  of  egress 

teH  fC  CntSed  °"  that  St0r^  with  fire  resisting  ma- 

tenal  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways;  open 
ngs. shall  be  provided  with  approved  self-closing  fire  dwrs 
Nitrocellulose  in  any  shape  or  form,  10  lbs 
Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

ReSt«UrantS  and,  lun,ch  rooms  with  co°king  (not  including 
tea,  cofree  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute 
When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
mg  material  where  there  are  more  than  5  persons  em-  . 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.— Required  Exits  and  Enclosures  of  Stairways 
m  Two-story  Factory  Buildings. 


1.  Required .  Exits.  In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
>e  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
trom  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway, 
the  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
,th.e.re  «>  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4.— Enclosure  of  Stairways.— In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 


Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stainVay,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 


SECOND  QUARTERLY  REPORT 

City  of  New  York 


Board  of  Standards  and  Appeals 

WILLIAM  E.  WALSH.  CHAIRMAN 
MUNICIPAL  BUILDING 


July  29,  1924. 


Hon.  John  F.  Hylan, 

Mayor,  New  York  City.  . 

c-  r  u.  .he  honor  to  submit  for  your  information  the  second  quarterly  report  of  the  Board  of  Appeals 
and  BoaTd  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  June  30,  3024,  rvhich  »  se,  forth  as 

follows :  -  - - 


CASES  FILED  AND  PENDING,  1924. 


SECOND  QUARTER. 


Appeals  from  Administrative  Orders  •  . 

Applications  under  Building  Zone  Resolution  . 

Petitions  for  Variation  of  Labor  Law 

Petitions  for  Approval  of  Appliances  and  Materials 

Petitions  for  Adoption  of  Rules  . . . 

Reopened  and  Restored  to  Calendar  . 

Miscellaneous  Docket  . 


188 

129 

76 

21 

0 

23 

109 


Cases  filed,  restored,  etc.,  2nd  Quarter  . . . 

Cases  filed,  restored,  etc.,  1st  Quarter  . 

Cases  pending  December  31,  1923  . 


546 

555 

627 


Total  Cases  filed  and  pending  up  to  July  1st,  1924 

SUMMARY. 


1728 


DOCKET. 


DISPOSITION  OF  CASES. 


6*17 

. . .  95 

Cases  pending  December  31,  19~3  . . 

..  85 

. . .  155 

.  ..  10 

Cases  filed  up  to  and  including  June  30,  1924  . . . . 

...  548 

. . .  12 

....  46 

Appliances  dismissed,  disapproved  or  withdrawn  . . . 

...  10, 
7 

Restored  to  Ldicnuai  . . 

Rules  approved  . ; . 

Rules  disapproved  or  rescinded  . 

:::  .j 

Miscellaneous  Applications. 

...  103 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

, . . .  sd 

7 

Requests  to  reopen  . 

4 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

....  4* 

Q 

Requests  to  amend  •  •  •  ■ 

.  28 

Requests  for  modification  granted . 

....  21 

Requests  to  rescinc . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit 
Requests  for  mechanical  installations 

Administrative  requests . 

Requests  for  interpretation  . 


3 

13 

20 

2 

1- 

3 


Total  • 
Disposed  of 


. . .1728 

. . .1100 


Requests  to  rescind  granted  .  j? 

Requests  to  rescind  denied  .  ) 

Requests  for  extension  of  time  granted  . " 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  . 

Requests  for  extension  of  permit  denied  .  >\ 

Requests  to  install  granted  .  '• 

Requests  to  install  denied  . 

Administrative  requests  granted  . . . 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . •_ . 

Requests  withdrawn  or  dismissed  . 


Total 


.110 


Cases  pending  June  30,  1924 


628 


1100 


SECOND  QUARTERlSTrePORT 


MEETINGS  OF  THE  BOARDS. 


Meetings  . 
Inspections 


BOARD  OF  APPEALS. 

First  Second 
Quarter  Quarter  Total 

.  18  21 

.  9  8 


BOARD  OF  STANDARDS  AND  APPEALS. 

F  irst  Second 


39 

17 


Meetings 

Inspections 


Quarter  Quarter  Total 


Combined  Total  of  Meetings 
Combined  Total  of  Inspections  . . . . 


12 

0 


11 

20 


23 

20 


62 

37 


DISPOSITION  OF  CASES. 

==_=======__^^  Pending  from  1923. 

Cases 

Pending 

December  31,  1923  . 

Disposed  of  1st  Quarter  .... 

Pending  April  1,  1924  . . 

Disposed  of  Second  Quarter  . . 

Pending  July  1,  1924  . 

*Placed  on  1924  Reserve  Calendar  'J 


A 

BZ 

s 

SA 

SR 

208 

167 

92 

26 

5 

157 

123 

68 

*17 

5 

51 

44 

24 

9 

0 

37 

38 

12 

*9 

0 

14 

6 

12 

0 

0 

Reserve 

Calendar 

129 

000 

129 

*129 

0 


Total 

Both  Boards 
627 
370 

257 

225 

32 


S — Petitions  for  Variations  of 


CASES  DISPOSED  OF  BY  BOARD  OF  APPEALS. 


Appeals  from  Administrative  Orders 

First 

Quarter 

Second 

Quarter 

Grand 

Total 

Applications  under  Building  Zone  Resolution 

212 

154 

398 

Miscellaneous  Applications  . . . 

289 

Total  disposed  of . 

78 

127 

Board  of  Appeals  cases  pending  Julv  1.  1924 

444 

814 

Petitions  for  Variation  of  Labor  Law  .  ^ 

Petitions  for  Approval  of  Appliances  and  Materials . 

Petitions  for  Adoption  of  Rules  .  . 

Miscellaneous  Applications  . 

Total  disposed  of  . 

Board  of  Standards  and  Appeals  cases  pending  July  1,  1924 

CASES  PENDING  BEGINNING  OF  THIRD  QUARTER  1924. 

Appeals  from  Administrative  Orders  .  ====== 

Applications  under  Building  Zone  Resolution  _ !  1 1 ! . .  1 ’ !  ’  ’  ’  *  ‘  *  [  . . ' . 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petitions  for  Adoption  of  Rules  . ‘  ‘  . . 

_  i 

Total  . 

MONEYS  RECEIVED. 


First 

Second 

Grand 

Quarter 

Quarter 

Total 

94 

112 

206 

0 

22 

22 

7 

1 

8 

19 

31 

50 

120 

166 

286 

177 


276 

175 

72 

104 

1 

628 


Subscriptions  to  Bulletin  . 

First 

Quarter 

Second 

Quarter 

$328.75 

15.35 

Grand 

Total 

Cash  Sales  of  Bulletin  . 

$651.25 

Total  (Paid  to  Chamberlain)  . 

42.07 

$344.10 

$693.32 

WILLIAM  J.  O'GORMAN,  Secretary. 

Respectfully  submitted, 

WILLIAM  E.  WALSH, 

— - - - - 

Chairman. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  July  31,  1924 .  985 

Restored  to  calendar .  65 

Miscellaneous  Applications. 

Requests  to  reopen  .  144 

Requests  to  amend .  6 

Requests  for  modification .  36 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  16 

Requests  for  extension  of  permit .  27 

Requests  for  mechanical  installations  .  4 

Administrative  requests  .  4 

Requests  for  interpretation  .  4 

Total  . 1918 

Disposed  of . 

Cases  pending  July  31,  1924 .  567 


DISPOSITION  OF  CASES 

Withdrawn .  m 

Dismissed  .  37 

Denied  .  I®3 

Granted  .  43 

Granted  on  condition  .  677 

Appliances  approved  . . ; .  49 

Appliances  dismissed,  disapproved  or  withdrawn.  .  11 

Rules  approved  . . .  3 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  129 

Requests  to  reopen  denied .  9 

Requests  to  amend  granted .  6 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  34 

Request  for  modification  denied  . 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  ® 

Requests  for  extension  of  time  granted .  15 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  25 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  ® 

Requests  for  approval  of  plans . 

Plans  approved  . 

Plans  disapproved  .  0 

Administrative  requests  granted  . ..  . .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  . 4 

Requests  withdrawn  or  dismissed  .  6 

Total  . 4353 


WARNING. 


Notice  is  herebv  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 
First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ,  ■  , 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

appear. 

Fifth  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 
Rooin  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
1.ET1N  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name 


trft 
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DIR  EOT  ORY  DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a  m 

BOARD  OF  APPEALS.  Special  meetings  as  listed  in  this  Calendar 

WILLIAM  E.  WALSH,  Chairman.  Cal1  of  Clerk’s  Calendar,  Tuesdays,  at  2  p  m 

fAMEs  P.  Holland  John  Dowd  foard  of  Standards  and  Appeals,  as  listed  in  the  Cal- 

Henry  L.  Connell  Joseph  B.  Gunnison  , 

Fire  Chief  John  Kenlon  J.  Sarsfield  Kennedy  Manhattan'"^  ^  ^  R°°m  919’  MuniciPal  Building, 

board  op  standards  and  appeals.  HOURS.0Fa  mC,o^pUImTATION 

WILLIAM  E.  WALSH,  Chairman.  Any  communication  purporting  to  be  an  appeal,  applica- 

ames  P.  Holland  John  Dowd  tI0n  or  Petition  shall  be  regarded  as  a  mere  notice  of  in 

-Ienry  L.  Connell  Joseph  B.  Gunnison  ‘ention  t0  seek  reIief  until  it  is  filed  on  the  form  reouired 

“IRE  Chief  John  Kenlon  J.  Sarsfield  Kennedy  by  the  rules  of  this  Board. 

Jo  Drennan  . . .  Fire  Commissioner  CALL  OF  CLERK’S  CALENDAR 

.harles  Brady  . Supt.  of  Buildings,  Manhattan  The  Clerk’*  r  /  a 

V  Re^ilee  .  Supt.  of  Buildings,  The  Bronx  Building  5W  p  consists  of  applications  under  the 

o“ERTw  '  Rleinert . Supt.  of  Buddings,  Brooklyn  ested  nronA.  ReS°lutl0n’  and  object  is  to  give  inter- 

Jf"  W'  i^fn .  SupL  °f  Buildings,  Queens  and  wfll be nllT”  opportunity  to  file  objections,  if  any 

Villiam  ).  McDermott  ...  Supt.  of  Buildings ,  Richmond  9,  1924  at%  olLk  a?V19’  ?*  Tu^ay,  September 

William  j.  O’Gorman,  ternary  hearing’ on  a  definiS'  day  C3Se  is  Set  for 

Epw.ru  V.  Bato*.  Chief  Clerk  TpX^SepttbT^  SS  t  >*  « 

Iffice— Municipal  Building,  Room  914.  The  Clerk's  Calendar  is  not  to  h.  ,  ,  .  .  , 

Calendar^  cates  ,ha,  I^TeM^  CVfr' 
.rriCE  Honns-9  a.  m.  to  4  ,  in.. -Saturdays,  9  a.  m.  to  NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

'll  communications  should  be  addressed  lo  the  chairman  connin' proceed,^!'  nr  en,e;.,ained  !" 

I  °< ,he  board-  ssrssn  z  rrr  r-  « ^  jsisw 

_  ficial/  H  d  °f  t  ,e  aCt'°n  the  Administrative  Of 

Any  communication  purporting  to  be  an  anneal  annliVo 

__  CONTENTS__  =££S,S 

This  issue  of  the  Bulletin  contains,  TftfthWflprder  be ^simnl iivl"6 w!ih° c?mmuni«tion  the  writer  will 
ven-  IwW^r0rDesuppl.ed  with  the  official  forms  for  presenting  his  an- 

pMJt  application  or  petition,  and  if  be  fails  to  supply  the 
Docket.  data  required  thereon,  within  twenty  days  his  case  mav  be 

„  „  f  „  AUG  19  T Q9ivt?ussed  for  lack  of  prosecution.  *  ’  *  may  ** 

Call  of  Clerk’s  Calendar.  At  the  time  of  filing  an  application,  the  appellant  or  peti 

The  Trial  Calendar.  UHIVlas,  „  tnShl  S*  •  .f°rw.ard  a  s.'^ned  notice  of  appeal  addressed 

.  .  M  lUuiiti  n  adrr|inistrative  officia: I  (either  superintendent  of  build- 

Notices  in  Building  Zone  Cases.  '  or(  fire _  commissioner)  and  file  with  this  Board  a  duoli- 

^  .  ,  cate  of  said  notice.  pu 

Reserve  Calendar.  ,  .  ,  , 

_  ,  Petitioners  are  advised  that  their  plans  must  indicate  the 

Rules  Adopted.  po'nts  of  the  compass  so  as  to  establish  the  true  location 

Corrections  ^AoSs^nnlirilS  pr°periy’  the  suhiect  of  the  apnea!. 

D  ~  Appfls'  aPPBcations  and  petitions  will  be  simplified  and 

Progress  Report.  expedited  by  conforming  to  these  directions.  P  d 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  August  7,  1924. 

Cal.  No.  Department  Premises  Affected 

1004-24-A . F.D . 415  W.  51st  st.,  Man. 

_  F-61847,  F-61848,  F-61849. 

1003-24-BZ . B.B.Q.  ..185  Jamaica  ave.,  Astoria, 

_ _  Queens.  Alt.  1356-24. 

1002-24-A . F.D . 401-417  7th  ave.,  Man. 

_ _  N.  B.  1091-16. 

1001-24-SM . F.D . Approval  of  Genasco  Asphalt 


_ _  Mastic  Floors. 

1000-24-A . F.D . 78-80  Walker  st.,  Man. 

_ _  F-54019. 

999-24-S  F.D .  134-136  Lawrence  st.,  Bklyn. 

J _  '*  LD-57246. 

998-24-A . F.D . Permit  to  transport  benzol, 

_ _  etc.,  in  drums  of  110  gallon 


capacity. 

997-24-BZ . B.B.B.  ..112-144  E.  98th  st.,  Bklyn. 

_  N.  B.  15464-24. 

996-24-BZ . B.B.Bx.  .Jerome  ave.,  E.  S.,  176.66  ft. 

_ ___  N.  of  Burnside  ave.,  Bx. 

N.  B.  2216-24. 


995-24-A . F.D . 61  Beekman  st.,  Man. 

_ _  F-61953. 

994-24-BZ . B.B.B.  ..2269-2271  59th  st.,  Bklyn. 

_  N.  B.  11170-24. 

993-24-BZ . B.B.B.  ..1714-1724  11th  ave.,  Bklyn. 

_ _  N.  B.  15466-24. 

992-24-BZ . B.B.Q.  . .  S.  E.  cor.  Trimble  pi.  & 

_  -  7;|  Roosevelt  ave.,  Queens. 

N.  B.  12735-24. 

991-24-A . F.D . 28  E.  20th  st.,  Man. 

_ L.  C. -24919. 

990-24-BZ . B.B.Bx.  .1297-1301  Cromwell  ave.,  Bx. 

_ _  Certificate  of  Occupancy. 

989-24-S . F.D . 20  W.  30th  st.,  Man. 

_ .  L.  D — 39496. 

988-24- A . F.D . 100-110  8th  st.,  Bklyn. 

_ _ N.  B.  714-24. 

987-24-S . B.B.M.  ..463-467  7th  ave.,  153  W.  35th 

_ _  st.,  Man.  N.  B.  562-23. 

986-24-A . F.D . 463-467  7th  ave.,  153  W.  35th 

_ _ ___  st.,  Man.  N.  B.  13-24. 


F.D.  .. 

H.D.  .. 

B.B.B. 

B.B.Bx. 

B.B.M. 

B.B.Q. 

B.B.R. 

T.H.D. 


CODE. 

. Fire  Department 

. . Health  Department 

. . .  Bureau  of  Buildings,  Brooklyn 

‘‘7! . .Bureau  of  Buildings,  Bronx 

. Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

. Bureau  of  Buildings,  Richmond 

7 . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  board  of  appeals  and  the 
board  of  standards  and  appeals  will  hold  no  hearings 
during  the  month  of  August.  The  next  regular  meet¬ 
ings  of  both  boards  will  be  held  on  September  9,  1924,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the  same 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


287-24-BZ. 

APPLICANT— Theodore  Ehrsam,  for  Bayie  Realty  Cel 
Inc.,  owner. 

PREMISES— 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  the 
five  (5)  motor  vehicles. 


446-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  140th  Street  ai 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gitterma 
owners. 

PREMISES— 2335-2341  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 


836-24-BZ. 

APPLICANT— William  F.  Doyle,  for  John  M.  Hora 
owner. 

PREMISES— 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  tli 
five  (5)  motor  vehicles. 

n 

844-24-BZ.  tf] 

APPLICANT— Daniel  Santoro,  for  Antonio  Massa,  owm 

PREMISES— 75  Montgomery  avenue,  Tompkinsville,  Ric 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 

1298-23-BZ.  j 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  G; 
giulo,  owner. 

PREMISES— 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  ini 
residence  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  ( 
motor  vehicles. 

639-24-BZ. 

APPLICANT— William  J.  Conway,  for  John  Muldo<, 
owner. 

PREMISES— 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  thi 
five  (5)  motor  vehicles. 

632-23-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Anton 
Guigliano,  owner. 

PREMISES— 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  r 
restricted  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  ( 
motor  vehicles. 


190-24-BZ.  ■ 

APPLICANT— William  F.  Doyle,  for  William  F.  T. 
owner. 
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CALENDAR 


PREMISES— 2513-2519  Tilden  avenue,  Brooklyn. 

|T0  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

PREMISES  West  side  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  Richmond. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

922-24-BZ. 

APPLICANT  McKim,  Mead  &  White,  for  Savoy  Hotel 
'Corporation,  owner. 

PREMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

TO  PERMIf  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24-A — 430  Seventh  avenue,  L.  I.  City,  Queens. 

1 34-24- A — 65-67  West  Houston  street,  Manhattan. 

736-24-A— 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

■  91-24- A— 187  Seminole  avenue,  Forest  Hills,  Queens. 

739-24-A — 26  Broadway,  Manhattan. 

818-24- A — 152-154  Withers  street,  Brooklyn. 

870-24-A — 1658  Broadway,  Manhattan. 

268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

1  a  Public  hearing  under  the  provisions  of  the  building 

)ne  resolution,  Tuesday  morning ,  September  9,  1924,  at  m 

clock  in  Room  919,  Municipal  Building,  on  the  following 

atters : 

VL.  NO.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

l.  no.  444-24-BZ— Application,  March  27,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  229-235  East  85th 
street,  Manhattan. 


•  •  no.  816-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 


cm,,  no.  361-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

cm.,  no.  64-24- BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own- 
ers>.  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  28-34  Newtown  avenue, 
Astoria,  Queens. 

cal.  no.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles ;  premises  484-490  Sterling  place, 
Brooklyn. 

• 

cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  341-343  St.  Nicholas  avenue! 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  691-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  distriett  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes  * 
premises  9023  218th  place,  Hollis,’ 

Queens. 
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cal.  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  mou  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 

CAL.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  363-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  695-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 

cal.  no.  1514-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 

cal.  no.  877-24-BZ — Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Kugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

CAL.  NO.  461-24-BZ— Application,  March  29,  1924  under  the 
building  zone  resolution,  of  John  u. 
Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S — 1205-1213  Broadway,  Manhattan. 

286-24-S — '224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24- S — 224-232  West  30th  street,  Manhattan. 

746-24-S — 1162  Broadway,  Manhattan. 

822-24-S — 13-19  East  New  York  avenue,  Brooklyn. 
Appliances  Submitted  for  Approval. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

492-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box,  * 
approval  of. 

590-24-S A — Film  Inspection  Machine,  approval  of. 

803-24-S A — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

I 

l 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

307-24-BZ. 

APPLICANT— Emil  Guterman,  for  Patrick  Gallagher, 
owner. 

PREMISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of  a 
gas  selling  station. 

849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Properties 
Corp.  and  Howard  A.  Raymond,  owners. 

PREMISES— 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

891-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

PREMISES — 'North  side  of  East  181st  street,  from  Folin 
street  to  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

908-24-BZ. 

APPLICANT— William  F.  Doyle,  for  George  W.  Mc- 
Adam,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  north 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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board  of  appeals. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A— 1342  Park  avenue,  Manhattan. 

199-24- A  332-344  West  44th  street,  Manhattan. 

1490-23-A  406  Second  avenue,  Manhattan. 

1499-23-A  522  West  159th  street,  Manhattan. 

328- 24-A— 153  East  76th  street,  Manhattan. 

329- 24-A— 1900  Crotona  parkway,  The  Bronx. 

M0-24-A  i359  Wale^avenue  and  779  East  142nd  street, 

641-24-A  780  St^Marys  street  (East  143rd  street),  The 

.43-24- A— 221  77th  street,  Brooklyn. 

772-24- A  Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

781-24-A— 714-716  Atlantic  avenue,  Brooklyn. 

829-24-A— 1600  Broadway,  Manhattan. 

839-24-A— 319-321  Grand  street,  Manhattan. 

9M  «4  Lfs-  rY  StreeI:  TompkinsviIlc.  S.  I.,  Richmond. 

906--4-A  155  Christopher  street,  Manhattan. 

Under  the  Building  Zone  Resolution 

£*£  Ro°m 

AL‘  Na  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long-  Island  City,  Queens. 

al.  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
^zerhp,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street 
Brooklyn.  ’ 

‘L.  no.  664-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen  architect,  on  behalf  of  Con- 
iord  Realty  Corp.,  owner,  to  permit 
m  a  residence  district  the  alteration 
and  extension  of  a  business  building- 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road  The 
Bronx. 

L.  NO.  809-24-BZ— -Application,  June  16,  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  _  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
a>-  .  lding  t0  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan. 


,o.  655-24-BZ-— Application,  May  ,2.  m4,  under  (he 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  John 

r  ±io]t]e’  owner-  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 

3837  aj!leatre  buildi”g;  premises 
3837  White  Plains  avenue,  The  Bronx. 

CAL‘  N°'  853"23'BZ— Application,  July  8,  1924,  under  the 
budding  zone  resolution,  of  Charles  D 

V  BuehlPP  C3nt’  °n  behaIf  of  Mary 

for  l-irk  nf°Wner’  p.reviousIy  dismissed 

lv  in  a  ,  ■Pr°SeCJUtl0n’  t0  permit  Part- 

y  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 

~nC£  °fna  garage  for  the  stor' 
hfl5  m°re.  than  five  (5)  motor  ve- 

nit  BrSr  980'1004  Jamaica 

CA.„  NO.  835-24-BZ-— Application,  J„„c  M>  1M4>  under  fte 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  William 
Ghchman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 

Kklyn.1655'1663  St  Marks  avenue; 

cal.  no.  814-24-BZ— -Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 

M  °y7>’  aPPIlcant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  m  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution  • 
premises  312-318  East  26th  street  Man¬ 
hattan. 

cap.  no.  1373-23-.BZ— Application,  July  8,  1M4,  „nder  the 
buildmg  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop  • 
premises  160  West  Fordham  road  The 
■Bronx. 

CAL.  NO.  53-24-BZ— -Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 
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SPECIAL  MEETING. 
Tuesday,  September  16,  1924,  at  2  p.  tn. 

Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 
760-24-A— 1002-12  Grand  street,  Brooklyn, 


CALENDAR 


775-24-A — 517-519  Academy  street,  L.  I.  City,  yueens. 

798-24-A — 656  Broadway,  Manhattan. 

802-24-A — 15  West  17th  street,  Manhattan. 

804-24-A — 30-46  Erasmus  street,  Brooklyn. 

843-24-A— 264  39th  street,  Brooklyn. 

854-24-A — 6-10  East  1st  street,  Manhattan. 

1073-23-A _ 423-425  East  63rd  street,  Manhattan. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

678-24-A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

773-24- A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 
861-23-A— 60-62  West  112th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 


(  ai  .  no.  282-24-BZ — Application,  February  23,  1924,  unde 
the  building  zone  resolution,  of  Harr; 
Lederer,  applicant  and  lessee,  G.  Nor 
ton,  owner,  to  permit  in  a  busines 
district  extending  partly  into  an  un 
determined  district  the  change  of  oc 
cupancy  from  an  automobile  salesroon 
to  a  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
south  side  Mermaid  avenue,  115  fi 
east  of  Beach  36th  street  and  north  sid 
of  Far  Rockaway  boulevard,  67  ft. 
in.  west  of  Beach  35th  street,  Edge 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 


ing  matters.  , 

cal.  no.  426-24-BZ— Application,  March  24  1924  under 

the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful- 


CAL.  NO. 


CAL.  NO. 


701-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Brony 

235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  _  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 


CAL.  NO. 


597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  1. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles, 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A— 334-336  Stanton  street,  Manhattan. 

800- 24- A — 338-340  Stanton  street,  Manhattan. 

873-24- A — 27  East  40th  street,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  av< 
nue,  Brooklyn. 

823-24-A— 852-854  Humboldt  street,  Brooklyn. 

890-24-A— 460-462  West  129th  street,  Manhattan. 
905-24-A — 135  East  55th  street  and  657-661  Lexington  avi 
nue,  Manhattan. 

1144-23-A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea 
of  a  public  hearing  under  the  provisions  of  the  buildir 
zone  resolution,  Tuesday  morning,  September  23,  1924, 

10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follov 
ing  matters. 

cal.  no.  636-24-BZ— Application,  July  7,  1924,  under  tl 
building  zone  resolution,  of  William 
Doyle,  applicant,  Sarah  Hanlon,  owne 
Jeannette  Wilson  Metten,  lessee,  J 
permit  in  a  residence  district  the  mai' 
tenance  of  a  business  use  in  an  exis 
ing  residence  building;  premises  2 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  t 
building  zone  resolution,  of  Jenks 
Rogers,  applicants,  on  behalf  of  Jo! 
Tedesco,  owner,  for  the  rehearing 
an  application  previously  denied  to  pe 
mit  in  a  business  district  the  erect! 
of  a  garage  for  the  storage  of  mo 
than  five  (5)  motor  vehicles;  premis 
488-494  East  New  York  avenue,  Broo 
lyn. 

cal.  NO.  497-23-BZ — Application,  July  15,  1924.  under  t 
building  zone  resolution,  of  Jenks 
Rogers,  applicants,  on  behalf  of  S. 
La  Vine,  Inc.,  owner,  previously  wit 
drawn,  to  permit  in  a  business  distr 
the  erection  and  maintenance  of  a  f 
rage  for  the  storage  of  more  than  fj 
(5)  motor  vehicles;  premises  1578-16' 
Bedford  avenue,  Brooklyn. 
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m  64'24'B2— -Application,  July  i5,  1924,  under  the 
building  zone  resolution,  of  William  F. 
fJoyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution  • 
premises  332-340  East  84th  street.  Man¬ 
hattan. 

cal.  no.  764-24-BZ— 'Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  E. 
Eustis,  applicant,  Edwin  F.  Branning 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

cal.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  T 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more,  than  five  (5)  motor  vehicles- 
premises  243-249  Hopkins  street  Brook¬ 
lyn. 

CAL.  no.  1066-23-BZ  Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cords^  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously.  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1455-1461  Gates  avenue 
Brooklyn. 

cal.  no.  82 1-24-BZ— Application,  June  19,  1924,  under  the 
bunding  zone  resolution,  of  Lester  P 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

:al.  no.  714-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 

*  Schein,  applicant,  on  behalf  of  Kate 

r>  'Owner,  to  permit  in  a  residence 
E.  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 


board  of  standards  and  appeals. 

Tuesday,  September  23,  1924,  at  2  p. 

1  etitions  for  V aviations. 

604-24-S— 15  East  17th  street.  Manhattan. 

Appliances  Submitted  for  Approval 

86o1!1a~M  1 ^VerS,a'  0i'  BUr"er-  aP'>r°™1  Of- 

SA— Monarch  Domestic  Fuel  Oil  Burner,  approval 

907-24-SA-Dempsey  Domes,ic  Burner  and  Fuci  Oil  Pump, 


BOARD  of  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  •  Administrative  Orders. 

ZT1~612  F'fth  aVenUe-  Manhattan. 

932-24- A  11209  St/  Anns  avenue,  Richmond  Hi„,  Queens. 

Under  the  Balding  Zone  Resolution. 

of  a  public  tearing  unde/  Hie  '  ^  -the  board  of  aPPeals 

zone  resolution,  Tuesday  mornina^eM^l  °f  the  building 
o’clock,  in  Room  919,  kSf  3°' J”4,  at  10 

in g  matters:  P  Ming,  on  the  follow- 

CAP.  ,o.  655-24-BZ— -Application,  May  ,4,  4924,  under  the 

m  Z°ne  resoIution,  of  Louis 
Schlach.tus,  applicant  and  owner  to 

ffinTncV^f  reS!dence  distn'ct  the  main¬ 
tenance  of  a  garage  for  the  storage 

two  m  (  pleasure  motor  vehicles, 

PlCeS  rented  t0  Persons  not 

Twelfth  °n  thC  pr£mises  >  Premises  5703 
twelfth  avenue,  Brooklyn 

cat.  ,0.  841-24-BZ— -Application,  June  24,  ,924.  under  the 
building  zone  resolution,  of  William  F 
Uoyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 

CaSt  ,Sidr  °f  RyCr  avenile’ 

138.36  ft.  south  of  East  187th  street 
The  Bronx. 


•  -  no.  782-24-BZ— Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
\Vhitc  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes ;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CAL.  NO.  710-24-BZ— -Application,  May  2,.  ,924.  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  man  unrestricted  iy2  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  excecd- 
ng  the  limit  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Anable 
avenue,  850  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 

cal.  no.  737-24-BZ— -Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
oavignano,  architect,  on  behalf  of  An- 
gehne  Savignano,  owner,  to  permit  in 
a  residence  E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
tne  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn 
William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases. 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street.  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue.  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan: 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  \ork 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982  -21  -A — 2180  Third  avenue,  Manhattan. 

502-21-A— 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

67_22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A— -75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

1058-22-A1—  329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid 
over,  pending  decision  by  the  Supreme  Court  on  a  test 
case. 

Appeals  from  Administrative  Orders. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

877- 19-A— Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A— Pier  15,  North  River,  Manhattan. 

880- 19-A— Pier  28,  East  River,  Manhattan. 

881- 19- A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 


948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Older  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  2S,  North  River,  Manhattan. 

890-19-A— Pier  70,  East  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265 - 20- A — Pier  46.  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A— Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A— Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  Last 
River,  Brooklyn. 

352- 20-A _ Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A _ Pier  2.  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20- A — Pier  20,  East  River,  Manhattan. 

420- 20-A— Pier  5,  between  Poplar  and  Middagh  streets. 

Brooklyn.  . 

421- 20-A _ Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn.  J 

471-20-A — Pier  between  North  4th  and  5th  streets,  Bropk 
lyn. 

i‘’05-*n-A— Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

907-21-A— East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 2 1-A— Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A— Pier  3,  between  Main  and  Dock  streets,  Brook 

lyn. 

1 543- 2 1- A _ Pier  2,  between  Main  and  Dock  streets,  Brook  ^ 

lyn. 

1544- 21-A _ Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

36 7-21-S — Quinn  Oil  Burner. 

438-21-S  iViking  Pump,  approval  of. 

3,2-2i-s— hord  Fire  Line  Reducing  Valve,  approval  of. 
173-22-S  Anti-Syphon  Valve,  approval  of. 

105-22-S— Combustion  Fuel  Oil  Burner,  approval  of 
230-22- S  Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

L4-22-S  Rodriguez  Oil  Burner,  approval  of. 

157-22-S— Burn  well  Mechanical  Burner,  approval  of. 
157-22- S—Quim*  Acme  Crude  Oil  Burner,  approval  of. 
137-22-S— Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

;92-22-S  The  Surface-Combustion  Company  Low  Pres¬ 
ume  Gas  and  Oil  Burner,  approval  of. 
47-22- S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

10- 22-S  Crocker  Gas  \  alve,  approval  of. 

99-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 
04-22-S  Dean  buel  Oil  Pump,  approval  of. 

90-22-S— Oliver  Burner,  approval  of. 

11- 22-S  Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

J5-22-S — Caloroil  Burner,  approval  of. 

16-22-S  Delaney  Fuel  Oil  Burner,  approval  of. 

19-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
:8-23-SA  Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

7-23-SA  Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

2- 23-S A  Surface  Combustion  Low  Pressure  Fuel  Oil 

Burner,  approval  of. 

3- 23-SA- — iodd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

4- 23-SA-  Master  Gas  Shut-Off  Valve,  approval  of. 

5- 23-SA  Packless  Gas  Shut-Off  Valve,  approval  of. 

■  -23-SA  S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 

5-23- S A — Manual  and  Thermal  Gas  Cut-Off  Valve. 
■-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

■-23- S  A  V  m.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

-23-SA — Heil  Standard  200  Gal.  Truck  Tankj 
-23-SA — '‘Automatic’  Deluge  Valve,  approval  of. 

-23- S A  Billow’  Class  G.  R.  Oil  Burner,  approval  of. 

-23-SA —  Billow  ’  Class  C.  R.  F.  Oil  Burner,  approval 
of. 

-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
-23-SA — rilman- White  Gas  Cut-Off  Valve,  approval 
of. 

•23-SA — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 

23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 

23-SA — Lewis  Oil  Burner,  approval  of. 

23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 


898-23-SA  Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

936-23-SA— McGowan  Horizontal  Duplex  Fuel  Oil 
Pump,  approval  of. 

GI°bC  0il  Burner-  W°val  of. 
900-23-SA— Crescent  Combustion  Fuel  Oil  Burner  ao- 
proval  of.  ’ 

Tnbine  Fuel  0iI  Burner>  approval  of. 
1.6-^3-SA— Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of 

Ligi,t  servi“ oii  pum<>'  wo™'  oi. 

1346-23-SA  Heatiator  Oil  Burner,  approval  of 
1358-23-SA— Worthington  Oil  Burner,  approval  of 
1 169-23- S A  Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1431-23-SA  Espo  Oil  Gas  Burner,  approval  of 

milat  A'Tat,e;Jpnes. No- 6  0il  Bur,,er' 

1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of 

1493-23-SA  Newport  Rotary  Oil  Burner,  approval  of 

1364-23-SA  Staples  &  Pfeiffer  Oil  Bu^,  approval  of 

1050-23-SA  Marsh  Fuel  Oil  Burner  and  Pump,  approval 

1414  23  S A  D°meStlC  0il  Burner>  aPProval  of. 

1414- 23-SA  Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA  Kerrihard  Oil  Burner,  approval  of 
1484-23- S A  Universal  G.  P.  O.  Burner,  approval  of 
1o50-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 

I j15-23-SA  Apartment  House  Oil  Burner  A-25,  ap¬ 
proval  of. 

820-23-SA  Morse  Fuel  Oil  Burning  System,  approval  of 
o-24-SA,  induslo  Fuel  Oil  Burner  1-27,  approval  of. 
68-24-SA— Miay  Burner,  approval  of. 

95-24-SA  Leiman  Oil  Pump,  approval  of. 

62-24-SA  Kleen-Heet  Oil  Burner,  approval  of. 
269-24-SA  Universe  Oil  Burner,  approval  of. 

254-24-S A— Sherman  Oil  Burner,  approval  of. 

365-24-SA— Koaless  Oil  Burner,  approval  of. 

379-24-SA  'Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

493-24-SA  Faultless  Oil  Burner,  approval  of. 

590-24-SA — Film  Inspection  Machine,  approval  of. 
503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

702-24-SA— Simplex  Mechanical  Oil  Burner,  approval  of 
742-24-SA— Watkins  Fire  Alarm  Box,  approval  of. 
735-24-SA  Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18,  1915; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.— Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above ; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoi  iiuntal  exit,  as  defined  in  section  267  of  the.  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  2. — Where  there  are  occupancies  on  any  story  or 
part  of  a  story  involving  the  storage  or  use  below  the  top 
story  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy.  . 

The  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways ;  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals.  j  J 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing,  j 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 

tea  coffee  or  similar  beverages).  .  J  I 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above  the  entire  stairway  shall  be  enclosed  in  fire-resist- 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3. _ Required  Exits  and  Enclosures  of  Stairways 


in  Two-story  Factory  Buildings. 

1  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  tx‘ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  root. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such i  bu.M- 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  reel 

distant  from  such  an  exit.  _  . 

Rule  4.— Enclosure  of  Stairways.— In  two-story  building, 
where  there  are  occupancies  on  any  story  or  part  ota 
story  involving  the  storage  or  use  below  the  top  stor 
of  any  of  the  materials  exceeding  the  amounts  specihec 
in  Rule  2  and  there  are  more  than  5  persons  employee 
at  manufacturing  above  such  occupancy,  all  interior  stair 
ways  serving  as  required  means  of  exit  shall  be  enclos 
from  the  lowest  point  of  such  stairway  to  the  cgn 
of  the  first  floor  by  partitions  of  fire-resisting  material 
unless  the  building  is  provided  with  a  wet  sprmklcr  81 
tern,  in  which  case  such  enclosure  of  stairways  shall  no 
be  required.  Such  enclosures  shall  lead  directly  to  a  doo 
opening  outwardly  to  a  street  or  road,  or  an  open  area  a 
fording  unobstructed  passage  to  a  street  or  road.  All  open 
ings  in  such  enclosure  shall  be  provided  with  fire  door 
equipped  with  self-closing  devices.  .  . 

All  reference  herein  to  “Enclosure  of  Stairways  shall  b 


Rule  5.— Storage  of  Combustible  Material  About  Fac 

ory  Stairways.  , 

In  all  factory  buildings  no  articles  or  wares  ot  an 
lature- shall  be  kept  or  stored  inside  the  limits  of  an 
.tairway  enclosure  or  unenclosed  stairway,  or  on  toe  ianu 
no's  nlatforms  or  passageways  connected  therewith. 
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MINUTES 


BOARD  OF  APPEALS 


.  'CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
held  June  24,  1924,  as  they  appeared  in  Bulletin  No.  27  Vol 
1  l!e,^by  corrected  ^  read  as  follows: 

THE  RESOLUTION: 

I  (369-24-A) 

Whereas,  Samuel  Rosenblum,  for  Wagmore  Realty  Co. 
Inc.,  owner  filed,  March  10,  1924,  an  appeal,  with  the  board 
o  appeals,  trom  an  order  of  the  fire  commissioner,  affect- 
mg  premises  153-j  West  25th  street,  Manhattan:  and 
\\  HEREAS,  the  order  of  the  fire  commissioner,  dated 
February  19,  1924,  Order  No.  54857-F,  reads: 

,  *C °rrection  W ord  ''decision”  changed  to  “order”  and 
superintendent  of  buildings”  to  “fire  commissioner ”  in 
line  5  and  zoords  ‘m  acting  on”  omitted  in  line  6. 


and 


.  InstaI]  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of -300  lbs. 
per  square  mch,  extending  from  cellar  to  roof  *  * 

Whereas,  the  building  is  fireproof,  nine  stories  (100  ft.) 
in  height,  50  ft.  by  98  ft.  9  in.  in  area  at  the  1st  story 
and  50  ft.  by  87  ft.  6  in.  in  area  above;  OCCUPIED  as 

and603114  faCt°ry’  mostly  furriers»  40  persons  per  story; 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  two  source  _  sprinkler  system  and  proposes  to  in¬ 
stall  a  dry  riser  with  a  capped  outlet  in  each  story  and 
a  Siamese  connection  at  the  front  of  the  building.’ 
Resolved,  that  the  order  of  the  fire  commissioner  be  and 

it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


MINUTES 


BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals, 
leld  Tuesday,  July  22,  1924,  as  they  appeared  in  Bulletin 

THE  RES™ON-,V  C°rreCted  '°  read  38  f°ll0WS: 

(716-24-A) 

WMereas,  Samuel  Rosenblum,  for  Ross  Zylocraft,  Inc., 
?ssee,  filed,  May  22,  1924,  an  appeal,  with  the  board  of 
ppeals,  from  an  order  of  the  fire  commissioner,  affecting 
remises  52  Herkimer  place,  Brooklyn;  and 
Whereas,,  the  order  of  the  fire  commissioner,  dated 
December  24,  1923,  reads: 

“1.  Forthwith  remove  all  nitro-cellulose  products  in 
the  form  of  blocks,  slabs,  sheets,  rods,  rubes  or  other 
shapes  to  be  used  as  raw  material  from  the  premises 
and  discontinue  the  further  storage  of  celluloid  on 
the  premises  pending  compliance  with  the  following: 

,  “ 2 ■  Enclose  stairway  in  accordance  with  the  provi¬ 
sions  of  article  8  and  18  of  Chapter  5  of  the  Code  of 
Ordinances.  Sec.  232-2-j. 


^Correction — “2”  in  line  28  changed  to  “4”  and  words 
'id  the  appeal  as  to  Item  No.  2  be  and  it  hereby  is  denied” 
ded  to  resolution. 


r  Prov'de  an  automatic  sprinkler  system  supplied 
trom  both  approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply  *  * 


height,  25  ft.  by  40  ft.  in  area.  OCCUPIE^a/Tonows 
1st  story,  vacant  at  present;  2nd  and  3rd  stories,  for  th 
manufacture  of  eyeglass  frames,  9  persons;  and 

.  Whereas,  appellant  contends  the  main  celluloid  storag 
is  50  pounds,  kept  in  a  metal  safe  and  the  maximur 
amount  in  use  is  ten  (10)  pounds. 


Resolved that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  Item  No.  1 ;  granted  as  to  Item  No.  4  on  con¬ 
dition  that  the  celluloid  storage  shall  be  restricted  to 
the  3rd  story,  that  the  quantity  of  celluloid  stored  on 
these  premises  shall  not  exceed  fifty  (50)  pounds,  main¬ 
tained  m  an  approved  metal  cabinet  ventilated  to  the  outer 
air.  and  that  not  more  than  five  (5)  pounds  of  celluloid 
shall  be  permitted  in  work  at  any  one  time  on  the  2nd 
and  '3rd  stories,  and  that  the  appeal  as  to  Item  2  be  and 
it  hereby  is  denied. 


NOTICE 


ELECTRICAL  CODE  ON  SALE. 


BUILDING  CODE  ON  SALE. 

iopies  of  the  Building  Code  are  now'  on  sale  at  the 
■tributing  Division  of  the  City  Record  Office,  125  Worth 
:et.  Price,  $1;  by  mail,  $1.08. 


Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 


0 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  applicants,  under  the  building  zone  resolution,  desire 
es  of  Form  13A,  for  notices  to  property  owners,  such 
tis  are  not  to  be  supplied  by  this  office, 
hi  applicant  is  entitled  only  to  one  copy  of  Form  13A 
terly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  'December  31,  1923  .  627 

Cases  filed  up  to  and  including  August  7,  1924  ....1004 

Restored  to  calendar .  65 

Miscellaneous  Applications. 

Requests  to  reopen  .  144 

Requests  to  amend .  6 

Requests  for  modification . 

Requesfer’tf)  .rescind  .  3 

J  ****  *  : 

Requests  for  extension  of  time . • .  46 

Requests:^lte^t^.Lsmn  of  permit .  27 

Requests  Jor  mechanical  installations  .  2 

Requests  for  approval  of  plans .  * 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . 1937 

Disposed  of  . ^3^ 

# 

Cases  pending  August  7,  1924  . 586 


DISPOSITION  OF  CASES 

Withdrawn .  HI 

Dismissed  .  ^ 

Denied  .  183 

Granted  . 43 

Granted  on  condition  .  677 

Appliances  approved  . . 49 

Appliances  dismissed,  disapproved  or  withdrawn..  11 

Rules  approved  .  8 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  129 

Requests  to  reopen  denied .  9 

Requests  to  amend  granted .  6 

Requests  to  amend  denied  .  9 

Requests  for  modification  granted .  34 

Request  for  modification  denied  . 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted .  15 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  25 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  .  S 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn  . 

Interpretations  . •  ■  • . 

Requests  withdrawn  or  dismissed  . 


Total  . 135 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ,  , 

Third,  That  no  plea  of  ignorance  of  the  date  ot  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th 
offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  o 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t 


appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  Oi 
all  cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrate 
official  in  enforcing  his  order ;  therefore,  no  appeal  c 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  B1 
I.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t 

Name  . 

Street  . 

P.  . . 

1924 

My  subscription  to  begin  with  the  issue  for . 
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JOARD  OF  STANDARDS  AND  APPEALS 

CITY  OF  NEW  YORK 
sued  under  authority  of  Sec.  718  of  the  Greater  New  York  rw f 

flWish  .  . .  .  .  _  Charter  as  amended  by  Chap.  503,  Laws  of  1916 

ubhshed  weekly  by  the  Board  of  Standards  and  Appeals  at  Rnnm  Qia  tvt  •  •  ,  „ 

a  appeals  at  Room  914,  Municipal  Building,  New  York  City 


>1.  IX 


Subscription 
$2.50  a  year 


AUGUST  19,  1924 


Single  Copies,  5  cents  J\I_  o/l 

By  mail,  7  cents  ^°* 
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BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

jp  P.  Holland  John  Dowd 

Ry  L.  Connell  Joseph  B.  Gunnison 

:  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

Zt  JRoDKENNAN  . . .  Fire  Commissioner 

Rpvn,rY  . rUpt-  °f  Buildin9s,  Manhattan 

J1?  .  Supt-  °f  Buildings,  The  Bronx 

. ^  °f  BuildiW>  Brooklyn 

. c  Supt‘  °P  Buddings,  Queens 

liam  J.  McDermott  ...  Supt.  of  Buildings,  Richmond 

William  J.  O  Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
ce— Municipal  Building,  Room  914. 
phone— Worth  0184. 

ce  Hours  9  a.  m.  to  4  p.  m..  Saturdays,  9  a.  m.  to 
2  noon. 

■  otmnunications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


his  issue  of  the  Bulletin  contains,  in  the  order 
Docket. 

Call  of  Clerk’s  Calendar.  I  of 

The  Trial  Calendar. 

Notices  in  Building  Zone  CaselUG  26  192 4 
Reserve  Calendar. 

Rules  Adopted.  UNIVtriSn  ir  ot  ILLINOIS 

Amendment  to  Building  Code. 

Correction. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING 

Board  of  Appeals,  Tuesdays,  at  10  a.  m 
Special  meetings  as  listed  in  this  Calendar, 
a  o  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m 

enda°rard  ^  Standards  and  APPeaIs>  as  listed  in  the  Cal- 

MaAn'L1,«rngS  “*  ^  ‘n  R°°m  !”!,•  MUnkipa’ 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica- 
.on  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board.  ■ 

CALL  OF  CLERK’S  CALENDAR. 

BuM„g'z„«  sSTSV'  applications  under  the 

hearing'  on  a  d°£'  da*  "”S  eadl  CaSe  is  set  for 

Tuesdav^  ^ubse(5uent  Call  of  the  Calendar  will  be  on 
IU^*day’  September  16,  1924,  at  2  o’clock. 

ro ,ne,  tler“s  Calendar  is  not  to  be  confused  with  th<- 
ing  of  fixed  days.  'hi“  haV'  bee"  clefin,,elj'  set  for  hear- 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connecon  w.th  which  court  proceedings  are  pending  or  £ 

ITT"’  T  fcep1'1'  ,hat  m  "ot  filed  Within  twenty 
ficfal  f0m  'e  da,eof  tl,e  action  n f  the  Administrative  Of 

Any  communication  purporting  to  be  an  appeal  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board.  M 

Upon  receipt  of  any  such  communication  the  writer  will 
suPpbed  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  reqmred  thereon  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  toe  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  F 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

,viPHPTaiS’KaPPhCar,0nS-and  petitions  wi]I  be  simplified  and 
expedited  bv  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


docket. 


New  Cases  Filed  Week  Ending  August  14,  1924 


Cal.  No.  Department 

1022-24- A . B.B.M. 


1021-24-BZ . B.B.Q. 


Premises  Affected 
202-210  W.  89th  st.,  Man. 

Exit  Order  135-24. 
S.  S.  Jackson  ave.  from  19th 
to  20th  st.,  Queens. 


N.  B.  9671-24. 


1020-24- A. 


1019-24-A . 


BBB  ...801  Avenue  P,  Bklyn. 

Applic.  2166-24. 

F  D  .  840  Broadway,  Man. 

'  '  ‘  F-57975. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

287-24-BZ.  j 

APPLICANT— Theodore  Ehrsam,  for  Bayie  Realty  Co., 
Inc.,  owner. 

PREMISES— 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


1018-24-A. 


FD  .  116  Hudson  st.,  Man. 

F-62323. 


1017-24-BZ . B.B.B. 


1016-24-SA . F.D. 


■  1015-24- A . F.D. 


...794-796  Union  st.,  Bklyn. 

Applic.  14380-24. 

_ Milnes  Oil  Burner. 

Appliance. 

....Approval  of  Tank  Wagon. 


446-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  140th  Street  and 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gitterman, 
owners. 

PREMISES— 2335-2341  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


1014-24-S . F.D. 


1013-24-A . F.D. 


...141  Cook  st.  (rear),  Bklyn. 

L.  D.  48421-65367. 

_ 753-755  Broadway,  66-68  E.  8th 

st.,  M'an. 

F-61965. 


1012-24-S - 


1011-24-S - 


B  B  M  253-259  W.  35th  st.,  Man. 

N.  B.  19-24. 

B  B  M  . .  49-53  W.  38th  st.,  Man. 

N.  B.  598-23. 


1010-24-S . F.D . 36  Devoe  st.,  Bklyn. 

L.  D.  31698. 

1009-24-A . F.D . 136  W.  52nd  st.,  Man. 


1008-24-S  . F.D . 22  E.  55th  st.,  Man. 

_ _ _ ^ .  L.  D.  63103-62222. 

1007-24-BZ . B.B.Q.  ...103-12  to  20  E.  Roosevelt  ave., 

_  Corona,  Queens. 

N.  B.  12671-24. 


1006-24-S . F.D .  738  Broadway,  Man. 

_  L.  D.  59090. 

1005-24-A . F.D . 116  W.  14th  st.,  Man. 

_  F-61912. 


CODE. 

FD . Fire  Department 

jFD . •  . . Health  Department 

B  B  B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  board  of  appeals  and  the 
board  of  standards  and  appeals  will  hold  no  hearings 
during  the  month  of  August.  The  next  regular  meet¬ 
ings  of  both  boards  will  be  held  on  September  9,  1924,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the  same 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


836-24-BZ. 

APPLICANT— William  F.  Doyle,  for  John  M.  Horan, 
owner. 

PREMISES— 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

844-24-BZ. 

APPLICANT— Daniel  Santoro,  for  Antonio  Massa,  owner. 

PREMISES— 75  Montgomery  avenue,  Tompkinsville,  Rich¬ 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES— 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  oi 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

639-24-BZ. 

APPLICANT— William  J.  Conway,  for  John  Muldoon 
owner. 

PREMISES— 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

632-23-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Antoni 
Guigliano,  owner. 

PREMISES— 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  ur 
restricted  district  the  erection  and  maintenance  c 
a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 


190-24-BZ.  1 

APPLICANT— William  F.  Doyle,  for  William  F.  Ti 
owner. 
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PREMISES — 2513-2519  Tilden  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

PREMISES — West  side  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  Richmond. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

922-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
'Corporation,  owner. 

PREMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24-A — 430  Seventh  avenue,  L.  I.  City,  Queens. 

734-24- A — 65-67  West  Houston  street,  Manhattan. 

736-24-A — 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 

739-24-A — 26  Broadway,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

870-24-A — 1658  Broadway,  Manhattan. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A— 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  9,  1924,  at  10 
o’clock  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 


cal.  no.  816-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 

cal.  no.  361-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

cal.  no.  525-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own¬ 
ers,  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  28-34  Newtown  avenue, 
Astoria,  Queens. 

cal.  no.  534-24-BZ — Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  484-490  Sterling  place, 
Brooklyn. 

cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

al.  no.  691-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  distriett  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis, 

Queens. 
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cal.  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  moi'l  than  five  (5)  motor 
vehicles ;  premises  21-23  Lenox  road, 
Brooklyn. 


CAL.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 


CAL.  no.  363-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  De 
Hart,  applicant,  On  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 

cal.  no.  695-24-BZ— Application,  May  19,  1924  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 

cai  no  1514-23-BZ— Application,  December  22,  1923  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 


CAL. 


CAL. 


no.  877-24-BZ — Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Kugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

no  461 -24-BZ— Application,  March  29,  1924  under  the 
building  zone  resolution,  of  John  U 
Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas- 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem- 
ises;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S — 1205-1213  Broadway,  Manhattan. 

286-24-S — 224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24-S— 224-232  West  30th  street,  Manhattan. 

746-24- S — 1162  Broadway,  Manhattan. 

822-24-S — 13-19  East  New  York  avenue,  Brooklyn. 
642-24-S — 310-31S  Wallabout  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

492-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box 
approval  of. 

590-24-SA— Film  Inspection  Machine,  approval  of. 
803-24-SA — Holmes- Williams  Domestic  Oil  Burner,  ap 
proval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  />.  m. 
Building  Zone  Cases. 

307-24-BZ. 

APPLICANT— Emil  Guterman,  for  Patrick  Gallagher 
owner. 

PREMISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of 
gas  selling  station. 


849-24-BZ.  ■ 

APPLICANT— John  De  Hart,  for  Secured  Propertie 
Corp.  and  Howard  A.  Raymond,  owners. 
PREMISES — 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mail: 

tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 


891-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Theodore  Roehr 
owner.  J 

PREMISES— North  side  of  East  181st  street,  from  Fob 
street  to  Tiebout  avenue,  The  Bronx.  I 

TO  PERMIT  partly  in  a  residence  district  and  partly  i 
a  business  district  the  erection  and  maintenaw 
of  a  garage  for  the  storage  of  more  than  nv 
(5)  motor  vehicles. 

908-24-BZ. 

APPLICANT— William  F.  Doyle,  for  George  W.  Mi 
Adam,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  nort 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 
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BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A— 1342  Park  avenue,  Manhattan. 

99-24- A* — 332-344  West  44th  street.  Manhattan. 

90-23- A — 406  Second  avenue.  Manhattan. 

99-23-A— 522  West  159th  street,  Manhattan. 

28- 24-A  153  East  76th  street,  Manhattan. 

29- 24-A— 1900  Crotona  parkway,  The  Bronx. 

40- 24-A  <359  Wales  avenue  and  779  East  142nd  street 

The  Bronx. 

41- 24-A— 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 

43-24-A— 221  77th  street,  Brooklyn. 

72-24-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

31-24-A — 714-716  Atlantic  avenue,  Brooklyn. 

29-24-A — 1600  Broadway,  Manhattan. 

39-24-A— 319-321  Grand  street,  Manhattan. 

jl-24-A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 

)6-24-A— 155  Christopher  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public,  hearing  under  the  provisions  of  the  building 
ie  resolution,  Tuesday  morning,  September  16,  1924,  at  10 
lock,  in  Room  919,  Municipal  Building,  on  the  f’ollow- 
•  matters : 

-  N0-  497-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

..  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

.  no.  664-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen,  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building; 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

no.  809-24-BZ — Application,  June  16,  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue.  Manhattan. 


CAL.  NO. 


CAL.  No. 


655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 
a  theatre  building;  premises 
3837  White  Plains  avenue,  The  Bronx. 


8o3-2.i-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 

vn  *ppllcant>  on  behalf  of  Mary 
V.  Buehl,  owner,  previously  dismissed 
tor  lack  of  prosecution,  to  permit  part¬ 
ly  m  a  business  district  and  partly  in 
a  resilience  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 


•  o.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles" 
premises  1655-1663  St.  Marks  avenue’ 
Brooklyn. 


cal.  no.  814-24-BZ— -Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
F  Doyle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution; 
premises  312-318  East  26th  street,  Man¬ 
hattan. 


cal.  no.  1373-23-BZ— Application,  July  8.  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  160  West  Fordham  road,  The 
Bronx. 

cal.  no.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Tuesday,  September  16,  1924,  at  2  p.  m. 
Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 

760-24-A — 1002-12  Grand  street,  Brooklyn. 
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775-24 -A — 517-519  Academy  street,  L.  I.  City,  tjueens. 

798-24- A — 656  Broadway,  Manhattan. 

802-24-A — 15  West  17th  street,  Manhattan. 

804-24-A— 30-46  Erasmus  street,  Brooklyn. 

84 3-24- A— 264  39th  street,  Brooklyn. 

854-24-A— 6-10  East  1st  street,  Manhattan. 

1073-23- A — 423-425  East  63rd  street,  Manhattan. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

678-24- A _ 1237-1239  Broadway  and  504-506  Sixth  avenue, 

Manhattan. 

773-24- A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23- A — 54  Main  street,  Mushing,  Queens. 

926-23- A— 1495  St.  Nicholas  avenue,  Manhattan. 

861-23-A — 60-62  West  112th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 


cal.  no.  282-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens.  I 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 


ing 

CAL. 


matters. 

no  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 


CAL.  NO. 


701-24-BZ — Application,  May  19,  1924  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  piemises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bron^ 


cm.  no.  235-23-BZr— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  _  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  elec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  live  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 


cal.  no.  597-24-BZ— Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  I. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  J ockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  'O'eet  between  two  intersect¬ 
ing  streeij,  m  chich  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


'Tuesday,  September  23,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

799- 24-A— 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24- A— 27  East  40th  street,  Manhattan. 

897-24- A— 441-445  Ocean  avenue  and  2002-2028  Caton  ave 
nue,  Brooklyn. 

823-24-A— 852-854  Humboldt  street,  Brooklyn. 

890-24-A— 460-462  West  129th  street,  Manhattan. 
905-24-A — 135  East  55th  street  and  657-661  Lexington  ave 
nue,  Manhattan. 

1  144-23- A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Tuesday  morning,  September  23,  1924,  a 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  th 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  Sarah  Hanlon,  owner 
Jeannette  Wilson  Metten,  lessee,  t( 
permit  in  a  residence  district  the  main 
tenance  of  a  business  use  in  an  exist 
ing  residence  building;  premises  23 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  tli 
building  zone  resolution,  of  Jenks  i 
Rogers,  applicants,  on  behalf  of  Joh 
Tedesco,  owner,  for  the  rehearing  o 
an  application  previously  denied  to  per 
mit  in  a  business  district  the  erectio 
of  a  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
488-494  East  New  York  avenue,  BrooF 
lyn. 

cal.  no.  497-23-BZ— Application,  July  15,  1924,  under  th 
building  zone  resolution,  of  Jenks  <■ 
Rogers,  applicants,  on  behalf  of  S.  <■ 
La  Vine,  Inc.,  owner,  previously  will 
drawn,  to  permit  in  a  business  distru 
the  erection  and  maintenance  of  a  g: 
rage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles;  premises  1578-158 
Bedford  avenue,  Brooklyn. 
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CAL.  NO.  64-24-BZ— -Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  William  F 
poyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve- 
hides,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution  • 
premises  332-340  East  84th  street,  Man¬ 
hattan. 


cal.  no.  704-24-BZ— Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  £. 
Eustis,  applicant,  Edwin  F.  Branning, 
owner,  Eric  Dalton,  lessee,  to  permit 
m  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

cal.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles' 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  23,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

604-24-S  15  East  17th  street.  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA  Universal  Oil  Burner,  approval  of 
8b0-24 - S A  Monarch  Domestic  Fuel  Oil  Burner,  approval 

(.)0.-24-S A—  Dempsey  Domestic  Burner  and  Fuel  Oil  Pumn 
approval  of.  1  ’ 


BOARD  OF  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  m 
Appeals  from  Administrative  Orders. 


92J-24-A  612  Fifth  avenue,  Manhattan. 

932-24-A— 11209  St.  Anns  avenue,  Richmond  Hill,  Queens. 
Under  the  Building  Zone  Resolution. 


~  i  r  i  oy  tne  board  of  HDoeals 

‘  pu  die  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  30,  1924  at  10 

ing°mattenrs  °°m  ^  Mumcipal  BuiIding,  on  the  follow- 


CAL.  NO.  106b-„3-BZ  Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

:al.  no.  821-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P. 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

:al.  no.  714-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Kalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 


cal.  no.  655-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
(2)  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  5703 
Twelfth  avenue,  Brooklyn. 

cal.  no.  841-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
pi  emises  east  side  of  Rver  avenue, 
138.36  ft.  south  of  East  387th  street 
The  Bronx. 

CAL.  NO.  710-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  V/2  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 


*l.  no.  782-24-BZ— Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


cal.  no.  737-24-BZ — Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
geline  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh.  Chairman.  ■ 


1121 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  fuel  Oil  Burner,  approval  of. 
1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S— Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA— -Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA — 1“ Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of, 
525-23- S A— Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
883-23-SA— Lewis  Oil  Burner,  approval  of. 


1046-23-SA — Frankfort  Type  “P  Low  Pressure  Oil  Burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

1140-23-SA — Pennsylvania  Globe  Oil  Burner,  appro\al  of. 
960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1 103-23-SA — Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-S A— Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of.  j 

1339-23- S A— National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1444-23-SA — Tate-Jones  No.  C  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-S A— Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1050-23-SA— Marsh  Fuel  Oil  Burner  and  Pump,  approval 


of. 

1363-23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of.  J 

1429-23-SA — 'Kerrihard  Oil  Burner,  approval  of. 

1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1538-23-SA— Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
820-23-SA— Morse  Fuel  Oil  Burning  System,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24- S A — Leiman  Oil  Pump,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of.  j 

379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA— Film  Inspection  Machine,  approval  of. 
503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  pf.  Ki 

702-24-SA—  Simplex  Mechanical  Oil  Burner,  approval  o  . 
742-24-SA— Watkins  Fire  Alarm  Box,  approval  of. 

735 -24- S A — Petro  Mechanical  Burner  and  Air  Register, 

approval  of.  |  \ 

826-24- S A — Heymsfield  Low  Pressure  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
Which  action  by  the  board  has  been  deferred  pending  com- 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

c  (410-24-SR ) 

,If°r  originally  adofted 

V  f.  industrial  Commission  August  28,  1913,  and  ef- 
fec  tve  ctobcr  1,  1923;  amended  November  18  1915- 
revised  and  readopted  February  10,  1916,  effective  March 

^  At tT  h Board  of  s'anM° 

Rule  1.— Except  as  herein  provided,  in  all  factory 

OctobS5  i  Mi?0"®*  °l  !eSS,  in  hdght'  erected  Prior  to 
October  l,  1913  in  which  there  are  more  than  twenty- 

ve  persons  employed  above  the  second  story,  all  interior 

stairways,  serving  as  required  means  of  exit,  and  the 

an  mgs,  platforms  and  passageways  connected  therewith 

shall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 

sisting  material  extending  continuously  from  the  lowest 

schedule^  ^  Stairway  in  accordance  with  the  following 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods 
wares  and  merchandise,  packed,  stored,  manufactured  or 
m  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 

combu s don"eS  ^  merchandise  which  wil1  burn  or  support 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 

building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead’ 

The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoiLuntal  exit,  as  defined  in  section  267  of  the  Labor 

Law,  will  be  accepted  as  a  compliance  with  this  rule 

when  both  sides  of  the  fire  wall  or  walls  are  occupied 
m  any  factory  floor  by  the  same  occupant 
Rule  2.— Where  there  are  occupancies  on  any  story  or 
>art  of  a  story  involving  the  storage  or  use  below  the  top 
tory  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy.  employed  at 

shall  he StJirway  frvinS  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
anj  exposed  stair  soffits,  landings  and  passageways  •  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 
Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  l  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals.’ 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing 
Cotton,  rag  and  paper  sorting,  l  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages).  6 

The  Board  shall  rule  upon  new  occupancies  as  they 
at"w  and  pass  Upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.— Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

.  1-  Re(luired  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  -lead  to  such  a  stairway,  or  to  a  horizontal 
or  gmde  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
moie  than  8  inches  above  the  floor  level,  and  where 

t  ^e  1Su  ‘l?  t  Safe  e?ress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  fl50f  feet 
distant  from  such  an  exit. 

Rule  4.— Enclosure  of  Stairways.— In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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AMENDMENT 


,  .  Aldermen  Amending  Sections  524,  526,  527  and  530  of  Article  25  and 

Ordinance  Adopted  by  the  Boa  Ordinances,  the  Building  Code,  Relating  to  “Theatres 

Section  581  of  Article  ^  o^Chaptw  «  ^ment”  and  “Fire  Extinguishing  Appliances” 


Section  1.  Section  524  of  article  25  of  chapter  5  of 
the  Code  of  Ordinances  is  hereby  amended  to  read  as 

follows : 

§524.  Fire-extinguishing  appliances. 

Except  as  otherwise  provided  in  this  section,  in  every 
building  described  in  section  520  of  this  article  and  not 
now  equipped  with  a  standpipe  fire  extinguishing  equip¬ 
ment  approved  by  the  fire  commissioner,  there  shall  be 

provided: 

1  Hose.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct, 
a  proper  and  sufficient  quantity  of  two  and  one-halt 
inch  hose  fitted  with  regulation  couplings  of  the  hre 
department,  with  nozzles  attached  thereto,  and  a  hose 
spanner  at  each  outlet. 

2.  Sprinkler  system.  A  separate  and  distinct  sys¬ 
tem  of  automatic  sprinklers,  with  fusible  struts,  ap¬ 
proved  by  the  fire  commissioner  as  conforming  to  the 
provisions  of  the  rules  of  the  board  of  standards  and 
appeals  governing  sprinkler  installations,  supplied  wit 
water  from  a  tank  located  on  the  roof  over  the  stage 
and  not  connected  in  any  manner  with  standpipes,  shall 
be  placed  on  the  ceiling  or  roof  over  the  stage  at  such 
intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation,  and  an  addi¬ 
tional  line  of  sprinkler  heads  on  the  stage  side  of  the 
proscenium  opening.  Automatic  sprinklers  shall  also 
be  placed,  wherever  practicable,  in  the  dressing  rooms, 
under  the  stage  and  in  the  carpenter  shop,  paint  rooms, 
store-rooms  and  property  rooms. 

3.  Standpipes.  Standpipes,  4  inches' in  diameter,  with 

hose  attachments,  shall  be  provided  on  every  floor  and 
gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one  on 
each  side  of  the  stage  in  each  tier,  one  in  each  tier 
of  dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop.  All  such  standpipes 
shall  be  kept  clear  from  obstructions.  Said  standpipes 
shall  be,  separate  and  distinct  receiving  their  supply  of 
water  direct  from  a  separate  gravity  tank  of  3,500  gal¬ 
lons  capacity  located  above  the  roof  and  from  a  hre 
pump  and  shall  be  fitted  with  regulation  couplings  of 
the  fire  department,  and  shall  be  kept  constantly  fil  ed 
with  water  by  means  of  an  automatic  fire  pump  of  suf- 
fident  capacity  as  prescribed  in  the  rules  of  the  board 

of  standards  and  appeals.  Said  pump  shall  be  supplied 
from  the  street  main  and  be  ready  for  immediate  se 
all  times  during  any  performance  in  said  building  except 
that  anv  theatre  having  not  more  than  one  balco  y, 
with  no  occupancy  above  the  auditorium,  used  «c  u- 
sively  for  the  exhibition  of  motion  pictures,  and  having 
no  stage,  dressing  rooms,  nor  scenery,  shall  not  be  re 

quired  to  have  a  fire  pump,  unless  required  to  fill  he 

standoipe  supply  tank  as  prescribed  in  rules  ot  the 

board  of  standards  and  appeals.  In  addition  to  the  re¬ 
quirements  contained  in  this  section  the  standpipe  sha 
also  conform  to  the  requirements  contained  m  section 

58l0M?scellan?ous.  There  shall  also  be  kept  in  readi 

bucketsThali  he  painted  red.  There  shall  aUo  be 
vided  hand  pumps  or  other  portable  fire  extinguishi  g 

apparatus  and  at  least  4  axes  and  -  ~  floor 

15-foot  hooks  and  2  10-foot  hooks  on  each  tier  or  floo 

°f Exemptions— Buildings,  used  exclusively  for  the  ex¬ 
hibition  of  moving  pictures,  not  more  than  one  sto  y 
height  and  not  exceeding  15,000  square  feet  in  area, 
having  access  to  two  streets,  with  no  other  business 


on  premises,  excepting  stores  occupying  not  more  thai 
10  per  cent,  of  the  area,  and  having  no  stage,  dressinj 
rooms,  nor  scenery,  shall  not  be  required  to  provide  , 
gravity  tank  supply  for  the  standpipe  fire  lines,  nor 
sprinkler  system,  when  there  is  a  four-inch  direct  con 
nected  standpipe  equipment  to  a  city  water  main  fe 
two  ways,  or  one  connection  on  each  of  two  stree 
fronts,  each  main  so  fed  that  the  shutting  off  of  tli 
supply  of  one  main  will  not  interfere  with  the  suppl 
of  the  other  main,  and  having  sufficient  pressure  t 
maintain  a  minimum  of  30  pounds  per  square  inch  stati 
pressure  at  the  highest  outlet,  provided  evidence  is  sul 
m  it  ted  establishing  the  fact  that  the  water  main  pre: 
sure  is  as  required.  The  standpipe  equipment  shall  t 
provided  with  regulation  fire  department  3-inch  siames 
connection. 

Buildings  as  described  in  this  exemption  will  be  r< 
quired  to  have  standpipes  so  placed  that  not  moi 
than  100  feet  of  hose  shall  be  required  to  reach  a 
parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one-stoi 
building,  on  condition  the  seats  are  so  arranged  th, 
they  shall  not  at  the  floor  level  of  the  highest  row  1 
more  than  15  feet  above  the  lowest  floor  level  of  tl 
auditorium,  provided,  however,  the  gradient  of  the  auc 
torium  floor  does  not  exceed  one  foot  in  12  feet. 

Sec.  2.  Subdivision  1  of  section  526  of  article  25 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amend' 
to  read  as  follows: 

§526.  Lights. 

1.  Adequacy.  Every  portion  of  the  building  devot 
to  the  uses  or  accommodations  of  the  public,  also  i, 
means  of  egress  leading  to  the  streets  and  including  t 
open  courts  and  corridors,  shall  be  well  and  proper 
lighted  during  every  performance,  and  the  same  sh; 
remain  lighted  until  the  entire  audience  has  left  t: 
premises.  When  interior  gas  lights  are  not  lighted 
electricity,  other  suitable  appliances,  approved  by  t: 
superintendent  of  buildings,  shall  be  provided. 

Sec.  3.  Subdivision  1  of  section  527  of  article  25  : 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amendl 
to  read  as  follows: 

§527.  Means  of  egress.  . 

1.  Exits  to  streets.  Every  theatre  accommodate 
300  persons  shall  have  at  least  two  exits;  when  acco¬ 
modating  500  persons,  at  least  three  exits  shall  be  pir 
vided;  these  exits  not  referring  to  nor  including  If 
exits  to  the  open  court  at  the  side  of  the  theat 
Every  such  building  shall  have  one  or  more  fronts  • 
the  streets,  and  in  such  fronts  there  shall  be  suita; 
means  of  entrance  and  exit  for  the  audience,  aggreg. 
in<r  not  less  than  25  feet  in  width.  The  entrance  I 
the  main  front  of  the  building  shall  be  not  more  th 
one  foot  above  the  sidewalk  level  unless  approved  : 
the  superintendent  of  buildings.  Each  exit  shall  be| 
least  five  feet  in  width  in  the  clear  and  provided  wt 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  - 
constructed  as  hereinbefore  prescribed  in  this  chap  r 
All  of  said  doors  shall  open  outwardly,  and  shall/ 
fastened  with  panic  bolts  or  other  approved  devil 
which  will  open  when  one  or  more  persons  pr 
against  inner  side  of  said  door  _  r  ' 

Sec  4  Section  530  of  article  25  of  chapter  5  o/; 
Code  of  Ordinances  relating  to  “protective  curtain, } 
hereby  amended  by  adding  the  following  lines  at 

CU (^Satisfactory  proof  must  be  submitted  and  f 
with  application  that  curtain  is  capable  of  withstan 
a  temperature  of  not  less  than  1,700  degrees  F.  fo 
period  of  45  minutes. 
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AMENDMENT 


Sec.  5.  Section  581  of  article  28  of  chapter  5  of  the 
Code  of  Ordinances  is  hereby  amended  to  read  as  fol¬ 
lows: 

§581.  Standpipes. 

1.  Standpipes,  constructed  and  installed  as  herein¬ 
after  required  and  as  prescribed  in  rules  of  the  board  of 
standards  and  appeals  shall  be  provided: 

a.  Unchanged. 

b.  Unchanged. 

c.  In  every  building  exceeding  10,000  square  feet  in 
area,  except  in  buildings  specifically  exempted  in  article 
25  of  this  chapter  and  buildings  of  not  more  than  one 
clere-story  in  height  not  exceeding  15,000  square  feet 
in  area  and  occupied  solely  as  places  of  religious  wor¬ 
ship;  and  except  in  fireproof  buildings  not  over  four 
stories  or  45  feet  in  height  when  such  buildings  are 
equipped  with  an  approved  two-source  supply  automatic 
sprinkler  system,  and  are  not  of  an  occupancy  deemed 
unusually  hazardous  by  the  fire  commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures 
when  deemed  necessary  by  the  fire  commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  indus¬ 
trial  plants  of  an  area  in  excess  of  10,000  square  feet. 

2.  Unchanged. 

3.  Number  and  Location.  The  number  of  standpipes 
n  any  building  shall  be  such  that  all  parts  of  each  story 
ire  within  the  reach  of  at  least  one  stream  supplied  by 
lose  not  exceeding  100  feet  in  length. 


When  a  building  requiring  standpipes  faces  on  more 
than  one  street,  at  least  one  standpipe  shall  be  installed 
tor  each  street  front,  provided  that  for  intersecting  street 
trouts,  one  standpipe  shall  be  sufficient  for  each  inter¬ 
section,  when  all  portions  of  each  area  may  be  reached 
by  a  stream  from  100  feet  of  hose.  So  far  as  practicable, 
standpipes  shall  be  placed  within  stair  enclosures,  other¬ 
wise  they  shall  be  as  near  the  stair  as  possible.  All 
standpipes  shall  extend  from  the  lower  story  to  and 
above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height  and  not 
over  20,000  square  feet  in  area  gravity  tank  may  be 
omitted  provided  the  standpipe  riser  is  supplied  by  not 
.less  than  4-inch  connection  to  street  main  having  not 
less  than  45-pound  pressure. 

4.  Construction.  All  standpipes  hereinafter  installed 
shall  be  constructed  as  prescribed  by  the  rules  of  the 
board  of  standards  and  appeals  and  shall  be  provided 
with  such  outlets  and  equipped  with  such  appliances  as 
required  by  said  rules.  All  standpipes  shall  extend  to 
the  street  and  shall  be  provided  with  approved  Siamese 
connections.  In  buildings  not  exceeding  45  feet  in 
height,  Siamese  connections  will  not  be  required.  When 
there  is  more  than  one  standpipe  in  any  building,  they 
shall  be  cross-connected  in  an  approved  manner  below 
the  sidewalk  level,  or  if  there  is  no  cellar,  thev  shall  be 
cross-connected  below  the  ceiling  of  the  basement  or 
lowest  story. 

Sec.  6.  This  ordinance  shall  take  effect  immediately. 


M  IN  UTES 

BOARD  OF  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals,  held 
July  29,  1924,  as  they  appeared  in  Bulletin  No.  32,  Vol.  IX, 
are  hereby  corrected  to  read  as  follows : 

(1317-23-A) 

Whereas,  Lourose  Realty  Corp.,  owner  of  adjoining 
)roperty,  filed,  Nov.  15,  1923,  an  appeal,  with  the  board 
>f  appeals,  from  a  decision  of  the  superintendent  of  build- 
ngs  approving  plans  for  the  construction  of  a  series  of 
ive  (5)  car  garages  on  premises  northeast  corner  of  St. 
ohns  place  and  Buffalo  avenue,  Brooklyn ;  and 

Whereas,  applications  were  filed  with  the  bureau  of 
•uildings,  Nos.  14664  to  14671,  inclusive,  to  permit  in  a 
'usiness  district  the  construction  of  a  series  of  five  (5) 

Correction — Last  paragraph  from  “ Resolved ”  to 

granted”  added. 


car  garages,  and  stores,  on  a  plot  of  ground  with  a  front¬ 
age  of  148  ft.  7  in.  on  the  east  side  of  Buffalo  avenue  and 
a  frontage  of  240  ft.  on  St.  Johns  place,  there  being  drive¬ 
ways  separating  the  series  of  garages;  and 

Whereas,  appellant  contends  that  the  whole  improve¬ 
ment  is  in  reality  one  large  building,  under  one  common 
roof,  with  one  common  heating  plant,  one  sewerage,  one 
washroom  and  repair  shop,  and  one  gasoline  supply  sta¬ 
tion,  with  all  the  equipment  and  incidental  appurtenances 
commonly  furnished  for  use  and  to  be  found  in  public 
garages,  except  that  the  partitions  are  to  be  run  from  the 
ground  to  roof  so  as  to  subdivide  these  buildings  with 
several  driveways  into  spaces  of  five  (5)  car  units,  and 

Whereas,  the  board  deemed  that  the  housing  of  more 
than  5  cars  under  one  roof  constituted  a  garage  for  more 
than  5  motor  vehicles. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  reversed  and  the  appeal  be  and  it 
hereby  is  granted. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
°pies  of  Form  13 A,  for  notices  to  property  owners,  such 
orms  are  not  to  be  supplied  by  this  office. 

The  applies  '  is  entitled  only  to  one  copy  of  Form  13A, 
roperly  fi\  _*d  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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Cases  pending  'December  31,  1923  . 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards  _ . 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  '/A' 

Second,  That  due  and  ample  notice  -of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down, by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  , 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

'  Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  oi 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to  | 


appear. 

Fifth  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  . . . . 

My  subscription  to  begin  with  the  issue  for . 1924 
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This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 
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Reserve  Calendar. 

Rules  Adopted. 

Amendment  to  Building  Code. 
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HOURS  FOR 

10  A.  M.  to  1  P.  M. 


.  J  1 — Lduun  purpor™/»«<Qa*WMpea|,  applica 

tion  or  petition  shall  be  regardocTas  a  m?i4'iiotice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Boam,Vcrt^H  y  Of  ILLINOIS 

CALL  OF  CLERK’S  CALENDAR. 

Calendar  consists  of  applications  under  the 
Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any 

l  1924  I"  Rrm,919’  °"  sh'embl; 

c  !?24’  at  2  ?  clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

T,Ihu  nect  !Ubiequent  Call  of  the  Calendar  will  be  on 
luesday,  September  16,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica- 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR _ 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


DOCKET. 

Nezv  Cases  Filed  Week  Ending  August  21,  1924. 

Cal.  No. 

Department. 

Premises  Affected. 

1040-24-SA . 

. F.D.  .. 

. .  Tiffany  Fuel  Oil  Burner. 

Appliance. 

1039-24-A. . . 

. B.B.B. 

. .  8919-8923  5th  ave.,  Bklyn. 

App.  13680. 

1038-24-BZ. . 

. B.B.B. 

. .  750-760  New  York  ave.,  Bklyn. 

App.  15209-24. 

1037-24-BZ.. 

. B.B.Q. 

. .  76  Smart  ave.,  Flushing,  Qns. 

Viol.  412-24. 

1036-24-S . . . 

. B.B.M. 

..46-50  W.  29th  st.,  Man. 

N.  B.  621-23. 

1035-24-S. . . 

. B.B.M. 

..9-11  E.  38th  st.,  16  E.  39th  st., 
Man.  N.  B.  537-23. 

1034-24-S. . . 

. B.B.M. 

..252-254  W.  38th  st.,  Man. 

N.  B.  787-24. 

1033-24-S . . . 

. B.B.M. 

..64-70  W.  36th  st.,  Man. 

N.  B.  594-23. 

1032-24-BZ. . 

. F.D.  . 

. . .  344  Webster  ave.,  Bklyn. 

L.  C  82464. 

1031-24-BZ. 

. F.D.  . 

...573  Surf  ave.,  Bklyn. 

L.  C.  90238. 

1030-24-A. . 

. F.D.  . 

. . .  126-128-130  6th  ave.,  Man. 

L.  C.  24585. 

1029-24- A.  . 

. F.D.  . 

. . .  Ft.  W.  48th  st.,  Pier  88,  N.  R., 
Man.  C-25160. 

1028-24-BZ. 

. B.B.B. 

. .  405-415  Montgomery  st.,  Bklyn. 

N.  B.  13017-24. 

1027-24-S. . 

. F.D.  . 

. .  .505  W.  21st  st.,  Man. 

L.  D.  57914. 

1026-24-A .  . 

. F.D.  . 

...505  W.  21st  st.,  Man. 

F-57916. 

1025-24-S .  . 

. B.B.M. 

..42  W.  99th  st.,  Mian. 

Alt.  1235-24. 

1024-24- A. . 

. F.D.  . 

. . .  260-268  Gold  st.,  Bklyn. 

F-61396. 

1023-24-A . . 

. F.D.  . 

. . .  260-268  Gold  st.,  Bklyn. 

F-61395. 

CODE. 

F.D . 

H.D . 

B.B.B . 

,  ,  ,  . . .  .  .  . 

.Bureau  of  Buildings,  Brooklyn 
..-•.Bureau  of  Buildings,  Bronx 

B.B.Bx.  ... 

B.B.M.  ... 

. 

Bureau  of  Buildings,  Manhattan 

B.B.Q.  ... 

...Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  board  of  appeals  and  the 
board  of  standards  and  appeals  will  hold  no  hearings 
during  the  month  of  August.  The  next  regular  meet¬ 
ings  of  both  boards  will  be  held  on  September  9,  1924,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the  same 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


287-24-BZ. 

APPLICANT — Theodore  Ehrsam,  for  Bayie  Realty  Co 
Inc.,  owner. 

PREMISES — 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

446-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  140th  Street  an 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gittermai 
owners. 

PREMISES — 2335-2341  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

836-24-BZ. 

APPLICANT — William  F.  Doyle,  for  John  M.  Horai 
owner. 

PREMISES — 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

844-24-BZ. 

APPLICANT — Daniel  Santoro,  for  Antonio  Massa,  owne 

PREMISES — 75  Montgomery  avenue,  Tompkinsvi.lle,  Riel 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles. 

1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gai 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
residence  district  the  erection  and  maintenance  c 
a  garage  for  the  storage  of  more  than  five  (5, 
motor  vehicles. 

. 

639-24-BZ. 

APPLICANT — William  J.  Conway,  for  John  Muldooi 
owner. 

PREMISES — 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

632-23-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Antoni 
Guigliano,  owner. 

PREMISES — 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  ui! 
restricted  district  the  erection  and  maintenance  c 
a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 

190-24-BZ. 

APPLICANT— William  F.  Doyle,  for  William  F.  Til 
owner. 
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PREMISES  2513-2519  lilden  avenue,  Brooklyn 


TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICAN  r — Edward  P.  Doyle,  for  Westerleigh  Building 

*  Loan  and  Savings  Association,  owner. 

PREMISES— West  side  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  Richmond. 

TO  PERM  I  I  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

922-24-BZ. 

API  LR  AXT  McKim,  Mead  &  White,  for  Savoy  Hotel 
■Corporation,  owner. 

PREMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24-A — 430  Seventh  avenue,  L.  I.  City,  Queens. 

734-24-A — 65-67  West  Houston  street,  Manhattan. 

73G-24-A — 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 

739-24-A — 26  Broadway,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

870-24-A — 1658  Broadway,  Manhattan. 

268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

f  a  public  hearing  under  the  provisions  of  the  building 

3ne  resolution,  Tuesday  morning ,  September  9,  1924,  at  10 

clock  in  Room  919,  Municipal  Building,  on  the  following 

latters : 

'L  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

iL.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 


no.  816-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 


cal.  no.  361-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

cal.  no.  525-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own¬ 
ers,.  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  28-34  Newtown  avenue, 
Astoria,  Queens. 

cal.  no.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  484-490  Sterling  place, 
Brooklyn. 

cal.  no.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

CAL.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  691-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit ‘in  a  resi¬ 
dence  distriett  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis, 

Queens. 
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cal.  no.  558-24-BZ— Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
*  storage  of  mote  than  five  (5)  motor 

vehicles;  premises  21-23  Lenox  road, 
Brooklyn. 


cal.  no.  136-24-BZ— Application,  January  29,  1924  under 
the  building  zone  resolution,  of  Jonn 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 


CAL. 


no  363-24-BZ— Application,  March  10,  1924,  under  the 
building  zone  resolution  of  Jonn  ue 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 


CAL. 


no.  695-24-BZ— Application,  May  19,  1924  under  the 
building  zone  resolution,  of  Bhilip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue’  northwest  corner  of  West  186th 
street,  Manhattan.  .. 


CAL.  NO. 


1514-23-BZ— Application,  December  22,  1923  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  _  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 


CAL.  NO.  877-24-BZ  Application,  June  3°  1924,  _under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  iTat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erectiort 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes ; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

CAL.  NO.  461-24-BZ — Application,  March  29,  1924  under  the 

building  zone  resolution,  of  John  L. 

Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  m 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
t’o  persons  not  residing  on  the  prem¬ 
ises;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S— 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S — 1205-1213  Broadway,  Manhattan. 

286-24-S — 224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24-S— 224-232  West  30th  street,  Manhattan. 

746-24-S — 1162  Broadway,  Manhattan. 

822-24-S — 13-19  East  New  York  avenue,  Brooklyn. 
642-24-S— 310-318  Wallabout  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box, 
approval  of. 

492-24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 
approval  of. 

590-24-SA — Film  Inspection  Machine,  approval  of. 
803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

307-24-BZ. 

APPLICANT— Emil  Guterman,  for  Patrick  Gallagher, 
owner. 

PREMISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of  a 
gas  selling  station. 


849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Properties 
Corp.  and  Howard  A.  Raymond,  owners. 

PREMISES— 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  tham 
five  (5)  motor  vehicles. 

891-24-BZ.  I 

APPLICANT — William  F.  Doyle,  for  Theodore  Roehrs, 
owner.  #  1 

PREMISES— North  side  of  East  181st  street,  from  Folin 
street  to  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in, 
a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  hve 
(5)  motor  vehicles. 

908-24-BZ. 

APPLICANT— William  F.  Doyle,  for  George  W.  Mc- 
Adam,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  north 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main- 
'  tenance  of  a  garage  for  the  storage  of  more  than 
five  (55  motor  vehicles. 
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BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A— 1342  Park  avenue,  Manhattan. 

109- 24-A  332-344  West  44th  street,  Manhattan. 

90-23-A — 406  Second  avenue,  Manhattan. 

199-23-A  522  \\  est  159th  street,  Manhattan. 

128- 24- A— 153  East  76th  street,  Manhattan. 

129- 24- A— 1900  Crotona  parkway,  The  Bronx. 

110- 24-A  >359  Wales  avenue  and  779  East  142nd  street 

The  Bronx.  ’ 

4 1-24- A— 780  St.  Marys  street  (East  143rd  street)  The 
Bronx. 

43-24- A  221  7 1  th  street,  Brooklyn. 

72-24-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

81-24-A  714-716  Atlantic  avenue,  Brooklyn. 

29-24-A— 1600  Broadway,  Manhattan. 

39-24-A  319-321  Grand  street,  Manhattan. 

)l-24-A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 
36-24- A,  155  Christopher  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GIVEN  by  the  board  of  appeals 
Jr!!1’1*;  heaI,ing  under  the  provisions  of  the  building 
e  resolution,  Tuesday  morning,  September  16,  1924  at  10 
lock  ,n  Room  919,  Municipal  Building,  on  the  follow- 
;  matters :  w 

U  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

-  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,,  on  behalf  of  Otto 
Heep.e,  owner,,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

no.  664-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen.  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building; 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

■  no.  809-24-BZ — Application,  June  16,  1924.  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  .  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a.  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan. 


cal.  no.  655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  John 
,  Bo!t5’  owner.  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 

3897 '  wf-!  ar>t,heatre  buiIdin£ ;  premises 
383'  White  Plains  avenue,  The  Bronx. 

CAL'  N0'  8o3-23-Bz-Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cords,  applicant,  on  behalf  of  Mary 
v.  Buehl,  owner,  previously  dismissed 
ior  lack  of  prosecution,  to  permit  part¬ 
ly  m  a  business  district  and  partly  in 
a  residence  district  the  erection  "and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 

cal.  No.  835-24-BZ  Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  William 
Lhchman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  16 55-1663  St.  Marks  avenue 
Brooklyn. 

cal.  no.  814-24-BZ— -Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
b.  Doyle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve- 
hides,  .  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution  • 
premises  312-318  East  26th  street,  Man¬ 
hattan. 

cal.  no.  1373-23-BZ— Application,  July  8.  1924,  under  the 
building  zone  resolution,  of  James  P 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop  ■ 
premises  160  West  Fordham  road,  The 
Bronx. 

cal.  no.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Tuesday,  September  16,  1924,  at  2  p.  m. 
Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 

760-24-A — 1002-12  Grand  street,  Brooklyn. 
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775-24-A — 517-519  Academy  street,  L.  I.  City,  yueens. 
798-24-A— 656  Broadway,  Manhattan. 

802-24-A — 15  West  17th  street,  Manhattan. 

804-24-A— 30-46  Erasmus  street,  Brooklyn. 

843-24-A— 264  39th  street,  Brooklyn. 

854-24- A — 6-10  East  1st  street,  Manhattan. 

1073-23-A— 423-425  East  63rd  street,  Manhattan. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

678-24-A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

773-24-A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23- A — 1495  St.  Nicholas  avenue,  Manhattan. 

861 -23- A — 60-62  West  112th  street,  Manhattan. 

867-23- A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cai..  no.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

CAL.  NO.  701-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bron* 

cal.  no.  235-23-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

tal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  J  ockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  «*reet  between  two  intersect¬ 
ing  streets,  m  A'hich  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


c  al.  no.  282-24-BZ — Application,  February  23,  1924,  unde 
the  building  zone  resolution,  of  Harr 
Lederer,  applicant  and  lessee,  G.  Not 
ton,  owner,  to  permit  in  a  busine; 
district  extending  partly  into  an  ui 
determined  district  the  change  of  oc 
cupancy  from  an  automobile  salesrooi 
to  a  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles;  premise 
south  side  Mermaid  avenue,  115  f 
east  of  Beach  36th  street  and  north  sid 
of  Far  Rockaway  boulevard,  67  ft. 
in.  west  of  Beach  35th  street,  Edge 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave 
nue,  Brooklyn. 

823-24-A — 852-854  Humboldt  street,  Brooklyn. 

890-24-A — 460-462  West  129th  street,  Manhattan. 

905-24-A — 135  East  55th  street  and  657-661  Lexington  ave 
nue,  Manhattan. 

1144-23- A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  buildin 
zone  resolution,  Tuesday  morning,  September  23,  1924,  i 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  th 
building  zone  resolution,  of  William  I 
Doyle,  applicant,  Sarah  Hanlon,  owne: 
Jeannette  Wilson  Metten,  lessee,  t 
permit  in  a  residence  district  the  mair 
tenance  of  a  business  use  in  an  exist 
ing  residence  building;  premises  23 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  th 
building  zone  resolution,  of  Jenks 
Rogers,  applicants,  on  behalf  of  Job: 
Tedesco,  owner,  for  the  rehearing  c 
an  application  previously  denied  to  pei 
mit  in  a  business  district  the  erectio 
of  a  garage  for  the  storage  of  moi 
than  five  (5)  motor  vehicles;  premist 
488-494  East  New  York  avenue,  Brool 
lyn. 

cal.  no.  497-23-BZ — Application,  July  15,  1924,  under  tl' 
building  zone  resolution,  of  Jenks 
Rogers,  applicants,  on  behalf  of  S.  ( 
La  Vine,  Inc.,  owner,  preyiously  wit! 
drawn,  to  permit  in  a  business  distrn 
the  erection  and  maintenance  of  a  g; 
rage  for  the  storage  of  more  than  fi\ 
(5)  motor  vehicles;  premises  1578-15f 
Bedford  avenue,  Brooklyn. 
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CAL.  NO.  64-24-BZ— Application,  July  is,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  332-310 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve- 
hides,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution  • 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

cal.  no.  764-24-BZ— -Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  E. 
Eustis,  applicant,  Edwin  F.  Branning, 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

cal.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  23,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

604-24-S  15  East  17th  street.  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA— Universal  Oil  Burner,  approval  of 
860-24-SA  Monarch  Domestic  Fuel  Oil  Burner,  approval 

907-24-SA  Dempsey  Domestic  Burner  and  Fuel  Oil  Pump 
approval  of.  1  ’ 


Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
929-24-A— 612  Fifth  avenue,  Manhattan. 

932-24-A— 11209  St.  Anns  avenue,  Richmond  Hill,  Queens, 
Under  the  Building  Zone  Resolution. 

ofNa°TInE  ?  HEREBy  GIVEN  by  the  board  of  appeal. 

a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  30,  1924  at  10 

ingmtters  ^  Munidpal  Bui,di^  on  the  follow? 


cal.  no.  1066-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue! 
Brooklyn. 

cal.  no.  821-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P. 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

cal.  no.  714-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Ivalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 


cal.  no.  655-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  qf  Louis 
ochlachtus,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  5703 
Twelfth  avenue,  Brooklyn. 

CAL.  NO.  841-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  187th  street’ 
The  Bronx. 

cal.  no.  710-24-BZ — Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  1J4  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution ;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 


:AI~  no.  782-24-BZ — Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William -R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes ;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CAL.  NO.  737-24-BZ — Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
geline  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  860T  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1230-22-S — Thermostats  for  Automatic  Lire  Alarm  Systems, 
approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

.610-22-S— Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1 395-22- S — Caloroil  Burner,  approval  of. 

1526-22-S— -Delaney  Fuel  Oil  Burner,  approval  of. 
1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — 'Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Oit  Calve. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA — .“Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Power  light  Oil  Heat  Burner,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 


1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

898-23- S A— Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 
960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1 163-23- S A — ‘Todd  Turbine  Fuel  Oil  Burner,  approval  of.  ’ 
1176-23-SA— Ziegler  Oil  Burner,  approval  of. 

1 180-23-S A — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1339-23-SA — National  Light  Service  Oil  Pump,  approval  of.  i 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1 444-23- S A — Tate- Jones  No.  6  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— -Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of.  J  ; 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1538-23-SA- — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
820-23-SA— Morse  Fuel  Oil  Burning  System,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

269-24-SA^ — Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  of.  , 
~  501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

493-24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA— Film  Inspection  Machine,  approval  of. 
503-24-SA— -Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of.  ■ 

702-24-SA—  Simplex  Mechanical  Oil  Burner,  approval  of. 
742-24-SA — Watkins  Fire  Alarm  Box,  approval  of.. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register,  ^ 
approval  of.  f  i 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 

Cases  listed  in  the  Reserve  Calendar  are  cases  upon  i 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions  . 
and  will  remain  thereon  until  the  aforesaid  reports,  court  j 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant ,  applicant  or  petitioner  of  record. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

upplementary  to  Labor  Lazo,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923 ;  amended  November  18,  1915 ; 
revised  and  readopted  February  10,  1910,  effective’  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.— Except  as  herein  provided,  in  all  factory 
Hidings  five  stories  or  less  in  height,  erected  prior  to 
ctober  1,  1913,  in  which  there  are  more  than  twenty- 
,-e  persons  employed  above  the  second  story,  all  interior 
airways,  serving  as  required  means  of  exit,  and  the 
tidings,  platforms  and  passageways  connected  therewith, 
tall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sting  material  extending  continuously  from  the  lowest 
tint  of  the  stairway  in  accordance  with  the  following 
hedule : 


imber  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 
ones  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


irec 

Stairways 

Enclosed 

>ur 

Stairways 

Enclosed 

Stairways 

Enclosed 

ve 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
ires  and  merchandise,  packed,  stored,  manufactured  or 
the  process  of  manufacture. 


The  term  combustible’  as  used  above  means  articles, 
ods,  wares  or  merchandise  which  will  burn  or  support 
mbustion. 

The  term  “sprinkler”  as  used  above  means  an  ade- 
ate  automatic  sprinkler  equipment  installed  and  main- 
ned  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
ilding  between  any  floor  and  the  floor  or  roof  next 
ove;— the  first  story  is  that  part  of  a  building  which 
more  than  50  per  cent  above  the  floor  below  and  the 
or  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
hiding,  such  partitions  shall  extend  to  the  under  side 
the  roof  boarding  that  portion  of  the  under  side  of 
I;  roof  beams  within  the  stair  enclosure  shall  be  covered 
':h  fire  resisting  material,  except  in  buildings  with  roofs 
non-combustible  material,  in  which  case  the  partitions 
'y  stop  at  the  under,  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
j:  enclosure  shall  be  so  built  as  to  form  a  bulkhead, 
e  enclosure  shall  be  ventilated  by  a  skylight  in  the 
'f  with  louvres  or  ventilators,  or  exterior  windows  with 
1  dilating  sections  at  the  top  floor. 

Ml  openings  in  such  partitions  shall  be  provided  with 
iroved  self-closing  fire  doors,  except  where  such  open- 
s  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
ial  at  least  four  inches  thick  unless  the  partition  extends 
the  cellar  bottom. 

^  hoi  iiuntal  exit,  as  defined  in  section  267  of  the  Labor 
lw,  'will  be  accepted  as  a  compliance  with  this  rule 
en  both  sides  of  the  fire  wall  or  walls  are  occupied 
any  factory  floor  by  the  same  occupant 
^ule  2. — Where  there  are  occupancies  on  any  story  or 
t  of  a  story  involving  the  storage  or  use  below  the  top 
7  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

I  he  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
an>  exposed  stair  soffits,  landings  and  passageways ;  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 
Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.— Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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AMENDMENT 


Ordinance  AdoDted  bv  the  Board  of  Aldermen  Amending  Sections  524,  526,  527  and  530  of  Article  25  and 
Section  581  of  Article  28  of  Chapter  5  of  the  Code  of  Ordinances  the  Building  Code,  Relating  to  “Theatres 
and  Other  Places  of  Amusement”  and  Fire  Extinguishing  Appliances. 


Section  1.  Section  524  of  article  25  of  chapter  5  of 
the  Code  of  Ordinances  is  hereby  amended  to  read  as 
follows : 

§524.  Fire-extinguishing  appliances. 

Except  as  otherwise  provided  in  this  section,  in  every 
building  described  in  section  520  of  this  article  and  not 
now  equipped  with  a  standpipe  fire  extinguishing  equip¬ 
ment  approved  by  the  fire  commissioner,  there  shall  be 
provided: 

1.  Hose.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct, 
a  proper  and  sufficient  quantity  of  two  and  one-half 
inch  hose  fitted  with  regulation  couplings  of  the  fire 
department,  with  nozzles  attached  thereto,  and  a  hose 
spanner  at  each  outlet. 

2.  Sprinkler  system.  A  separate  and  distinct  sys¬ 
tem  of  automatic  sprinklers,  with  fusible  struts,  ap¬ 
proved  by  the  fire  commissioner  as  conforming  to  the 
provisions  of  the  rules  of  the  board  of  standards  and 
appeals  governing  sprinkler  installations,  supplied  with 
water  from  a  tank  located  on  the  roof  over  the  stage 
and  not  connected  in  any  manner  with  standpipes,  shall 
be  placed  on  the  ceiling  or  roof  over  the  stage  at  such 
intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation,  and  an  addi¬ 
tional  line  of  sprinkler  heads  on  the  stage  side  of  the 
proscenium  opening.  Automatic  sprinklers  .  shall  also 
be  placed,  wherever  practicable,  in  the  dressing  rooms, 
under  the  stage  and  in  the  carpenter  shop,  paint  rooms, 
store-rooms  and  property  rooms. 

3.  Standpipes.  Standpipes,  4  inches  in  diameter,  with 
hose  attachments,  shall  be  provided  on  every  floor  and 
gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one  on 
each  side  of  the  stage  in  each  tier,  one  in  each  tier 
of  dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop.  All  such  standpipes 
shall  be  kept  clear  from  obstructions.  Said  standpipes 
shall  be,  separate  and  distinct  receiving  their  supply  of 
water  direct  from  a  separate  gravity  tank  of  3,500  gal¬ 
lons  capacity  located  above  the  roof  and  from  a  hre 
pump  and  shall  be  fitted  with  regulation  couplings  of 
the  fire  department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  fire  pump  SU*T 
ficient  capacity  as  prescribed  in  the  rules  of  the  board 
of  standards  and  appeals.  Said  pump  shall  be  supplied 
from  the  street  main  and  be  ready  for  immediate  use  a 
all  times  during  any  performance  in  said  building  except 
that  any  theatre  having  not  more  than  one  balcony, 
with  no  occupancy  above  the  auditorium,  used  exclu¬ 
sively  for  the  exhibition  of  motion  pictures,  and  having 
no  stage,  dressing  rooms,  nor  scenery,  shall  not  be  re¬ 
quired  to  have  a  fire  pump,  unless  required  to  .  fill  the 
standpipe  supply  tank  as  prescribed  in  rules  o 
board  of  standards  and  appeals.  In  addition  to  the  re¬ 
quirements  contained  in  this  section  the  standpipe  shall 
also  conform  to  the  requirements  contained  in  section 

j84  ° is ce  11  an eo u s .  There  shall  also  be  kept  in  readi¬ 
ness  for  immediate  use  on  the  stage  at  least  4  casks 
full  of  water,  and  2  buckets  to  each  cask  Such  casks  and 
buckets  shall  be  painted  red.  T  here  shall  also  be  pr  - 
vided  hand  pumps  or  other  portable  fire  extinguishing 
apparatus  and  at  least  4  axes  and  2  25-foot  hooks,  2 
15-foot  hooks  and  2  10-foot  hooks  on  each  tier  or  floor 

of  the  stage.  ,  .  .  , 

Exemptions— Buildings,  used  exclusively  for  the  ex¬ 
hibition  of  moving  pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area, 
having  access  to  two  streets,  with  no  other  business 


on  premises,  excepting  stores  occupying  not  more  than 
10  per  cent,  of  the  area,  and  having  no  stage,  dressing 
rooms,  nor  scenery,  shall  not  be  required  to  provide  a 
gravity  tank  supply  for  the  standpipe  fire  lines,  nor  a 
sprinkler  system,  when  there  is  a  four-inch  direct  con¬ 
nected  standpipe  equipment  to  a  city  water  main  fed 
two  ways,  or  one  connection  on  each  of  two  street 
fronts,  each  main  so  fed  that  the  shutting  off  of  the 
supply  of  one  main  will  not  interfere  with  the  supply 
of  the  other  main,  and  having  sufficient  pressure  to 
maintain  a  minimum  of  30  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pres¬ 
sure  is  as  required.  The  standpipe  equipment  shall  be 
provided  with  regulation  fire  department  3-inch  Siamese 
connection. 

Buildings  as  described  in  this  exemption  will  be  re¬ 
quired  to  have  standpipes  so  placed  that  not  more 


than  100  feet  of  hoge  shall  be  required  to  reach  all 
parts  of  the  auditorium. 


A  stadium  construction  may  be  deemed  a  one-story 
building,  on  condition  the  seats  are  so  arranged  that 
they  shall  not  at  the  floor  level  of  the  highest  row  be 
more  than  15  feet  above  the  lowest  floor  level  of  the 
auditorium,  provided,  however,  the  gradient  of  the  audi¬ 
torium  floor  does  not  exceed  one  foot  in  12  feet. 

Sec.  2.  Subdivision  1  of  section  526  of  article  25  of 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 

§526.  Lights. 

1.  Adequacy.  Every  portion  of  the  building  devoted 
to  the  uses  or  accommodations  of  the  public,  also  all 
means  of  egress  leading  to  the  streets  and  including  the 
open  courts  and  corridors,  shall  be  well  and  properly 
lighted  during  every  performance,  and  the  same  shall 
remain  lighted  until  the  entire  audience  has  left  the 
premises.  When  interior  gas  lights  are  not  lighted  by 
electricity,  other  suitable  appliances,  approved  by  the 
superintendent  of  buildings,  shall  be  provided.  ] 

Sec.  3.  Subdivision  1  of  section  527  of  article  25  of 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 

§527.  Means  of  egress.  #  ; 

1.  Exits  to  streets.  Every  theatre  accommodating 
300  persons  shall  have  at  least  two  exits;  when  accom¬ 
modating  500  persons,  at  least  three  exits  shall  be  pro¬ 
vided;  these  exits  not  referring  to  nor  including  the 
exits  to  the  open  court  at  the  side  of  the  theatre. 
Every  such  building  shall  have  one  or  more  fronts  on 
the  streets,  and  in  such  fronts  there  shall  be  suitable 
means  of  entrance  and  exit  for  the  audience,  aggregat¬ 
ing  not  less  than  25  feet  in  width.  The  entrance  of 
the  main  front  of  the  building  shall  be  not  more  than 
one  foot  above  the  sidewalk  level  unless  approved  by 
the  superintendent  of  buildings.  Each  exit  shall  be  at 
least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  chapter., 
All  of  said  doors  shall  open  outwardly,  and  shall,  be 
fastened  with  panic  bolts  or  other  approved  devices 
which  will  open  when  one  or  more  persons  press 
against  inner  side  of  said  door. 

Sec.  4.  Section  530  of  article  25  of  chapter  5  of  ( the 
Code  of  Ordinances  relating  to  “protective  curtain  is 
hereby  amended  by  adding  the  following  lines  at  the 

end  thereof:  .  .  ,  , 

(b)  Satisfactory  proof  must  be  submitted  and  mea 
'with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1,700  degrees  F.  for  a 
period  of  45  minutes. 
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AMENDMENT 


Cnff'J'  nS£Cti°n  58*  °f  articIe  28  of  chapter  5  of  the 
lows  f  0rdlnances  1S  hereby  amended  to  read  as  fol- 

§581.  Standpipes. 

1.  Standpipes  constructed  and  installed  as  herein- 

!ff!nHarr3Uire<Land  as  P^scribed  in  rules  of  the  board  of 
standards  and  appeals  shall  be  provided: 

a.  Unchanged. 

b.  Unchanged. 

c.  In  every  building  exceeding  10,000  square  feet  in 
V  ei“ptJn  buildings  specifically  exempted  in  article 

ot  [hls  chapter  and  buildings  of  not  more  than  one 
clere-story  in  height  not  exceeding  15,000  square  feet 
:n  area  and  occupied  solely  as  places  of  religious  wor¬ 
ship;  and  except  in  fireproof  buildings  not  over  four 
stories  or  45  feet  in  height  when  such  buildings  are 
equipped  with  an  approved  two-source  supply  automatic 
sprinkler  system,  and  are  not  of  an  occupancy  deemed 
unusually  hazardous  by  the  fire  commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures 
tvhen  deemed  necessary  by  the  fire  commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  indus- 
nal  plants  of  an  area  in  excess  of  10,000  square  feet. 

2.  Unchanged. 

3.  Number  and  Location.  The  number  of  standpipes 
n  any  building  shall  be  such  that  all  parts  of  each  story 
re  within  the  reach  of  at  least  one  stream  supplied  by 
lose  not  exceeding  100  feet  in  length. 


thanhoeneast?eUe!dlnfire?iring  StandpiPes  faces  on  more 

for  each  stJeet  front  standpipe  shall  be  installed 

ior  eacn  street  front,  provided  that  for  intersecting  street 

fronts,  one  standpipe  shall  be  sufficient  for  each  inter¬ 
section  when  all  portions  of  each  area  may  be  reached 
by  a  stream  from  100  feet  of  hose.  So  far  as  practRabL 
standpipes  shall  be  placed  within  stair  enclosures  other¬ 
wise  they  shall  be  as  near  the  stair  as  possible  All 

abovef'the  roof!  eXt",d  fr°m  ‘he  '°Wer  s,or^  <° 

S;n?qr*  7e“irar4e°a  f^yhs  sj  r 

V™.*?  the  standpipe  riser  is  Supplied  b/ no? 

;khan/;inch  ^connectl0n  to  Street  main  having  not 
less  than  45-pound  pressure. 

Sl, til  f-’nstrLictir,,,.  All  standpipes  hereinafter  installed 

hntrd  ttC0,n  anlCied  as,  pressed  by  the  rules  of  the 
board  ot  standards  and  appeals  and  shall  be  provided 
with  such  outlets  and  equipped  with  such  appliances  as 

fby  ^  rn  ?S'  AI1.  standpipes  shall  extend  to 
t  e  street  and  shall  be  provided  with  approved  Siamese 
connections.  In  buildings  not  exceeding  45  feet  in 
height,  Siamese  connections  will  not  be  required.  When 
there  is  more  than  one  standpipe  in  any  building,  they 
shall  be  cross-connected  in  an  approved  manner  below 
the  sidewalk  level,  or  if  there  is  no  cellar,  diev  shall  be 
cross-connected  below  the  ceiling  of  the  basement  or 
lowest  story. 

Sec.  6.  This  ordinance  shall  take  effect  immediately. 


RULES  ADOPTED 


AMENDMENTS  TO  THE 


FIRE  ESCAPE  RULES— RULES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
vppeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
ec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9  1924- 
-al.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
ial.01"  ^ac*0ry  building,  there  exist  other  means  of  egress 
Inch  are  not  entirely  in  accordance  with  the  requirements 
t  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
id  Appeals,  such  means  of  egress  may  be  retained  under 
>e  following  conditions. 

Escapes.  All  substandard  fire  escapes  on  fae¬ 
ry  buildings  shall  be  removed  or  reconstructed  in  ac- 
rdance  with  Section  274  of  the  Labor  Law,  except  that 
heu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
om  the  lowest  balcony  to  ground  may  be  provided  Sub- 
mdard  fire  escapes  shall  not  be  considered  as  a  basis  for 
creased  occupancy  of  the  building.  When  such  sub- 
indard  fire  escapes  are  located  in  any  court  or  on  the 
e  or  rear  of  a  budding,  proper  egress  to  a  point  of  safety 
HI  he  provided,  either  to  open  adjoining  yards,  or  the 
vest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
tenor  stairway,  or  to  roof  of  adjoining  extension,  or 


Other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
f  of  Standards  and  Appeals  may  be  retained,  pro¬ 

vided  that  egress  to  same  is  maintained  unobstructed  halls 
are  properly  lighted,  and  all  landings,  passageways  etc. 
are  maintained  free  and  unobstructed.  An  easily  operated 

panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 


(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d|  Hommrtal  Bridges— Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


f  aPph’cants,  under  the  building  zone  resolution,  desire 
of  Form  13 A,  for  notices  to  property  owners,  such 
m-  are  not  to  be  supplied  by  this  office. 

he  applic*  is  entitled  only  to  one  copy  of  Form  13A 

perly  fil  »d  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O  Connell  Press.  176  Park  Row.  Manhattan  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  -  , 

Third,  That  no  plea  of  ignorance  of  _  the  date  ot  tne 

hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  '! 
offices  of  the  board,  and  of  the  further  publication  of  ii 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  | 
date  for  the  hearing  in  his  case,  and  that  the  plea 
failure  to  receive  such  notice  is  no  excuse  for  neglect, 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  I 
all  cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administraK 
official  in  enforcing  his  order;  therefore,  no  appeal! 
petition  will  be  allowed  to  be  hung  up  by  reason  of  tain 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  ] 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building,  ] 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  Bl 
TIN  ©F  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN' 

Name  . . . 

Street  . ' 

P.  . . 

My  subscription  to  begin  with  the  issue  for . 

7  24-i> 
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petition  shall  be  r^ar^ed  as  a  wye  notice  of  in 
to  seek  relief  until  it  is  fiW  (Jiff!  form  require 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 

HOURS  FOR  CONSULTATION 
10  A.  MTto-1  PpMof  Jh[ 

Any  communication  purporting  to  be  an  appeal,  applica 
tion  or  pet-i —  '  *  - 

tention  to 

by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  8ki*4Wfijfo. 

BuTldlnf^nnP  Zalen1daJ  consi?ts.  of  applications  under  th 
lACr  g  Z  6  ResoIutJOn,  and  its  object  is  to  give  inter 

anddwmOPhep  }r  i,VTrS  °PP°rtunity  ^  file  objections,  if  anj 
9  1904  abteoCa'!Cf  “  Room  919,  0„  Tuesday,  Septcmbl 
r  l.’  at  2  °  dock.  At  this  call  each  case  is  set  fo 
hearing  on  a  definite  day. 

Tiileri  !U'blequent  ^11  of  the  Calendar  will  be  oi 

TllS?day’  September  16,  1924,  at  2  o’clock. 

Clerks  Calendar  is  not  to  be  confused  with  th. 
ing  on” fixed  day"  haVe  bee"  definite,J’  se'  lor  h“r 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  ii 
connection  with  which  court  proceedings  are  pending  or  ir 
progress,  nor  accepted  that  are  not  filed  within  twentv 
ficfaSl  fr°m  tbe  ^atC  °f  1  ie  action  nf  t,1e  Administrative  Of 

Any  communication  purporting  to  be  an  appeal,  applica- 
,on.nr  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
ny  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  Jack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


DOCKET. 

New  Cases  Filed  Week  Ending  August  28,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1059-24- A . F.D .  234  Wooster  st.,  Man. 

_  F-61920. 

1058-24-BZ . B.B.Bx.  ..W.  S.  Kelly  st.,  90.48  ft.  S.  of 

Intervale  ave.,  Bx. 

_  N.  B.  2034-24. 

1057-24-BZ . B.B.Bx.  ..N.  W.  cor.  182nd  st.  &  Folia 

______  st.,  Bx.  N.  B.  1573-24. 

1056-24-BZ . B.B.B.  ...7414  21st  ave.,  Bklyn. 

_  ^  App.  No.  12999-24. 

1055-24-BZ . B.B.B.  ...7424  21st  ave.,  Bklyn. 

_  App.  No.  13000-24. 

1054-24-BZ . B.B.B.  ..*2201-2217  59th  st.,  Bklyn.  __ 

.  App.  No.  16208-24. 

1053-24- A . F.D .  399-401  Concord  ave.,  Bx. 

_  L.  C.  25065. 

1052-24-A . F.D .  671-677  8th  ave.,  300-302  W. 

-  43rd  st.,  Man.  F-60172 

1051-24-S . F.D .  54-60  Schenectady  ave.,  1720- 

1734  Atlantic  ave.,  Bklyn. 

_  L.  D.  6280i:« 


287-24-B*. 

APPLICANT— Theodore  Ehrsam,  for  Bayie  Realty  Co. 
Inc.,  owner. 

PREMISES— 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thar 
five  (5)  motor  vehicles. 

446-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  140th  Street  anc 
3rd  Avenue  Realty  Co.  and  Abbie  S.  Gitterman 
owners. 

PREMISES — 2335-2341  Southern  boulevard,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

•  il 

836-24-BZ. 

APPLICANT — William  F.  Doyle,  for  John  M.  Horar 


1050-24- A . F.D .  1708-1716  Atlantic  ave.,  Bklyn. 

_ _ _ _  F-60651-60652 

1049-24- A . F.D . N.  W.  cor.  East  ave.  &  New^ 


town  Cr.,  L.  I.  City,  Qns. 

N.  B.  1543-2 


1048-24-BZ . B.B.B.  ...156-160  16th  st.,  Bklyn. 

-  App.  No.  11912-2*. 

1047-24-A . F.D . 1188  Grant  ave.,  Bx. 

-  L.  C.  24812 


1046-24-BZ . B.B.B.  ...2nd  st.,  N.  S.,  170  ft.  9  in.  E. 

of  4th  ave.,  Bklyn. 

_  App.  No.  14940-24. 

1045-24-BZ . B.B.B.  ...101-111  Linden  st.,  Bklyn. 

- -  '  App.  No.  16206-24. 

1044-24-A . F.D.  ...>309-313  Greenwich  st.,  153-157 

-  Reade  st.,  Man.  F-62919. 

1043-24-A . F.D .  208  41st  st.,  Bklyn. 


-  F-59753. 

1042-24-A . F.D . 412-416  E.  23rd  st.,  Man. 


- - -  F-62100. 

1041-24-BZ . B.B.M.  ..  156-166  West  End  ave.,  Man. 


F.D.  . 

H.D.  . 

B.B.B. 

B.B.Bx 

B.B.M. 

B.B.Q. 

B.B.R. 

T.H.D. 


Alt.  1567-2!. 

CODE. 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 
......Bureau  of  Buildings,  Bronx 

..Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

...Bureau  of  Buildings,  Richmond 
....Tenement  House  Department 


NOTICE. 

Notice  is  hereby  given  that  the  board  of  appeals  and  the 
board  of  standards  and  appeals  will  hold  no  hearings 
during  the  month  of  August.  The  next  regular  meet¬ 
ings  of  both  boards  will  be  held  on  September  9,  1924,  and 
that  the  next  Clerk’s  Calendar  Call  will  be  held  on  the  same 
date  at  2  p.  m. 

The  office  will  be  open  as  usual  for  the  filing  of  appeals, 
applications  and  petitions,  also  for  consultations  and  other 
business. 


owner. 

PREMISES— 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha: 
five  (5)  motor  vehicles, 

844-24-BZ. 

APPLICANT— Daniel  Santoro,  for  Antonio  Massa,  owned 

PREMISES — 75  Montgomery  avenue,  Tompkinsvijle,  Rich 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gai 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
residence  district  the  erection  and  maintenance  o 
a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 

639-24-BZ. 

APPLICANT— William  J.  Conway,  for  John  Muldooi 
owner. 

PREMISES — 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

632-23-BZ. 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Antoni 
Guigliano,  owner. 

PREMISES — 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  ui 
restricted  district  the  erection  and  maintenance  c 
a  garage  for  the  storage  of  more  than  five  (5 
motor  vehicles. 

190-24-BZ. 

APPLICANT— William  F.  Doyle,  for  William  F.  Til 
owner. 
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PREMISES  2513-2519  Tilden  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

PREMISES — West  side  Jewett  avenue,  11.5  ft.  south  of 
^  Waters  avenue,  Richmond. 

rO  PERMIT  in  a  residence  district  the  erection  and  main- 
,  tenance  ot  a  building  to  be  used  for  business  pur¬ 
poses. 

'22-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
'Corporation,  owner. 

’REMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

.0  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  m. 

Appeals  frotn  Administrative  Orders. 

'45-24-A — 305-325  Ocean  avenue,  Brooklyn. 

05-24-A — 398  Madison  street,  Manhattan. 

12-24- A — 430  Seventh  avenue,  L.  I.  City,  Queens. 
34-24-A — 65-67  West  Houston  street,  Manhattan. 

36-24-A  5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

91-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 
39-24-A — 26  Broadway,  Manhattan. 

18-24-A — 152-154  Withers  street,  Brooklyn. 
fO-24-A — 1658  Broadway,  Manhattan. 

58-23-A — 57-59  Burnside  avenue,  The  Bronx. 

18-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREB\  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 
ie  resolution,  Tuesday  morning,  September  9,  1924,  at  10 
lock  in  Room  919,  Municipal  Building,  on  the  following 

tters : 

~  no.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

NO.  444-24-BZ— Application,  March  27,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  229-235  East  85th 
street,  Manhattan. 


•  •  no.  816-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 


CAL.  NO.  361-.4-BZ— Application,  March  10,  1924,  under  the 
budding  zone  resolution,  of  Morgan  M 
UBnen,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
istrict  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard.  The 
Bronx. 

cal.  no.  525-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own¬ 
ers,  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles- 
premises  28-34  Newtown  avenue’ 
Astoria,  Queens.  ’ 

cal.  no.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  484-490  Sterling  place 
Brooklyn. 

CAL.  NO.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  .district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  341-343  St.  Nicholas  avenue] 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga- 
•  rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  691-24-BZ— Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis,’ 

Queens. 
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CAL.  NO, 


558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  moil  than  five  (5)  motor 
vehicles;  premises  21-23  Lenox  road, 
Brooklyn. 


cal.  no.  136-24-BZ — Application,  January  29  1924,  under 

the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalt  ol 
Max  Katz,  owner,  to  permit  in  a  bus.- 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  1  he 
Bronx. 

cal  no.  363-24-BZ — Application,  March  10,  1924  under  the 
building  zone  resolution  of  John  Ue 
Hart,  applicant,  on  behalf  of  Estate :  of 
Katherine  Jackson,  owner,  and  Bres 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S— 1205-1213  Broadway,  Manhattan. 

286-24-S — 224  Livingston  tsreet,  Brooklyn. 

756-24-S— 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24-S— 224-232  West  30th  street,  Manhattan. 

746-24-S — 1162  Broadway,  Manhattan. 

822-24-S— 13-19  East  New  York  avenue,  Brooklyn. 
642-24-S— 310-318  Wallabout  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm  B(- 
approval  of. 

492-24-S A — Holtzer-Cabot  Type  “C”  Fire  Alarm  B. 
approval  of. 

590-24-SA— Film  Inspection  Machine,  approval  of. 
803-24-SA — Holmes-W illiams  Domestic  Oil  Burner, 
proval  of. 


cal.  no.  695-24-BZ — Application,  May  19  1924  under  the 
building  zone  resolution,  of  "^P  I 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  120d- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 

1,.,  9o  R7 _ Application,  December  22,  1923,  under 

cal.  no.  1514-23-BZ  t  Appl-cat^  ,zone  reso,uti  of  Morr,s 

Saskowitz,  applicant  and  owner,  *° 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles , 
premises  75  First  avenue,  Manhattan. 

cal.  NO.  — ^roffg 
De  Rosa,  architect,  on  behalf  of  rlat 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extendi  g 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 

CAL.  ~  Si 

Hoffman,  applicant,  on  behalf  ¥a[' 
iraret  B  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  165  Pine  street,  Brook¬ 
lyn.  • 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 
Building  Zone  Cases. 

307-24-BZ. 

APPLICANT — Emil  Guterman,  for  Patrick  Gallagl 
owner. 

PREMISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  o 
gas  selling  station. 


849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Propei 
Corp.  and  Howard  ‘A.  Raymond,  owners. 
PREMISES— 348-358  East  184th  street,  The  Bronx. 
TO  PERMIT  in  a  business  district  the  erection  and  m 
tenance  of  a  garage  for  the  storage  of  more 
five  (5)  motor  vehicles. 


-24-BZ.  . 

’PLICANT— William  F.  Doyle,  for  Theodore  Ko< 
owner.  ! 

DEMISES— North  side  of  East  181st  street,  from  r 
street  to  Tiebout  avenue,  The  Bronx. 

)  PERMIT  partly  in  a  residence  district  and  part 
a  business  district  the  erection  and  mainten 
of  a  garage  for  the  storage  of  more  than 
(5)  motor  vehicles. 

S-24-BZ.  _ 

^PLICANT — William  F.  Doyle,  for  George  v  . 
Adam,  owner. 

DEMISES — East  side  of  Jerome  avenue,  100  ft.  r 
of  Clifford  place,  The  Bronx. 

1  PERMIT  in  a  business  district  the  erection  and  n 


K1V1I1  111  Cl  UU31ULOJ  - - -  f 

tenance  of  a  garage  for  the  storage  of  mo 

tL (  e  \  *MAfnr  1  cl  PS 
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BOARD  OF  APPEALS. 
Tuesday,  September  16,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 


16-24-A— 1342  Park  avenue,  Manhattan. 

199-24-A — 332-344  West  44th  street,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

328- 24-A— 153  East  76th  street,  Manhattan. 

329- 24- A  1900  Crotona  parkway,  The  Bronx. 

640- 24-A  >359  Wales  avenue  and  779  East  142nd  street 

The  Bronx. 

641- 24-A— 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 

743-24- A— 221  77th  street,  Brooklyn. 

772-24- A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

781-24-A  714-716  Atlantic  avenue,  Brooklyn. 

829-24- A— 1600  Broadway,  Manhattan. 

839-24-A— 319-321  Grand  street,  Manhattan. 

851-24'  A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 
906-24- Ai  155  Christopher  street,  Manhattan. 


Under  the  Building  Zone  Resolution 
NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  16,  1924  at  10 

o  clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 


CAL.  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue 
Long  Island  City,  Queens. 

cal.  no.  675-1 9- BZ  Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,,  on  behalf  of  Otto 
Heep.e,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

AL.  NO.  664-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen,  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building: 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

•AL.  no.  809-24-BZ— Application,  June  16,  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  .  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
a.  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan. 


CAL. 


CAL. 


NO.  605-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  John 
,  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 

S£,0\a /hi  ar!,heatre  buiIdi'ig;  premises 
383 <  W  hite  Plains  avenue,  The  Bronx 


NO.  853-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Coids,  applicant,  on  behalf  of  Mary 
v.  Buehl  owner,  previously  dismissed 
tor  lack  of  prosecution,  to  permit  part¬ 
ly  m  a  business  district  and  partly  in 
a  residence  district  the  erection  'and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 


CAL. 


CAL. 


.  ....  —  uwuer  tne 

building  zone  resolution,  of  Edward  P 
Loyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles' 
premises  1655-1663  St.  Marks  avenue’ 
Brooklyn.  ’ 


no.  814-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
h.  Doyle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
3ge  of  more  than  five  (5)  motor  ve¬ 
hicles,  .  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution  • 
premises  312-318  East  26th  street  Man¬ 
hattan. 


cal.  no.  1373-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  160  West  Fordham  road,  The 
Bronx. 

CAL.  no.  53-24-BZ— Application,  July  8.  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Tuesday,  September  16,  1924,  at  2  p.  m. 
Appeals  from  Administrative  Orders , 
478-24-A — 1600  Broadway,  Manhattan. 

760-24-A — 1002-12  Grand  street,  Brooklyn. 
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775-24-A— 517-519  Academy  street,  L.  I.  City,  yueena. 

798-24-A — 656  Broadway,  Manhattan. 

802-24-A — 15  West  17th  street,  Manhattan. 

804-24-A — 30-46  Erasmus  street,  Brooklyn. 

843-24-A— 264  39th  street,  Brooklyn. 

854-24-A— 6-10  East  1st  street,  Manhattan. 

1073-23-A— 423-425  East  63rd  street,  Manhattan. 

627-24-A — 91-93  Lorimer  street,  Brooklyn. 

678-24-A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

773-24-A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

933-23-A — 54  Main  street,  Flushing,  Queens. 

926-23-A— 1495  St.  Nicholas  avenue,  Manhattan. 

861-23-A— 60-62  West  112th  street,  Manhattan. 

867-23-A — 2715  Webster  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

cal.  no.  701-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Brony 

cal.  no.  235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  _  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  Jockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  «f>-eet  between  two  intersect¬ 
ing  street  j,  n>  ahich  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

823-24-A — 852-854  Flumboldt  street,  Brooklyn. 

890-24-A — 460-462  West  129th  street,  Manhattan.  , 

905-24-A — 135  East  55th  street  and  657-661  Lexington  ave¬ 
nue,  Manhattan. 

1144-23-A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  Sarah  Hanlon,  owner, 

Jeannette  Wilson  Metten,  lessee,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  an  exist¬ 
ing  residence  building;  premises  234 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  Johr 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erectior 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premise; 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 

CAL.  no.  497-23-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Jenks  o 
Rogers,  applicants,  on  behalf  of  S.  C 
La  Vine,  Inc.,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-158f 
Bedford  avenue,  Brooklyn. 
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CAL.  NO.  64-34-BZ— -Application,  July  45,  1924,  under  the 
building  zone  resolution,  of  William  F. 

oyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 

deni^’  4?  Permit  in  a  busi¬ 
ness  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution  • 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

cal.  no.  764-24-BZ-— .Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  E. 
Eustis,  applicant,  Edwin  F.  Branning 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
oi  a  motor  vehicle  repair  shop:  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

CAL.  NO.  540-24-BZ-— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J 
Nunck  architect,  on  behalf  of  Louis 
Keinhardt,.  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street  Brook¬ 
lyn. 


board  of  standards  and  appeals. 

Tuesday,  September  23,  1924,  at  2  />.  m. 

Petitions  for  V aviations. 

604-24-S  15  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

860  ?!^ '^-Umversa!  Oil  Burner,  approval  of. 

860-24-SA  Monarch  Domestic  Fuel  Oil  Burner,  approval 

907-24-S  A— Dempsey  ^Domestic  Burner  and  Fuel  Oi,  Pump. 


board  of  appeals. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
929-24-A—  612  Fifth  avenue,  Manhattan. 

032-24- A  11209  St.  Anns  avenue,  Richmond  Hill,  Queens. 
Under  the  Building  Zone  Resolution 

ofN°  p^ifc 

zone  resolution,  Tuesday  morning,  WimLr  30  1924  in 

infmattSs^0"1919'  ^-^^0^° 


AL.  no.  1066-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cordsy  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre- 
viously.  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

al.  no.  821-24-BZ—Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (6)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

xl.  no.  714-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
KaUer,  owner,  to  permit  in  a  residence 
E_  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 


y  under  the 

boUd?irlgf  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not 
resting  on  the  premises ;  premises  5703 
twelfth  avenue,  Brooklyn. 


al.  no.  841-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  187th  street,’ 


CAL.  NO.  710-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  1^  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution ;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 


L.  no.  782-24-BZ— Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


cal.  no.  737-24-BZ— Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
geline  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (io)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S— Anti-Syphon  Valve,  approval  of. 

1105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1230-22-S — Thermostats  for  Automatic  hire  Alarm  Systems, 
approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22- S — Burnwell  Mechanical  Burner,  approval  of. 
357-22- S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22- S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S— Oliver  Burner,  approval  of.  . 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 

127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Otf  \  alve. 
345-23-SA — •Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA _ Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tankj 
297-23-SA — •“Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23- S A — Powerlight  Oil  Heat  Burner,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 


1046-23-SA — Frankfort  Type  “P  Low  Pressure  Oil  Burner, 
approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 
960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1 163-23- S A — 'Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of. 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap-  ; 
proval  of. 

1444-23-SA — Tate- Jones  No.  6  Oil  Burner,  approval  of. 
1361-23-SA— ' Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approval  of.  ( 

1414- 23-SA — 'Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner,  ■ 

approval  of.  1 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of.  ! 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of.  , 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
68-24-SA— May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 
254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of.  .j 

379-24-SA— Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap-- 
proval  of. 

536-24-SA— Climax  Oil  Burner,  approval  of. 

493-24-SA— Faultless  Oil  Burner,  approval  of. 
590-24-SA— Film  Inspection  Machine,  approval  of. 
503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  o  . 
742-24-SA— Watkins  Fire  Alarm  Box,  approval  oL 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of.  J 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of 


Cases  listed  in  the  Reserve  Calendar  are  cases  upor 
vhich  action  by  the  board  has  been  deferred  pending  com 
nittee  reports,  of  this  board,  court  or  department  actions, | 
md  will  remain  thereon  until  the  aforesaid  reports,  cour 
,r  departmental  actions  are  consummated.  Whereupon  th . 
w  or  cases  will  be  restored  to  the  regular  calendar  am, 
iue  notice  of  the  date  set  for  hearing  will  be  mailed  to 
ippellant,  applicant  or  petitioner  of  record. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18,  1915; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 

stones  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  hoiiiuntal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  2. — Where  there  are  occupancies  on  any  story  or 
part  of  a  story  involving  the  storage  or  use  below  the  top 
story  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

I  he  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways ;  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — -Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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AMENDMENT 


Ordinance  Adopted  by  the  Board  of  Aldermen  Amending  Sections  524  526,  527  and  530  of  Article  25  and 
Section  581  of  Article  28  of  Chapter  5  of  the  Code  of  Ordinances,  the  Building  Code,  Relating  to  Theatres 
and  Other  Places  of  Amusement”  and  “Fire  Extinguishing  Appliances." 


Section  1.  Section  524  of  article  25  of  chapter  5  of 
the  Code  of  Ordinances  is  hereby  amended  to  read  as 
follows: 

§524.  Fire-extinguishing  appliances. 

Except  as  otherwise  provided  in  this  section,  in  every 
building  described  in  section  520  of  this  article  and  not 
now  equipped  with  a  standpipe  fire  extinguishing  equip¬ 
ment  approved  by  the  fire  commissioner,  there  shall  be 
provided : 

1.  Hose.  There  shall  always  be  kept  attached  to  each 

hose  outlet  valve,  as  the  fire  commissioner  may  direct, 
a  proper  and  sufficient  quantity  of  two  and  one-halt 


on  premises,  excepting  stores  occupying  not  more  than 
10  per  cent,  of  the  area,  and  having  no  stage,  dressing 
rooms,  nor  scenery,  shall  not  be  required  to  provide  a 
gravity  tank  supply  for  the  standpipe  fire  lines,  nor  a 
sprinkler  system,  when  there  is  a  four-inch  direct  con¬ 
nected  standpipe  equipment  to  a  city  water  main  fed 
two  ways,  or  one  connection  on  each  of  two  street 
fronts,  each  main  so  fed  that  the  shutting  off  of  the 
supply  of  one  main  will  not  interfere  with  the  supply 
of  the  other  main,  and  having  sufficient  pressure  to 
maintain  a  minimum  of  30  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pres- 


a  proper  and  sufficient  quantity  oi  two  <uiu  uut-uau  milieu  esiuunsuuig  me  kill  mai.  me  waici  mam 
inch  hose  fitted  with  regulation  couplings  of  the  fire  sure  is  as  required.  The  standpipe  equipment  shall  be 
i  _  _ _ j.  tViprptn  anrl  a  hose  with  rpcrnlatinn  fire  rleoartment  3-inch  Siamese 


department,  with  nozzles  attached  thereto,  and  a  hose 
spanner  at  each  outlet. 

2.  Sprinkler  system.  A  separate  and  distinct  sys¬ 
tem  of  automatic  sprinklers,  with  fusible  struts,  ap¬ 
proved  by  the  fire  commissioner  as  conforming  to  the 
provisions  of  the  rules  of  the  board  of  standards  and 
appeals  governing  sprinkler  installations,  supplied  with 
water  from  a  tank  located  on  the  roof  over  the  stage 
and  not  connected  in  any  manner  with  standpipes,  shall 
be  placed  on  the  ceiling  or  roof  over  the  stage  at  such 
intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation,  and  an  addi¬ 
tional  line  of  sprinkler  heads  on  the  stage  side  of  the 
proscenium  opening.  Automatic  sprinklers  shall  also 
be  placed,  wherever  practicable,  in  the  dressing  rooms, 
under  the  stage  and  in  the  carpenter  shop,  paint  rooms, 
store-rooms  and  property  rooms. 

3.  Standpipes.  Standpipes,  4  inches  in  diameter,  with 
hose  attachments,  shall  be  provided  on  every  floor  and 
gallery  as  follows,  namely:  One  on  each  side  ol  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one  on 
each  side  of  the  stage  in  each  tier,  one  in  each  tier 
of  dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop.  All  such  standpipes 
shall  be  kept  clear  from  obstructions.  Said  standpipes 
shall  be,  separate  and  distinct  receiving  their  supply  oi 
water  direct  from  a  separate  gravity  tank  of  3,500  gal¬ 
lons  capacity  located  above  the  roof  and  from  a  hre 
pump  and  shall  be  fitted  with  regulation  couplings  oi 
the  fire  department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  fire  pump  oi  sut- 
ficient  capacity  as  prescribed  in  the  rules  of  the  board 
of  standards  and  appeals.  Said  pump  shall  be  supplied 
from  the  street  main  and  be  ready  for  immediate  use 
all  times  during  any  performance  in  said  bufldmg  except 
that  any  theatre  having  not  more  than  one  balcony, 
with  no  occupancy  above  the  auditorium,  used  exclu¬ 
sively  for  the  exhibition  of  motion  pictures,  and  having 
no  stage,  dressing  rooms,  nor  scenery,  shall  not  be  re¬ 
quired  to  have  a  fire  pump,  unless  required  to  fill  the 
standpipe  supply  tank  as  prescribed  in  rules  of  the 
board  of  standards  and  appeals.  In  addition  to  the  re 
quirements  contained  in  this  section  the  standpipe  sha 
also  conform  to  the  requirements  contained  in  section 

581  of  this  chapter.  ,  ,  .  ,. 

4.  Miscellaneous.  There  shall  also  be  kept  in  readi¬ 
ness  for  immediate  use  on  the  stage,  at  least  4  casks 
full  of  water,  and  2  buckets  to  each  cask.  Such  casks  and 
buckets  shall  be  painted  red.  There  shall  als<p  be  pro¬ 
vided  hand  pumps  or  other  portable  fire  extinguishing 
apparatus  and  at  least  4  axes  and  2  25-foot  hooks,  2 
15-foot  hooks  and  2  10-foot  hooks  on  each  tier  or  floor 

of  the  stage.  .  .  , 

Exemptions — Buildings,  used  exclusively  for  the  ex¬ 
hibition  of  moving  pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area, 
having  access  to  two  streets,  with  no  other  business 


oui  c  -*-**-'  ~  - - r  t - - l  —  i -  — - - - 

provided  with  regulation  fire  department  3-inch  Siamese 
connection. 

Buildings  as  described  in  this  exemption  will  be  re¬ 
quired  to  have  standpipes  so  placed  that  not  more 
than  100  feet  of  hose  shall  be  required  to  reach  all 
parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one-story 
building,  on  condition  the  seats  are  so  arranged  that 
they  shall  not  at  the  floor  level  of  the  highest  row  be 
more  than  15  feet  above  the  lowest  floor  level  of  the 
auditorium,  provided,  however,  the  gradient  of  the  audi¬ 
torium  floor  does  not  exceed  one  foot  in  12  feet. 

Sec.  2.  Subdivision  1  of  section  526  of  article  25  oi 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 

§526.  Lights. 

1.  Adequacy.  Every  portion  of  the  building  devoted 
to  the  uses  or  accommodations  of  the  public,  also  all 
means  of  egress  leading  to  the  streets  and  including  the 
open  courts  and  corridors,  shall  be  well  and  properly 
lighted  during  every  performance,  and  the  same  shall 
remain  lighted  until  the  entire  audience  has  left  the 
premises.  When  interior  gas  lights  are  not  lighted  by 
electricity,  other  suitable  appliances,  approved  by  the 
superintendent  of  buildings,  shall  be  provided. 

Sec.  3.  Subdivision  1  of  section  527  of  article  25  of 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 

§527.  Means  of  egress. 

1.  Exits  to  streets.  Every  theatre  accommodating 
300  persons  shall  have  at  least  two  exits;  when  accom¬ 
modating  500  persons,  at  least  three  exits  shall  be  pro¬ 
vided;  these  exits  not  referring  to  nor  including  the 
exits  to  the  open  court  at  the  side  of  the  theatre. 
Every  such  building  shall  have  one  or  more  fronts  on 
the  streets,  and  in  such  fronts  there  shall  be  suitable 
means  of  entrance  and  exit  for  the  audience,  aggregat¬ 
ing  not  less  than  25  feet  in  width.  The  entrance  of 
the  main  front  of  the  building1  shall  be  not  more  than 
one  foot  above  the  sidewalk  level  unless  approved  by 
the  superintendent  of  buildings.  Each  exit  shall  be. at 
least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  chapter. 
All  of  said  doors  shall  open  outwardly,  and  shall  be 
fastened  with  panic  bolts  or  other  approved  devices 
which  will  open  when  one  or  more  persons  press 

against  inner  side  of  said  door.  ,  , 

Sec  4  Section  530  of  article  25  of  chapter  5  of  the 
Code  of  Ordinances  relating  to  “protective  curtain,  is 
hereby  amended  by  adding  the  following  lines  at  the 

e  1(bl  Satisfactory  proof  must  be  submitted  and  filed 
with  application  that  curtain  is  capable  of  withstanding 
a  temperature  of  not  less  than  1,700  degrees  F.  or 
period  of  45  minutes. 
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AMENDMENT 


Sec.  5.  Section  581  of  article  28  of  chapter  5  of  the 
Lode  ot  Ordinances  is  hereby  amended  to  read  as  fol¬ 
lows: 

§581.  Standpipes. 

1.  Standpipes,  constructed  and  installed  as  herein- 
after  required  and  as  prescribed  in  rules  of  the  board  of 
standards  and  appeals  shall  be  provided: 

a.  Unchanged. 

b.  Unchanged. 

c.  In  every  building  exceeding  10,000  square  feet  in 
area,  except  in  buildings  specifically  exempted  in  article 
25  of  this  chapter  and  buildings  of  not  more  than  one 
dere-story  in  height  not  exceeding  15,000  square  feet 
m  area  and  occupied  solely  as  places  of  religious  wor¬ 
ship;  and  except  in  fireproof  buildings  not  over  four 
stories  or  45  feet  in  height  when  such  buildings  are 
equipped  with  an  approved  two-source  supply  automatic 
sprinkler  system,  and  are  not  of  an  occupancy  deemed 
unusually  hazardous  by  the  fire  commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures 
when  deemed  necessary  by  the  fire  commissioner. 

e.  In  oil  storage  plants,  ship-yards,  and  other  indus¬ 
trial  plants  of  an  area  in  excess  of  10,000  square  feet. 

2.  Unchanged. 

3.  Number  and  Location.  The  number  of  standpipes 
in  any  building  shall  be  such  that  all  parts  of  each  story 
are  within  the  reach  of  at  least  one  stream  supplied  by 
hose  not  exceeding  100  feet  in  length. 


When  a  building  requiring  standpipes  faces  on  more 
than  one  street,  at  least  one  standpipe  shall  be  installed 
or  each  street  front,  provided  that  for  intersecting  street 
fronts,  one  standpipe  shall  be  sufficient  for  each  inter¬ 
section,  when  all  portions  of  each  area  may  be  reached 
by  a  stream  from  100  feet  of  hose.  So  far  as  practicable, 
standpipes  shall  be  placed  within  stair  enclosures,  other¬ 
wise  they  shall  be  as  near  the  stair  as  possible.  All 
standpipes  shall  extend  from  the  lower  story  to  and 
above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height  and  not 
over  20,000  square  feet  in  area  gravity  tank  may  be 
omitted  provided  the  standpipe  riser  is  supplied  by  not 
less  than  4-inch  connection  to  street  main  having  not 
less  than  45-pound  pressure. 

4.  Construction.  All  standpipes  hereinafter  installed 
shall  be  constructed  as  prescribed  by  the  rules  of  the 
board  of  standards  and  appeals  and  shall  be  provided 
with  such  outlets  and  equipped  with  such  appliances  as 
i  equired  by  said  rules.  All  standpipes  shall  extend  to 
the  street  and  shall  be  provided  with  approved  Siamese 
connections.  In  buildings  not  exceeding  45  feet  in 
height,  Siamese  connections  will  not  be  required.  When 
there  is  more  than  one  standpipe  in  any  building,  they 
shall  be  cross-connected  in  an  approved  manner  below 
the  sidewalk  level,  or  if  there  is  no  cellar,  -.hey  shall  be 
cross-connected  below  the  ceiling  of  the  basement  or 
lowest  story. 

Sec.  6.  This  ordinance  shall  take  effect  immediately. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RUILES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S ;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  hire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
s'de  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
'hall  be  provided,  either  to  open  adjoining  yards,  or  the 
owest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
xterior  stairway,  or  to  roof  of  adjoining  extension,  or 


other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNER 


If  applicants,  under  the  building  zone  resolution,  desire 
opipc  of  Form  13 A,  for  notices  to  property  owners,  such 
°rn:  are  not  to  be  supplied  by  this  office. 

The  applic*  is  entitled  only  to  one  copy  of  Form  13A 

roperly  fi\  *d  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press.  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending 'December  31,  1923  . . .  627 

Cases  filed  up  to  and  including  August  28,  1924.... 1059 

Restored  to  calendar . . . . .  65 


Miscellaneous  Applications. 

Requests  to  reopen  . 

Requests  to  amend . 

Requests  for  modification . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations  .... 

Requests  for  approval  of  plans . 

Administrative  requests  . 

Requests  for  interpretation  . 


144 

6 

3'6 

3 
16 
27 

2 

2 

1 

4 


Total  . 

Disposed  of 


1992 

1351 


Cases  pending  August  28,  1924 


641 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . 

Denied  . - . . 

Granted  . ...a . 

Granted  on  condition  . 

Appliances  approved  . . : . 

Appliances  dismissed,  disapproved  or  withdrawn.. 

Rules  approved  . ; . 

Rules  disapproved  or  rescinded  . 


Ill 

87 

183 

13 

677 

19 

11 

8 

1 


Miscellaneous  Actions. 

Requests  to  reopen  granted . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied  . 

Requests  for  modification  granted . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted. 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . •  ••• . 

Requests  withdrawn  or  dismissed  . 

Total  . 


129 

9 

6 

0 

34 

2 

3 
0 

15 

1 

25 

2 

2 

0 

2 

0 

0 

1 

4 
6 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects,  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  . . 

1924 

My  subscription  to  begin  with  the  issue  for . 
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communications  should  be  addressed  to  the  chairman 
of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
in — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Reserve  Calendar. 

Rules  Adopted. 

Amendment  to  Building  Code. 

Progress  Report. 


Special  meetings  as  listed  in  this  Calendar. 
UMIV&»U-0f  £leok^*€&ndar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

Ri Jlb/in^l7ks  C*len*ar.  consists  of  applications  under  the 
Mtilf  «g  ZT  Resolutlon>  and  its  object  is  to  give  inter- 
and  dwPni0Ph  y  uWue-S  °PP°rtunity  ^  file  objections,  if  any, 
9  abtC  M  ?  RrV19<  <”*  Tuesday,  September 

,  1924,  at  2  o  clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

tJJSJ***  !Ublequent  Cal1  of  the  Calendar  will  be  on 
Tuesday  September  16,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

days  from  the  date  of  the  action  of  the  Administrative  Of- 
:ncial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap- 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman , 


II* 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending,  September  4,  1924. 


Cal.  No. 

Department. 

Premises  Affected. 

1082-24-A . . . 

. F.D.  .. 

. .  62-72  Schenectady  ave.,  Bklyn. 

F-62805. 

1081-24-A. . . 

. F.D.  .. 

. .  133-137  W.  23rd  st.,  Man. 

L.  C.  24015. 

1080-24-A . . . 

. F.D.  .. 

..5  Platt  st.,  Man. 

L.  C.  25138. 

1079-24-A. . . 

. F.D.  .. 

. .  506  Flatbush  ave.,  Bklyn. 

Alt.  1542-1924. 

1078-24-SA. . 

. F.D.  .. 

.  .Nokol  Automatic  Burner. 

Appliance. 

1077-24-S . . . , 

. F.D.  '.. 

..509-511  East  18th  St.j  Man. 

L.  D.  55584. 

1076-24-A. . . 

. F.D.  .. 

..2490-2496  Atlantic  ave.,  Bklyn. 

F-52108. 

1075-24-S . . . 

. F.D.  .. 

62-72  Schenectady  ave.,  Bklyn. 

L.  D.  62809. 

1074-24-A. . . 

. F.D.  .. 

. .  25  Levrich  st.,  Winfield,  L.  I., 
Q.  Alt.  1075-1923. 

1073-24- A... 

. F.D.  .. 

. .  507-513  W.  50th  st.,  Man. 

F-63459. 

1072-24-BZ.. 

. B.B.Bx. 

.  E.  S.  Intervale  ave.,  240  ft.  S. 
of  E.  167th  st.,  Bx. 

N.  B.  2293-1924. 

1071-24-A . . . 

. F.D.  .. 

. .  102  E.  112th  st.,  Man. 

L.  D.  63699-63700. 

1070-24-S . .  . 

. F.D.  .. 

. .  605  5th  ave.,  Man. 

L.  D.  57097. 

1069-24-A .  .  . 

. F.D.  .. 

. .  227-231  E.  22nd  st.,  Man. 

F-55918. 

1068-24-BZ.. 

. B.B.Bx. 

.  1898  Sedgwick  ave.,  Bx. 

N.  B.  2222-1924. 

1067-24-A. . . 

. F.D.  .. 

, . .  556  W.  44th  st.,  Man. 

F-61327. 

1066-24-BZ. . 

. F.D.  .. 

, . .  3507  Newkirk  ave.,  Bklyn. 

L.  C.  88717. 

1065-24-A . . , 

......F.D.  . 

. . .  410-424  Willoughby  ave.,  Bklyn. 

F-61531-61530. 

1064-24- A. . 

. F.D.  . 

. . .  383  Concord  ave.,  Bx. 

Alt.  1525-1922. 

1063-24-BZ. . 

. B.b.q. 

...339-341  Olmsted  pi.,  Glendale, 
Q.  N.  B.  13155-1924. 

1062-24-A . . 

. F.D.  . 

...140-144  W.  22nd  st.,  Man. 

L.  C.  25156. 

1061-24- A.  . 

. F.D.  . 

. . .  1961-1969  Broadway,  Man. 

-  F-62894-62893-62892. 

1060-24-BZ . B.B.B.  ...2001-2011  Cropsey  ave.,  Bklyn. 

-  Applic.  16207-1924. 


F.D.  . 
H.D.  .. 
B.B.B. 
B.B.Bx 
B.B.M. 

b.b.q. 

B.B.R. 

T.H.D. 


CODE. 

. Fire  Department 

. Health  Department 

.Bureau  of  Buildings,  Brooklyn 
..-.Bureau  of  Buildings,  Bronx 
Bureau  of  Buildings,  Manhattan 
...Bureau  of  Buildings,  Queens 
.Bureau  of  Buildings,  Richmond 
..Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  9,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


287-24-B* 

APPLICANT — Theodore  Ehrsam,  for  Bayie  Realty  Cc 
Inc.,  owner. 

PREMISES — 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 


446-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  140th  Street  ar 
3rd  Avenue  Realty*  Co.  and  Abbie  S.  Gitterma: 
owners. 

PREMISES — 2335-2341  Southern  boulevard,  The  Bronx. 
TO  PERMIT  in  a  residence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 


836-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Johr 
owner. 

PREMISES — 689-691  Marcy  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

844-24-BZ. 

APPLICANT — Daniel  Santoro,  for  Antonio  Massa,  owne 

PREMISES — 75  Montgomery  avenue,  Tompkinsville,  Riel 
mond. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 


1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Ga 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in 
residence  district  the  erection  and  maintenance  < 
a  garage  for  the  storage  of  more  than  five  (.' 
motor  vehicles. 


639-24-BZ. 

APPLICANT— William 
owner. 


J.  Conway,  for  John  Muldoc 


PREMISES — 70-78  West  9th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th: 
five  (5)  motor  vehicles. 

632-23-BZ. 

APPLICANT — Thomas  O’Rourke  Gallagher,  for  Anton 
Guigliano,  owner. 

PREMISES — 1711-1729  Neptune  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  u 
restricted  district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  than  five  (• 
motor  vehicles. 


190-24-BZ. 

APPLICANT — William  F.  Doyle,  for  William  F.  Ti 
owner. 
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PREMISES — 2513-2519  Tilden  avenue,  Brooklyn. 


TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

405-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

PREMISES — West  side  Jewett  avenue,  11.5  ft.  south  of 
Waters  avenue,  Richmond. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

922-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
Corporation,  owner. 

PREMISES — 761-767  Fifth  avenue,  2-14  East  59th  street 
and  1-11  East  58th  street,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  walls  to  a  height  exceeding 
the  limit  prescribed  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  9,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

645-24-A — 305-325  Ocean  avenue,  Brooklyn. 

705-24-A — 398  Madison  street,  Manhattan. 

712-24- A — 430  Seventh  avenue,  L.  I.  City,  Queens. 

734-24-A — 65-67  West  Houston  street,  Manhattan. 

736-24-A — 5-11  Broadway  and  5-11  Greenwich  street,  Man¬ 
hattan. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 

739-24-A — 26  Broadway,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

870-24-A — 1658  Broadway,  Manhattan. 

268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

f  a  public  hearing  under  the  provisions  of  the  building 

)ne  resolution,  Tuesday  morning,  September  9,  1924,  at  10 

clock  in  Room  919,  Municipal  Building,  on  the  following 

latters : 

'L.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 

*  Realty  Co.,  Inc.,  owner,  to  permit  in  a 

business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

^L.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 

building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 


no.  816-24-BZ  Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes ;  premises  799-805 
YVashington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 


cal.  no.  361-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution,  of  Morgan  M. 
O’Brien,  architect,  on  behalf  of  Henry 
Grupe,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
l  a  garage  f°r  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
471-473  Southern  boulevard,  The 
Bronx. 

cal.  no.  525-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Schmidt  and  Edward  J.  Kissel,  own- 
ers,  previously  denied,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  28-34  Newtown  avenue, 
Astoria,  Queens. 

CAL.  NO.  534-24-BZ— Application,  April  14,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Anna  V.  Wing,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  484-490  Sterling  place, 
Brooklyn. 

cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

CAL.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  691-24-BZ — Application,  May  16,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Frank 
Hoffman,  owner,  to  permit  in  a  resi¬ 
dence  districtt  he  maintenance  of  a 
garage  for  the  storage  of  one  pleas¬ 
ure  and  one  commercial  motor  ve¬ 
hicles  used  for  business  purposes ; 
premises  9023  218th  place,  Hollis, 

Queens. 
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cal.  no.  558-24-BZ — Application,  April  21,  1924,  under  the 
building  zone  resolution,  of  A.  I.  Nova, 
applicant,  on  behalf  of  Frederick  W. 
Shauf,  owner,  to  permit  in  a  residence 
district  the  alteration  and  extension  in 
height  of  an  existing  garage  for  the 
storage  of  mor3  than  five  (5)  motor 
vehicles;  premises  21-23  Lenox  road, 
Brooklyn. 


cal.  NO.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  363-24-BZ — Application,  March  10,  1924,  under  the 
building  zone  resolution  of  John  Ue 
Hart,  applicant,  on  behalf  of  Estate  of 
Katherine  Jackson,  owner,  and  Bres- 
lauer  Construction  Co.,  Inc.,  lessee,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2256-2272  Jerome 
avenue,  The  Bronx. 


cal.  no.  695-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Philip  J. 
Sinnott,  applicant,  on  behalf  of  Sadie 
Wynne,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  previously 
heard  by  the  board  under  Cal.  No.  1205- 
22-BZ ;  premises  2534-2540  Amsterdam 
avenue,  northwest  corner  of  West  186th 
street,  Manhattan. 


cal.  no.  1514-23 


-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 


cal.  no.  877-24-BZ— Application,  June  30  1924,  under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  hlat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

CAL.  NO.  461-24-BZ — Application,  March  29,  1924  under  the 
building  zone  resolution,  of  John  C. 
Hoffman,  applicant,  on  behalf  of  Mar¬ 
garet  B.  Hoffman,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  two  pleas¬ 
ure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  prem¬ 
ises;  premises  165  Pine  street,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  9,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

767-24-S — 11  Tompkins  avenue,  Brooklyn. 

797-24-S — 656  Broadway,  Manhattan. 

876-24-S — 22  West  48th  street,  Manhattan. 

878-24-S — 1205-1213  Broadway,  Manhattan. 

286-24-S — 224  Livingston  tsreet,  Brooklyn. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

837- 24-S— 254-258  West  35th  street,  Manhattan. 

838- 24-S — 224-232  West  30th  street,  Manhattan. 

746-24-S — 1162  Broadway,  Manhattan. 

822-24-S — 13-19  East  New  York  avenue,  Brooklyn. 
642-24-S — 310-318  Wallabout  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

1216-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Bo 
approval  of. 

492-24-SA — Iioltzer-Cabot  Type  “C”  Fire  Alarm  Bo 
approval  of. 

590-24-SA — Film  Inspection  Machine,  approv 
803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  Ja 
proval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

307-24-BZ. 

APPLICANT— Emil  Guterman,  for  Patrick  Gallaght 
owner. 

PREMISES— 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of 
gas  selling  station. 

849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Properti 
Corp.  and  Howard  A.  Raymond,  owners. 

PREMISES— 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles. 

891-24-BZ.  : 

APPLICANT— William  F.  Doyle,  for  Theodore  Roeh 
owner. 

PREMISES— North  side  of  East  181st  street,  from  Fo 
street  to  Tiebout  avenue,  The  Bronx.  * 

TO  PERMIT  partly  in  a  residence  district  and  partly 
a  business  district  the  erection  and  maintenai 
of  a  garage  for  the  storage  of  more  than  n 
(5)  motor  vehicles. 

908-24-BZ. 

APPLICANT— William  F.  Doyle,  for  George  W.  U 
Adam,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  non 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  ma 
tenance  of  a  garage  for  the  storage  of  more  th« 
five  (5l  ^otor  vehicles. 
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BOARD  OF  APPEALS. 


Tuesday,  September  16,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 


16-24-A — 1342  Park  avenue,  Manhattan. 

199-24-A — 332-344  West  44th  street,  Manhattan. 

490-23-A — 406  Second  avenue,  Manhattan. 

1 499-2.3- A — 522  West  159th  street,  Manhattan. 

328- 24-A— 153  East  76th  street,  Manhattan. 

329- 24-A— 1900  Crotona  parkway,  The  Bronx. 

640- 24-A  <359  Wales  avenue  and  779  East  142nd  street 

The  Bronx. 

641- 24-A— 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 


743-24-A— 221  77th  street,  Brooklyn. 

772-24-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

781-24-A — 714-716  Atlantic  avenue,  Brooklyn. 

829-24-A— 1600  Broadway,  Manhattan. 

839-24-A— 319-321  Grand  street,  Manhattan. 

851-24'  A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 
106-24-Ax— 155  Christopher  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeah 
t  a  public  hearing  under  the  provisions  of  the  buildins 
?ne  resolution,  Tuesday  morning,  September  16,  1924,  at  1( 
clock,  in  Room  919,  Municipal  Building,  on  the  f’ollow- 
ig  matters : 


*L.  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles:  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

N0-  675-19-BZ— Application,  June  24,  1924.  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

L-  no.  664-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen,  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building: 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road,  The 
Bronx. 

i-  no.  809-24-BZ — Application,  June  16.  1924.  under ’the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  .  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a.  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan 


^mnicauun,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  John 

V"  °.wner-  to  permit  in  a  resi¬ 

dence  district  the  alteration  and  ex- 

aD,!’'a,,'e  buildin^  P™rm« 

383 '  White  Plains  avenue,  The  Bronx. 

cal.  no.  853-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cords,  applicant,  on  behalf  of  Mary 
V.  Buehl  owner,  previously  dismissed 
tor.  lack  of  prosecution,  to  permit  part¬ 
ly  m  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 

cal.  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
JJoyle,  applicant,  on  behalf  of  William 
blichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1655-1663  St.  Marks  avenue’ 
Brooklyn.  ’ 

cal.  no.  814-24-BZ— -Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
f;  DoyISl  aPPhcant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution  • 
premises  312-318  East  26th  street,  Man¬ 
hattan. 


l.  no.  1373-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  James  P 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  160  West  Fordham  road,  The 
Bronx. 

cal.  no.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 
Tuesday,  September  16,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 

760-24-A — 1002-12  Grand  street,  Brooklyn. 
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775-24 

798-24- 

802-24 

804-24- 

843-24 

854-24- 

1073-23 

627-24 

678-24' 

773-24- 

933-23 

926-23 

861-23 

867-23 


A— 517-519  Academy  street,  L.  I.  City,  gueens. 

A — 656  Broadway,  Manhattan. 

A— 15  West  17th  street,  Manhattan. 

A — 30-46  Erasmus  street,  Brooklyn. 

A— 264  39th  street,  Brooklyn. 

A— 6-10  East  1st  street,  Manhattan. 

A — 423-425  East  63rd  street,  Manhattan. 

A— 91-93  Lorimer  street,  Brooklyn. 

A _ 1237-1239  Broadway  and  504-506  Sixth  avenue, 

Manhattan. 

A— 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

A— 54  Main  street,  Flushing,  Queens. 

A— 1495  St.  Nicholas  avenue,  Manhattan. 

A— 60-62  West  112th  street,  Manhattan. 

A — 2715  Webster  avenue,  The  Bronx. 


c  al.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

CAL.  no.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  I  hilip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

cal.  no.  701-24-BZ— Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bronv 

cal.  no.  235-23-BZ— Application,  June  17,  1924  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  _  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  597-24-BZ— Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  1. 
Roe,  applicant,  on  behalf  of  Estate  of 
John  E.  J -ockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  «freet  between  two  intersect¬ 
ing  streets,  m  ^hich  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


Tuesday,  September  23,  1924,  at  10  a.  m.. 

Appeals  from  Administrative  Orders. 

799- 24-A— 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24- A — 27  East  40th  street,  Manhattan. 

897-24- A — 441-445  Ocean  avenue  and  2002-2028  ,v  e- 

nue,  Brooklyn. 

823-24-A — 852-854  Humboldt  street,  Brooklyn. 

890-24-A — 460-462  West  129th  street,  Manhattan. 

905-24-A — 135  East  55th  street  and  657-661  Lexington  ave¬ 
nue,  Manhattan. 

1144-23- A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  Sarah  Hanlon,  owner, 
Jeannette  Wilson  Metten,  lessee,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  an  exist¬ 
ing  residence  building;  premises  234  , 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  497-23-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  S.  C. 
La  Vine,  Inc.,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-1586 
Bedford  avenue,  Brooklyn. 


- 


CALENDAR 


CAL.  NO.  64-24-BZ- -Application,  July  15,  1934,  under  the 
building  zone  resolution,  of  William  F. 
IJoyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  B  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution- 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

:al.  no.  764-24-BZ— Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  £. 
Eustis,  applicant,  Edwin  F.  Brannin°- 
owner  Eric  Dalton,  lessee,  to  permit 
m  a  business  district  the  maintenance 

•  a  o^°to,Lvehlcle  rePair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

AL.  NO.  540-24-BZ-— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J 
Nunck,  architect,  on  behalf  of  Louis 
Reinhardt  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more.  than  five  (5)  motor  vehicles- 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 


board  of  standards  and  appeals. 

Tuesday,  September  23,  1924, »  at  2  p.  m. 
Petitions  for  V ariations. 

604-24-S-is  East  17th  street,  Manhattan. 

Appliances  Submitted  for  Approval 

86otrSA~If  VerSLal  0,1  Burner’  ° val  of. 

860-24-SA  Monarch  Domestic  Fuel  Oil  Burner,  approva 
907-24-S  A— Dempsey  ^Domestic  Burner  and  Fuel  Oil  Pump 


board  of  appeals. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
929-24-A— 612  Fifth  avenue,  Manhattan 
932-24- A  11209  St.  Anns  avenue,  Richmond  Hill,  Queens 
Under  the  Building  Zone  Resolution. 

of^a^  pubiic  ^a^ing^^uni^r^he^provLicms  ^of  ffhe  ^ 
zone  resolution,  Tuesdav  morninl  Soil i  f  th  bl,lld,n£ 

S' mka„LROOm  ** 


U  NO.  1066-23-BZ-— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cord5-  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1455-1461  Gates  avenue’ 
Brooklyn. 

l.  no.  821-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor- 
sg’e  of  more  than  five  (5)  motor  ve- 
hides;  premises  460-462  West  129th 
street,  Manhattan. 

-  no.  7 14-24-BZ— -Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Kalter,  owner,  to  permit  in  a  residence 
"E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 

•  no.  782-24-BZ— Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes ;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


“*»•  May  ,4.  ,924.  under  the 
building  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner  to 
Permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
(2)  pleasure  motor  vehicles, 
roo-ri-  spaces  rented  to  persons  not 
i  mg  on  the  premises ;  premises  5703 
twelfth  avenue,  Brooklyn. 

CAL.  NO.  841-24-BZ— -Application,  June  24,  ,924,  under  the 
building  zone  resolution,  of  William  F 
Hoyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  east  side  of  Rver  avenue’ 
138.36  ft.  south  of  East  187th  street,’ 
The  Bronx. 


cal.  no.  71 0-24-BZ— Application,  May  21.  1924.  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
bepo. Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  VA  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution ;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave- 
nue,  L.  I.  City,  Queens. 

cal.  no.  737-24-BZ — Application,  May  27,  1924.  under  the 
building  zone  resolution,  of  Ferdinand 
bavignano,  architect,  on  behalf  of  An- 
geline  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
.  situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S— Dahl  Oil  Burner. 

53-21-S— Angle  Hose  Valve. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  o 
1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22- S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22- S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
1104-22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-S A — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA— Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
345-23-SA— Cornell  Falat  Oil  Burner,  approval  of. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank) 
297-23-SA — -“Automatic”  Deluge  Valve,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23- S A— Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

766-23-SA— Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 


1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

898-23- S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of.  1 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  appioval  of. 
960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of.  8 

U63-23-SA— Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA— Gill  Oil  Burner,  approval  of.  I 

1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-S A— Worthington  Oil  Burner,  approval  of. 
U69-23-S A— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1444-23-S A — T ate- J ones  No.  6  Oil  Burner,  approval  of. 

] 361-23-S A — Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1364-23-SA— Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 


of. 

1363-23-SA — Ballard  Domestic  Oil  Burner,  approva 

1414- 23-SA — -Enco  Type  No.  400  Steam  Atomizing  I  ad 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of.  , 
1538-23-SA— Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  o  . 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approva  o  . 
68-24-SA— May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

269-24-SA— Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  o  . 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA— Climax  Oil  Burner,  approval  of. 

493 -24- S A — Faultless  Oil  Burner,  approval  of. 
590-24-SA— Film  Inspection  Machine,  approval  of. 
503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  o  . 
654-24-SA — Marvel  Oil  Burner,  approval  of.  ]  j 

702-24-SA—  Simplex  Mechanical  Oil  Burner,  approval  o  • 
742-24-SA— Watkins  Fire  Alarm  Box,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of.  i 

326-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upoi 
thick  action  by  the  board  has  been  deferred  pendmg  coat 
littee  reports,  of  this  board,  court  or  department  aettons 
ni  mil  remain  thereon  until  the  aforesaid  reports,  ou 
r  departmental  actions  are  consummated.  U  hereupo 
<»<  or  will  be  restored  to  the  regular  calendar 

ue  notice  of  the  date  set  for  hearing  will  be  mailed 
ppellant,  applicant  or  petitioner  of  record. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

_  ,  (410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
Y  j.  industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18  1915- 
revised  and  readoptcd  February  10,  1916,  effective’ March 
1,  1916,  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.— Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  l,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platiorms  and  passageways  connected  therewith 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule :  6 


Number  Contents  Contents  non-  Contents  Contents  non- 
ol  combustible,  combustible,  combustible,  combustible 

stories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

-  - - — —  auu vc  means  articles,  goods, 

wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

1  he  term  combustible”  as  used  above  means  articles 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  sprinkler  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  teim  story’  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
Ihe  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
.o  the  cellar  bottom. 

A  hoiiiuntal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
>n  any  factory  floor  by  the  same  occupant 
Rule  2. — Where  there  are  occupancies  on  any  story  or 
>art  of  a  story  involving  the  storage  or  use  below  the  top 
tory  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

shi//6  hpteJn°f  Stf,’rway  suervinS  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways ;  open- 

m\rfha  \,bei  provided  with  approved  self-closing  fire  doors. 
Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals.' 

Paints,  varnishes  and  lacquers,  10  gals. 

pholstering  or  mattresses,  manufacturing  or  repairing. 
Lotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

Phe.  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
ajove,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.— Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
je  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
Ihe  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Lavv.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 

.th^e  1Su  .safe  e?ress  from  the  roof>  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4.— Enclosure  of  Stairways.— In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5.— Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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AMENDMENT 


Ordinance  Adopted  by  the  Board  of  Aldermen  Amending  Sections  524,  526,  527  and  530  of  Article  25  and 
Section  581  of  Article  28  of  Chapter  5  of  the  Code  of  Ordinances,  the  Building  Code,  Relating  to  Theatres 
and  Other  Places  of  Amusement  and  Fire  Extinguishing  Appliances. 


Section  1.  Section  524  of  article  25  of  chapter  5  of 
the  Code  of  Ordinances  is  hereby  amended  to  read  as 
follows: 

§524.  Fire-extinguishing  appliances. 

Except  as  otherwise  provided  in  this  section,  in  every 
building  described  in  section  520  of  this  article  and  not 
now  equipped  with  a  standpipe  tire  extinguishing  equip¬ 
ment  approved  by  the  tire  commissioner,  there  shall  be 
provided: 

1.  Hose.  There  shall  always  be  kept  attached  to  each 
hose  outlet  valve,  as  the  fire  commissioner  may  direct, 
a  proper  and  sufficient  quantity  of  two  and  one-half 
inch  hose  fitted  with  regulation  couplings  of  the  fire 
department,  with  nozzles  attached  thereto,  and  a  hose 
spanner  at  each  outlet. 

2.  Sprinkler  system.  A  separate  and  distinct  sys¬ 
tem  of  automatic  sprinklers,  with  fusible  struts,  ap¬ 
proved  by  the  fire  commissioner  as  conforming  to  the 
provisions  of  the  rules  of  the  board  of  standards  and 
appeals  governing  sprinkler  installations,  supplied  with 
water  from  a  tank  located  on  the  roof  over  the  stage 
and  not  connected  in  any  manner  with  standpipes,  shall 
be  placed  on  the  ceiling  or  roof  over  the  stage  at  such 
intervals  as  will  protect  every  square  foot  of  stage 
surface  when  sprinklers  are  in  operation,  and  an  addi¬ 
tional  line  of  sprinkler  heads  on  the  stage  side  of  the 
proscenium  opening.  Automatic  sprinklers  .  shall  also 
be  placed,  wherever  practicable,  in  the  dressing  rooms, 
under  the  stage  and  in  the  carpenter  shop,  paint  rooms, 
store-rooms  and  property  rooms. 

3.  Standpipes.  Standpipes,  4  inches  in  diameter,  with 
hose  attachments,  shall  be  provided  on  every  floor  and 
gallery  as  follows,  namely:  One  on  each  side  of  the 
auditorium  in  each  tier,  one  in  each  mezzanine,  one  on 
each  side  of  the  stage  in  each  tier,  one  in  each  tier 
of  dressing  rooms,  and  at  least  one  in  the  property  room 
and  one  in  the  carpenter’s  shop.  All  such  standpipes 
shall  be  kept  clear  from  obstructions.  Said  standpipes 
shall  be,  separate  and  distinct  receiving  their  supply  of 
water  direct  from  a  separate  gravity  tank  of  3,500  gal¬ 
lons  capacity  located  above  the  roof  and  from  a  fire 
pump  and  shall  be  fitted  with  regulation  couplings  of 
the  fire  department,  and  shall  be  kept  constantly  filled 
with  water  by  means  of  an  automatic  fire  pump  of  suf¬ 
ficient  capacity  as  prescribed  in  the  rules  of  the  board 
of  standards  and  appeals.  Said  pump  shall  be  supplied 
from  the  street  main  and  be  ready  for  immediate  use  at 
all  times  during  any  performance  in  said  building  except 
that  any  theatre  having  not  more  than  one  balcony, 
with  no  occupancy  above  the  auditorium,  used  exc  u- 
sively  for  the  exhibition  of  motion  pictures,  and  having 
no  stage,  dressing  rooms,  nor  scenery,  shall  not  be  re¬ 
quired  to  have  a  fire  pump,  unless  required  to  fill  the 
standpipe  supply  tank  as  prescribed  in  rifles  of  the 
board  of  standards  and  appeals.  In  addition  to  the  e 
quirements  contained  in  this  section  the  standpipe  shall 
also  conform  to  the  requirements  contained  in  section 

581  of  this  chapter.  ...  •  j- 

4.  Miscellaneous.  There  shall  also  be  kept  in  readi¬ 
ness  for  immediate  use  on  the  stage,  at  least  4  casks 
full  of  water,  and  2  buckets  to  each  cask  Such  casks  and 
buckets  shall  be  painted  red.  There  shall  also  be  pro¬ 
vided  hand  pumps  or  other  portab  e  fire  extinguishing 
apparatus  and  at  least  4  axes  and  2  25-foot  hooks>  ^ 
15-foot  hooks  and  2  10-foot  hooks  on  each  tier  or  floor 

of  the  stage.  .  .  ,  r  ,, 

Exemptions— Buildings,  used  exclusively  for  the  ex¬ 
hibition  of  moving  pictures,  not  more  than  one  story  in 
height  and  not  exceeding  15,000  square  feet  in  area, 
having  access  to  two  streets,  with  no  other  business 


on  premises,  excepting  stores  occupying  not  more  than 
10  per  cent,  of  the  area,  and  having  no  stage,  dressing 
rooms,  nor  scenery,  shall  not  be  required  to  provide  a 
gravity  tank  supply  for  the  standpipe  fire  lines,  nor  a 
sprinkler  system,  when  there  is  a  four-inch  direct  con¬ 
nected  standpipe  equipment  to  a  city  water  main  fed 
two  ways,  or  one  connection  on  each  of  two  street 
fronts,  each  main  so  fed  that  the  shutting  off  of  the 
supply  of  one  main  will  not  interfere  with  the  supply 
of  the  other  main,  and  having  sufficient  pressure  to 
maintain  a  minimum  of  30  pounds  per  square  inch  static 
pressure  at  the  highest  outlet,  provided  evidence  is  sub¬ 
mitted  establishing  the  fact  that  the  water  main  pres¬ 
sure  is  as  required.  The  standpipe  equipment  shall  be 
provided  with  regulation  fire  department  3-inch  Siamese 
connection. 

Buildings  as  described  in  this  exemption  will  be  re¬ 
quired  to  have  standpipes  so  placed  that  not  more 
than  100  feet  of  hose  shall  be  required  to  reach  all 
parts  of  the  auditorium. 

A  stadium  construction  may  be  deemed  a  one-story 
building,  on  condition  the  seats  are  so  arranged  that 
they  shall  not  at  the  floor  level  of  the  high  *  w  he 
more  than  15  feet  above  the  lowest  floor  level  of  thf 
auditorium,  provided,  however,  the  gradient  of  the  am.  - 
torium  floor  does  not  exceed  one  foot  in  12  leei. 

Sec.  2.  Subdivision  1  of  section  526  of  article  25  of 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 

§526.  Lights. 

1.  Adequacy.  Every  portion  of  the  building  devoted 
to  the  uses  or  accommodations  of  the  public,  also  all 
means  of  egress  leading  to  the  streets  and  including  the 
open  courts  and  corridors,  shall  be  well  and  properly 
lighted  during  every  performance,  and  the  same  shall 
remain  lighted  until  the  entire  audience  has  left  the 
premises.  When  interior  gas  lights  are  not  lighted  by 
electricity,  other  suitable  appliances,  approved  by  the 
superintendent  of  buildings,  shall  be  provided. 

Sec.  3.  Subdivision  1  of  section  527  of  article  25  of 
chapter  5  of  the  Code  of  Ordinances  is  hereby  amended 
to  read  as  follows: 


§527.  Means  of  egress.  . 

1  Exits  to  streets.  Every  theatre  accommodating 
500  persons  shall  have  at  least  two  exits;  when  accom¬ 
modating  500  persons,  at  least  three  exits  shall  be  pro¬ 
vided;  these  exits  not  referring  to  nor  including  the 
exits  to  the  open  court  at  the  side  of  the  theatre. 
Every  such  building  shall  have  one  or  more  fronts  on 
the  streets,  and  in  such  fronts  there  shall  be  suitable 
means  of  entrance  and  exit  for  the  audience,  aggregat¬ 
ing  not  less  than  25  feet  in  width.  The  entrance  ot 
the  main  front  of  the  building  shall  be  not  more  than 
one  foot  above  the  sidewalk  level  unless  approved  by 
the  superintendent  of  buildings.  Each  exit  shall  be  at 
least  five  feet  in  width  in  the  clear  and  provided  with 
doors  of  iron  or  wood;  if  of  wood,  the  doors  shall  be 
constructed  as  hereinbefore  prescribed  in  this  chapter. 
All  of  said  doors  shall  open  outwardly,  and  shall  be 
fastened  with  panic  bolts  or  other  approved  devices 
which  will  open  when  one  or  more  persons  press 

against  inner  side  of  said  door.  ,  t 

Sec.  4.  Section  530  of  article  25  of  chapter  5  of  >  the 
Code  of  Ordinances  relating  to  “protective  curtain,  is 
hereby  amended  by  adding  the  following  lines  at  th 

en?b)heSa°tisfactory  proof  must  be  submitted  and  filed 
with  application  that  curtain  is  capable  ot  withstanding 
a  temperature  of  not  less  than  1,700  degrees  F.  for  a 
period  of  45  minutes. 
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AMENDMENT 


L.  S.ec-  J-  ' S?.ction  581  of  article  28  of  chapter  5  of  the 
Lode  of  Ordinances  is  hereby  amended  to  read  as  fol¬ 
lows: 

§581.  Standpipes. 

1.  Standpipes,  constructed  and  installed  as  herein¬ 
after  required  and  as  prescribed  in  rules  of  the  board  of 
standards  and  appeals  shall  be  provided: 

a.  Unchanged. 

b.  Unchanged. 

c.  In  every  building  exceeding  10,000  square  feet  in 
area,  except  in  buildings  specifically  exempted  in  article 
25  of  this  chapter  and  buildings  of  not  more  than  one 
clere-story  in  height  not  exceeding  15,000  square  feet 
in  area  and  occupied  solely  as  places  of  religious  wor¬ 
ship;  and  except  in  fireproof  buildings  not  over  four 
stories  or  45  feet  in  height  when  such  buildings  are 
equipped  with  an  approved  two-source  supply  automatic 
sprinkler  system,  and  are  not  of  an  occupancy  deemed 
jnusually  hazardous  by  the  fire  commissioner. 

d.  In  amusement  or  exhibition  parks  or  enclosures 
vhen  deemed  necessary  by  the  fire  commissioner. 

t  ,e-  In  oil  storage  plants,  ship-yards,  and  other  indus- 
rial  plants  of  an  area  in  excess  of  10,000  square  feet, 
j  i  Tnchanged. 

,  i .  imber  and  Location.  The  number  of  standpipes 
n  .j  Ouilding  shall  be  such  that  all  parts  of  each  story 
.re  within  the  reach  of  at  least  one  stream  supplied  by 
lose  not  exceeding  100  feet  in  length. 


When  a  building  requiring  standpipes  faces  on  more 
than  one  street  at  least  one  standpipe  shall  be  installed 

or  each  street  front,  provided  that  for  intersecting  street 
fronts,  one  standpipe  shall  be  sufficient  for  each  inter¬ 
section,  when  all  portions  of  each  area  may  be  reached 
by  a  stream  from  100  feet  of  hose.  So  far  as  practicable, 
standpipes  shall  be  placed  within  stair  enclosures,  other¬ 
wise  they  shall  be  as  near  the  stair  as  possible.  All 
standpipes  shall  extend  from  the  lower  story  to  and 
above  the  roof. 

In  buildings  not  exceeding  40  feet  in  height  and  not 
over  20,000  square  feet  in  area  gravity  tank  may  be 
omitted  provided  the  standpipe  riser  is  supplied  by  not 
less  than  4-inch  connection  to  street  main  having  not 
less  than  45-pound  pressure. 

4.  Construction.  All  standpipes  hereinafter  installed 
shall  be  constructed  as  prescribed  by  the  rules  of  the 
board  of  standards  and  appeals  and  shall  be  provided 
with,  such  outlets  and  equipped  with  such  appliances  as 
required  by  said  rules.  All.  standpipes  shall  extend  to 
the  street  and  shall  be  provided  with  approved  Siamese 
connections.  In  buildings  not  exceeding  45  feet  in 
height,  Siamese  connections  will  not  be  required.  When 
there  is  more  than  one  standpipe  in  any  building,  they 
shall.be  cross-connected  in  an  approved  manner  below 
the  sidewalk  level,  or  if  there  is  no  cellar,  .hev  shall  be 
cross-connected  below  the  ceiling  of  the  basement  or 
lowest  story. 

Sec.  6.  This  ordinance  shall  take  effect  immediately. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RUILES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  hire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
)ec.  12,  1918,  Cal.  No.  1708-18-S ;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac- 
ory  or  factory  building,  there  exist  other  means  of  egress 
•  hich  are  not  entirely  in  accordance  with  the  requirements 
f  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
nd  Appeals,  such  means  of  egress  may  be  retained  under 
ie  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac- 
)ry  buildings  shall  be  removed  or  reconstructed  in  ac- 
ordance  with  Section  274  of  the  Labor  Law,  except  that 
i  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
rom  the  lowest  balcony  to  ground  may  be  provided.  Sub- 
andard  fire  escapes  shall  not  be  considered  as  a  basis  for 
i creased  occupancy  of  the  building.  When  such  sub- 
andard  fire  escapes  are  located  in  any  court  or  on  the 
de  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
ia!l  be  provided,  either  to  open  adjoining  yards,  'or  the 
nvest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
■cterior  stairway,  or  to  roof  of  adjoining  extension,  or 


other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(ib)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

• 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
ipies  of  Form  13A,  for  notices  to  property  owners,  such 
>rrm  are  not  to  be  supplied  by  this  office. 

The  applies  .  is  entitled  only  to  one  copy  of  Form  13A, 

operly  fi\  »d  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press.  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  'December  31,  1923  .  6S57 

Cases  filed  up  to  and  including  September  4,  1924  ....  1082 

Restored  to  calendar .  65 

Miscellaneous  Applications. 

Requests  to  reopen  .  144 

Requests  to  amend .  6 

Requests  for  modification . 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  13 

Requests  for  extension  of  permit .  27 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . J?g 

Disposed  of . 

Cases  pending  September  4,  1924  .  664 


DISPOSITION  OF  CASES 

Withdrawn .  444  i 

Dismissed  .  °l 

Denied  .  4!~  f 

Granted  . . ’  * '  *  fi77 

Granted  on  condition  .  0,1 

Appliances  approved  . .  •  • ; .  4® 

Appliances  dismissed,  disapproved  or  withdrawn..  11 

Rules  approved  . . . 

Rules  disapproved  or  rescinded  . * .  4 

Miscellaneous  Actions. 

Requests  to  reopen  granted .  423 

Requests  to  reopen  denied . 

Requests  to  amend  granted .  6 

Requests  to  amend  denied  .  3 

Requests  for  modification  granted .  34 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  . . . .  ® 

Requests  for  extension  of  time  granted .  15 

Requests  for  extension  of  time  denied . . .  1  , 

Requests  for  extension  of  permit  granted .  25 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  3  j 

Requests  to  install  denied  .  ® 

Plans  approved  . 

Plans  disapproved  .  ® 

Administrative  requests  granted  . .  ®  1 

Administrative  requests  denied  or  withdrawn  . . 

Interpretations  . _•••• .  4 

Requests  withdrawn  or  dismissed  .  8  J 

Total  . «« 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  r  , 

Third,  That  no  plea  of  ignorance  of  the  date  ot  ttie 

hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 


appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  tc 

Name  . 

Street  . 

P.  . . . . 
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DIRECTORY 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

ames  P.  Holland  John  Dowd 

Ienry  L.  Connell  Joseph  B.  Gunnison 

■ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk  s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 
ames  P.  Holland  John  Dowd 

Ienry  L.  Connell  Joseph  B.  Gunnison 

'ike  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

1  homas  J.  Drennan . Fire  Commissioner 

„harles  Brady . Supt.  of  Buildings,  Manhattan 

’■  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Vlbert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

ohn  W.  Moore . Supt.  of  Buildings,  Queens 

Villi  am  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
)ffjce — Municipal  Building,  Room  914. 
elephone — Worth  0184. 

'Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

Ul  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
iven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting.  Board  of  Appeals,  Septem¬ 
ber  9,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  September  9,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


or  CLLK1V  S  CALENDAR. 

R.Ilt  CleZk>s  c<flendar  consists  of  applications  under  the 
g  Zone  Reso!uhon,  and  its  object  is  to  give  inter- 

and  wPiM°Phrty  nT-S  °Pportunity  fi’e  objections,  if  any, 
“  1924  called  in  Room  919,  on  Tuesday.  September 

hearing'ou  VdewTe  day  *  ^  CaSe  'S  Sel  for 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
1  ttesday,  September  23,  1924,  at  2  o’clock. 

j  he  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his" ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

N ezv  Cases  Filed  Week  Ending  September  11,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1115-24- A . F.D .  123-129  Broad  st.,  Man. 

L.  C.  25328. 

1114-24-S  ..F.D .  353-355  Fulton  st.,  Bklyn. 

L.  D.  28576. 


1113-24-S . B.B.M. 

1112-24-BZ . B.B.M. 

1111-24-BZ . B.B.Bx. 


45-47  E.  20th  st.,  Man. 

Viol.  1792-1923. 
653  St.  Nicholas  ave.,  Man. 

Alt.  1682-1924. 
N.  W.  C.  189th  st.  &  Washing¬ 
ton  ave..  Bx. 

N.  B.  2447-1924. 


1087-24-BZ . B.B.Bx.  ..E.  S.  Jerome  ave.,  50  ft.  S.  of 

Clifford  pi.,  Bx. 

-  N.  B.  2312-1924. 

1086-24-BZ . B.B.Bx.  ..E  S.  Southern  blvd.,  125  ft.  N. 

167th  st.,  Bx. 

-  N.  B.  2173-1924. 

1085-24-BZ . B.B.Bx.  .  S.  E.  C.  156th  st.  &  Eagle  ave., 

-  Bx.  N.  B.  2324-1924. 

1084-24-BZ . B.B.Bx.  ..  N.  S.  Featherbed  lane,  17  ft.  W. 

-  of  Macombs  rd.,  Bx. 

N.  B.  2178-1924. 

1083-24-BZ . H.D .  728  New  Lots  ave.,  Bklyn. 

-  Decision. 

Restored  to  Calendar. 


1110-24-A . 


1109-24-S - 


1108-24-SA..  . 
1107-24-BZ..  . 


1106-24-S . 


1105-24-A - 


1104-24-A . 


11 03-24- A . 

1102-24-S . 


1101-24-A . 

1100-24-BZ - 

1099-24-BZ - 

1098-24-BZ - 

1097-24-S . 

1096-24- A - 

1095-24-S . 


1094-24-BZ..  • . 
1093-24- A - 


1092-24-BZ.. 


1091-24-BZ.. .  . 
1090-24-BZ. . . 


1089-24-BZ.. . 


1088-24- A. 


.F.D.  •• 
.F.D.  .. 
.F.D.  ... 
.B.B.B.  .. 
.F.D.  ... 

,  .F.D.  ... 
.F.D.  ... 

.F.D.  ... 
.F.D.  ... 
..B.B.M.  . 
..B.B.B.  . 
..B.B.M.  . 
.B.B.B.  . 
..F.D.  .. 
..F.D.  .. 
..F.D.  .. 
..F.D.  .. 
..F.D.  .. 
..B.B.Bx. 

.  .B.B.Bx. 

.  .B.B.Q 
..B.B.M. 
..F.D,  .. 


.  208  E.  63rd  st.,  Man. 

C-23875. 

.  77-79  Beekman  st.,  Man. 

L.  D,  62340. 

.  Simplicity  Oil  Burner. 

Appliance. 

..181  Willoughby  ave.,  Bklyn. 

Applic.  16136-1924. 

.  235  E.  44th  st.,  Man. 

L.  D.  64002. 

.  377  St.  Paul’s  ave.,  Staten  Isl., 
Rich.  L.  C.  24753. 

.  159-11  Shore  Acres  blvd., 
Whitestone,  L.  I.,  Q. 

Alt.  1061-1922. 

.  24  W.  Cherry  ave..  Flushing,  Q. 

Alt.  1390-1924. 

.  251  Fifth  ave.,  Man. 

L.  D.  3113. 

.  2499  Amsterdam  ave.,  Man. 

Alt.  1562-1924. 

..532-544  Lefferts  ave.,  Bklyn. 

Applic.  16986-1924. 

.  508-518  Park  ave.,  Man. 

N.  B.  445-1924. 
..458  Leonard  st.,  Bklyn. 

Applic.  15884-1924. 

. .  13  W.  30th  st.,  Man. 

L.  D.  61644. 

..  30  Great  Jones  st.,  Man. 

F-63454. 

. .  37-65  Franklin  ave.,  Bklyn. 

L.  D.  59713-59715 
. .  27  Delta  pi.,  Glendale,  Q. 

L.  C.  85468. 
.  421  Crown  st.,  Bklyn. 

Alt.  1726-1923. 
..  331  E.  184th  st.,  Bx. 

N.  B.  2349-1924. 
..341  E.  184th  st.,  Bx. 

N.  B.  2334-1924. 
...S.  E.  C.  Jamaica  ave.  &  175th 
st.,  Q.  N.  B.  13827-1924. 
. .  530  W.  135th  st.,  Man. 

N.  B.  436-1924. 
..  666-672  Hudson  st.,  Man. 

F-63151. 


1191-23-BZ . B.B.M.  ..  425-431  W.  209th  st.,  Man. 

N.  B.  474-1923. 


CODE. 

F.D . Fire  Department 

H.D . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

307-24-BZ. 

APPLICANT — Emil  Guterman,  for  Patrick  Gallagher, 
owner. 

PREMISES — 2565-2575  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  installation  of  a 
gas  selling  station. 


849-24-BZ. 

APPLICANT — John  De  Hart,  for  Secured  Properties 
Corp.  and  Howard  A.  Raymond,  owners. 

PREMISES — 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

891-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Theodore  Roehrs, 
owner. 

PREMISES — ‘North  side  of  East  181st  street,  from'  Folin 
street  to  Tiebout  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance 
.  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

908-24-BZ. 

APPLICANT— William  F.  Doyle,  for  George  W.  Mc- 
Adam,  owner. 

PREMISES— East  side  of  Jerome  avenue,  100  ft.  north 
of  Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


CALENDAR 


BOARD  OF  APPEALS. 

Tuesday,  September  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24- A— 1342  Park  avenue,  Manhattan. 

199-24 -A  332-344  West  44th  street,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23- A— 522  West  159th  street,  Manhattan. 

328- 24-A  153  East  76th  street,  Manhattan. 

329- 24-A— 1900  Crotona  parkway,  The  Bronx. 

640- 24- A  *359  Wales  avenue  and  779  East  142nd  street 

The  Bronx. 

641- 24- A—' 780  St.  Marys  street  (East  143rd  street),  The 

Bronx. 

743-24- A— 221  77th  street,  Brooklyn. 

772-24-A— Northwest  corner  of  Ascan  avenue  and  Russell 
place,  Forest  Hills,  Queens. 

.  81-24-A — 714-716  Atlantic  avenue,  Brooklyn. 

829-24- A — 1600  Broadway,  Manhattan. 

839-24-A— 319-321  Grand  street,  Manhattan. 

851-24-  A— 191  Bay  street,  Tompkinsville,  S.  I.,  Richmond. 

906-24-A — 155  Christopher  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 

one  resolution,  Tuesday  morning,  September  16,  1924,  at  10 

'’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 

ng  matters : 

al.  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 

al.  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

u..  no.  664-24-BZ — Application,  May  14.  1924,  under  the 
building  zone  resolution,  of  William 
A.  Giesen.  architect,  on  behalf  of  Con- 
ford  Realty  Corp.,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  extension  of  a  business  building: 
premises  2500  Grand  Concourse,  north¬ 
east  corner  of  Fordham  road.  The 
Bronx. 

L.  no.  809-24-BZ — Application,  June  16.  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution  ;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan 


'  u  no.  655-24-BZ— Application,  May  12,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  John 
C.  Bolte,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  ex- 
a‘heatre  Gilding;  premises 
383  ‘  White  Plains  avenue,  The  Bronx. 

CAL*  N0'  853-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D 
Cords,  applicant,  on  behalf  of  Mary 
V.  Buehl,  owner,  previously  dismissed 
tor  lack  of  prosecution,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  "and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 


cal.  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue 
Brooklyn.  ’ 

cal.  no.  814-24-BZ— -Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  William 
F  Doyle,  applicant,  on  behalf  of 
Mooney  Realty  Corp.,  owner,  to  per¬ 
mit  m  a  portion  of  a  street  between 
two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  in  which  portion  there  exists 
a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution ; 
premises  312-318  East  26th  street,  Man¬ 
hattan. 


cal.  no.  1373-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  James  P. 
Whiskeman,  architect,  on  behalf  of  H. 
Nelson  McLernon,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  main¬ 
tenance  of  a  motor  vehicle  repair  shop; 
premises  160  West  Fordham  road,  The 
Bronx. 


CAL.  NO.  53-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Queens- 
boro  Investing  Co.,  owner,  previously 
denied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and 
21st  street,  Elmhurst,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  September  16,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 

760-24-A — 1002-12  Grand  street,  Brooklyn. 

775-24- A — 517-519  Academy  street,  L.  I.  City,  Queen*, 
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798-24 

802-24 

804-24 

843-24 

854-24 

1073-23 

627-24 

678-24 


773-24 


933-23 

926-23 

861-23 

867-23 


A — 656  Broadway,  Manhattan. 

A— 15  West  17th  street,  Manhattan. 

A — 30-46  Erasmus  street,  Brooklyn. 

.A— 264  39th  street,  Brooklyn. 

_A — 6-8  East  1st  street,  Manhattan. 

A— 423-425  East  63rd  street,  Manhattan. 

A — 91-93  Lorimer  street,  Brooklyn. 

A — 1237-1239  Broadway  and  504-506  Sixth  avenue, 
Manhattan. 

■  A — 58-62  Third  avenue  and  497  Pacific  street, 
Brooklyn. 

-A— 54  Main  street,  Flushing,  Queens. 

-A — 1495  St.  Nicholas  avenue,  Manhattan. 

. A— 60-62  West  112th  street,  Manhattan. 

_A — 2715  Webster  avenue,  The  Bronx. 


Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  September  23,  1924,  at  2  p.  m. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  16,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

CAL.  no.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

cal.  no.  701-24-BZ— Application,  May  19,  1924  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles ;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bronx. 

cal.*  no.  235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  _  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  597-24-BZ— Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  1 . 
Roe,  aplicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from,  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


886-24-BZ. 


Building  Zone  Cases. 


APPLICANT— Charles  B.  Meyers,  for  Aaron  Miller,  owner. 
PREMISES— Southwest  corner  West  Tremont  avenue  and 
Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


810-24-BZ. 

APPLICANT— Murray  Klein,  for  Rose  Cummins,  owner. 

PREMISES — lieg-ins  Gates  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omission  of  a  rear 
yard  as  required  by  the  zone  resolution. 


1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES— 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


859-24-BZ. 

APPLICANT— James  Kearney,  for  Wm.  Krauss  Garage 
Corp.,  owner. 

PREMISES— 127  West  99th  street,  Mknhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


728-24-BZ. 

APPLICANT— Frank  A.  Spencer,  Jr.,  for  Helen  B.  Peckett, 
owner. 

PREMISES— 2074-2088  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


787-24-BZ. 

APPLICANT— Archibald  J.  McKinny,  for  Andrew  Lewnesi 
and  iM.  K.  Venechanerkay,  owners. 

PREMISES— 345-357  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building,  the  1st  story  to  be  used  tor 
business  purposes. 


cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 


APPLICANT — Abraham  Farber,  for  Samuel  Weissman 


owner. 

PREMISES— 541-51  Warwick  street,  Brooklyn. 
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|  TO  PERMIT  in  a  residence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages  on  a  plot  now 
occupied  by  11  individual  garages,  all  spaces  rented 
to  persons  not  residing  on  the  premises. 

923-24-BZ. 

APPLICANT — Carl  B.  Cali,  for  Henry  J.  Semite. 

Premises — Southwest  corner  Burnside  avenue  and  Davidson 
avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  alteration  and  extension  of  a  busi¬ 
ness  building. 

758-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Pardicak  Realty 
Corp.,  owner. 

PREMISES — 253-257  West  153rd  street,  230-244  West  154th 
street  and  83-97  Macombs  place,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

776-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Joseph  Richman, 
owner. 

PREMISES — 807-817  Caton  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

830-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harry  Berliner, 
owner. 

PREMISES — 79-87  Aberdeen  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

896-24-BZ. 

APPLICANT — W.  L.  Rouse  and  L.  A.  Goldstone,  for  Mur¬ 
ray  Hill  Offices  Corp.,  owner. 

PREMISES — 25-29  East  40th  street  and  279-293  Madison 
avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  a  street  wall  to  exceed  the  height  limit 
required  by  the  building  zone  resolution. 

853-24-BZ. 

APPLICANT — Albert  Hartmann,  owner. 

PREMISS — 6-8  East  1st  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  stable  and  storage 
warehouse  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

874-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Thomas  P.  Graham, 
owner. 

PREMISES — 770-784  Lefferts  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

915-24-BZ. 

APPLICANT — Walter  M.  Mason,  for  The  Wako  Co., 
Ltd.,  owner. 

PREMISES — 18  East  53rd  street,  Manhattan. 

TO  PERMIT  in  a  “business  1J4  times  height  district,” 
the  erection  of  the  street  wall  of  a  building  in  ex¬ 
cess  of  the  prescribed  height  limit  required  by  the 
zone  resolution. 

934-24-BZ. 

APPLICANT — Thomas  W.  Lamb,  for  Lexington  Avenue 
Theatre  and  Realty  Corp.,  owner. 


PREMISES — 1280-1288  Lexington  avenue,  125-131  East 
86th  street  and  124-134  East  87th  street,  Manhat¬ 
tan. 

10  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of  a 
theatre,  store  and  office  building. 

919-24-BZ. 

Di>rw£r^^ames  Kearney,  for  Otto  Hessler,  owner. 

rKr-MISES  Northwest  corner  of  Cooper  avenue  and 
Cypress  Hills  road,  Queens. 

10  1  ERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1 1 91-23-BZ. 

APPLICANT — -Nathan  Langer,  for  Commonwealth  Sav 
ings  Bank,  owner. 

PREMISES— 425-431  West  209th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24- A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

823-24-A — 852-854  Humboldt  street,  Brooklyn. 

890-24-A— 460-462  West  129th  street,  Manhattan. 

905-24-A  135  East  55th  street  and  657-661  Lexington  ave- 

•  nue,  Manhattan. 

1144-23- A — 295  Seventh  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  636-24-BZ — Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  Sarah  Hanlon,  owner, 
Jeannette  Wilson  Metten,  lessee,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  an  exist¬ 
ing  residence  building;  premises  234 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 

cal.  no.  497-23-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  S.  C. 
La  Vine,  Inc.,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
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the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-1586 
Bedford  avenue,  Brooklyn. 

cal.  no.  64-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  332-340 
East  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution ; 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

cal.  no.  764-24-BZ — 'Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John  E. 
Eustis,  applicant,  Edwin  F.  Branning, 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 


Bronx. 

cal.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  1066-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 

ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

cal.  no.  821-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  r . 
Deeves,  applicant,  on  behalf  of  De- 

wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  460-462  West  129th 
street,  Manhattan. 

cal.  no.  714-24-BZ— Application,  May  21,  1924  .under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 

Kalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 

cal.  no.  782-24-BZ— Application,  June  9,  1924  under  the 
building  zone  resolution,  of  William  K. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  23,  1924,  at  2  p.  m. 
Petitions  for  V ariations. 

G04-24-S — 15  East  17th  street,  Manhattan. 

756-24-S — 562  Fifth  avenue,  Manhattan. 

878-24-S— 1205-1213  Broadway,  Manhattan. 

250-24-S — 8  East  23rd  street,  Manhattan. 

914-24-S— 247-263  West  37th  street,  Manhattan. 

917- 24-S — 115-117  West  45th  street,  Manhattan. 

918- 24-S — 45  West  18th  street,  Manhattan. 

920-24-S — 251-259  West  36th  street,  Manhattan. 

924-24 -S — 315  8th  street,  Brooklyn. 

930-24-S— 142-148  West  36th  street,  Manhattan. 
937-24-S— 1351-1365  Broadway,  Manhattan. 

Appliances  Submitted  for  Approval. 

590-24-SA — Film  Inspection  Machine,  approval  of. 
673-24-SA— Samson  No.  76  Break  Glass  Fire  Alarm  Box 
approval  of. 

6-24- S A — 'Universal  Oil  Burner,  approval  of. 
8G0-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  approva 
of.  jj 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil  Pump 
approval  of. 

935-24-SA — Blackmer  Rotary  Pump,  approval  of. 
939-24-SA— Ballard  Super  Domestic  Oil  Burner,  approva 
of. 


BOARD  OF  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

929-24-A — 612  Fifth  avenue,  Manhattan. 

932- 24-A— 11209  St.  Anns  avenue,  Richmond  Hill,  Queen 
734-24- A — 65-67  West  Houston  street,  Manhattan. 
818-24-A — 152-154  Withers  street,  Brooklyn. 

460-24-A — 165  Pine  street,  Brooklyn. 

762- 24-A — 90-92  Beekman  street,  Manhattan. 

763- 24-A — 228  East  122nd  street,  Manhattan. 

834-24-A — 520-528  Broome  street  and  55  Thompson  stree 

Manhattan. 

933- 24-A— 338-342  East  59th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appea 
of  a  public  hearing  under  the  provisions  of  the  buildir 
zone  resolution,  Tuesday  morning,  September  30,  1924,  at 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follov 
ing  matters : 

cal.  no.  655-24-BZ— Application,  May  14,  1924,  under  t! 

building  zone  resolution,  of  Lou 
Schlachtus,  applicant  and  owner, 
permit  in  a  residence  district  the  mai 
tenance  of  a  garage  for  the  storai 
of  two  (2)  pleasure  motor  vehick 
two  (2)  spaces  rented  to  persons  n 
residing  on  the  premises ;  premises  57' 
Twelfth  avenue,  Brooklyn. 

cal.  no.  841-24-BZ — Application,  June  24,  1924,  under  t 
building  zone  resolution,  of  William 
Doyle,  applicant,  on  behalf  of  Til 
Lichtenstein,  owner,  to  permit  in 
business  district  the  erection  and  mai 
tenance  of  a  garage  for  the  stora 
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of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  187th  street, 
The  Bronx. 

cal.  no.  710-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  ll/2  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 

CAL.  NO.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  229-235  East  85th 
street,  Manhattan. 

CAL.  NO.  565-24-BZ — .Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  190-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  William 
F.  Till,  owner,  previously  withdrawn, 
to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2513-2519  Til- 
den  avenue,  Brooklyn. 

cal.  no.  405-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Wester- 
leigh  Building  Loan  and  Savings  As¬ 
sociation,  owner,  previously  denied,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  business  purposes ;  prem¬ 
ises  west  side  of  Jewett  avenue,  11.5 
ft.  south  of  Waters  avenue,  Richmond. 

-Al.  no.  639-24-BZ — Application,  May  8,  1924,  under  the 
building  zone  resolution,  of  William  J. 
Conway,  applicant,  on  behalf  of  John 
Muldoon,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  70-78  West  9th  street,  Brook¬ 
lyn. 


cal.  no.  -37-24-BZ— Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
gebne  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  September  30,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

847- 24-A— 618-620  West  58th  street,  Manhattan. 

848- 24-A— 575  Columbia  street,  Brooklyn. 

857-24-A  S.  W  corner  Firth  avenue  and  Grand  street 
Maspeth,  Queens. 

862- 24- A  8631  127th  street,  Richmond  Hill,  Queens. 

863- 24-A — 712  Broadway,  Manhattan. 

867-24-A — 434  Canal  street,  Manhattan. 

880-24-A  10300-10308  101st  avenue,  Ozone  Park,  Queens. 
884-24- A  22  West  4th  street,  Manhattan. 

894-24-A — 791-793  First  avenue,  Manhattan. 

900- 24-A— 1338-48  62nd  street,  Brooklyn. 

901- 24-A — 135  Broadway,  Manhattan. 

902- 24-A — 234-256  Lott  avenue,  Brooklyn. 

9 10-24- A — 79-81  Forsythe  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queens. 

1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 

308-24-A — 527-531  West  34th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

INOT1CE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Friday  morning,  October  3,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles, 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  816-24-BZ — Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 
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cal.  no.  1514-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 
cal.  NO.  877-24-BZ — Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  ovvner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  7,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

33 1-24- A— 508-534  West  212th  street,  Manhattan. 

911-24-A — 92  Fort  Hill  circle,  New  Brighton,  S.  I.,  Rich¬ 
mond. 

926- 24-A — 23  Grammercy  park,  Manhattan. 

927- 24-A— 153-159  West  27th  street,  Manhattan. 

933-24-A — 338-342  East  59th  street,  Manhattan. 

936-24- A — 155-163  Leonard  street,  Manhattan. 

940-24- A — 127  West  avenue,  Long  Island  City,  Queens. 
943-24-A — 174  Hudson  street,  Manhattan. 

947-24-A— 1522  Inwood  avenue,  The  Bronx. 

951- 24-A — 60  East  191st  street,  The  Bronx. 

952- 24-A— 443  West  21st  street,  Manhattan. 

953- 24-A— 975  Park  place,  Brooklyn. 

954- 24-A— Northwest  corner  West  192nd  street  and  David¬ 

son  avenue,  The  Bronx. 

955- 24-A _ 127  East  54th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  building 
zone  resolution,  Tuesday  morning,  October  7,  1924,  ^  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ed,  April  24,  1924  under  the 

building  zone  resolution  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
Triangle  Realty  Co.,  owner,  to  permit 
in  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution ;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft. 
north  of  200th  street,  The  Bronx. 

cal  NO  836-24-BZ — Application,  June  S3,  1924  under  the 
CAL.  NO.  two  building  zone  resolution,  of  William  F. 


Doyle,  applicant,  on  behalf  of  John  M. 
Horan,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
689-691  Marcy  avenue,  Brooklyn. 

cal.  no.  844-24-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Daniel  San¬ 
toro,  applicant,  on  behalf  of  Antonio 
Massa,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
75  Montgomery  avenue,  Tompkinsville, 
S.  I.,  Richmond.  1 

cal.  no.  922-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

cal  no.  287-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Theo¬ 
dore  Ehrsam,  applicant,  on  behalf  of 
Bayie  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  524  Jackson  avenue, 
The  Bronx.  T 

cal  no.  632-23-BZ— Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  ihomas 
O’Rourke  Gallagher,  applicant,  on  be¬ 
half  of  Antonio  Guigliano,  owner,  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  live 
(5)  motor  vehicles;  premises  1711-1729 
Neptune  avenue,  northeast  corner  of 
West  19th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  7,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

941-24-S— 716-720  Broadway,  Brooklyn. 

946-24-S — 12  East  33rd  street,  Manhattan. 

966- 24-S— 1-13  East  33rd  street,  Manhattan. 

967- 24-S— 1-5  West  45th  street  and  546  Fifth  avenue,  Man¬ 

hattan. 

898.24-S— 128-136  West  31st  street  and  127-133  West  30th 
street,  Manhattan. 

982-24-S— 614-618  West  131st  street,  Manhattan. 

913-24-S — 837  Eleventh  avenue,  Manhattan. 

989-24-S— 20  West  30th  street,  Manhattan. 


FORMS  FOR  NOTICES  TO  property  owners 


,  •  ~~^r  hc  dccircT  copies  for  his  own  conveni-.. 

If  applicants,  under  the  building  zone  resolution  desire  4  property  owners,  he  can  obtain  such  copie, 

copies  of  Form  13 A,  for  notices  to  property  owners,  sue  Tbe  O’Connell  Press,  176  Park  Row,  Manhattan,  at 

forms  are  not  to  be  supplied  by  this  office.  p  m  three  cents  each,  postage  to  be  added  if  the  forms  are 

The  applicant  is  entitled  only  to  one  copy  o!  Form  bv  ^ 

ISA  nrnnerlv  filled  out.  UC  ^ 


1170 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  9,  1924. 

Present :  Chairman  Walsh,  Messrs.  Connell,  Dowd,  Gun¬ 
nison,  Holland,  Kennedy  and  Fire  Chief  Kenlon. 

The  minutes  of  the  special  meeting  of  the  board  of  ap¬ 
peals,  held  on  Friday  morning,  July  25,  1924,  and  the  min- 
utes  of  the  regular  meeting  of  the  board  of  appeals,  held 
on  I  uesday  morning,  July  29,  1924,  were  approved  as  printed 
m  the  Bulletin,  No.  32,  Vol.  IX 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
734-24-A. 


cT^nT^r^^T  Stecher  &  Spelrein  Co.,  Inc.,  owner. 

T^r>  -'i  ^rorn  order  of  fire  commissioner. 

PREMISES  AFFECTED — 65-67  West  Houston  street 
Manhattan. 

APPEARANCES — 


For  Appellant:  Leo  Gimplowitz. 

AC  J  ION  OF  BOARD — Laid  over  to  September  30,  1924, 
on  written  request  of  appellant. 


791-24-A. 

APPELLANT— J.  Auer,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 187  Seminole  avenue  Forest 
Hills,  L.  I.,  Queens. 

APPEARANCES— 


For  Appellant:  James  Kearney. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — /Laid  over  to  October  3,  1924,  at 
10  a.  m.,  on  written  request. 


818-24- A. 

APPELLANT  William  F.  Doyle,  for  Columbia  Color  & 
Chemical  Co.,  Inc.,  lessee. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 152-154  Withers  street,  Brook¬ 
lyn. 

APPEARANCES — * 

For  Appellant :  Martin  J.  Ort. 

AC  flON  OF  BOARD — Laid  over  to  September  30,  1924,  at 
10  a.  m.,  on  request  of  appellant’s  representative. 


1268-23-A. 

APPELLAN  T — Eugene  De  Rosa,  for  Jupiter  Real  Estate 
Corp.,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED1 — 51-9  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m. ;  no  appearances. 


308-24-A. 

APPELLANT — William  C.  Sommerfeld,  for  S.  &  H.  Real¬ 
ties,  Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 527-531  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  C.  Sommerfeld. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m. ;  to  submit  full  set  of  corrected  drawings. 


831-24-A. 


APPELLANT— Graff  Engineering  Corp.,  for  Emil  Caiman 
&  Company,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFEC  TED — 372  Vernon  avenue,  Long  Isl¬ 
and  City,  Queens. 

APPEARANCES— None. 


;^/nOX  Of  BOARD — Appeal  withdrawn. 
THE  VOTE  TO  WITHDRAW— 


Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Gunnison,  Dowd,  Holland  and  Connell  ... 
Negative  . 


Absent:  Fire  Chief  Kenlon 


6 

0 

1 


645-24-A. 

APPELLANT— Oil  Burning  Equipment  Corp,  for  Turner 
Building  Co,  Inc,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

I  REMISES  AFFECTED — 305-325  Ocean  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Samuel  Turner. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 


ACTION  OF  BOARD— Appeal 
THE  VOTE  TO  GRANT— 


denied. 


Affirmative  .  0 

Negative .  Chairman  W alsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Fire  Chief 

Kenlon  .  g 

Absent:  Mr.  Connell .  i 

THE  RESOLUTION : 

(645-24-A) 

Whereas,  Oil  Burning  Equipment  Corp,  for  Turner 
Building  Co,  Inc,  owner,  filed,  May  9,  1924,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire 

commissioner,  affecting  premises  305-325  Ocean  avenue,  Bor¬ 
ough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  88041- 
LC,  dated  April  11,  1924,  reads : 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
m  the  system  until  after  a  permit  has  been  issued  by 
the  Fire  Commissioner.  Plans  for  each  fuel  oil  sys¬ 
tem  shall  be  submitted  to  the  Fire  Commissioner,  to¬ 
gether  with  a  Certificate  of  the  Superintendent  of  Build¬ 
ings  indicating  that  the  proposed  construction  of  the 
enclosure  and  the  location  of  the  tanks  is  in  accord¬ 
ance  with  the  requirements  of  the  Building  Code  and 
these  rules.  Rule  16  &  32. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 
and 


Whereas,  the  building  is  fireproof,  six  stories  in  height, 
185  ft.  by  98  ft.  in  area;  OCCUPIED  as  dwellings;  and 
Whereas,  appellant  contends  the  fuel  oil  installation 
was  made  in  accordance  with  the  rules  adopted  by  the 
board  of  standards  and  appeals  on  November  6,  1919. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


705-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co,  for  Clara  G.  McKenzie,  et  al,  owners. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 398  Madison  street,  Manhattan. 
APPEARANCES— 

F'or  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  depart¬ 
ment^ 
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ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Connell .  1 

THE  RESOLUTION : 

(705-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Go.,  for  Clara  G.  McKenzie,  et  al.,  owners,  filed,  May  19, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  398  Madison 

street,  Manhattan;  and  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  549G6- 
F,  dated  February  25,  1924,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply.” ; 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  91  ft.  in  area;  OCCUPIED  for  the  manu¬ 
facture  and  storage  of  chairs,  15  persons  above  the  1st 

story ;  and  .  , 

Whereas,  appellant  contends  there  is  no  machinery  used 
above  the  1st  story  and  that  all  sawdust  and  shavings  are 
drawn  out  of  the  building  by  a  blower  system  and  kept 
in  a  fireproof  bin  outside  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


712-24- A. 

APPELLANT— William  Clifford,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 430  Seventh  avenue,  Astoria, 
Queens. 

APPEARANCES— 

For  Appellant:  'None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Fire  Chief 

Kenlon  .  ® 

Absent:  Mr.  Connell .  1 

THE  RESOLUTION : 

(712-24-A) 

Whereas,  William  Clifford,  owner,  filed,  May  21,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  430  Seventh  avenue, 
Astoria,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  87771- 
LC,  dated  April  4,  1924,  reads: 

”4.  Provide  a  covering  of  26  U.  S.  gauge  metal  on 
the  plaster  board  ceiling  of  enclosure  used  as  garage 
in  accordance  with  the  resolution  of  the  Board  of  Stand¬ 
ards  &  Appeals. 

“5.  Separate  boiler  room  from  garage  by  an  un¬ 
pierced  wall  of  solid  masonry  at  least  8  inches  in  thick¬ 
ness.  Entrance  to  boiler  room  to  be  from  exterior  of 
garage  only.” ; 

and  ...  . 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  in  height,  20  ft.  by  68  ft.  in  area.  OCCUPIED : 
Basement,  boiler  room  and  garage  for  two  cars ;  dwelling 
above;  and 

Whereas,  appellant  contends  the  fire  department  orders 
do  not  affect  this  type  of  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


736-24- A. 

APPELLANT — Broadway  Realty  Company,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 5-11  Broadway  and  5-11  Green-  . 

wich  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  H.  Haig. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Connell  .  1 

THE  RESOLUTION : 


(736-24-A) 

Whereas,  Broadway  Realty  Co.,  owner,  filed,  May  27, 
1924,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  5-11  Broad¬ 
way  and  5-11  Greenwich  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  1094-22,  dated  September  25,  1923,  reads : 

“1.  Not  more  than  one  tank  will  be  permitted  in  any 
single  enclosure  as  per  Rule  No.  6. 

“2.  All  connections  must  be  at  top  of  tank  except 
for  a  clean  out  plug  at  bottom.”; 

and 

Whereas,  the  building  is  fireproof,  22  stories  and  base¬ 
ment  in  height,  162  ft.  by  170  ft.  in  area;  OCCUPIED 
as  office  building;  in  the  basement  of  the  building  there 
are  three  5,000  gallon  pressure  and  discharge  tanks  which 
were  part  of  the  former  hydraulic  elevator  system.  It  is 
proposed  to  use  these  tanks  for  the  storage  of  fuel  oil; 
and 

Whereas,  appellant  contends  these  tanks  are  unusually 
strongly  constructed  and  recently  have  been  tested  to  with¬ 
stand  a  hydraulic  test  of  100  pounds  per  square  inch. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1,  on  condition  that  the  tanks  shall 
be  encased  in  cement  concrete  and  that  the  entire  battery 
of  tanks  shall  be  enclosed  with  reinforced  concrete  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and 
appeals ;  granted  as  to  Item  2,  only  so  far  as  it  affects  one 
draw-off  line,  on  condition  that  the  outlet  of  same  shall  be 
above  the  heads  of  tanks  and  that  the  installation  shall 
comply  with  the  fuel  oil  rules  in  all  other  respects. 


739-24- A. 


APPELLANT — Carrere  and  Hastings,  Shreve  and  Lamb, 
for  Standard  Oil  Company,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 26  Broadway,  Manhattan. 
APPEARANCES— 


For  Appellant:  F.  W.  L.  Bolton  and  W.  V.  Collins. 
For  Administration:  Inspector  Maher  of  fire  depart¬ 
ment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION : 


7 

0 

0 


(739-24-A) 

Whereas.  Carrere  &  Hastings,  Shreve  &  Lamb,  for 
Standard  Oil  Co.,  owner,  filed,  May  28,  1924,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  26  Broadway,  Borough  of 
Manhattan:  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  55214- 
h,  dated  Pebruary  28,  1924,  reads: 

1*  Kepair  an(l  place  the  standpipe  system  in  proper 

order  and  comply  with  the  following _ 

“A.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tanks  to  be 
so  elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level. 

B.  Provide  pressure  reducing  or  pressure  regulating 
valves  m  standpipe  riser,  so  located  that  the  maximum 
pressure  at  outlets  is  not  more  than  80  lbs.  to  the  square 
inch  as  per  Rule  35  of  rules  of  standpipe  (Fire  lines) 
as,.^d°Pned  the  Board  of  Standards  and  Appeals. 
i  l  Brovide  75  feet  of  2 1/2  inch  approved  hose  in  two 
lengths,  one  50  feet  and  one  25  feet,  at  outlets  of  stand¬ 
pipe  on  all  stories  where  hose  exceeds  50  feet  in 
lengths.  : 
and 

\\  hereas,  the  building  is  fireproof,  15  stories  and  pent 
house  in  height;  OCCUPIED  as  an  office  building,  approxi¬ 
mately  100  persons  per  story ;  and 

Whereas,  appellant  contends  the  existing  standpipe  sys¬ 
tem  is  in  good  working  order,  and  requests  the  orders  be 
held  in  abeyance  until  such  time  as  extensive  alterations 
shall  be  made  m  this  building,  which  changes  will  incorpo¬ 
rate  a  new  standpipe  system. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal,  as  to  Item  l-a  be 
and  it  hereby  is  granted,  so  far  as  it  affects  the  height  of 
tank,  on  condition  that  the  bottom  of  tank  shall  be  main¬ 
tained  not  less  than  18  ft.  above  the  highest  outlet  of  the 
top  story  and  shall  comply  with  the  rules  in  all  other 
respects  ;  that  the  appeal  as  it  relates  to  Items  1-b  and  1-c 
De  and  it  hereby  is  denied; 

Resolved,  further,  that  consideration  is  granted  on  entire 
order,  on  condition  that  an  approved  standpipe  equipment 
m  accordance  with  the  rules  of  the  board  of  standards  and 
appeals,  shall  be  installed  and  completed  within  one  year. 

870-24-A. 

APPELLANT— R  M.  Burkhalter,  for  Broadway  Central 
Securities  Corp.,  lessee. 

SUBJECT— Appeal  fr0m  decision  of  superintendent  of 

PREMISES  AFFECTED— 1658  Broadway,  Manhattan 
APPEARANCES— 

For  Appellant :  John  Caldwell  Meyers,  Ralph  M 
Burkhalter  and  A.  Beck. 

For  Administration:  None. 

ACTION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Kennedy  .  1 

Negative:  Chairman  Walsh,  Messrs.  Dowd,'  Gun¬ 
nison,  Holland  and  Fire  Chief  Kenlon  ...  5 

Absent :  Mr.  Connell  . 

THE  RESOLUTION : 

Whereas  R  M.  Burkhalter,  for  Henry  R.  Taylor,  et  al. 
owners,  filed,  June  28,  1924,  an  appeal,  with  the  board  of 
•PpeasL  fr.?m  a  dec.lslon  of  the  superintendent  of  build- 

165,8  Broadway,  Manhattan;  and 
•  '  hereas,  the  decision  of  the  superintendent  of  build¬ 

ings,  rendered  June  4,  1924,  reads: 

“This  amendment  is  disapproved  with  the  following 
objection  repeated: 

“This  building  exceeds  the  height  limit  for  non- 
fireproof  constructmn  and  may  not  be  increased  in 
height.  Reconsideraiton  denied  ”  • 

and 

heffihtERinn'  J?®  ,bI/iIding  ,is  non-fireproof,  seven  stories  in 

OrrTTPT2nft  &/2i  m‘  166  ft  3  3/16  in-  in  area; 
OCCUPmD  as  a  dance  hall,  offices,  bowling  alleys,  etc  • 

proposed  occupancy  to  be  75  persons  per  story,  except  in 


dance  hall;  it  is  proposed  to  erect  on  the  roof  a  pent 
house  73 y2  ft.  by  99  ft.  11  in.  in  area  (12  ft.  in  height), 
to  be  occupied  as  a  bowling  alley,  enclosure  walls  to  be 
ot  brick  and  steel  and  the  roof  to  be  of  wood  beams  cov¬ 
ered  with  tar  and  gravel,  this  pent  house  to  be  located  in 
the  trout  ot  the  building;  the  means  of  EGRESS  to  be 

andlleCted  d‘reCtly  to  the  existing  exits  of  the  building; 

\\  hereas,  appellant  contends  that  the  proposed  struc¬ 
ture  will  occupy  the  portion  of  the  roof  now  used  as  a 
running  track  and  that  the  area  occupied  by  the  pent  house 
will  be  43  per  cent  of  the  area  of  the  structure. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and 
it  hereby  is  denied. 


BUILDING  ZONE  CASES. 

378-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Hesu  Realty  Co 
Inc.,  owner.  ’ 

SUBJECT- Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  vehicles. 

I  REMISES  AFFECTED — 1101-1109  Union  avenue,  The 
Bronx. 

APPEARANCES— 

Por  Applicant:  Morris  Heller  and  Walter  Dunni¬ 
gan. 

a  ^rBlur  G.  Basch  and  others. 

AC  I IOIN  OF  BOARD — Laid  over  to  October  28,  1924,  at 
10  a.  m.,  on  request  of  objectors’  representative. 

444-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Robinhood  Realty 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  the  erection  and  maintenance 
of  garage  for  storage  of  more  than  five  motor  ve¬ 
hicles. 

1  REMISES  AFFECTED — 229-235  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition:  Martin  Greenfield. 

ACT  ION  OF  BOARD — Laid  over  to  September  30,  1924, 
at  10  a.  m.,  on  request  of  applicant’s  representative. 

81G-24-BZ. 

APPLICANT  M.  A.  Cantor,  for  Degraw  Amusement  Co., 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  building  used  for  the¬ 
atre  and  store  purposes. 

PREMISES  AFFECTED — 799-805  Washington  avenue- 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  J.  Walker. 

For  Opposition:  F  J.  Faulhaber,  Mrs.  James  M. 

ACTION  o?5niDSh{  Kenyon,  Edward  F.  Korkus. 

AC  I  ION  OF  BOARD — Laid  over  to  October  3  1904  at 

of  board  f°r  inspeCtion  and  report  hy  a  committee 


565-24-BZ. 

subtectN A^?hcJ'  r)Tniga,n’  ■  -r  J-  M-  Flavin’  owner- 

SUBJECT— Application  (re:  decision  of  superintendent 

of  buildings)  to  permit  in  a  business  district  the 

erection  and  maintenance  of  a  garage  for  the  stor- 

PR FM T Sfc  0Ar?prTrn  five  ^  motor  vehicles. 
PREM'SLS^^AFFECTED— 341-343  St  Niche, as  avenue, 
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APPEARANCES— 

For  Applicant:  Walter  Dunmgan. 

For  Opposition:  James  P.  Emerick  and  others. 
ACTION  OF  BOARD— Laid  over  to  September  30,  1924, 
at  10  a.  m.,  for  final  disposition,  on  request  of  ap¬ 
plicant’s  representative. 


APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner.  .  .  , 

SUBJECT— Application  for  reopening  (re :_ decision  ol  su- 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED— 1146-58  East  New  York  ave¬ 


nue,  Brooklyn. 

APPEARANCES—  ,  .  _  .  „ 

For  Applicant:  Edward  P.  Doyle  and  John  H.  Mc- 

Cooey,  Jr. 

For  Opposition:  Stanley  S.  Smith,  John  B.  John¬ 


son  and  others. 

ACTION  OF  BOARD— Laid  over  to  September  30,  1924,  at 
10  a.  m.,  for  final  disposition,  on  request  of  appli¬ 
cant. 


APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Walter  Dunmgan. 

For  Opposition:  J.  Silverstein. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative,  all 
parties  entitled  to  receive  notice  to  be  notified  by 
applicant’s  representative. 


1514-23-BZ. 

APPLICANT— Morris  Saskowitz,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
extension  and  change  of  occupancy  of  the  2nd,  3rd 
and  4th  stories  from  storage  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 75  First  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  Edward  Robinson. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 


877-24-BZ. 

APPLICANT— Eugene  De  Rosa,  for  Flatbush  Associates, 
Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used  for  stores  and 
theatre  purposes. 

PREMISES  AFFECTED— 2101-2121  Church  avenue 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Alexander  J.  McManus. 

For  Opposition :  Arthur  L.  Burchell  and  A.  R. 

Kelegrew. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m.,  on  request  of  applicant’s  representative. 

1137-22-BZ 

APPLICANT — Martin  James  Fielder,  for  Tillie  S.  Feld¬ 
man,  owner. 


SUBJECT— Application  for  reopening  (re:  decision  of  fire 
commissioner)  to  permit  in  a  business  district  the 
erection  of  an  oil-selling  station. 

PREMISES  AFFECTED— South  side  of  Buel  avenue, 
1,030  ft.  east  of  Richmond  road,  Richmond. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  application  laid 
over  to  September  30,  1924,  at  10  a.  m. 


361-24-BZ. 

APPLICANT— Morgan  M.  O’Brien,  for  Henry  Grupe, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 471-473  Southern  boulevard, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  Morgan  M.  O’Brien,  Henry  Grupe. 
For  Opposition:  Frank  Oliver,  Theodore  Kaufer, 
Mary  Broughal,  Bessie  Gerhardt,  Lena  Broceia, 
Annie  Kornreich,  Rebecca  Arnof,  Paul  Nash,] 
Fannie  Abend. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Kennedy .  1 

Negative:  Chairman  Walsh,  Messrs.  Connell, 

Dowd,  Holland  and  Gunnison  .  5 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(361-24-BZ) 

Whereas,  Morgan  M.  O’Brien,  for  Henry  Grupe,  owner, 
filed,  March  10,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than, 
five  motor  vehicles ;  premises  471-473  Southern  boulevard 
Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  by 
the  'board  of  appeals,  at  its  regular  meeting,  September  9 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  th( 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Southern  boulevard,  Tintoi 
avenue  and  147th  street  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings; 
rendered  February  20,  1924,  in  acting  on  iN.  B.  Application 
No.  342-24,  reads : 

“Erection  of  proposed  garage  for  the  storage  of  mon 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.” ;  j 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproo 
construction,  one  story  in  height,  with  a  frontage  of  60.2 
ft.  and  a  depth  of  133  ft.,  irregular;  to  be  occupied  as 
garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  the  board  deemed  that  the  invasion  of  the  busi 
ness  district  by  a  garage  at  this  location  should  not  be  per-j 
mitted  owing  to  the  proximity  of  the  unrestricted  distric 
Resolved,  that  the  decision  of  the  superintendent  of  build; 
ings  be  and  it  hereby  is  affirmed,  and  the  application  b 
and  it  hereby  is  denied. 


525-24-BZ. 

APPLICANT — Emil  Guterman,  for  Joseph  Schmidt  an 
Edward  J.  Kissel,  owners. 

SUBJECT — Application  (re:  decision  of  superintendei 
of  buildings)  to  permit  in  a  business  district  th 
erection  and  maintenance  of  a  garage  for  the  stoi 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 28-34  Newtown  avenue,  Astori 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  Martin  Neuman. 
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ACTION'  01*  BOARD — Application  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

I  (525-24-BZ) 

Whereas,  Emil  Guterman,  for  Jos.  Schmidt  and  Edw. 
Kissel,  owners,  filed,  April  11,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles ;  premises  28-34  New¬ 
town  avenue,  Astoria,  Borough  of  Queens;  and 

\Y  hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  apepals,  at  its  regular  meeting,  September  9, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Newtown  avenue,  John  street 
and  Ely  avenue  are  business  districts;  and 
rendered  March  13,  1924,  in  acting  on  ,N.  B.  App.  No  3455- 
24,  reads: 

Whereas,  the  decision  of  the  superintendent  of  buildin°s 
rendered  March  13,  1924,  in  acting  on  N.  B.  App.  No’ 
3455-24,  reads : 

The  erection  of  a  public  garage  in  a  business  dis- 
trict  is  contrary  to  Art.  II,  Sec.  4,  Zone  Resolution  ”  • 

and  ’ 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  79 
It.  3j4  m.  and  a  depth  of  111  ft.  6%  in. ;  to  be  occupied 
as  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  85  per  cent  of  the  property  front- 
age  deemed  by  the  hoard  to  be  affected. 

;  Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
ot  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  in  view  of  more  than  80  per  cent 
consents  filed,  on  condition  that  the  structure  be  limited  in 
heignt  to  a  one-story  ‘building  above  grade ;  that  the  west¬ 
erly  gable  wall  shall  be  unpierced  throughout  its  entire 
height  and  length;  that  the  vehicular  entrances  shall  be  re¬ 
stricted  to  the  Newtown  avenue  front;  that  any  openings 
on  the  Ely  avenue  and  John  street  fronts  shall  be  restricted 
to  windows  the  sills  of  which  shall  be  not  less  than  6  ft 
above  grade;  that  there  shall  be  not  more  than  one  door 
!lpen1in?,J.n  the  ,E1y  avenue  front,  at  the  extreme  rear  of 
the  building,  and  not  exceeding  a  width  of  3  ft.  8  in  •  that 
the  front  elevations  on  Newtown  avenue,  Ely  avenue’  and 
John  street  shall  be  faced  with  front  brick  and  architec¬ 
tural  terra  cotta  or  stone  trimmings; 

Resolved,  further,  that  all  permits  necessary  for  the  prose- 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


534-24-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Anna  V.  Wing 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
Dn.,lr,5e  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 484-490  Sterling  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  M.  Adelsohn,  Mr.  Wing. 
.  P°r  Opposition:  Lillian  Harrison. 

OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Ain i  mative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison,  Holland  and  Connell _ ’  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  i 

THE  RESOLUTION: 

(534-24-BZ) 

Whereas,  Edward  Adelsohn,  for  Anna  V.  Wing,  owner, 
filed  April  14,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  484-90  Sterling  place,  Brooklyn; 

Whereas  a  public  hearing  was  held  on  this  application  by 

iQO/i  °a/.d  °5  appeals>  at  lts  regular  meeting,  September  9, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
board  of  Standards  and  Appeals;  and 
\\  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sterling  place,  Washington 
Hvenue  and  C  lasson  avenue  are  business  districts ;  and 
Whereas  the  decision  of  the  superintendent  of  buildings 

reads r6<^  ^arC  1  19,  1924>  *n  acting  on  App.  No.  5235-24’ 

“Proposed  garage  for  more  than  five  motor  vehicles 
n]  a  business  district  is  contrary  to  Art.  II,  Sec.  4a 
of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  75 
ft.  and  a  depth  of  131  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and 
Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  budding  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  not  exceed  one  story  in  height  above  grade-  that 
the  rear  and  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length,  other  than  one  opening,  not  ex¬ 
ceeding  3  it.  8  in.  in  width,  opening  on  or  to  property  in 
the  same  ownership  and  to  be  maintained  exclusively  for 
emergency  egress;  that  the  front  elevation  shall  be  finished 
m  face  brick,  with  architectural  terra  cotta  or  stone  trim¬ 
mings,  laid  up  m  panel,  design;  that  the  exterior  of  the 
free  standing  rear  and  gable  walls  shall  be  finished  with 
lght  colored  brick ;  that  there  shall  be  no  display  or  adver¬ 
tising  sign  erected  or  maintained  on  the  roof  of  this  struc¬ 
ture  ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 

691-24-BZ. 

APPLICANT— Emil  Guterman,  for  Frank  Hoffman,  owner. 
SUBJECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
ot  a  garage  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle  used  for  business  pur¬ 
poses. 

PREMISES  AFFECTED  9023  218th  place,  Hollis, 

Borough  of  Queens. 

APPEARANCES— 

For  Applicant,  Emil  Guterman. 

For  Opposition:  None. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 

Dowd,  Gunnison  and  Connell .  0 

Negative .  . 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  !!.".*  2 
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THE  RESOLUTION : 

(691-24-BZ) 

Whereas,  Emil  Guterman,  for  Frank  Hoffman,  owner, 
filed  May  16,  1924,  an  application,  under  the  building  zone 
resolution  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  one  pleasure  and  one  com¬ 
mercial  motor  vehicle,  used  in  conjunction  with  owners 
business,  premises  9023  218th  place,  Hollis,  Borough  of 

^  Whereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  regular  meeting,  September  9, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  218th  place  and  90th  avenue 
are  residence  districts  and  91st  avenue  is  a  business  dis¬ 
trict;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
23,  1924,  Order  No.  85261-LC,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
are  kept  motor  vehicles  that  are  used  for  business  pur¬ 
poses. 

“This  order  is  issued  for  the  reason  that  the  main¬ 
tenance  of  the  use  or  occupancy  referred  to  above  is 
a  violation  of  the  building  zone  resolution  adopted  on 
July  25,  1916,  by  the  Board  of  Estimate  and  Appor¬ 
tionment.  The  premises  affected  by  this  order  located 
in  a  portion  of  the  City  designated  by  said  resolution 
as  a  residential  district.” ; 

and  .  ,  .  ^ 

Whereas,  the  existing  building  is  of  frame  constiuction, 

one  story  in  height  with  a  frontage  of  17  ft.  and  a  depth 
of  18  ft.;  occupied  as  a  garage  for  two  motor  vehicles, 
one  a  .light  truck  used  by  the  owner  in  his  carpenter’s  busi¬ 
ness  ;  and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  maintaining  his  business 
truck  on  the  premises. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted,  for  a  period  of  two  years 
from  the  date  of  this  action,  permitting  the  storage  and 
maintenance  on  the  premises  of  one  small  open  body  com¬ 
mercial  car,  the  property  of  the  owner  of  the  premises,  and 
used  in  the  conduct  of  his  business. 


558-24-BZ. 

APPLICANT — A.  1.  Nova,  for  Frederick  W.  Schauf, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  in  height  of  an  existing 
garage  for  the  storage  of  more  than  five  motor  ve- 
hides. 

PREMISES  AFFECTED — 21-23  Lenox  road,  Brooklyn. 
APPEARANCES— 

For  Applicant :  A.  I.  Nova. 

For  Opposition :  George  C.  Lay,  John  H.  Sand, 


Henry  Kattelman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  ....  6 

Absent :  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(558-24-BZ) 


Whereas,  A.  I.  Nova,  for  Frederick  W.  Schauf,  owner, 
filed,  April  21,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  extension  in  height  of  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  motor  vehicles ;  premises  21-23  Lenox 
road,  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application  b; 
the  board  of  appeals,  at  its  regular  meeting,  September  t 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  th 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  Lenox  road  and  Clarkso 
avenue  are  residence  districts  and  Flatbush  avenue  is  a  busi 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building: 
rendered  April  8,  1924,  in  acting  on  App.  No.  21319-2; 
reads : 

“Denied.  Proposition  contrary  to  the  Zone  Resolu 
tion,  Art.  II,  Sec.  6.  Enlarging  a  public  garage  fo 
more  than  five  motor  vehicles  in  a  residence  district.” 

and 

Whereas,  it  is  proposed  to  alter  an  existing  building  c 
noil-fireproof  construction,  one  story  in  height,  with  a  front 
age  of  125  ft.  and  a  depth  of  165  ft.  5 J4  in.,  irregular,  lc 
cated  on  an  interior  lot  and  occupied  as  a  garage  for  mor 
than  five  motor  vehicles  by  adding  an  additional  story  an 
making  the  entire  structure  fireproof;  and 

Whereas,  applicant  failed  to  substantiate  the  basis  of  h 
application  under  section  7-A  and  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  builc 
ings  be  and  it  hereby  is  affirmed,  and  that  the  applicatic 
be  and  it  hereby  is  denied. 


363-24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Katherir 
J  ackson,  owner. 

SUBJECT — Application  (re:  decision  of  superintendei 
of  buildings)  to  permit  in  a  business  district  tl 
erection  and  maintenance  of  a  garage  for  the  stoi 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2256-2272  Jerome  avenue,  Tl 
Bronx. 

APPEARANCES— 

For  Applicant:  John  De  Hart. 

For  Opposition :  William  B.  De  Lacey  and  Re 
Richard  Cushing. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  .... 

Absent :  Fire  Chief  Kenlon . 

THE  RESOLUTION : 

(363-24-BZ) 

Whereas,  John  De  Hart,  for  Estate  of  Katherine  Jacl 
son,  owner,  filed,  March  10,  1924,  an  application,  und< 
the  building  zone  resolution,  to  permit  in  a  business  di 
trict  the  erection  and  maintenance  of  a  garage  for  the  sto. 
age  of  more  than  five  motor  vehicles;  premises  2256-22'. 
Jerome  avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application  1 
the  board  of  appeals,  at  its  regular  meeting,  September 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  tl 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  buil 
ing  zone  resolution  show  that  Jerome  avenue  and  East  181 
street  are  business  districts  and  Walton  avenue  is  a  residen 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  February  29,  1924,  in  acting  on  N.  B.  App.  N 
512-24,  reads : 

“Erection  of  proposed  garage  for  storage  of  mo 
than  five  motor  vehicles  in  business  district  is  contra 
to  provisions  of  Building  Zone  Resolution.”; 
and  JK  J 

Whereas,  the  proposed  building  is  to  be  of  non-firepro 
construction,  two  stories  in  height,  with  a  frontage  of  1 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  f 
more  than  five  motor  vehicles ;  and 
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Whereas,  applicant  failed  to  substantiate  the  basis  of 
Ins  application  under  section  20,  and  the  board  deemed 
that  the  invasion  of  the  easterly  side  of  Jerome  avenue 
tor  garage  uses  would  be  detrimental  to  surrounding  prop- 

Resohed,  that  the  decision  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  affirmed,  and  that  the  application 
ie  and  it  hereby  is  denied. 


S95-24-BZ. 

APPLICANT  Philip  J.  Sinnott,  for  Sadie  Wynne,  owner. 
iUB J KCT— Application  (re:  decision  of  superintendent 
ot  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  vehicles,  previ¬ 
ously  heard  by  the  board  under  Cal.  1205-22-BZ 

’REMISES  AFFECTED — 25S4-2540  Amsterdam  avenue 
Manhattan. 

APPEARANCES— 

F°r  Aj)PoCtnt:  S'  y*  Gardner-  Philip  J.  Sinnott 
and  Robert  C.  Spence. 

For  Opposition:  Max  Shlivek,  Herman  Bellmer 

O’Neill,  Josephine  L.  Pick, 
Plla  Balfour,  Harry  Horowitz  and  Aaron  h’ 
Schwartz. 

CTION  Ob’  BOARD— Application  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  .  ^ 

Negative;  Chairman  Waish,  Messrs’.’ Kennedy 
Dowd,  Gunnison,  Holland  and  Connell  ’  6 
Absent :  Fire  Chief  Kenlon .  ' '  J 

THE  RESOLUTION: 

(695-24-BZ) 

Whereas  Philip  J.  Sinnott,  for  Sadie  Wvnne,  owner 
ed  May  19,  1924,  an  application,  under  the  building  zone 
:!?  “ti°n,  t0  Permit  in  a  business  district  the  erection  and 
untenance  of  a  garage  for  the  storage  of  more  than  five 

Vn  Lnfoo  Previ0.usIy  heard  by  the  board  under 
120o_22'BZ.  premises  2534-40  Amsterdam  avenue, 
rtheast  corner  of  West  186th  street,  Manhattan;  and 

WhereaS  a  public  hearing  was  held  on  this  application  by 
;*)0aJfd  °,f  aPPeals-  f  ^s  regular  meeting,  September  9, 
VU(erC4due,  njt'ce  by  publication  in  the  Bulletin  of  the 
iard  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 
,  zone  resolution  show  that  Amsterdam  avenue  is  a  busi¬ 
es  district,  West  186th  street  and  West  187th  street  are 
udence  districts ;  and 

aS’  X  declS1’01?  of  f'he  -superintendent  of  buildings 
idered  April  4,  1924,  in  acting  on  N.  B.  App.  No.  213-24, 

A  P“bl,ic  for  more  than  five  cars  may 

not  be  erected  within  a  business  district,  Section  4 
l  Building  Zone  Resolution.”;  ’ 

S^f-AS’  X  pr°P°?ed  building  is  to  be  of  non-fireproof 

>ntage  of  loT?  /t  '!  a2d  taSefment  in  height,  with  a 
ntage  of  J07.5  ft.  and  a  depth  of  1 00  ft.;  to  be  occupied 

a  garage  for  more  than  five  motor  vehicles;  and 

applicant  failed  to  substantiate  the  basis  of  his 
mcation  under  section  7,  subdivision  E,  and  section  20. 

sX  ,^t-1Ialthe,de-isio2-of  the  superintendent  of  build- 

«-  hta* “*  ,hat  lh'  a™'ic3li»" 


a  gaiage  for  the  storage  of  two  (2)  pleasure  motor 
vehicles,  two  spaces  xented  to  persons  not  residing 
on  the  premises. 

I  REMISES  AFFECTED — 165  Pine  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  John  C.  Hoffman. 

For  Opposition:  None. 

AC  I  ION  Ob'  BOARD — Application  denied 
THE  VOTE  TO  GRANT- 

Affirmative  .  ^ 

Negative:  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland  and  Connell  ’  6 
Absent :  Fire  Chief  Kenlon . ]  ’ '  ]  x 

TFIE  RESOLUTION: 

(461-24-BZ) 

Whereas  John  C.  Hoffman,  for  Margaret  Hoffman 
vuier,  filed,  March  29,  1924,  an  application,  under  the  build- 
'  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  storage  of  two  (2)  pleasure 
motor  vehicles,  two  spaces  rented  to  persons  not  Residing 
on  the  premises ;  premises  165  Pine  street,  Brooklyn ;  and 
Whereas  a  public  hearing  was  held  on  this  application 

9  19^Vlafmr°dnaPPerS'  u  ltS  ,rf-gU,?r  meetin^>  September 
P  ’  afteJ  due  ?<*«*  by  Publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

■  Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Pine  street  is  a  residence 
district,  Fulton  street  is  a  business  district  and  Atlantic  ave¬ 
nue  is  an  unrestricted  district ;  and 

Whereas,  the  order  of  the  fire  commissioner  dated 
February  28^1924,  Order  No.  86724-LC,  reads:  ’ 

are1 kenT  m,aintenance  of  a  garage  in  which 

are  kept  motor  vehicles  that  are  not  the  property  of  ner- 
sons  residing  in  a  dwelling  on  the  same  lot  ”  • 
and  ‘  ’ 

.5HEREAAthe  lbuiIdinf  is  of  frame  construction  two 
stories  and  basement  in  height,  with  a  frontage  of  20  ft 

f,  rear  Iff  1  °f  5°  :  ?cl"’ied  35  3  L  two  cars 

in  rear  of  basement  and  as  a  dwelling  above,  space  for 

cars  being  rented  to  persons  not  residing  on  the  premises  ; 

Whereas  the  board  deemed  that  the  invasion  of  this  resi¬ 
dence  district  by  commercial  uses  should  not  be  permitted 
I  X  tha£. he  order  of  the  fire  commissioner  be  and 

VSyt  dl?fimed-  ^  ‘ha*  'he  aW>licati°"  be  3"d 


-24-BZ. 

PLI(  ant— John  C.  Hoffman,  for  Margaret  B.  Hoff- 
man,  owner. 

JECT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 


1191-23-BZ. 

APPLICANT— Nathan  Langer,  for  Commonwealth  Sav 
mgs  Bank,  owner. 

SUB  JECT— Application  for  reopening  (re:  decision  of  su 
perintendent  of  buildings)  to  permit  in  a  residenc 
district  the  erection  and  maintenance  of  a  garag 
for  the  storage  of  more  than  five  (5)  motor  ve 
hides. 

PREMISES  AFFECTED  425-431  West  209th  street,  Man 
nattan. 

APPEARANCES— None. 

ACT  ION  OF  BOARD— Chairman  read  request  to  reopen 
Reopened  to  amend  to  section  7-g,  and  area  to  b« 

fixed.  Set  for  calendar  call  September  23  1924 
at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland  and  Connell  ’  t 
Negative  .  .  ' 

Absent:  Fire  Chief  Kenlon’!!!!!!’ . 


Adjourned  3  p.  m. 


William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  9,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell,  Fire  Chief  Kenlon,  Superintendents 
Reville,  Moore,  McDermott  and  Chief  Inspector  \\  ilkinson. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  July  29  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  32,  Vol.  IX. 


and 


PETITIONS  FOR  VARIATIONS. 

PETITIONER — Cross  &  Brown  Company,  for  L.  Miller  & 

Sons,  Inc.,  owner.  ......  , 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  ot 
superintendent  of  buildings. 

PREMISES  AFFECTED — 562  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  A.  J.  Courtney. 

ACTION  OF  BOARD — Laid  over  to  September  23,  19-4,  at 
2  p.  m.,  on  request  of  petitioner. 


878-24-S. 

PETITIONER— Thomas  B.  Leahy,  for  1209  Broadway 
Realty  Corp.,  owner.  .  .  . 

SUBJECT _ Variation  of  labor  law  as  cited  in  decision  ot 

superintendent  of  buildings.  , 

PREMISES  AFFECTED— 1205-1213  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Thomas  B.  Leahy. 

ACTION  OF  BOARD— Laid  over  to  September  23,  1924,  at 
2  p.  m.,  on  request  of  petitioner. 


to  adjoining  buildings,  but  further  requires  that  there 
shall  be  a  fixed  iron  ladder  through  a  scuttle  to  the 
roof,  a  gooseneck  ladder  from  an  outside  stairway  or 
fire  escape,  or  other  suitable  means  of  reaching  the 
roof.”; 


Whereas,  the  building  is  non-fireproof,  three  stoires  in 
height,  25  ft.  by  30  ft.  in  area.  OCCUPIED  as  follows: 
1st  story,  knitting  machines,  2  persons ;  2nd  story,  factory, 
15  persons;  3rd  story,  factory,  7  persons.  EXITS:  An 
interior  wooden  stairway  extending  from  the  1st  story  to 
the  top  story,  enclosed  in  wooden  partitions  with  wooden 
doors  at  the  openings;  a  fire  escape  on  the  front  of  the 
building,  with  drop  ladder  to  street,  with  non-fireproof  win¬ 
dows  along  the  course  thereof;  ROOFS  of  adjoining  build¬ 
ings  are  two  stories  lower. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  a  counterbalanced  drop 
ladder  in  guides  shall  be  provided  from  2nd  story  balcony 
to  street  and  that  the  windows  on  the  course  of  the  fire 
escape  in  the  2nd  story  shall  be  made  fireproof;  grantee 
as  to  Item  No.  2  on  condition  that  fixed  double  rung  iror 
ladder  shall  be  provided  irom  the  top  story  hall  to  a  scuttle 
in  the  roof  and  that  a  gooseneck  ladder  shall  be  providec 
from  the  top  story  fire  escape  balcony  to  roof  and  thai 
the  occupancy  of  the  top  story  shall  not  exceed  seven  (7) 
persons. 


767-24-S.  ,  _ 

PETITIONER— Shirr  Realty  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  ot 
fire  commissioner.  „ 

PREMISES  AFFECTED— 11  Tompkins  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  Charles  Schirrmeister. 

For  Administration  :  Inspector  Maher  of  fire  depart- 
partment. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE _ _ 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Moore,  McDermott  and  Chief  Inspector 
Wilkinson  .  ^ 

Negative  . . . v. . TV . j 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Brady  .  2 

THE  RESOLUTION: 

(767-24-S) 

Whereas,  Shirr  Realty  Corporation,  owner,  filed,  June 
4  1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  piem-- 
ises  11  Tompkins  avenue,  Brooklyn;  and  _ 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
8  1924,  in  acting  on  Order  No.  59339-LD,  reads: 

“1.  Arrange  the  fire  escapes  on  west  side  of  building 
and  the  openings  leading  thereto  *  *  *■ 

“NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  Windows  on  course  not  fireproof, 
self-closing.  No  stairway  connecting  balconies.  No 
stairway  from  balcony  2nd  story  to  ground. 

“2.  Provide  suitable  means  of  reaching  the  roof,  as 
per  a  resolution  of  the  Board  of  Appeals  adopted  April 
10,  1917.  This  resolution  provides  that  the  requirement 
for  extension  of  stairways  to  the  roof  will  be  waived 
in  cases  where  no  safe  egress  can  be  had  from  the  roof 


797-24-S. 

PETITIONER — Croker  National  Fire  Prevention  En 
gineering  Co.,  for  Ehrick  K.  Rossiter,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  o 
fire  commissioner. 

PREMISES  AFFECTED— 656  Broadway,  Manhattan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Moore,  McDermott  and  Chief  Inspector 

Wilkinson  .  1 

Negative  . 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Brady  . 


THE  RESOLUTION: 

(797-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineers 
Co.,  for  Ehrick  K.  Rossiter,  owner,  filed,  June  13,  192 
a  petition,  with  the  board  of  standards  and  appeals, 
variation  from  the  requirements  of  the  labor  law,  as  cite 
in  orders  of  the  fire  commissioner,  affecting  premises  b. 

Broadway,  Manhattan;  and  .  .  , 

Whereas,  the  orders  of  the  fire  commissioner,  dat< 

April  12,  1924,  read: 

“No.  57743-LD :  .  ,  t  , 

“1.  Provide  passageways  having  an  unobstrucu 
width  of  at  least  three  feet  throughout  their  leng 
leading  directly  to  every  means  of  egress,  including  ot 
side  fire  escapes  and  passenger  elevators,  on  4th  stor 
as  per  Section  272  of  the  Labor  Law.” 

“No.  57746-LD :  .  .  . 

“The  installation  of  automatic  sprinklers  in  the  aDO 
premises  is  required  by  the  provisions  of  Section  2 
of  the  State  Labor  Law.” 

“No.  57747-LD : 
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1.  Provide  an  additional  required  means  of  exit 
lrom  the  13th  story,  in  accordance  with  the  require¬ 
ments  of  Section  271  of  the  Labor  Law. 

2.  Eliminate  the  wire  glass  in  doors  and  partitions 
enclosing  the  interior  stairways  on  all  stories  as  per 
Rule  507  of  the  Industrial  Code. 

“Note:  Among  the  defects  noted  are  the  following: 

“Wire  glass  exceeds  720  square  inches  on  each 
story.’'; 
and 

I  W  here  as,  the  building  is  fireproof,  12  stories  and  pent 
ihouse  in  height,  58  ft.  by  130  ft.  in  area.  OCCUPIED :  1st 
>tory,  salesroom  for  sewing  machines;  2nd  and  3rd  stories 
repair  shop  for  service  machines;  upper  stories,  offices  and 
lglit  manufacturing;  EQUIPPED  with  a  thermostatic  alarm 
.system  and  hre  drills  are  conducted.  EXITS :  Two  in- 
Iterior  iron-slate  tread  stairways,  the  easterly  .stairway  ex¬ 
tending  from  1st  story  to  top  story  and  the  southerly  stair¬ 
way  extending  from  1st  story  to  roof;  enclosed  in  terra 
cotta  block  partitions  on  east  side  and  terra  cotta  blocks 
and  wire  glass  panels  on  south  side;  with  fire  doors 
at  openings';  two  fire  escapes  on  the  north  and  east 
ironts  ot  the  building  extending  from  the  top  story  to 
street;  with  fireproof  windows  along  the  course  of  easterly 
■hre  escape;  ROOFS  of  adjoining  building  to  south  five 
stones  lower ;  and 

W  hereas,  petitioner  contends  that  on  the  4th  story  there 
ire.  *'vo  stairways,  remote  from  each  other ;  regarding  the 
sprinkler  order,  contends  there  are  only  128  people  en¬ 
gaged  at  light  manufacturing  and  52  people  employed  in 
(inices ,  above  the  90  foot  level ;  and  further  requests  that 
:ne  wire  glass  doors  and  partitions  enclosing  the  interior 
stairways  be  accepted  provided  that  no  single  light  in  same 
shall  exceed  720  square  inches. 

\  Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  from  the  requirements  of  the  la- 
tor  law  and  that  the  petition  be  and  it  hereby  is  granted 
is  to  Order  No.  57743-LD,  Item  No.  1,  on  condition  that  a 
i  fire  hook  shall  be  provided  on  the  hall  side  of  the  door 
>n  the  4th  story  at  rear  end  of  corridor  or  hallway,  and 
•hat  the  glass  panel  in  the  doorway  shall  be  maintained, 

i  c  at  ,an  aPProved  fire  alarm  system  shall  be  installed 
md  hre  drills  maintained;  granted  as  to  Order  No.  57747- 
-D,  Item  No.  1,  on  condition  that  the  occupancy  of  6th 
tory  shall  not  exceed  ten  (10)  persons;  and  that  two  ex- 
sting  means  of  egress  shall  be  maintained  from  the  6th 
tory ;  denied  as  to  Item  No.  2 ;  and  denied  as  to  Order 
sT0.  57746-LD. 


76-24-S. 

PETITIONER— I.  Margon  and  C.  Glaser,  for  22  West  48th 
St.  Corp.,  owner. 

ry EJECT  Variation  of  labor  law  as  cited  in  decision  of 
t  superintendent  of  buildings. 

!p Pi 1  \ RAN CESE CT ED~22  WeSt  48th  street>  Manhattan 
■  For  Petitioner :  Joseph  Sultan. 

'OF  BOARD— Petition  granted  on  condition. 
ONDITIONS — As  specified  in  resolution. 

HE  VOTE- 


Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Moore,  McDermott  and  Chief  Inspector 

Wilkinson  .  U 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon  and 

'Superintendent  Brady  .  2 

THE  RESOLUTION:  . 

(876-24-S) 

.Whereas,  I.  Margon  and  C.  Glaser,  for  22  West  48th 
t.  Corp..  owner,  filed,  June  20,  1924,  a  petition,  with  the 
iard  of  standards  and  appeals,  for  variation  from  the 
■quirements  of  the  labor  law,  as  cited  in  decision  of  the 
iperintendent  of  buildings,  affecting  premises  22  West  48th 
reet,  Manhattan;  and 


W  hereas,  the  decision  of  the  superintendent  of  buildintrs 
reads :  6- 

8.  I*  ront  show  windows  should  comply  with  sec¬ 
tion  264  of  the  Labor  Law,  rule  503  of  the  Industrial 
Code.  ; 
and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 

SnAJV  ft  area'  OCCUPIED:  1st  story,  store; 
^  ?neS’  salesr°oms;.5th-9th  stories,  stores,  offices; 

.  th-14th  stories,  manufacturing,  approximately  100  persons 
per  story;  and 

•  YuHEfEAS'  ther<?  ,are  °Pei.lings  the  front  of  the  building 
m  the  1st  story,  glazed  with  in.  plate  glass;  the  maxi¬ 
mum  area  of  the  glass  is  7  ft.  by  14  ft.;  and 
\\  hereas,  petitioner  contends  that  to  comply  wtih  the 
provisions  ot  the  labor  law  as  to  the  area  of  the  glass  and 
as  to  automatic  closing  would  materially  affect  the  architec- 
tura  treatment  of  the  building  and  also  the  use  intended 
tor  the  1st  story. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  tar.  as  it  affects  the  show  windows  on  the  1st  story  on 
condition  that  the  sash  and  frames  be  made  stationary  and 
glazed  with  polished  plate  glass  set  in  fireproof  frames 
and  that  the  building  shall  comply  with  the  labor  law 
in  all  other  respects. 


286-24-S. 

PETITIONER— Joseph  H.  Esquirol,  for  Kate  D.  De  Hart 
owner. 

SUBJECT  Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 224  Livingston  street,  Brooklyn 
APPEARANCES— 

For  Petitioner:  Joseph  H.  Esquirol. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

^A-T?T^T5?^r-BOARD~.Petition  §ranted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Moore,  McDermott  and  Chief  Inspector 

Wilkinson  .  u 

Negative  . ..!...  o 

Absent :  Deputy  Fire  Commissioner  Hannon  and 

Superintendent  Brady  .  2 

THE  RESOLUTION: 

(286-24-S) 

Whereas,  Joseph  H.  Esquirol,  for  Kate  D.  De  Hart, 
owner,  filed,  February  25,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  224  Livingston  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Febru¬ 
ary  5,  1924,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  south  side 
of  building  and  the  opening  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273  and 
274  of  the  Labor  Law  *  *  *. 

“NIOTE:  Among  the  defects  on  this  fire  escape  are 
the  following : 

“Windows  on  course  are  not  fireproof,  self-closing. 
“No  safe  egress  from  termination  of  fire  escape  to 
street. 

“No  stairway  from  lowest  balcony  to  ground. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof  as  per  Section  271  of  the  Labor 
Law.” ; 
and 
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Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  22  ft.  by  71  ft.  in  area  at  the  1st  story  and  22  ft.  by 
66  ft.  in  area  above.  OCCUPIED:  1st  story,  store,  ~nd 
story,  salesroom,  2  persons;  3rd  story,  mtg.  embroidery,  < 
persons;  4th  story,  mfg.  of  coats,  15  persons.  EXiio. 
An  interior  wooden  stairway  extending  from  1st  st°ry 
top  story  (with  iron  ladder  to  scuttle  in  roof),  enclosed  in 
wood  lath  and  plaster  partitions  with  wooden  doors  at  open¬ 
ings;  a  party  wall  fire  escape  balcony  on  each  story  of  the 
building  connecting  with  adjoining  building,  with  a  stair  cin 
top  balcony  connecting  to  roof;  ROOFS  of  adjoining  build¬ 
ings  are  at  same  elevation ;  and 

Whereas,  petitioner  contends  that  Item  No  1  ot  these 
orders  was  accepted  as  having  been  complied  with  and  Item 
No  2  was  waived  by  the  board  of  review  of  the  fire  de¬ 


partment. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  the  windows  on  the 
course  of  the  fire  escape,  other  than  the  top  story,  shall 
bo  made  fireproof,  self-closing,  and  that  a  party  wall  fire 
escape  shall  be  maintained  to  the  premises  to  the  east,  with 
connecting  stairs  at  an  angle  not  greater  than  45  degrees, 
with  party  wall  egress  to  premises  to  the  east;  granted  as 
to  Item  No.  2  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  provided  from  the  top  story  hall  to  scuttle 
in  roof,  and  granted  on  further  condition  that  the  occu¬ 
pancy  of  the  top  story  shall  not  exceed  twenty  (20)  per¬ 
sons  at  any  one  time. 


Ou  t  “Wi  ,  ,.  .. 

PETITIONER— Sugar,  Hess  and  Berger,  for  Heit  Building 
Corp.,  owner.  .  . 

SUBJECT— Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 254-258  West  35th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  W.  J.  Minogue. 

ACTION  OF  BOARD — 'Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Fire 
Chief  Kenlon,  Superintendents  Reville, 
Moore,  McDermott  and  Chief  Inspector 

Wilkinson  .  11 

Negative  .  0 

Absent :  Deputy  Fire  Commissioner  Hannon  and 
Superintendent  Brady  .  2 

THE  RESOLUTION: 

(837-24-S) 

Whereas,  Sugarman,  Hess  &  Berger,  for  Heit  Building 
Corp.,  owner,  filed,  June  23,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  254-58  West  35th 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  App.  No.  59-1924,  dated  June  3,  1924,  reads: 

“8.  Windows  as  proposed  are  unlawful.  Plate  glass 
may  be  not  less  than  in-  thick  nor  more  than  720 
square  inches  in  area  (Sec.  264  Labor  Law).”; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
75  ft.  by  88  ft.  9  in.  in  area.  OCCUPIED:  1st  story, 
stores,  offices,  showrooms  and  25  per  cent  manufacturing 
above,  approximately  100  persons  per  story;  and 

Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st  and  2nd  stories,  glazed  with  in-  plate  glass ; 
the  maximum  area  of  the  glass  on  the  1st  story  is  9  ft. 
by  8  ft.  11  in.  and  on  the  2nd  story  the  maximum  area  is 
5  ft.  by  7  ft. ;  and 


Whereas,  petitioner  contends  that  to  comply  with  tl 
provisions  of  the  labor  law  as  to  the  area  of  the  glass  woul 
materially  affect  the  architectural  treatment  of  the  buildin 
and  also  the  use  intended  for  the  lowest  two  stories. 

Resolved,  that  the  board  of  standards  and  appeals  dor 
hereby  make  a  variation  from  the  requirements  of  the  U 
bor  law  and  that  the  petition  be  and  it  hereby  is  grante 
only  so  far  as  it  affects  the  windows  on  the  front  elevatio 
of  the  two  lower  stories,  on  condition  that  the  windows  sha 
be  glazed  with  polished  plate  glass  set  in  approved  fireproc 
frames  and  sash  and  that  the  building  shall  comply  with  tl 
labor  law  in  all  other  respects. 


838-24-S. 

PETITIONER— Sugar,  Hess  &  Berger,  for  Fralber  Rea 
ty  Co.,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decisit 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 224-232  West  39th  street,  Mai 
hattan. 

APPEARANCES— 

For  Petitioner:  W.  J.  Minogue. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Fire  Chief  Kenlon,  Superintendents  Rev¬ 
ille,  Moore,  AIcDermott  and  Chief  Inspec¬ 
tor  Wilkinson  . 

Negative  . . . 

Absent:  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Brady  . 

THE  RESOLUTION : 

(838-24-S) 

Whereas,  Sugarman,  Hess  &  Berger,  for  Fralber  Real' 
Co.,  Inc.,  owner,  filed,  June  23,  1924,  a  petition  with  tl' 
board  of  standards  and  appeals,  for  variation  from  thl 
requirements  of  the  labor  law  as  cited  in  a  decision  < 
the  superintendent  of  buildings  affecting  premises  224-: 
West  30th  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buili 
ings,  N.  B.  App.  No.  84-1924,  reads: 

“10.  Windows  should  comply  with  Section  264  < 
Labor  Law  and  Rule  503,  Industrial  Code.”; 

and  .  ■ 

Whereas,  the  building  is  fireproof,  14  stones  in  heigl 
117  ft.  by  98  ft.  in  area.  OCCUPIED:  First  story,  store 
mezzanine,  offices ;  tenant  factories  above ;  approximate 
100  persons  per  story;  EQUIPPED  with  a  sprinkler  sy 
tem  and  a  fire  alarm  signal  system ;  and 

Whereas,  there  are  openings  in  the  front  of  the  bud 
ing  on  the  first  and  second  stories,  glazed  with  %  in.  pla 
glass ;  the  maximum  area  of  the  glass  on  the  first  story 
7  ft.  10  in.  by  10  ft.  V/i  in.,  and  the  maximum  area  of  tl 
glass  on  the  second  story  is  4  ft.  10  in.  by  7  ft.  4  in.;  ai 
Whereas,  petitioner  contends  that  to  comply  with  tl 
provisions  of  the  labor  law  as  to  the  area  of  the  gla 
would  materially  affect  the  architectural  treatment  of  tl 
building  and  also  the  use  intended  for  the  lowest  tv 
stories. 

Resolved,  that  the  board  of  standards  and  appeals  do 
hereby  make  a  variation  from  the  requirements  of  the  lab 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
far  as  it  affects  the  windows  on  the  street  front  of  t 
lower  two  stories  on  condition  that  the  sash  of  the  fk 
story  shall  be  fixed  and  the  windows  glazed*  with  polish 
plate  glass  set  in  approved  metal  frames  and  that  t 
building  shall  comply  with  the  labor  law  in  all  otn 
respects. 


PETITIONER— Samuel  Rosenblum,  for  Old  Crow  R< 
taurant,  owner. 
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MINUTES 


l  SUBJ EC  1  \  aiiation  of  labor  law  as  cited  in  decision 

of  superintendent  of  buildings. 

PREMISES  AF FECI ED — 1102  Broadway,  Manhattan 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

AL  I  ION  OP  BOARD — Petition  granted  on  condition. 

,  CONDI  1  ION’S — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Aiessrs.  Keu- 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Fire  Chief  Kenlon,  Superintendents 
Reville,  Aloore  and  Chief  Inspector  Wil¬ 
kinson  . 

Negative  .  q 

Absent :  Deputy  P’ire  Commissioner  Hannon, 
Superintendents  Brady  and  McDermott...  3 
I  (746-24-S.) 

W  hereas,  Samuel  Rosenbium,  tor  Old  Crow  Restaurant, 
owner,  tiled,  Alay  28,  1924,  a  petition  with  the  board  of 
standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  1162  Broadway, 
Borough  of  Alanhattan ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  Alt.  App.  No.  1006-1924,  dated  May  7,  1924,  reads: 

“1.  hire  escape  must  conform  with  Section  273  of 
the  Labor  Law.  Balconies  must  be  48  inches  wide, 
connected  by  45  degree  stairs,  22  in.  wide,  stairs  to 
main  roof  and  fireproof  passageway  through  build¬ 
ing  from  foot  of  fire  escape  to  street.  Openings  to 
fire  escape  must  be  2  ft.  0  in.  by  6  ft.  0  in.”; 
md 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  26  ft.  5 in.  by  93  ft.  11J4  in.  in  area  at  first 
’tor}  »  26  ft.  534  in.  by  80  ft.  11J4  in.  in  area  at  second 
itor)  and  third  story,  and  26  ft.  5)4  in.  by  41  ft.  in  area 
it  fourth  story.  OCCUPIED:  First  story,  restaurant, 
md,  above,  offices  and  light  manufacturing,  25  persons 
ibove  the  second  story.  EXITS:  An  interior  wooden 
.tairway  extends  from  the  first  to  top  story  with  iron 
adder  to  scuttle  in  roof ;  enclosed  in  metal  covered 
vooden  partitions  with  plain  glass  paneled  wooden  doors 
it  openings.  ROOF  of  building  to  north  is  6  ft.  6  in. 
ngher  and  to  south  2  stories  higher;  and 
i  Whereas,  petitioner  proposes  as  a  second  means  of 
gress,  to  install  a  fire  escape  on  the  rear  of  the  building, 
vhich  will  have  as  egress  from  its  termination  a  balcony 
m  the  adjoining  premises,  No.  1164.  From  the  rear  of  the 
hird  story  extension  roof  there  is  to  be  a  platform  with  60 
legree  connecting  stairs  to  a  platform  at  the  third  story  and 
.nother  stair  from  this  platform  to  a  platform  connecting 
nth  the  adjoining  building.  It  is  further  proposed  to  con- 
ect  the  roof  of  the  one-story  extension  to  this  same  plat- 
orrn ,  windows  along  the  course  of  the  fire  escape  are  to 
e  fireproofed. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  from  the  requirements  of  the 
ibor  law  and  that  the  petition  be  and  is  hereby  is  granted 
n  condition  that  a  balcony  fire  escape  shall  be  provided 
)  the  extension  roof  level  with  the  fourth  story  with  egress 
"efrom  on  the  third  story  to  adjoining  premises  to  the 
mth ;  with  egress  from  the  second  story  extension  by  means 
t  iron  stairs  to  party  wall  fire  escape  and  that  the  line  of 
avel  shall  be  indicated  by  a  red  arrow  mark  on  white  signs ; 
iat  the  occupancy  shall  not  exceed  twenty-five  (25)  per- 
)ns  above  the  first  story;  that  the  ceilings  of  extensions 
iall  be  fire  retarded  with  plaster  board  and  sheet  metal. 


22-24-S. 

ETITIONER — John  Jos.  Carroll,  for  Kaufman  Bros. 
&  Bondy,  owners. 

UBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 


PREA1ISES  AFFECTED — 13-19  New  York  avenue 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  John  J.  Beatty  and  John  J 
Carroll. 

ACTION  Oh  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Aiessrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Fire 

Chief  Kenlon,  Superintendents  Reville, 

Aloore  and  Chief  Inspector  Wilkinson....  9 

Negative:  Air.  Connell  .  1 

Absent :  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady  and  AlcDermott. . .  3 

THE  RESOLUTION: 

(822-24-S.) 

Whereas,  John  Jos.  Carroll,  for  Kaufman  Bros.  & 

Bondy,  owners,  filed,  June  19,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  13-19  New 
York  avenue,  Brooklyn;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  19,  1924,  in  acting  on  Application  No. 
13215-24,  reads : 

“Contrary  to  the  Labor  Law,  Sec.  270,  Par.  1.  In¬ 
creasing  the  height  of  a  non-fireproof  factory  from 
five  to  six  stories.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  “L”  shape  in  area,  with  a  frontage  of  80  ft.  011 
New  York  avenue  and  a  frontage  of  100  ft.  on  Herkimer 
street,  with  a  one-story  extension  60  ft.  by  27  ft.  at  rear; 
OCCUPIED  for  the  manufacture  of  smokers’  articles' 
420  persons  in  the  entire  building;  EQUIPPED  with  a 
sprinkler  system.  EXITS:  Two  interior  wooden  stairways, 
extending  from  the  first  story  to  the  roof,  enclosed  in  brick 
partitions  with  fire  doors  at  the  openings ;  a  fire  escape 
on  the  side  of  the  building,  extending  from  the  roof  to 
the  side  court,  with  fireproof  windows  along  the  course 
thereof,  with  egress  from  the  termination  of  fire  escape 
by  means  of  fire  passage  to  street;  and 
Whereas,  petitioner  proposes  to  increase  the  height  of 
the  entire  building  (including  the  one-story  extension  at 
rear)  to  six  stories  and  to  use  25  per  cent  of  the  sixth 
story  for  manufacture. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  the  proposed  addition  to  the  structure  shall 
be  constructed  of  mill  construction  in  conformity  with  the 
construction  of  the  existing  building  and  that  the  regula¬ 
tion  fire  escape  shall  be  maintained  and  that  not  less  than 
two  (2)  interior  enclosed  stairways  shall  be  maintained, 
enclosed  in  brick  walls;  any  openings  therein  shall  be 
equipped  with  self-closing  fireproof  doors;  and  that  the 
factory  occupancy  of  the  proposed  addition  shall  not  ex¬ 
ceed  25  per  cent,  of  the  floor  area. 

642-24-S. 

PETITIONER — Hilo  Varnish  Corporation,  owner. 
SUBJECT — Petition  for  variation  of  the  labor  law  as 
cited  in  orders  of  fire  commissioner. 

PREA1ISES  AFFECTED — 310-318  Wallabout  street, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  Carl  J.  Schumann. 

For  Administration:  Inspector  Alalier  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  .Walsh,  Messrs.  Ken- 
Nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Superintendents  Reville,  Moore  and 

Chief  Inspector  Wilkinson  .  9 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 

Commissioner  Hannon,  Superintendents 

Brady  and  McDermott  .  4 

THE  RESOLUTION: 

(642-24-S.) 

Whereas,  Hilo  Varnish  Corporation,  owner,  filed,  May 
9,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  orders  of  the  fire  commissioner,  affecting 
premises  310-318  Wallabout  street,  Brooklyn  ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

April  17,  1924,  read: 

“No.  58209-LD :  Bldg.  A: 

“l.  Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed, 
so  as  to  open  outwardly  .without  obstructing  the  stair¬ 
way,  as  per  Section  271  of  the  Labor  Law. 

“No.  58210-LD :  Bldgs.  B  &  C: 

“1.  Arrange  the  doors  leading  to  the  stairway  on  all 
stories  upon  which  five  or  more  persons  are  employed, 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way,  as  per  Section  271  of  the  Labor  Law.” 

“No.  58211-LD :  Bldgs.  B  &  C: 

1.  Provide  an  additional  required  means  of  exit  on 
each  floor  of  the  building,  remote  from  the  existing 
stairway,  preferably  located  at  the  north  side  of  the 
building,  in  accordance  with  the  requirements  of  Sec¬ 
tion  271  of  the  Labor  Law.”; 

Whereas,  the  premises  consist  of  two  non-fireproof  four- 
story  buildings,  connected  by  means  of  bridges  on  the  first, 
second  and  third  stories  and  known  as  buildings  “A”  and 
“B”  “C”;  building  “A”  is  75  ft.  by  60  ft.  in  area;  OCCU¬ 
PIED  for  the  packing  and  storage  of  varnish,  20  per¬ 
sons  above  the  first  story.  EXITS:  An  interior  wooden 
stairway  extending  from  first  story  to  roof,  enclosed  in 
fireproof  partition  with  sliding  fire  doors  at  openings ;  a 
fire  escape  at  the  rear  of  the  building,  extending  from 
roof  to  yard,  with  fireproof  windows  along  the  course 
thereof.  OCCUPIED:  First  story,  boiler  room  and  varnish 
filtering,  2  persons ;  second  and  third  stories,  paint  mak¬ 
ing,  22  persons  in  both  stories ;  fourth  story,  oil  storage, 
no  persons.  EXITS :  An  interior  wooden  stairway  extend¬ 
ing  from  first  story  to  roof,  enclosed  in  fireproof  partitions 
with  sliding  fire  doors  at  openings ;  and 

Whereas,  petitioner  contends  that  in  view  of  the  small 
occupancy  of  the  buildings  and  the  various  connecting 
bridges  provided,  the  existing  means  of  egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition,  as  to  Orders  Nos.  58209-LD  and  58210-LD, 
that  the  existing  approved  fireproof  sliding  doors  shall 
be  maintained,  and  that  the  same  shall  be  kept  open  during 
working  hours;  that  the  additional  means  of  exit  by  bridges 
as  indicated  on  plans  be  maintained,  that  a  fire  drill  shall  be 
maintained  in  accordance  with  the  rules  of  board  of  stand¬ 
ards  and  appeals ;  granted  as  to  Order  No.  58211-LD  on 


condition  that  a  fixed  double  rung  iron  ladder  shall  be  prt 
vided  from  the  top  story  to  scuttle  in  roof,  equipped  wit 
exit  signs  and  lights  and  so  maintained  continuously  da 
and  night  and  that  the  fourth  story  of  the  building  B-y 
be  restricted  to  storage  use  only. 


1246-23-SA. 

PETITIONER— The  Ludlow  Valve  Mfg.  Co. 
SUBJECT— Approval  of  the  Ludlow  Gas  Cut-Off  Valv' 
APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  reserve  ca 
endar  pending  report  of  committee  of  inspectio 


803-24-SA.  *  • 

PETITIONER — Henry  Holmes. 

SUBJECT— Approval  of  the  Holmes- Williams  Domest 
Oil  Burner. 

APPEARANCES— 

For  Petitioner:  Henry  Holmes. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calends 
pending  report  of  committee  of  inspection. 


673-24-SA.  U 

PETITIONER— Samson  Electric  Co. 

SUBJECT — Approval  of  Samson  No.  76  Break  Glass  Fi 
Alarm  Box.  ■  ; 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  September  23,  1924, : 
2  p.  m. 


492-24-SA. 

PETITIONER— The  Holtzer-Cabot  Electric  Co. 
SUBJECT-— Approval  of  the  Holtzer-Cabot  Type  “< 
Fire  Alarm  Box. 

APPEARANCES—  #* ! 

For  Petitioner:  M.  J.  McElroy. 

For  Administration :  None.  !•;  i 

ACTION  OF  BOARD— Petition  placed  on  reserve  cale^ 
dar  pending  test  and  report  of  fire  department. 


590-24-SA. 

PETITIONER— Croker  National  Fire  Prevention  Enj3 


neering  Co. 

SUBJECT — Approval  of  film  inspection  machine. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration :  None. 

ACTION  OF  BOARD— Laid  over  to  September  23,  19 
at  2  p.  m.  for  full  vote  of  the  board. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell,  Superintend¬ 
ent  Reville  and  Chief  Inspector  Wilkinson 
Negative :  Mr.  Kennedy  and  Superintendent 

Moore  . . 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady 
and  McDermott  . 


Adjourned  5.45  p.  m. 

William  J.  O’Gorman,  Secretary 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08. 
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ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at 
Distributing  Division  of  the  City  Record  Office,  125  Wo 
street.  Price,  25c;  by  mail,  27c. 


RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

up  pie  mentor y  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18,  1915; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  l.—Except  as  herein  provided,  in  all  factory 
hidings  five  stories  or  less  in  height,  erected  prior  to 
ctober  l,  1913,  in  which  there  are  more  than  twenty- 
e  persons  employed  above  the  second  story,  all  interior 
airways,  serving  as  required  means  of  exit,  and  the 
idings,  platforms  and  passageways  connected  therewith, 
all  be  enclosed  on  all  sides  by  partitions  of  fire-re- 
iting  material  extending  continuously  from  the  lowest 
int  of  the  stairway  in  accordance  with  the  following 
.tiedule : 


imber  Contents  Contents  non-  Contents  Contents  non- 
of  combustible,  combustible,  combustible,  combustible 
ories  no  sprinkler  no  sprinkler  and  sprinkler  and  sprinkler 


rcc 

— 

Stairways 

Enclosed 

ur 

Stairways 

Enclosed 

Stairways 

Enclosed 

it 

— — 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
1  res  and  merchandise,  packed,  stored,  manufactured  or 
the  process  of  manufacture. 


The  term  “combustible”  as  used  above  means  articles, 
3ds,  wares  or  merchandise  which  will  burn  or  support 
nbustion. 

The  term  “sprinkler”  as  used  above  means  an  ade- 
ite  automatic  sprinkler  equipment  installed  and  main- 
ned  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
lding  between  any  floor  and  the  floor  or  roof  next 
ove; — the  first  story  is  that  part  of  a  building  which 
more  than  50  per  cent  above  the  floor  below  and  the 
or  next  above  the  curb  or  average  grade  level. 

•Vhere  the  stairway  extends  to  the  top  floor  of  the 
lding,  such  partitions  shall  extend  to  the  under  side 
'  the  roof  boarding  that  portion  of  the  under  side  of 
I  roof  beams  within  the  stair  enclosure  shall  be  covered 
ill  fire  resisting  material,  except  in  buildings  with  roofs 
1  non-combustible  material,  in  which  case  the  partitions 
iy  stop  at  the  under  side  of  the  roof. 

Vhere  the  stairway  is  required  to  extend  to  the  roof, 

I  enclosure  shall  be  so  built  as  to  form  a  bulkhead, 
le  enclosure  shall  be  ventilated  by  a  skylight  in  the 
'f  with  louvres  or  ventilators,  or  exterior  windows  with 
tilating  sections  at  the  top  floor. 

ill  openings  in  such  partitions  shall  be  provided  with 
roved  self-closing  fire  doors,  except  where  such  open- 
s  are  in  the  exterior  wall  of  the  building. 

'he  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
al  at  least  four  inches  thick  unless  the  partition  extends 
the  cellar  bottom. 

.  hoiLuntal  exit,  as  defined  in  section  267  of  the  Labor 
v,  will  be  accepted  as  a  compliance  with  this  rule 
;n  both  sides  of  the  fire  wall  or  walls  are  occupied 
iany  factory  floor  by  the  same  occupant 
lule  2. — Where  there  are  occupancies  on  any  story  or 
it  of  a  story  involving  the  storage  or  use  below  the  top 
y  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

■^le  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways;  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 


RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

184-21- A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A— Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue.  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

168-21-A — 831  Eighth  avenue.  303-307  West  50th  street, 
Manhattan. 

1187-21-A — 640-044  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A _ 946-956  Kings  Highway,  southeast  corner  Coney 

Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

502-21-A — 477-463  Pierce  avenue,  L.  I.  C.,  Queens. 

1 585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  De  Kalb  avenue,  Brooklyn. 

67-22-A _ Block  bounded  by  138th  street  and  139th  street, 

Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22- A— 1685-1695  78th  street.  Brooklyn. 

39-22- A — 2005-2011  86th  street.  2006-2012  85th  street, 
Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 

Appeals  from  Administrative  Orders. 

594- 19- A — Pier  8,  North  River,  Manhattan. 

595- 1 9-A — Pier  44,  Fast  River,  Manhattan. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

877- 1 9-A— Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  Fast  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19- A — Pier  30.  North  River,  Manhattan. 

885- 1 9- A — 'Pier  78.  North  River,  Manhattan. 

886- 19- A— Pier  42,  North  River,  Manhattan. 

937-1 9- A — Piers  37  and  38,  Fast  River,  Manhattan. 


948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A — Pier  121,  foot  of  West  131st  street.  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  Fast  River,  Manhattan. 

1003-19-A — Pier  28.  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

31 -20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn.  v  i 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  Rixer,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

31 8-20- A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklvn. 

353- 20-A — Pier  2,  Wallabout  'basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River.  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets,  . 

Brooklyn.  -  J 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street,, 
foot  of  Dover  street,  Manhattan. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21- A — Pier  3,  between  Main  and  Dock  streets,  Brook-' 

lyn.  \  I 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A— -Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21 -A — Pier  2.  between  Main  and  Dock  streets,  Brook¬ 

lyn. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21-S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
173-22-S — Anti-Syphon  Valve,  approval  of. 

105-22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

274-22-S — Rodriguez  Oil  Burner,  approval  of. 

957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

'610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

390- 22-S — Oliver  Burner,  approval  of. 

391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

595-22-S — Caloroil  Burner,  approval  of. 

726-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

■>29-22-S — The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA — Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

23- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

24- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

25- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 

27- 23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
32-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
45-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 
75-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

79-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 

97-23-SA — “Automatic”  Deluge  Valve,  approval  of. 

92- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

93- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

97-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

43- 23-SA — Automatic  Gas  Shut-Off,  approval  of. 
04-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
25-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

66-23-SA — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

44- 23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 

28- 23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
88-23-SA — Lewis  Oil  Burner,  approval  of. 

16-23- S A — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 


S98-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

1146-23-SA  Pennsylvania  Globe  Oil  Burner,  approval  of. 
960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1163-23-SA  'Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1L6-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — -Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA  National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1169-23-SA  Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1444-23-SA  Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1361-23-SA  Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1493-23-S A— Newport  Rotary  Oil  Burner,  approval  of. 
13G4-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1050-23-SA  .Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1363-23-SA  Ballard  Domestic  Oil  Burner,  approval  of. 

1414- 23-SA — Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

95-24-SA— Leiman  Oil  Pump,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

536-24-SA — Climax  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
590-24-SA — Film  Inspection  Machine,  approval  of. 
503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 

approval  of. 

803 -24-S A— Holmes- Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  ruill  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  viailcd  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  September  11,  1924 - 1115 

Restored  to  calendar .  66 

Miscellaneous  Applications. 

Requests  to  reopen  .  145 

Requests  to  amend . 6 

Requests  for  modification .  36 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  16 

Requests  for  extension  of  permit .  27 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans .  2 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . 2050 

Disposed  of  . *37® 

Cases  pending  September  11,  1924  .  674 


DISPOSITION  OF  CASES 

Withdrawn  .  H‘ 

Dismissed  .  87 

Denied  . 19< 

Granted  .  K 

Granted  on  condition .  69: 

Appliances  approved  . . ; .  If 

Appliances  dismissed,  disapproved  or  withdrawn..  1] 

Rules  approved  .  * 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions.  ■' 

Requests  to  reopen  granted .  13( 

Requests  to  reopen  denied .  f 

Requests  to  amend  granted .  * 

Requests  to  amend  denied  .  < 

Requests  for  modification  granted .  34 

Request  for  modification  denied  .  5 

Requests  to  rescind  granted . 1 

Requests  to  rescind  denied  .  < 

Requests  for  extension  of  time  granted. . . . .  1! 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted .  2: 

Requests  for  extension  of  permit  denied .  ! 

Requests  to  install  granted  .  1 

Requests  to  install  denied  .  j 

Plans  approved  . 

Plans  disapproved  .  1 

Administrative  requests  granted  . ... . •••  1 

Administrative  requests  denied  or  withdrawn  . . . .  ! 

Interpretations  . . .  i 

Requests  withdrawn  or  dismissed  . 

Total  . 137 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bltli.etin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th 
offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  c 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t1 


appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  c 
all  cases  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrate 
official  in  enforcing  his  order;  therefore,  no  appeal  ( 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failui 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  t 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
l.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  tj 

Name  . 

Street  . 

P.  . . 

My  subscription  to  begin  with  the  issue  for . 
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DIRECTORY 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

\mes  P.  Holland  John  Dowd 

enry  L.  Connell  Joseph  B.  Gunnison 

ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 
vmes  P.  Holland  John  Dowd 

enry  L.  Connell  Joseph  B.  Gunnison 

ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

homas  J.  Drennan . Fire  Commissioner 

harles  Brady . Supt.  of  Buildings,  Manhattan 

.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

lbert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

ihn  W.  MIoore . Supt.  of  Buildings,  Queens 

William  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
ffice — Municipal  Building,  Room  914. 
elephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

//  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


n  Tth,e  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  September 
23,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  September  30,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 


This  issue  of  the  Bulle 
ven — 


the  order 


Docket.  UtMVfciftll)  ot  ULlUfliS 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  Septem¬ 
ber  16,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
September  16,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

I  Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall. .forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  September  18,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1142-24-SA . F.D . Decker  -  Oxohydrogen  O  i  1 

_  Burner.  Appliance. 

1141-24-S . F.D.  ' - 473  Hudson  ave.,  Bklyn. 

_  L.  D.  57529. 

1140-24-A . F.D . 20  E.  12th  st.,  Man. 

_  L.  C.  25279. 

1139-24-BZ . B.B.B.  ...738  45th  st.,  Bklyn. 

_  Applic.  16135-1924. 

1138-24-S . F.D . 46  Great  Jones  st.,  Man. 

_ _  Photo  No.  566. 

1137-24-A . F.D . 1600  Broadway,  Man. 

_  L.  F.  57759. 

1136-24- A . F.D . 391-401  Leonard  st.,  Bklyn. 

_  F-55737. 

1135-24-A . F.D . 521-523  E.  19th  st.,  Man. 

_  L.  C.  23360. 

1134-24-SA . F.D . Peerless  Automatic  Oil  Burner. 

•  . _  Appliance. 

1133-24-S . B.B.M.  ..24-26  W.  40th  st.,  Man. 

_  N.  B.  319-1924. 

1132-24-A . F.D .  648  Broadway,  Man. 

_  L.  C.  25329. 

1131-24-BZ . B.B.B.  ...2362-84  86th  st.,  Bklyn. 

_  Applic.  18141-1924. 

1130-24-BZ . B.B.B.  ...S.  S.  Grand  ave.,  50  ft.  W.  of 

Alburtis  ave.,  Queens. 

-  Applic.  15017-1924. 

1129-24-BZ . B.B.B.  ...1301-1311  “J”  ave.,  Bklyn. 

-  Applic.  17632. 

1128-24- A . F.D . 613-619  E.  83rd  st.,  Man. 

F-62573,  62574,  63975  &  L.  C. 

-  25287. 

1127-24-BZ . B.B.B.  ...2706-2736  86th  st.,  Bklyn. 

-  Applic.  9139. 

1126-24-S . H.D .  1358  Rockaway  pkway.,  Bklyn. 

- : -  Sanitary  Certificate. 

1125-24-BZ . B.B.M.  ..  130-134  Dyckman  st.,  Man. 

-  N.  B.  505-1924. 

1124-24-A . F.D . 392-394  W.  Broadway,  Man. 

-  F-64495. 

1123-24-A . F.D .  249  W.  45th  st.,  Man. 

-  Official  Order  43-A. 

1122-24-S . B.B.M.  ..442  W.  49th  st.,  Man. 

-  N.  B.  552-1921. 

1121-24-BZ . B.B.M.  ..442  W.  49th  st.,  Man. 

-  N.  B.  552-1921 

1120-24-S . F.D .  65-67  Duane  st.,  539  Pearl  st. 

and  22-26  Elm  st.,  Man. 

-  Alt.  333-1924. 

1119-24-S . B.B.M.  ..540-550  7th  ave.,  Man. 

- -  N.  B.  30-1924. 

1118-24-A . F.D . 540-550  7th  ave.,  Man. 

- -  N.  B.  698-1924. 

1117-24-BZ . B.B.B.  ...969-995  Nostrand  ave.,  Bklyn. 

-  N.  B.  13626. 

1116-24-BZ . B.B.M.  ..2906-2908  Broadway,  Man. 

Ah.  2106-1924. 


Restored  to  Calendar. 

147-21-A . F.D . 1301-1311  Ave.  J,  Bklyn. 

-  Alt.  1679-1920. 

92-17-BZ . B.B.M.  ..  103-105  W.  53rd  st.,  Man. 

- -  Decision. 

612-24-BZ . B.B.M.  ..469  E.  187th  st.,  Bx. 


N.  B.  1596-1924. 


F.D.  . 

H.D.  . 

B.B.B. 

B.B.Bx 

B.B.M. 

B.B.Q. 

B.B.R. 

T.H.D. 


CODE. 

. Fire  Department 

. Health  Department 

..Bureau  of  Buildings,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

.Bureau  of  Buildings,  Manhattan 
...Bureau  of  Buildings,  Queens 
.Bureau  of  Buildings,  Richmond 
..Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  23,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

886-24-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Aaron  Miller,  owner. 

PREMISES — Southwest  corner  West  Tremont  avenue  and 
Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

810-24-BZ.  , 

APPLICANT — Murray  Klein,  for  Rose  Cummins,  owner. 

PREMISES — 1169-1175  Gates  avenue,  Brooklyn.  t 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omission  of  a  rear 
yard  as  required  by  the  zone  resolution. 

1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

859-24-BZ. 

APPLICANT — James  Kearney,  for  Wm.  Krauss  Garage . 
Corp.,  owner. 

PREMISES — 127  West  99th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles.  * 

728-24-BZ. 

APPLICANT — Frank  A.  Spencer,  Jr.,  for  Helen  B.  Peckett, 
owner. 

PREMISES — 2074-2088  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

787-24-BZ. 

APPLICANT — Archibald  J.  McKinny,  for  Andrew  Lewnes 
and  iM.  K.  Venechanerkay,  owners.  \ 

PREMISES — 345-357  Ocean  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building,  the  1st  story  to  be  used  for 
business  purposes. 
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740-24-BZ. 

APPLICANT  Abraham  Farber,  for  Samuel  Weissman, 
owner. 

PREMISES — 541-51  Warwick  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages  on  a  plot  now 
occupied  by  11  individual  garages,  all  spaces  rented 
to  persons  not  residing  on  the  premises. 

923-24-BZ. 

APPLICANT — Carl  B.  Cali,  for  Henry  J.  Semke. 

Premises— Southwest  corner  Burnside  avenue  and  Davidson 
avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  alteration  and  extension  of  a  busi¬ 
ness  building. 

758-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Pardicak  Realty 
Corp.,  owner. 

PREMISES — 253-257  West  153rd  street,  230-244  West  154th 
street  and  83-97  Macombs  place,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

776-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Joseph  Richman, 
owner. 

PREMISES — 807-817  Caton  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

830-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harry  Berliner, 
owner. 

PREMISES— 79-87  Aberdeen  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

896-24-BZ. 

APPLICANT — W.  L.  Rouse  and  L.  A.  Goldstone,  for  Mur¬ 
ray  Hill  Offices  Corp.,  owner. 

PREMISES — 25-29  East  40th  street  and  279-293  Madison 
avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  a  street  wall  to  exceed  the  height  limit 
required  by  the  building  zone  resolution. 

853-24-BZ. 

APPLICANT — Albert  Hartmann,  owner. 

PREMISS — 6-8  East  1st  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  stable  and  storage 
warehouse  to  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

874-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Thomas  P.  Graham, 
owner. 

PREMISES — 770-784  Lefferts  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

915-24-BZ. 

APPLICANT— Walter  M.  Mason,  for  The  Wako  Co., 
Ltd.,  owner. 

PREMISES — 18  East  53rd  street,  Manhattan. 

TO  PERMIT  in  a  “business  1J4  times  height  district,” 
the  erection  of  the  street  wall  of  a  building  in  ex¬ 
cess  of  the  prescribed  height  limit  required  by  the 
zone  resolution. 


934-24-BZ. 

AT  PLICANT  -Thomas  W.  Lamb,  for  Lexington  Avenue 

t>UT7,,t Jr?oatre  and  Realty  Corp.,  owner. 

REMISES  1280-1288  Lexington  avenue,  125-131  East 
86th  street  and  124-134  East  87th  street,  Manhat¬ 
tan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of  a 
theatre,  store  and  office  building. 

> 

919-24-BZ.  ] 

Pp™^4STTTJaTS  Kearney’  f°r  Otto  Hessler,  owner. 

PREMISES— Northwest  corner  of  Cooper  avenue  and 
Cypress  Hills  road,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

•  i 

1191-23-BZ. 


APPLICANT  Nathan  Langer,  for  Commonwealth  Sav¬ 
ings  Bank,  owner. 

PPP^^P?^25"431  • West  209th  street.  Manhattan. 

1  U  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

799- 24-A — 334-336  Stanton  street,  Manhattan. 

800- 24-A — 338-340  Stanton  street,  Manhattan. 

873-24-A — 27  East  40th  street,  Manhattan. 

897-24-A— 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

823-24-A — 852-854  Humboldt  street,  Brooklyn. 

890-24-A— 460-462  West  129th  street,  Manhattan. 

905-24- A  135  East  55th  street  and  657-661  Lexington  ave¬ 
nue,  Manhattan. 

1144-23-A — 295  Seventh  avenue,  Manhattan. 

1124-24-A — 392-394  West  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  23,  1924,  at 
JO  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

CAL.  NO.  636-24-BZ— Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  Sarah  Hanlon,  owner, 
Jeannette  Wilson  Metten,  lessee,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  in  an  exist¬ 
ing  residence  building;  premises  234 
West  74th  street,  Manhattan. 

cal.  no.  565-23-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  John 
Tedesco,  owner,  for  the  rehearing  of 
an  application  previously  denied  to  per¬ 
mit  in  a  business  district  the  erection 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
488-494  East  New  York  avenue,  Brook¬ 
lyn. 


1189 


CALENDAR 


cal.  no.  497-23-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  S.  C. 

La  Vine,  Inc..,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-1586 
Bedford  avenue,  Brooklyn. 

CAL.  no.  64-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  W  illiam  r. 
Doyle,  applicant,  on  behalf  of  332-340 
Ea?t  84th  Street  Realty  Co.,  Inc.,  owner, 
previously  denied,  to  permit  in  a  busi¬ 
ness  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution ; 
premises  332-340  East  84th  street,  Man¬ 
hattan. 

cal.  no.  764-24-BZ — 'Application,  June  3,  1924,  under  the 
building  zone  resolution,  of  John.  L. 
Eustis,  applicant,  Edwin  F.  Branning, 
owner,  Eric  Dalton,  lessee,  to  permit 
in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop;  prem¬ 
ises  260  West  Tremont  avenue,  The 
Bronx. 

CAL.  NO.  540-24-BZ—  Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  1066-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Ameri¬ 
can  Railway  Traffic  Co.,  owner,  pre¬ 
viously  denied,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1455-1461  Gates  avenue, 
Brooklyn. 

CAL.  no.  821-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Lester  P. 
Deeves,  applicant,  on  behalf  of  De- 
wett  Realty  Co.,  owner,  to  permit  in 
a  business  district  extending  from  an 
unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  460-462  West  129th 
street,  Manhattan. 

cal.  no.  714-24-BZ — Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  William 
Schein,  applicant,  on  behalf  of  Kate 
Kalter,  owner,  to  permit  in  a  residence 
“E”  area  district  the  erection  and 
maintenance  of  a  dwelling  without  set¬ 
ting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  build¬ 
ing  zone  resolution;  premises  1102- 
1112  East  27th  street,  southwest  cor¬ 
ner  of  Avenue  K,  Brooklyn. 


cal.  no.  782-24-BZ — Application,  June  9,  1924,  under  the 
building  zone  resolution,  of  William  R. 
Rust,  applicant,  on  behalf  of  Griffin 
White  Shoe  Company,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  factory  purposes;  premises  754-756 
Fifth  avenue,  northeast  corner  of  26th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  September  23,  1924,  at  2  p.  m. 
Petitions  for  Variations. 

602-24-S — 15  East  17th  street,  Manhattan. 

756-24-S— 562  Fifth  avenue,  Manhattan. 

878-24-S— 1205-1213  Broadway,  Manhattan. 

250-24- S— 8  East  23rd  street,  Manhattan. 

914-24-S— 247-263  West  37th  street,  Manhattan. 

917- 24-S— 115-117  West  45th  street,  Manhattan. 

918- 24-S — 45  West  18th  street,  Manhattan. 

920-24-S— 251-259  West  36th  street,  Manhattan. 
924-24-S— 315  8th  street,  Brooklyn. 

930-24-S— 142-148  West  36th  street,  Manhattan. 

937-24-S — 1351-1365  Broadway,  Manhattan.  , 

Appliances  Submitted  for  Approval. 

590-24-SA— Film  Inspection  Machine,  approval  of. 
673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm  Box 
approval  of. 

6-24- S A — 'Universal  Oil  Burner,  approval  of. 

860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  approva 
of. 

907-24-S/  —Dempsey  Domestic  Burner  and  Fuel  Oil  Pump 
approval  of. 

935-24-SA — Blackmer  Rotary  Pump,  approval  of. 
939-24-SA— Ballard  Super  Domestic  Oil  Burner,  approva 
of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  30,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

748-24-BZ.  ,  ,  -  .  .  * 

APPLICANT — William  J.  McKeown,  for  Estate  ot  KU 
dolph  Prellwitz  and  William  Prellwitz,  owners. 

PREMISES— Northwest  corner  of  Webster  avenue  am 
Mosholu  Parkway,  North,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  erection  and  maintenance  ot 
garage  for  the  storage  of  more  than  five  (5)  moto 
vehicles. 

825-24-BZ.  .  .  j  t 

APPLICANT — 'Otto  Henschel,  for  Phillipine  Raub  and  1 
S.  W.  Building  Corporation,  owners. 

PREMISES — 516-526  Parkside  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  man 
tenance  of  a  garage  for  the  storage  of  more  tna 
five  (5)  motor  vehicles. 

APPLICANT — William  F.  Doyle,  for  Ulysses  G.  Churc 
owner. 

PREMISES— 6914-6932  Fourth  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  man 
tenance  of  three-story  dwellings  to  be  used  for  sto 
purposes  on  first  story. 
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612-24-BZ. 

APPLICANT — William  Shary,  for  Martin  C.  Dyer,  owner. 

PREMISES — 469  East  187th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

92-17-BZ. 

APPLICANT— William  F.  Doyle,  for  54th  Street  Holding 
Corp.,  owner. 

PREMISES— 103-105  West  53rd  street  and  104-106  West 
54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  a  stable  accommodating  more  than  five 
(5)  horses  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

929-24-A — 612  Fifth  avenue,  Manhattan. 

932- 24-A — 11209  St.  Anns  avenue,  Richmond  Hill,  Queens. 

734-24- A — 65-67  West  Houston  street,  Manhattan. 

818-24-A — 152-154  Withers  street,  Brooklyn. 

460-24-A — 165  Pine  street,  Brooklyn. 

762- 24- A — 90-92  Beekman  street,  Manhattan. 

763- 24-A — 228  East  122nd  street,  Manhattan. 

834-24-A — 520-528  Broome  street  and  55  Thompson  street, 
Manhattan. 

933- 24-A — 338-342  East  59th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  September  30,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  655-24-BZ — Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  5703 
Twelfth  avenue,  Brooklyn. 

cal.  no.  841-24-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  187th  street, 
The  Bronx. 

cal.  no.  710-24-BZ — Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  1J4  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution;  premises  west  side  of  Anable 


avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 

cal.  no.  444-24-BZ — Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin-' 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles.;  premises  229-235  East  85th 
street,  Manhattan. 

cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  190-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  William 
F.  Till,  owner,  previously  withdrawn, 
to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  2513-2519  Til- 
den  avenue,  Brooklyn. 

-  .  /Alt* 

cal.  no.  405-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Wester- 
leigh  Building  Loan  and  Savings  As¬ 
sociation,  owner,  previously  denied,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  business  purposes ;  prem¬ 
ises  west  side  of  Jewett  avenue,  11.5 
ft.  south  of  Waters  avenue,  Richmond. 

cal.  no.  639-24-BZ — Application,  May  8,  1924,  under  the 
building  zone  resolution,  of  William  J. 
Conway,  applicant,  on  behalf  of  John 
Muldoon,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  70-78  West  9th  street,  Brook¬ 
lyn. 

cal.  no.  737-24-BZ — Application,  May  27,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
geline  Savignano,  owner,  to  permit  in 
a  residence  “E”  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  September  30,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

847- 24-A — 618-620  West  58th  street,  Manhattan. 

848- 24-A— 575  Columbia  street,  Brooklyn. 

857-24-A — S.  W.  corner  Firth  avenue  and  Grand  street, 
Maspeth,  Queens. 

862- 24-A— 8631  127th  street,  Richmond  Hill,  Queens. 

863- 24- A — 712  Broadway,  Manhattan. 

867-24-A — 434  Canal  street,  Manhattan. 

880-24-A — 10300-10308  101st  avenue,  Ozone  Park,  Queens. 
884-24-A — 22  West  4th  street,  Manhattan. 


tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

cal.  no.  597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  T. 
Roe,  aplicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


894-24-A — 791-793  First  avenue,  Manhattan. 

900- 24- A — 1338-48  62nd  street,  Brooklyn. 

901- 24-A — 135  Broadway,  Manhattan. 

902- 24-A — 234-256  Lott  avenue,  Brooklyn. 
910-24-A — 79-81  Forsythe  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  30,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

CVL.  no.  497-24-BZ — Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Ryer 
Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 


cal.  no.  809-24-BZ — ’Application,  June  16,  1924,  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan 


CAL.  no.  701- 


24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bronx. 


cal.  no.  235-23-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 


cal.  no.  282-24-BZ — Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  908-24-BZ — Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5.)  motor  vehicles; 
premises  east  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 

cal.  no.  307-24-BZ— Application,  February  27,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Patrick  Gallagher,  owner,  to  permit  in 
a  residence  district  the  installation  of 
a  gas  selling  station;  premises  2565- 
2575  Ocean  avenue,  Brooklyn. 

cal.  no.  849-24-BZ — Application,  June  25,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Secured 
Properties  Corp.  and  Howard  A.  Ray¬ 
mond,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  348- 
358  East  184th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Friday,  October  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

791-24- A — 187  Seminole  avenue,  Forest  Hills,  Queens. 
1268-23-A — 57-59  Burnside  avenue,  The  Bronx. 
308-24-A— 527-531  West  34th  street,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24- A — 6-8  East  1st  street,  Manhattan. 
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Under  the  Building  Zone  Resolution. 

'  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

if  a  public  hearing  under  the  provisions  of  the  building 

one  resolution,  Friday  morning,  October  3,  1924,  at  10 

’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 

lg  matters: 

*l.  no.  130-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

\L.  no.  816-24-BZ — Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  M.  A.  Can¬ 
tor,  applicant,  on  behalf  of  Degraw 
Amusement  Co.,  owner,  to  permit  in  a 
residence  district  the  alteration  and  ex¬ 
tension  of  a  building  used  for  theatre 
and  store  purposes ;  premises  799-805 
Washington  avenue,  southeast  corner  of 
Lincoln  place,  Brooklyn. 

vl.  no.  891-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Theodore 
Roehrs,  owner,  to  permit  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  north  side  of  East  181st  street, 
from  Folin  street  to  Tiebout  avenue, 
The  Bronx. 

ir..  no.  1514-23-BZ — Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 

no.  877-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes ; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 

..  no.  853-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Charles  D. 
Cords,  applicant,  on  behalf  of  Mary 
V.  Buehl,  owner,  previously  dismissed 
for  lack  of  prosecution,  to  permit  part¬ 
ly  in  a  business  district  and  partly  in 
a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  980-1004  Jamaica  ave¬ 
nue,  Brooklyn. 

'•  No.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 


mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  7,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A  508-534  West  212th  street,  Manhattan. 

911-24-A— 92  Fort  Hill  circle,  New  Brighton,  S.  I  Rich¬ 
mond. 

926- 24-A  23  Grammercy  park,  Manhattan. 

927- 24-A— 153-159  West  27th  street,  Manhattan. 

933-24-A — 338-342  East  59th  street,  Manhattan. 

936-24-A— 155-163  Leonard  street,  Manhattan. 

940-24-A— 127  West  avenue,  Long  Island  City,  Queens. 

943-24-A — 174  Hudson  street,  Manhattan. 

947-24- A — 1522  Inwood  avenue,  The  Bronx. 

951- 24-A — 60  East  191st  street,  The  Bronx. 

952- 24-A — 443  West  21st  street,  Manhattan. 

953- 24-A — 975  Park  place,  Brooklyn. 

954- 24- A— Northwest  corner  West  192nd  street  and  David¬ 

son  avenue,  The  Bronx. 

955- 24-A — 127  East  54th  street,  Manhattan. 

147-21-A — 1301-1311  Avenue  J,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  7,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  ’follow¬ 
ing  matters : 

CAL.  no.  580-24-BZ— Application,  April  24,  1924,  under  the 
building  zone  resolution  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
Triangle  Realty  Co.,  owner,  to  permit 
in  a  "B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft. 
north  of  200th  street,  The  Bronx. 

cal.  no.  836-24-BZ — Application,  June  23,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  John  M. 
Horan,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
689-691  Marcy  avenue,  Brooklyn. 

cal.  no.  844-24-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Daniel  San¬ 
toro,  applicant,  on  behalf  of  Antonio 
Massa,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
75  Montgomery  avenue,  Tompkinsville, 

S.  I.,  Richmond. 

cal.  no.  922-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis- 


CALENDAR 


trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

cal.  NO.  287-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Theo¬ 
dore  Ehrsam,  applicant,  on  behalf  of 
Bayie  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  524  Jackson  avenue, 
The  Bronx. 

cal.  no.  632-23-BZ— Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Thomas 
O’Rourke  Gallagher,  applicant,  on  be¬ 
half  of  Antonio  Guigliano,  owner,  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 

•  (5)  motor  vehicles;  premises  1711-1729 

Neptune  avenue,  northeast  corner  of 
West  19th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  7,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

941-24-S — 716-720  Broadway,  Brooklyn. 

946-24-S — 12  East  33rd  street,  Manhattan. 

966- 24-S — 1-13  East  33rd  street,  Manhattan. 

967- 24- S— 1-5  West  45th  street  and  546  Fifth  avenue,  Man¬ 

hattan. 


898-24-S — 128-136  West  31st  street  and  127-133  West  30th 
street,  Manhattan. 

982-24-S— 614-618  West  131st  street,  Manhattan. 

913-24-S — 837  Eleventh  avenue,  Manhattan. 

989-24-S — 20  West  30th  street,  Manhattan. 

944-24-S — 507-509  East  75th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  14,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A— 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

824-24-A — 16  West  57th  street,  Manhattan. 

970-24- A— 654-662  West  57th  street,  Manhattan. 

978-24-A— 99-101  Fifth  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  14,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

cal.  no.  426-24-BZ — Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  16,  1924. 
Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd, 
Junnison,  Holland,  Connell  and  Fire  Chief  Klenlon 
The  minutes  of  the  regular  meeting  of  the  board  °fap 
jeals  held  on  Tuesday  morning,  September  9  19.4,  were 
ipproved  as  printed  in  the  Bulletin,  No.  38,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

APPELLANT— Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner.  .  . 

>UBT ECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 406  Second  avenue,  Manhattan. 

\PPEARANCES —  ,  TT 

For  Appellant:  Charles  Hubert. 

\CTION  OF  BOARD — Laid  over  to  October  14,  1924, 
at  10  a.  m.,  pending  decision  of  the  Supreme  Court. 


1499-23-A.  ,  _  ..  -  _ 

APPELLANT— J.  Anthony  Probst,  for  Gold  &  Greenhut, 

owners.  .  . 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 522  West  150th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924, 
at  10  a.  m.,  pending  decision  of  the  Supreme  Court. 


781-24- A. 

APPELLANT — Long  Island  Railroad  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 714-716  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Joseph  F.  Keany. 

For  Administration:  Inspector  Maher  of  nre  ae 
partment.  .  . 

ACTION  OF  BOARD — Laid  over  to  October  3,  1124,  a 

10  a.  m.,  on  request. 


786-24-A.  .  _ 

APPELLANT— B.  &  O.  Realty  Co.,  owner. 

SUBJECT— Application  for  reopening— appeal  trom  aet 
sion  of  fire  commissioner.  ,on  rt 

PREMISES  AFFECTED— North  side  152nd  street,  120  «• 
east  of  Melrose  avenue,  The  Bronx. 
APPEARANCES— None.  .  n 

ACTION  OF  BOARD— Request  to  reopen  laid  over  to 
tober  3.  1924,  at  10  a.  m. 
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16-24-A. 

APPELLANT  David  M.  Jones,  for  Philip  Wald  and  S. 
Buchman,  owners. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AM- ECTED — 1342  Park  avenue,  Afanhattan 
APPEARANCES— 

For  Appellant:  David  Af.  Jones. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1924, 
at  10  a.  m.,  pending  decision  of  the  Supreme  Court.’ 


199-24-A. 

APPELLANT  William,  F.  Doyle,  for  Tilford  Cinema 
Corp.,  owner. 

SUBJECT — -Appeal  from  order  and  decision  of  fire  com¬ 
missioner. 

PREMISES  AFFECTED— 332-344  West  44th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Connell  and  Kennedy  .  2 


569-24-A. 

APPELLANT — Equitable  Office  Building  Corp.,  owner. 
SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED — 120  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  C.  T.  Colty. 

ACTION  OF  BOARD — Extension  of  permit  for  ninety 
(90)  days  granted. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and  Fire 

Chief  Kenlon .  g 

Negative  . .  o 

Absent:  Mr.  Connell  . ;  . .  ’  i 

THE  RESOLUTION: 

(569-24-A) 

Whereas,  Equitable  Office  Building  Corp.,  owner,  filed, 
April.  22,  1924,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  120 
Broadway,  Manhattan;  and 

\\'  hereas,  the  decision  of  the  fire  commissioner,  dated 
February  7,  1924,  reads: 

“In  reply  to  your  letter  of  January  4th,  1924,  regard¬ 
ing  the  fuel  installation  in  the  Equitable  Building, 
120  Broadway,  New  York  City,  I  have  to  advise  that  a 
permit  for  the  storage  and  use  of  fuel  oil  will  not  be 
issued  as  the  standpipe  system  in  this  building  has  not 
>  ct  been  approved  and  accepted  by  this  department  99  * 
and  ‘  ’ 


Whereas,  the  building  is  fireproof,  40  stories  in  height 
167  ft.  by  312  ft.  in  area;  OCCUPIED  as  an  office  building 
2o0  persons  per  story;  and 

Whereas,  appellant  contends  the  fuel  oil  burning  sys¬ 
tem  installed  is  in  conformity  with  the  fuel  oil  rules  ex¬ 
cept  as  to  the  reducing  valves,  and  requests  a  temporary 

permit  pending  the  installation  of  proper  reducing  valves  • 

and  ’ 


Whereas,  this  appeal  was  granted  by  the  board  at  it: 
meeting  May  27,  1924,  for  a  temporary  period  of  90  days 
and  appellant  requests  an  extension  of  the  time. 

esolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  herein 
is  granted  for  a  temporary  period  of  nit  "tv  (90)  day's 
from  the  date  of  this  action. 


328-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Company,  for  St. 
Ann’s  Hermitage,  owner. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 153  East  76th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  G.  P.  Knight. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACT  ION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs*  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  g 

Absent :  Mr.  Kennedy .  j 

THE  RESOLUTION: 

(328-24-A) 

Whereas,  Petroleum  Heat  &  Power  Co.,  for  St.  Ann’s 
Hermitage,  owner,  filed,  March  3,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis- 
» sioner,  affecting  premises  153  East  76th  street,  Manhattan- 
and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
September  17,  1923,  reads  : 

1.  Pumps  are  not  of  a  type  approved  by  Board 
of  Standards  and  Appeals. 

‘  2.  Burners  are  not  of  a  type  approved  by  Board 
of  Standards  and  Appeals. 

,  5.  Show  entire  boiler  room  isolated  from  other  por¬ 
tion  of  building  by  fire  retarding  material. 

‘  6.  Gravity  feed  from  auxiliary  tank  to  burner  is 
contrary  to  the  rules  of  Board  of  Standards  and  Ap¬ 
peals.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height 
and  ft  ^  102'2  ft'  ^  area’  0CCUPIED  as  a  schopl; 

Whereas,  appellant  contends  the  fuel  oil  burning  system 
was  installed  when  the  1922  fuel  oil  rules  were  in  effect 
and  conforms  with  the  fuel  oil  rules  then  in  force,  except 
in  that  the  burner  (Caloroil)  is  not  an  approved  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 

329-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Company,  for 
St.  Thomas  Acquinas  Church,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1900  Crotona  parkway,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  G.  P.  Knight. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Kennedy  .  1 

THE  RESOLUTION : 

(329-24-A) 


Whereas,  Petroleum  Heat  &  Power  Co.,  for  St.  Thomas 
Acquinas  Church,  owner,  filed,  March  3,  1924,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire 
commissioner,  affecting  premises  1900  Crotona  parkway, 
The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  26,  1923,  reads : 
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“1  File  certified  copy  of  Building  Department  ap¬ 
proval  for  location  of  tank  and  construction  of  enclo- 


“2.  Pumps  are  not  of  a  type  approved  by  Board  of 

Standards  and  Appeals.  ,  ,  -n  i 

“3.  Burners  are  not  of  a  type  approved  by  Boaiu 

of  Standards  and  Appeals.  , 

“6.  Show  entire  boiler  room  isolated  from  otner 
portion  of  building  by  fire  retarding  material. 

“7.  Gravity  feed  from  auxiliary  tank  to  burner  is 
contrary  to  the  rules  of  the  Board  of  Standards  and 
Appeals.” ; 


Whereas,  the  building  is  fireproof,  four  stories  in  height, 
125  ft.  by  66  ft.  in  area.  OCCUPIED:  Basement,  boiler 
room;  1st  story,  church,  and  school  above;  and 

Whereas,  appellant  contends  that  the  fuel  oil  burning 
system  was  installed  when  the  1922  fuel  oil  rules  were 
in  effect  and  conforms  with  the  fuel  oil  rules  then  m  force 
except  in  that  the  burner  (Caloroil)  is  not  an  approved 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 

is  denied.  * 


640-24-A. 

APPELLANT— Ward  Baking  Company,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 359  Wales  avenue  and  779  East 
142nd  street,  The  Bronx. 

APPEARANCES—  .  ,  ,  . 

For  Appellant :  E.  H.  Hickok  and  R.  E.  Manning. 
For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  ® 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION : 

(640-24-A) 

Whereas,  Ward  Baking  Company,  owner,  filed,  May  8, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  359  Wales  ave¬ 
nue  and  779  East  142nd  street,  The  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
9  1923  reads ! 

~“’l.  Provide  a  local  electric  alarm  to  indicate  high 
and  low  water  in  gravity  tank,  and  a  local  electric 
water  flow  alarm  for  sprinkler  system.  Sec.  20,  Ch. 
12,  Code  of  Ordinances.”; 

Whereas,  the  building  is  fireproof,  four  stories  and  base¬ 
ment  in  height,  145  ft.  by  130  ft.  in  area;  OCCUPIED  as 
a  bakery,  131  persons  in  entire  premises ;  and  _ 
Whereas,  appellant  contends  that  a  modern  sprinkler  sys¬ 
tem  having  an  electric  alarm  to  indicate  high  and  low  water 
in  gravity  tanks  has  been  installed  and  that  it  is  imprac¬ 
tical  to  provide  a  local  electric  water  flow  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed ,  and  the  appeal  be  and  it  hereby  is 
denied. 


641-24-A. 

APPELLANT— Ward  Baking  Company,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 780  St.  Mary’s  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  E.  H.  Hickok  and  R.  E.  Manning. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 

(641-24-A) 


Whereas,  Ward  Baking  Company,  owner,  filed,  May  8, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  780  St.  Mary’s 
street,  The  Bronx ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
20,  1923,  reads: 

“1.  Provide  a  local  electric  alarm  to  indicate  high- 
and  low  water  in  gravity  tank,  and  a  local  electric 
water  flow  alarm  for  sprinkler  system.  Section  20,  Ch. 
12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height 
(irregular  in  shape),  having  a  frontage  of  203  ft.  9  in.  on 
St.  Mary’s  street  and  a  frontage  of  230  ft.  on  Southern 
boulevard;  OCCUPIED  as  a  bakery,  134  persons  in  entire 
premises ;  and 

Whereas,  appellant  contends  that  a  modern  sprinkler  sys¬ 
tem  having  an  electric  alarm  to  indicate  high  and  low  water 
in  gravity  tanks  has  been  installed  and  that  it  is  imprac¬ 
tical  to  provide  a  local  electric  water  flow  alarm. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


743-24-A. 

APPELLANT — Cornell  Utilities  Co.,  for  Einar  Schatvet, 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISE'S  AFFECTED— 221  77th  street,  Brooklyn. 


APPEARANCES— 

For  Appellant:  William  Porter.  ]  ; 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE—  I 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . . 

Negative  . 

Absent :  Messrs.  Kennedy  and  Holland  . 


5’ 

C 

2 


THE  RESOLUTION: 

(743-24-A) 

Whereas,  William  Porter,  for  Cornell  Utilities  Co.,  filed 
May  28,  1924,  an  appeal,  with  the  board  of  appeals,  frotr 
an  order  of  the  fire  commissioner,  affecting  premises  221 
77th  street,  Brooklyn ;  and  >  X  , 

Whereas,  the  order  of  the  fire  commissioner,  dated  Ma> 
2,  1924,  in  acting  on  Order  No.  88471-LC,  reads: 

“No  fuel  oil  system  shall  be  operated  or.  oil  placed  ir 
the  system  until  after  a  permit  has  been  issued  by  the 


Fire  Commissioner. 

“You  are  therefore  ordered  to  remove  all  fuel  oi 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 


Whereas,  the  building  is  frame,  two  stories  in  height,  3< 
ft.  by  48  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  burner,  a  700  gallon  oil  tank  burie< 
outside  the  building  and  a  55  gallon  auxiliary  tank  ;  and 
Whereas,  appellant  contends  that  the  installation  con 
forms  with  the  fuel  oil  rules  excepting  in  that  the  burne 


is  not  an  approved  burner. 
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.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  installation  shall  comply  with 
the  fuel  od  rules  of  the  board  of  standards  and  appeals  in 
all  other  respects ;  that  the  door  of  furnace  fire  box  shall 
be  equipped  with  self-closing-  attachment;  and  that  the  cer¬ 
tificate  of  factory  test  as  to  tank  shall  be  filed  with  the  fire 
commissioner. 


772-24- A. 

APPELLANT— Cornell  Utilities  Co.,  for  L.  Gallucei 
owner.  ’ 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  APbECTED — Northwest  corner  Ascan  ave- 

APPEARAN&S^"  P'aCe’  F°reSt  HUls' 

For  Appellant :  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de- 
,  partment. 

rnvm?Tn°Me  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
'Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

N egati ve  . o 

Absent :  Mr.  Kennedy  .  i 

THE  RESOLUTION :  . 

1  (772-24-A) 

\\  hereas,  Cornell  Utilities  Co.,  for  L.  Gallucei,  owner, 
hied,  June  5,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  northwest  corner  of  Ascan  avenue  and  Russell  place, 
Forest  Hills,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
3,  1924,  in  acting  on  Order  No.  88592-LC,  reads : 

.  “^°  fueI  system  shall  be  operated  or  oil  placed 
in  tlie  system  until  after  a  permit  has  been  issued  by 
the  hire  Commissioner. 

“You  are  therefore  ordered  to  remove  all  fuel  oil  from 
the  storage  tank  and  discontinue  the  further  storage 
and  use  of  fuel  oil  at  the  above  premises  ”  • 

and  ’ 

W  hereas,  the  building  is  non-fireproof,  two  stories  in 
height,  40  ft.  by  35  ft.  in  area;  OCCUPIED  as  a  dwelling; 

,  Whereas,  a  fuel  oil  burning  system  has  been  installed, 
-onsisting  of  a  Nokol  automatic  oil  burner,  a  700  gallon  oil 

ank  and d  °UtSlde  the  building  and  a  55  gallon  auxiliary 

Whereas  appellant  contends  that  the  installation  con- 
lorms  with  the  fuel  oil  rules,  excepting  in  that  the  burner 
s  not  an  approved  burner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
t  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
'ranted  on  condition  that  the  installation  shall  comply  with 
he  fuel  oil  rules  of  the  board  of  standards  and  appeals 
n  all  other  respects ;  that  the  door  of  furnace  fire  box  shall 
-e  f^'PPed  with  self-closing  device;  and  that  certificate  of 
ac  ory  test  shall  be  filed  with  the  fire  commissioner  as  to 
torage  tanks. 


■29-24-A. 

inpfprT^A1-^110  Exchange,  Inc.,  lessee. 

AAPi^lr^i?T-Prcler  of  firc  commissioner. 

VPPEARANCES— CTED_160°  Broadway’  Manhattan. 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de- 

iCTION  0PFartBOARD-Appeal  dismissed,  order  having  exits^e “provld^and^0”0  °“  ^  P^^^^tha^ampl! 
been  rescinded  of  record  g  ,  s  are  Provi.ded  and  proposes  to  insta  a  thermostatic 

HE  VOTE  TO  DISMISS-  ±™kilP Z  ^  Ce"ar  and  sub-ccllar>  -  ^oTthe 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd,  Resolved  that*  the  order  of  the.  fi  •  • 

KeX°n:  .COnne!!',  “  a"d .  i  « rS  thethappea. 
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Negative  .  . 

Absent:  Mr.  Kennedy  .  ■. 

THE  RESOLUTION: 

(829-24-A) 

nfr'  Ap0ll°  Exchange,  Inc.,  for  S.  &  A.  J  Cooper 
,y  C°rp-'  owner,  filed,  June  20,  1924,  an  appeal  with 

si.mer°aarffectin^PPea  S’-  ^  an  °rder  of  thc  fire  commis- 
Wherea?^  Z  l600.  Broadway»  Manhattan ;  and 

31,  1924,  reads?  ^  °f  ^  ^  commissioner>  dated  May 

1.  Use  of  any  part  of  building  for  dwelling  our- 

s^.ftaoi&"d  as  - &*»  » 

taufant^n.th^  ^  of  budding  as  a  dance-hall-res- 

10  Code  „?  Ordtaa“esn"-d  38  PCT  S'C,i°n  241'  Cha»to 
and  '  ’ 

V\  hereas  the  building  is  fireproof,  ten  stories  in  height 
113  ft.  by  121  ft.  m  area.  OCCUPIED:  Basement  dance 
all  and  restaurant ;  1st  story,  stores ;  2nd  story  ’  dance 
ia  ,  upper  stories,  offices  and  showrooms,  principally  photo 

?to!yeS^SloaKPTi,nately  700  PerS°nS  above  the  2lld 

exchange;  and  Exchange  *“IW!  the  6th  story  as  a  film 
Whereas,  appellant  contends  it  would  be  impossible  for 

fivemreelsrandnUe  “  bUSi"eSS  if  restricted  *  “gVo" 

•  Wh^reaus^  h  appears  that  the  order  of  the  fire  commis¬ 
sioner  has  been  rescinded  of  record.  commis- 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 
839-24-A.  ' 

APPELLANT— F.  P.  Keniston,  for  Edward  A.  RidleyJ 
owner.  -^micy, 

p^B{B^T~Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED  319-321  Grand  street,  Manhat- 

APPEARANCES— 

For  Appellant:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

d“ied- 

Affirmative  . 

Negative:  Chairman  Wa'lsh,  Messrs.  Dowd  Gun¬ 
nison,  Connell,  Holland  and  Fire  Chief  Ken¬ 
lon  . 

Absent:  M:r.  Kennedy  ..  . 

THE  RESOLUTION :  .  1 

„r  t-.  xx  (839-24-A) 

filed  HjuneS23  i  '^n^ston>  for  Edward  A-  Ridley,  owner, 
rued,  June  23,  1924,  an  appeal,  with  the  board  of  appeals 

rom  an  o.der  of  the  fire  commissioner,  affecting  premfses 
1  Grand  sUeet,  Borough  of  Manhattan;  and  1 
o  ttpEAs,  the  order  of  the  fire  commissioner,  dated  June 
3,  1924,  in  acting  on  Order  No.  59531-F,  reads- 

m  J-  oPr?v,ide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least  one 
source  of  water  supply  *  *  *  » ■ 
and  •  '  ’ 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height  4!  ft.  by  71  ft.  in  area.  OCCUPIED  as  follows 

of  bnnrrT’- furniture  Storage’  no  occupancy ;  cellar,  storage 
of  porcelains  no  occupancy;  1st  story,  store,  5  persons- 

~nd  story,  salesroom,  3  persons  j  3rd,  4th  and  5thPstories’ 
urmture  display  rooms,  no  regular  occupancy ;  equipped 
with  an  interior  fire  alarm  system;  and 
Whereas,  appellant  contends  that  there  is  no  varnishing 
or  furniture  finishing  done  on  the  premises;  that  amp® 
exits  are  nrovidpH  and  : _ _  ’  dL  drnPIo 
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851-24-A. 

APPELLANT— James  Whitford,  for  Frederick  Rohde, 
owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 191  Bay  street,  Tompkinsville, 

S.  I.,  Richmond. 

APPEARANCES— 

For  Appellant:  James  Whitford  and  Frederick 

Rohde. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE —  ^ 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  ® 

Negative  .  0 

Absent :  Mr.  Kennedy  .  1 

THE  RESOLUTION : 

(851-24-A) 

Whereas,  James  Whitford,  for  Frederick  Rohde,  owner, 
filed,  June  25,  1924,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
191  Bay  street,  Borough  of  Richmond;  and 
Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  25,  1924,  in  acting  on  Alteration  Application  No.  328- 
24,  reads : 

“1.  Building  being  over  10,000  square  feet  on  1st 
story,  a  standpipe  equipment  is  required  by  Section  581 
of  Chapter  5,  Code  of  Ordinances,  New  York.”; 

and 

Whereas,  the  building  is  fireproof,  one  story,  mezzanine 
and  basement  (30  ft.)  in  height,  119  ft.  8  in.  by  122  ft.  11 
in.  (14,500  sq.  ft.)  in  area.  OCCUPIED  as  follows:  Base¬ 
ment,  grocery,  meat  storage  and  garage;  1st  story  and  mez¬ 
zanine,  storage  and  market;  and  ... 

Whereas,  appellant  contends  that  the  building  is  sub¬ 
divided  into  sections  less  than  10,000  sq.  ft.  by  fireproof 
partitions,  with  fire  doors  at  the  openings. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  subdivision  of  the  floor 
area,  as  indicated  on  the  plans  filed  in  this  appeal,  with 
approved  fireproof  partitions  shall  be  maintained ;  that  the 
garage  portion  shall  be  restricted  to  the  area  as  indicated 
on  basement  floor  plan;  that  the  automobile  storage  shall 
be  limited  to  four  (4)  cars,  the  property  of  the  owner  and 
operator  of  the  premises,  used  in  the  conduct  of  his  busi¬ 
ness;  and  that  the  garage  shall  be  separated  from  any 
other  portion  of  floor,  horizontally  and  vertically,  by  un¬ 
pieced  walls  of  approved  masonry. 

906-24- A. 

APPELLANT— Dempsey  Furnace  Company,  for  St.  Veron¬ 
ica’s  Church,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 155  Christopher  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  J.  S.  Tierney. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Decision  of  fire  commissioner 
modified  and  temporary  permit  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kennedy  .  1 


THE  RESOLUTION : 

(906-24-A) 

Whereas,  Dempsey  Furnace  Company,  for  St.  Veronica’s 
Church,  owner,  filed,  July  9,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  155  Christopher  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  5,  1924,  reads: 

“1.  Pumps  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“2.  iBurners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“3.  Note  on  plan:  Plant  will  be  operated  by  a  per¬ 
son  having  a  Certificate  of  Qualification.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  80  ft.  by  80  ft.  in  area;  OCCUPIED  as  a  church; 
and 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
conforming  with  the  rules  of  the  board  of  standards  and 
appeals,  excepting  in  that  the  pumps  and  burner  are  not  of 
an  approved  type,  and  appellant  requests  a  temporary  permit 
pending  the  approval  of  the  pump  and  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  for  a  temporary  period  of  ninety  (90)  days, 
pending  action  of  the  board  of  standards  and  appeals  in  mat¬ 
ter  of  petition  affecting  pump  and  burner,  on  condition  that 
the  installation  shall  comply  with  the  fuel  oil  rules  in  all 
other  respects. 


BUILDING  ZONE  CASES. 

497-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 912  Second  avenue,  L.  I.  City,  , 
Queens. 

APPEARANCES— 

For  Applicant :  Walter  Dunnigan. 

For  Opposition:  Joseph  Zajic. 

ACTION  OF  BOARD — Laid  over  to  September  30,  1924, 
at  2  p.  m.,  pending  inspectoin  by  committee  of 
the  board. 


675-19-BZ. 

APPLICANT — Sidney  Szerlip,  for  Otto  Heepe,  owner. 
SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 325-327  16th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Szerlip,  Otto  Heepe,  William 
Heepe. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m.,  for  the  purpose  of  obtaining  consents. 


809-24-BZ. 

APPLICANT — Cass  Gilbert,  for  New  York  Insurance  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  required  under 
the  building  zone  resolution. 
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PREMISES  AFFECTED — 'North  side  of  East  26th  street, 
south  side  of  East  27th  street,  from  Fourth  ave¬ 
nue  to  Madison  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  H.  Bottome  and  F.  T.  Stick- 
elman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  September  30,  1924, 
at  2  p.  m.,  pending  report  from  the  sinking  fund 
commissioner. 

835-24-BZ. 

APPLICANT  Edward  P.  Doyle,  for  William  Glichman, 
owner. 

SUBJECT  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  ((5)  motor  vehicles. 

PREMISES  AFFECTED— 1655-1663  St.  Marks  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition :  George  Menzer,  Samuel  Apple- 
baum,  Francis  E.  Rivers,  Max  R.  Schneer, 
James  E.  Gaynor. 

ACT  ION  Ob  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m.,  to  obtain  additional  consents. 

1157-23-BZ. 

APPLICANT— Meyer  Greenberg,  for  Alfred  J.  Howarth, 
owner. 

SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  building  for  business  purposes. 

PREMISES  AFFECTED — 210  Parkville  avenue,  Brooklyn. 
APPEARANCES— None. 

AC  II  ON  Ob  BOARD — -Request  to  reopen  laid  over  to 
October  3,  1924,  at  10  a.  m. 


1197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty 
Co.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  district 
of  a  proposed  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFbECTED — 712-748  Southern  boulevard, 
The  Bronx. 

APPEARANCES— None. 

AC  1  ION  OF  BOARD — Request  to  reopen  laid  over  to 
October  3,  1924,  at  10  a.  m. 


200-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Subway  Realty  Corp., 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  partly  in  a 
business  district  and  partly  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  of  Jerome  avenue, 

.  ^  161.86  ft.  south  of  East  204th  street,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  for  reopening  of  the 
case  withdrawn. 


664-24-BZ. 

APPLICANT— William  A.  Giesen,  for  Conford  Realty 
Corp.,  owner. 

SpBjECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  business  building. 


I  REMISES  AFFECTED— 2500  Grand  Concourse,  The 
Bronx. 


/vr'rJt^AKAUNCES — 

For  Applicant:  William  A.  Giesen,  Joseph  P.  Ryan 
For  Opposition:  None. 

ACTION  Ob  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative:  Chairman  Walsh.  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell  and  Fire  Chief  Kenlon  .  7 

Negative  . 0 

Absent  . ’  . .  q 

THE  RESOLUTION: 

...  (664-24-BZ) 

\\  hereas,  William  Giesen,  for  Conford  Realty  Corp. 
owner,  filed,  May  14,  1924,  an  application,  under  the  build- 
75  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  business  building;  premises 
25®°n  Grand  Concourse,  Borough  of  Bronx ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 

iQoJ°ar£  °f  ,appeals’.  at  >ts  regular  meeting,  September 
16  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing,  zone  resolution  show  that  East  Fordham  road  is  a 
business  district  and  Grand  Concourse  is  a  residence  dis¬ 
trict;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 

Spreads  Apr'  3°’  1924’  in  aCting  °n  A,t  App‘  No'  223' 

1.  Proposed  extension  of  business  building  into  resi¬ 
dence  district  is  contrary  to  provisions  of  Building  Zone 
Resolution.  ; 

and 


Whereas,,  the  existing  building  is  non-fireproof,  one  and 
two  stories  in  height,  having  a  frontage  of  103  ft.  on  East 
Fordham  road  and  158.58  ft.  on  Grand  Concourse.  Occu¬ 
pied  as  moving  picture  theatre,  stores  and  club  rooms.  It 
is  proposed  to  erect  an  additional  story  upon  the  one-story 
portion  of  the  premises,  using  same  for  offices.  The  pro¬ 
posed  additional  story  extends  into  the  residence  district 
51.25  ft. ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
A,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  proposed  ad¬ 
dition  shall  be  restricted  in  height  to  that  of  the  existing 
building,  namely,  two  stories;  to  be  of  the  same  archi¬ 
tectural  design,  finish  and  construction ;  that  the  northerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length ;  that  there  shall  be  no  roof  signs  of  any  descrip¬ 
tion  erected  on  the  proposed  structure ;  ..... 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  six  (6)  months 
from  the  date  of  this  action  and  the  building  completed 
within  one  (1)  year  from  the  date  of  this  action. 


655-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  John  C.  Bolte, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  alter¬ 
ation  and  extension  of  a  theatre  building. 

PREMUSES  AFFECTED— 3837  White  Plains  avenue,  The 
Bronx. 


APPEARANCES— 


For  Applicant:  John  J.  Dunnigan,  John  C.  Bolte. 
For  Opposition:  Milton  Hart,  William  Welk,  Miss 
Kane  and  others. 


u.  KU— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken- 
nedy,  Dowd,  Gunnison,  Connell  and  Holland  6 

Negative  . . . 

Absent:  Fire  Chief  Kenlon  . 

THE  RESOLUTION : 

(655-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  John  C.  Bolte,  owner, 
filed  May  12,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  alteration 
and  extension  of  a  theatre  building;  premises  383 7  White 

Plains  avenue,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  September 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of’ the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  White  Plains  avenue,  East 
220th  street  and  East  221st  street  are  residence  districts; 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  22,  1924,  in  acting  on  Alt.  App.  No.  209-24, 

reads:  .  .,  ,. 

“1.  Proposed  extension  of  theatre  into  residence  dis¬ 
trict  is  contrary  to  provisions  of  Building  Zone  Resolu¬ 
tion.”  ; 

Whereas,  the  existing  theatre  building  is  non-fireproof, 
one  story  in  height,  39  ft.  4  in.  by  130  ft.  in  area;  it  is 
proposed  to  increase  the  size  of  the  existing  building  by 
constructing  to  the  rear  a  fireproof  extension  one  story  in 
height  and  38  ft.  7  in.  by  50  ft.  in  area;  and  ..... 

Whereas,  under  the  provisions  of  section  7,  subdivision 
A,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  restricted  to  one  (1)  story  in  height  above  grade,  that 
the  southerly  and  westerly  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  there  shall  be  no 
skylight  installed  in  the  proposed  addition;  that  the  side 
court  or  exit  to  the  221st  street  front  shall  be  at  least  50 
ft.  distant  easterly  from  the  rear  westerly  wall  of  the  pro¬ 
posed  extension ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  six  months 
and  the  building  completed  within  twelve  (12)  months  from 
the  date  of  this  action. 

853-23-BZ. 

APPLICANT— Charles  D.  Cords,  for  Mary  V.  Buehl, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 980-1004  Jamaica  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

For  Opposition:  B.  W.  Dennis. 

ACTION  OF  BOARD— Application  granted  on  con¬ 
dition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 

Holland  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  . . .  1 


THE  RESOLUTION: 

(853-23-BZ) 

Whereas,  Charles  D.  Cords,  for  Mary  V.  Buehl,  owner, 
filed,  July  3,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  980-1004  Jamaica  avenue,  Brooklyn;  and  >  > 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue  and  Elderts 
lane  are  business  districts  and  Grant  avenue  is  a  residence 

district ;  and  # 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  3,  1924,  in  acting  on  Application  No.  6765-23, 
reads : 

“Denied.  Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  2,  Sections  3  &  4. 

“The  erection  of  a  public  garage  in  a  business  dis¬ 
trict,  the  rear  of  the  same  extending  into  a  residential 
district.” ; 

and  ...  j 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  215 
ft.  3}4  in.  on  Jamaica  avenue  and  a  depth  of  106  ft.  11  in. 
on  Elderts  lane  and  95  ft.  6}4  in.  on  Grant  avenue;  to  be 
occupied  as  a  garage  and  stores;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80.5  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  in  view  of  the  duly  authorized  con¬ 
sents  filed,  on  condition  that  the  structure  shall  be  limited 
to  one  (1)  story  in  height;  that  both  corners  formed  by 
the  intersection  of  Jamaica  avenue,  Elderts  lane  and  Grant 
avenue  shall  be  maintained  as  stores  or  shops,  separated 
from  the  garage  by  fireproof  walls ;  that  there  shall  be  no 
vehicular  entrance  or  exit  within  thirty  (30)  feet  of 
Elderts  lane  or  Grant  avenue  fronts;  that  the  rear  wall 
shall  be  unpierced  throughout  its  entire  height  and  length;  , 
that  the  front  walls  on  Jamaica  avenue,  Elderts  lane  and 
Grant  avenue  fronts  shall  be  finished  with  face  brick,  with 
architectural  terra  cotta  or  stone  trimmings ;  that  there  shall 
be  no  skylight  installed  within  thirty  (30)  feet  of  the  rear 
wall ;  that  any  skylights  installed  shall  be  glazed  with  plain 
glass,  protected  with  wire  guards  above  and  below;  that  no 
advertising  display  or  signs  of  any  nature  or  description 
shall  be  permitted  on  the  rear  wall  of  the  structure; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 


814-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Mooney  Realty 
Corp.,  owner.  .  , 

SUBJECT — Application  (re:,  decision  of  fire  commis¬ 
sioner)  to  permit  in  a  portion  of  a  street  be¬ 
tween  two  intersecting  streets  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  in  which  portion 
there  exists  a  medical  college  and  hospital  main¬ 
tained  as  a  charitable  institution. 

PREMISES  AFFECTED— 312-18  East  26th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle.  ' 

For  Opposition:  Martin  Gallagher,  Jenny  Wud, 
Gussie  Fcirberg. 
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ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Hol¬ 
land  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon . *.]  j 

THE  RESOLUTION: 

(814-24-.BZ) 

Whereas,  William  F.  Doyle,  for  Mooney  Realty  Corp., 
owner,  filed,  June  18,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  on  the  same  street  between 
the  same  intersecting  streets  with  a  medical  college  and  a 
hospital  maintained  for  charitable  purposes,  the  erection 
and  maintenance  of  a  garage  for  more  than  five  motor 
vehicles;  premises  312-318  East  26th  street,  Manhattan- 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  25th  street,  26th  street  and 
First  avenue  are  unrestricted  districts  and  Second  avenue 
is  a  business  district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  16,  1924,  in  acting  on  N.  B.  Application  No.  170-24 

reads : 

“1.  The  existence  of  Bellevue  Hospital  and  Medical 
College,  a  hospital  maintained  as  a  charitable  institution, 
on  the  same  street  between  the  same  intersecting  streets 
with  proposed  garage  for  more  than  five  cars  is  a  viola¬ 
tion  of  Section  20  of  the  Building  Zone  Resolution. 
Appeal  may  be  taken  to  the  Board  of  Appeals.”- 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  98  ft.  8  in. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  that  the  structure  on  the 
street  referred  to  in  the  decision  of  the  fire  commissioner 
was  not  a  hospital  within  the  meaning  of  the  provisions 
of  the  building  zone  resolution,  but  was  a  college  building, 
the  certificate  of  occupancy  in  the  bureau  of  buildings  classi- 
fymg  the  building  as  a  school  and  clinic  and  research  labora¬ 
tories. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
ria*t0!}  ?n  .^e  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
md  it  hereby  is  .<7 ranted  on  condition  that  the  building  shall 
oe  restricted  in  height  to  a  two  (2)  story  structure  above 
?rade;  that  the  rear  and  gable  walls  shall  be  unpierced 
hroughout  their  entire  height  and  length;  that  the  front 
'levation  shall  be  finished  in  face  brick,  with  architectural 
erra  cotta  or  stone  trimmings;  that  the  roof  shall  be  of  flat 
jesign  and  construction ;  that  the  requirements  of  the  build- 
ng  zone  resolution  shall  be  complied  with  in  all  other  re¬ 
jects  and  that  a  return  shall  be  made  to  this  board  of  the 
iroposed  architectural  design  for  approval  bv  this  board; 
Resolved,  further,  that  all  permits  necessary  for  the  prose- 
ution  of  the  work  shall  be  obtained  within  nine  (9)  months 
nd  the  building  completed  within  eighteen  (18)  months 
rom  the  date  of  this  action. 

373-23-BZ. 

APPLICANT — James  P.  Whiskeman,  for  H.  Nelson 
McLernon,  owner. 

UBJF.CT  Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance 
of  a  motor  vehicle  repair  shop. 


PREMIB?oS„xAFFECTED-160  Fordham  r°ad.  The 
APPEARANCES— 

F°r  McLernon. JameS  P‘  Wl,iskeman'  H.  Nelson 
For  Opposition:  None. 

ACTIOhMDF  BOARD  Application  granted  on  condi- 

theDvote-S-As  spedfied  in  resolution- 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 
land  D°wd’  Gunn‘s°n,  Connell  and  Hoi- 

Negative  . 6 

Absent:  Fire  Chief  Kenlon  . . .’ .’ .  ? 

THE  RESOLUTION: 

(1373-23-JBZ) 

Wes,  Fordham  160 

il  ]R924-,aftf  due  notice  by  publication  in  the  Bulleth  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  buildimr 

districrteSa°^  I"  ^  ^CSt  Fordham  is  a  bu  nesf 
district  and  Lormg  place  is  a  residence  district  •  and 

vemberRl4S'l923  °[n  ^  f  ^  fin  “mmissfoner-  ’dated  No- 
»i  ’tv923’  J  act!ng  on  Order  No.  20716-C,  reads  • 
1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  above  premises”- 
and  ‘  ’ 

depth* oli 

mg  npholsLing  Sc'  a„d°  °CCUPied  f°r  aUt0mobi,e  t>ai"‘- 
of SSd?  —  ed  & 

M  a"d  li*  Tft,  ^'^^•ft’wLfthat'the'SS'Sd 

and  bnit'h  and  tl  Ufnp'erCed.  tf?r°ughout  their  entire ‘height 
f??’  and  t.hat  a"y  Painting  work  done  on  the  prem 
ises  shall  be  restricted  to  the  rear  of  the  premises  serarSrf 
from  the  body  of  the  structure  by  a  fire  retarded etXuf 
not  exceeding  an  area  of  25  ft  square-  that  thl  t  ’ 

r  Iteof  ,h  r°t  (hTshom  in  accordance  with  the 

tiles  of  the  board  of  standards  and  appeals;  that  the  quan 

ty  °f  oil  and  varnish  maintained  on  the  premises  shaS  not 
exceed  five  (5)  gallons,  and  that  any  inflammable  or  volatile 
oils  maintained  on  the  premises  shall  not  be  in  excess  of 
he  quantity  permitted  under  permit  Issued  under  the  fire 
department’s  jurisdiction.  e 

53-24-BZ. 

APPLICANT  Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles.  g 

PREMISES  AFFECTED— Northwest  corner  Roosevelt 
avenue  and  21st  street,  Elmhurst  Ouecns 

appearances— 

For  Applicant:  Edward  P.  Doyle 
For  Opposition:  G.  A.  Halliday.  George  II  Gillin 
ACTION  OF  BOARD— Application  denied. 
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THE  VOTE  TO  GRANT—  ^  ^  ^"oTst.* Nicholas  avoiue^lOl  ft.  3%  in-  south  of  West 

Affirmative:  Mr.  Holland  ••••• . ' ‘V*  145th  street,  Manhattan;  and 

Negative:  Chairman  Walsh,  Messrs.  Kenne  y,  Whereas,  a  public  hearing  was  held  on  this  application 

Dowd,  Gunnison  and  Connell  .  by  board  of  appeals,  at  its  regular  meeting,  March  18, 

Absent:  Fire  Chief  Kenlon .  1924,  after  due  notice  by  publication  in  the  Bulletin  of 

THE  RESOLUTION:  the  Board  of  Standards  and  Appeals;  and 

(A8-24-BZ)  Whereas,  the  use  district  maps  accompanying  the  buud- 

„  ,p  Dov1„  {or  Oueensboro  Investing  ing  zone  resolution  show  that  St.  Nicholas  avenue  is  a  rest- 

Co  owneArS'  fi“anuary 15 \lll,  ^  application,  under  deuce  district  and  West  145th  street  ,s  a  bustness  d.str.ct; 
the'  building  zone  resolution,  to  permit  in  a  business  dis-  and  . 

trict  the  erection  and  maintenance  of  a  garage  for  the  Whereas,  the  decision  of  the  superintendent  of  lunld- 
storace  of  more  than  five  motor  vehicles;  premises  north-  .  rendered  October  1,  1923,  in  acting  on  N.  B.  App.  No. 

west  corner  Roosevelt  avenue  and  21st  street,  Elmhurst,  3^3  reads: 

Borough  of  Queens;  and  .  “1.  Public  garages  in  residence  districts  are  unlaw- , 

Whereas,  a  public  hearing  was  held  on  this  application  fid”; 

bv  the  board  of  appeals,  at  its  regular  meeting,  May  20,  and 

1924,  and  September  16,  1924,  after  due  notice  by  publica-  WhereaSj  the  existing  building  is  of  non-fireproof  con- 
tion  in  the  Bulletin  of  the  Board  of  Standards  and  Appeals,  struction>  two  stories  in  height,  with  a  frontage  of  22815 
and  .  .  tllp  hll51d_  ft.  and  a  depth  of  94  ft. ;  it  is  proposed  to  extend  the  build- 

Whereas,  the  use  district  maps  accompanying  the  Duua  .  the  extension  t0  be  non-fireproof,  two  stories  in  height, 

ing  zone  resolution  show  that  Roosevelt  avenue  is  a  bust-  ft  4  in  by  158  ft>  714  in.  in  area,  the  entire  struc- 

ness  district  and  20th  street  and  21st  street  are  res  de  .  ture  ^  be  occup;ed  as  a  garage  for  more  than  five  motor 

di: WHER^the  decision  of  the  superintendent  of  buildings,  ,0  su„ounding  conditions  there  would 

rendered  business  district  of  a  ga-  be  hardship’™  preventing  applicant  from  erect, ng  the  buddy 

rage  for  more  than  5  cars  would  be  contrary  to  Article  (Ms*  application  was  granted  by  the  board  at1 

2  Section  4  of  the  Zone  Law.  ,  meet5ng  March  18,  1924,  on  certain  conditions,  and 

”  the  proposed  buildmg  is  to  he  o^non-fireproof  tdffied  “owing5  to°  ft  JS  Z& 

Tand'a  depth”  of ft  Mot'  copied  as°a  garage  Tor  3S  under  date  of  June  17.  I'M.  modified  the  ong- 

ft.  and  a  depth  inal  resolution  to  read  as  follows:: 

m°w™sVthis  application  was  denied  by  the  board  at  “Resolved,  that  the  board  of  appeals  does  hereby  make, 

..  meetine  '  Mav  20  1924  and  reopened  by  vote  of  the  a  in  the  application  of  the  use  distric  regu  a 

its  meeting  May  20,  tions  of  the  building  zone  resolution,  and  that  the  ap- 

pi£S’o  “Te  TSgCint  Seft/  ££  &S&  tfo?  ££? 

-d  -  Hc[S(ot0  eSlaWiSh  ,he  haSiS  °f  HS  aPP'iCa'  MS  £  MS  and  SthT^tSSl 

tl0n  ’j  5  tbat  the  decision  of  the  superintendent  of  be  no  means  of  egress  or  connection  of  any  form  ot 

St  Sf  i^ereby  is  «  and  the  application  L”«S 

be  and  it  here  y  is  _ _ __  shall  be  finished  in  light  colored  face  brick  with  archi 

tectural  terra  cotta  or  stone  trimmings ;  that  the  restnc- 

APPLICANT  William  F.  Doyle,  for  James  F.  Meehan,  tions^  XSTJSf, 

SUBJECT  Application  for  reopemng  (rcpdcc|s,°in  ol  build 

SrfSS  fS  than  five  ,5,  .J  —  {-«  - 

PREMlSES0rAFFECTED  Weft  side  of  SC  Nicholas  ^ 

avenue,  101  •  /«  proposed  structure; 

street,  Manhattan.  “Resolved  further,  that  the  architect  shall  make  ■ 

APPEARANCES*—  ,  return  t0  this  board  for  its  endorsement  of  the  final 

For  Applicant:  William  F.  Doyle.  complete  drawings,  in  conformity  with  the  resolutio 

For  Opposition:  None.  „  .  rPSo-  of  this  board,  before  submitting  same  for  examination 

ACTION  OF  BOARD  Application  reopened  and  reso  oM  ^  by  the  bureau  of  buildings;  that  all  per 

lution  modified.  unmw  PF^OLU-  mats  necessarv  for  the  prosecution  of  the  work  sha 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU  ^  0hS^rithin  nine  months  and  the  building  com 

TI°Affirmative:  Chairman  Walsh.  Messrs.  Ken-  pleted  within  eighteen  months  from  the  date  o  ti 

nedy,  Gunnison,  Holland,  Connell  and  ^  action.  , 

Negative  .  ?  Whereas,  applicant,  nowjroposes  to  substitute  an  o 

\bfent:  Mr.  Dowd  .  1  selling  station  and  parking  space  in  lieu  of  garage  an 

THF  RESOLUTION :  the  board  deemed  that  conditions  would  be  improved  tner 

(1211-23-BZ)  .  by.  -  i  I 

Whereas,  William  F.  Doyle,  for  James  F  Meeham  Rgsolved  that  the  board  of  appeals  does  hereby  make 
owner,  filed,  October  23,  1923,  an  application,  under  the  {n  the  appiication  of  the  use  district  regulator 

building  zone  resolution,  to  permit  in  a  residence  Strict  ^  ^  building  zone  resolution,  and  that  the  application  1 
the  erection  and  maintenance  of  a  garage  tor  tne  storag 
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rand  it  hereby  is  granted,  modifying  the  original  resolution, 
and  substituting  a  gas  selling  station  for  garage  use  granted 
by  the  board  ;  the  original  resolution  to  be  complied  with 
in  all  other  respects ;  plans  for  the  proposed  use  to  be  sub¬ 
mitted  to  this  board  for  approval. 


44G-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  140th  street  and 
Third  Avenue  Realty  Co.  and  Abbie  S.  Gitter- 
man,  owners. 

SUBJECT— -Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  fiv.e  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2335-2341  Southern  Boule¬ 
vard,  The  Bronx. 

APPEARANCES— None. 

ruiMroT^FJPARD- Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland  and  Fire 

Chief  Kenlon  .  g 

Negative  . 0 

Absent :  Mr.  Connell . . .  . *  ’  ‘  i 


for  the  erection  and  maintenance  of  a  garage;  premises 
northwest  corner  of  Metropolitan  avenue  and  La  Forge 
street,  Middle  Village,  Borough  of  Queens. 

1  he  following  area  was  approved  by  the  board: 

Both  sides  of  Metropolitan  avenue  from  a  point  400 
It.  west  of  proposed  garage  to  a  point  200  ft.  east  of 
La  Forge  street.  Both  sides  of  La  Forge  street  from 
Metropolitan  avenue  to  a  point  400  ft.  north  of  prem- 
ises  in  question;  also  both  sides  of  Proctor  street  from 
Metropolitan  avenue  to  a  point  200  ft.  south  of  Metro¬ 
politan  avenue. 


(263-24-BZ) 

D1T,he  chairman  presented  and  read  a  communication  from 
Rliihp  Freshman,  requesting  the  board  to  fix  the  area 
affected  .  and  within  which  to  obtain  consents  for 
^  erectmn  and  maintenance  of  a  garage;  premises  2140- 
46  Bergen  street,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Bergen  street  from  Eastern  parkway  ex¬ 
tension  to  a  point  100  ft.  west  of  East  New  York  ave¬ 
nue;  also  the  properties  at  rear  and  for  a  distance 
of  50  ft.  on  either  side  of  the  side  lot  lines  of  the 
premises  in  question. 


il2-24-BZ. 

APPLICANT — William  Shary  for  Martin  C.  Dyer 
owner.  ’ 

SUBJECT  Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  the  ex¬ 
tension,  from  an  unrestricted  district  into  a 
business  district,  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles 
PREMISES  AFFECTED — 469  East  187th  street  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary. 

!  For  Opposition:  None. 

ACTION  OT  BOARD — Application  reopened  and  set 
nrr_  for  calendar  call  September  30,  1924,  at  2  p.  m 
THE  VOTE  TO  REOPEN—  P 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell  and 

Fire  Chief  Kenlon .  g 

Negative  . 0 

Absent:  Mr.  Dowd  .  1 

'2-17-BZ. 

APPLICANT— William  F.  Doyle,  for  54th  Street  Heid¬ 
is  ing  Corp.,  owner. 

>UBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  the  con¬ 
version  of  an  existing  stable  into  a  garage  in  a 
business  district. 

REMISES  AFFECTED — 103-105  West  53rd  street 
and  104-106  West  54th  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
,TTT,  for  calendar  call,  September  30,  1924,  at  2  p.  m. 
HE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell  and 

Fire  Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Dowd .  1 

AREAS  FIXED. 

(768-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
lenry  C.  Brucker,  Esq.,  requesting  the  board  to  fix  the 
rea  affected  and  within  which  to  obtain  consents 


(909-24-BZ) 

Th.e  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  2550-2556 
Amsterdam  avenue,  Manhattan. 

The  following  area  was  approved  by  the  board: 

iBoth  sides  of  Amsterdam  avenue  from  188th  street 
to  a  point  400  ft.  south  of  proposed  garage;  both  sides 
of  187th  street  from  Audubon  avenue  to  Laurel  Hill 
terrace;  also  the  north  side  of  186th  street  from  Am¬ 
sterdam  avenue  to  a  point  150  ft.  west  of  Amsterdam 
avenue. 


(695-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area  af¬ 
fected  and  within  which  to  obtain  consents  for  the  erection 
and  maintenance  of  a  garage;  premises  2534-2550  Amster¬ 
dam  avenue,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Amsterdam  avenue  from  188th  street 
to  a  point  400  ft.  south  of  proposed  garage;  both  sides 
of  186th  street  from  Audubon  avenue  to  a  point  400 
ft.  east  of  said  garage;  the  south  side  of  187th  street 
from  Amsterdam  avenue  to  a  point  150  ft.  west  of 
Amsterdam  avenue;  also  the  entire  frontage  of  Wash¬ 
ington  terrace. 


(426-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area  deemed 
affected  within  which  to  obtain  consents  for  the  erection 
and  maintenance  of  a  garage ;  premises  1030-44  Fulton  street, 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Fulton  street  from  a  point  100  ft.  east 
of  Classon  avenue  to  a  point  400  ft.  west  of  proposed 
garage;  both  sides  of  Irving  place  from  Fulton  street 
to  a  point  100  ft.  north  of  Fulton  street;  also  the 
properties  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  premises  in  question. 


Adjourned  3  p.  m. 

William  J.  O’Gorman,  Secretary, 
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SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  16,  1924. 
Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
478-24-A. 

APPELLANT— The  Silver  Slipper  Corporation,  sub-lessee; 

Chelsea  Exchange  Bank,  lessee. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant :  Nione. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1924,  at 
10  a.  m. 


854-24-A. 

'  APPELLANT — 'Albert  Hartmann,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 6-8  East  1st  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  3,  1924,  at 
10  a.  m.,  on  written  request,  subject  to  hearing 
of  Cal.  853-24-BZ. 


867-23-A. 

APPELLANT — Gee  Kay  Amusement  Corp.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2715  Webster  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WI T H DRAW' — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison,  Connell  and  Holland .  5 

Negative  . . . . .  0 

Absent :  Mr.  Dowd  and  Fire  Chief  Kenlon  ....  2 


147-21-A. 

APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brooklyn. 
APPEARANCES— 

For  Appellant:  George  F.  Walker. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  October  7,  1924,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Holland  and  Connell  . . .  5 

Negative  .  0 


Absent :  Fire  Chief  Kenlon  and  Air.  Gunnison  . .  2 


700-24- A. 

APPELLANT — Emil  Guterman,  for  Natoinal  Chair  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREAIISES  AFFECTED — 1002-1012  Grand  street,  Brook¬ 
lyn. 


APPEARANCES— 

For  Appellant:  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 


Chief  Kenlon .  7 

Negative  .  0  i 

Absent  .  0 


THE  RESOLUTION: 

(760-24-A) 

Whereas,  Emil  Guterman,  for  National  Chair  Co.,  Inc., 
owner,  filed,  June  2,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  1002-12  Grand  street,  Brooklyn ;  and 
WIhereas,  the  order  of  the  fire  commissioner,  dated  April 
24,  1924,  in  acting  on  Order  No.  55523-F,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2l/2  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  enclo¬ 
sure.  Each  outlet  to  be  provided  with  sufficient  feet  of  i' 
2J4  inch  standard  hose  attached  thereto.  Such  standpipe 
shall  be  kept  constantly  filled  with  water  by  means  of 
an  approved  tank  or  pump  supply  and  be  ready  for  use 
at  all  times.  Standpipe  to  be  connected  with  two-way, 
3-inch  Siamese  connections  with  double  clapper  valves 
and  caps  and  signs,  placed  on  street  front  of  building 
at  least  18  inches  and  not  more  than  two  feet  above 
sidewalk  in  a  horizontal  position,  accessible  to  the  Fire 
Department.” ; 

and 


Whereas,  the  building  is  non-fireproof,  one  and  two 
stories  in  height,  100  ft.  by  167  ft.  (16,700  sq.  ft.)  in  area; 
OCCUPIED  for  the  manufacture  of  chairs;  and 
Whereas,  appellant  contends  that  the  building  is  low  in 
height,  that  a  sprinkler  system  has  been  installed  and  that 
the  furnace  is  isolated  from  the  rest  of  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  two-source  wet 
sprinkler  system  be  installed  and  maintained,  and  granted 
only  so  long  as  present  occupancy  and  use  remain  substan¬ 
tially  unchanged. 


775-24-A. 

APPELLANT — H.  A.  W.  Bindseil,  for  H.  F.  Bindseil  & 
Son,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 517-519  Academy  street,  L.  I. 

City,  Queens. 

APPEARANCES— 

For  Appellant:  H.  A.  W.  Bindseil. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell  and 


Fire  Cheif  Kenlon .  7 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION : 


(775-24-A) 

Whereas,  H.  A.  W.  Bindseil,  for  H.  F.  Bindseil  &  Son, 
Inc.,  lessee,  filed,  June  6,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  517-19  Academy  street,  Long  Island  City,  Borough 
of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  17,  1924,  in  acting  on  Order  No.  87239-LC,  reads: 

“1.  Provide  an  approved  storage  system  for’ storing 
and  handling  all  volatile,  inflammable  oils  and  liquids. 

“2.  Provide  (Type  A)  enclosure  and  drip  pans  for 
all  electric  motors  on  premises.  No.  762,  Charter,  New 
York.” ; 
and 

Whereas,  the  premises  consist  of  a  plot  of  ground,  upon 
which  is  located  a  two-story  non-fireproof  fur  dressing  fac¬ 
tory,  150  ft.  by  40  ft.  in  area,  a  dwelling  and  a  galvanized 
iron  lined  shed  24  ft.  by  8  ft.  in  area;  and 

Whereas,  appellant  proposes  to  store  one  barrel  of  ben¬ 
zine  in  the  iron  lined  shed,  which  is  located  25  ft.  from 
the  dwelling  and  45  ft.  from  the  factory. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  1,  on  condition  that  not  more  than  one 
barrel  of  benzine  and  fifty  (50)  gallons  of  kerosene  shall 
be  maintained  on  premises,  stored  in  a  shed  independent  of 
all  other  structures  and  lined  throughout  with  galvanized 
iron;  and  the  appeal  as  to  Item  2  be  and  it  hereby  is 
denied,  so  far  as  it  affects  enclosure  of  motors. 


798-24- A. 

APPELLANT  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Ehrick  K.  Rossiter,  owner. 

Appeal  from  order  of  fire  commissioner. 
AFFECTED — 656  Broadway,  Manhattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  7 

Negative  . o 

Absent  .  n 

THE  RESOLUTION:  . 

(798-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
to.,  for  Ehrick  K.  Rossiter,  owner,  filed,  June  13,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
nre  commissioner,  affecting  premises  656  Broadway,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 

17,  1924,  reads: 

T  Raise  standpipe  to  twenty  feet  above  the  roof 
level  and  properly  support  same,  as  per  Section  20,  Ch. 
12,  Code  of  Ordinances.”; 

uid 

Whereas,  the  building  is  fireproof,  12  stories  and  pent 
house  in  height,  58  ft.  by  130  ft.  in  area.  OCCUPIED: 
1st  story ,  stores;  upper  stories,  offices  and  light  manufac- 
turing,  approximately  475  persons  above  the  2nd  story;  and 
Whereas,  appellant  contends  the  bottom  of  the  tank  is  14 
n.  above  the  outlet  on  the  12th  story  and  6  ft.  above  the 
roof  level ;  that  the  tank  is  set  on  brick  walls  and  great 
Hardship  would  result  if  compelled  to  elevate  the  tank. 

Kcsolvcd,  that  the  order  of  the  fire  commissioner  be  and 
'  here.by  ,s  modified,  and  the  appeal  be  and  it  hereby  is 
nranted  on  condition  that  not  less  than  a  3,500  gallon  re- 
■erve  supply  shall  be  maintained  for  standpipe  service. 


802-24-A. 

APPELLANT— Thompson  Novelty  Button  Works,  Inc.,  for 
A.  M.  Porter,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 

PREMISES  Ah  FECTED — 15  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES — 

For  Appellant :  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT- 

Affirmative  . 

Negative:  Chairman  Walsh,  Messrs.’ Kennedy, 
Dowd,  Gunmson,  Connell,  Holland  and  Fire 

Chief  Kenlon .  7 

Absent  .  .  ‘ 

THE  RESOLUTION:’ . 

...  (802-24-A) 

Whereas  Thompson  Novelty  Button  Works,  Inc.,  for 
•  M.  Porter,  owner  filed,  June  14,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  15  West  17th  street,  Manhattan;  and  ’ 

9t  thr  order;°f  the  fire  commissioner,  dated  May 

-1,  1924,  in  acting  on  Order  No.  24247-LC  reads* 

1.  Reduce  quantity  of  nitfo-cellulose  material  to  one 
hundred  (100)  pounds  *  *  * 

“2  Discontinue  the  use  of  any  cabinet  for  the  storage 
of  intro-cellulose  products  intended  for  further  manu- 

200  on  ru  \S  n°t  instructed  as  prescribed  by  Section 
232-3D  Chapter  i0(  Code  of  Ordinances. 

•  frov,lde  an  approved  double-walled  metal  cabinet 
in  which  to  keep  all  mtro-cellulose  products  intended  for 
further  manufacture  *  *  *. 

L  Ventilate  nitro-cellulose  storage  cabinet  to  ex¬ 
terior  of  building  *  *  *. 

“5-  ,U?.e  °f  sas  HSht  must  be  discontinued  throughout 
entire  building.  6 

“6.  Have  Superintendent  or  Manager  apply  for  and 
secure  a  Certificate  of  Fitness. 

“7  Provide  an  approved  type  “A’  motor  enclosure- 
about  electric  motor  on  10th  story  *  *  * 

8.  Provide  approved  safety  can  for  the  storage  of 
n°Lmo^e  ^han  10  &aIlons  of  volatile  inflammable  oil. 

..  Reduce  total  stock  of  lacquers,  enamels,  paints 
thinner  s,  cement  and  dope,  so  as  same  will  not  exceed 
25  gallons  *  *  *. 

10.  Provide  at  least  3  in.  clearance  between  all  elec¬ 
tric  or  steam  heaters  *  *  * 

“11.  Arrange  all  heaters,  dies,  steam  tables  or  pipes 
so  that  no  stock  except  that  being  worked  on  will  come 
in  contact  with  same. 

12.  Equip  all  stamping,  perforating  and  similar  ma¬ 
chines  with  metal  receptacles  for  catching  waste  mate¬ 
rials,  same  to  contain  water. 

,  33‘  . Protect  all  steam  pipes  or  risers  that  are  within 
0  it.  0  in.  of  floor  with  wire  guards  or  non-combustible 
pipe  covering  *  *  *. 

“14.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“15.  NOTE:  Top  shall  be  sloping  so  as  to  prevent 
same  from  being  used  as  shelves. 

lo.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning. 

“16.  Arrange  work  benches  so  as  to  prevent  stock 
from  falling  from  same  to  floor. 

“17.  Discontinue  storing  material  under  work  benches 
18.  Arrange  work  benches  in  Class  “B”  work-rooms 
so  that  operators  will  not  be  closer  than  3  ft  to  each 
other.  ’ 

etc'19  Provide  a  cabinct  for  storage  of  paints,  enamel, 
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“20.  Provide  depressions  or  partitions  on  work 
benches  so  as  to  prevent  spread  of  material. 

“21.  Put  water  jets  in  proper  working  order  *  *  *• 
“22.  Provide  sufficient  number  of  proper  receptacles 
for  scrap  and  keep  water  in  same. 

“23.  Extend  auto  sprinkler  system  into  storage  cabi¬ 
net,  providing  one  effective  sprinkler  head  in  cabinet. 
“24.  Discontinue  using  wooden  barrels  for  scrap  ni- 


tro-cellulose. 

“25.  Remove  all  rubbish  from  your  premises. 

“26.  Owner  must  comply  with  Fire  Department  Or¬ 
der  No.  43958-LD  :  1.  Provide  passageway,  etc. 

“27.  Standpipe  must  not  connect  to  sprinkler  tank. 
Rule  11,  Standpipe  Rules.”; 


Whereas,  the  building  is  fireproof,  11  stories  in  height, 
28  ft.  by  84  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
averaging  8  persons  to  each  story,  appellant  occupying  the 
10th  story  for  the  manufacture  of  novelty  celluloid  but¬ 
tons  ;  and  ,  . 

Whereas,  appellant  contends  that  250  pounds  of  celluloid 
is  stored  on  the  premises,  and  that  to  comply  with  the  order 
would  be  a  great  hardship  and  would  amount  to  a  confisca¬ 


tion  of  the  business ;  and 

Whereas,  the  board  deemed  that  in  view  of  report  by 
inspector  of  fire  prevention  bureau,  the  most  hazardous  con¬ 
dition  exists  at  these  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


APPELLANT— Joseph  L.  Burke  Corp.,  for  Witte  Cutlery 
Company,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 30-46  Erasmus  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Matthew  F.  Donohue. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

„  CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 

Chief  Kenlon .  7 

Negative  .  0 

Absent  .  ® 

THE  RESOLUTION : 

(804-24-A) 

Whereas,  Joseph  L.  Burke  Corp.,  for  Witte  Cutlery  Com¬ 
pany,  owner,  filed,  June  16,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  30-46  Erasmus  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
3,  1924,  reads : 

“6.  Provide  a  fireproof  vault  constructed  as  pre¬ 

scribed  by  Sec.  232,  Sub.  Div.  3,  Ch.  10,  Art.  19,  Code 
of  Ord.,  in  which  to  keep  all  nitro-cellulose  intended 
for  further  manufacture. 

“7.  Increase  number  of  sprinklers  in  celluloid  stor¬ 
age  vault  so  that  there  will  be  at  least  one  head  for  each 
830  lbs.  of  nitro-cellulose  capacity.  Sec.  232,  Sub.  Div. 
30,  Ch.  10,  Art.  19,  Code  of  Ord. 

“8.  Provide  an  automatic  sprinkler  system  supplied 
from  both  approved  gravity  tank  supply  and  an  ap¬ 
proved  pressure  tank  supply.  *  * 

and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  149  ft.  lH  in.  by  57  ft.  4  in.  in  area;  OCCUPIED 
for  the  manufacture  of  cutlery ;  and 
Whereas,  appellant  contends  the  vault  was  approved  by 
the  fire  department  in  October,  1920;  that  it  is  enclosed  by 


8  in.  brick  walls  with  a  double  set  of  doors,  at  openings 
therein;  that  there  is  one  Conran  Sprinkler  head  in  the 
vault  affording  ample  water  protection  and  that  the  sprink¬ 
ler  system  has  a  4  in.  direct  connection  to  the  city  main 
which  has  a  45  pound  per  square  inch  pressure;  and  re¬ 
quests  to  be  permitted  to  store  2,000  pounds  of  celluloid. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  so  far  as  it  affects  entire  order,  on  condition 
that  not  more  than  2,000  pounds  of  celluloid  shall  be 
maintained  on  premises,  stored  in  a  brick  vault,  with 
not  more  than  one  opening  therein,  equipped  with  a  double 
set  of  self-closing,  fireproof  doors  and  ventilated  to  outer 
air  by  a  brick  flue  not  less  than  24  sq.  in.  in  area;  vault 
to  be  equipped  with  jumbo  sprinkler  head;  and  granted 
so  long  as  conditions  otherwise  as  to  occupancy  and  use  and 
the  height  of  building,  namely,  one  story,  remain  substan¬ 
tially  unchanged. 


843-24-A. 

APPELLANT — John  B.  Santulli,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 264  39th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  John  B.  Santulli. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Connell,  Holland 

and  Fire  Chief  Kenlon  . . .  7 

Negative  . * .  0 

Absent  .  0 

THE  RESOLUTION : 

(843-24-A) 

Whereas,  John  B.  Santulli,  owner,  filed,  June  24,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  264  39th  street,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  April 
28th,  1924,  in  acting  on  Order  No.  88358-LC,  reads:  ' 

“2.  Enclose  stairway  leading  from  first  to  send 
story  in  accordance  with  the  provisions  of  article  8 
and  18,  Chap.  5  Code  of  Ord. 

“6.  Discontinue  the  use  of  flame  or  fire  in  room 
or  compartment  where  nitro-cellulose  products  are 
stored  or  used  for  the  manufacture  of  articles  there¬ 
from. 

“9.  Provide  two  exits  remote  from  each  other  on 

1st  story.  ,  J 

“11.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith.  • 

“12.  Bottom  of  guard  shall  be  arranged  so  as  to  lift 
up  for  cleaning.  . .  J 

“13.  Arrange  work  benches  so  as  to  prevent  stock 
from  falling  from  same  to  floor. 

“14.  Provide  a  sufficient  number  of  tote  boxes  of 
approved  construction  in  which  must  be  kept  materials 
and  articles  in  process  of  manufacture,  except  such  as 
are  kept  in  vaults  or  cabinets.”;  .  j 

and  .  '.j 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  25  ft.  by  95  ft.  in  area  at  the  1st  story  and  25  ft 
by  60  ft.  in  area  above.  OCCUPIED  as  follows:  1st 
story,  store,  harness  repairing  and  automobile  trimming; 
2nd  story,  dwelling;  and  #  '.  j 

Whereas,  appellant  contends  that  the  celluloid,  never  ex¬ 
ceeding  10  pounds  in  quantity — is  stored  in  a  metal  box 
that  the  sheets  are  cut  with  hand  shears  to  proper  size 
and  are  used  as  side  windows  in  auto  tops. 
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.  Resolved,  tliat  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  10  pounds  of  cel¬ 
luloid  shall  be  maintained  on  premises,  stored  in  approved 
metal  box,  located  at  extreme  rear  corner  of  building;  and 
granted  so  long  as  conditions  as  to  occupancy  and  use  and 
floor  layout  remain  unchanged. 


1073-23-A. 

APPELLANT— Frederick  G.  Frost,  for  Flower  Hospital, 


owner. 


SUBJECT— Application  for  reopening — appeal  from  de¬ 
cision  of  superintendent  of  buildings 
PREMISES  AFFECTED — 423-425  East  63rd  street,  Man¬ 
hattan. 

APPEARANCES— 

lor  Appellant:  Fred  J.  Loase  and  Thomas  J 
Mooney. 

rl  w  fx-5°ARD~Appeal  granted  on  condition. 

CONDI  1  ION'S — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Holland 

and  Fire  Chief  Kenlon .  7 

Negative  . ........  0 

Absent  .  .  n 


THE  RESOLUTION : 


(1073-23-A) 

Whereas,  Frederick  G.  Frost,  for  Flower  Hospital, 
owner,  filed,  Sept.  10,  1923,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  superintendent  of  buildings 
affecting  premises  423-5  East  63rd  street,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  22,  1923,  reads : 

,  The  building  should  be  fireproof  throughout. 

NOTE:  A  certificate  of  occupancy  will  be  required.”: 

and 

[  Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  50  ft.  by  100.5  ft.  in  area  in  the  1st  story  and  50  ft. 
by  80  ft.  in  area  above;  OCCUPIED  formerly  as  a  hos¬ 
pital;  it  is  proposed  to  alter  the  5th  and  6th  stories  from 
open  ward  to  nurses  rooms  by  erecting  stud  lath  and  plaster 
partitions^;  the  building  being  equipped  with  fireproof  inte¬ 
rior  stairway  and  a  fire  escape,  and  it  is  also  proposed  to 
provide  an  opening  to  the  corridor  leading  to  roof  of  ad- 
joining  building  and  to  the  5th  story  of  adjoining  prem¬ 
ises;  and 

Whereas,  under  Cal.  No.  1001-18-A  the  board  of  appeals 
granted  permission  to  alter  the  existing  six  story  factory 
building  into  an  emergency  hospital  on  condition  that  the 
heating  plant  and  kitchen  be  placed  outside  the  building 
and  in  a  fireproof  enclosure;  that  all  ceilings  be  made  of 
one  thickness  of  asbestos  board,  covered  with  one  thickness 
of  plaster  boards,  with  joints  broken,  and  that  these  two 
layers  of  boards  be  covered  with  No.  28  gauge  sheet 
metal;  and 

Whereas,  Cal.  No.  1073-23-A  was  denied  by  the  board 
it  its  meeting  October  30,  1923,  and  appellant  requested  a 
reopening  of  the  case,  which  request  was  granted  by  vote 
u  *  i  k°ar.^  ,on  July  22,  1924,  and  applicant  now  contends 
that  the  building  is  not  used  for  general  hospital  purposes, 
no  patients  occupying  any  part  of  the  building;  the  build- 
ng  being  used  and  occupied  as  a  school  for  under-graduate 
lurses. 

Resolved,  that  the  decision  of  the  superintendent  of  build- 
ngs  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
lereby  is  granted  on  condition  that  the  building,  use  and 
>ccupancy  shall  be  restricted  exclusively  to  the  use,  service 
md  conduct  of  a  nurses’  home,  engaged  in  and  under  study 
ind  instructions  in  the  conduct  of  the  Flower  Hospital 
institution ;  that  at  no  time  shall  any  portion  of  this  struc¬ 


ture  be  used  to  harbor  any  person  under  medical  care  or 
treatment;  that  a  continuous  fire  patrol  shall  be  maintained 
throughout  the  entire  24  hours  of  the  day;  that  the  exits 
as  indicated  on  plan,  namely,  fire-escape,  fireproof  and  fire- 
enclosed  stairs  and  horizontal  exits,  protected  with  self-clos¬ 
ing  fireproof  doors  shall  be  maintained;  that  not  less  than 
two  approved  2*4  gallon  fire  extinguishers  shall  be  pro¬ 
vided  in  the  corridor  on  each  story;  that  an  interior  fire 
alarm  system,  with  central  office  connection  from  hospital 
building,  shall  be  maintained ;  that  the  vent  and  elevator 
siaits  and  stair  hall  shall  be  enclosed  in  approved  masonry, 
fireproof  construction,  any  openings  therein  to  be  protected 
vvHh  self-closing  fireproof  doors;  on  further  condition  that 
there  shall  be  no  heating  apparatus,  furnace  or  boiler,  kitchen 
range  or  stove  maintained  on  these  premises. 

Resolved  further,  that  the  necessary  permits  be  obtained 
within  9  months  and  the  work  completed  within  18  months 
from  the  date  of  this  action. 


street,  Brook- 


627-24-A. 

APPELLANT  Fred.  C.  Podeyn,  for  Brooklyn  Edison  Co., 
owner. 

D^SI^9T-TAppea^  ^rom  order  of  fire  commissioner. 
PREMISES  AFFECTED— 91-93  Lorimer 
lyn. 

APPEARANCES— 

For  Appellant:  F.  C.  Podeyn. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

‘r -rw J?  £ t? O ARD— Appea  1  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  W^lsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  g 

N  egative  . o 

Absent:  Mr.  Gunnison .  i 


THE  RESOLUTION: 

(627-24-A) 

W  hereas,  Fred  C.  Podeyn,  for  Brooklyn  Edison  Com¬ 
pany,  owner  filed,  May  6,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  91  and  93  Lorimer  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  dated  Anril 
17,  1924,  reads : 

“No  fuel  oil  system  shall  be  operated  or  oil  placed  in 
the  system  until  after  a  permit  has  been  issued  by  the 
fire  commissioner. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 
and 

Whereas,  the  building  is  steel  frame  covered  with  corru¬ 
gated  iron,  one  story  in  height,  43  ft.  by  67  ft.  in  area; 
OCGUPIED  as  a  repair  shop  for  tools;  and 

Whereas,  appellant  contends  that  an  oil  burning  forge 
working  on  the  same  principles  as  a  plumber’s  torch,  is  now 
in  use ,  it  is  proposed  to  replace  this  with  an  approved  oil 
burning  system  when  plans,  now  in  the  fire  prevention  bu¬ 
reau  are  approved  and  requests  to  be  permitted  to  use  the 
present  installation  until  the  new  system  has  been  approved 
and  installed. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use  and  operation  of  oil  plant 
is  limited  to  industrial  operation  and  restricted  to  the  struc¬ 
ture,  not  exceeding  an  area  of  47  ft.  by  67  ft.,  one  story  in 
height,  enclosed  in  corrugated  iron. 


678-24-A. 

APPELLANT— Edward  P.  Doyle,  for  Liberty  Place 
Holding  Corp,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
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PREMISES  AFFECTED— 1237-1239  Broadway  and  504- 
506  Sixth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Holland 

and  Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(G78-24-A) 

Whereas,  Edward  P.  Doyle,  tor  Liberty  Place  Holding 
Corp.,  owner,  filed,  May  15,  1924,  an  appeal,  with  Uie 

board  of  appeals,  from  an  order  oi  the  fire  commissioner, 
affecting  premises  1237-9  Broadway,  504-6  Sixth  avenue, 
Manhattan;  and 

■  Whereas,  the  order  of  the  fire  commissioner  dated  April 
23,  1924,  in  acting  on  Order  No.  58495-Lb,  reads: 

“1.  Repair  and  place  the  standpipe  system  in  proper 
working  order  by  complying  with  the  following : 
“Among  the  defects  are : 

“(a)  Provide  150  feet  of  approved  2 inch  hose 
at  outlets  on  all  stories,  in  stair  hall  Sixth  avenue  side. 

"(ib;  Provide  an  open  nozzle  at  least  12  in.  in  length, 
diameter  of  a  tip  not  less  than  1  in.  nor  more  than 
1J4  in.  attached  to  hose  on  outlets  of  standpipe  on  all 
stories.  Section  20,  chapter  12,  Code  of  Ordinances.”; 

and  .... 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
having  a  frontage  of  41  ft  11  in.  on  Sixth  avenue,  a  front¬ 
age  of  39  ft.  8  in.  on  Broadway  and  a  depth  of  249  it.  3  in.; 
OCCUPIED  as  a  tenant  factory,  629  persons  above  the  1st 
story;  and 

Whereas,  appellant  contends  that  the  building  is  provided 
with  an  approved  two  source  sprinkler  system,  supplied  from 
a  10,000  gallon  water  supply  for  the  standpipe  installations ; 
that  the  standpipe  system  has  two  6  in.  risers  with  100  ft. 
of  2  in.  hose  and  a  nozzle  with  a  ^  in.  diameter  tip  at  each 
outlet  and  in  view  of  the  fact  of  non-hazardous  occupan¬ 
cies  contends  that  the  present  standpipe  equipment  is  ade¬ 
quate;  and 

Whereas,  it  appears  on  report  of  Inspector  of  fire  pre¬ 
vention  bureau  that  order  has  been  complied  with. 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed 


773-24-A. 

APPELLANT— Lockxon  Tooth  Manufacturers,  Inc., 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMlISES  AFFECTED— 58-62  Third  avenue,  and  497 
Pacific  street,  Brooklyn. 

appearances— 

For  Applicant:  Lupton  Sprinkle. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Not  Voting:  Mr.  Gunnison  .  1 

Absent  . 0 


THE  RESOLUTION : 

(773-24-A) 

Whereas,  Lockxon  Tooth  Manufacturers,  Inc.,  owner, 
filed,  June  5th,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
58-60-62  Third  avenue  and  497  Pacific  street,  Brooklyn; 

and  .  . 

Whereas,  the  order  of  the  fire  commissioner  reads : 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
fire  commissioner.  ... 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  sto¬ 
rage  and  use  of  fuel  oil  at  the  above  location.” ; 

and  .  . 

Whereas,  the  building  is  fireproof,  four  (4)  stories  in 
height,  60  ft.  by  75  ft.  in  area.  OCCUPIED:  1st  story, 
show  room  for  washing  machines  and  electrical  appliances, 
5  persons ;  2nd  story,  show  factory,  10  persons ;  3rd  story, 
show  factory,  15  persons;  4th  story,  tooth  factory,  6  per¬ 
sons  ;  and  . 

Whereas,  appellant  contends  the  apparatus  consists  ot  a 
series  of  three  dental  furnaces,  burning  kerosene  oil  sup¬ 
plied  from  one  five  gallon  tank  and  that  the  installation  in¬ 
volves  no  hazard.  .  > 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use,  occupancy  and  condi¬ 
tion  shall  be  limited  to  top  floor,  used  in  the  operation  of 
three  dental  furnaces,  maintained  in  a  room  enclosed  in  fire¬ 
proof  partitions;  that  the  furnaces  shall  be  ventilated  inde¬ 
pendently  and  directly  to  outer  air  by  metal  stack,  carried 
above  the  roof. 


933-23-A. 


APPELLANT— Harrison  G.  Wiseman,  for  Areola  Realty 


Co.,  owner.  ,  , 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 54  Main  street,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD1 — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  ,  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Connell,  Gunnison  and  Hol¬ 
land  ’ .  jj 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon .  1 


THE  RESOLUTION : 

(933-23-A) 

Whereas,  Harrison  G.  Wiseman,  for  Areola  Realty  Com¬ 
pany,  owner,  filed,  July  20,  1923,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  54  Main  street,  Flushing,  Borough  of  Queens; 

^Whereas,  the  decision  of  the  fire  commissioner  dated 

July  6,  1923,  reads:  .  .  rnn 

“1.  4  in.  standpipe  (fire  line)  equipment  with  3,500 

gal.  gravity  tank  located  20  ft.  above  roof  with  6a 
gallons  per  minute  filling  pump  must  be  provided  .  .  • 
“2.  The  standpipe  fire  line  equipment  shall  have  an 
auxiliary  supply  consisting  of  a  25  H.  P.  250  gal.  per 
minute  electric  fire  pump  operating  automatically  on 
pressure  and  suctioning  from  a  steel  or  concrete  ta 
of  at  least  5,000  gal.  capacity  *  * 

and 
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-'MSS*®  fc  «jf ,dnngbyiS2llT°5°4'  iSVwft  APPEA«ANfiEf 

(irregular)  in  area;  OCCUPIED  as  a  motion  picture  the'  S  Appellant:  George  F.  Walker. 

atre,  stores  and  offices,  theatre  having  1,258  seats;  equipped  ^  n^rtm^nt  0" '  Inspector  Carro11  of  ««  de- 

with  a  standpipe  system,  with  four  (4)  outlets  with  100  ft.  ACTION  OF  BO  ARD  A  i  a  •  j 

hose,  two  on  each  side  of  the  auditorium;  and  THE  VOTE  T()  (  A  V^  denied' 

Whereas,  appellant  contends  that  the  water  pressure  in  Affirmative 

the  street  is  55  to  60  pounds  and  that  the  building  is  acres  Attirmative  .  0 

sible  trom  two  streets  and  requests  that  the  requirements  as  -Negative  Chairman  Walsh,  Messrs.  Kennedy, 

waived!*  Sa“°n  Pr'SSUre  ^  P“mp  and  gravity  tank  be  Absent  KreChieTkenTon''! .  ; ; ; ;  \ 

t°hl  ap^le“„”TSy  U  ™E  RES™°N  : 

granted  as  to  Item  l,  so  far  as  it  affects  the  gravity  tank  (816-23-A) 

S  0iLC0J!?\ltW-n  **??*  ^  standPiPe  equipment  shall  comply  10<>yH£?EfS'  Regum,  Amusement  Company,  lessee,  July  6, 
V  /  rules  in  all  other  respects;  granted  as  to  Item  2,  ^  aPPeal-.vvJlh  the  board  of  appeals,  from  an 

l, at  thr  LaHX'-  'ary  pump  a"d  Pressure  tank  on  condition  °.f  thf  fi.r®  commissioner,  affecting  premises  60-62  West 

hat  the  standpipe  system  shall  be  installed  and  Siamese  con-  11ft  street,  Manhattan;  and 

™amtain.ed  011  street  fronts-VWashington  and  order  of  the  fire  commissioner,  dated  Feb 

Mam  streets ;  and  granted  only  so  long  as  existing  business  28’  19*?T-  reads  :  . 

irea  and  use  ot  2nd  story  fronts  remains  unchanged.  Install  standpipe  fire  line,  in  compliance  with  chao- 

_  ter  5,  article  25,  Code  of  Ordinances  ”  • 

426  and  ’ 

SUBJECT— T-Braddon  Amusement  Company,  lessee.  §arde"in^eight>  38  {t\  20  ft.  ^area* 

'rEAHSFS  AlSnTn0^  °cf  firC  commissioner.  OCCUPIED  as  a  moving  picture  theatre,  with  auditorium 

•  REMI  hattaif 1  FECTED~1493  St‘  Nlcholas  avenue,  Man-  t0 r1um°  aifd  ’  Seatmg  caPacity  of  941  persons  in  audi- 

\PPEARANCES—  Whereas,  appellant  contends  that  the  premises  has  been 

For  Appellant:  George  F.  Walker.  continuously  used  as  a  motion  picture  theatre  since  1913  and 

For  Administration:  Inspector  Carroll  of  fire  de-  has  had  a  Permanent  license  for  that  purpose  continuously 
partment.  •  since  1913  and  that  the  building  farp?  frnnt  ‘  y 

'ON  DTT inw1^ 0 ArD  Appeal  granted  on  condition.  two  streets  and  that  there  are  fifteen  (15)  exits  ^  ^ 

:HE  VOTF  SpCClfied  in  resolution*  Resolved,  that  the  order  of  the  fire  commissioner  be  and 

HE  VOTE-  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 

Affirmative:  Chairman  Walsh,  Messrs.  Ken-  dented.  eDy  1S 

nedy,  Dowd,  Connell,  Gunnison  and  Hol¬ 
land  .  6  426-24-BZ. 

‘  “  ait  J  of 

THE  RESOLUTION*  ‘  J  EC  I  Application  (re decision  of  superintendent  of 

.  buildings)  to  permit  in  a  business  district  the  erec- 

...  (926-23-A)  tion  and  maintenance  of  a  garage  for  the  storage 

W  hereas,  Braddon  Amusement  Corp.,  lessee,  filed,  July  (5)  motor  vehicles. 

’  19f>  an  a?Peal  with  the  board  of  appeals  from  an  or-  PREMI?ES  AFFECTED— 1030-1044  Fulton  street,  Brook- 

tie  firC  commissioner,  affecting  premises  1495  St.  APPEAR AxrrFC 
icholas  avenue,  Manhattan*  and  APPEARANCES — 

Whereas,  the  order  of  the  fire  commissioner,  dated  Feb-  Eor  Applicant— None. 

lary  27,  1923,  reads:  For  Opposition:  Miss  Macomber,  Helen  Chase 

Install  standpipe  fire  line,  in  compliance  with  chap-  Ar*rTr>vr  Murray,  Minnie  E.  Robins, 

ter  5,  article  25,  Code  of  Ordinances.”*  ON  OF  BOARD — Laid  over  to  October  14  1994 

id  ’  10  a.  m. 

Whereas,  the  building  is  fireproof,  two  stories  in  height  „  - - 

ft.  by  194  ft.  (13,129  sq.  ft.)  in  area;  OCCUPIED  for  701*24-BZ. 

ores  and  as  a  moving  picture  theatre ;  orchestra  seating  APPLICANT— Edward  P  Dovle  for  Otto 

rans  has  a  9UBjE<tVpplrrn  (re  “ 

IHeTS'  T"anl  “  &  P™-  used  as  i  "  a'„°  Si 

m, „f  !  purposes  continuously  since  1915;  and  maintenance  of  a  garage  for  the  storage  of  ~ 

11  Wfs  that  the  board  under  calendar  No.  than  five  (5)  motor  vehicles  "  °f  m0re 

l  affecting  Jructur'e  "  gra"ted  nKdifications  of  the  PREMISES  AFFECTED  South  side  of  Washington  ave- 

Resolved  that  thp  nrri  r  (•  .  .  nue’  nortR  S1de  of  Bassford  avenue  from  East  185th 

l.  |  .'  that  the  order  of  the  fire  commissioner  be  and  street  to  East  186th  street  and  Third  avenue  The 

hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  Bronx.  aVCnUe’  Dle 

]nJed  0,1  condition  that  the  stipulations  of  former  modi-  APPEARANCES— 
ions  granted  by  this  board  shall  be  complied  with  and  For  Applicant:  Edward  P.  Doyle. 

change^1'115  aS  t0  occupancy>  use  and  exits  shall  remain  For  Opposition:  Edward  J.  Murray,  Lew  Feldherr 

g  ^Morris  Weesler,  Anthony  Erdman. 

(-23- A  CTION  OF  BOARD  Laid  oyer  to  September  30,  1924 

>PFT  t  a  mt  t?  a  at  2  p.  m.,  for  submission  of  new  plot  drawings' 

rRTPrm  ^ NJ-Regum  Amusement  Company,  lessee.  -  gS> 

R{frct7AAP^ai^<^order  of  fire  commissioner.  282-24-BZ. 

-EMISES  AFFECTED — 60-62  West  116th  street  Man-  APPT  IfAMT  u  T  a 

hattan.  ’  Man  APPLICANT— Harry  Lederer,  applicant  and  lessee  G 

Norton,  owner. 
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MINUTES 


SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  partly  into  an  undetermined  district  the  change 
of  occupancy  from  an  automobile  salesroom  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED— South  side  of  Mermaid  ave¬ 
nue,  115  ft.  east  of  Beach  36th  street  and  north 
side  of  Far  Rockaway  boulevard,  67  ft.  4  in.  west 
of  Beach  35th  street,  Edgemere,  Queens. 

APPEARANCES— 

For  Applicant:  R.  C.  Norton. 

For  Opposition — None. 

ACTION  OF  BOARD— Laid  over  to  September  30th,  1924, 
at  2  p.  m.,  to  file  proper  plans  and  for  final  dispo¬ 
sition. 


APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  September  30th,  1924, 
at  2  p.  m. 


235-23-BZ. 

APPLICANT— John  C.  Wandell  Co.,  for  Wm.  J.  Avitibeli, 


owner. 


597-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Estate  of  John  E. 
Lockwood,  Clinton  T.  Roe,  trustee. 

SUBJECT— Application  (re:  decision  of  superintendent  <?f 
buildings)  to  permit  in  a  business  district,  also 
within  a  portion  of  a  street  between  two  intersect¬ 
ing  streets  in  which  portion  there  exists  an  en¬ 
trance  to  and  an  exit  from  a  public  school,  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northeast  corner  of  Brook  ave¬ 
nue  and  East  158th  street,  The  Bronx. 


SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2306-2324  Neptune  avenue, 
Brooklyn. 

APPEARANCES—  , 

For  Applicant :  Daniel  J.  Griffin,  Wm.  J.  Avitibeli, 
John  C.  Wandell. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  September  30,  1924, 
for  full  vote  of  the  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy,  Dowd,  Gunni¬ 
son  and  Holland  .  4 

Negative:  Chairman  Walsh  and  Mr.  Connell..  2 
Absent:  Fire  Chief  Kenlon  .  1 


Adjourned  6  p.  m. 


Wlliam  J.  O’Gorman,  Secretary. 


RULES  ADOPTED 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES — RULES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 


EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  _  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 


other  egress  satisfactory  to  the  Fire  Commissioner,  ah 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(ib)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law.  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  hallsj  | 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egres' 
from  termination  shall  be  as  provided  for  substandard  fir 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges— Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open 
ings  leading  to  these  substandard  exits. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copie. 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  a 
three  cents  each,  postage  to  be  added  if  the  forms  are  tc 
be  supplied  by  mail. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

I  (410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923 ;  amended  November  18,  1915 ; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1. — Except  as  herein  provided,  in  all  factory 
ouildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
ive  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
andings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
joint  of  the  stairway  in  accordance  with  the  following 
chedule : 


■'lumber  Contents 
of  combustible, 
stories  no  sprinkler 


Contents  non-  Contents  Contents  non¬ 
combustible,  combustible,  combustible 
no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

rour 

Stairways 

Enclosed 

Stairways 

Enclosed 

rive 

Stairways 
‘  Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
ares  and  merchandise,  packed,  stored,  manufactured  or 
i  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
oods,  wares  or  merchandise  which  will  burn  or  support 
^mbustion. 

The  term  “sprinkler”  as  used  above  means  an  ade- 
uate  automatic  sprinkler  equipment  installed  and  main¬ 
lined  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
uilding  between  any  floor  and  the  floor  or  roof  next 
Jove; — the  first  story  is  that  part  of  a  building  which 
more  than  50  per  cent  above  the  floor  below  and  the 
Dor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
jilding,  such  partitions  shall  extend  to  the  under  side 
:  the  roof  boarding  that  portion  of  the  under  side  of 
e  roof  beams  within  the  stair  enclosure  shall  be  covered 
ith  fire  resisting  material,  except  in  buildings  with  roofs 
non-combustible  material,  in  which  case  the  partitions 
ay  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
e  enclosure  shall  be  so  built  as  to  form  a  bulkhead, 
he  enclosure  shall  be  ventilated  by  a  skylight  in  the 
of  with  louvres  or  ventilators,  or  exterior  windows  with 
rntilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
proved  self-closing  fire  doors,  except  where  such  open¬ 
ers  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma- 
"ial  at  least  four  inches  thick  unless  the  partition  extends 
the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
iw,  will  be  accepted  as  a  compliance  with  this  rule 
len  both  sides  of  the  fire  wall  or  walls  are  occupied 
any  factory  floor  by  the  same  occupant 
Rule  2. — Where  there  are  occupancies  on  any  story  or 
rt  of  a  story  involving  the  storage  or  use  below  the  top 
•ry  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

i  Tn'e  l’nter*°y  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways;  open- 
mgs  shall  be  provided  with  approved  self-closing  fire  doors. 
■Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals.’ 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.  Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,'  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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RESERVE  CALENDAR 

BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 


Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

168-21- A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A— Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A— 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21- A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

11 87-21- A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21- A — 779  De  Kalb  avenue,  Brooklyn. 

39-22-A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22- A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street.  Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

4 80- 1 9- A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

877- 19-A — ’Pier  14,  North  River,  Manhattan. 

878- 19-A— Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19- A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A — Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 


937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  Nort 

River,  Manhattan.  (Order  No.  95587-F. 

949- 19-A— Pier  121,  foot  of  West  131st  street,  Nort 

River,  Manhattan.  (Order  No.  95586-F. 

950- 19-A— Pier  121,  foot  of  West  131st  street,  Nort 

River,  Manhattan.  (Order  No.  95585-F. 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  "River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Mar. 
hattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  stree 

Brooklyn. 

266- 20- A — 'Pier  39,  East  River,  foot  of  Van  Dyke  stree 

Brooklyn. 

267- 20- A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basil 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  stree 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basil 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  stree 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  stree 

Brooklyn. 

272- 20-A — Pier  17,  East  Rixer,  foot  of  Joralemon  stree 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  stree 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  Ea: 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washingto 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washingto1 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River.  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  street, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20-A — Pier  between  North  4th  and  5th  streets,  Brool 

lyn.  ! 

907-21-A — East  side  South  street,  foot  of  Dover  stre( 
Manhattan.  > 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  stre< 
foot  of  Dover  street,  Manhattan. 
1302-21-A — 'Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Broo1, 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Broo 

lyn.  I 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Broo 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Broo 

lyn. 

1545- 21- A — Pier  2,  between  Main  and  Dock  streets,  Broo 

lyn. 
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RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 


960-23-SA — Crescent 


13-21-S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 

337-22-S— Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S— Quinn  Acme  Crude  Oil  Burner,  approval  of. 
392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S  Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S  Burnwell  Mechanical  Burner,  approval  of 

1104- 22-S  Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S  Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 

approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S  Delaney  Fuel  Oil  Burner,  approval  of. 

1529-22-S  The  Tele-Call  Single  Stroke  Bell,  approval  of. 
28-23-SA— Edwards  New  Type  Single  Stroke  A.  C.  Bell, 
approval  of. 

57-23-SA— Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA  Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA  Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA  S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA  Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 

297-23-SA — '“Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

392- 23- S A — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
B28-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 

766-23-SA — Buckley  Automatic  Electric  Fire  Detector, 
approval  of. 

120-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
388-23-SA — Lewis  Oil  Burner,  approval  of. 

198-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 


Combustion  Fuel  Oil  Burner  ap¬ 
proval  of. 

1046-23-SA  Frankfort  Type  “P”  Low  Pressure  Oil  Burner 
approval  of. 

1 050-23- S A  .Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1146-23-SA  Pennsylvania  Globe  Oil  Burner,  approval  of. 
1163-23-SA— Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1169-23-SA  Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA— Ziegler  Oil  Burner,  approval  of. 

1180-23-SA  Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA  National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA  Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA— Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA  Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA  Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA  Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA  Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA  Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA— Apex  Gas  Cut-Off  Valve,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA— Sherman  Oil  Burner,  approval  of. 
269-24-SA— Universe  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA  'Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA  Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA— Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-S A— Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

590-24-SA — Film  Inspection  Machine,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  tffereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  ivill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  937 

Cases  filed  up  to  and  including  September  18,  1924  ....  1142 

Restored  to  calendar  .  69 

Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend . 

Requests,  for  modification .  37 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  16 

Requests  for  extension  of  permit  .  28 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans .  2 

Administrative  requests  .  * 

Requests  for  interpretation  .  4 

rr  .  ,  2088 

Total  . 

Disposed  of  . . 

Cases  pending  September  18,  1924  .  872 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  .  ^9 

Denied  . 


Granted 


13 


Granted  on  condition  .  ‘  19 


19 

11 

8 

1 


135 


Appliances  approved 

Appliances  dismissed,  disapproved  or  withdrawn. 

Rules  approved  . . . . . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

Requests  to  amend  granted .  ® 

Requests  to  amend  denied  .  ® 

Requests  for  modification  granted  .  35 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied . . .  9 

Requests  for  extension  of  time  granted .  15 

Requests  for  extension  of  time  denied .  4 

Requests  for  extension  of  permit  granted  .  26 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted 
Requests  to  install  denied 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  .  * 

a  ronnpcic  rfonipH  nr  withdrawn .  J 


Administrative  requests  denied  or  withdrawn 

Interpretations  . 

Requests  withdrawn  or  dismissed 


Total 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  o 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners, 
or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  . 

Second  That  due  and  ample  notice  of  the  date  set  tor 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  oi  the 

^ Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


•  dfethe  posting  of  the  calendars  on  the  bulletin  board  in  th 
offices  of  the  board  and.  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That*no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  o 
failure  to  receive  such  notice  is  no  excuse  for  neglect 

appear 


Fifth  That  the  business  of  these  boards  is  to  dispose  o. 
all  cases  promptly,  for  the  reason  that  the  pendency  of  a 
anneal  or  petition  ties  the  hands  of  the  administrate 
official  in  enforcing  his  order;  therefore,  no  appeal  o 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  h 
any  other  method  of  delay. 


hoard  of  standards  and  appeals, 

Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
I.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mad  I  HE  BULLETIN 


Name  . 

Street  . . 
P.  O. 


My  subscription  to  begin  with  the  issue  for. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar 
Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m 

enda°r  Standards  a"d  Appeals,  as  listed  In  the  Cal- 

MaAnhaHan.ingS  ^  Wd  R°°m  ^  Municipal  Buildi"e. 

HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
nt,  or  pet, t, on  shall  be  regarded  as  a  mere  notice  of 
ten!'™  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

CALL  OF  CLERK’S  CALENDAR. 

and  wPi!l  Pbe  CoS'S  TS'" HZ  ,0  if  any, 

30,  1924,  at  2  o’clock  ATtbil'e  °U  Tufsday'  September 
hearing  on  a  definhe  day  ’  each  Case  is  sel  f“r 

Tgdar»^'^^0>'a»daa  will  be  on 

CaWiar  t  5  Caletfdar  «  not  to  be  confused  with  the 
ing  on  fixed  days.  **  C  bee"  definite,y  set  for  hear- 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  " 
progress,  nor  accepted  that  are  not  filed  within  twenJy 
days  from  the  date  of  the  action  of  the  Administrative  Of 

tion"„yr  P3 K Vl 

tT Z  rVesVZ1  Board!*  '*  ^  ^ 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti- 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  o,f  said  notice.  F 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 


CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  September  25,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1164-24-BZ . B.B.M.  ..  830-836  W.  177th  st.,  Man. 

_  -  N.  B.  513-1924. 

1163-24-S . F.D . 29  Spruce  st.,  Man. 

_  L.  D.  58037. 

1162-24-SA . F.D . Hart  Automatic  Fuel  Oil 

_  Burner.  Appliance. 

1161-24-S . F.D .  239  7th  ave.,  Man. 

_  L.  D.  63759. 

1160-24-BZ . B.B.B.  ...550-558  Warwick  st.,  Bklyn. 

_  Applic.  16391-1924. 

1159-24-A . F.D .  962  Washington  ave.,  Bx. 

_  L.  C.  24282. 

1158-24- A . F.D . 75  Spring  st.,  Man. 

_  L.  C.  25400. 

1157-24-BZ . B.B.B.  ...488  Ralph  ave.,  Bklyn. 

_  Applic.  13505-1924. 

1156-24-BZ . B.B.Bx.  ..982  Morris  ave.,  Bx. 

_  N.  B.  2333-1924. 

1155-24-BZ . B.B.B.  ...1784-1792  Park  pi.,  Bklyn. 

-  Applic.  18142-1924. 

1154-24-BZ . B.B.B.  ...16-20  Lexington  ave.,  Bklyn. 

-  Applic.  18521. 

1153-24-A . F.D . 187  Pearl  st.,  Bklyn. 

-  F-57552. 

1152-24-BZ . B.B.B.  ...163  Washington  st.,  Bklyn. 

-  Applic.  18428. 

1151-24- A.' . F.D .  425  W.  130th  st.,  Man. 

-  N.  B.  1021-1924. 

1150-24-S . F.D . 62  Vesey  st.,  Man. 

-  L.  D.  59075. 

1149-24-BZ . B.B.B.  ...63  Schaeffer  st.,  Bklyn. 

-  Applic.  2563-1924. 

1148-24-A . F.D .  52-54  Watts  st.,  Man. 

-  L.  C.  19400. 

1147-24-A . F.D . 492-498  7th  ave.,  Man. 

-  L.  F.  59001 

1146-24-SA . F.D . Salvo  Fire  Extinguisher. 

-  Appliance. 

1145-24-A . F.D .  72-78  Spring  st.,  Man. 

-  Fire  Dept.  Decision. 

1144-24-BZ . B.B.B.  ...560-562  11th  st.,  Bklyn. 

-  Applic.  17815-1924. 

1143-24-BZ . B.B.Bx.  ..362-364  E.  184th  st.,  Bx. 

-  N.  B.  2451-1924. 

Restored  to  Calendar. 

913-21-S . F.D . 29  W.  17th  st.,  Man. 

L.  D.  24827. 


CODE. 

F.D . Fire  Department 

H.D  . . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B  B.Bx . ..Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B  B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Building'.  Richmond 

T.H.D . Tenement  Home  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  September  30,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

748-24-BZ. 

APPLICANT— William  J.  McKeown,  for  Estate  of  Rt 
dolph  Prellwitz  and  William  Prellwitz,  owners. 

PREMISES— Northwest  corner  of  Webster  avenue  ar 
Mosholu  Parkway,  North,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mot< 
vehicles. 

825-24-BZ.  i 

APPLICANT— Otto  Henschel,  for  Phillipine  Raub  and  1 
S.  W.  Building  Corporation,  owners. 

PREMISES— 516-526  Parkside  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

979-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Ulysses  G.  Churc 
owner. 

PREMISES— 6914-6932  Fourth  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mai 
tenance  of  three-story  dwellings  to  be  used  for  sto 
purposes  on  first  story. 

612-24-BZ. 

APPLICANT — William  Shary,  for  Martin  C.  Dyer,  own< 

PREMISES — 469  East  187th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  u 
restricted  district  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mot 
vehicles. 

92-17-BZ. 

APPLICANT — William  F.  Doyle,  for  54th  Street  Holdi; 
Corp.,  owner. 

PREMISES — 103-105  West  53rd  street  and  104-106  W<| 
54th  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  cc- 
version  of  a  stable  accommodating  more  than  fi: 
(5)  horses  to  a  garage  for  the  storage  of  me: 
than  five  (5)  motor  vehicles. 

896-24-BZ. 

APPLICANT— W.  L.  Rouse  and  L.  A.  Goldstone,  for  Mi 
ray  Hill  Offices  Corp.,  owner. 

PREMISES — 25-29  East  40th  street  and  279-293  Madisi 
avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  1: 
erection  of  a  street  wall  to  exceed  the  height  lirt 
required  by  the  building  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  September  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
929-24-A — 612  Fifth  avenue,  Manhattan. 

932- 24- A — 11209  St.  Anns  avenue,  Richmond  Hill,  Quee 
734-24-A — 65-67  West  Houston  street,  Manhattan. 
818-24-A — 152-154  Withers  street,  Brooklyn. 

460-24-A — 165  Pine  street,  Brooklyn. 

762- 24-A — 90-92  Beekman  street,  Manhattan. 

763- 24-A — 228  East  122nd  street,  Manhattan. 

834-24-A— 520-528  Broome  street  and  55  Thompson  str<. 

Manhattan. 

933- 24-A— 338-342  East  59th  street,  Manhattan. 


CALENDAR 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  /  uesday  morning,  September  30,  1924  at  10 

o  clock  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 


o  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
tor  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  2513-2519  Til- 
den  avenue,  Brooklyn. 


;al.  no.  665-24-BZ— Application,  May  14,  1924,  under  the 
building  zone  resolution,  of  Louis 
Schlachtus,  applicant  and  owner,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage 
of  two  (2)  pleasure  motor  vehicles, 
two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises ;  premises  5703 
Twelfth  avenue,  Brooklyn. 

al.  no.  841-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Tillie 
Lichtenstein,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Ryer  avenue, 
138.36  ft.  south  of  East  187th  street’ 
The  Bronx. 


cal.  no. 


i  •«  1  j  j  xv&i,  unucr  me 

building  zone  resolution,  of  Edward  P 
Doyle  applicant,  on  behalf  of  Wester¬ 
ns/1  Building  Loan  and  Savings  As¬ 
sociation,  owner,  previously  denied,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  business  purposes;  prem¬ 
ises  west  side  of  Jewett  avenue,  11.5 
ft.  south  of  Waters  avenue,  Richmond. 

639-24-BZ— -Application,  May  8,  1924,  under  the 
building  zone  resolution,  of  William  T 
Conway,  applicant,  on  behalf  of  John 
Muldoon,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles* 
premises  70-78  West  9th  street,  Brook¬ 
lyn.  ’ 


a.  no.  710-24-BZ— Application,  May  21,  1924,  under  the 
building  zone  resolution,  of  Buchman 
&  Kahn,  architects,  on  behalf  of  El- 
beco  Realty  Corporation,  owner,  to  per¬ 
mit  in  an  unrestricted  V/2  times  height 
district  the  erection  of  a  street  wall 
without  a  setback  to  a  height  exceed¬ 
ing  the  limit  required  by  the  zone  reso¬ 
lution ;  premises  west  side  of  Anable 
avenue,  350  ft.  south  of  Jackson  ave¬ 
nue,  L.  I.  City,  Queens. 


i  7  *  *****  unucr  me 

building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of  An- 
gehne  Savignano,  owner,  to  permit  in 
a  residence  E  area  district  the  erec¬ 
tion  and  maintenance  of  a  building 
situated  nearer  than  ten  (10)  feet  from 
the  street  line;  premises  2-12  86th 
street  and  8601  Shore  road,  Brooklyn. 

William  E.  Walsh,  Chairman. 


l.  NO.  444-24-BZ— Application,  March  27,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Robin- 
hood  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  229-235  East  85th 
street,  Manhattan. 

~  no.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  T. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

•  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp;,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn 

NO.  190-24-BZ— Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  William 
F.  Till,  owner,  previously  withdrawn, 


board  of  appeals. 

SPECIAL  MEETING. 

Tuesday,  September  30,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

847- 24-A— 618-620  West  58th  street,  Manhattan. 

848- 24-A— 575  Columbia  street,  Brooklyn. 

857-24-A  S.  W  corner  Firth  avenue  and  Grand  street, 
Maspeth,  Queens. 

862- 24-A— 8631  127th  street,  Richmond  Hill,  Queens. 

863- 24-A — 712  Broadway,  Manhattan. 

867-24-A — 134  Canal  street,  Manhattan. 

880-24-A— 10300-10308  101st  avenue,  Ozone  Park,  Queens. 
884-24-A— 22  West  4th  street,  Manhattan. 

894-24-A — 791-793  First  avenue,  Manhattan. 

900- 24-A— 1338-48  62nd  street,  Brooklyn. 

901- 24-A — 135  Broadway,  Manhattan. 

902- 24-A — 234-256  Lott  avenue,  Brooklyn. 

91 0-24- A — 79-81  Forsythe  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public,  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  September  30,  1924,  at  2 
o  clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters :  6 


cu.  no.  497-24-BZ— Application,  April  8,  1924,  under  the 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Ryer 
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Building  Corporation,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  912  Second  avenue, 
Long  Island  City,  Queens. 


Doyle,  applicant,  on  behalf  of  Geo  e 
W.  McAdam,  owner,  to  permit  ii  a 
business  district  the  erection  and  m;i* 
tenance  of  a  garage  for  the  storagoi 
more  than  five  (5)  motor  vehic>; 
premises  east  side  Jerome  avenue,  0 
ft.  north  of  Clifford  place,  The  Bnx 


cal.  no.  809-24-BZ— Application,  June  16,  1924  under  the 
building  zone  resolution,  of  Cass  Gil¬ 
bert,  architect,  on  behalf  of  New  York 
Life  Insurance  Company,  owner,  to 
permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls 
of  a  building  to  a  height  exceeding 
the  limit  required  under  the  building 
zone  resolution;  premises  north  side  of 
East  26th  street,  south  side  of  East 
27th  street,  from  Fourth  avenue  to  Mad¬ 
ison  avenue,  Manhattan 


CAL. 


no.  701-24-BZ— Application,  May  19,  1924-  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  Otto 
Wagner,  owner,  to  permit  in  a  business 
district  extending  from  an  unrestricted 
district,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  of  Washington  avenue,  north 
side  of  Bassford  avenue,  from  East 
185th  street  to  East  186th  street  and 
Third  avenue,  The  Bronx. 


cal.  no.  307-24-BZ — Application,  February  27,  1924,  urei 
the  building  zone  resolution,  of  Iii 
Guterman,  applicant,  on  behalf  a 
Patrick  Gallagher,  owner,  to  permiii 
a  residence  district  the  installation 
a  gas  selling  station;  premises  2.5 
2575  Ocean  avenue,  Brooklyn. 

cal.  no.  849-24-BZ — Application,  June  25,  1924,  under  h 
building  zone  resolution,  of  JohnD 
Hart,  applicant,  on  behalf  of  Sec  e 
Properties  Corp.  and  Howard  A.  % 
mond.  owners,  to  permit  in  a  bus;:< 
district  the  erection  and  maintenan  i 
a  garage  for  the  storage  of  more  i; 
five  (5)  motor  vehicles;  premises  II 
358  East  184th  street,  The  Bron> 

William  E.  Walsh,  Chairm 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 


CAL.  no. 


CAL.  NO. 


235-23-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Daniel  J. 
Griffin,  applicant,  on  behalf  of  Wil¬ 
liam  J.  Avitabile,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  business  district  the  erec- 
*  tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  2306-2324  Nep¬ 
tune  avenue,  Brooklyn. 

597-24-BZ — Application,  April  28,  1924,  under  the 
building  zone  resolution,  of  Clinton  L. 
Roe,  aplicant,  on  behalf  of  Estate  of 
John  E.  Lockwood,  owner,  to  permit 
in  a  business  district,  also  within  a  por¬ 
tion  of  a  street  between  two  intersect¬ 
ing  streets,  in  which  portion  there  ex¬ 
ists  an  entrance  to  and  exit  from  a 
public  school,  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles  , 
premises  northeast  corner  of  Brook 
avenue  and  East  158th  street,  The 
Bronx. 


cal.  no.  282-24-BZ— Application,  February  23,  1924,  under 
the  building  zone  resolution,  of  Harry 
Lederer,  applicant  and  lessee,  G.  Nor¬ 
ton,  owner,  to  permit  in  a  business 
district  extending  partly  into  an  un¬ 
determined  district  the  change  of  oc¬ 
cupancy  from  an  automobile  salesroom 
to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
south  side  Mermaid  avenue,  115  ft. 
east  of  Beach  36th  street  and  north  side 
of  Far  Rockaway  boulevard,  67  ft.  4 
in.  west  of  Beach  35th  street,  Edge- 
mere,  Queens. 

cal.  no.  908-24-BZ — Application.  July  9.  1924,  under  the 
building  zone  resolution,  of  W  illiam  F. 


Friday,  October  3,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
791-24-A — 187  Seminole  avenue,  Forest  Hills,  Queer 
1268-23- A — 57-59  Burnside  avenue,  The  Bronx. 
308-24-A— 527-531  West  34th  street,  Manhattan. 
478-24-A — 1600  Broadway,  Manhattan. 

854-24-A — East  1st  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 


(NOTICE  IS  HEREBY  GIVEN  by  the  board  of  apa 
f  a  public  hearing  under  the  provisions  of  the  bum 


one  resolution,  Friday  morning,  October  3,  1924,  < 

—  "  "  4 /  r 


ing  matters : 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  v 
the  building  zone  resolution,  ol  o 
J.  Dunnigan,  applicant,  on  beha 
Max  Katz,  owner,  to  permit  in  a  u 
ness  district  the  erection  and  i 
tenance  of  a  garage  for  the  stora; 
more  than  five  (5)  motor  veH 
premises  809  Union  avenue, 
Bronx. 


cal.  no.  816-24-BZ— Application,  June  18,  1924-  unf 
building  zone  resolution,  ot  M.  Af 
tor,  applicant,  on  behalf  of  D* 
Amusement  Co.,  owner,  to  permi* 
residence  district  the  alteration  a:^ 
tension  of  a  building  used  for  is 
and  store  purposes;  premises  <r 
Washington  avenue,  southeast  cor” 
Lincoln  place,  Brooklyn. 


:al.  no. 


891-24-BZ— Application,  July  3,  1924,  urid 
building  zone  resolution  of  Will* 
Doyle,  applicant,  on  behalf  of  H 


CALENDAR 


: 


Roehrs,  owner,  to  permit  partly  in  a 
residence  district  and  partly  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  north  side  of  East  181st  street, 
from  Folin  street  to  Tiebout  avenue, 
The  Bronx. 


<u.  no.  1514-23- 


BZ— Application,  December  22,  1923,  under 
the  building  zone  resolution,  of  Morris 
Saskowitz,  applicant  and  owner,  to 
permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of 
the  2nd,  3rd  and  4th  stories  from 
storage  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  75  First  avenue,  Manhattan. 


iL.  no.  877-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Flat- 
bush  Associates,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be 
used  for  stores  and  theatre  purposes; 
premises  2101-2121  Church  avenue, 
northeast  corner  of  Kenmore  place, 
Brooklyn. 


•L.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  i i 
rented  to  persons  not  residing  on  the 
premises ;  premises  325-327  16th  street, 
Brooklyn. 

■  no.  497-23-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Jenks  & 
Rogers,  applicants,  on  behalf  of  S.  C. 
La  Vine,  Inc.,  owner,  previously  with¬ 
drawn,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1578-1586 
Bedford  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  7,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

-24-BZ. 

1 PLICANT — Oscar  Goldschlag,  for  Broad  Holding 
Corp.,  owner. 

EMISES — Southwest  corner  of  Roosevelt  avenue  and 
Lee  avenue,  Queens. 

PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


i  24-BZ. 

'PLICANT — William  F.  Doyle,  for  Julius  Hoehne  and 
Samuel  Kaplan,  owners. 

EMISES — 155-161  Marion  street,  Brooklyn. 

PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

24-BZ. 

PLICANT — John  J.  Dunnigan,  for  Sadie  Corn,  owner. 


I  REMISES  101-107  West  188th  street  and  2451-2457 
,  University  avenue,  The  Bronx. 

10  PERMIT,  in  a  residence  district  the  alteration  and 
extension  of  a  business  building  which  was  erected 
under  a  previous  resolution  of  the  board. 

909-24-BZ. 

I 

A1  PLICANT  William  b.  Doyle,  for  Efficient  Building 
Corp.,  owner. 

x^ol'u^-2-550"2556  Amsterdam  avenue,  Manhattan. 

i  U  1  EKMI I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

949-24-BZ. 

APPLICANT— Edward  J.  Ledogar,  for  Paul  Double, 
owner. 

PREMISES— 146-09  Jamaica  avenue  (Fulton  street),  Ja¬ 
maica,  Queens. 

TO  PERM!  i  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  alteration  and  extension  of  a  busi¬ 
ness  building  into  a  residence  district. 

958-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Allan  D.  Emil,  les¬ 
see. 

I  REMISES  355-381  Malbone  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1017-24-BZ. 

APPLICANT — Margaret  P.  Anderson,  owner. 

PREMISES— 794-796  Union  street,  Brooklyn. 

TO  PERMIT  in  an  unrestricted  district  within  200  feet 
of  an  exit  from  a  school  the  change  of  occupancy 
from  a  stable  accommodating  more  than  five  horses 
to  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1117-24-BZ. 

£££H9ANT—William  F<  D°yle,  for  E.  A.  Adams,  owner. 

PREMISES — 969-995  Nostrand  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  7,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

33 1-24- A— 508-534  West  212th  street,  Manhattan. 

911-24-A — 92  Fort  Hill  circle,  New  Brighton,  S.  I.,  Rich¬ 
mond. 

926- 24-A — 23  Grammercy  park,  Manhattan. 

927- 24-A— 153-159  West  27th  street,  Manhattan. 

933-24-A — 338-342  East  59th  street,  Manhattan. 

936-24-A — 155-163  Leonard  street,  Manhattan. 

940-24-A — 127  West  avenue,  Long  Island  City,  Queens. 
943-24-A — 174  Hudson  street,  Manhattan. 

947-24-A — 1522  Inwood  avenue,  The  Bronx. 
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951- 24- A — 60  East  191st  street,  The  Bronx. 

952- 24-A — 443  West  21st  street,  Manhattan. 

953- 24-A — 975  Park  place,  Brooklyn. 

954- 24- A — Northwest  corner  West  192nd  street  and  David¬ 

son  avenue,  The  Bronx. 

955- 24-A — 127  East  54th  street,  Manhattan. 

147-21-A— 1301-1311  Avenue  J,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

(NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  7,  1924,  at  10 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL.  NO.  580-24-BZ— Application,  April  24,  1924,  under  the 
building  zone  resolution  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
Triangle  Realty  Co.,  owner,  to  permit 
in  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft. 
north  of  200th  street,  The  Bronx. 

cal.  NO.  836-24-BZ — Application,  June  23,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  John  M. 
Horan,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
689-691  Marcy  avenue,  Brooklyn. 

cal.  no.  844-24-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Darnel  San¬ 
toro,  applicant,  on  behalf  of  Antonio 
Massa,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
75  Montgomery  avenue,  Tompkinsville, 
S.  I.,  Richmond. 

cal.  no.  758-24-BZ— Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Pardicak 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  253-257  West  153rd  street,  230- 
244  West  154th  street  and  83-97  Ma- 
combs  place,  Manhattan. 

cal.  no.  919-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

CAL.  *o.  830-24-BZ— Application,  June  20,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harry 
Berliner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  79-87  Aberdeen  street,  Brook¬ 
lyn. 


cal.  no.  886-24-BZ — Application,  July  2,  1924,  under  tl 
building  zone  resolution,  of  Charles  I 
Meyers,  architect,  on  behalf  of  Aaro 
Miller,  owner,  to  permit  in  a  busine: 
district  the  erection  and  maintenam 
of  a  garage  for  the  storage  of  moi 
than  five  (5)  motor  vehicles;  premis< 
southwest  corner  of  West  Tremoi 
avenue  and  Jerome  avenue,  The  Bron: 

cal.  no.  923-24-BZ — Application,  July  11,  1924,  under  tl 
building  zone  resolution,  of  Carl  1 
Cali,  architect,  on  behalf  of  Henry  <( 
Semke,  owner,  to  permit  in  a  residem 
district  extending  from  a  business  di 
trict  the  alteration  and  extension  of 
business  building ;  premises  2025  Davi< 
son  avenue  and  22-34  West  Burnsic 
avenue,  The  Bronx. 

cal.  no.  922-24-BZ — Application,  July  11,  1924,  under  tl 
building  zone  resolution,  of  McKir. 
Mead  and  White,  applicants,  on  beha 
of  Savoy  Hotel  Corp.,  owner,  to  pe 
mit  in  a  business  two-times  height  di 
trict  the  erection  of  the  street  wal 
to  a  height  exceeding  the  limit  pr< 
scribed  by  the  zone  resolution ;  pren 
ises  761-767  Fifth  avenue,  2-14  Ea 
59th  street  and  1-11  East  58th  stree; 
Manhattan. 

cal.  no.  287-24-BZ — Application,  February  25,  1924,  undi 
the  building  zone  resolution,  of  Thei 
dore  Ehrsam,  applicant,  on  behalf  < 
Bayie  Realty  Co.,  Inc.,  owner,  to  pe 
mit  in  a  business  district  the  erectic 
and  maintenance  of  a  garage  for  tl. 
storage  of  more  than  five  (5)  mot( 
vehicles;  premises  524  Jackson  avenu 
The  Bronx. 

cal.  no.  632-23-BZ — Application,  July  25,  1924,  under  tl 
building  zone  resolution,  of  Thom. 
O’Rourke  Gallagher,  applicant,  on  b 
half  of  Antonio  Guigliano,  owner,  pr 
viously  dismissed  for  lack  of  prosec 
tion,  to  permit  in  a  business  distri 
extending  from  an  unrestricted  distri 
the  erection  and  maintenance  of  a  g 
rage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles;  premises  1711-17: 
Neptune  avenue,  northeast  corner  < 
West  19th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  7,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

913-21-S — 29  West  17th  street,  Manhattan. 

941-24-S — 716-720  Broadway,  Brooklyn. 

946-24-S — 12  East  33rd  street,  Manhattan. 

966- 24-S— 1-13  East  33rd  street,  Manhattan. 

967- 24-S — 1-5  West  45th  street  and  546  Fifth  avenue,  Ma 

hattan. 

898-24-S — 128-136  West  31st  street  and  127-133  West  3C 
street,  Manhattan. 

913-24-S — 837  Eleventh  avenue,  Manhattan. 

989-24-S — -20  West  30th  street,  Manhattan. 

944-24-S— 507-509  East  75th  street,  Manhattan. 

930-24- S — 142-148  West  36th  street,  Manhattan. 
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Appliances  Submitted  for  Approval. 
6-24-SA— Universal  Oil  Burner,  approval  of. 
935-24-SA — Blackmer  Rotary  Pump,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  October  14,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

16-24- A— 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A— 522  West  159th  street,  Manhattan. 

824-24-A — 16  West  57th  street,  Manhattan. 

970-24-A — 654-662  West  57th  street,  Manhattan. 

978-24-A — 99-101  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

38-24-A — Northeast  corner  of  101st  avenue  and  86tb 
street,  Woodhaven,  Queens. 

171-24-A — 420  Oakland  street  and  1-5  Paidge  avenue, 
Queens. 

177-24-A — 1208  Richmond  avenue,  Graniteville,  S.  I.,  Rich¬ 
mond. 

832-24- A — 707  Fifth  avenue,  Manhattan. 

866-24- A — 65  Varick  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

[  NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
f  a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  October  14,  1924,  at 
}  o  clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ig  matters. 

VL.  NO.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

L.  no.  540-24-BZ—  Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

L.  no.  776-24-BZ — Application,  June  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Joseph 
Richman,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  807- 
817  Caton  avenue,  northwest  corner  of 
8th  street,  Brooklyn. 

-  no.  859-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Wm. 
Krauss  'Garage  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  127  West  99th  street, 
Manhattan. 


cal.  no.  874-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Thomas  P.  Graham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  770-784  LefTerts  ave¬ 
nue,  Brooklyn. 

cal.  no.  728-24-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Frank  A. 
Spencer,  Jr.,  applicant,  on  behalf  of 
Helen  B.  Peckett,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2074-2088  Fulton  street, 
Brooklyn. 

cal.  no.  915-24-BZ— Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  Walter  M. 
Mason,  applicant,  on  behalf  of  The 
Wako  Co.,  Ltd.,  owner,  to  permit  in 
a  business  1J4  times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  prescribed  height 
limit  required  by  the  zone  resolution; 
premises  18  East  53rd  street,  Manhat¬ 
tan. 

cal.  no.  810-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Murray 
Klein,  architect,  on  behalf  of  Rose  Cum¬ 
mins,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required 
by  the  zone  resolution;  premises  1169- 
1175  Gates  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  14,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

895-24-A — 197-201  Grand  street,  Manhattan. 

903-24-A — 115-119  Fourth  avenue,  Manhattan. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24-A — 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan. 

959-24- A — 34  Tieman  place,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  21,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

960- 24-A — 514  East  23rd  street,  Manhattan. 

961- 24- A — 536-538  Broome  street,  Manhattan. 
991-24-A — 28  East  20th  street,  Manhattan. 

1002-24-A — 401-417  Seventh  avenue,  Manhattan. 
1018-24-A — 116  Hudson  street,  Manhattan. 
1026-24-A — 505  West  21st  street,  Manhattan. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  21,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no.  787-24-BZ— Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes ;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  740-24-BZ— Application,  May  28;  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages, 
all  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  541-551 
Warwick  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  21,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

982-24-S — 614-618  West  131st  street,  Manhattan. 
921-24-S— 350  West  31st  street,  Manhattan. 

945-24-S— 736  Broadway,  Manhattan. 

950-24-S— 167  West  22nd  street,  Manhattan. 

962- 24-S — 5-7  East  37th  street,  Manhattan. 

963- 24-S— 5-7  East  37th  street,  Manhattan. 

964- 24-S — 5-7  East  37th  street,  Manhattan. 

985-24-S — 114-116  Fifth  avenue  and  2-6  West  17th  street, 
Manhattan. 

1025-24-S — 42  West  99th  street,  Manhattan. 

1027-24-S — 505  West  21st  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  28,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1023- 24-A— 260-268  Gold  street,  Brooklyn. 

1024- 24-A— 260-268  Gold  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  O ctober  28,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter :  ,  ,  . 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  23,  1924. 
Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  oi 
appeals,  held  on  Tuesday  morning,  September  16,  1924,  and 
the  minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  September  16,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  39,  Vol.  IX. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
897-24-A. 

APPELLANT— Petroleum  Heat  &  Power  Company,  for 
Kenmore  Trading  Corp.,  owner.  # 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 441-445  Ocean  avenue  and  2002- 
2028  Caton  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  George  P.  Knight. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924, 
at  10  a.  m.,  pending  decision  of  Supreme  Court. 


)-24-A 

PPELLANT — William  F.  Doyle,  for  Bennett  Kanter,, 

UBJECT — Appeal  from  decision  of  superintendent  oi 

buildings.  ,  . 

REMISES  AFFECTED— 307-311  East  115th  street,  Man¬ 
hattan. 

.PPEARANCES — None.  a  A  ... 

lCTION  OF  BOARD — Chairman  read  request  to  witn 
draw.  Appeal  withdrawn. 

'HE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  ..  6 

Negative  .  , 


APPELLANT— Emile  G.  Perrot,  for  Church  of  St.  Mary 
Gate  of  Heaven,  owner.  , 

SUBJECT— Appeal  from  decision  of  superintendent  o 
buildings. 


1223 


MINUTES 


101st  avenue, 


PREMISES  AFFECTED — 10300-10308 
Ozone  Park,  Queens. 

APPEARANCES— None. 

ACTION  OI*  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . .’  G 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


799-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Meyer  Sclnval- 
berger  and  David  Donovetsky,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 334-336  Stanton  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum  and  M.  Schwal- 
berger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  riON  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 

(799-24-A) 

Whereas,  Samuel  Rosenblum,  for  Meyer  Schwalberger 
and  David  Donovetsky,  owners,  filed,  June  13,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  334-6  Stanton  street,  Afan- 

hattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No  54410- 
F,  dated  April  12,  1924,  reads: 

“1.  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  throughout  building,  having  at  least 
one  source  of  water  supply  *  * 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  40  ft.  by  70  ft.  in  area  at  1st  story  and  40  ft.  by 
62  ft.  in  area  above;  OCCUPIED  for  the  storage,  cutting 
and  winding  on  rolls  of  the  ends  of  “newspaper  rolls’’  • 

and 

Whereas,  appellant  contends  the  occupancy  and  the  area 
of  the  building  is  small ;  that  ample  exits  are  provided  and 
that  there  is  no  heat  in  the  building  excepting  a  gas  radi- 
ator  in  the  office. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  ‘modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  non-automatic  sprinkler  system 
in  accordance  with  the  rules  of  the  board  of  standards  and 
appeals,  with  a  thermostatic  alarm  having  Central  Office 
connection,  shall  be  provided,  covering  this  and  abutting 
building  known  as  338-340  Stanton  street;  and  granted  so 
long  as  there  is  no  heating  plant  maintained  in  premises. 

800-24-A. 

APPELLANT— Samuel  Rosenblum,  for  Meyer  Schwal- 
berger  and  David  Donovetsky,  owners. 

Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 338-340  Stanton  street  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Samuel  Rosenblum  and  M.  Schwal¬ 
berger. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
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CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE — . 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dovvd,  Gunnison,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  g 

THE  RESOLUTION  : 

(800-24-A) 

\A  ii£reas,  Samuel  Rosenblum,  for  Meyer  Schwalberger 
and  David  Donovetsky,  owners,  filed,  June  14,  1924,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  338-40  Stanton  street,  Bor¬ 
ough  of  Afanhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  14,  1924,  Order  No.  57087-F',  reads: 

“1.  Provide  a  non-automatic  sprinkler  system 
throughout  building,  arranged  and  equipped  as  provided 
in  the  rules  for  fire  extinguishing  appliances  adopted  by 
the  Board  of  Standards  and  Appeals  May  24.  1917 

3|C  S|C  S(C  ' 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  40  ft.  by  70  ft.  in  area.  OCCUPIED  :  1st,  2nd,  3rd 
and  6th  stories  for  the  storage  of  furniture;  the  4th,  5th 
and  7th  stories  being  vacant  at  present;  and 
Whereas,  appellant  contends  that  the  building  faces  on 
two  streets,  that  it  is  equipped  with  an  interior  fire  alarm 
system,  and  that  a  similar  order  of  the  fire  department  for 
the  same  premises  was  rescinded  by  the  fire  department. 

Resolved,,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  non-automatic  sprinkler  system 
in  accordance  with  the  rules  of  the  board  of  standards 
and  appeals,  with  a  thermostatic  alarm  having  Central  Office 
connection,  shall  be  provided,  covering  this  and  abutting 
building  known  as  334-336  Stanton  street;  and  granted  so 
long  as  there  is  no  heating  plant  maintained  in  premises. 

873-24-A. 

APPELLANT — Caloroil  Burner  Corporation. 

SUBJECT  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 27  East  40th  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  communication. 

Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Air.  Holland  .  1 

823-24-A. 

APPELLANT — Emil  Guterman,  for  Nassau  Dyeing  Com¬ 
pany,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 852-854  Humboldt  street, 

Brooklyn. 

APPEARANCES— 

'  F'or  Appellant :  Samuel  Klein. 

For  Administration :  Inspector  Alaher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Afessrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Air.  Holland  .  1 

THE  RESOLUTION : 

(823-24-A) 

Whereas,  Emil  Guterman,  for  Nassau  Dyeing  Company, 
Inc.,  owner,  filed,  June  19,  1924,  an  appeal,  with  the  board 
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of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  852-4  Humboldt  street,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
May  3,  1924,  Order  No.  54671-F,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch.  Sec.  581,  Chap.  5,  Code  of  Ord.”; 
and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
75  ft.  by  200  ft.  (15,000  sq.  ft.)  in  area;  OCCUPIED  for 
wool  dyeing  and  cleaning;  and 
Whereas,  appellant  contends  the  area  of  the  building  has 
been  subdivided  into  areas  less  than  6,000  square  feet  by 
means  of  4  in.  and  8  in.  asbestos  block  partitions ;  that  the 
floors  of  the  premises,  owing  to  the  use,  are  always  wet. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  far  as  it  affects  the  one-story  fireproof  structure 
on  the  Calyer  street  front  on  condition  that  the  conduct  of 
business  operated  is  limited  to  a  wet  process ;  and  that 
the  floor  area  remains  as  now  subdivided  into  areas  of  not 
more  than  6,000  square  feet.  , 


890-24-A. 

APPELLANT — Lester  P.  Deeves,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 460-462  West  129th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Lester  P.  Deeves. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(890-24-A) 


Whereas,  Lester  P.  Deeves,  for  Dewett  Realty  Co., 
owner,  filed,  July  3,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  460-462  West  129th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  21,  1924,  in  acting  on  N.  B.  Application  No.  1027-24, 
reads : 

“18.  A  gravity  tank  must  be  installed  for  standpipe 
system.  Show  all  details  on  plans.” ;  ' 

and 

Whereas,  the  proposed  building  is  fireproof,  one  story 
on  the  129th  street  front  and  two  stories  in  height  on  the 
128th  street  front,  191  ft.  6 in.  by  198  ft.  1  in.  (about 
23,000  sq.  ft.)  irregular  in  area;  OCCUPIED  as  a  garage; 
and 

Whereas,  appellant  contends  that  there  will  be  no  fire 
in  the  building  as  the  steam  heat  will  be  supplied  from  an 
adjoining  building  and  that  there  is  a  hydrostatic  pressure 
of  38  lbs.  per  square  inch  in  the  city  mains  at  this  loca¬ 
tion. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


905-24-A. 

APPELLANT — Henry  C.  Pelton,  for  The  Babies  Hospital, 
owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 135  East  55th  street,  657-661 
Lexington  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  John  S.  Hoyt. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC1  ION  OF  BOARD — Appeal  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent :  Mr.  Holland  . 

THE  RESOLUTION: 

(905-24-A) 

Whereas,  Henry  C.  Pelton,  for  The  Babies  Hospita 
owner,  filed,  July  9,  1924,  an  appeal,  with  the  board  o 
appeals,  from  orders  of  the  fire  commissioner,  affectin 
premises  135  East  55th  street  and  657-61  Lexington  avenui 
Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Jun 
5,  1924,  read : 

“Order  No.  59765-F: 

*'6.  Replace  the  defective  hose  at  outlets  of  standpip 
in  north  building  with  75  ft.  of  2*4  in.  approved  hos 
in  50  ft.  and  25  ft.  lengths.” 

“Order  No.  59766-F: 

“1.  Comply  with  one  of  the  following  alternative 
required  by  Section  21,  Chapter  12,  Code  of  Ordi 
nances : 

_  “A.  Provide  *a  watchman  who  will  visit  every  por 
tion  of  the  premises  and  install  an  approved  syster 
of  time  detectors  to  properly  record  the  movements  o 
the  watchman,  or 

“B.  Provide  an  approved  automatic  thermostatic  fir 
alarm  system  to  cover  all  portions  of  the  premises,  thi 
equipment  shall  be  local  in  character  and  shall  be  con- 
nected  to  the  interior  fire  alarm  system  installed  in  th 
hospital.” 

“Order  No.  59767-F:  . 

“1.  Install  an  adequate  interior  electric  fire  alarr 
system  in  accordance  with  the  attached  approved  lay 
out.” 

“Order  No.  59768-F: 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gal 
Ions  capacity  for  the  standpipe  system,  said  tank  t< 
be  so  elevated  that  the  bottom  will  be  not  less  than  2' 
feet  above  the  roof  level.  ■  1 

“2.  Replace  the  present  2*4  in.  standpipe  in  the  Soutl 
building  with  a  standpipe  system  with  the  risers  4  in.  ii 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  pe: 
square  inch,  extending  from  cellar  to  roof  *  * 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height; 
80  ft.  by  60  ft.  5  in.  in  area;  OCCUPIED  as  hospital 
and 

Whereas,  in  re:  Order  No.  59765-F,  appellant  propose: 
to  install  25  ft.  of  hose  at  the  standpipe  outlets  as  tha' 
length  will  reach  all  portions  of  the  building;  in  regard  tc: 
Order  No.  59766-F  that  there  are  nurses  on  duty  at  al 
hours,  and  regarding  Orders  No.  59767-F  and  59768-F 
that  it  is  planned  to  vacate  the  premises  and  that  the  cos! 
of  these  installations  to  be  used  only  for  a  temporary  period 
would  work  a  hardship  on  the  hospital. 

Resolved,  that  the  order  of  the  fire  commissioner,  No 
59765,  Item  6,  be  and  it  hereby  is  affirmed,  and  the  appea 
as  to  this  order  be  and  it  hereby  is  denied;  that  the  order  oi 
the  fire  commissioner,  No.  59766,  be  and  it  hereby  is  modi¬ 
fied,  and  the  appeal  as  to  this  order  be  and  it  hereby  i.c 
granted  on  condition  that  a  continuous  nurse  service  shall 
be  provided  at  all  hours  of  day  and  night  and  the  elevator 
maintained  in  readiness  and  constant  operation ;  and  that 
not  less  than  two  stations  to  Central  Office  shall  be  main 
tained ;  that  the  order  of  the  fire  commissioner,  No.  59767 
be  and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  patrol  of  the  building  is  main¬ 
tained  by  nurses  at  all  hours  of  the  day  and  night;  that 
the  order  of  the  fire  commissioner,  No.  59768,  be  and  itjj 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
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of  not  less  than  "gaUo^'lhan'bf  maSe'd,' pmdinl  ^W^ERE^h*  Wef  Br«“lw»y.  Manhattan;  and 

v=»  ,fated 

”th-  p  Citv’oT  raSJ-  PT"3!1'  Fire  Commissioner  of  the 

im  23-A.  existing  in  The  premise'  at  “mWa  SoadwTy 

\PPKLLANT— Henrietta  Reichbart,  for  Anna  Reichbart,  ner^^ero^s  ^  fZt°L"S£& 

“an™™0'295  SeVenth  and  °"  ™  **“  “ 

For  Appellant:  Henrietta  Reichbart.  .  tb<r  building  is  non-fireproof  five  storipc  ;n 

<>rpartment.trat'0n:  InSPeCt°r  Maher  °f  fire  de'  U  box  factoryT'and  68  3rea;  0CCUPIED  as  a  pa- 

™ZlB01AS^AP,tl1  Bran,ed  on  condition.  cnZ“cy  aAre  smPfn"aa„nd  ‘hat,he  bui,di"B  a"d  <*> 

■ONDITIONS— As  specified  in  resolution.  labor  law  as  to  exitsd  *  *  tHe  premises  complies  with  the 

HE  VOTE —  Resolved,  that  the  nrrW  nt  (t,  t  .  . 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy  jf  h.ercby  is  affirmed,  and  the  appeal  H  an-d 

■Dowd,  Gunnison,  Connell  and  Fire  Chief  denied-  b  d  Jt  hereby  15 

Ivenlon  . 

Negative  . .  q  223-24-A.  ~~ 

Absent :  Mr.  Holland  .  .  ,  APPETTAWT  yu  v  ■  • 

™e™o,_a)  . . 

P“S  AEEECTED-gP  Wes,  25,h  street,  Manhat- 

ps  *2?  Seventh  Avenue?  Z[L=?Z7’  “  APPEARANCES- 

and  9„,ay  e, 

in  any  other^buildin^and^ot  fn  the^same'pLnTwfih  °F  ?|RMIT~  ^  AND  EXTENSI°N 

and  whlch  are  not  more  than  50  ft.  above  Affirmative : :  Chairman  W'alsh,  Messrs.  Kennedy 

i  a  nei&hboring  roof  at  east  side  of  building  *  *  Negative^’  Gunmson’  H°lland  and  Connell  6 

Whereas,  the  building  is  non-fireproof,  three  stories  f45  the-  T^re  ^hief  Kenlon  .  .  ? 

)  in  height,  25  ft.  by  100  ft.  in  area;  OCCUPIED  for  '  RESOLUTION : 

it  manufacturing,  5  persons  on  each  story  and  Wh,  T  ,  •  ,((223-24-A) 

Whereas,  appellant  contends  that  the  building  is  onlv  FpI  IEREA5b  Jobn  Kmrim,  for  Bertha  Pflieger  lessee  filed 
ft.  in  height  and  that  the  occupancy  is  light  and  February  13  1924,  an  appeal,  with  the  board  of  annell=’ 

Vhereas,  the  board  deemed  in  virw  of  the  protected  win-  isTJU'westUV  fhe  br,e.  commissioner,  affecting^prem-’ 
vs  m  premises  adjoining,  that  the  appeal  should  be  Wheels  the ort^nf  35hattan :  »”d 

SSSL,  that  the  order  of  the  fire  commissi  h  a  ar>  commissioner,  dated  Janu- 

7ff  iS  and  the  appeal  be  and  it  hereby  "is  "°'rT  N?'  22r,75~LC: 

»ted  o„  coniltwn  that  ,he  present  occ  remainsTtn-  im  17^77'  da,ed  »■ 

g  o5th  ,P  At  Vt0  St°re  and  use  fuel  °il  at  29  West 

«4-A.  -  saM ^a"Sio?tafLVdisfSU°editrrm,hyOU  'hat 

A'  Sab-  f“7  Minnie  Schmieder,  £'s  MS  ^Xl^VuitTTfh  fl 

Eln SeT AFFF FTP n°rder  0f  fire  cornmissioner.  ^“You^a^'th^^^f18  T  November  6,  1919.6  03 

f"^™0™0-392-394  w“‘  Roadway,  Man-  slfenTui'Tf  f„  ,  ■, 

EARANCES —  these  premises.”;  S  d  USe  °f  fueI  0l1  on 

For  Appellant:  Louis  A.  Sable,  L.  T  Honwity  a,\d*r 

John  Adikes.  '  ’  .  Whereas,  the  premises  consist  of  two  non-fireproof  build 

°r  I,artmennittra,i0n :  Inspcc,OT  Maher  of  fire  de-  ft!  i Yarea  •  OCOTPIED1!.  baseme.nt  U!  heigh‘.  ^  ft.  by  54 

flONoffiOARb-Appeal  denied  -b  ^  a-d  r0°mmg  h°“SeS’  2°  Pe™"S  bl 

1  Affi™aTi?e  GRANT:; .  3  fuel  °i! 

Negative :  Chairman  Walsh,  Messrs.  Kennedy'  °  anpmved  Tvcc^'^H  c*clcp,:,lf:  thal  the  burner  iVnot^*™ 

|  FwM  KenloT"'  COn"C"-  H°"and  a"d  Fire’  ofthe  boart''  a„"d  '  °r  a"  inSpeCtion  *  a  committee 
Absent  .  .  ‘  Whereas,  this  appeal  was  Granted  hv  th«  .  .  . 

;E  ™Ti<^t  24- ) . 0  stjis fip 

■  from  an  order  of  the  fire  commissioner,  a^g  » 
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BUILDING  ZONE  CASES. 

497-23-BZ. 

APPLICANT— Jenks  &  Rogers,  for  S.  C.  La  Vine,  Inc 


SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1578-1586  Bedford  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Wm.  T.  Powers. 

ACTION  OF  BOARD — Laid  over  to  October  3,  1924,  at 
10  a.  m.,  for  inspection  and  report  by  committee 
of  board’  and  for  submission  of  corrected  plans. 


APPLICANT — Henry  J.  Nurick,  for  Louis  Reinhardt, 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 243-249  Hopkins  street,  Brook¬ 
lyn. 

APPEARANCES—  .  ^  _  , 

For  Applicant:  William  F.  Doyle. 

For  Opposition  :  N  one. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
10  a.  m. ;  to  endeavor  to  obtain  additional  consents. 


APPLICANT — John  J.  Dunnigan,  for  BV  R.  Construction 

Co.,  owner.  .  ...  . 

SUBJECT— Application  for  reopening  (re:  decision  ot  su¬ 
perintendent  of  buildings)  to  permit  in  a  B  area 
district  the  erection  and  maintenance  of  a  building 
occupying  more  than  40  per  cent  of  the  rear  yard 

area.  _ 

PREMISES  AFFECTED— 1211-1263  Boynton  avenue,  The 

Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
September  30,  1924,  at  10  a.  m. ;  no  appearance. 


APPLICANT— William  F.  Doyle,  for  Sarah  M.  Shotts, 

et  al.,  owner.  .  .  ,  x  , 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  the  erection  and  maintenance 
of  a  public  garage. 

PREMISES  AFFECTED — Southeast  corner  156th  street 
and  Eagle  avenue,  The  Bronx. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell -  6 

Negative  . . .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


APPLICANT— Jenks  &  Rogers,  for  John  Tedesco,  owner. 

SUBJECT— Application  for  rehearing  of  an  application 
previously  denied  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 488-494  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  F.  R.  Serri. 


ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  hire 

Chief  Kenlon . 

Negative  . 

Absent  . 


7 

0 

0 


636-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Sarah  Hanlon, 
owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  business  use  in  an  existing  residence  building. 
PREMISES  AFFECTED— 234  West  74th  street,  Manhat-. 
tan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Leon  Brof. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Holland  .  '1 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  1 

Absent  .  1 

THE  RESOLUTION : 

(636-24-BZ) 

Whereas,  William  F.  Doyle,  for  Sarah  Hanlon,  owner 
filed,  May  8,  1924,  an  application,  under  the  building  zon 
resolution,  to  permit  in  a  residence  district  the  maintenanc 
of  a  business  use  in  an  existing  residence  building;  premise 
234  West  74th  street,  Borough  of  Manhattan;  and 

WIhereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  appeals,  at  its  regular  meeting,  Septembe 

23,  1924,  after  due  notice  by  publication  in  the  Bulletin  o 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build 
ing  zone  resolution  show  that  West  74th  street  is  a  resi 
deuce  district  and  Broadway  is  a  business  district;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Apr 

24,  1924,  Order  No.  49238-F,  reads: 

“1.  You  are  hereby  notified  that  the  use  of  th 
above  premises  for  business  purposes  is  a  violation  c 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
four  stories  in  height,  with  a  frontage  of  18  ft.  and  a  dept 
of  56  ft.;  occupied  as  a  dwelling;  it  is  proposed  to  occup 
1st  story  as  a  manicure  parlor,  2nd  story  as  office  an 
dwelling  above;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  h 
application  under  section  20. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ar 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby 
denied. 


64-24-BZ. 

APPLICANT— William  F.  Doyle,  for  332-340  East  84 
Street  Realty  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  < 
buildings)  to  permit  in  a  business  “B”  area  distri 
the  erection  and  maintenance  of  a  garage  for  tl 
storage  of  more  than  five  (5)  motor  vehicles,  al 
the  omission  of  a  rear  yard  as  required  by  tl, 
zone  resolution.  J 

PREMISES  AFFECTED— 332-340  East  84th  street,  Ma 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  E.  Byk,  David  D.  Glanz,  Dav 
M.  Jones,  Jabez  E.  Dunnigan,  Henry  Miell 
Joseph  Freid,  Helen  Hommel. 

ACTION  BP  BOARD1 — Application  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Holland  .  x 

Negative .  Chairman  Walsh,  Messrs.  Gunnison, 
Kennedy,  Dowd,  Connell  and  Fire  Chief 

Kenlon  .  g 

Absent  .  Q 

THE  RESOLUTION : 

(G4-24-BZ) 

Whereas  William  F.  Doyle,  for  332-340  East  84th  Street 
Realty  Co  Inc  owner,  filed,  January  17,  1924,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  in  a  busi¬ 
ness  B  area  district  the  -erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles  and 
also  the  omission  of  a  rear  yard  as  required  by  the  zone 
resolution;  premises  332-334-336-338  and  340  East  84th 

street,  Borough  of  Manhattan;  and 

Whereas  a  public  hearing  was  held  on  this  application 
t1hQe0.boa^  of  appeals,  at  its  regular  meeting,  September 

7u  d  ’J "“/o  .  notIce  by  publication  in  the  Bulletin  of 

the  Board  of  Standards  and  Appeals ;  and 

.  ^  here  as,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  84th  street,  First  ave- 
nue  and  Second  avenue  are  business  districts  •  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 

No  ir5  24Ja reads-14’  1924’  ^  aCtmg  °n  N‘  B'  Application 

“L  Proposed  occupancy  is  contrary  to  the  provi¬ 
sions  of  Section  3,  Building  Zone  Resolution. 

19  2  a  Sh°^ld  be  Provided  as  per  Sections 

12  and  16,  Building  Zone  Resolution.”- 

and  ’ 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
ft.  and  a  depth  of  102.2  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 

and'thiTn°H  nhe  ^  u°f  ?eigbborinS  Property  owners; 
and  the  board  deemed  that  further  invasion  of  this  street 

Dy  prohibited  uses  should  not  be  permitted. 

Resolved  that  the  decision  of  the  superintendent  of  build- 
mgs  be  and  it  hereby  is  affirmed ,  and  the  application  be  and 
it  hereby  is  denied.  ^ 

764-24-BZ.  ~  ’ 

APPLICANT— John  E.  Eustis,  for  Edwin  F.  Branning 
owner.  b’ 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance  of 
a  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 260  West  Tremont  avenue  The 
Bronx.  ’ 

APPEARANCES— 

For  Applicant:  John  E.  Eustis,  Elmer  G.  Eustis. 
.r_Jor  Opposition:  None. 

CONDITION SB°A^RD—-^Pi>1-Cati°rl  granted  on  condition. 
THEVOTE^~AS  SpCClfied  m  resolution. 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland  and  Connell  .  G 
Negative  .  0 

mun-  Absent:  Fire  Chief  Kenlon  .  ! 

THE  RESOLUTION:  . 

,,r  (764-24-BZ) 

owner  Tu  i  ’  /0hnoE-  Eustis’  for.  Edward  F-  Branning, 
jn  ’  1  ed’  Jun?  3>  1924>  an  application,  under  the  build- 
Igin  r  resoJutlon’  to  Permit  in  a  business  district  the 

West  Tremont  &  mot0rRvehlcl"  repair  shop;  premises  260 
ws  remont  avenue,  Borough  of  Bronx ;  and 

by  the'bnnrrl  3  fPllbl'C  bearing  was  held  on  this  application 
23  ,no4b  rl  °f.  appeaI.s’  a4  ,ts  regular  meeting,  September 

the  Rnii  ftfec*duj  njt,ce  by  Publication  in  the  Bulletin  of 
me  hoard  of  Standards  and  Appeals;  and 

imr  -^fREAS’  ,the-  use  district  maps  accompanying  the  build- 
ng  zone  resolution  show  that  West  Tremont  avenue,  Sedg- 
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wick  avenue  and  Cedar  avenue  are  business  districts;  and 

i  iVV?  EfAS'  tbe-  order  °f  tbe  fire  commissioner,  dated  May 
14,  1924,  in  acting  on  Order  No.  24069-C,  reads: 

1.  Discontinue  the  maintenance  of  a  motor  vehicle 
repair  shop  on  these  premises. 

This  order  is  issued  for  the  reason  that  the  main¬ 
tenance  of  the  use  or  occupancy  referred  to  above  is 
?  ™lat£n  °.f  the  Building  Zone  Resolution  adopted 

nt  hCf  wardv°  lEst'n?ale  and  Apportionment  of  the 
City  of  New  York  on  July  23,  1916,— premises  affected 
by  this  order  being  located  in  a  portion  of  the  Citv 
designated  by  said  resolution  as  a  business  district,  and 
turther,  such  a  use  is  contrary  to  Certificate  of  Oc¬ 
cupancy  No.  282  of  January  13,  1917”- 
and  '  ’ 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  one  story,  basement  and  sub-basement  in  height  with 
a  frontage  of  144  ft.  and  a  depth  of  68  ft.;  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  it  is  proposed 

shop;eandPOrtl°n  °f  **  budding  as  a  motor  vehiefe  repair 

Whereas  under  the  provisions  of  section  7,  subdivision 
A,  ffie  board  is  empowered  to  act.  uuuivision 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
J’d'.  her?y  !?  granted  permitting  the  operation  of  minor 
repairs  and  adjustments  incidental  to  the  garage  business 
conducted  on  the  premises,  on  condition  that  no  motor-driven 
machinery  be  used  in  connection  with  the  renairs  other 

be3 limited rttablC  CleTiC  drH-;  that  any  repair  woric  done 
be  limited  to  manual  operations  and  that  the  work  shall 

be  confined  to  one  room,  approximately  25  ft.  square  lo- 
bi„Sce  S:  0f  the  b"M"*  ^  terra 

1066-23-BZ. 

APPLITAri^g,ao“  er  ,0r  America" 

SUBJECT— Application  for  reopening  (re:  decision  of  su- 

°f  .buiIdings)  t0  Permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 

hicles^6  St°rage  of  more  tban  five  (5)  motor  ve- 

PREMIiEFAFFECTED~1455'1461  ’Gates  avenue,  Brook- 
APPEARANiCES— 

For  Applicant:  Charles  D.  Cords 

F°r  Maddox^0"  ’’  Marti"  C‘  Epstein-  Edward  H. 

THE  VOTE  TO  GRRAOTPTiCa,i0n  denied- 
Affirmative:  Mr.  Dowd 
Negative:  Chairman  Walsh," Messrs.' Kennedy 
Gunnison,  Holland  and  Connell  7’  * 

TlIr  Absent :  Fire  Chief  Kenlon  .  .  ? 

THE  RESOLUTION:  .  1 

(1066-23-BZ) 

Whereas,  Charles  D.  Cords,  for  American  Railway 
raftic  Co.  owner,  filed,  September  7,  1923,  an  application 

dfstrirtthfLbU1  dlf-g  Z°ner  reso.lution>  to  Permit  in  Ebusiness 
district  the  erection  and  maintenance  of  a  garage  for  the 

torage  of  more  than  five  motor  vehicles;  premises  H5s! 
1461  Gates  avenue  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
oo  tbne0  boafd  of  appeals,  at  its  regular  meeting,  September 
’  J9-4-  after  due  notice  by  publication  in  the  Bulletin  of 
t  ie  Board  of  Standards  and  Appeals;  and 

.  Whereas,  the  use  district  maps  accompanying  the  build 
ng  zone  "evolution  show  that  Gates  avenue,  Knickerbocker 
avenue  and  Irving  place  are  business  districts  and 
Whereas,  the  decision  of  the  superintendent  nf  k„-m- 
rendered  August  16,  1923,  reads :  °f  bu,Idmgs> 

“One  story  public  garage  in  business  district  is  enn- 
and  rar>  °  Art‘  ir>  SeC‘  4  ^  of  Zone  Resolution.”; 
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Whereas,  the  proposed  building  is  to.  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage  of 
75  ft.  and  a  depth  of  126  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 

Whereas,  this  case  was  denied  by  the  board  at  its  meet¬ 
ing  January  22,  1924,  and  reopened  by  vote  of  board  July 
8,  1924,  to  permit  amendment  of  papers  to  include  sections 
7,  6  and  20;  and 

Whereas,  applicant  failed  to  establish  the  basis  ot  his 
application  under  these  sections. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

821-24-BZ. 

APPLICANT— Lester  P.  Deeves,  for  Dewett  Realty  Co., 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  ex¬ 
tending  from  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 460-462  West  129th  street, 

Manhattan. 

APPEARANCES— 

For  Applicant:  Lester  P.  Deeves. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Kenlon  .  7 

Negative  .  ® 

Absent  .  ® 

THE  RESOLUTION : 

(821-24-BZ) 

Whereas,  Lester  P.  Deeves,  for  Dewett  Realty  Co., 

owner,  filed,  June  19,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  the  extension,  from  an  un¬ 
restricted  district  into  a  business  district,  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  460-462  West  129th  street,  Manhattan;  and 
WIhereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  128th  street  and  West 
129th  street  are  unrestricted  districts  and  Convent  avenue 
is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  16,  1924,  in  acting  on  N.  B.  Application  No. 
325-1924,  reads : 

“1.  No  part  of  a  Public  Garage  may  extend  into  a 
business  district.” ; 
and  ... 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height  on  128th  street  and  one 
story  in  height  on  129th  street,  with  a  frontage  of  19 
ft.  6->4  in.  on  128th  street  and  a  depth  of  50  ft.  6J4  in.  on 
129th  street ;  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7 A  and  B 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  as  proposed — one  story  and  two  stories  as  indi¬ 
cated  on  the  plans  filed  in  this  case — be  erected  fireproof ; 
that  the  easterly  gable  wall  be  unpierced  throughout  its 
entire  height  and  length;  that  there  be  no  opening  of  any 
nature  or  description  within  the  business  area ;  that  there 


be  no  skylights  installed  within  25  ft.  of  the  easterly  gable 
wall  in  the  business  area;  that  the  requirements  of  the 
building  zone  resolution  be  complied  with  in  all  other  re¬ 
spects;  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  months  and  the 
building  completed  within  eighteen  months  from  the  date 
of  this  action. 


714-24-BZ. 

APPLICANT — William  Schein,  for  Kate  Kalter,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  “E”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  dwelling 
without  setting  back  fully  ten  (10)  feet  from  the 
street  line  as  required  by  the  building  zone  reso¬ 
lution. 

PREMISES  AFFECTED— 1102-1112  East  27th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  Schein. 

For  Opposition:  John  J.  Ryan,  Julia  Perkins, 
Anna  Bindrim,  Teresa  Masterson. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . .  6 


Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(714-24-BZ) 


Whereas,  William  Schein,  for  Kate  Kalter,  owner,  filed, 
May  21,  1924,  an  application,  under  the  building  zone  reso-  , 
lution,  to  permit  in  a  residence  “E”  area  district  the. 
erection  and  maintenance  of  a  dwelling  without  setting 
back  fully  ten  (10)  feet  from  the  street  line  as  required 
by  the  building  zone  resolution;  premises  1102-12  East 
27th  street,  Brooklyn;  and 

Wi'hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  27th  street  and  Ave¬ 
nue  K  are  residence  and  “E”  area  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  22,  1924,  in  acting  on  Application  No. 
8009-24,  reads : 

“4.  Location:  Residential  E  District  building,  j 
Porch  included  must  be  kept  back  10  ft.  from  build¬ 
ing  line.  Steps  could  encroach  only  18  in.  into  10  ft. 
restricted  area.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  62 
ft.  8  in.  and  a  depth  of  24  ft.  2  in. ;  to  be  occupied  as 
a  residence ;  and 

Whereas,  the  board  deemed  that  as  adjoining  buildings 
projected  beyond  the  10  ft.  setback  line  there  would  be 
hardship  in  compelling  applicant  to  set  back. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  so  far  as  it  affects  the  set-back  on  the 
East  27th  street  front,  on  condition  that  no  portion  of  the 
structure  on  East  27th  street  shall  be  built  within  five  (5) 
feet  of  the  building  line  and  that  the  requirements  of  the 
building  zone  resolution  be  complied  with  in  all  other 
respects. 

782-24-BZ. 

APPLICANT — William  R.  Rust,  for  Griffin  White  Shoe 
Company,  owner. 
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}  SS^pSSST" of  3  bui,di"*  ■» »"  APPLI“^F“  L  H^e„bUrg,  for  „M  Marx. 

APPEARANCES-  TEI>-'754-756  Fiflh  avenue,  Brooklyn.  SUBJE' of' °f  the  superintendent 

I  ?$£7s<X2r R  R-  *■  *  — 

ACTIO^OK^BO^ARO— Appkcatlon  .ranted  d  -  PREM^KFECTHD-L  Man- 

THF  VnT°ENS~As  Specifie'1  in  '  “solutTo?  °"  C0',d,"0n'  APPEARANCES-None. 

1  Affin™tiVeDo  CJ'^man.  Walsh,  Messrs.  Ken-  THe' VOTE'/o’msMSS1’'"3''0”  diS"”'5Sed- 

!  ^ .  ^wd,  Gu„„,so„,  HoHand  and  Con-  ™  Walsh,  Messrs.  Ken- 

?KgatIVe  ti« * . .  n  nell  D  d’  Gunn,son’  Holland  and  Con- 

the  Km,°" . . ; 

Whereas,  Wi„, an,  White  sh  _  ™E  ^SOLUTION ^  ^  . 1 

rUd^one^este  ^  Sta  Whereas,  Frederick  <£*&¥>  ,  , 

the  erection  of  and  maintm^Penf1  T  aj,.usiness  Strict  owner,  filed,  January  12  '  1924  k^?bUrgr  f°-r  Max  Marx’ 

for  factory  purposes  •  premises  754 °7~ff  Trflidmg  to  be  used  bu»ldmg-  zone  resolution  to  permit  in  j“nd?r  the 

lyn;  and  P  '  P  emiSCS  754'7°6  Flfth  avenue,  Brook-  erection  of  a  garage  fo  C  L  n  “  dlStnct  thc 

t  Whereas,  a  public  hearing  was  held  on  tV  r  •  PTises  2502  ^^erdlm  avenue  and  *  Vehiclesl 

f!  spftP^^ 

2  “usL^fets^and  ha‘  Fif,h  aVe"Ue  “d  “ei  --W  the  aPP'ication  be  and  it  hereby  is  dis- 

retriteJS' May'g6  iotT;™  °,£- the  superintendent  of  buildings  12U-23-BZ. 

reads :  %  *’  W24’  “  aCt,ng  °"  App^ation  No.  10034-/4,  APPLICANT — William  p  Dovl  ,  r 

-  ee  aa  »»“5sa;::- :  “» 

-S/55wSS3‘sfirh'  , 

-»■* «-  .—  -Sc  APFE*K”Sfc,„  w„. ,  — 

Resolved,  that  the  board  of  apneals  dope  tnp—k  ;  a  For  Opposition — None 

53p* S35SSs  s  SlSSi^  -  vpsssr "S  “ in  suW 

g„n.- 

^jthln  eighteen  months*  f^m  Semite  of  M^™1***1  Adj°Urned  2  *■  «•  ~ 

|  ’  -  -  William  J.  O’Gorman.  Secretary. 

MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 

regular  meeting  . 

TUESDAY  AFTERNOON,  SEPTEMBER  23,  1924.  PE^^ONER-E^5  ^ 

MK3n,  V-  Chairman  Walsh,  Messrs.  Kennedy,  Gunnison,  -Im  ,  man.  owners"3  R  D°y'e'  f°r  Tishman  &  Good- 
;r  ,‘"',.|  Con"eI!,(  Flre  Chlef  Kenlon.  Superintendents  ‘  JI-CT  Variation  of  labor  law  as  cited  in  order  of 
■rady,  Klemert,  Moore  and  McDermott.  PREMISES  A?FF?T#n 

The  mmutes  of  the  regular  meeting  of  the  board  of  hatfan VI  FECTED-tf2-t«  West  36th  street,  Man- 

andards  and  appeals  held  on  Tuesday  afternoon,  Sep-  APPEARANCES- 
rnoer  t)th  1924,' were  approved  as  printed  in  the  Bui-  Eor  Petitioner:  Edward  P.  Doyle 

W  No.  38,  Vol.  lx.  ^d,memtra,i0":  InSPeC,0r  Walter  of  fire  de- 
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ACTION  OF  BOARD— Laid  over  to  October  7,  1924,  at  2 
p.  m.,  for  correction  of  plans. 


PETITIONER— Thomas  B.  Leahy,  for  1209  Broadway 
Realty  Corp.,  owner.  .  .  t 

SUBJECT — Variation  of  labor  law  as  cited  m  decision  o 
superintendent  of  buildings. 

PREMISES  AFFECTED— 1205-1213  Broadway,  Manhat¬ 
tan. 

APPEARANCES—  t  u 

For  Petitioner  :  Thomas  B.  Leahy. 

ACTION  OF  BOARD— Petition  withdrawn. 

THE  V^?mative.  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Co""e1^  Superin- 
tendents  Kleinert,  Moore  and  McDermott. . .  8 

Atfsent?  Mr.'  Dowd,'  Fire'c'h'ief  Kenlon,'  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady  and  Reville  .  0 


of  this  fire  escape  and  with  egress  from  2nd  story  balcony 
into  loft  of  adjoining  building;  ROOFS  of  adjoining  build¬ 
ings  are  at  same  level ;  and  .  .  , 

Whereas,  petitioner  contends  the  existing  means  of  egress 

arR^Stethat  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
faw  and  That  the  petition  as  to  item  No  1  be  and  it  hereby 
is  granted  on  condition  that  a  fixed  double  iron  ladder 
shall  be  provided  from  the  top  story  hall  to  scuttle  in  roof, 
and  that  the  petition  as  to  Item  No.  2  be  and  it  hereby  is 

denied. 


PETITIONER — Isidor  H.  Pollack,  for  Heilner  &  Wolf, 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner.  ,, _ , 

PREMISES  AFFECTED— 15  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES—  , 

For  Petitioner:  Isidor  H.  Pollack. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE^.^  chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Kleinert,  Moore  and  Me-  ^ 
Dermott  .  ^ 

Abfent :  Mr.  Dowd,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superinten- 

dent  Reville  . 

THE  RESOLUTION  : 

(602-24-S) 

Whereas  Isidor  H.  Pollack,  for  Heilner  &  Wolf,  owner, 
filed,  April  25,  1924,  a  petition  with  the  board  of  standards 
and  appeals,  for  a  variation  from  the  requirements  of  t  e 
labor  law  as.  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  15  East  17th  street  Manhattan  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 

47697-LD,  dated  June  9,  1923,  reads:  ' 

“1.  Extend  the  interior  stairway  at  the  east  side 

of  building  to  the  roof  *  *  *  ,  . r 

“2.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so. tha^  ®ai"d  274 
in  compliance  with  the  provisions  of  section  273  and  2/4 

of  the  labor  law  *  *  *  ,  , 

“NOTE:  Among  the  defects  noted  on  tnis  nre  es¬ 
cape  are  the  following :  A  vrn 

“No  stairway  from  lowest  balcony  to  ground.  JNlo 
passageway  from  termination  of  fire  escape  to  street.  ; 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height  22  ft.  by  68  ft.  in  area.  OCCUPIED  as  follows: 
lst^floor,  store,  restaurant,  5  persons;  2nd  floor,  manufac¬ 
ture  of  rubber  goods,  8  persons ;  3rd  floor,  vacant  at  pres 
ent,  8  persons;  4th  floor,  mfg.  embroidery  10  persons;  oth 
floor,  vacant  at  present,  14  persons;  6th  floor,  mfg.  bras- 
siers.  45  persons.  EQUIPPED  with  a  fire  alarm  signal  system. 
EXITS  :  An  interior  wooden  stairway  extending  from  1st 
to  top  story ;  enclosed  in  fire  resisting  partitions  with  fire 
doors  at  openings.  At  the  rear  of  the  building  there  is  a 
party  wall  fire  escape  with  fireproof  windows  on  the  course 


756-24-S.  .... 

PETITIONER— Cross  &  Brown  Company,  for  1.  Miller 
&  Sons,  Inc.,  owner. 

StUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 562  Fifth  avenue,  Manhattan. 

appearances—  I 

For  Petitioner :  Louis  Boitano. 

ACTION  OF  BOARD— Petition  denied.  j 

THE  VOTE  TO  GRANT—  j 

Negative:  Chairman  Walsh,  Messrs  Ken¬ 

nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Kleinert,  Moore  and  Mc¬ 
Absent :  Mr.  Dowd,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superinten¬ 
dent  Reville .  4 

THE  RESOLUTION : 

(756-24-S)  .  _ 

Whereas,  Gross  &  Brown  Co.,  for  I.  Miller  &  Sons 
Inc  owner,  filed,  June  2,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the ^require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super 
intendent  of  buildings,  affecting  premises  562  Fifth  avenue, 

Whereas, athde  decision  of  the  superintendent  of  buildings 

rendered  April  ^‘i^eY  should  be  enclosed  in  2  ini 

of  fireproof  material,  264  labor  law. 

“2.  Doors  to  fire  tower  not  44  in.  in  clear  (one  34  in 

in  clear),  270  labor  law.  ...  , 

“3  Doors  to  fireproof  stairs  not  44  in.  in  clear  (ont 

34  in.  in  clear),  270  labor  law. 

“4.  Dressing  rooms  for  women  should  be  provided 

294  labor  law.  ,  .  e  • 

“5  All  windows  should  be  approved  fireproof  win 

dows  not  greater  than  720  sq.  in.  in  each  lighter,  2b 
“6.  Exits  must  be  remote  from  each  other,  270  labo 

^7.  On  12th  floor  doors  leading  to  fire  tower  swin 

the  wrong  way.  .  ' 

“8.  From  2nd  floor  to  11th  a  30  in.  passageway  mu. 

be  maintained  to  fire  tower  on  these  floors. 

“9.  Exit  signs,  lights  and  floor  loads  not  provided  o 

31  “lO^Floor  loads  not  sufficient,  should  be  120  lbs  pi 

Sq“ll'.  State  number  of  males  and  females  on  eai 

fl°“12.  All  doors  leading  from  workrooms  where  mo 
than  five  persons  are  employed  must  swing  out.  ; 

^Whereas,  the  building  is  fireproof,  11  stories  m  heigl 
27  ft.  by  100  ft.  in  area;  OCCUPIED,  1st  story  and 
zanine  stores ;  upper  stories,  25  per  cent  light  manufactu 
£g  45  persons  per  story;  EQUIPPED  with  a  fire  a  t, 
signal  system.  EXITS:  Two  interior  steel  and  sl«- 
tread  stairways,  extending  from  the  1st  story,  to .the  H 
enclosed  in  hollow  tile  partitions,  with  kalameined  doors 
the  openings;  and  *  . 
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Whereas,  petitioner  and  contends  that  these  orders  were 
issued  because  of  the  existence  of  a  belt  driven  jeweler’s 
lathe  in  the  premises  and  requests  to  be  relieved  of  comply¬ 
ing  with  the  orders. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  petition  be  and  it 
hereby  is  dented. 


250-24-S. 

PETITIONER— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  John  R.  Thompson  Co.,  Inc  les¬ 
see.  ’ 

SUBJEC1  Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

APPPADE4S\Tri:cECTED~8  East  23rd  street>  Manhattan. 

APPEARANCES — 

For  Petitioner:  Herman  E.  Howard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

Petition  Slanted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  9 

Negative  . "  ”  9 

Absent :  Mr.  Dowd,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superin¬ 
tendent  Reville  .  4 

THE  RESOLUTION  : 


(250-24-S) 

V  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Equitable  Trust  Co.  of  New  York,  filed,  Feb.  18, 
1924,  a  petition,  with  the  board  of  standards  and  appeals! 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  8  East  23rd  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  April  22,  1924,  reads: 

“Replying  to  your  letter  of  April  10,  1924,  inspection 
shows  that  rear  fire  escape  is  not  in  accordance  with 
the  labor  law  in  that  fire  escape  stairs  are  not  extended 
to  roof ;  no  fireproof  passageway  from  foot  of  fire 
escape  to  street.”; 
and 

Whereas,  the  building  is  fireproof,  five  stories  in  height, 
25  ft.  by  99.8  ft.  in  area  at  the  1st  story  and  25  ft.  by  70  ft.' 
in  area  above.  OCCUPIED  as  follows:  1st  story,  restau¬ 
rant,  12  persons ;  2nd  story,  office  and  stockroom,  8  persons ; 
3rd  story,  neckwear,  4  persons ;  4th  story,  trimmings,  5  per¬ 
sons;  5th  story,  trimmings,  20  persons.  EQUIPPED  with 
a  fire  alarm  signal  system.  EXITS:  An  interior  iron  stair¬ 
way,  extending  from  the  1st  story  to  the  roof,  enclosed  in 
fireproof  partitions  with  fire  doors  at  the  openings;  a  fire 
escape  on  the  rear  of  the  building,  extending  from  the  5th 
story  to  the  roof  of  the  one  story  extension,  with  non- 
hreproof  windows  along  the  course  thereof;  with  egress 
from  the  termination  of  fire  escape  by  means  of  adjoining 
one  story  extension  roof  to  rear,  thence  through  the  build¬ 
ing  to  street;  ROOFS  of  adjoining  buildings — to  east,  1 
story  higher,  to  west,  approximately  five  feet  lower;  and 

Whereas,  petitioner  proposes  to  fireproof  the  windows 
along  the  course  of  the  fire  escape  and  to  provide  a  goose¬ 
neck  ladder  to  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
abor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  egress  from  termination  of  the  fire  escape  only,  on 
condition  that  egress  from  the  roof  of  the  extension  imme¬ 
diately  to  the  rear  shall  be  maintained  through  bulkhead, 
door  to  be  unlocked  and  unfastened  during  working  hours 
and  that  the  order  shall  be  complied  with  in  all  other  re¬ 
spects. 


914-24-S. 

PEI ITI  ONER— Gronenberg  &  Leuchtag, .  for  Bricken 

CTTDTcv-rnS^'  •  ^mProvement  Corp.,  owners. 
oUEJEC  1  Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 247-263  West  37th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Marty  London. 

m N7?TT  1  okt  <?°^RD~?etition  panted  on  condition. 

As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  ,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Kleinert,  Moore  and  Mc¬ 
Dermott  .  g 

Negative  . Q 

Absent :  Mr.  Dowd,  Fire  Chief  Kenlon,'  Deputy 
,  ire  Commissioner  Hannon  and  Superinten¬ 
dent  Reville . 4 

THE  RESOLUTION : 

(914-24-S) 

Whereas  Gronenberg  &  Leuchtag,  for  Bricken  Con¬ 
struction  &  Improvement  Corp.,  owner,  filed,  July  10  1924  a 
petition  with  the  board  of  standards  and  appeals,  for  varia¬ 
tion  from  the  requirements  of  the  labor  law  as  cited  in  a 
decision  of  the  superintendent  of  buildings,  affecting  prem- 
1Sw247'263  WeSt  37th  street’  Manhattan ;  and 
Whereas  the  decision  of  the  superintendent  of  buildings 
N.  B.  App.  No.  110-1924,  dated  June  28,  1924,  reads: 

2.  Proposed  show  window  should  comply  with  sec- 
tion  264  labor  law,  and  rule  503  Industrial  Code  ”  • 
and  ‘  ’ 

1  Pe  ^u*Ming  is  fireproof,  18  stories  in  height, 

loO  ft.  by  98  ft.  in  area.  OCCUPIED:  1st  story,  stores; 
2nd  and  3rd  stories,  showrooms ;  4th  to  18th  stories,  tenant 
factory,  approximately  170  persons  per  story;  and 
Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st,  2nd  and  3rd  stories,  glazed  with  yA  in.  plate  glass ; 
the  area  of  the  glass  on  the  1st  story  is  9  ft.  0  in.  by  9  ft. 
l/2  in.  and  on  the  2nd  and  3rd  stories  the  maximum  area  is 
12  ft.  0  in.  by  7  ft.  2J4  in.;  and 

Whereas  petitioner  proposes  to  arrange  these  windows  so 
as  to  partially  pivot  and  partially  remain  stationary  and 
contends,  to  comply  with  the  provisions  of  the  labor  law  as 
to  the  area  of  the  glass  would  materially  affect  the  archi¬ 
tectural  treatment  of  the  building,  and  also  the  use  intended 
for  the  three  lowest  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  windows  on  the  street  front  of  the  three  (3) 
lowest  stories,  on  condition  that  all  openings  shall  be 
equipped  with  approved  fireproof  frames  and  sash  glazed 
with  polished  plate  glass,  not  less  than  %  inch  in  thickness, 
and  that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 

917-24-S. 

PETITIONER— Necarsulmer  &  Lehlbach,  for  115  West 
45th  Street,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 115-117  West  45th  street  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  William  Schoen. 

granted  on  condition. 

C  ONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Fire  Chief 
Kenlon,  Superintendents  Brady  Kleinert 
Moore  and  McDermott .  ...  .  ....  10 
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0  Whereas,  the  building  is  fireproof,  six  stories  in  height, 

Negative  . . . -v“V  4fio  ft  bv  184  ft  in  area.  OCCUPIED:  1st  story,  stores; 

Absent;  Mr.  Dowd.  Deputy  I JreR^™SS1°  3  2nd  story,  clothing  manufacturing,  120  persons;  3rd  story 

Hannon  and  Superintendent  Reville .  clothing '  manufacturing,  285  persons;  4th  story,  mfg.  of 

_  clothing  and  leather  goods,  450  persons ;  5th  story,  clothing 

THE  RESOLUTION :  mfg  f00  persons ;  6th  story,  printing  and  clothing  mfg, 

(917-24-S)  90  persons.  EQUIPPED  with  a  sprinkler  system  and  a 

Wh,„fa,  Necarsulmer  &  Lehlbach,  for  115  West  45th  fire  alarm  signal  system.  EXITS:  Five  interior  stairways, 

c  T  ’  n„r  '  bied  Tuiy  11  1924,  a  petition  with  the  four  extending  from  1st  story  to  top  story  and  one  > 

Street,  ’  d  ’appeais  for  variation  from  the  re-  enclosed  in  fireproof  partitions  with  fire  doors  at  openings , 

SmeL  of  *e  labor  law  as  cited  in  a  decision  of  the  ROOFS  of  adjoining  buildings  are  three  and  s.x  stones 

superintendent  of  buildings  affecting  premises  115-117  West  higher  t^and  ^  ^  ^  dedsi<)n  aHects 

be  raade  to  com‘ 

Whfreas,  the  building  is  fireproof,  12  stories  in  height,  is  denied. 

45  ft  by  100  ft.  in  area.  OCCUPIED  as:  1st  story  and  - 

mezzanine,  store;  2nd  story  to  12th  story,  offices  and  show  920-24-S.  , 

rooms  approximately  70  persons  per  story  ;  and  PETITIONER— Samuel  Rosenblum,  tor  Almond  Realty 

Whereas,  there  are  openings  in  the  front  of  the :  build-  Co>)  owner.  .  J  .  .  . 

ing  on  the  1st  and  mezzanine  stories,  glazed  with  plate  SUBJECT — Variation  of  labor  law  as  cited  in  order  ot 

glass-  the  maximum  area  of  the  glass  on  the  1st  and  mez-  superintendent  of  buildings. 

zanine  stories  is  10  ft.  6  in.  by  13  ft.  0  in.;  and  PREMISES  AFFECTED— 251-259  West  36th  street,  Man- 

Whereas,  petitioner  contends  that  to  comply  with  the  hattan. 

requirements  of  the  labor  law  as  to  the  area  of  the  glass  APPEARAN CES —  f  „  .. 

would  materially  affect  the  use  intended  for  the  1st  and  For  Petitioner .  Samuel  Rosenblum. 

mezzanine  stories.  ,  ,  .  .  For  Administration:  Inspector  Maher  of  hre  de- 

Resolved,  that  the  board  of  standards  and  appeals  does  partment.  . 

hereby  make  a  variation  from  the  requirements  of  the  labor  \£TION  QF  BOARD— Petition  granted  on  condition, 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so  ‘c0NiDItI0N.S— As  specified  in  resolution, 

far  as  it  affects  the  windows  on  the  front  of  the  building  on  THE  VOTE— 

the  first  (1st)  and  mezzanine  floors  only,  on  cofuiition  that  Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

all  openings  shall  be  equipped  with  approved  fireproof  .  Gunnison,  Holland,  Connell,  Fire  Chief  Ken- 

frames  and  sash  glazed  with  polished  plate  glass  not  less  lon  Superintendents  Brady,  Kleinert,  Moore 

than  inch  in  thickness  and  that  the  labor  law  shall  be  and  McDermott  . 

complied  with  in  all  other  respects.  Negative  . . . -  0 

Absent:  Mr.  Dowd,  Deputy  Fire  Commissioner 

‘  Hannon  and  Superintendent  Reville  .  3 

PETITIONER— Samuel  Rosenblum,  for  Cohen,  Goldman  THE  RESOLUTION: 

&  Co  lessees. 

SUBJECT— Variation  of  labor  law.  Whereas,  Samuel  Rosenblum,  for  Almond  Realty  o, 

PREMISES  AFFECTED— 45  West  18th  street,  M'anhat-  owner  filed,  July  11,  1924,  a  petition,  with  the  board  ot 
tan  standards  and  appeals,  for  variation  from  the  requirement 

APPEARANCES—  ,  of  the  labor  law,  as  cited  in  an  order  of  the  supermtenderit 

For  Petitioner:  Samuel  Rosenblum.  0f  buildings,  affecting  premises  251-9  West  o6th  street, 

For  Administration:  Inspector  Maher  of  fire  de-  Manhattan;  and  .  ,  f 

partment.  Whereas,  the  order  of  the  superintendent  of  buildings, 

ACTION  OF  BOARD— Petition  denied.  dated  February  1,  1924,  reads  : 

THE  VOTE  TO  GRANT—  “You  are  hereby  directed  to  remove  all  wood  parti- 

Affirmative  .  0  tions  erected  on  the  2nd  and  14th  floors,  inclusive.  , 

Negative:  Chairman  Walsh,  Messrs.  Kennedy,  and  ...  .  , . 

Gunnison,  Holland,  Connell,  Fire  Chief  Ken-  Whereas,  the  building  is  fireproof,  14  stories  in  neignt, 

lon,  Superintendents  Brady,  Kleinert,  Moore  84  ft  by  88  ft.  in  area.  OCCUPIED  :  1st  story,  stores  and 

and  McDermott  . •  10  offices,  50  persons ;  mezzanine,  offices,  20  persons  ;  upper  sto 

Absent:  Mr.  Dowd,  Deputy  Fire  Commis-  ries,  offices  and  manufacturing,  120  Persons  Pe!L  ' 

sioner  Hannon  and  Superintendent  Reville  3  EQUIPPED  with  a  sprinkler  system.  RXilb:  iwo  in¬ 

terior  fireproof  stairways  extending  from  1st  story  to  root,  , 
THE  RESOLUTION:  enclosed  in  fireproof  partitions  with  fire  doors  at  openings,  . 

(918-24-S)  ROOFS  of  adjoining  buildings  are  seven  and  12  stones  • 

Whereas,  Samuel  Rosenblum,  for  Cohen  Goldman  &  Co  higher ;  and  contends  that  the  majority  of  the 

lessee,  filed,  July  11,  1924,  a  petition,  with  the  board  of  dwarf Partitions  6/2  to  7  feet  high;  that  they 

standards  and  appeals,  for  variation  from  the  requirements  Par  nLCtruct  the  exits  and  are  part  of  the  factory  equip- 

of  the  labor  law,  as  cited  in  a  decision  of  the  fire  commis*  do  not  obstruct  the  exits  ana  are  v  j 

sioner,  affecting  premises  45  West  18th  street,  Manhat*  ^ent  that  the  board  Gf  standards  and  appeals  does 

a  Whereas  the  decision  of  the  fire  commissioner,  reads :  ^wandTtat  % 

'No  of  any  factory  on  any  St  ate,  the  fits  m  single  ^ 

floor  thereof  shall  be  locked,  bohed  or  fastened  dur-  “Vast  3  fee,  wide 

and  '"B  ta  the  clear  constructed  of  incombustible  material,  shall  be 
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provided  connecting  the  two  stairways  with  firepoof  self¬ 
closing  doors  at  openings;  openings  to  be  so  arranged  that 
direct  egress  to  passageway  may  be  had  from  each  man- 
uiactunng,  stock  and  show  room  portion  of  floor. 


924-24-S. 

PETITIONER— Frank  R.  Abbott,  for  Rosa  Schimmenti, 

owner.  ' 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

fpKSNAdICTED-315  Eiehth  $treet’  Brooklyn' 

For  Petitioner:  Frank  R.  Abbott. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

fnvniTim'?0^-?1'011  granted  on  condition. 

sPeci^ed  in  resolution. 

lri.h  VOTK— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken- 
nedy  Gunnison,  Holland,  Connell,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Kleinert 

Moore  and  McDermott .  ’  10 

Negative  .  0 

Absent:  Mr.  Dowd,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville .  3 

THE  RESOLUTION: 

(924-24-S) 

Whereas  Frank  R.  Abbott,  for  Rosa  Schimmenti,  owner 
filed,  July  ll,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  variation,  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  315  Eighth  street,  Brooklyn;  and 

.. order  of  the  fire  commissioner,  dated  Aug. 

.  . 1 ; .  Extend  the  interior  stairway  at  the  east  side  of 

lawding  t0  ^  r°°f’  aS  PCr  section  271  of  the  labor 

2.  Provide  an  outside  iron  balcony  fire  escape  at 
the  rear  of  building  with  balconies  4  ft.  in  width  con¬ 
nected  by  stairways  not  less  than  22  in.  wide,  placed  at 
an  incline  of  not  more  than  45  degrees,  extending  from 

ground  to  roof,  constructed  as  per  section  273  of  the 
labor  law  *  *  *.  ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  20  ft.  by  99  ft.  6  in.  in  area  at  the  1st 
story  and  20  ft.  by  60  ft.  4  in.  in  area  above.  OCCUPIED 
as  follows:  Basement,  storage  of  machinery  and  printing 
4  persons;  1st,  2nd  and  3rd  stories,  manufacture  and  storage 
of  novelty  machines,  8  persons.  EXITS:  An  interior 
wooden  stairway  extending  from  1st  story  to  roof;  enclosed 
m  wooden  partitions  with  wooden  doors  at  openings ;  a  60 
degree  fire  escape  on  the  side  of  the  building,  extending 
from  the  top  story  to  the  1st  story,  with  goose-neck  ladder 

withF’rDcc  fireproof  windows  along  the  course  thereof; 
with  EGRESS  from  the  termination  of  fire  escape  by 
means  of  5  foot  alley  to  street;  ROOFS  of  adjoining  build- 
mg  to  east  is  5  ft.  lower;  and 

Whereas,  petitioner  contends,  in  view  of  the  small  occu- 
adequate  ^  bui  dmg’  that  the  existing  means  of  exit  are 

Resolved  that  the  board  of  standards  and  appeals  does 
nereby  make  a  variation  from  the  requirements  of  the  labor 
La"d  that  the  Petition  be  and  it  hereby  is  granted  as  to 
; n Tu  • -2  0n  condttlon  that  a  fire  escape  shall  be  provided 
,  J  ? Ade  C0Ufrt  ?r.  alleyway  extending  from  the  ground 
level  to  the  roof,  with  egress  from  termination  of  fire  escape 
oirect  to  the  street  by  open,  unobstructed  passageway;  all 
windows  on  course  of  fire  escape  to  be  made  fireproof,  self- 
losing;  on  further  condition  that  not  more  than  four  (4) 
Persons  shall  be  employed  in  work  on  the  two  (2)  upper 
stories;  that  the  conditions  as  to  occupancy  and  use  shall 

wainuUn?a"ge?;  and  that  the  Petition  as  to  Item  No.  l  be 
ind  it  hereby  is  dented. 


937-24-S. 

PETITIONER— William  F.  Doyle,  for  Broadway  Marl¬ 
boro  Realty  Corp.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED-135 1-1365  Broadway,  Manhat- 

lall. 

APPEARANCES— 

For  Petitioner:  William  F.  Doyle. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Fire  Chief 
Kenlon,  Superintendents  Brady,  Kleinert 

Moore  and  McDermott .  ’  in 

Negative  . ’  ’  ’  ’ ' 

Absent :  Mr.  Dowd,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville .  3 

THE  RESOLUTION : 

(937-24-S) 

RPAhHE1rAS'  Wdliam  F-  D°yle>  for  Broadway  Marlboro 

wfi-WhC°i^0r,f10?’  own.er>  filed>  July  15,  1924,  a  petition, 
with  the  board  of  standards  and  appeals,  for  a  variation 
from  the  requirements  of  the  labor  law,  as  cited  in  a  decis- 

;°n  °v£e  S’fperinlerndlnt  °f  buildinss,  affecting  premises 
1351-bo  Broadway,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  1,  1924,  reads: 

“12  All  windows  which  are  required  to  be  fireproof 
must  be  of  an  automatic  self-closing  type  to  conform 
with  the  requirements  of  section  262,  labor  law  ”  • 
and  '  ’ 

building  is  fireproof,  20  stories  in  height, 
156  ft.  3  in.  by  148  ft.  (irregular)  in  area.  OCCUPIED: 
1st  story,  stores  and  offices  and  25  per  cent  manufacturing 
above,  221  persons  in  the  entire  building.  EQUIPPED 

fyttc  sp£!nkler  sy.ste™  and  a  fire  alarm  signal  system. 
HAilb:  iwo  interior  fireproof  stairways,  extending  from 

1st  story  to  roof ;  enclosed  in  fireproof  partitions  with  fire 
doors  at  openings ;  and 

Whereas.,  petitioner  proposes  to  install  self-closing  de¬ 
vices  on  all  windows  which  are  within  30  ft.  of  any  other 
opening  or  within  50  ft.  above  a  neighboring  roof  and  not 
to  place  them  elsewhere. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  any  windows  that  constitute  exposures  within  30 
feet  horizontally  and  50  feet  vertically  of  openings  in  ad¬ 
joining  buildings  or  above  a  neighboring  roof  shall  be 
equipped  in  accordance  with  the  building  code. 


913-21-S. 

PETITIONER— Edward  F.  Hammel,  for  29  West  17th 
Street  Corp.,  owner. 

SUBJECT  Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 29  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Daniel  Adelman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  October  7th,  1924,  at  2  p.  m 

THE  VOTE  TO  REOPEN- — 

Affirmative .  Chairman  Walsh,  Messrs.  Ken- 
nedy,  Holland,  Connell,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott  9 
Nesrativ"  .  ’ ' 


MINUTES 


Absent:  Mr.  Dowd,  Fire  Chief  Kenlon,  Deputy 
Fire  Commissioner  Hannon  and  Superinten¬ 


dent  Reville 


6-24-SA. 

PETITIONER— Saul  J.  Berger. 

SUBJECT— Approval  of  Universal  Oil  Burner. 

APPEARANCES—  . 

For  Petitioner:  Mr.  Harrington. 

For  Administration— None.  .  . 

ACTION  OF  BOARD — Laid  over  to  October  <th,  1924,  at 

2  p.  m. 


1529-92-S 

PETITIONER — The  Tele-Call  Company. 

SUBJECT— Approval  of  the  Tele-Call  Single  Stroke  Bell. 

APPEARANCES— None. 

A.CTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott...  8 

N  egative  . • . * . • . .  **.  ^ 

Absent:  Messrs.  Dowd,  Connell,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  5 


673-24-SA.  . 

PETITIONER— Samson  Electric  Co. 

SUBJECT — Approval  of  Samson  No.  76  Break  Glass  hire 
Alarm  Box. 

APPEARANCES— None. 

ACTION  OF  BOARD— Petition  placed  on  reserve  calen¬ 
dar  pending  test  and  report  of  fire  department. 


860-24-SA.  „  .  ^  _  1 

PETITIONER— Monarch  Equipment  Company. 

SUBJECT _ Approval  of  Monarch  Domestic  buel  UH 

Burner. 

APPEARANCES— 

For  Petitioner :  C.  D.  Monagan. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calendar 
pending  report  oi  committee  of  inspection. 


907-24-SA.  „  _ 

PETITIONER — Dempsey  Furnace  Company. 

SUBJECT — Approval  of  Dempsey  Domestic  Burner  and 

Fuel  Oil  Pump. 

appearances— 

For  Petitioner:  J.  S.  Tierney. 

ACTION  OF  BOARD— Petition  placed  on  reserve  calen¬ 
dar  pending  report  of  committee  of  inspection. 


935-34-SA.  „ 

PETITIONER— Blackmer  Rotary  Pump  Co. 

SUBJECT— Approval  of  Blackmer  Rotary  Pump. 

APPEARANCES— 

For  Petitioner:  Fred  Goertz. 

For  Administration:  Inspector  Maher  of  fire  de- 

ACTION  OF  BOARD — Laid  over  to  October  7th,  1924, 
to  submit  permit  from  the  fire  department. 


RET  ITT  ONER — Ballard  Oil  Equipment  Co.,  owner. 
SUBJECT — Approval  of  Ballard  Super  Domestic  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calen¬ 
dar  pending  report  of  committee  of  inspection. 


1163-23-SA.  ,  _  .  •  ~ 

PETITIONER — Todd  Oil  Burner  and  Engineering  Corp. 

SUBJECT _ Approval  of  Todd  Turbine  Fuel  Oil  Burner. 

APPEARANCES— None. 

\CTION  OF  BOARD— Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Holland,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott...  8 

Negative  . •  •  • '  *  'A'-'i  ° 

Absent:  Messrs.  Dowd,  Connell,  Fire  Chiet 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  . . .  5 


590-24-SA.  . 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.  ,,  ,  . 

SUBJECT— Approval  of  Film  Inspection  Machine. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Gunfn- 
son,  Holland,  Connell,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Kleinert  and  Mc¬ 
Dermott  .  J  1 

Not  Voting :  Mr.  Kennedy .  V 

Negative :  Superintendent  Moore . . .  1 

Absent:  Mr.  Dowd,  Deputy  Fire  Commissioner 
Hannon  and  Superintendent  Reville .  3 

THE  RESOLUTION : 

(590-24-S) 

Whereas,  the  Croker  National  Fire  Prevention  Engineer¬ 
ing  Company,  filed,  May  1st,  1924,  a  petition  with  the  board 
of  standards  and  appeals  for  approval  of  their  device  known 

as  Film  Inspection  Machine;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  33  West  60th  street,  Manhattan,  and  recom¬ 
mended  the  approval  of  the  device.  .  . 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  device  known  as  the  Film  Inspection  Ma¬ 
chine  for  use  in  inspecting  inflammable  motion  picture  films 
in  the  City  of  New  York. 

PETITIONERS — Martin  Joseph  Buckley  and  Nathaniel  F. 

SUBJECT — Approval  of  the  Buckley  Automatic  Electric 
Fire  Detector. 

APPEARANCES— None.  . 

ACTION  OF  BOARD— Petition  dismissed. 

THE  VOTE  TO  DISMISS—  Tr  ,  ,  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Holland,  Superintendents 
Brady,  Kleinert,  Moore  and  McDermott...  » 

Absent?  Messrs.  Dowd,  Connell,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon 
and  Superintendent  Reville  .  ® 

THE  RESOLUTION : 

(766-23-SA) 

Whereas,  Martin  Joseph  Buckley  and  Nathaniel  F.  Jones, 
filed  June  18th,  1923,  a  petition,  with  the  board  of  standard^ 
and  appeals,  for  approval  of  their  device  known  as  the 
Buckley  Automatic  Electric  Fire  Detector ;  and  _  . 

Whereas,  petitioners  have  failed  to  complete  their  papers 

although  duly  notified  so  to  do.  .  ,. 

Resolved,  that  the  petition  be  and  it  hereby  is  dtsmtssec 

for  lack  of  prosecution.  j 

Adjourned  5  p.  m.  Secr'lon- 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923 ;  amended  N ovember  18,  1915 ; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.  Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairway* 

Enclosed 

Five 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as,  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  "story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
roof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  2. — Where  there  are  occupancies  on  any  story  or 
part  of  a  story  involving  the  storage  or  use  below  the  top 
story  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

The  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways ;  open- 
mgs  shall  be  provided  with  approved  self-closing  fire  doors. 
Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 
Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea.  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3.— Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits.— In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273.  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equinped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

168-21-A — 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

184-21-A— 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A— 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A— 723  Manhattan  avenue,  Brooklyn. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A _ 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 

982-21-A— 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21-A— 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A— Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19- A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19- A— Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19- A— Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 


937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A—  Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  Rixer,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — ‘Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A— Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A—  Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

907-21-A— East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1205-21-A— Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 
1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


1236 


Mi 


RESERVE  CALENDAR 

BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 


13-21  S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

*1372-2 1-S  Ford  Fire  Line  Reducing  Valve,  approval  of. 

337-22-S  Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S  Quinn  Acme  Crude  Oil  Burner,  approval  of. 
392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of.  . 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 

957-22-S  Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 

approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank[ 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 


1146-23-SA— Pennsylvania  Globe  Oil  Burner,  approval  of. 
1163-23-SA— Todd  Turbine  Fuel  Oil  Burner,  approval  of. 
1169-23-SA— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA  Gill  Oil  Burner,  approval  of. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1 346-23- S A  Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA  Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA— Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA  Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA  Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA  Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA— Sherman  Oil  Burner,  approval  of. 

269-24- S A1 — Universe  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA— Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 

501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

590-24-SA — Film  Inspection  Machine,  approval  of. 
654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
cose  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923  .  ®^7 

Cases  filed  up  to  and  including  September  25,  1924  ...1164 

Restored  to  calendar  .  ^ 


153 


3 

17 


Miscellaneous  Applications. 

Requests  to  reopen  . 

ft 

Requests  to  amend . 

Requests  for  modification .  ^ 

Requests  to  rescind  . 

Requests  for  extension  of  time  . 

Requests  for  extension  of  permit  .  28 

Requests  for  mechanical  installations  . 

Requests  for  approval  of  plans  .  3 

Administrative  requests  .  * 

Requests  for  interpretation  .  4 


14 

8 

1 
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DISPOSITION  OF  CASES 

Withdrawn  .  ^  j 

Denied  . 

Granted  . . .  ® 

Granted  on  condition . . .  ‘  ™ 

Appliances  approved  . . .  •  •  . .  20 

Appliances  dismissed,  disapproved  or  withdrawn  . , 

Rules  approved  . . . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . . . 

Requests  to  reopen  denied . 

Requests  to  amend  granted .  ® 

Requests  to  amend  denied  .  ® 

Requests  for  modification  granted  .  35 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  ■ 

Requests  to  rescind  denied . ® 

Requests  for  extension  of  time  granted  .  16 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  .  26 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . . 

Plans  disapproved  . 

Administrative  requests  granted  . . 

Administrative  requests  denied  or  withdrawn . 

Interpretations  . .  - 

Requests  withdrawn  or  dismissed  .  1 


1 


3 
0 
0 
1 

4 


Total  . 
Disposed  of 


.2115 

.1454 


Total 


.1454 


Cases  pending  September  25,  1924 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards— 

First  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result.  > 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

^ Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 

appear. 


Fifth  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mad  THE  BULLETIN 

Name  . 


Street  . . . 
P.  O. 


My  subscription  to  begin  with  the  issue 


for. 
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RECTORY  DATES  AND  HOURS  OF  MEETING 

-  *?oard  of  Appeals,  Tuesdays,  at  10  a  m 

BOARD  OF  APPEALS.  Special  meetings  as  listed  in  this  Calendar. 

WILLIAM  E.  WALSH,  Chairman.  Clerks  Calendar,  Tuesdays,  at  2  p.  m. 

ames  P.  Holland  John  Dowd  ,  °arc*  Standards  and  Appeals,  as  listed  in  the  Cal- 

Ienry  L.  Connell  Joseph  B.  Gunnison  eT!!\  . 

■ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy  ManhattTn'11^  ^  ^  R°°m  919,  MuniciPaI  Building, 

BOARD  OF  STANDARDS  AND  APPEALS.  HOURS  FOR  CONSULTATION 

WILLIAM  E.  WALSH,  Chairman.  10  A  M-  to  1  P.  M. 

ames  P.  Holland  John  Dowd  .  Any  communication  purporting  to  be  an  appeal  apnlica- 

[enry  L.  Connell  Joseph  B.  Gunnison  tl0n,  or  petltlon  shall  be  regarded  as  a  mere  notice  of  in 

ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy  tention  t0  seek  relief  until  it  is  filed  on  the  form  reouired 

homas  J.  Drennan . Fire  Commissioner  by  the  rules  of  this  Board. 

harles  Brady . Supt.  of  Buildings,  Manhattan  CALL  OF  rr  rrr?vc 

•  J-  Reville . Sup,,  of  Buildings.  The  Bronx  T1,  ,,  °F  CLERK  S  CALENDAR 

lbeht  E.  Kleinert . Supt.  of  Buildings,  Brooklyn  Build'nu  7*1  consij,s  of  applications  under  the 

W'  . Supt  of  Buildings,  Queens  oZlf'ZS'1  ■!**  °bi«‘  is  >«  give  inter! 

,tLLIAM  J-  McDermott . Supt.  of  Buildings,  Richmond  and  will  be  called  in  Room  oto  S  '  ?!”eC.!i°ns’  if  any' 

WttEUM  J.  O’Gorman,  Score, ory  ^  *  o’clock.  At  this  call  «ch  »  £*£ 

Epwarp  V.  Barton,  Ch.ef  Clerk  The  next  subse^S,!!  of  the  Calendar  will  he 

price—  Municipal  Building,  Room  914.  Tuesday,  October  14,  1924,, at  2  o’clock.  b 

tUEPBONE— Worth  0184  ’  Calendar  of  10  “"fused  with  the 

>EICE  Hobrs-9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to  «"d  be'"  “*  -• 

, 12  "oon\  ,  notice  to  appellants  and  petitioners 

communications  should  be  addressed  to  the  chairman  appeal,  application  or  petition  will  be  pnferfrdn  a  • 

f ,he  b°ard ■  “i,e7  dS2  '!" 

—  days  from  the  date  of  the  action  of  the  Administrati^rOL 

_ CONTENTS 

This  issue  of  the  Bulletin  contains,  in  the  order  by  ofti*  Board.'  "  *'*  ^  f°rm  reqU,>ed 

Docket  .  be  jSUpp,,’e.d  ™hh  Ae  ^fficiJl  forms' ’’fo^ presenting"'  hi"  ap' 

Call  of  Clerk’s  Calendar.  ^  appk<tat.on  or  petJtj0".  and  if  he  fails  to  supply  ?he 

y. Triai  “  iat  ten^s^ da- hfs  c~ b: 

Notices  in  Building  Zone  Cases.  At  the  timo  nf  cc 

Minutes  of  Meeting,  Board  of  Appeals,  Septem-  lionet  shall  forward” Y ^igne^notice  of  apSea?addr  P"h 
ber  30’  Administrative  official  (eitheT ^ superintendent^ of 'bund'' 

Minutes  of  Special  Meeting,  Board  of  Appeals,  or . firc ;  commissioner)  and  file  with  this  Board  a  duoli- 

September  30,  1924.  ^  ..  Sa,d  not,ce- 

Corrections.  etitioners  are  advised  that  their  plans  must  indicate  the 

Third  Quarterly  Report.  aPnd  ^oritft^orlKTrolSrty,  ‘the'subtS  of, ,oca,lio” 

Reserve  Calendar.  ApJIeaLs’  ,appIications  and  petitions  will  be  siren! [fill  ..4 

Progress  Report.  expedited  by  conforming  to  these  directions.  P  d 

Wiluam  E.  Walsh,  Chairman. 
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C  A  L  E  N  D  A  R  _ _  _ 


DOCKET. 

Nezv  Cases  Filed  Week  Ending  October  2,  1924. 

Cal.  No.  Department.  Premises  Affected 

1189-24-BZ . B.B.R .  7235  Amboy  rd.,  Tottenville, 

_ _  S.  I.  Rich.  N.  B.  1816-1924. 

1188-24-A . F.D .  37-65  Franklin  ave.,  Bklyn. 

L.  C.  89920. 

1187-24-BZ . B.B.Q _ 8728  109th  st.,  Richmond  Hill,  Q. 

"  Alt.  2055-1924. 

1186-24-BZ . B.B.Q  _ N.  E.  C  Met.  ave.  &  Wicks  st., 

_ _  Jamaica,  Q.  N.  B  16555-1924. 

1185-24-A . F.D . 1919  Madison  ave.,  Man. 

_  L.  C.  25478. 

H84-24-A . F.D . Ft.  Richards  st.,  Warehouse  No. 

_ .  18,  Brooklyn.  F.  62835. 

1183-24-A . F.D . 421  W.  154th  st.,  Man. 

_ _  L.  C.  25419. 

1182-24-A . F.D . 126  Fourth  ave.,  Man. 

_  L.  C.  25471. 

'  1181-24-BZ . B.B.Bx  ....  1813-1815  Jerome  ave.,  Bronx. 

_ _  N.  B.  2502-1924. 

1180-24-BZ . B.B.M .  257-261  Madison  ave.,  Man. 

_ _  N.  B.  497-1924. 

1179-24-A . F.D . 417  Fifth  ave.,  Man. 

_ _  L.  C.  25463. 

1178-24-A . F.D .  686  Lexington  ave.,  Man. 

_  L.  C.  25475. 

1177-24-A . F.D .  79-89  Seventh  ave.,  Man. 

_  F-43426. 

1176-24-A . F.D .  92-94  Liberty  st.,  Man. 

_  F-64312. 

1175-24-A . F.D .  628-642  W.  45th  st.,  Man. 

_ N.  B.  15-1923 

1174-24-BZ. . .  .B.B.Bx .  220  W.  179th  st.,  Bx. 

_ _  N.  B.  2350-1924. 

1173-24-BZ . B.B.Q . W.  S.  Lafayette  ave.,  126.35  ft. 

S.  Cooper  ave.,  Glendale,  Q. 

_ _  N.  B  15117-1924. 

1172-24-S . F.D . 341  E.  11th  st.,  Man. 

_  Alt.  1540-1924. 

1171-24-A . F.D .  1240-1249  Fifth  ave.,  Man. 

_  L.  C.  25444. 

1170-24-BZ . B.B.Bx . W.  S.  Westchester  ave.  and  S. 

W.  C.  Roberts  ave.,  Bx. 

_  N.  B.  2428-1924. 

1169-24-A . B.B.B . 8712  18th  st.,  Bkyn. 

_ _  Applic.  9189-1924. 

1168-24-BZ _ B.B.Bx .  952-960  Home  st.  and  1168-1172 

So.  Blvd.,  Bx. 

- —  Alt.  542-1924. 

1167-24-A . F.D . E.  S.  Zerega  ave.,  bet.  Chatter- 

ton  and  Blackrock  ave.,  Bx. 
-  Alt.  1460-1924. 

1166-24-A . F.D . W.  S.  Bradford  ave.,  350  ft. 

W.  of  Lawrence  st.,  Flush- 
-  ing,  Q.  F-61405-61406. 

1165-24-S . F.D . 161-165  Perry  st.,  Man. 

- —  L.  D.  54970. 

Restored  to  Calendar. 

569-23-BZ . B.B.B .  806-816  Coney  Island  ave.,  Bkln. 

N.  B.  2828-1923. 


CODE. 

.p  . Fire  Department 

jj.D . . . Health  Department 

B.B.B.  .  .  .  .  .  . . Bureau  of  Buildings,  Brooklyr 

B.B.Bx . . Bureau  of  Buildings,  Bron> 

B.B.M . Bureau  of  Buildings,  Manhattar 

B.B.Q . Bureau  of  Buildings,  Queen: 

B.B.R . Bureau  of  Buildings,  Richmonc 

T.H.D . Tenement  House  Departmen' 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  October  7,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

233-24-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Broad  Holdinj 
Corp.,  owner. 

PREMISES— Southwest  corner  of  Roosevelt  avenue  an 
Lee  avenue,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

688-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Julius  Hoehne  an 
Samuel  Kaplan,  owners. 

PREMISES — 155-161  Marion  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles.  i 

I 

812-24-BZ.  ■ 

APPLICANT — John  J.  Dunnigan,  for  Sadie  Corn,  owne 

PREMISES— 101-107  West  188th  street  and  2451-245 
University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  an 
extension  of. a  business  building  which  was  erecte 
under  a  previous  resolution  of  the  board. 

909-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Efficient  Buildin 
Corp.,  owner. 

PREMISES — 2550-2556  Amsterdam  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

949-24-BZ. 

APPLICANT— Edward  J.  Ledogar,  for  Paul  Doubl 
owner.  j 

PREMISES — 146-09  Jamaica  avenue  (Fulton  street),  J; 
maica,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a  bus 
ness  district  the  alteration  and  extension  of  a  bus 
ness  building  into  a  residence  district. 

958-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Allan  D.  Emil,  le 
see. 

PREMISES — 355-381  Malbone  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  the 
five  (5)  motor  vehicles. 

1017-24-BZ. 

APPLICANT — Margaret  P.  Anderson,  owner. 

PREMISES — 794-796  Union  street,  Brooklyn. 

TO  PERMIT  in  an  unrestricted  district  within  200  fe 
of  an  exit  from  a  school  the  change  of  occupant 
from  a  stable  accommodating  more  than  five  hors 
to  a  garage  for  the  storage  of  more  than  five  0 
motor  vehicles. 


1240 


CALENDAR 


1117-24-BZ. 

prfmkp,«  *7^  F-  Doyle,  for  E.  A.  Adams,  owner. 

to  n  •  ^  969-995  Nostrand  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
nve  (5)  motor  vehicles. 


1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  7,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

911-24-A  92  Fort  Hill  circle,  New  Brighton,  S.  I.,  Rich¬ 
mond. 

926- 24-A — 23  Grammercy  park,  Manhattan. 

927- 24-A  153-159  West  27th  street,  Manhattan. 

933-24-A  338-342  East  59th  street,  Manhattan. 

936-24-A — 155-163  Leonard  street,  Manhattan. 

940-24- A— 127  West  avenue,  Long  Island  City,  Queens. 

943-24-A — 174  Hudson  street,  Manhattan. 

947-24- A — 1522  Inwood  avenue,  The  Bronx. 

951- 24-A — 60  East  191st  street,  The  Bronx. 

952- 24-A — 443  West  21st  street,  Manhattan. 

953- 24-A — 975  Park  place,  Brooklyn. 

954- 24-A— Northwest  corner  West  192nd  street  and  David¬ 

son  avenue,  The  Bronx. 

955- 24-A — 127  East  54th  street,  Manhattan. 

147-21-A — 1301-1311  Avenue  J,  Brooklyn. 

734-24-A — 65-67  West  Houston  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  7,  1924,  at  10 
o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 

cal.  no.  580-24-BZ — Application,  April  24,  1924,  under  the 
building  zone  resolution  of  William  F. 
Doyle,  applicant,  on  behalf  of  Fordham 
Triangle  Realty  Co.,  owner,  to  permit 
in  a  “B”  area  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  the  omission  of  a  rear  yard 
required  by  the  zone  resolution ;  prem¬ 
ises  east  side  of  Jerome  avenue,  50  ft. 
north  of  200th  street,  The  Bronx. 

cal.  no.  836-24-BZ — Application,  June  23,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  John  M. 
Horan,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
689-691  Marcy  avenue,  Brooklyn. 

:al.  no.  844-24-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Daniel  San¬ 


toro,  applicant,  on  behalf  of  Antonio 
Massa,  ownqr,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
75  Montgomery  avenue,  Tompkinsville, 
S.  I.,  Richmond. 

cal.  no.  758-24-BZ— Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Pardicak 
Realty  Corp.,  owner,  to  permit  in  a 
business  district  the  erection  and  main- 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  253-257  West  153rd  street,  230- 
244  West  154th  street  and  83-97  Ma- 
combs  place,  Manhattan. 

cal.  no.  919-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

cal.  no.  830-24-BZ— Application,  June  20,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harry 
Berliner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  79-87  Aberdeen  street,  Brook¬ 
lyn. 

cal.  no.  886-24-BZ— Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Charles  B. 
Meyers,  architect,  on  behalf  of  Aaron 
Miller,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
southwest  corner  of  West  Tremont 
avenue  and  Jerome  avenue,  The  Bronx. 

cal.  no.  923-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  Carl  B. 
Cali,  architect,  on  behalf  of  Henry  J. 
Semke,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 
business  building ;  premises  2025  David¬ 
son  avenue  and  22-34  West  Burnside 
avenue,  The  Bronx. 

cal.  no.  922-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

cal.  no.  287-24-BZ — Application,  February  25,  1924,  under 
the  building  zone  resolution,  of  Theo¬ 
dore  Ehrsam,  applicant,  on  behalf  of 
Bayie  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
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storage  of  more  than  five  (5)  motor 
vehicles;  premises  524  Jackson  avenue, 
The  Bronx. 

CAL.  no.  632-23-BZ— Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Thomas 
O’Rourke  Gallagher,  applicant,  on  be¬ 
half  of  Antonio  Guigliano,  owner,  pre¬ 
viously  dismissed  for  lack  of  prosecu¬ 
tion,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1711-1729 
Neptune  avenue,  northeast  corner  of 
West  19th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  7,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

913-21-S — 29  West  17th  street,  Manhattan. 

941-24-S— 716-720  Broadway,  Brooklyn. 

946-24-S — 12  East  33rd  street,  Manhattan. 

966- 24-S— 1-13  East  33rd  street.  Manhattan. 

967- 24-S— 1-5  West  45th  street  and  546  Fifth  avenue,  Man¬ 

hattan. 

998-24-S — 128-136  West  31st  street  and  127-133  West  30th 
street,  Manhattan. 

913-24-S— 837  Eleventh  avenue,  Manhattan. 

989-24-S — 20  West  30th  street,  Manhattan. 

944-24-S— 507-509  East  75th  street,  Manhattan. 

930-24-S — 142-148  West  36th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

6-24-SA — (Universal  Oil  Burner,  approval  of. 

935-24-S A — Blackmer  Rotary  Pump,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  14,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1 230-23-BZ. 

APPLICANT— James  Ruburg,  for  Marie  Ruburg,  owner. 

PREMISES— 1-3  160th  street,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  selling  station. 

811-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hattie  W.  Ayer, 
owner. 

PREMISES— 495-499  East  171st  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

( 

912-24-BZ. 

APPLICANT— John  De  Hart,  for  John  J.  Dooley  and 
Estate  of  Victoria  Landt,  owners. 

PREMISES — 1501-1509  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

942-24-BZ. 

APPLICANT — A.  I.  Nova,  for  John  C.  Cochran,  owner. 

PREMISES — 425-427  Coney  Island  avenue,  Brooklyn. 


TO  PERMIT  partly  in  a  business  district  and  partly  in  j 
residence  district  the  erection  and  maintenance  o! 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

972-24-BZ. 

APPLICANT— Euell  and  Euell,  for  Edward  R.  Finch  am 
Edward  L.  Finch,  trustees  for  A.  R.  Finch,  owner 

PREMISES— 1273  Cromwell  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

1054-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Joseph  A.  Lewis 
owner. 

PREMISES— 2201-17  59th  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  ai 
unrestricted  district  the  erection  and  maintenanc 
of  a  garage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles. 

1060-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  David  M.  Neusch 
tat,  owner. 

PREMISES — 2001-11  Cropsey  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 

569-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Dorothy  Bas; 
owner. 

PREMISES— 806-16  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  i 
a  residence  district  the  erection  and  maintenanc 
of  a  garage  for  the  storage  of  more  than  fiv 
(5)  motor  vehicles. 

1099-24-BZ. 

APPLICANT — F.  H.  Dewey  &  Co.,  Inc.,  for  New  Yor 
Academy  of  Medicine,  owner. 

PREMISES — '508-18  Park  avenue  and  38-48  East  60t 
street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi 
ness  district  the  erection  and  maintenance  of  a  builc 
ing  to  be  used  on  first  story  for  business  purpose 


BOARD  OF  APPEALS. 

Tuesday,  October  14,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A— 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23- A — 522  West  159th  street,  Manhattan. 

824-24-A — 16  West  57th  street,  Manhattan. 

970-24- A — 654-662  West  57th  street,  Manhattan. 

978-24- A — 99-101  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  av 
nue,  Brooklyn. 

38-24-A — Northeast  corner  of  101st  avenue  and  86 
street,  Woodhaven,  Queens. 

171-24- A — 420  Oakland  street  and  1-5  Paidge  avenr 
Queens. 

177-24-A — 1208  Richmond  avenue,  Graniteville,  S.  I.,  Ric 
mond. 

832-24-A— 707  Fifth  avenue,  Manhattan. 

866-24- A — 65  Varick  street,  Manhattan. 


1242 


CALENDAR 


premises  103-105  West  53rd  street  and 
104-106  West  54th  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NO  I  ICE  IS  HEREB\  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  14,  1924  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

CAL.  NO.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

:al.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

al.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

a.  no.  776-24-BZ— Application,  June  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Joseph 
Richman,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  807- 
817  Caton  avenue,  northwest  corner  of 
8th  street,  Brooklyn. 

l.  no.  859-24-BZ— Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Win. 
Krauss  'Garage  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  127  West  99th  street, 
Manhattan. 

no.  874-24-BZ— Application,  June  30,  1924,  under  the 
•  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Thomas  P.  Graham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  770-784  Lefferts  ave¬ 
nue,  Brooklyn. 

•  N0-  92-17-BZ— Application,  September  16,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  54th 
Street  Holding  Corp.,  owner,  reopening 
of  an  application  previously  granted  by 
the  board  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  a 
stable  accommodating  more  than  five 
(5)  horses  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 


cal.  no.  896-24-BZ— Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  W.  L. 
Rouse  and  L.  A.  Goldstone,  architects, 
on  behalf  of  Murray  Hill  Offices  Corp., 
owner,  to  permit  in  a  business  two- 
times  height  district  the  erection  of  a 
street  wall  to  exceed  the  height  limit 
required  by  the  building  zone  resolution- 
premises  25-29  East  40th  street  and  279- 
293  Madison  avenue,  Manhattan. 

cal.  no.  728-24-BZ— Application,  May  23,  1924,  under  the 
building  zone  resolution,  of  Frank  A. 
Spencer^  Jr.,  applicant,  on  behalf  of 
Helen  B.  Peckett,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2074-2088  Fulton  street 
„  Brooklyn.  ’ 

cal.  no.  915-24-BZ— Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  Walter  M. 
Mason,  applicant,  on  behalf  of  The 
W  ako  Co.,  Ltd.,  owner,  to  permit  in 
a  business  1*4  times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  prescribed  height 
limit  required  by  the  zone  resolution; 
premises  18  East  53rd  street,  Manhat¬ 
tan. 

cal.  no.  810-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Murray 
Klein,  architect,  on  behalf  of  Rose  Cum¬ 
mins,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required 
by  the  zone  resolution;  premises  1169- 
1175  Gates  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  14,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

895-24-A — 197-201  Grand  street,  Manhattan. 

903-24- A — 115-119  Fourth  avenue,  Manhattan. 

925-24-A  57  East  9th  street,  Manhattan. 

928- 24-A — 626-630  West  44th  street  and  611-641  West  43rd 

street,  Manhattan. 

948-24-A— 315  West  34th  street,  Manhattan. 

959-24-A — 34  Tieman  place,  Manhattan. 

929- 24-A — 612  Fifth  avenue,  Manhattan. 

762-24-A— 90-92  Beekman  street,  Manhattan. 

834-24-A  520-528  Broome  street  and  55  Thompson  street 
Manhattan.  ' 

857-24-A  S.  W.  corner  Firth  avenue  and  Grand  street 
Maspeth,  Queens.  ’ 

863-24-A — 712  Broadway,  Manhattan. 

900- 24-A — 1338-48  62nd  street,  Brooklyn. 

901- 24-A — 135  Broadway,  Manhattan. 

902-  24- A — 234-256  Lott  avenue,  Brooklyn. 
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Under  the  Building  Zone  Resolution. 

NjOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  October  14,  1924,  at  2 
o’clock,  in  Room  919,  Municipal  Building,  on  the  following 
matters : 

cal.  no.  849-24-BZ — Application,  June  25,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  Secured 
Properties  Corp.  and  Howard  A.  Ray¬ 
mond,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  348- 
358  East  184th  street,  The  Bronx. 

William  E.  Walsh.  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  October  21,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

478-24-A— 1600  Broadway,  Manhattan.  * 

854-24-A— 6-8  East  1st  street,  Manhattan. 

960- 24-A— 514  East  23rd  street,  Manhattan. 

961- 24-A— 536-538  Broome  street,  Manhattan. 

991-24-A — 28  East  20th  street,  Manhattan. 

1002-24-A — 401-417  Seventh  avenue,  Manhattan. 

1018-24-A — 116  Hudson  street,  Manhattan. 

1026-24- A — 505  West  21st  street,  Manhatta*. 

788-24-A — 526-528  Fulton  street,  Brooklyn. 

956-24-A — 50  East  41st  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  21,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  1191-23-BZ— Application,  September  9,  1924  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre- 
,  viously  denied,  to  permit  in  a  residence 

district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 
cal  no.  853-24-BZ— Application,  June  26,  1924,  under  the 
building  zone  resolution,  _  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

CAL.  no.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  tu  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  979-24-BZ— Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  William  r. 
Doyle,  applicant,  on  behalf  of  Ulysses 
G.  Church,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  three-story  dwellings  to  be 
used  for  store  purposes  on  first  story ; 


premises  6914-6932  Fourth  avenue, 
northwest  corner  of  Ovington  avenue, 
Brooklyn. 

cal.  no.  787-24-BZ— Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes ;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  740-24-BZ — Application,  May  28,  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages, 
all  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises ;  premises  541-551 
Warwick  street,  Brooklyn. 

cai.a.  no.  612-24-BZ— Application,  September  16,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Shary,  architect,  on  behalf  of  Mar¬ 
tin  C.  Dyer,  owner,  previously  dis¬ 
missed,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  469  East 
187th  street,  The  Bronx. 

cal.  no.  825-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Phillipine 
Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  21,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

921-24-S — 350  West  31st  street,  Manhattan. 

945-24-S— 736  Broadway,  Manhattan. 

950-24-S — 167  West  22nd  street,  Manhattan. 

962- 24-S— 5-7  East  37th  street,  Manhattan. 

963- 24-S — 5-7  East  37th  street,  Manhattan. 

964- 24- S — 5-7  East  37th  street,  Manhattan. 

985-24-S — 114-116  Fifth  avenue  and  2-6  .West  17th  street, 
Manhattan. 

1025-24-S — 42  West  99th  street,  Manhattan. 

1027-24-S — 505  West  21st  street,  Manhattan. 

865-24-S— 20-22  Laight  street,  Manhattan. 

879-24-S — 415-421  Fifth  avenue,  Manhattan. 

1011- 24-S — 49-53  West  38th  street,  Manhattan. 

1012- 24-S— 253-259  West  35th  street,  Manhattan. 
1033-24-S— 64-70  West  36th  street.  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  28,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

1023- 24-A— 260-268  Gold  street,  Brooklyn. 

1024- 24-A— 260-268  Gold  street,  Brooklyn. 
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044-24- A — 309-313  "Greenwich  street,  Manhattan. 

349- 24-A— Northwest  corner  of  Newtown  Creek  and  East 

avenue,  Long  Island  City,  Queens. 

350- 24 -A — 1708-16  Atlantic  avenue,  Brooklyn  (Bldg 

No.  3). 

353-24-A — 399-401  Concord  avenue,  The  Bronx. 

176-24-A — 2490-2496  Atlantic  avenue,  Brooklyn. 

180-24-A — 5  Platt  street,  Manhattan. 

182-24- A — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

193-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 

ne  resolution,  Tuesday  morning,  October  28,  1924,  at 
o’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 

l  matter : 

L.  no.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 


cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue  The 
Bronx. 

cal.  no.  675- 19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street 
Brooklyn.  ’ 

c  al.  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
or  more  than  five  (5)  motor  vehicles* 
premises  1655-1663  St.  Marks  avenue’ 
Brooklyn* 

William  E.  Walsh,  Chairman. 


NO. 


NO. 


_ 


908-24-BZ— Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 

748-24-BZ— Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north. 
The  Bronx. 


oUAKD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  November  5,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1034-24-S  252-254  West  38th  street,  Manhattan. 

103a-24-S— 9-11  East  38th  street  and  16  East  39th  street 
Manhattan. 

1036-24-S— 46-50  West  29th  street,  Manhattan. 

lOol-24-S— 54-60  Schenectady  avenue  and  1720-34  Atlantic 
avenue,  Brooklyn. 

1071-24-S  102  East  112th  street,  Manhattan. 

10ia-24-S  62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

807-24-S A— Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

872-24-S A— Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

1016-24-SA — AFilnes  Oil  Burner,  approval  of. 


M1NUT 


BOARD  OF  APPEALS 


REGULAR  MEETING. 

TUESDAY  MORNING,  SEPTEMBER  30,  1924. 

resent:  Chairman  Walsh,  Messrs.  Kennedy,  Gunnison, 
A,  Connell,  Holland  and  Fire  Chief  Kenlon. 
be  minutes  of  the  regular  meeting  of  the  board  of  ap- 
5,  held  on  Tuesday  morning,  September  23,  1924,  were 
oved  as  printed  in  the  Bulletin,  No.  40,  Vol.  IX. 


SUBJECT  Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 612  Fifth  avenue,  Manhattan 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD — Laid  over  to  October  14  1924 
at  2  p.  m.  ’ 


PPEALS  FROM  ADMINISTRATIVE  ORDERS. 

24- A. 

ELLA  NT  William  F.  Doyle,  for  House  of  Flowers, 

lessee. 


APPELLANT— Stecher  &  Spelrein  Co.,  Inc.,  owner. 

I  Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 65-67  West  Houston  street 
Manhattan. 


1245 


MINUTES 


APPEARANCES — 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF"  BOARD— Laid  over  to  October  7,  1924,  at 
10  a.  m.,  on  written  request. 


762-24-A. 

APPELLANT— E.  Fougera  &  Company,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 90-92  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  W.  L.  Post. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


APPELLANT— The  New  York  Associated  Architects,  Inc., 
for  Tennel  Garage,  Inc.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 520-528  Broome  street  and  55 
Thompson  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1924, 
at  2  p.  m.,  for  final  disposition. 


932-24-A.  „  .  „ 

APPELLANT— Richard  Shutkind,  for  George  A.  Vollmar, 

owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 11209  St.  Anns  avenue,  Rich¬ 
mond  Hill,  Queens. 

APPEARANCES— 

For  Appellant:  Richard  Shutkind. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn;  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Gunnison, 

Dowd,  Connell  and  Holland  .  5 

Negative  . . . . .  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  2 


818-24- A. 

APPELLANT— William  F.  Doyle,  for  Columbian  Color 
&  Chemical  Co.,  Inc.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 152-154  Withers  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunnison, 

Dowd,  Connell  and  Holland  .  5 

Negative  . .  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(818-24-A) 

Whereas,  William  F.  Doyle,  for  Columbian  Color  & 
Chemical  Co.,  Inc.,  lessee,  filed,  June  18,  1924,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  152-154  Withers  street,  Brook¬ 
lyn;  and 


Whereas,  the  order  of  the  fire  commissioner,  No.  88509- 
LC,  dated  May  2,  1924,  reads: 

“Section  272— E.  Ch.  10  Code  of  Ordinances  pro¬ 
hibits  a  Chemical  Supply  House  in  a  building  of  frame 
construction.  .  1 

“You  are  therefore  ordered  to  remove  all  chemicals, 
etc.,  and  discontinue  the  use  of  above  premises  as  a 
Chemical  Supply  House.” ; 

and  .  .  ... 

W’hereas,  the  building  is  frame,  three  stories  in  height 
at  front  and  two  stories  in  height  at  rear,  50  ft.  by  100 
ft.  in  area.  OCCUPIED:  1st  story,  chemical  and  dye  stor¬ 
age,  3  persons;  2nd  story,  office  and  laboratory,  2  persons; 
3rd  story,  storage  of  shafting,  belting,  etc. ;  and 

W  iiereas,  appellant  contends  that  the  building  for  the 
major  portion  is  brick  filled;  that  the  dyestuffs  and  chemi¬ 
cals  are  stored  on  the  1st  story  and  that  they  are  not  haz¬ 
ardous  or  combustible  and  used  only  for  fur  dyeing  pur¬ 
poses  ;  and 

Whereas,  it  appears  on  report  of  the  inspector  of  the 
bureau  of  fire  prevention  that  the  order  has  been  rescinded 
and  dismissed  of  record  in  the  fire  department. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


400-24-A. 

APPELLANT— John  C.  Hoffman,  for  Margaret  B.  Hoff¬ 
man,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 165  Pine  street,  Brooklyn. 

APPEARANCES— 

For  Appellant:  John  C.  Hoffman. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunnison, 

Dowd,  Connell  and  Holland  .  5 

Negative  .  c 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(460-24-A) 

Whereas,  John  C.  Hoffman,  for  Margaret  B.  Hoffmar 
and  John  C.  Hoffman,  owners,  filed,  March  29,  1924,  ai 
appeal,  with  the  board  of  appeals,  from  an  order  of  the  fir< 
commissioner,  affecting  premises  165  Pine  street,  Brooklyn 

and  S 

Whereas,  the  order  of  the  fire  commissioner,  No.  86724 
LC,  dated  February  28,  1924,  reads : 

“6.  Protect  the  ceiling  of  the  enclosure  used  as  a  ga 
rage  by  approved  fire  retarding  materials  as  prescribe! 
by  the  Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  building  is  frame,  two  stories  in  height,  2i 
ft.  by  50  ft.  in  area.  OCCUPIED:  Cellar,  garage  fo 
owner’s  car  at  rear ;  1st  and  2nd  stories,  dwelling ;  and 
Whereas,  appellant  contends  there  is  no  connection  be 
tween  the  garage  portion  and  the  rest  of  the  building 
that  the  ceiling  is  protected  with  in-  Portland  cemen 
mortar  on  wire  lath  and  that  sand  pails  have  been  provided 
Resolved,  that  the  order  of  the  fire  commissioner  be  an 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i 
granted  on  condition  that  the  ceiling  of  garage  is  sealed  ove 
completely  and  plastered  with  Y  in.  Portland  cement  mor 
tar  on  wire  lath  and  on  condition  that  the  garage  area  i 
basement  is  separated  from  dwelling  portion  of  house  b 
a  fireproof  partition  of  4  in.  terra  cotta  blocks. 
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763-24-A. 

AT’ PELL  ANT— Empire  Bedding  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 228  East  122nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  George  Garfinkle. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  conditon. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunnison, 

Dowd,  Connell  and  Holland  . ’  5 

Negative . ‘  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION : 

(763-24-A) 

V  hereas.  Empire  Bedding  Co.,  Inc.,  owner,  filed,  June  3, 
1924.  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  228  East  122nd 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22593- 
LC,  dated  January  25,  1924,  reads: 

“1.  Dwelling  must  be  located  immediately  above  the 
garage.  Section  154,  Chapter  10,  Code  of  Ordinances.”; 

and 


Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  68  ft.  in  area.  OCCUPIED:  1st  story, 
garage ;  2nd  story,  factory ;  3rd  story,  dwelling ;  and 
Whereas,  appellant  contends  that  under  the  existing  con¬ 
ditions  the  dwelling  occupancy  is  fully  protected;  and 
Whereas,  the  Board  in  reviewing  this  case  confines  itself 
to  consideration  of  the  dwelling  in  relation  to  the  garage. 

Resolved ',  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  not  be  increased 
'n  area ;  that  the  dwelling  occupancy  be  limited  to  the  care¬ 
taker  in  the  employment  of  the  owner  of  the  premises;  that 
he  obtains  all  necessary  permits  and  completes  all  ’work 
according  thereto  within  six  months. 


f 


933-24-A. 

APPELLANT  Philip  J.  Sinnott,  for  Ralsid  Holding  Corp., 
owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 338-342  East  59th  street,  Man¬ 
hattan. 

APPEARANCES— 


Ra,ph  Ittelson-  Philip  J.  Sinnott. 
^ranted  on  condition. 

CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Ken- 
nedy,  Gunnison,  Dowd,  Connell  and  Holland  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon . .*  1 

THE  RESOLUTION: 


(933-24-A) 

'Y^as,  Philip  J.  Sinnott.  for  Ullman  Mfg.  Ox,  lessee, 
p  .  July  15,  j924,  an  appeal,  with  the  board  of  appeals, 
trom  a  decision  of  the  superintendent  of  buildings  affect- 
ing  premies  338-342  East  59th  street.  Manhattan ;  and 
U  hereas  the  decision  of  the  superintendent  of  buildings, 
Alt.  App.  No.  1404-1924,  dated  July  8,  1924,  reads: 

1.  Inasmuch  as  this  building  is  more  than  50  ft. 
high  and  it  is  of  non-fireproof  construction,  the  proposed 

DSe-,V?r  gara?e  purposes  is  unlawful— Section  5  and  72 

Building  Code”; 

and 


hereas  the  building  is  non-fireproof,  six  stories  (73 
1  -I  in  height,  75  ft.  by  92  ft.  4  in.  in  area;  OCCUPIED 
at  present  as  a  tenant  factory  and  proposed  OCCUPANCY 
oi  enure  building  is  a  public  garage;  and 

\V  hereas,  appellant  proposes  to  fire  retard  the  interior 
ot  the  premises  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals. 

that  the  decision  of  the  superintendent  of  build- 
lgs  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  all  openings  in  the 

building  th  fqu,pped  with  fireproof  windows;  that  the 
ru Ied  of  t£r°hghT  rbC  ^  retarded  in  accordance  with  the 
1?  the-  boa,rd  standards  and  appeals;  that  the  build¬ 
ing  be  equipped  with  an  approved  sprinkler  system;  that 
fiaS,°  !?e  s,toraSe  equipment  shall  be  restricted  to  the  1st 

rermitf 1  £’ n  5‘ont.  of.  the  Gilding;  and  that  all  necessary 
permits  shall  be  obtained  within  six  months  and  the  work 

fVom^he^date  'of ^this ^ctfon^**011  °"e 


292-24-A. 

‘c /ra  ELLANT— Joseph  Ruppert,  owner. 

ppri f tc c-c"APAPT^i  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 100-104  Willoughby  street 
.Brooklyn. 

A  P  P  EA  RAN  CES— None. 

O?  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken- 

nedy,  Gunnison,  Dowd,  Connell  and  Holland  6 
Negative  .  Q 

Absent :  Fire  Chief  Kenlon  . 1 

THE  RESOLUTION: 


(292-24-A) 

Whereas,  Joseph  Ruppert,  owner,  filed,  February  25, 
1924  an  appeal,  with  the  board  of  appeals,  from  an  order 
ot  the  fire  commissioner,  affecting  premises  100-104  Wil¬ 
loughby  street,  Brooklyn;  and 

V  hereas,  appellant  has  failed  to  complete  his  case 
though  duly  notified  so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1544-22-A. 

APPELLANT — Robert  D.  Kohn,  for  R.  H.  Macy  &  Co., 
Inc.,  owner. 

SUBJECT — Application  for  reopening — appeal  from  deci¬ 
sion  of  fire  commissioner. 

PREMISES  AFFECTED— 1323-1327  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Frank  E.  Vitolo. 

ACTION  OF  BOARD — Appeal  reopened  and  extension  of 
permit  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland _  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


(1544-22-A) 

Whereas,  Robert  D.  Kohn.  for  R.  H.  Macy  &  Co.,  Inc., 
owner,  filed.  December  22,  1922,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  1323-27  Broadway,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“11.  Fuel  oil  equipments  are  not  permitted  in  build¬ 
ing  of  hazardous  occupancies.” ; 

Whereas,  the  building  is  fireproof,  ten  and  nineteen 
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stories  in  height,  197  ft.  6  in.  by  505  ft.  in  are^i  0C£Y' 
PIED  as  a  department  store,  basement  and  sub-basement, 
shipping;  1st  to  7th  stories,  department  store;  upper  stories, 

^Whereas,  appellant  has  installed  a  fuel  oil  burning 
equipment  and  claims  this  equipment  conforms  to  the  re¬ 
quirements  of  the  fuel  oil  rules;  and 

Whereas  a  committees  report  which  was  adopted  rec¬ 
ommends  that  fireproof  walls  of  approved  masonry  as 
indicated  on  plans  filed  March  20,  1923  in  this  appeal,  be 
completed  in  accordance  with  said  plans,  isolating  t  e 
boiler  room,  by  at  least  two  fireproof,  intervening  walls, 
from  any  other  part  of  the  building  in  which  merchan¬ 
dise  is  handled  or  material  stored  as  part  of  the  depart¬ 
ment  store  business,  any  openings  in  the  said  walls  to  be 
equipped  with  self-closing  fireproof  doors,  as  indicated  on 
said  plans  and  providing  egress  from  the  boiler  room 
which  in  no  case  passes  through  any  room  used  for  mer¬ 
cantile  storage  or  purposes ;  and,  on  further  condition,  in 
granting  this  appeal,  that  the  appellant  install  a  ventilat¬ 
ing  system,  separate  and  independent,  for  the  boiler  room, 
discharging,  through  metal  duct,  directly  to  the  outer  air 
above  the  roof,  and  exhausting  by  means  of  a  power 
driven  fan  of  not  less  than  25  h.  p.;  so  that  any  smoke, 
developing  from  any  cause  in  the  boiler  room,  would  dis¬ 
charge  above  the  roof  of  the .  main  building ;  and  on 
further  condition  that  a  mechanical  automatic  control  be 
installed  on  the  discharge  line  from  the  pumps,  arranged 
to  close  down  the  pump  on  the  cessation  of  flame  in  the 
fire  box  or  any  fracture  of  oil  supply  line;  that  the  in¬ 
stallation  comply  in  all  other  respects  with  the  Fuel  Oil 
Rules  of  the  Board  of  Standards  and  Appeals,  and  that 
appellant  obtain  the  necessary  permits  for  the  installation 
of  fuel  oil  burning  equipment,  in  accordance  with  said 
Fuel  Oil  Rules,  together  with  a  certificate  from  the  Su¬ 
perintendent  of  Buildings”  ;  and  . 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  22,  1923,  but  appellant,  unable  to  finish  the 
work  within  the  00  day  period  granted,  requests  under  date 
of  February  0.  1924,  and  under  date  of  June  16,  1924, 
and  of  September  19,  1924,  an  extension  of  time  for  90 

davs.  ,  .  .  Ti 

Resolved,  that  the  decision. of  the  fire  commissioner,  Item 
11,  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  stipulations  set 
forth  in  the  foregoing  report  be  complied  with; 

Resolved,  further,  that  the  temporary  permit  for  the 
installation  pending  approval  of  plans  be  extended  for  90 
days  from  the  date  of  this  action  at  owner’s  risk. 


THE  RESOLUTION: 


way,  71-91  East  9th  street,  60-70  East  10th  street  and  60-72 
Fourth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner  reads: 

“The  use  of  a  fuel  oil  burning  equipment  may  not 
be  permitted  in  a  building  of  hazardous  occupancy.”; 

and 

Whereas,  the  building  is  fireproof,  six  stories  in  height, 
301  ft.  6  in.  by  334  ft.  9  in.,  irregular  in  area ;  OCCUPIED 
as  a  department  store ;  and 

Whereas,  pending  the  action  of  the  board  of  appeals 
on  the  case,  the  appellant  requests  permission  to  operate 
his  plant  for  a  period  of  90  days  at  his  own  risk;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  May  13,  1923,  October  23,  1923,  December  11, 
1923,  April  29,  1924,  and  September  19,  1924,  for  a  tem¬ 
porary  period  of  90  days  and  appellant  requested  an  ex¬ 
tension  of  this  permit  and  has  requested  a  further  exten¬ 
sion. 

Resolved,  that  the  board  of  appeals  does  hereby  grant 
a  temporary  permit,  for  a  period  of  ninety  (90)  days  from 
the  date  of  this  action,  at  the  operator’s  own  risk,  for 
fuel  oil  burning  plant,  equipped  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals,  subject  to 
inspection  by  a  committee  of  the  board. 


BUILDING  ZONE  CASES. 

444-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Robinhood  Realty 
Corporation,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 229-235  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle,  Samuel  Ecker. 
For  Opposition :  Henry  G.  Leist,  M.  Greenfield, 
Morris  Siegal  and  others. 

ACTION  OF  BOARD1 — Laid  over  to  October  3,  1924, 
at  10  a.  m.,  on  request  of  objector’s  representa¬ 
tive. 


489-23-A. 

APPELLANT — John  Wanamaker  Co.,  owner. 

SUBJECT — Application  for  extension  of  time— appeal  from 
decision  of  fire  commissioner. 

PREMISES  AFFECTED— 772-786  Broadway.  71-91  East 
9th  street.  60-70  East  10th  street  and  60-72  Fourth 
avenue.  Manhatatn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  for  exten¬ 
sion  of  permit.  Appeal  reopened  and  extension 
of  permit  granted.  „ 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  ....  6 

Negative  . . .  ® 

Absent:  Fire  Chief  Kenlon  .  1 


276-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 1146-58  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle,  John  H.  Mc- 
Cooey,  Jr. 

For  Opposition :  None. 

ACTION  OF  BOARD— Chairman  read  request  for 
adjournment  by  attorney  for  objectors.  Laid  over 
to  October  3,  1924,  at  10  a.  m. 


(489-23-A) 

Whereas,  John  Wanamaker  Co.,  filed,  April  20,  1923, 
an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  772-786  Broad- 


1367-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  B.  R.  Construction 
'Co.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  “B”  area 
district  the  erection  and  maintenance  of  a  building 
occupying  more  than  40  per  cent  of  the  rear  yard 

3.T03.. 

PREMISES  AFFECTED— 1211-1263  Boynton  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
October  7,  1924,  at  10  a.  m. 
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565-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  J.  M.  Flavin,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  API* EC  I  ED — 341-343  St.  Nicholas  avenue, 
Borough  of  Queens. 

APPEARANCES— 

Por  Applicant :  John  J.  Dunnigan. 

For  Opposition:  James  B.  Emerick,  Mrs.  Schulteis 
and  others. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1924,  at 
10  a.  m. ;  to  amend  plans  and  submit  same  to 
superintendent  of  buildings  for  new  determina¬ 
tion. 

THE  VOTE  TO  GRANT  AN  ADJOURNMENT— 
Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  P'ire 


Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


665-24-BZ. 

APPLICANT — Louis  Schlachtus,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two  (2)  pleasure 
motor  vehicles,  two  (2)  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 5703  Twelfth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Fannie  Schlachtus. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition 
for  temporary  period  of  two  years. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Holland  .  5 

Negative  .  0 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(665-24-BZ) 

Whereas,  Louis  Schlachtus,  owner,  filed,  May  14,  1924, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  for 
the  storage  of  two  (2)  pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing  on  the  premises ;  prem¬ 
ises  5703  Twelfth  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
30,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  57th  street  and  Twelfth  ave¬ 
nue  are  residence  districts;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
.  April  11,  1924,  reads  : 

“1.  Discontinue  the  maintenance  of  a  garage  in 
which  are  kept  motor  vehicles  that  are  subject  to 
charges  for  storage. 

“2.  Discontinue  the  maintenance  of  a  garage  in  which 
are  kept  motor  vehicles  that  are  not  the  property  of 
persons  residing  in  a  dwelling  on  the  same  lot.”; 

and 

Whereas,  the  building  is  of  non-fireproof  construction 
one  story  in  height,  with  a  frontage  of  lll/2  ft.  and  a  depth 
of  17 1/2  ft.;  occupied  as  a  garage  for  two  motor  vehicles, 
space  rented  to  persons  not  residing  on  premises;  and 
Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  85  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 


A c solved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  ot  the  use  district  regula¬ 
tions  ot  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
capacity  of  the  garage  be  limited  to  two  cars  of  the  pleas¬ 
ure  car  type,  space  for  one  of  which  may  be  rented  to 
persons  not  residing  on  the  premises,  and  this  permit  is 
granted  for  a  temporary  period  of  two  years  from  the  date 
ot  this  action. 


-W  illiam  F.  Doyle,  for  Tillie  Lichtenstein, 


841-24-BZ. 

APPL1CANT- 
owner. 

SUBJECT. -  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
rm„,  more  than  five  (5)  motor  vehicles. 

PREMISES  APPECPED1 — East  side  Ryer  avenue,  138  36 
A  r  ft-  south  of  East  187th  street,  The  Bronx. 
APPEARANCES — • 


For  Applicant:  Wiliam  F.  Doyle. 

For  Opposition:  August  Schwarzler. 

AC  I  ION  Ob  BOARD — Application  denied. 

THE  VOTE  TO  GRANT  — 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Holland  .  ’  5 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon’ .’  ’  2 


THE  RESOLUTION: 

(841-24-BZ) 

Whereas,  William  b.  Doyle,  for  Tillie  Lichtenstein 
owner,  filed,  June  24,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  east  side  of  Ryer 
avenue,  138.36  ft.  south  of  187th  street,  Borough  of  Bronx- 
and  ’ 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
30,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ryer  avenue  is  a  business 
district  and  Valentine  avenue  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  13,  1924,  in  acting  on  Application  No.  1742- 
24,  reads : 

“1-  Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  business  district  is 
contrary  to  provisions  of  the  Bldg.  Zone  Resolution  ”  • 

and  ‘  ’ 

Whereas,  the  pioposed  building  is  to  be  of  non-fireproof 
construction  two  stories  and  basement  in  height,  with  a 
frontage  of  100.08  ft.  and  a  depth  of  100  ft.;  to  be  occu¬ 
pied  as  a  garage  for  more  than  five  motor  vehicles;  and 
Whereas,  the  applicant  failed  to  establish  the  basis  of 
his  application  under  the  provisions  of  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


710-24-BZ. 

APPLICANT— Buchman  &  Kahn,  for  Elbeco  Realty  Corp 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  an  unrestricted  l]/2  times 
height  district  the  erection  of  a  street  wall  with¬ 
out  a  setback  to  a  height  exceeding  the  limit  re¬ 
quired  by  the  zone  resolution. 

PREMISES  APPECTED — West  side  Anable  avenue  350 

APPEARANCES-  JaCkS°''  aVenUe>  L'  L  City'  Queens' 
l*or  Applicant:  John  C.  Meyers,  Leon  M.  Schoo- 
maker  and  Victor  PI.  Fromlet. 

F°r  *?P,5,0sition :  Jamcs  J-  Conway  and  John  W 
McClancy. 
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ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holand  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 

(710-24-BZ) 

Whereas,  Buchman  &  Kahn,  for  Elbeco  Realty  Corpo¬ 
ration,  owner,  filed,  May  21,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  an  unrestricted 
ll/2  times  height  district,  the  erection  of  a  street  wall  with¬ 
out  a  setback  to  a  height  exceeding  the  limit  fixed  by  the 
building  zone  resolution;  premises  west  side  Anable  ave¬ 
nue,  350  ft.  south  of  Jackson  avenue,  Borough  of  Queens; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
30,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Anable  avenue  and  Pearson 
street  are  unrestricted  and  V/2  times  height  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  23,  1924,  in  acting  on  N.  B.  App.  Plan 
No.  10038-24,  reads: 

“Your  application  for  a  permit  on  the  above  location 
has  been  rejected  *  *  *. 

“Objection  is  made  under  the  zone  law  to  the  erec¬ 
tion  of  this  building  to  the  height  shown.”; 


(190-24-BZ) 

Whereas,  William  F.  Doyle,  for  William  F.  Till,  owner, 
filed,  F'ebruary  7,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  2513-19  Tilden 
avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  ot  appeals,  at  its  regular  meeting,  September 
30,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Tilden  avenue  and  Prospect 
street  are  business  districts  and  Lott  street  is  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  5,  1923,  in  acting  on  App.  No.  14986-23, 
reads : 

“A  public  garage  for  more  than  five  motor  vehicles 
partly  in  a  residential  and  partly  in  a  business  district.” ; 


and 


Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  75  ft.  1  in.  and  a  depth  of  200  ft. ;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles;  and 
Whereas,  the  board  deemed  that  the  invasion  of  the  street 
by  further  prohibited  uses  should  not  be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed ,  and  the  application  be 
and  it  hereby  is  denied. 


1 


and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  ten  stories  in  height,  with  a  frontage  of 
100  ft.  and  a  depth  of  200  ft. ;  to  be  occupied  as  a  ware¬ 
house,  the  street  wall  of  the  structure  on  Anable  ave¬ 
nue  exceeding  the  height  limit  by  9  ft.  and  on  Pearson 
street  by  39  ft. ;  and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  carrying  out  his  design 
which  would  develop  the  structure  in  harmony  with  archi¬ 
tectural  practice  and  also  deemed  that  the  proximity  of 
the  railroad  yard  would  permit  a  height  of  150  ft.  were 
the  yard  considered  a  public  open  space. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  be  restricted  as  indicated  on  the  plans  and  pa¬ 
pers  filed  in  this  appeal;  and  that  all  permits  necessary 
for  the  prosecution  of  the  work  be  obtained  within  nine 
months  from  the  date  of  this  action  and  the  work  of  con¬ 
struction  prosecuted  to  completion  with  all  possible 
diligence. 


190-24-BZ. 

APPLICANT — William  F.  Doyle,  for  William  F.  Till, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  erection 
of  a  public  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2513-2519  Tilden  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle  and  William  F. 
Till. 

For  Opposition:  Robert  A.  Kelly,  Michael  Fay, 


Stanley  Gosden  and  Aldo  Tallarieo. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Dowd  and  Holland  .  2 

Negative :  Chairman  Walsh,  Messrs.  Gunnison, 
Kennedy,  Connell  and  Fire  Chief  Kenlon  5 
Absent  .  0 


405-24-BZ. 

APPLICANT — James  Whitford,  for  Westerleigh  Building 
Loan  and  Savings  Association,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  building 
to  be  used  for  business  purposes. 

PREMISES  AFFECTED — West  side  of  Jewett  avenue, 
11.5  ft.  south  of  Water  avenue,  Richmond. 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison,  Connell  and  Holland _  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(405-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Westerleigh  Bldg. 
Loan  &  Savings  Assn.,  owner,  filed,  March  10,  1924,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  business  purposes ;  premises  west  side 
of  Jewett  avenue,  11.5  ft.  south  of  Waters  avenue,  Bor¬ 
ough  of  Richmond ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
30,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jewett  avenue,  Waters  ave¬ 
nue  and  Washington  place  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  13,  1924,  reads: 

Contrary  to  Zone  Resolution  to  erect  a  business  build¬ 
ing  in  a  residence  use  district.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  43 V2  ft. 
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and  a  depth  of  72  ft. ;  to  be  occupied  as  an  office  by  a  build¬ 
ing  and  loan  association;  and 

Whereas,  this  association  now  occupies  a  site  on  the 
southwest  corner  of  this  street  and  the  board  deemed,  in 
view  ot  the  consents  of  all  available  property  owners,  that 
is,  owners  abutting,  contiguous  and  adjoining  within  the 
area,  that  there  would  be  hardship  in  compelling  them  to 
seek  another  site. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  m  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  restricting  the  use  of  the 
premises  for  the  sole  use  and  conduct  of  the  association’s 
operation,  the  owner  of  the  building,  the  Westerleigh  Build- 
mg  Loan  &  Savings  Association,  exclusively,  on  condition 
that  there  shall  be  no  signs  nor  advertising  display  of  any 
nature  or  description  on  the  exterior  or  roof  of  the  build¬ 
ing,  other  than  the  name  and  title  in  the  frieze  of  the 
cornice  on  the  front  elevation;  and  that  all  permits  neces- 
sary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within 
eighteen  months  from  the  date  of  this  action 


ra'teapjfafao’ff'5  <i°«  I'ereby  make 
tions  of  the  buildim-  mu  .  i  le  use  district  rcgula- 

cation  be  and  it  hereby  is  ' amtSed  ^  i— 4  the  appli' 
building  be  restricted  tn  1  g,a,ltcd  0,1  condition  that  the 

that  til  roof  sh™  be  of  flat  S,r“cture  abovc  Static ; 

the  rear  and  gab  e  wa  Is  “d  eonstruction ;  ,hai 

their  entire  height  and  length  lb bf  “nplerFed  throughout 
lights  installed  within  twenty  five  V  therfe  ®ha11  be  n°  sky- 
walls,  and  any  skylights  installed  shM?  i°f  ^  ^ar  ?r  gable 
glass,  protected  above  and  h  i  h u*  glazed  with  Plain 
the  front  elevation  shaikh* W,Je  guards;  that 
out  in  panel  desim  with  ln  face  brick-  laid 

Sr  diSPlayed  ™  thc  «"»•  of  .henbuEr:o?  on 


539-24-BZ. 

APPLICANT  William  J.  Conway,  for  John  Muldoon, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED— "0-78  West  9th  street,  Brook- 
lyn. 

APPEARANCES — 

For  Applicant :  William  J.  Conway  and  John  Mul¬ 
doon. 

For  Opposition :  None. 

m:niTTnvQBOAARD_Al,plication  granted  on  condition, 
ru V S~As  specified  in  resolution. 

I  rlE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  .  ’  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(639-24-BZ) 

M  M?vA  8  Tlt'|am  j'  CT'T'  for  J,ohn  Muldo°".  owner, 
1  1  V  ?’  1914,.ar!  application,  under  the  building  zone 
esolution,  to  permit  in  a  business  district  the  erection  and 
laintenance  of  a  garage  for  the  storage  of  more  than 
ve  motor  vehicles;  premises  70-78  West  9th  street,  Brook- 

Whereas  a  public  hearing  was  held  on  this  application 
the  board  of  appeals,  at  its  regular  meeting,  September 

f’tb'^’  a?errdcC  j0tl<;e  by  Publication  in  the  Bulletin 
t  the  board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build- 

^:?trVh0Wthat  West  9th  street  is  a  business 
trict  and  Mill  street  is  an  unrestricted  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 

R4-24  reads"  ’  ^  “  actin«  °n  APPIicati°"  No.’ 

fivPPmnPf°Sed  e"Ci  St°-ry  pVblic  garage  for  more  than 
tn  Art  ^  V?1C  eI  T  a  business  district  is  contrary 
to  Art.  2-g,  4a  of  the  Zone  Resolution.”; 

d 

Whereas  the  proposed  building  is  to  be  of  non-fire- 

’  ]lCTtrU?°\°nl  St?ry  in  height-  with  a  frontage 
100  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a 

rage  tor  more  than  five  motor  vehicles;  and 

nsentfASf’  appIicant  bas  filed  the  duly  acknowledged 
J  °f  th*  owners  of  89  per  cent  of  the  property 
ontage  deemed  by  the  board  to  be  affected 


737-24-BZ. 

APPLICntnN„TT™err.inand  SaVI'8m"'>'  for  Swg. 

SUBJE^c» 

APPEARAtrCES— CTED~8601  Shore  road’  Brooklyn. 

For  Applicant:  Henry  Schewel,  A.  W.  Lederer 
and  Ferdinand  Savignano. 
a°r  Opposition:  Gustav  A.  Wambach,  Peter  Niel- 
sen,  Edward  C.  Graham,  Charles  E.  Robinson 

Sa„ydeWan’  Ge°rge  W'  »d  Mrs! 

THE  VOT°EF  TO°GRANT^liCat'0n  denied' 

Affi™''a"d  Conner  ^  M'“rs-  G™- 

AS:T“eSfKSd„y„'  D°|d  "'and  \ 

THE  RESOLUTION: 

(737-24-BZ) 

ownel^fleci  Savignano, 

w ner,  mea,  May  27,  1924,  an  application,  under  the  build- 

ng  zone  resolution,  to  permit  in  an  “E”  area  district  the 
wTVom  rs*  ?f  a  b,,ild,-ng  wi,h°“l  a’sltback 
Borough’ oT  Brooklynd,I^jd mC  *  Prem'SeS  8601  SW  road- 

rblic  be arin g  was  field  on  this  application 
30  1924'  after f  appeals;.at  >ts  regular  meeting,  September 
af.ter  due  notice  by  publication  in  the  Bulletin 
of  the  board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Shore  road  and  86th  street 
afwreSldenCe  and  area  districts ;  and 

r^e™Aprfl2deICS4°,nreafdl:e  SUperiMenden‘  °f  buildi^. 

building  “i!^  ^  E  diS‘rict  mUSt  S"  back  10  ft  fr->m 
and 

Where/vs,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  16 

residence3;  S  ^  ‘t!  * 0  be  occu|>ied  as  a  P™ate 

Whereas,  the  board  deemed  that  the  applicant  had  failed 
to  establish  the  basis  of  his  application  under  the  provi 
sions  of  section  20.  provi 

.  ^solved .  that  the  decision  of  the  superintendent  of  build 

sar  ^  «■* 
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1137-22-BZ. 

APPLICANT— Martin  James  Fielder, 


fnr  Tillie  S.  Feld¬ 


man,  owner.  .  ,  t  c 

SUBJECT— Application  for  reopening  (re:  order  ot  hre 
commissioner)  to  permit  in  a  business  district  the 
erection  of  an  oil  selling  station. 

PREMISES  AFFECTED— South  side  of  Buel  avenue, 
1,030  ft.  east  of  Richmond  road,  Richmond. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  exten¬ 
sion  of  permit  granted. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 


OF 


PERMIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd.  Gunnison,  Connell  and  Holland  .... 


Negative  . 

Absent:  Fire  Chief  Kenlon 


6 

0 

1 


THE  RESOLUTION: 

(1137-22-BZ) 

Whereas,  Martin  James  Fielder,  for  Tillie  S.  Feldman, 
owner,  filed,  September  22,  1922,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  an  oil  storage  plant; 
premises  south  side  of  Buel  avenue,  1,030  ft.  east  of  Rich¬ 
mond  road,  Richmond;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
31,  1922,  after  due  notice  by  publication  in  the  Bulletin 
of' the  board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Buel  avenue  and  Richmond 
road  are  business  districts;  and  ,  . 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  September  20,  1922,  in  acting  on  Alt.  App.  No.  1151- 

1922,  reads :  .  . 

“1.  Oil  storage  plant  not  permitted  in  a  business 
district  under  section  4A  of  the  Building  Zone  Reso¬ 
lution.”  ; 

and  _  . 

Whereas,  the  premises  consists  of  a  plot  of  ground  in 
a  business  district  on  which  it  is  proposed  to  erect  a  one- 
story  frame  oil-house,  with  a  frontage  of  26  ft.  and  a 
depth  of  11  ft.,  and  a  one-story  frame  stable  for  five 
horses,  25  ft.  by  30  ft.,  and  to  install  underground  a 
15,000  gallon  tank  for  petroleum  storage;  and 
Whereas,  appellant  contends  that  the  premises  were 
occupied  for  similar  uses  previous  to  the  passage  of  the 
building  zone  resolution ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  October  31,  1922,  for  a  temporary  period  of  two 
years  and  applicant  requests  an  extension  of  time. 

Resolved,  that  the  decision  of  the  fire  commissioner 
be  and  it  hereby  is  modified ,  and  the  application  be  and  it 
hereby  is  granted,  for  a  period  of  one  year  from  the  date 
of  this  action,  on  condition  that  applicant  obtain  all  nec¬ 
essary  permits  and  that  the  storage  tank  shall  be  installed 
in  accordance  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals. 


1122-23-BZ. 

APPLICANT — New  York  Telephone  Company,  for  Hans 
E.  and  Justine  F.  Zobel,  et  al.,  owners. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 2-24  Van  Sinderen  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Theodore  I.  Coe. 

For  Opposition :  None. 


ACTION  OF  BOARD— Application  reopened  and  time  to 
secure  permits  extended. 

THE  VOTE  TO  REOPEN  AND  GRANT  EXTENSION 
OF  TIME— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  ....  6 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(1122-23-BZ) 

Whereas,  the  New  York  Telephone  Co.,  for  Hans  E. 
and  Justine  F.  Zobel,  et  al.,  owners,  filed,  September  28, 
1923,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  2-24  Van  Sinderen  avenue,  Brooklyn; 
and  ... 

Whereas,  a  public  hearing  was  held  on  this  application 
bv  the  board  of  appeals,  at  its  regular  meeting,  December 
18,  1923,  after  due  notice  by  publication  in  the  Bulletin 
of’  the  board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  westerly  portion  of  Van 
Sinderen  avenue  is  a  business  and  easterly  portion  an  un-  1 
restricted  district;  that  Herkimer  street  and  Fulton  street 
are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  15,  1923,  in  acting  on  App.  No.  8260-23, 
reads : 

“A  garage  for  more  than  five  motor  vehicles  in  a 
business  district  is  contrary  to  Art.  II,  Sec.  4  of  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  tw'o  stories  in  height,  with  a  frontage  of  200  ft. 
and  a  depth  of  200  ft. ;  to  be  occupied  as  a  garage  in  the 
1st  story  and  offices  and  store  room  in  the  2nd  story;  ' 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  December  18,  1923,  on  certain  conditions, 
and  applicant  requests  a  modification  of  the  conditions 
as  to  the  time  for  obtaining  permits. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
height  of  building  be  limited  to  a  two-story  fireproof 
structure;  that  the  garage  use  be  restricted  to  the  1st  story 
and  maintained  and  used  only  in  the  conduct  of  the  busi- ' 
ness  of  the  New  York  Telephone  Company;  on  further 
condition  that  the  rear  and  gable  walls  shall  be  unpierced, 
unless  opening  on  property  in  the  ownership  of  the  New 
York  Telephone  Company;  that  the  front  elevations  be 
finished  with  face  brick  and  architectural  terra  cotta  or 
stone  trimmings ; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  sixty 
days  from  the  date  of  this  action,  and  the  building  com¬ 
pleted  within  eighteen  months  from  December  18,  1923. 


1460-23-BZ. 

APPPLICANT— William  F.  Doyle,  for  Brooklyn  Realty 
Corporation,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 1239-1249  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  None. 
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AC  II  ON  01’  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN  AND  MODIFY  RESOLU¬ 
TION' — 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  . .  ’  6 

Negative  .  ^ 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 


(1460-23-BZ) 

Whereas,  William  F.  Doyle,  for  Brooklyn  Realty  Corp 
owner,  filed,  December  10,  1923,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
ot  more  than  five  motor  vehicles;  premises  1239-49  Coney 
Island  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  April  8 
1924  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district  and  Avenue  I  and  East  12th  street  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  November  12,  1923,  in  acting  on  Application  No’ 
20905-23,  reads : 

.  “Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Article  II,  Sec.  4. 

.  “A  Public  garage  for  more  than  five  motor  vehicles 
in  a  business  district.” ; 

and 


WHEREAS,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  140  ft.  and  a  depth  of  100  ft.,  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 
I  Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more 
than  five  motor  vehicles;  and 

.  Whereas,  this  application  was  granted  by  the  board 
at  its  meeting,  April  8,  1924,  on  certain  conditions,  and 
applicant  requested  a  modification  of  the  conditions  in 
regard  to  stores  on  the  Coney  Island  avenue  front. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli- 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
building  be  restricted  in  height  to  a  one-story  structure 
above  grade;  that  the  rear  and  northerly  gable  walls  be 
unpierced  throughout  their  entire  height  and  length;  that 

on  Avenue  I  be  set  back  15  ft.  from 
the  building  line;  that  any  openings  on  Avenue  I  shall 
be  restricted  to  one  doorway  not  exceeding  3  ft.  8  in. 
in  width,  and  to  windows  the  sills  of  which  shall  be 
at  least  6  ft  above  sidewalk  level;  that  there  shall  be  no 
return  of  the  show  window  on  Avenue  I-  that  the 
iront  elevations  on  Avenue  I  and  on  Coney  Island  ave¬ 
nue  shall  be  finished  in  front  brick,  with  architectural  terra 
cotta  or  stone  trimmings ;  these  premises  shall  be  restricted 
rom  the  conduct  of  a  motor  vehicle  repair  shop,  other 
than  necessary  repairs  incidental  to  the  conduct  of  a  ga- 
rage,  and  prohibiting  use  of  motor  driven  machinery ; 

\csolved,  further ,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


274-24-BZ. 

APPLICANT— George  Muller,  for  George  C.  Schwalb, 
owner. 

3UBJECT— -Application  (re:  decision  of  superintendent  of 
uildings)  to  permit  in  a  “C”  area  residence  dis¬ 
trict  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  (5)  motor 


vciiu.n.i,,  aiso  me  omission  ot  a  yaiu  as  re- 

PP Pincvcel  rnr 13'A  zone  resolution. 
DEMISES  AbbEClED — 619-625  Hancock  street,  Brook¬ 
lyn. 


APPEARANCES — 'None. 

^^TJON  OF  BOARD — Application  dismissed. 
THE  VOTE  TO  DISMISS — 


Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  ’  6 
Negative  .  Q 

Absent :  Fire  Chief  Kenlon  .  i 


THE  RESOLUTION: 

(274-24-BZ) 

Whereas,  George  Muller,  for  George  C.  Schwalb,  owner, 
filed,  February  21,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  “C”  area  residence  district 
the  alteration  and  extension  of  an  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  as  required  by  section  13-a 
of  the  zone  resolution;  premises  619-625  Hancock  street 
brooklyn;  and 

Whereas,  a  similar  application  was  denied  by  the  board 
under  Cal.  No.  1481-21-BZ  and  no  new  conditions  justifying 
this  application  have  arisen. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


349-24-BZ. 

APPLICANT— Ernest  J.  W.  Muller,  for  B.  B.  &  F.  Realty 
Corp.,  owner. 

SUBJECT!  —  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  erection  and  maintenance 
of  a  public  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  Ab FECI  ED — 831-835  Madison  street,  Brook¬ 
lyn. 

APPEARANCES — INone. 

ACTION  OF  BOARD — Application  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative .  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland  ..  ’  6 
Negative  .  0 

Absent:  Fire  Chief  Kenlon  ...... .  i 

THE  RESOLUTION:  . 

(349-24-BZ) 

Whereas,  Ernest  J.  W.  Muller,  for  the  B  B  &  F 
Realty  Corp.  owner,  filed,  March  6,  1924,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  business 
district  the  erection  of  a  garage  for  more  than  five  motor 
vehicles;  premises  831-835  Madison  street,  Brooklyn;  and 
Whereas,  a  similar  application  was  denied  by  the  board 
under  Cal.  No.  2-21-BZ  and  no  new  conditions  justifying 
this  application  have  arisen. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed. 


569-23-BZ. 

APPLICANT— William  F.  Doyle,  for  Akiba  Margolin 
owner.  ’ 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  a 
business  district  and  partly  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED-808-816  U 

Brooklyn.  ’ 


APPEARANCES— 


For  Applicant:  Louis  Sheinart. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  restored  to 
and  set  for  calendar  call  October  14 
2  p.  m. 


calendar 
1924,  at 
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THE  VOTE  TO  RESTORE  APPLICATION  TO  CAL¬ 
ENDAR—  ,  w  T,  . 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Holland -  < 


Negative 
Absent : 


Fire  Chief  Kenlon  .  1 


AREAS  FIXED. 

(14-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Virginia  M.  Mollenhauer,  requesting  the  board  to  hx  the 
area  deemed  affected  and  within  which  to  obtain  consents 
for  the  maintenance  of  a  garage;  premises  2172  Aqueduct 

avenue,  Borough  of  The  Bronx.  ,  , 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Clinton  place  from  Aqueduct  avenue 
to  a  point  400  ft.  east  of  the  premises  in  question 
also  the  east  side  of  Aqueduct  avenue  from  181st  street 
to  182nd  street. 


(972-24-BZ) 

•  The  chairman  presented  and  read  a  communication  from 
Euell  &  Euell,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  1273  Crom¬ 
well  avenue,  The  Bronx.  ,  ,  , 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Cromwell  avenue  from  Jerome  avenue 
to  a  point  100  ft.  north  of  West  169th  street.  Both 
sides  of  Inwood  avenue  from  Cromwell  avenue  to  a 
point  100  ft.  north  of  West  169th  street;  the  south 
side  of  West  169th  street  from  Cromwell  avenue  to 
Boscobel  avenue;  the  east  side  of  Boscobel  avenue 
from  West  169th  street  to  a  point  384.48  ft.  south  ot 
West  169th  street;  also  the  north  side  of  West  169th 
street  from  Cromwell  avenue  to  Inwood  avenue. 


(973-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Emil  Guterman,  requesting  the  board  to  fix  the  area  of 
notification  deemed  affected  by  the  erection  and  maintenance 
of  a  garage;  premises  1702  Eleventh  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  17th  street  from  10th  avenue  to  Terrace 
place;  both  sides  of  Eleventh  avenue  from  Prospect 
avenue  to  a  point  400  ft.  south  of  the  premises  in  ques¬ 
tion  •  also  the  north  side  of  18th  street  from  Eleventh 
avenue  to  a  point  150  ft.  west  of  Eleventh  avenue. 


(990-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Euell  &  Euell,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  alteration 
to  and  maintenance  of  a  garage;  premises  1297-1301  Crom¬ 
well  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Cromwell  avenue  from  a  point  100  ft. 
north  of  169th  street  to  a  point  400  ft.  south  of  the 
proposed  garage ;  the  north  side  of  169th  street  from 
Boscobel  avenue  to  Inwood  avenue ;  the  east  side  of  Bos¬ 
cobel  avenue  from  169th  street  to  a  point  150  ft.  north 


of  169th  street,  also  the  east  side  of  Inwood  avenue 
from  Cromwell  avenue  to  169th  street. 


(992-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  southeast 
corner  of  Trimble  place  and  Roosevelt  avenue,  Borough  of 

Queens.  , 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Roosevelt  avenue  from  a  point  200 
ft.  west  of  Trimble  place  to  a  point  400  ft.  east  of  pro¬ 
posed  garage ;  both  sides  of  I  rimble  place  from  Mar¬ 
ginal  street  to  a  point  400  ft.  north  of  proposed  garage, 
also  the  west  side  of  Hicks  place  from  Roosevelt  ave¬ 
nue  to  a  point  170  ft.  south  of  Roosevelt  avenue. 


(997-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  112-144 
East  98th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  East  98th  street  from  Rutland  road 
to  a  point  400  ft.  south  of  proposed  garage.  Both  sides 
of  Blake  avenue  from  East  98th  street  to  a  point  200 
ft.  east  of  East  98th  street.  Both  sides  of  Ralph  ave¬ 
nue  from  East  98th  street  to  a  point  200  ft.  north  of 
East  98th  street.  The  north  side  of  Winthrop  street 
from  East  98th  street  to  Rockaway  parkway;  also  the 
east  side  of  Rockaway  parkway  from  Winthrop  street 
to  a  point  380  ft.  north  of  Winthrop  street. 


(1021-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Benjamin  Schwartzman,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to-  obtain  consents 
for  the  erection  and  maintenance  of  a  garage;  premises 
88  Jackson  avenue,  Borough  of  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jackson  avenue  from  18th  street  to  a 
point  400  ft.  east  of  proposed  garage,  also  both  sides  of 
19th  street  and  20th  street  from  Hayes  avenue  to  a  point 
200  ft.  north  of  Jackson  avenue. 


(1063-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Frank  House,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  339-341  Olm- 
stead  place,  Glendale,  Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Olmstead  place  from  Cypress  Hills 
Cemetery  to  a  point  400  ft.  north  of  proposed  garage; 
also  the  properties  at  rear  and  for  a  distance  of  50  ft.  on 
either  side  of  the  side  lot  lines  of  the  premises  in 
question. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWN  ERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  SEPTEMBER  30,  1924. 
Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd  Gun¬ 
nison,  Connell,  Holland  and  Fire  Chief  Kenlon. 

APPEALS  FROM  ADAIINISTRATIVE  ORDERS 

357-24- A. 

\PPELLAN1  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Wall-Nicoll  Construction  Co.,  Inc 
owner. 

SUBJLCi  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Southwest  corner  of  Firth  ave- 

\PPEARANCES-nd  Maspeth’  Queens- 
For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

\CTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
2  p.  m.,  on  written  request  of  appellant. 

S63-24-A. 

VPPELLAN  r  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Estate  of  William  and  Jacob  Scholle 
owner. 

S5J£S£T4ppeal  ^rom  order  of  fire  commissioner. 

\  pp^I^La\4'I^cECTED— 712  Broadway,  Manhattan. 
IPPEARAN  CES — 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

VCTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
2  p.  m.,  on  written  request  of  appellant. 

00-24-A. 

kPPELLANT  Croker  National  Fire  Prevention  Engineer- 
mg  Co.,  for  Andrew  Olsen,  owner. 
d r orders  of  fire  commissioner. 
PPFFA.RA^riCES— :TED— 1338-1348  62nd  street>  Brooklyn. 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

XTION  OF  BOARD — Laid  over  to  October  14,  1924  at 
2  p.  m.,  on  written  request  of  appellant. 

)l-24-A.  ' 

PPELLANT  Croker  National  Fire  Prevention  Engineer- 
TTR  I’Jg  C°.,  for  Land  Estates,  Inc.,  owner, 
p r u  T  c iT  A  rpr or ^er  ^re  commissioner. 

PI’  E  \R\  XC  ES— 1 E D_ 1 3 5  Broadway’  Manhattan. 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

CTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
2  p.  m.,  on  written  request  of  appellant. 

2-24-A. 

PPELLANT— Croker  National  Fire  Prevention  Engineer- 
TOTir^g  a  ’  ,  Eastern  Woodworking  Co.,  owner, 

irlncrc  order  °f  hre  commissioner. 

PPEAR  \NCES—  1  ED— 234-256  E°tt:  avenue,  Brooklyn. 
For  Appellant :  None. 

For  Administration:  Inspector  Carroll  of  fire  de- 
partment. 

~TI0N  OF  BOARD — Laid  over  to  October  14,  1924  at 
2  p.  m.,  on  written  request  of  appellant. 

F24-A. 

PPELLANT — E.  G.  Perrot. 

B^E?r-T3^ppeaI  from  decision  of  superintendent  of 
buildings. 


PREMISES  AFFECTED— 10300-10308  101st  avenue 

A  T,r>T-  A  Ozone  Park,  Borough  of  Queens. 

AI  I  EARAN  CES — None. 

AC  1  ION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest. 

TPIE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell . ’  5 

Negative  . .  .  .  .  .  0 

Absent.  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

847-24-A. 

APPELLANT— Hugh  Logan,  for  American  LaFrance  Fire 
Engine  Co.,  owner. 

EE  I— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 618-020  West  58th  street,  Man¬ 
hattan. 

A PTE ARAN CES— 

For  Appellant :  Hugh  Logan. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

rn NI?1  TTf?w Q B(^ARD~ApPeaI  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  ’  5 

Negative  .  .  Q 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(847-24-A) 

Whereas,  Hugh  Logan,  for  American  LaFrance  Fire  En¬ 
gine  Co  owner,  filed,  June  25,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  618-620  West  58th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  22503- 
EC,  dated  January  22,  1924,  reads: 

“i.  Reduce  the  area  of  the  opening  in  the  wall  be¬ 
tween  building  No.  618  to  620  West  58th  Street  and 
No  615  to  621  West  57th  Street  so  same  shall  not  ex¬ 
ceed  eighty  square  feet  and  protect  such  opening  on  each 
side  oi  the  wall  with  an  approved  automatic  fire  door 
Section  371,  subdivision  3,  Chapter  10,  Code  of  Ordi¬ 
nances. 

.  OR 

Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs  oer 
square  inch,  extending  from  cellar  to  roof”- 
and 

_Y-rS'i the.  build.ing,  consisting  of  two  sections  sep¬ 
arated  by  a  brick  partition  wall  with  an  opening  therein  10 

s  :-deand  lr  ft  hl|h’  prote.cted  by  an  automatic  fireproof 
sliding  door,  is  non-fireproof,  one  story  in  height  havimr 

f?ntagew  80  fti  °n  West  57th  street  and  a  frontage  of 
50  ft  on  West  58th  street;  OCCUPIED  as  a  garage  for 

the  storage  of  more  than  five  motor  vehicles,  5  persons- 
and  ’ 

.  whereas  appellant  contends  that  a  smaller  opening  would 
interfere  with  the  conduct  of  the  business.  S 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  one  opening  shall 
be  maintained  in  brick  partition  wall,  said  opening^to  be 
equipped  with  an  approved  automatic  fireproof  sliding  door  • 

L  ai  Sf31  mumcipal  requirements  shall  be  complied  with 
in  all  other  respects;  this  modification  is  restricted  to  the 

Su^of  Sffi7bustsTrati°n  ^  thC  l6SSee  in  the  — 


848-24-A. 

SUPTECT  NA_A?gfUSt  E  ?tarke’  Iessee- 
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APPEARANCES—  o  ,  _ 

For  Appellant:  August  L.  Starke,  Jr. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 


partment.  . 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THK  VOTE _ 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison  and  Connell . 

Negative  . .  •  •  •  •• ;  7  •*’ ' : . 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  .. 


5 

0 

2 


THE  RESOLUTION : 

(848-24-A) 


Whereas,  August  L.  Starke,  lessee  on  property  in  the 
ownership  of  the  City  of  New  York,  owner  filed,  June  25, 
1924,  an  appeal,  with. the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  575  Columbia 


“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.’'; 

and  .  . 

Whereas,  the  building  is  frame,  two  stories  in  height, 
18  ft.  by  40  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  an  Oliver  Oil  Burner  and  also  a  50-gallor 
oil  storage  tank,  set  on  a  raised  platform  located  outsidt 

the  building.  .  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  anc 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  i: 
granted  for  a  temporary  period  of  ninety  (90)  days  pend 
ing  action  of  the  board  of  standards  and  appeals  on  thi 
petition  to  approve  the  burner,  on  condition  that  the  in 
stallation  shall  comply  with  the  fuel  oil  rules  of  the  boar< 
of  standards  and  appeals  in  all  other  respects. 


street,  Brooklyn;  and  .  .  ,  .  u 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 

7,  1923,  reads: 

“With  reference  to  your  premises  where  fuel  oil  is 
stored,  I  regret  to  inform  you  that  I  am  without  power 
to  grant  such  a  permit  for  the  reason  that  the  storage 
of  fuel  oil  at  the  above  location  is  not  in  accordance  with 
rules  adopted  by  the  Board  of  Standards  and  Appeals 
on  Nov.  6,  1919,  amended  January  6,  1922. 

“You  are  therefore  ordered  to  remove  all  fuel  oil  from 
the  storage  tank  and  discontinue  the  further  storage 
and  use  of  fuel  oil  at  the  above  location.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  are  located  a  frame  and  galvanized  iron  one-story 
building,  126  ft.  by  100  ft.  in  area;  OCCUPIED  for  gal¬ 
vanizing  iron;  and  two  fuel  oil  storage  tanks  of  respectively 
500  gallons  and  1,000  gallons  capacity  which  are  part  of 
a  fuel  oil  burning  installation;  and 

Whereas,  appellant  proposes  to  cover  the  exposed  por¬ 
tion  of  the  large  tank  with  concrete.  . 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  U 
hereby  is  modified,  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  present  oil  storage,  namely,  one  (1) 
500-gallon  tank  and  one  (1)  1,000-gallon  tank,  shall  not  be 
increased,  and  that  the  1,000-gallon  tank  shall  be  entirely 
enclosed  above  grade  with  six  inches  of  Portland  cement 
concrete. 


862-24-A. 

APPELLANT— Henry  C.  Krause,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 8631  127th  street,  Richmond 
Hill,  Queens. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  5 

Negative  . . . . .  ® 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(862-24-A) 

Whereas,  Henry  C.  Krause,  owner,  filed,  June  26, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  8631  127th 
street,  Borough  of  Queens;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
June  9,  1924,  in  acting  on  Order  No.  89418-LC,  reads: 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued 
by  the  Fire  Commissioner  *  *  *. 


867-24-A.  „  _ 

APPELLANT— Morris  M.  Frohlich,  for  N.  Y.  State  Bridg 
&  Tunnel  Commission,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 434  Canal  street,  Manhattan. 

For  Appellant:  William  A.  Halligan. 

For  Administration:  Inspector  Maher  of  fire  d( 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  I 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell . 

Negative  . 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . . . 

THE  RESOLUTION: 

(867-24-A) 

Whereas,  N.  Y.  State  Bridge  &  Tunnel  Commissio 
owner,  filed,  June  27,  1924,  an  appeal,  with  the*  board  c 
appeals,  from  an  order  of  the  fire  commissioner,  affectir 
premises  434  Canal  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jui 

13,  1924,  reads:  . 

“1.  Provide  an  approved  gas  shut-off  valve,  installe 
arranged  and  equipped  as  provided  for  in  the  Rules  < 
the  Board  of  Standards  and  Appeals,  adopted  Janua 
11th,  1924.  Said  valve  to  be  attached  to  the  gas  supp 
pipes  on  the  inside  of  the  building  at  a  point  whe 
said  pipes  enter  the  building  and  before  they  reach  t 
gas  meters,  which  valve  shall  shut  off  the  gas  automa 
cally  when  subjected  to  direct  contact  with  fire  ai 
shall  also  be  connected  with  a  conspicuous  and  convei 
ently  accessible  control  box  at  a  place  on  the  exteri 
of  the  building  so  arranged  as  to  allow  the  gas  supf 
to  be  shut  off  by  the  officers  of  the  Fire  Departme 
immediately  whenever  the  necessity  arises.  Section  2< 
Chapter  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  three  stones 
height,  23  ft.  by  62  ft.  in  area;  OCCUPIED  as  offices  a 
stock  rooms,  20  persons  in  the  entire  building;  and 
Whereas,  appellant  contends  the  property  was  acquii 
for  the  purpose  of  using  the  site  for  a  part  of  the  exit  phj 
of  the  Hudson  River  Vehicular  Tunnel  and  that  the  buildi 
will  be  demolished  within  six  (6)  months;  and 

Whereas,  the  board  deemed,  owing  to  the  temporary  1 
ture  and  occupancy  as  part  of  the  structural  plant  of 
exit  plaza  of  the  Hudson  River  Vehicular  Tunnel,  s 
buildings  to  be  demolished  within  90  days,  that  the  app 
should  be  granted.  _ 

Resolved,  that  the  order  of  the  fire  commissioner  be  « 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  the  structure  shall  be  vacated  :j 
demolished  on  or  before  January  1,  1925. 
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884-24-A. 

APPELLANT— Charles  Hensle,  for  15  West  17th  St.,  Inc., 
owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 22  West  4th  street,  Manhattan 

appearances— 

For  Appellant:  Charles  Hensle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  . 5 

Absent:  Mr.  Holland  and  Fire  Chief  kenion  2 

THE  RESOLUTION: 

(884-24-A) 

Whereas,  Charles  Hensle,  for  15  West  17th  St.,  Inc., 
owner,  filed,  July  2,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  22  West  4th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  June 
16,  1924,  in  acting  on  Order  No.  60522-F,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  *  *  ”  • 
and 

Whereas,  the  building  is  fireproof,  eight  stories  (99  ft  ) 
in  height,  25  ft.  by  91  ft.  in  area;  OCCUPIED  as  a  tenant 
factory,  principally  for  the  sale  and  manufacture  of  clothing, 
approximately  44  persons  above  the  1st  story;  and 
j  Whereas,  appellant  contends  that  the  building  is  only 
99  ft.  in  height  and  there  are  no  hazardous  occupancies. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and  it 
hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
lenied. 


194-24- A. 

APPELLANT — Ruggles-Robinson  Co.,  for  Charles  &  Com¬ 
pany,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner 
"REMISES  AFFECTED— 791-793  First  avenue,  Manhat¬ 
tan. 


APPEARANCES — 

For  Appellant:  Frank  H.  Dexter. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

VOTE  TO  GRANT— 


"HE 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Alessrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenion  2 


THE  RESOLUTION: 

i  (894-24-A) 

Whereas,  Ruggles-Robinson  Co.,  for  Charles  &  Company, 
wner,  filed,  July  3,  1924,  an  appeal,  with  the  board  of  ap- 
eals,  from  a  decision  of  the  fire  commissioner,  affecting 
remises  791  and  793  First  avenue,  Manhattan ;  and 
•  Whereas,  the  decision  of  the  fire  commissioner,  rendered 
une  28,  1924,  reads: 

In  reply  to  .your  query  as  to  whether  this  office 
can  accept  a  sprinkler  system  in  lieu  of  a  standpipe  sys¬ 
tem  in  the  proposed  building  at  above  location,  and  which 
is  to  be  used  partly  for  garage  and  factory  purposes, 
we  have  to  advise  that  the  Fire  Commissioner  is  without 
power  to  grant  your  request.”  ; 
id 


Whereas,  the  building  is  fireproof,  five  stories  and  base¬ 
st  in  height,  100  ft.  5  in.  by  174  ft.  10  in.  in  area  at  1st 
id  2nd  stories  and  100  ft.  5  in.  by  101  ft.  4  in.  in  area 
>ove.  OCCUPIED  as  follows:  Basement,  1st  and '2nd 
ones,  garage,  factory  and  stable,  135  persons;  3rd  to  5th 
ones,  factory,  130  persons;  and 


Whereas,  appellant  contends  the  floor  areas  are  to  be  sub¬ 
divided  and  proposes  to  install  a  sprinkler  system  in  lieu 
of  a  standpipe  system. 

Resolved  that  the  decision  of  the  fire  commissioner  be 
and.it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


910-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Forsythe  Baths  Co. 
Inc.,  lessee. 

?,H2J^T~API)eaI  from  order  of  fire  commissioner. 

I  REMISES  AFFECTED- — 79-81  Forsythe  street,  Manhat¬ 
tan. 

APPEARANCES— 

Eor  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnTTiUTTnirc®^1^-^^1  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 


Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Gunnison  and  Fire  Chief 

Kenion  . 

Negative  . 

Absent:  Mr.  Holland . 


THE  RESOLUTION: 


(910-24-A) 

Whereas,  Samuel  Rosenblum,  for  Forsythe  Baths  Co 
Inc.,  lessee,  filed,  July  9,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  79-81  Forsythe  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  57258- 
F,  dated  April  11,  1924,  reads: 


±  i uviue 


and 


't- 1 ,  ana  distinct  system  ot  AU¬ 

TOMATIC  SPRINKLERS  throughout  building  having 
at  least  one  source  of  water  supply.”; 


Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  50  ft  6  in.  by  100  ft.  0  in.  in  area;  OCCUPIED  as  a 
Turkish  bath  establishment  and  accessory  stores — 215  per¬ 
sons  above  1st  story ;  and 

Whereas,  appellant  contends  that  there  is  a  watchman’s 
service  constantly  on  the  premises  and  there  is  no  inflam¬ 
mable  condition  requiring  the  installation  of  a  sprinkler 
system. 

.  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  only  so  far  as  it  affects  basement,  1st  and  2nd  sto¬ 
ries,.  on  condition  that  an  approved  sprinkler  system  shall 
be  installed  according  to  the  rules  on  the  3rd,  4th  and 
5th  stories. 


908-24-BZ. 

APPLICANT — William  F.  Doyle,  for  George  McAdam, 
owner. 

SUBJECT — Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED-E.  S.  Jerome  Ave,  100  ft.  N 
of  Clifford  PL,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACT  ION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  10  a.  m. ;  to  obtain  additional  consents.’ 


849-24-BZ. 

APPLICANT— John  DeHart,  for  Secured  Properties 
Corp.,  and  Howard  A.  Raymond,  owners. 

SUBJECT  Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
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PREMISES  AFFECTED— 348-358  East  184th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  Owen  Tierney,  Otto  C.  Stegemana 
ACTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
*2  p.  m.,  for  final  disposition,  on  request  of  objector’s 
representative. 


597-24-BZ.  _  ,  ,  ^  rp  -Q  r  „ 

APPLICANT — Edward  P.  Doyle  and  Clinton  T.  Roe,  tor 

Estate  of  John  E.  Lockwood,  owner.  _ 
SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  and  also 
on  the  same  street  with  a  public  school,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northeast  corner  of  Brook  ave¬ 
nue  and  East  158th  street,  The  Bronx. 

APPEARANCES —  ,  _  _  . 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  withdrawn  on  request 
of  applicant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell  ....  5 

Negative  . . . .  ® 

a  Kcent  •  Mr  Dowd  and  Fire  Chief  Kenlon -  2 


497-24-BZ. 

APPLICANT— John  J.  Dunmgan, 


for  Ryer  Building  Cor¬ 


poration,  owner.  . 

SUBJECT— Application  (re :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  (5)  motor  vehicles. 

PREMISES— AFFECTED— 912  Second  avenue,  Long  Isl¬ 
and  City,  Queens. 

APPEARANCES— 

For  Applicant:  John  J.  Dunmgan. 

For  Opposition:  Charles  Albasi,  George  Psensky, 
Charles  Zojic,  Vaclav  Psensky,  Charles  Marek, 


Joseph  Zojic. 

ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE — 
Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon .  6 

Negative  .  0 

Absent:  Mr.  Holland .  1 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon .  6 

N  egative  .  0 

Absent :  Mr.  Holland .  1 


809-24-BZ. 

APPLICANT — Cass  Gilbert,  for  New  York  Insurance  Co., 
owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  two  times  height 
district  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  required  under 
the  building  zone  resolution. 

PREMISES  AFFECTED — North  side  East  26th  street, 
south  side  East  27th  street,  from  Fourth  avenue 
to  Madison  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant :  Harry  H.  Bottone,  Frederick  G. 
Shekel. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon . 

Negative  . 

Absent:  Mr.  Holland . 


6 

0 

1 


THE  RESOLUTION : 

(809-24-BZ) 

Whereas,  Cass  Gilbert,  for  New  York  Life  Insurance 
Co.,  owner,  filed,  June  16,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business — two  times 
height  district  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  set  by  the  building  zone 
resolution ;  premises,  block  bounded  by  26th  street,  27th 
street,  Fourth  avenue  and  Madison  avenue,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Sept.  30, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  the  premises  are  located  in  a 
business  and  two  times  height  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  4,  1924,  in  acting  on  N.  B.  Application  No. 
295-24,  reads : 

“2.  The  height  of  the  building  is  excessive  on  the 
26th  and  27th  street  fronts — section  8,  building  zone 
resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  21  stories  (315  ft.)  and  28  stories  (400  ft.)  in 
height,  with  a  frontage  of  184  feet  and  a  depth  of  388  feet; 
to  be  occupied  as  stores  and  offices,  a  portion  of  the  street 
wall  on  the  26th  and  27th  street  front  not  complying  with 
the  setback  requirements  of  the  building  zone  resolution; 
and  1 

Whereas,  the  board  decided  that  there  would  be  hardship 
in  preventing  applicant  from  carrying  out  the  design  of  the 
structure  as  proposed  in  harmony  with  architectural  prac¬ 
tice  and  in  view  of  the  fact  that  the  proposed  building  sets 
back  from  the  building  line.  Sj 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted,  on  condition  that  the  requirements  of 
the  building  zone  resolution  be  complied  with  in  all  other 
respects;  that  all  necessary  permits  for  the  prosecution  of 
the  work  shall  be  obtained  within  nine  (9)  months  from 
the  date  of  this  action  and  the  erection  of  the  building  pros¬ 
ecuted  to  completion.  / 


701-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Otto  Wagner, 
owner.  ■  1 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  extension,  from  an  unre¬ 
stricted  district  into  a  business  district  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — Block  bounded  by  Third  ave¬ 
nue,  East  185th  street,  East  186th  street  and  Wash¬ 
ington  avenue,  The  Bronx.  j 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  Henry  Mayer,  Adolph  Rosenfelt, 
Edward  J.  Murray,  Morris  Weesler,  Lew  Feld- 
herr.  _  #  ; 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell  and 

•»  Fire  Chief  Kenlon .  1 

Negative  .  0 

Absent  .  ® 
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THE  RESOLUTION: 

(701-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Otto  Wagner,  owner, 
filed,  May  iy,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension  from  an  unrestricted  dis¬ 
trict  into  a  business  district,  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5 )  motor  vehicles ;  premises, 
block  bounded  by  Third  avenue,  East  185th  street,  East 
186th  street  and  Washington  avenue,  Borough  of  Bronx; 
and 

\\  hereas,  a  public  hearing  was  held  on  this  application  by 
the  board  of  appeals,  at  its  special  meeting,  Sept.  30,  1924, 
alter  due  notice  by  publication  in  the  Bulletin  of  the  Board 
of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  an  unrestricted 
district;  Washington  avenue,  East  185th  street,  Bassford 
avenue  and  East  186th  street  are  business  districts;  and 

W  hereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  10,  1924,  in  acting  on  N.  B.  Application  No. 
1697-24,  reads : 

"Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  unrestricted  district  extend¬ 
ing  into  business  district  is  contrary  to  provisions  of 
building  zone  resolution.”; 

and 

\\  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  58.63 
feet  on  Third  avenue,  160.03  feet  on  Bassford  street,  134.08 
ft.  on  East  185th  street  and  198.46  ft.  on  Washington  ave¬ 
nue  to  be  occupied  as  a  garage  and  stores ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  on  condition  that  the  structure  shall 
be  limited  to  a  two  (2)  story  building,  not  exceeding  a 
total  height  of  thirty-two  (32)  feet;  that  the  entire  Wash¬ 
ington  avenue  front,  on  the  first  story,  for  a  depth  of  not 
less  than  fifty  (50)  feet  shall  be  constructed  and  main¬ 
tained  for  retail  shops  or  stores,  separated  from  the  garage 
by  an  unpierced  brick  wall,  not  less  than  eight  (8)  inches 
in  thickness ;  that  any  vehicular  entrance  or  exit  to  the  ga¬ 
rage  shall  be  confined  to  the  unrestricted  area;  on  further 
condition  that  the  front  elevations,  other  than  the  show 
windows  of  the  stores,  shall  be  finished  in  face  brick,  in 
panel  design  and  ornamented  with  colored  terra  cotta  treat¬ 
ment,  with  architectural  terra  cotta  or  stone  trimmings; 
that  any  gasoline  storage  equipment  installed  shall  be  con¬ 
fined  within  the  unrestricted  area;  that  there  shall  be  no  roof 
signs  permitted  within  the  business  area  of  the  proposed  new 
structure  and  that  any  windows  on  the  Washington  avenue 
front,  above  the  1st  story,  shall  be  glazed  with  translucent 
glass,  stationary  sash,  with  not  more  than  one  (1)  venti¬ 
lator  to  each  sash; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9) 
months  and  the  building  completed  within  eighteen  (18) 
months  from  the  date  of  this  action. 


235-23-BZ. 

APPLICANT  John  C.  Wandell  Co.,  for  Wm.  J.  Avitibeli, 
owner. 

5UBJEC I- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFF  ECTED — 2306-2324  Neptune  avenue, 
Brooklyn. 

APPEARANCES — 

For  Applicant :  Daniel  J.  Griffin. 

For  Opposition :  None. 

OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative :  Messrs.  Kennedy,  Dowd,  Gunni¬ 
son,  Holland  and  Fire  Chief  Kenlon .  5 

Negative:  Chairman  Walsh  and  Mr.  Connell..  2 

Absent  .  o 

THE  RESOLUTION : 

(235-23-BZ) 

Whereas,  John  C.  Wandell  Co.,  for  Wm.  J.  Avitibeli, 
owner,  filed,  heb.  21,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises,  2306-2324  Neptune 
avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Sept.  30, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Neptune  avenue  is  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Feb.  19,  1923,  reads : 

"Denied — Proposition  contrary  to  zone  resolution,  art. 
II,  sec.  4.  The  erection  of  a  public  garage  in  a  busi¬ 
ness  district.” ; 

and 

W  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  160  ft. 
and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles;  and 

W  hereas,  owing  to  the  condition  of  the  neighboring 
and  adjacent  property  there  would  be  hardship  in  prevent¬ 
ing  applicant  from  erecting  the  structure  as  proposed. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  shall  be 
restricted  to  a  one-story  structure  in  height,  of  flat  roof 
design  and  construction ;  that  the  rear  and  side  walls  be  un¬ 
pierced  throughout  their  entire  height  and  length;  that  the 
front  elevation  shall  be  of  face  brick,  laid  out  in  panel  de¬ 
sign,  with  architectural  terra  cotta  or  stone  trimmings;  that 
there  shall  be  no  roof  signs  permitted. 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 


282-24-BZ. 


APPLICANT — Harry  Lederer,  applicant  and  lessee,  G. 
Norton,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  extend¬ 
ing  partly  into  an  undetermined  district,  the  change 
of  occupancy  from  an  automobile  salesroom  to  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 


PREMISES  AFFECTED — South  side  of  Mermaid  avenue, 
115  ft.  east  of  Beach  36th  street  and  north  side  of 
Far  Rockaway  boulevard,  67  ft.  4  in.  west  of  Beach 
35th  street,  Edgemere,  Borough  of  Queens. 
APPEARANCES— 

For  Applitant:  R.  C.  Norton. 

For  Opposition :  None. 

AC1  ION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell .  5 

Negative  . ’  0 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION: 

(282-24-BZ) 

Whereas,  Harry  Lederer,  for  G.  Norton,  owner,  filed 
heb.  23,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  the  change  of  occupancy  from  automobile 
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salesroom  to  a  garage  for  the  storage  of  more  than  five 
motor  vehicles,  of  an  existing  building,  located  partly  in 
an  undetermined  district ;  premises,  south  side  of  Mermaid 
avenue  115  ft.  east  of  Beach  36th  street  and  north  side  of 
Far  Rockaway  boulevard  67  ft.  4  in.  west  of  Beach  35th 
street,  Edgemere,  Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Sept.  30, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Far  Rockaway  boulevard  and 
Beach  35th  street  are  business  districts  and  Mermaid  avenue 
is  a  business  district  and  undetermined  100  ft.  west  of  Beach 
street;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Sept.  8,  1924,  reads : 

“I  have  your  application  on  behalf  of  Harry  Lederer 
for  permission  to  maintain  a  garage  on  the  premises  on 
the  south  side  of  Mermaid  avenue,  115  ft.  E.  Beach  36th 
street,  Edgemere.  In  reply,  I  would  say  that  this  evi¬ 
dently  is  an  application  for  the  use  of  the  building  lo¬ 
cated  on  the  north  side  of  Far  Rockaway  boulevard, 

•  67  ft.  4  in.  west  of  Beach  35th  street,  and  filed  in  this 

bureau  as  new  building  1980  of  1923,  and  registered  by 
the  owner  as  an  automobile  show  room  and  stores.  The 
entire  area  on  which  this  building  is  located  is  within  a 
business  district,  and  superintendent  of  buildings  cannot 
issue  a  certificate  of  occupancy  for  a  garage  in  that 
area  *  * 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  47  ft. 
and  a  depth  of  100  ft. ;  it  is  proposed  to  occupy  the  rear 
portion,  47  ft.  by  50  ft.  as  a  garage  for  more  than  five  motor 
vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  81  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  afifected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  in  view  of  the  80  per  cent  consents, 
and  only  so  far  as  it  affects  a  garage  47  feet  front  on  Mer¬ 
maid  avenue,  not  exceeding  a  depth  of  50  feet,  on  condition 
that  the  side  and  rear  walls  shall  be  unpierced  throughout 
their  entire  height  and  length  ;  that  the  structure  shall  be 
restricted  to  one  story  in  height,  above  grade,  that  there 
shall  be  no  openings  on  the  side  walls,  except  to  property  in 
the  same  ownership ; 

Resolved,  further ,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  twelve  (12)  months  from 
the  date  of  this  action. 


307-24-BZ. 

APPLICANT — Emil  Guterman,  for  Patrick  Gallagher, 
owner. 


SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
installation  of  a  gas  selling  station. 

PREMISES  AFFECTED — 2565-2575  Ocean  avenue,  Brook-  ( 
lyn. 

APPEARANCES— 

For  Applicant :  Emil  Guterman,  Patrick  Gallagher, 
Clarence  A.  Smith. 

For  Opposition:  Walter  C.  DeLapotterie,  Mrs. 
Walter  DeLapotterie,  A.  Nielsen,  Arthur  A. 
Quinn,  Walter  Stokes.  .  j 

ACTION  OF  BOARD — Application  denied. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy  and  Gunnison _  2 

Negative :  Chairman  Walsh,  Messrs.  Holland 

and  Connell .  3 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon -  2 

THE  RESOLUTION: 

(307-24-BZ) 

Whereas,  Emil  Guterman,  for  Patrick  Gallagher,  owner, 
filed,  February  27,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  in¬ 
stallation  of  a  gas  selling  station;  premises  2565-75  Ocean 
avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Sept.  20, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ocean  avenue,  Avenue  U  and 
Avenue  V  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  Jan.  4,  1924,  in  acting  on  Alt.  Application  No. 
24507-23,  reads : 

“Proposed  installation  of  a  gasoline  storage  tank  in  a 
residence  district,  for  use  of  a  gasoline  selling  station 
is  contrary  to  Art.  II,  Sec.  3  of  the  zone  resolution.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  100  ft. 
by  105  ft.  in  area  upon  a  portion  of  which  is  located  a  gas 
selling  station  consisting  of  two  550  gallon  tanks  and  it  is 
proposed  to  install  an  additional  storage  tank  on  the  60  ft. 
portion  of  this  plot  recently  purchased ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
the  applicant  failed  to  establish  the  base  of  his  application 
under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


Adjourned  5.40  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  APPEALS. 


^CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Tuesday,  Sept.  16,  1924,  as  they  appeared  in  Bulletin  No.  39, 
Vol.  9,  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION: 

(773-24-A) 

Whereas,  Lockxon  Tooth  Manufacturers,  Inc.,  owner, 
filed,  June  5th,  1924,  an  appeal,  with  the  board  of  appeals, 


Correction — Word  five  in  lute  22  changed  to  55  and  zuords 
'and — room ”  added. 


from  an  order  of  the  fire  commissioner,  affecting  premises 
58-60-62  Third  avenue  and  497  Pacific  street,  Brooklyn; 
and 

W hereas,  the  order  of  the  fire  commissioner  reads : 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued  by  the 
fire  commissioner.  *  *  * 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  sto¬ 
rage  and  use  of  fuel  oil  at  the  above  location.”; 


and 
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Whereas,  the  building  is  fireproof,  four  (4)  stories  in 
height,  60  ft.  by  75  ft.  in  area.  OCCUPIED:  1st  story, 
show  room  for  washing  machines  and  electrical  appliances- 
5  persons ;  2nd  story,  show  factory,  10  persons ;  3rd  story' 
show  factory,  15  persons;  4th  story,  tooth  factory,  6  per¬ 
sons  ;  and 

Whereas,  appellant  contends  the  apparatus  consists  of  a 
series  of  three  dental  furnaces,  burning  kerosene  oil  sup¬ 
plied  from  one  55  gallon  tank  and  that  the  installation 
involves  no  hazard. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  use,  occupancy  and  condi¬ 
tion  shall  be  limited  to  top  floor,  used  in  the' operation  of 
t  irec  dental  furnaces,  maintained  in  a  room  enclosed  in  fire- 
proof  partitions ;  that  the  furnaces  shall  be  ventilated  inde¬ 
pendently  and  directly  to  outer  air  by  metal  stack,  carried 
above  the  roof,  and  that  the  storage  of  fuel  oil  shall  be 
restricted  to  one  barrel  of  kerosene  maintained  in  a  steel 
drum  enclosed  in  a  fireproof  room. 


MINUTES 

BOARD  OF  APPEALS. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Tuesday  afternoon,  June  17,  1924,  as  they  appeared  in  Bul¬ 
letin  No.  26,  Vol.  IX,  are  hereby  corrected  to  read  as  fol¬ 
lows  : 

THE  RESOLUTION: 

(546-24- A) 

\\  hereas,  Samuel  Rosenblum,  for  Pelham  Hod  Elevat¬ 
ing  Co.,  owner,  filed,  April  16,  1924,  an  appeal,  with  the 
>oard  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  416-18  West  26th  street,  Manhattan- 

and  ’  ’ 

\\  hereas,  the  order  of  the  fire  commissioner,  dated  March 
11,  1924,  reads : 

,  “L  .  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 


Correction  IV ords  "order  of  fire  commissioner  dated' ’ 
substituted  for  "decision  of  superintendent  of  buildings’’  in 
me  6  and  4 th  and  3th  in  last  line  placed  in  parentheses. 


distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
ft.  above  a  neighboring  roof  at  south  side  of  build¬ 
ing,  or  other  approved  protection,  as  per  Sec.  375,  Arti- 
der  18,  Chapter  5  of  the  Code  of  Ordinances.”  • 
and 

Whereas,  the  building  is  lion-fireproof,  five  stories  in 
height,  40  ft.  by  94  ft.  in  area.  OCCUPIED:  1st  story, 
storage ;  2nd  story,  office  and  storage,  5  persons ;  3rd 
story,  machine  shop,  8  persons;  4th  story,  storage;  5th 
story,  carpenter  shop,  6  persons ;  and 

Whereas,  appellant  contends  that  the  windows  on  the 
2nd  and  3rd  stories  have  been  provided  with  shutters  and 
that  the  windows  on  the  4th  and  5th  stories  are  consider¬ 
ably  higher  than  the  roofs  of  the  buildings  to  the  south. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  far  as  it  affects  the  rear  windows  on 
the  two  upper  stories  (4th  and  5th)  stories. 


MINUTES 

BOARD  OF  APPEALS. 


♦CORRECTION 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
l  uesday,  June  17,  1924,  as  they  appeared  in  Bulletin  No.  26, 
•  ol.  IX  are  hereby  corrected  to  read  as  follows : 

THE  RESOLUTION: 

(117-24-BZ) 

Whereas,  Abraham  Farber,  for  Powell  Realty  Co., 
'Wner,  filed,  January  25,  1924,  an  application,  under  the 
■uilding  zone  resolution,  to  permit  in  a  business  district 
he  erection  and  maintenance  of  a  garage  for  the  storage 
f  more  than  five  motor  vehicles;  premises  261-267  Penn- 
ylvania  avenue,  Borough  of  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
■y  the  board  of  appeals,  at  its  regular  meeting,  June  17, 
924,  after  due  notice  by  publication  in  the  Bulletin  of 
ie  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
's  zone  resolution  show  that  Pennsylvania  avenue,  Bel- 
lont  avenue  and  Pitkin  avenue  are  business  districts  and 
iat  New  Jersey  avenue  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build- 
igs,  rendered  January  2,  1924,  in  acting  on  App.  No.  64-24, 
ads : 

* Correction — TOO”  changed  to  “110”  in  line  23,  words  “ and 
tat  New  Jersey  avenue  is  a  residence  district”  added  on 
ne  13  and  words  “ and  under  proznsions  of  section  7  *  *  * 
■to  residence  district”  added  in  line  27. 


“Proposed  one  story  public  garage  in  a  business  dis¬ 
trict  is  contrary  to  Art  II,  Sec.  4  (a)  of  the  Zone 
Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  75  ft.  and  a  depth  of  110  ft.;  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles;  and 

Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses,  and  under  the  provisions  of  section  7,  sub¬ 
division  c,  the  board  is  empowered  to  act  on  the  extension 
of  the  proposed  structure  into  the  residence  district. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  -the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  struc¬ 
ture  be  limited  to  one  story  in  height,  erected  fireproof; 
that  the  rear  and  gable  walls  shall  be  unpierced  through- 
out  their  entire  height  and  length ;  that  no  skylights  shall 
be  installed  within  25  feet  of  the  rear  wall  nor  within 

2u  „feuet  °,f  the  gable  waIls’  and  any  skylights  installed 
shall  be  glazed  with  plain  glass  protected  with  wire  screens 
above  and  below;  that  the  front  elevation  of  the  building 
shall  be  finished  as  to  design  and  material  strictly  in  ac- 
cordance  with  drawings  on  file  in  this  case ;  and  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall 
be  obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action 
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THIRD  QUARTERLY  REPORT 


City  of  New  York 
Board  of  Standards  and  Appeals 


WILLIAM  E.  WALSH.  CHAIRMAN 


MUNICIPAL  BUILDING 

October  7,  1924. 

Hon.  John  F.  Hylan, 

Mayor,  New  York  City. 

Sir: — I  have  the  honor  to  submit  for  your  information  the  third  quarterly  report  of  the  Board  of  Appeals 
and  Board  of  Standards  and  Appeals,  combined,  for  the  quarter  ending  September  30,  1924,  which  is  set  forth  as 
follows : 


CASES  FILED  AND  PENDING,  1924. 


THIRD  QUARTER. 


Appeals  from  Administrative  Orders  .  133 

Applications  under  Building  Zone  Resolution  .  97 

Petitions  for  Variation  of  Labor  Law  . .  65 

Petitions  for  Approval  of  Appliances  and  Materials  .  12 

■  Petitions  for  Adoption  of  Rules  .  0 

Reopened  and  Restored  to  Calendar  . .  25 

Miscellaneous  Docket  .  88 


Cases  filed,  restored,  etc.,  3rd  Quarter  . 
Cases  filed,  restored,  etc.,  2nd  Quarter 
Cases  filed,  restored,  etc.,  1st  Quarter  . . 
Cases  pending  December  31,  1923  . 


420 

546 

555 

627 


Total  Cases  filed  and  pending  up  to  October  1st,  1924 


2148 


SUMMARY. 


»  1  ■  -  -  1  — = 

DOCKET. 


DISPOSITION  OF  CASES. 


Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  September  30,  1924  ....1185 
Restored  to  calendar .  71 


Withdrawn  . . . 

Dismissed  ...» . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  or  rescinded  . . . 


Miscellaneous  Applications. 


Miscellaneous  Actions. 


Requests  to  reopen  . . 

Requests  to  amend  . 

Requests  for  modification . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 
Requests  for  mechanical  installations 

Requests  for  approval  of  plans  . 

Administrative  requests . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 


159 

6 

38 

3 

18 

31 

2 

3 
1 

4 

2148 

1495 


Requests  to  reopen  granted . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted . 

Requests  for  modification  denied  . 

Requests  to  rescind  granted  . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . . . 
Requests  for  extension  of  permit  denied  . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted . . . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . .  •  •  . . 

Requests  withdrawn  or  dismissed  . . 

Total  . 


125 

94 

213 

13 
742 

20 

14 
8 
1 


143 

9 

6 

0 

36 

2 

3 

0 

17 

1 

29 

2 

2 

0 

3 
0 
0 
1 

4 
7 

1495 


Cases  pending  October  1,  1924 
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THIRD  QUARTERLY  REPORT 


MEETINGS  OF  THE  BOARDS. 


Meetings  . . 
Inspections 


BOARD  OF  APPEALS. 

First  Second  Third 
Quarter  Quarter  Quarter  Total 
18  21  14  53 

9  8  3  20 


Combined  Total  of  Meetings  . 

Combined  Total  of  Inspections 

r  . . . . . . 


BOARD  OF  STANDARDS  AND  APPEALS 

First  Second  Third 
Meetings  .  Qu1a,rler  Qu?[ter  QuartCT  T°tal 

Inspections  ..  ..  0  lo  1 


29 

21 


82 

41 


disposition  of  cases. 

Pending  from  1923. 


Cases 

Pending  _ 

December  31,  1923  . 

Disposed  of  1st  and  2d  Quarters 

Pending  July  .1,  1924  _ 

Disposed  of  Third  Quarter  . . . 

Pending  October  1,  1924  . 

*Placed  on  1924  Reserve  Calendar. 

C°dCr  A— APPea,s  Administrative  Orders.  BZ— Applications  under  R„:u'  , 

Labor  Law.  SA-P.t„,o„,  tor  Appro,,!  ot  Appliance,.  SK-Pe.iu  S-P«i.k,„,  f„r  Variation, 


A 

BZ 

s 

SA 

SR 

Reserve 

208 

167 

92 

or 

Calendar 

194 

161 

80 

*26 

5 

129 

-  - 

5 

*129 

14 

6 

12 

0 

0 

0 

7 

4 

0 

0 

0 

0 

7 

2 

12 

0 

0 

n 

Total 

Both  Boards 
627 

595 

32 

11 

21 


CASES  DISPOSED  OF  BY  BOARD  OF  APPEALS 


First 

Appeals  from  Administrative  Orders  Quarter 

Applications  under  Building  Zone  Resolution"!.'! . 

Miscellaneous  Applications  . 

.  49 


Second 

Quarter 

212 

154 

78 


Third 

Quarter 

144 

96 

80 


Grand 

Total 

542 

385 

207 


Total  disposed  of .  „  - -  - 

_ Foard  of  Appeals  cases  pending  October  1,  1924 .  ~  1134 


Petitions  for  Approval  of  Appliances  and  ’Materials" ." " 

retitions  for  Adoption  of  Rules  . 

Miscellaneous  Applications  . 


Total  disposed  of 

Board  of  Standards  and  Appeals  cases  pending  October  1,  1924  .  ‘  °  361 


First 

Second 

Third 

Quarter 

Quarter 

*  Quarter 

94 

112 

54 

0 

22 

12 

7 

1 

1 

19 

31 

8 

— - 

- 

120 

166 

75 

Grand 

Total 

260 

34 

9 

58 


Appeals  from  Administrative  Orders  . 

Applications  under  Building  Zone  Resolution 

Petitions  for  Variation  of  Labor  Law  . 

Petitions  for  Approval  of  Appliances  . 

Petitions  for  Adoption  of  Rules  . 


273 

191 

85 

104 

0 


Total 


Subscriptions  to  Bulletin  . 

Cash  Sales  of  Bulletin  . 

Total  (Paid  to  Chamberlain) 


WILLIAM  J.  O'GORMAN,  Secretary. 


. . . .  . . . .  653 

MONEYS  RECEIVED. 


First 

Second 

Third 

Grand 

Quarter 

Quarter 

Quarter 

Total 

$322,50 

$328.75 

$176.25 

$827.50 

26.72 

15.35 

12.85 

54.92 

$349.22 

$344.10 

$189.10 

$882.42 

Respectfully  submitted, 

WILLTAM  E.  WALSH,  Chairman. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 


Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A— 8802-8808  Jamaica  avenue,  Queens. 

168-21-A— 831  Eighth  avenue,  303-307  West  50th  street, 
Manhattan. 

184-21-A — 237  East  Fordham  road,  The  Bronx. 

270- 21-A — Southeast  corner  Myrtle  avenue  and  Decatur 

street,  Queens. 

271- 21-A — 6815-6817  Fifth  avenue,  northeast  corner  Bay 

Ridge  avenue,  Brooklyn. 

273-21-A — 723  Manhattan  avenue,  Brooklyn. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

.355-21 -A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67_22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A— Old  Pier  3,  North  River,  Manhattan. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19-A— Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19- A— Pier  78,  North  River,  Manhattan. 

886- 19-A— Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 


937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A—  Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 

31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street. 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin. 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20- A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street 

Brooklyn.  J 

272- 20-A — Pier  17,  East  Rixer,  foot  of  Joralemon  street 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  Eas 
River,  Brooklyn. 

352- 20- A — ‘Pier  3,  Wallabout  basin,  foot  of  Washingtoi 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washingtoi 

and  F  streets,  Brooklyn. 

383-20-A— Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  street? 

Brooklyn. 

421- 20- A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn.  , 

422- 20- A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook 

lyn. 

907-21  -A — East  side  South  street,  foot  of  Dover  stree 
Manhattan. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  stree 
foot  of  Dover  street,  Manhattan. 

1302-21- A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brool 

*  lyn.  . 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brool 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brool 

lyn. 
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RESERVE  CALENDAR 

BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 


13-21  S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

\  1372-21-S— Ford  Fire  Line  Reducing  Valve,  approval  of. 

33<-22-S  FJkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S  Quinn  Acme  Crude  Oil  Burner,  approval  of. 
392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 

957-22-S  Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S— Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S  Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 

approval  of. 

1274-22-S— Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S— Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — ’Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — .Marsh  Fuel  Oil  Burner  and  Pump,  approval 

of. 


1146-23-SA— Pennsylvania  Globe  Oil  Burner,  approval  of. 
1169-23-SA— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA  Gill  Oil  Burner,  approval  of. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA  Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA— Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA  'Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burne*,  approval  of. 

141 5- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA  Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA  Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA  Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA— Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-S A — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA— Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  will  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  . 

I 

Cases  filed  up  to  and  including  October  2,  1924 
Restored  to  calendar  . 


627 

1189 

71 


Miscellaneous  Applications. 

Requests  to  reopen  . 

Requests  to  amend . 

Requests  for  modification  . 

Requests  to  rescind  . * . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 


159 

6 

38 

3 

18 

31 

2 

3 
1 

4 


Total  .. 
Disposed,  of 


2152 

1495 


Cases  pending  October  2,  1924 


657 


DISPOSITION  OF  CASES 


Withdrawn  .  125 

Dismissed  .  94 

Denied  .  213 

Granted  .  13 

Granted  on  condition  .  742 

Appliances  approved  . • .  20 


Appliances  dismissed,  disapproved  or  withdrawn  ....  14 


Rules  approved  .  8 

Rules  disapproved  or  rescinded  . . .  1 


Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied . 

Requests  to  amend  granted . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied . 

Requests  for  extension  of  time  granted  .... 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  .... . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . . . 

Requests  withdrawn  or  dismissed  . 

Total  . 


143 

9 

6 

0 

36 

2 

3 
C 
11 

1 

2£ 

2 

2 

C 

i 

( 

t, 

1 

4 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th< 
offices  of  the  board  and  of  the  further  publication  of  th< 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th< 
date  for  the  hearing  in  his  case,  and  that  the  plea  o: 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t( 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  o 
all  cases  promptly,  for  the  reason  that  the  pendency  of  _ai 
appeal  or  petition  ties  th'e  hands  of  the  administrate 
official  in  enforcing  his  order;  therefore,  no  appeal  o 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur. 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b: 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t. 

Name  . 


Street  . . 

P.  O. 


My  subscription  to  begin  with  the  issue  for 


1924. 
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dates  and  hours  of.  meeting. 

Board  of  Appeals,  Tuesdays,  at^lO ’a.  ^i. 

Special  meetings  in i  this  Calendar. 

Call  of  Clerk’s  cSKn5l??4'ie^^,l.ytOfeS  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

AH  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 
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of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
'en — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
October  3,  1924. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
7,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and 
Appeals,  OctODer  7,  1924. 

Correction. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 


BuTldW*?^  C*len?ar.  consists  of  applications  under  the 
Budding  Zone  Resolution,  and  its  object  is  to  give  inter- 

anddwirilPbr  Tf*  °P£ortun,’ty  t0  fiIe  objections,  if  any, 
14  X  "td  ,m  ?°°m.919’  on  Tuesday.  October 

hiC-Vfc&S^d*  lh,S  Ca"  each  caseis  “* 

r™!Lne: n  f^ncnt  Call  of  the  Calendar  will  be  on 
Tuesday,  October  21,  1924,  at  2  o’clock. 

Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 

ficial  fr°m  thC  datC  °f  tfie  aCt,0n  °f  t,le  Adm,‘n'strative  Of- 


Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion^  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  be  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  he 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  _  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman, 


1267 


CALENDAR 


docket. 

New  Cases  Filed  Week  Ending  October  9,  1924 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  14,  1924,  at  2  p.  m. 
Building  Zone  Cases. 


Cal.  No.  Department 

1206-24-S . F.D.  .. 


1205-24-A . F.D.  .. 


1204-24-BZ . B.B.B. 


1203-24-S . F.D.  . 


1202-24- A . F.D. 


1201-24-S . F.D. 


1200-24-SA . F.D. 


1199-24-A . F.D. 


1198-24-BZ . B.B.B. 


1197-24-SA . F.D. 


1196-24- A . F.D. 


1195-24-BZ . B.B.B. 


1194-24-S . F.D. 


1193-24- A . F.D. 


Premises  Affected 
.  59  Bank  st.,  Man. 

L.  D.  64081. 

.  949-959  Willoughby  ave.,  Bklyn. 

F-57563. 

.  1716-1728  Fulton  st.,  Bklyn. 

Applic.  17405-1924. 

380-382  Fulton  st.,  Bklyn. 

L.  D.  64592. 

1822-1828  Lexington  ave.,  Man. 

L.  C.  25480. 

45-47  W.  57th  st.,  Man. 

L.  F.  64827. 

. .  Berkins  Oil  Burner. 

Appliance. 

.  316-318  W.  46th  st.,  Man. 

L.  C.  25593. 

..187-191  Joralemon  st.,  Bklyn. 

Applic.  14221-1924. 

. .  Yankee  Oil  Burner. 

Appliance. 

..  407-413  W.  28th  st.,  Man. 

L.  C.  25535. 

. ..  474-482  Sterling  pi.,  Bklyn. 

Applic.  18993. 

. .  40  W.  56th  st.,  Man. 

L.  D.  63815. 

. .  398-400  Concord  ave.,  Bx, 


1230-23-BZ. 

APPLICANT— James  Ruburg,  for  Marie  Ruburg,  owner. 
PREMISES — 1-3  160th  street,  Flushing,  Queens  _ 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  selling  station. 


8 1 1-24-BZ 

APPLICANT— John  J.  Dunnigan,  for  Hattie  W.  Ayer, 
owner. 

PREMISES— 495-499  East  171st  street,  The  Bronx.  . 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles.  I 


912-24-BZ.  ,  .  T  r~\  i  a 

APPLICANT— John  De  Hart,  for  John  J.  Dooley  and 

Estate  of  Victoria  Landt,  owners. 

PREMISES— 1501-1509  Jerome  avenue,  The  Bronx.  _ 
TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


942-24-BZ.  j 

APPLICANT — A.  I.  Nova,  for  John  C.  Cochran,  owner 
PREMISES — 425-427  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  s 
residence  district  the  erection  and  maintenance  oj 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


972-24-BZ. 

APPLICANT— Euell  and  Euell,  for  Edward  R.  Finch  ant 
Edward  L.  Finch,  trustees  for  A.  R.  Finch,  owner 
PREMISES — 1273  Cromwell  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 


1192-24-SA . F.D . Kemp  Oil  Burner. 

_ _  Appliance. 

1191-24-SA . F.D . Socony  Arrow  Oil  Burner. 

_  Appliance. 

1100-24-BZ . B.B.B.  ...352  Shepherd  ave.,  Bklyn. 

_ _  Applic.  18034-1924. 

Restored  to  Calendar. 

1372-23-BZ . B.B.B.  ...300-310  Winthrop  st.,  Bklyn. 

_ _ _  N.  B.  21306-1923. 

l*>42-23-BZ . B.B.B.  ...242-270  E.  98th  st.,  Bklyn. 

_ _  N.  B.  18752-1923. 

1157-23-BZ . F.D . 210  Parkville  ave.,  Bklyn. 

'  L.  C.  78564. 

1492-23-S . F.D .  570-572  Grand  st.,  Man. 

L.  D.  52185. 


CODE. 


p  j) . Fire  Department 

pp . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


1054-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Joseph  A.  Lewi: 
owner. 

PREMISES— 2201-17  59th  street,  Brooklyn. . 

TO  PERMIT  in  a  residence  district  extending  from  a 
unrestricted  district  the  erection  and  maintenanc 
of  a  garage  for  the  storage  of  more  than  fh 
(5)  motor  vehicles. 

1060-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  David  M.  Neuscl 
tat,  owner. 

PREMISES — 2001-11  Cropsev  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mail 
tenance  of  a  garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles. 

T*  ' 

569-23-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Dorothy  Ba; 
owner. 

PREMISES — 806-16  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly 
a  residence  district  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  more  than  fi 
(5)  motor  vehicles. 

1099-24-BZ. 

APPLICANT— F.  H.  Dewey  &  Co.,  Inc.,  for  New  Yo 
Academy  of  Medicine,  owner. 

PREMISES — 508-18  Park  avenue  and  38-48  East  60 
street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a  bin 
ness  district  the  erection  and  maintenance  of  a  bui  ■ 
ing  to  be  used  on  first  story  for  business  purpos 
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BOARD  OF  APPEALS. 

Tuesday,  October  14,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

824-24-A — 16  West  57th  street,  Manhattan. 

970-24- A— 654-662  West  57th  street,  Manhattan. 

978-24-A — 99-101  Fifth  avenue,  Manhattan. 

897-24-A— 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

38-24-A— Northeast  corner  of  101st  avenue  and  86tb 
street,  Woodhaven,  Queens. 

171-24-A — 420  Oakland  street  and  1-5  Paidge  avenue, 
Queens. 

177-24-A— 1208  Richmond  avenue,  Graniteville,  S.  I.,  Rich¬ 
mond. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

866-24-A — 65  Varick  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  14,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters. 

:al.  no.  426-24-BZ— Application,  March  24,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of  Z. 
D.  Berry  and  Fred  W.  Gordon,  owners, 
to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  1030-1044  Ful¬ 
ton  street,  Brooklyn. 

:al.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

al.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

AI-  no.  776-24-BZ — Application,  June  6,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Joseph 
Richman,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  807- 
817  Caton  avenue,  northwest  corner  of 
8th  street,  Brooklyn. 

al.  no.  859-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  James 


Kearney,  applicant,  on  behalf  of  Wm. 
Krauss  Garage  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  127  West  99th  street, 
Manhattan. 

CAL.  NO.  874-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Thomas  P.  Graham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  770-784  Lefferts  ave¬ 
nue,  Brooklyn. 

cal.  no.  92-17-BZ— Application,  September  16,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  54th 
Street  Holding  Corp.,  owner,  reopening 
of  an  application  previously  granted  by 
the  board  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  conversion  of  a 
stable  accommodating  more  than  five 
(5)  horses  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  103-105  West  53rd  street  and 
104-106  West  54th  street,  Manhattan. 

cal.  no.  896-24-BZ— Application,  July  7,  1924,  under  the 
building  zone  resolution,  of  W.  L. 
Rouse  and  L.  A.  Goldstone.  architects, 
on  behalf  of  Murray  Hill  Offices  Corp.| 
owner,  to  permit  in  a  business  two- 
times  height  district  the  erection  of  a 
street  wall  to  exceed  the  height  limit 
required  by  the  building  zone  resolution; 
premises  25-29  East  40th  street  and  279- 
293  Madison  avenue,  Manhattan. 

cal.  no.  728-24-BZ— Application,  May  23,  1924.  under  the 
building  zone  resolution,  of  Frank  A. 
Spencer.  Jr.,  applicant,  on  behalf  of 
Helen. B.  Peckett,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  2074-2088  Fulton  street, 
Brooklyn. 

cal.  no.  915-24-BZ— Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  Walter  M. 
Mason,  applicant,  on  behalf  of  The 
Wako  Co.,  Ltd.,  owner,  to  permit  in 
a  business  1  y2  times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  prescribed  height 
limit  required  by  the  zone  resolution ; 
premises  18  East  53rd  street,  Manhat- 

_  _  tan. 

CAL.  NO.  810-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Murray 
Klein,  architect,  on  behalf  of  Rose  Cum¬ 
mins,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required 
by  the  zone  resolution;  premises  1169- 
,  ^178,, Gates  ^avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  14,  1924,  at  2  />.  m. 

Appeals  from  Administrative  Orders. 

147-21-A— 1301-1311  Avenue  J,  Brooklyn. 

734-24-A— 65-67  West  Houston  street,  Manhattan. 

895-24-A — 197-201  Grand  street,  Manhattan. 

903-24-A _ 115-119  Fourth  avenue,  Manhattan. 

925-24-A — 57  East  9th  street,  Manhattan. 

928- 24-A— 626-630  West  44th  street  and  611-641  West  43r 

street,  Manhattan. 

948-24- A— 315  West  34th  street,  Manhattan. 

959-24-A — 34  Tieman  place,  Manhattan. 

929- 24- A — 612  Fifth  avenue,  Manhattan. 

769-94- A — 90-92  Beekman  street,  Manhattan. 

834-24-A— 520-528  Broome  street  and  55  Thompson  street, 

Manhattan. 

857-24-A _ S.  W.  corner  Firth  avenue  and  Grand  street, 

Maspeth,  .Queens. 

863-24-A— 712  Broadway,  Manhattan. 

900- 24-A— 1338-48  62nd  street,  Brooklyn. 

901- 24-A — 135  Broadway,  Manhattan. 

902-  24- A— 234-256  Lott  avenue,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NFOTTCF  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of^publFc  hearing  under  the  P^vhions  of  the  bu.ld.ng 
zone  resolution,  Tuesday  a/^r^.n  Or^rr  14  192j^ 
o’clock,  in  Room  919,  Municipal  Building,  on  the  toll  g 

matters : 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  21,  1924,  at  2  p -  m. 


Building  Zone  Cases. 

162-24-BZ 

APPLICANT— Babetta  Schulze,  owner. 

PREMISES  AFFECTED-Southwest  corner  of  Sixteen^ 
avenue  and  27th  street,  Beechhurst,  L.  L,  yueens 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  two  (2)  pleasure  mo 
tor  vehicles,  one  space  rented  to  persons  not  restd 
ing  on  the  premises. 


APPLICANT — Boris  W.  Dorfman,  for  James  H.  Sheridaij 

P'RFMTSES _ 17-23  College  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  garage  for  the  storage  of  more  tha 
five  (5)  motor  vehicles. 


APPLICANT — Emil  Guterman,  for  Rosa  Eifinger  owne 

PREMISES _ 1913  Ralph  street,  Ridgewood,  Queen  . 

TO  PERMIT  in  a  residence  district  the  maintenance  , 
a  garage  for  the  storage  of  three  (3)  pleasu 
mofor  vehicles,  two  spaces  rented  to  persons  n 
residing  on  the  premises. 


cal  no  849-24-BZ— Application,  June  25  1924  under  the 
cal.  NO.  building  zon<.  resolu„on  of  John  De 

Hart,  applicant,  on  behalf  of  Secured 
Properties  Corp.  and  Howard  A.  Ray¬ 
mond,  owners,  to  permit  in  a  business 
district  the  erection  and  maintenance  ot 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles:  premises  348- 
358  East  184th  street,  The  Bronx. 


APPLICANT-Euell  &  Euell,  for  Bernardo  Affinil 

PREMISES— 1297-1301  Cromwell  avenue,  The  Bronx. 
TO  PERMIT  in  a  business  district  the  change  of  occ 
nancy  from  business  to  a  garage  for  the  stora 
of  more  than  five  (5)  motor  vehicles. 


APPLIBCANT-Edward  P.  Doyle,  for  James  A.  Flanag 
and  Frieda  H.  Heaney,  owners 
PPFMISES — 1714-24  Eleventh  avenue,  Brooklyn. 

TO  PFRMIT  partly  in  a  residence  district  and  partly  l 
T0  PE  teFesfdSrict  the  erection  and  maintenpnce  cl 
garage  for  the  storage  of  more  than  five  (5)  n 
tor  vehicles. 


cal.  no.  919-24-BZ— Application,  July  11,  1924  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 


APPLICANT— Benjamin  Schwartzman,  for  Polk  Constr 
tion  Company,  Inc.,  owner. 

PPFMTSES — 88  Jackson  avenue,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  party 
T0  PE  bushes?  district  the  erection  and  ^mte^nce  0 
garage  for  the  storage  of  more  than  five  (5) 
tor  vehicles. 


cal.  no.  830-24-BZ — Application,  June  20,  ISM  under  the 

building  zone  resolution  of  Edward  r. 

Doyle,  applicant,  on  behalf  of  Harry 
Berliner,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  79-87  Aberdeen  street,  Brook¬ 
lyn. 

cal  no  287-24-BZ— Application,  February  25,  1924,  under 

cal.  no.  the*  fiuiiding  zone  resolution,  of  Theo¬ 

dore  Ehrsam,  applicant,  on  behalf  ot 
Bayie  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  524  Jackson  avenue, 
The  Bronx. 


APPLICANT-Louis  A.  Sheinart,  for  Bessie  Gerstenfi 

PREMISES?— 1123  Kelly  street  and  1124  Intervale  ; 

mip  The  Bronx.  a  j 

TO  PERMIT  in  -a  business  district  the  erection  an 
T0  PE  tenance  of  a  garage  for  the  storage  of  more  1 
five  (5)  motor  vehicles. 


1063-24-BZ. 

^lMIs4s“lk  CHmsted °place,  Glendale,  Quee. 

pleasure  motor  vehicles,  two  spaces  rented  to 
sons  not  residing  on  the  premises. 


William  E.  Walsh.  Chairman. 


APPLICANT-Louis  A.  Sheinart,  for  Irene  N.  Co! 
owner. 


1270 


. 


CALENDAR 


PREMISES— Northwest  corner  of  East  189th  street  and 
Washington  avenue,  The  Bronx. 

TO  PERMI1  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1116-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Robert  C.  Schock, 
owner. 

PREMISES — 2906-2908  Broadwray,  Manhattan. 

TO  PERMIT  in  a  .business  district  the  alteration  and  en¬ 
largement  of  a  garage  for  the  storage  of ’more 
than  five  (5)  motor  vehicles, 

1130-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  G.  &  G.  Develop¬ 
ment  Corp.,  owner. 

PREMISES — South  side  Grand  avenue,  50  ft.  west  of 

t  Alburtus  avenue,  Corona,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  business  building. 

1157-23-BZ. 

APPLICANT— Meyer  Greenberg,  for  Alfred  J.  Howarth, 
owner. 

PREMISES — 210  Parkville  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (manufacturing  extracts)  contrary  to 
section  3,  article  2  of  the  zone  resolution. 

1242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  Harding, 
owner. 

PREMISES— 242-270  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1372-23-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Alexander  Fox, 
owner. 

PREMISES — 300-310  Winthrop  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  21,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24-A — 6-8  East  1st  street,  Manhattan. 

960- 24- A — 514  East  23rd  street,  Manhattan. 

961- 24-A — 536-538  Broome  street,  Manhattan. 

991-24-A — 28  East  20th  street,  Manhattan. 

002-24-A — 401-417  Seventh  avenue,  Manhattan. 

018-24-A — 116  Hudson  street,  Manhattan. 

026-24-A — 505  West  21st  street,  Manhattan. 

788-24-A — 526-528  Fulton  street,  Brooklyn. 

956-24-A — 50  East  41st  street,  Manhattan. 

Under  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
a  public  hearing  under  the  provisions  of  the  building 
one  resolution,  Tuesday  morning,  October  21,  1924,  at 
0  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matters: 

AL.  NO.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 


monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ— Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6-8  East  1st  street, 
Manhattan. 

CAL.  NO.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,  owner,  tu  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  979-24-BZ— Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Ulysses 
G.  Church,  owmer,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  three-story  dwellings  to  be 
used  for  store  purposes  on  first  story; 
premises  6914-6932  Fourth  avenue, 
northwest  corner  of  Ovington  avenue. 
Brooklyn. 

cal.  no  922-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

cal.  no.  787-24-BZ — Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes ;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  740-24-BZ — Application,  May  28,  1924,  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages, 
all  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  541-551 
Warwick  street,  Brooklyn. 

cala.  no.  612-24-BZ — Application,  September  16,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  Shary,  architect,  on  behalf  of  Mar¬ 
tin  C.  Dyer,  owner,  previously  dis¬ 
missed,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  469  East 
187th  street,  The  Bronx. 
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cal.  no.  825-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Phillipine 
Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  October  21,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

913-21-S — 29  West  17th  street,  Manhattan. 

944- 24-S— 507-509  East  75th  street,  Manhattan. 

982-24-S— 614-618  West  131st  street,  Manhattan. 

921-24-S — 350  West  31st  street,  Manhattan. 

945- 24-S — 736  Broadway,  Manhattan. 

950-24-S— 167  West  22nd  street,  Manhattan. 

962- 24-S— 5-7  East  37th  street,  Manhattan. 

963- 24-S— 5-7  East  37th  street,  Manhattan. 

964- 24-S— 5-7  East  37th  street,  Manhattan. 

985-24-S — 114-116  Fifth  avenue  and  2-6  West  17th  street, 
Manhattan. 

1025-24-S — 42  West  99th  street,  Manhattan. 

1027-24-S — 505  West  21st  street,  Manhattan. 

865-24-S — 20-22  Laight  street,  Manhattan. 

879-24-S— 415-421  Fifth  avenue,  Manhattan. 

1011- 24-S — 49-53  West  38th  street,  Manhattan. 

1012- 24-S— 253-259  West  35th  street,  Manhattan. 
1033-24-S— 64-70  West  36th  street,  Manhattan. 
1492-23-S— 570-572  Grand  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  October  28,  1924,  of  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A— 508-534  West  212th  street,  Manhattan. 

1023- 24- A— -260-268  Gold  street,  Brooklyn. 

1024- 24- A — '260-2B«  Gold  street,  Brooklyn. 

1044-24- A — 309-313  Greenwich  street,  Manhattan. 

1049- 24-A — Northwest  corner  of  Newtown  Creek  and  East 

avenue,  Long  Island  City,  Queens. 

1050- 24-A — 1708-16  Atlantic  avenue,  Brooklyn  (Bldg. 

No.  3). 

1053-24-A— 399-401  Concord  avenue,  The  Bronx. 

1076-24-A— 2490-2496  Atlantic  avenue,  Brooklyn. 

1080-24-A — 5  Platt  street,  Manhattan. 

1082-24-A — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

1093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  28,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 

1272 


business  district  the  erection  and  main- 
*  tenance  of  a  garage  for  the  storage  of 

more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  908-24-BZ — Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  AIcAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  oi 
more  than  five  (5)  motor  vehicles: 
premises  east  side  Jerome  avenue,  IOC 
ft.  north  of  Clifford  place,  The  Bronx 

cal.  no.  748-24-BZ— Application,  May  29,  1924,  under  th< 
building  zone  resolution,  of  W  illiam  J 
McKeown,  applicant,  on  behalf  o 
Estate  of  Rudolph  Prellwitz  and  Wil 
liam  Prellwitz,  owners,  to  permit  parti; : 
in  a  residence  district  and  partly  in  ; 
business  district  the  erection  and  maiir 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  northwest  corner  of  Webste 
avenue  and  Mosholu  parkway,  nortf 
The  Bronx. 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  unde. 

the  building  zone  resolution,  of  Joh 
J.  Dunnigan,  applicant,  on  behalf  o 
Max  Katz,  owner,  to  permit  in  a  busi 
ness  district  the  erection  and  mair 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  809  Union  avenue,  TI 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  th 
building  zone  resolution,  of  Szerlip  ar 
Szerlip,  applicants,  on  behalf  of  Ott 
Heepe,  owner,  previously  denied,  to  pe 
mit  in  a  residence  district  the  mail 
tenance  of  a  garage,  space  in  which 
rented  to  persons  not  residing  on  tl 
premises ;  premises  325-327  16th  stree 
Brooklyn. 

cal.  no.  835-24-BZ — Application,  June  21,  1924,  under  tl 
building  zone  resolution,  of  Edward  . 
Doyle,  applicant,  on  behalf  of  Willia 
Glichman,  owner,  to  permit  in  a  res 
dence  district  the  erection  and  mai: 
tenance  of  a  garage  for  the  storaj 
of  more  than  five  (5)  motor  vehicle 
premises  1655-1663  St.  Marks  avenr 
Brooklyn. 

cal.  no.  1117-24-BZ— Application,  September  11,  1924,  und 
the  building  zone  resolution,  of  Willis 
F.  Doyle,  applicant,  on  behalf  of  E. 
Adams,  owner,  to  permit  in  a  busine 
district  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles;  premises  96 
995  Nostrand  avenue,  Brooklyn. 

cal.  no.  812-24-BZ— Application,  June  17,  1924,  under  t: 

building  zone  resolution,  of  John  • 
Dunnigan,  applicant,  on  behalf  of  Sac 
Corn,  owner,  to  permit  in  a  re 
dence  district  the  alteration  and  exto 
sion  of  a  business  building  which  u; 
erected  under  a  previous  resolution 
the  board;  premises  101-107  West  180 
street  and  2451-2457  University  aven  . 
The  Bronx, 
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cal.  no.  1017-24-BZ — Application,  August  8,  1924,  under  the 
building  zone  resolution,  of  Margaret 
P.  Anderson,  applicant  and  owner,  to 
permit  in  an  unrestricted  district  witlr- 
f  *  in  200  feet  of  an  exit  from  a  school 

the  change  of  occupancy  from  a  stable 
accommodating  more  than  five  horses  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  794- 
796  Union  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  28,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

54-24-A — 250  West  street  and  24  Hubert  street,  Manhattan. 
203-24-A — 23  Clinton  place,  Brooklyn. 

449-24-A — 600  Kent  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Wednesday,  November  5,  1924,  at  10  a.  in. 

Appeals  from  Administrative  Orders. 

882-24-A — 34  35th  street,  Brooklyn. 

957-24-A — 766  East  133rd  street,  The  Bronx. 

971-24- A — 219  East  42nd  street,  Manhattan. 

980- 24-A — 320-322  East  95th  street,  Manhattan. 

975-24-A — 312-316  East  95th  street,  Manhattan. 

981- 24-A — 77-81  Wooster  street  and  391-93  West  Broad¬ 

way,  Manhattan. 

986-24-A — 463-467  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

988-24-A — 100-110  8th  street,  Brooklyn. 

995-24-A — 61  Beekman  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  November  5,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  949-24-BZ — Application,  July  19,  1924,  under  the 
building  zone  resolution,  of  Edward  J. 
Ledogar,  applicant,  on  behalf  of  Paul 
Double,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 
business  building  into  a  residence  dis¬ 
trict;  premises  146-09  Jamaica  avenue. 
Jamaica,  Queens. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
owner,  Allan  D.  Emil,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  233-24-BZ — Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Oscar 
Goldschlag,  architect,  on  behalf  of 
Broad  Holding  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 


age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Roosevelt  avenue  and  Lee  avenue, 
Queens. 

cal.  no.  688-24-BZ — Application,  May  19,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Julius 
Hoehne  and  Samuel  Kaplan,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  155-161  Marion 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  November  5,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

941-24-S — 716-720  Broadway,  Brooklyn. 

1034- 24-S — 252-254  West  38th  street,  Manhattan. 

1035- 24-S — 9-11  East  38th  street  and  16  East  39th  street, 

Manhattan. 

1036- 24-S — 46-50  West  29th  street,  Manhattan. 

1051-24-S — 54-60  Schenectady  avenue  and  1720-34  Atlantic 
avenue,  Brooklyn. 

1071-24-S — 102  East  112th  street,  Manhattan. 

1075-24-S — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

987-24-S — 463-67  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

999-24-S — 134-136  Lawrence  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

872-24-SA — Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 
1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  November  11,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1000-24-A — 78-80  Walker  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1103- 24-A — 24  West  Cherry  avenue,  Flushing,  L.  I.,  Queens. 

1104- 24-A — 159-11  Shore  Acres  boulevard,  Whitestone, 

Queens. 

1110-24-A — 208  East  63rd  street,  Manhattan. 

1118-24-A — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  11,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  p.  m. 


CAL.  no.  934-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


Petitions  for  Variations. 

1097-24-S — 13  West  30th  street,  Manhattan. 

1109-24-S— 77-79  Beekman  street,  Manhattan. 

11 14-24- S — 353-355  Fulton  street,  Brooklyn. 

1119-24-S — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan. 


MINUTES 

BOARD  OF  APPEALS. 


SPECIAL  MEETING. 

FRIDAY  MORNING,  OCTOBER  3,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun- 
.  nison,  Connell,  Holland  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
478-24-A. 

APPELLANT— The  Silver  Slipper  Corporation,  sub-lessee; 

Chelsea  Exchange  Bank,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

S.  W.  Stern,  for  owner. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1924,  at 
10  a.  m. 


854-24- A. 

APPELLANT— Albert  Hartman,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 6-8  East  1st  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1924,  at 
10  a.  m.,  subject  to  hearing  of  Cal.  853-24-BZ. 


APPELLANT— Eugene  de  Rosa,  for  Jupiter  Real  Estate 
Corp.,  owner.  .  . 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED— 51-9  Burnside  avenue,  The 
Bronx. 

APPE  ARAN  CES— None. 

ACTION  OF  BOARD— Appeal  withdrawn  on  written  ap¬ 
plication  of  appellant. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Holland  .  5 

Negative  . . . . .  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  2 


791-24- A. 

APPELLANT — J.  Auer,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 187  Seminole  avenue,  Forest 
Hills,  Long  Island,  Queens. 

APPEARANCES— 

For  Appellant:  J.  Auer. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — 'Appeal  granted  on  condition. 


CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Holland  .  5 

Negative  . • . ; .  ** 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION  : 


(791-24-A) 

Whereas,  J.  Auer,  lessee,  filed,  June  13,  1924,  an  appeal, , 
with  the  board  of  appeals,  from  an  order  of  the  fire  com-  | 
missioner,  affecting  premises  187  Seminole  avenue,  1  orest 
Hills,  Borough  of  Queens;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  89148- 
LC,  dated  May  23,  1924,  reads: 

“No  fuel  oil  system  shall  be  operated  or  oil  placed, 
in  the  system  until  after  a  permit  has  been  issued  by 
the  Fire  Commissioner. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 

and  .  .... 

Whereas,  the  building  is  frame,  two  stories  in  height, 
30  ft.  by  47  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed, 
consisting  of  a  Powerlight  Oil  Heat  Burner,  a  500-gallon 
tank  buried  outside  the  building  and  a  60-gallon  auxiliary 

tank;  and  ..... 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  that  the  burner 
is  not  an  approved  burner.  i 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  for  a  period  of  ninety  (90)  days,  at  owners  risk, 
pending  the  determination  of  the  board  of  standards  and 
appeals  on  the  petition  for  approval  of  burner,  on  con¬ 
dition  that  the  installation  complies  with  the  fuel  oil  rules 
in  all  other  respects. 


308-24- A. 

APPELLANT— William  C.  Sommerfeld,  for  S.  &  H.  Real¬ 
ties,  Inc.,  owner. 

SUBJECT— Application  for  reopening— appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 527-531  West  34th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  William  C.  Sommerfeld. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Holland  .  5 

Negative  .  0 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(308-24-A) 

Whereas,  Wm.  C.  Sommerfeld,  for  S.  &  H.  Realties,  Inc., 
owner,  filed.  February  27,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  527-31  West  34th  street,  Borough  of  Manhattan; 

and 

Whereas,  the  order  of  the  fire  commissioner,  No.  22910- 
LC,  dated  February  7,  1924,  reads : 

“With  reference  to  your  application,  dated  January 
24,  1924,  for  a  permit  to  maintain  a  non-storage  garage, 
at  above  location,  I  regret  to  inform  you  that  I  am  with¬ 
out  power  to  grant  such  a  permit  for  the  reason  that 
building  is  more  than  50  ft.  in  height,  and  is  not  fire¬ 
proof  as  is  required  by  Section  72  L-G  of  the  Building 
Code. 

“You  are  therefore  hereby  ordered  to: 

“1..  Discontinue  the  maintenance  of  a  garage  on  these 
premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  equipped  with  a 
sprinkler  system,  seven  stories  (68  ft.  6  in.)  in  height  on 
the  34th  street  front  and  six  stories  (69  ft.  6  in.)  in  height 
on  the  35th  street  front;  75  ft.  by  197  ft.  6  in.  in  area.  OC¬ 
CUPIED:  1st  fl.,  34th  street,  offices  and  show  rooms,  20 
persons;  1st  fl.,  35th  street,  shipping  department  (storage 
three  auto  trucks),  10  persons;  upper  fl.,  34th  street,  show 
rooms;  upper  fl.,  35th  street,  storage;  top  fl.,  34th  street, 
cabinet  makers  and  finishers,  5  persons;  top  fl.,  35th  street, 
cabinet  makers  and  finishers,  7  persons ;  and 

Whereas,  appellant  contends  alteration  plans  for  this 
building,  providing  for  storage  of  three  auto  trucks,  were 
approved  by  the  bureau  of  buildings  on  August  29,  1925  ; 
that  the  trucks  are  stored  only  at  night  and  there  is  a 
watchman  on  the  premises ;  and 

Whereas,  this  case  was  denied  by  the  board  at  the  meet¬ 
ing  held  on  May  13,  1924,  and  reopened  by  the  vote  of  the 
board  on  July  8,  1924;  and  appellant  now  files  a  letter  from 
the  bureau  of  buildings,  which  states  a  certificate  of  oc¬ 
cupancy  was  issued  for  these  premises  for  a  storage  for 
three  cars  on  the  1st  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  garage  use  be  restricted  to 
1st  story,  or  that  portion  of  35th  street  front  only  as  indi¬ 
cated  on  plans  filed  in  this  appeal,  limiting  the  garage  stor¬ 
age  to  three  (3)  automobiles,  the  property  of  the  owner 
of  the  premises,  used  in  the  conduct  of  his  business;  that 
there  shall  be  no  gasoline  storage  system  installed  or  oper¬ 
ated  on  premises ;  that  the  garage  portion  or  area  of  struc¬ 
ture  on  1st  story  shall  be  fireproof ;  that  there  shall  be  no 
cellar  or  other  use  under  the  garage  area  of  structure ;  that 
any  openings  to  any  portion  of  building  from  garage  shall 
be  protected  with  approved  fireproof  self-closing  doors ; 
and  that  the  entire  structure  shall  be  sprinklered  and 
equipped  with  approved  standpipe  equipment.  All  permits 
required  by  law  shall  be  obtained  within  ninety  days. 


781-24-A. 

APPELLANT — Long  Island  Railroad  Company,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 714-716  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Edw,  B.  Awburm  and  John  H. 
Dillon. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 


Gunnison,  Connell  and  Holland  .  5 

Negative  .  o 


Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(781-24-A) 

Whereas,  Long  Island  Railroad  Company,  owner,  filed, 
June  9,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  714-716 
Atlantic  avenue,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2)4  inch  regulation  Fire 
Department  outlets  on  each  story  (including  basements, 
cellars  and  roofs),  placed  within  main  stairway  enclo¬ 
sure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  %y2  inch  standard  hose  attached  thereto.”; 

and 

Whereas,  the  building  is  fireproof,  three  stories  in  height, 
164  ft.  by  an  average  of  71  ft.  (11,500  sq.  ft.)  in  area. 
OCCUPIED:  1st  story,  office  and  garage,  12  persons;  2nd 
story,  storage  and  paint  shop,  6  persons;  3rd  story,  repair 
shop,  10  persons ;  and 

Whereas,  appellant  contends  the  building  will  bg  razed 
in  three  years  and  proposes  to  install  4  in.  risers  in  lieu  of 
the  2  in  risers  now  existing;  to  provide  a  “Chemical  Fire 
Fighting  Apparatus”  on  each  floor,  and  requests  to  be  re¬ 
lieved  of  erecting  the  required  tank  on  roof  of  the  build¬ 
ing. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  be  equipped  with 
an  approved  standpipe  system  in  all  respects  other  than  the 
provision  for  the  tank,  which  is  waived,  and  a  direct  con¬ 
nection  to  the  6  in.  street  main,  fed  two  ways,  with  60 
pounds  static  pressure  accepted  in  lieu  thereof ;  and  granted 
only  so  long  as  use,  occupancy  and  operation  remain  un¬ 
changed. 


BUILDING  ZONE  CASES. 

835-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  William  Glichman, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1655-1663  St.  Marks  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  N.  W.  Welling. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 
10  a.  m. ;  to  amend  section  7-g. 


136-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition :  Max  Silverstein. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 
10  a.  m.,  for  final  disposition. 


1197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty  Co., 
owner, 
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SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 712-748  Southern  boulevard, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924,  at 
10  a.  m. 


APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None.  3 

ACTION  OF  BOARD— Application  reopened  and  set  for 
calendar  call  October  21,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison,  Holland  and  Connell .  5 

Negative  . . . .  ® 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon -  2 


675-19-BZ 

APPLICANT— Sidney  Szerlip,  for  Otto  Heepe,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— 325-327  16th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Sidney  Szerlip. 

For  Opposition:  Not  noted. 

ACTION  OF  BOARD— Laid  over  to  October  28,  1924,  at 
10  a.  m. ;  to  submit  proper  plans  and  to  check 
consents. 


22-24-BZ. 

Applicant— Third  Avenue  Holding  Co.,  Inc.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  partly  in  a  busi¬ 
ness  district  and  partly  in  a  residence  district  and 
also  in  a  “B”  area  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  the  omission  of  a 
rear  yard  as  required  by  the  zone  resolution. 

PREMISES  AFFECTED— West  side  of  Webster  avenue 
between  201st  street  and  Mosholu  parkway,  south, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  T9  REOPENr- 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Holland  . .  5 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 


877-24-BZ. 

APPLICANT— Eugene  de  Rosa,  for  Flatbush  Associates, 
Inc.,  owner. 

SUB TECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  the  extension,  from  a  busi¬ 
ness  district  into  a  residence  district,  of  a  proposed 
building  to  be  used  for  stores  and  theatre. 

PREMISES  AFFECTED— 2101-2121  Church  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition :  Several  not  noted. 

ACTION  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Connell  and  Holland  .  5 

Negative  . . . ; .  ® 

Absent :  Mr.  Gunnison  and  Fire  Chief  Kenlon  . .  2 


1372-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Alexander  Fox, 
owner.  .  . 

SUBJECT— Application  for  reopening  (re decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED— 300-310  Winthrop  street, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  for 
calendar  call  October  21,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  ....  6 

Negative  . .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


1157-23-BZ. 

APPLICANT— Meyer  Greenberg,  for  Alfred  J.  Howarth, 


SUBJECT— Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  building  for  business  purposes 

'PREMISES  AFFECTED— 210  Parkville  avenue,  Brooklyn 
For  Applicant :  Meyer  Greenberg. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  reopened  and  set  foi 
calendar  call  October  21,  1924,  at  2  p.  m. 

THE  VOTE  TO  RESTORE  TO  CALENDAR—  % 
Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison  and  Connell  .  i 

Negative:  Mr.  Holland  . . . .  J 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  i 


THE  VOTE  TO  RECONSIDER— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  . 

Negative  . . . . . 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  .. 


I 

< 


THE  VOTE  TO  RESTORE  TO  CALENDAR,  SUB 
JECT  TO  CALENDAR  CALH- 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  1 

Negative  . . . ;••••••; .  } 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  . .  < 


1242-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Samuel  Harding, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles.  ’ 

PREMISES  AFFECTED— 242-270  East  98th  street,  Brook¬ 
lyn. 


276-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Buildin 
Corp.,  owner.  .  i 

SUBJECT— Application  (re:  decision  of  superintendent  o 
buildings)  to  permit  in  a  business  district  the  erec 
tion  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1146-1158  East  New  York  avt 
nue,  Brooklyn. 
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APPEARANCES— 

For  Applicant:  Edward  P.  Doyle,  John  H.  Mc- 
Cooey,  Jr.,  Isidore  F.  Green,  Harry  Berliner. 
For  Opposition:  Albert  A.  Hovell,  John  B.  Johns¬ 
ton,  Frank  H.  Cooper,  Stanley  S.  Smith. 

AL  1  ION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative  :  Messrs.  Kennedy,  Dowd,  Gunnison 

and  Holland  .  4 

Negative:  Chairman  Walsh  and  Mr.  Connell  ..  2 

Absent :  Fire  Chief  Kenlon  .  1 


gaMe  wall  opening  on  property  in  the  same  ownership: 
that  the  front  wall  shall  be  finished  in  front  brick  with 
an.  litectural  trimmings ;  and  that  but  one  vehicular  entrance 
shall  be  installed  and  operated  on  the  front  of  the  building 
and  that  any  skylights  in  the  roof  of  this  proposed  garagg 
shall  he  glazed  with  plain  glass  protected  with  wire  guards 
above  and  below  and  shall  not  be  within  25  ft.  of  the  rear 
wall  and  20  ft.  of  the  side  walls; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  six  (6)  months 
and  the  building  completed  within  six  months  from  the  date 
of  this  action. 


399-23-BZ. 

A I  1  LI  CANT — Edward  P.  Doyle,  for  Rebecca  Liebman, 
owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 823-829  Classon  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle,  Samuel  Himmel- 
stein. 

Lor  Opposition:  None. 

AC  1  ION  OF  BOARD — Application  reopened  and  resolu¬ 
tion  modified. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Holland  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(399-24-BZ) 

Whereas,  J.  Henry  Hamann,  for  Rebecca  Liebman, 
owner,  filed,  April  5,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  823-29  Classon 
avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  June  23, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Classon  avenue  is  a  business 
district  and  Lincoln  place  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  16,  1923,  in  acting  on  N  B.  App. 
No.  4418-23,  reads: 

Proposed  one-story  garage  in  business  district  con¬ 
trary  to  article  2,  Sec.  4-a  of  Zone  Resolution”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  65  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  in  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses ;  and 

Whereas,  the  application  was  granted  by  the  board  at  its 
meeting  June  26.  1923,  on  certain  conditions  and  applicant 
requested  a  modification  of  the  time  limit  condition  imposed, 
and  on  October  3,  1924,  requested  a  further  modification  as 
to  the  windows  in  the  southerly  gable  wall. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
oe  restricted  to  a  one-story  structure ;  that  the  roof  shall  be 
of  flat  type  construction,  that  the  gable  and  rear  walls  shall 
oe  unpierced  throughout  their  entire  height  and  length, 
except  that  three  windows  are  permitted  in  the  southerly 


891-24-BZ. 


:  PLICANT  William  F.  Doyle,  for  Theodore  Roehrs 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — North  side  of  East  181st  street 

APPEARANCES-11*6^  t0  Tieb°Ut  aVe"Ue’  The  Bronx’ 
For  Applicant:  William  F.  Doyle. 

For  Opposition:  Frederick  Behr,  Olga  C.  Phinney. 
William  J.  ICindgen,  Joseph  A.  Davis,  Edward 
D.  Dowling,  Ernest  Hammer,  Joseph  Fisher, 
Martin  F.  Fay,  Carrie  Worden,  John  O’Toole’ 

A^T_XT  HemT  D.  Litzell,  William  H.  Adelman. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative:  Messrs.  Connell,  Holland  and  Fire 

Chief  Kenlon  . . 3 

Negative:.  Chairman  Walsh,  Messrs.  Dowd  and 

Gunnison  .  3 

Absent:  Mr.  Kennedy . 1 

THE  RESOLUTION: 

(891-24-BZ) 

Whereas,  William  F.  Doyle,  for  Theodore  Roehrs,  owner, 
filed,  July  3,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles ;  prem¬ 
ises  north  side  of  181st  street  from  Folin  street  to  Tiebout 
avenue,  The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  181st  and  Folin  streets 
are  business  districts  and  Tiebout  avenue  is  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  9,  1924,  in  acting  on  N.  B  App.  No.  1907-24* 
reads : 


“Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  and  residence  dis¬ 
trict  is  contrary  to  provisions  of  the  Building  Zone 
Resolution.”  ; 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  255.04 
ft.  on  Tiebout  avenue  and  254.76  ft.  on  Folin  street;  to  be 
occupied  as  a  garage  for  more  than  five  motor  vehicles ; 
and 

Whereas,  the  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1514-23-BZ. 

APPLICANT — Morris  Saskowitz,  owner. 
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SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  ex¬ 
tension  and  change  of  occupancy  of  the  2nd,  3rd 
and  4th  stories  of  a  building  from  storage  to  a 
garage  for  storage  of  more  than  five  (5)_,  motor 

vehicles.  , ,  , 

PREMISES  AFFECTED — 75  First  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  J.  W.  Keller. 

For  Opposition:  N.  Taylor  Phillips. 

Inspector  Thoma  Taaffe  for  the  bureau  of  build- 


ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Messrs.  Kennedy,  Dowd,  Gunnison, 
Connell,  Holland  and  Fire  Chief  Kenlon  ..  6 

Negative:  Chairman  Walsh  .  1 

Absent  .  0 


THE  RESOLUTION: 

(1514-23-BZ) 

Vhereas,  Morris  Saskowitz,  owner,  filed,  December  23, 
1923  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  extension  and  change  of  oc- 
rupancy  of  the  2hd,  3rd  and  4th  stories  of  a  building  from 
itorage  to  a  garage  for  the  storage  of  more  than  five  motor 
/ehicles ;  premises  75  First  avenue,  Manhattan;  and  _ 
Whereas,  a  public  hearing  was  held  on  this  application  by 
■he  board  of  appeals,  at  its  special  meeting,  October  3,  1924 
ifter  due  notice  by  publication  in  the  Bulletin  of  the  Board 

af  Standards  and  Appeals;  and  .  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  First  avenue,  East  4th  street 

and  East  5th  street  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  December  19,  1923,  reads  : 

“Your  application  for  certificate  of  occupancy  meet 
December  6,  1923,  for  garage  in  entire  building  is  here¬ 
by  denied  for  the  following  reasons : 

“Garage  in  basement  and  1st  floor  was  granted  by  the 
Board  of  Appeals,  Cal.  7-21-BZ  and  extension  of  the 
garage  occupancy  is  prohibited  by  the  Building  Zone 
Resolution,  the  building  being  in  a  business  district.  ; 


Whereas,  the  building  is  of  non-fireproof  construction, 
four  stories  in  height,  with  a  frontage  of  24  ft.  ^  in.  and 
a  depth  of  100  ft. ;  occupied  as  garage  in  the  basement  and 
1st  story  and  furniture  storage  above ;  it  is  proposed  to 
occupy  the  entire  structure  as  a  garage ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  83  per  cent  of  the  property  frpnt- 
age  deemed  by  the  bQard  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  be 
erected  fireproof  throughout;  that  the  building  zone  require¬ 
ments  as  to  rear  yard  and  area  restrictions  shall  be  complied 
with  in  all  respects ;  that  the  gable  walls  shall  be  unpierced 
throughout  their  entire  height  and  length;  that  any  gaso¬ 
line  storage  equipment  plant  shall  be  installed  at  the  ex¬ 
treme  front  of  the  building  and  confined  to  the  1st  story , 
that  the  front  elevation  should  be  finished  in  light  colored 
face  brick;  that  there  shall  be  not  more  than  one  projecting 
electric  sign  not  over  10  ft.  in  height  on  the  premises; 
that  the  structure  shall  not  exceed  four  stories  in  height 
above  grade ;  that  there  shall  be  no  ramps  installed,  main¬ 
tained  or  used  in  this  building;  and  that  all  permits  neces¬ 
sary  for  the  prosecution  of  the  work  shall  be  obtained  with¬ 
in  nine  months  and  the  building  completed  within  eighteen 
months  from  the  date  of  this  action. 


444-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Robinhood  Realty 
Corp.,  owner. 


SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 229-235  East  85th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle,  Samuel  Ecker. 
For  Opposition :  Israel  Siegel,  Harrison  W.  Geb- 
hardt,  Abe  Guberman,  Max  Lanzer,  Bernard 


Lang,  Henry  G.  Leist,  Martin  Greenfield. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Dowd  and  Holland .  2 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison  and  Connell  .  4 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION : 

(444-24-BZ) 


Whereas,  William  F.  Doyle,  for  Robinhood  Realty  Corp., 
owner,  filed,  March  27,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  229-235  East  85th 
street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  85th  street,  Third  ave¬ 
nue  and  Second  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  March  22,  1924,  in  acting  on  Alt.  Application  No. 
163-1924,  reads: 

“1.  Garage  may  not  be  erected  in  a  Business  district 
(sec.  4,  Zoning  Resolution).”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  108 
ft.  and  a  depth  of  102  ft.  3  in.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
the  board  deemed  that  this  street  ought  not  to  be  further 
invaded  by  garage  uses. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


497-23-BZ. 

APPLICANT — Jenks  &  Rogers,  applicants,  on  behalf  of 
S.  C.  La  Vine,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1578-1586  Bedford  avenue. 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr.,  S.  C. 
La  Vine. 

For  Opposition :  William  T.  Powers,  James  B. 
Allen.  Hyman  Rachmil,  Joseph  Rustland,  John 
J.  Gilbert. 

ACTION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  _  6 


Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  VOTE  TO  GRANT— 

Affirmative :  Messrs.  Kennedy,  Dowd  and  Gunni¬ 
son  .  3 
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Negative:  Chairman  Walsh,  Messrs.  Holland 


and  Connell .  3 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION : 

(497-23-BZ) 

Whereas,  Jenks  &  Rogers,  substituted  for  Charles  B. 
Meyers,  for  S.  C.  La  Vine,  Inc.,  owner,  filed,  April  24, 
1924,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles;  premises  1578-86  Bedford  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  3, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Bedford  avenue  is  a  business 
district  and  President  street  is  a  residence  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  1,  1923,  in  acting  on  App.  No.  20416-23, 
reads : 

“Denied — Proposition  contrary  to  the  Zone"  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
171  ft.  on  Bedford  avenue  and  a  depth  of  TOO  ft.;  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this  ap¬ 
plication  on  the  part  of  neighboring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


816-24-BZ. 

APPLICANT — iM.  A.  Cantor,  for  Degraw  Amusement 
Co.,  owner. 

SUBJEC I- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  building  used  for  the¬ 
atre  and  store  purposes. 

PREMISES  AFFECTED — 799-805  Washington  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  James  J.  Walker. 

For  Opposition:  A.  H.  Spiegelgass,  Edwin  F.  Kor- 
kus,  Dorothy  Kenyon,  Abraham  H.  Eisenstadt. 

Al  1  ION  OF  BOARD — Report  of  committee  adopted;  ap¬ 
plication  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Kennedy  . 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  . 

Negative  . 

Absent:  Mr.  Kennedy  . 


THE  RESOLUTION: 

(816-24-BZ) 

Whereas,  M.  A.  Cantor,  for  Degraw  Amusement  Co., 
owner,  filed,  June  18,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  building  used  for  theatre 
and  store  purposes;  premises  799-805  Washington  avenue. 
Borough  of  Brooklyn;  and 

i  W,HEfAS(  a  Pub^c  hearing  was  held  on  this  application 
jy  the  board  of  appeals,  at  its  special  meeting,  October  3, 
1924  alter  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Washington  avenue,  Lin¬ 
coln  place  and  Eastern  parkway  are  residence  districts- 
and  ’ 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  May  17,  1924,  in  acting  on  Application  No' 
10415-24,  reads : 

“Denied— Proposition  contrary  to  the  Zone  Reso¬ 
lution,  Art.  II,  Sec.  6.  Structurally  altering  and  ex¬ 
tending  an  existing  building  in  a  residential  district 
for  business  purposes.” ; 

and 

Whereas,  the  existing  building,  occupied  as  a  moving 
pictuie  theatre,  is  non-fireproof,  one  story  and  mezzanine 
in  height,  having  a  frontage  of  122  ft.  3  in.  on  Lincoln 
place  and  52  ft.  6  in.  on  Washington  avenue;  it  is  pro¬ 
posed  to  alter  the  building  and  change  the  occupancy  to 
stores,  offices  and  a  public  market  and  to  construct  three 
(3)  one-story  stores  on  the  southerly  portion  of  the  lot- 
ai;d  ’ 

Whereas,  a  committee  of  the  board  visited  the  prem¬ 
ises  and  recommended  that  the  application  be  granted. 

Resolved f  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
entiie  structure,  existing  and  proposed,  shall  be  restricted 
to  a  one-story  building  not  exceeding  in  height  that  of  the 
present  building  on  the  corner ;  that  here  shall  be  no  busi¬ 
ness  exit  or  entrance  on  Lincoln  place,  other  than  one 
doorway,  an  emergency  exit  not  exceeding  3  ft.  8  in. 
in  width;  that  any  other  openings  on  Lincoln  place  shall 
be  limited  to  windows,  the  sills  of  which  shall  be  main¬ 
tained  at  the  present  level;  that  all  exposed  masonry  on 
the  street  fronts  shall  be  finished  in  cement  stucco  of 
white  marble  aggregate,  with  ornamental  colored  terra 
cotta  panels,  and  all  other  trim  on  the  front  elevations 
shall  be  of  architectural  terra  cotta  or  stone;  that  there 
shall  be  no  advertising  sign  or  display  on  either  street 
front  of  the  structure,  other  than  on  the  glass  of  the  store 
show  windows,  and  there  shall  be  no  roof  sign  erected  or 
maintained;  that  the  southerly  and  easterly  gable  walls  on 
the  property  line  shall  be  erected  and  maintained  un- 
pierced  throughout  their  entire  height  and  length.  The 
restrictions  as  to  use  as  provided  for  under  article  11, 

0  section  4  of  the  building  zone  resolution,  shall  be  for 
1  all  time  maintained;  and  that  all  permits  necessary  for 
the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 

6  - 

0  Adjourned  3.45  p.  m. 

1  William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13 A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 


If  lie  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 
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BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  7,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd, 
Gunnison,  Connell,  Holland  and  hire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Tuesday  morning,  September  30,  1924 
and  the  minutes  of  the  special  meeting  of  the  board  ot 
appeals,  held  on  Tuesday  afternoon,  September  30,  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  41,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

331-24- A.  .  _.  ,  XT  v  , 

APPELLANT— Board  of  Education,  City  of  New  lork, 

SUBJECT — Appeal  from  decision  of  superintendent  of 

buildings.  ,  ^  ,, 

PREMISES  AFFECTED— 508-534  West  212th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner. 

ACTION  OF  BOARD — Laid  over  to  October  28,  19-4, 
at  10  a.  m.,  on  request  of  appellant’s  representa- 


396-24-A. 

APPELLANT— Arpinee  Tavshanjian,  for  Arpinee  and  Ar- 
demis  Tavshanjian,  owners. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 564-568  Fifth  avenue,  Manhat¬ 
tan.  J 

APPEARANCES— None. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland,  Gunnison  and  Connell  ....  6 

Negative  .  ®  ■ 

Absent:  Fire  Chief  Kenlon  .  1  ■ 

THE  RESOLUTION: 

(396-24-A) 

Whereas,  Arpinee  Tavshanjian,  for  Arpinee  and  Ardemis 
Tavshanjian,  owners,  filed  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  564-508  Fifth  avenue,  Manhattan ,  and 

Whereas,  appellant  failed  to  complete  his  papers,  though 
duly  notified  to  do  so. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


APPELLANT — James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1301-1311  Avenue  J,  Brook¬ 
lyn. 

APPEARANCES— None.  ....  . 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924,  at 

2  p.  m. 


734-24-A.  .  .  _  . 

APPELLANT— Steelier  &  Spelrein  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 65-67  West  Houston  street, 
Manhattan. 

APPEARANCES—  . 

For  Appellant:  Miss  Ray  Rosinsky. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
2  p.  m.,  for  final  disposition,  on  request  of  appel¬ 
lant’s  representative. 


APPELLANT— Robert  B.  Moyer,  for  E.  W.  Bliss  Build¬ 
ings,  Inc.,  owner.  .  . 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 312-316  East  23rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

\CTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland,  Gunnison  and  Connell  -  6 

Negative  .  ® 

Absent:  Fire  Chief  Kenlon  .  1 


502-21-A. 

APPELLANT— Famous  Players-Lasky  Corporation,  lessee, 
for  Seneca  Holding  Corporation,  owner.. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 447-463  Pierce  avenue,  Long 
Island  City,  Borough  of  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  ....  6 

Negative  .  ® 

Absent :  Fire  Chief  Kenlon  .  1 


911-24-A. 

APPELLANT— Robert  L.  Krause,  owner.  . 

SUBJECT— Appeal  from  order  of  fire  commissioner.  . 
PREMISES  AFFECTED— 92  Fort  Hill  circle,  New  Brigh¬ 
ton,  Richmond. 

APPEARANCES—  i 

For  Appellant:  William  Porter. 

For  Administration :  Inspector  Lynch  of  fire  de- 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition  in  part 
and  denied  in  part. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  „  . 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  hire  Chief 

Kenlon  .  ® ; 

Negative  .  ~- 

Absent:  Air.  Gunnison  .  1 


THE  RESOLUTION : 

(911-24-A) 

Whereas,  Robert  L.  Krause,  owner,  filed,  July  9,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  92  Fort  Hill  circle, 
Borough  of  Richmond;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  24<a4- 
LC,  dated  June  26,  1924,  reads: 

“2.  Have  auxiliary  oil  storage  tank  tested. 

“5.  Have  oil  carrying  pipes  tested. 

“6.  Discontinue  use  of  rubber  hose  for  gas  line  to 


burner.  . ,  ' 

“10.  Provide  a  relief  bypass  valve_on  discharge  side 
of  pump  returning  to  suction  or  main  storage  tank. 
“11.  Have  burner  approved. 

“12.  Provide  a  pilot  light  of  adequate  intensity  so 
that  same  can  not  be  easily  extinguished.  j 

“14.  File  plans  and  have  same  approved. 

“15.  File  certificate  of  approval  for  location  of  tank 
^imprintpnrlpnt  of  BuildiflfTS.  1 


Whereas,  the  building  is  frame,  two  stories  in  height,  5f 
ft.  by  26  ft.’  in  area;  OCCUPIED  as  a  dwelling;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  burner,  a  1,500-gallon  tank  bunec 
outside  the  building  and  a  55-gallon  auxiliary  tank ;  and 
Whereas,  appellant  contends  that  the  installation  conform, 
with  the  rules  of  the  board  excepting  that  the  burner  is  no 
an  approved  burner. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal,  as  to  Item  2,  be 
and  it  hereby  is  granted  on  condition  that  certificate  of 
factory  test  shall  be  filed  with  fire  commissioner ;  as  to  Item 
5,  on  condition  that  the  pipe  equipment  shall  be  constructed 
of  standard  wrought  iron  pipe  and  fittings;  as  to  Item  11, 
on  condition  that  the  stipulations  contained  in  resolution  of 
Cal.  No.  877-241- A  shall  be  complied  with;  and  that  the  ap¬ 
peal  in  all  other  respects  (Items  G,  10,  12,  14  and  15)  be 
and  it  hereby  is  denied. 


926-24-A. 

APPELLANT  —  1  racy  Lyon,  for  George  Zabriskie,  owner. 
1  SUBJECT.  Appeal  from  decision  of  fire  commissioner. 
PREMISES  AEFECTED — 23  Gramercy  park,  Manhattan. 
APPEARANCES— 

For  Appellant:  Tracy  Lyon. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Gunnison  .  1 

THE  RESOLUTION : 


(926-24-A) 

Whereas,  I  racy  Lyon,  for  George  Zabriskie,  owner,  filed, 
July  12,  1924,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  fire  commissioner,  affecting  premises  23 
Gramercy  park,  Manhattan;  and 
Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  846-24,  dated  July  10,  1924,  reads: 

“3-  Pumps  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“4.  Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  27  ft.  by  80  ft.  in  area;  OCCUPIED 
as  a  dwelling ;  a  fuel  oil  burning  system  has  been  installed ; 

and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  rules  of  the  board  excepting  the  pump  and 
burner  are  not  approved,  and  requests  a  temporary  permit 
pending  an  inspection  of  the  installation. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  of  ninety  (90)  days,  at 
owner’s  risk,  pending  action  on  pump  and  burner  by  the 
board  of  standards  and  appeals,  on  condition  that  the  in¬ 
stallation  complies  with  the  fuel  oil  rules  in  all  other  re¬ 
spects. 

927-24-A. 

APPELLANT — Joseph  L.  Burke  Corp.,  for  Art  Engraving 
Novelty  Co.,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 153-159  West  27th  street,  Man¬ 
hattan. 

APPEARANCES — 

For  Appellant:  Benjamin  Ascher  and  Matthew  F. 
Dono.hue. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OI-  BOARD — Appeal  granted  on  condition. 
SONDITIONS — As  specified  in  resolution. 

THE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Connell  and  Holland  .  5 

Negative:  Fire  Chief  Kenlon  .  1 

Absent:  Mr.  Gunnison  .  1 


THE  RESOLUTION: 

(927-24-A) 

Whereas,  Joseph  L.  Burke  Corp.,  for  Art  Engraving 
JNovelty  Co.,  lessee,  filed,  July  14,  1924,  an  appeal,  with 
tne  board  ot  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  153-159  West  27th  street,  Manhat¬ 
tan  ;  and 

\\  hereas,  the  order  of  the  fire  commissioner,  dated  July 
9,  1924,  reads: 

1.  Use  of  any  part  of  building  for  dwelling  purposes 
must  be  discontinued.  Section  232-2-b,  Chapter  10,  Code 
of  Ordinances.  ; 
and 

VV  hereas,  the  building  is  fireproof,  twelve  stories  and  pent 
house  in  height,  99  ft.  by  99  ft.  in  area;  OCCUPIED  as  a 
tenant  factory,  appellant  occupying  the  twelfth  story  for  the 
manufacture  of  celluloid  novelties  and  the  superintendent 
°\»;he.bUldmg  occupying  the  pent  house;  and 

W hereas,  appellant  contends  the  maximum  amount  of  un¬ 
finished  stock  on  hand  is  1,000  pounds,  which  is  stored  in  an 
approved  cabinet. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  dwelling  area  as  indicated  on 
plans  shall  be  confined  to  a  space  not  to  exceed  30  ft.  by 
32  ft.,  located  at  the  extreme  northwesterly  corner  of  roof 
of  the  westerly  gable,  restricted  to  the  use  and  occupancy 
by  the  superintendent  of  the  building;  that  there  shall  be 
no  skylight  below  the  level  of  pent  house  roof;  that  there 
shaH  be  no  vertical  openings  in  the  gable  wall  beneath 
the  dwelling  occupancy ;  and  that  the  requirements  of  the 
code  of  ordinances,  affecting  celluloid  occupancy,  shall  be 
complied  with  and  the  necessary  permits  obtained. 


936-24-A. 

— '^ates  DruS  &  Chemical  Co.,  lessee. 
tW TaTVX ^rom  order  of  fire  commissioner. 

1  REMISES  AbbECbED — 155-163  Leonard  street,  Man¬ 
hattan. 

APPEARANCES— 

bor  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

rn\n?TTTnMc  BOARD  'Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  g 

Negative  . ’  ”  0 

Absent :  Mr.  Gunnison  .  n 

THE  RESOLUTION:  . 


(936-24-A) 

\\  hereas,  Tates  Drug  &  Chemical  Co.,  for  John  Simmons 
Co.,  owner,  filed,  July  15,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  155-163  Leonard  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  19,  1924,  reads: 

‘‘No  permit  shall  be  issued  for  a  wholesale  drug  store 
and  chemical  supply  house  in  any  building  which  is  oc¬ 
cupied  as  a  workshop  or  factory,  except  such  work¬ 
shop  or  factory  is  incidental  to  the  business  of  the  appli¬ 
cant  or  except  in  buildings  constructed  of  fire  resisting 
material  throughout,  and  when  the  portion  of  such  build¬ 
ing  occupied  by  the  applicant  is  separated  from  the  rest 
of  the  building  by  fireproof  walls  and  floors. 

‘‘You  are,  therefore,  hereby,  ordered  to: 

“1.  Discontinue  the  maintenance  of  a  wholesale  drug 
store  or  drug  and  chemical  supply  house  on  these  prem¬ 
ises.”  ; 

and 

Whereas,  the  premises  consist  of  a  non-fireproof  six-story 
building,  126  ft.  by  124  ft.  (irregular)  in  area,  separated 
on  each  story  by  a  brick  wall  with  openings  on  each  story 
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protected  with  hre  doors.  OCCUPIED:  1st  and  2nd  stories, 
pipe  shop  and  storage  of  iron  pipe  fittings;  3rd  story,  offices 
and  manufacture  of  thermometers  and  assembly  of  auto¬ 
mobile  accessories;  4th  story,  manufacture  of  locks;  5th 
story,  by  appellant  for  the  manufacture  and  preparation 
of  physicians’  supplies;  6th  story,  printing,  manufacture  of 
lighting  fixtures  and  by  appellant,  234  persons  above  the  1st 

story ;  and  . 

Whereas,  appellant  contends  the  business  conducted  is 
not  a  wholesale  drug  store  as  defined  in  the  code  of  ordi¬ 
nances;  that  most  of  the  chemicals  carried  are  but  10  per 
cent  of  that  permitted  in  a  wholesale  drug  house;  the  busi¬ 
ness  consists  of  preparing  pills  and  tablets,  no  crude  drugs 
being  sold ;  that  the  building  is  equipped  with  sprinkler  and 
standpipe  and  fire  alarm  systems ;  that  fire  drills  are  con¬ 
ducted  and  a  watchman  service  maintained. 

Resolved,  that  the  order  of  the  hre  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  materials  and  ingredients  em¬ 
braced  in  this  order,  stored  on  premises,  shall  be  limited  to 
quantities  specified  in  permits  issued  by  the  hre  department 
and  in  force  from  1913  to  1923. 


940-24-A. 

APPELLANT — Edward  Smith  &  Co.,  lessee. 

SUBJECT— Appeal  from  order  of  hre  commissioner. 
PREMISES  AFFECTED— 127  West  avenue,  Long  Island 
City,  Queens. 

APPEARANCES— 

For  Appellant:  Naitland  Dwight  and  Alexander 
Keller. 

For  Administration:  Inspector  Lynch  of  hre  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  'Gunnison  .  1 

THE  RESOLUTION: 

(940-24-A) 

Whereas,  Edward  Smith  &  Co.,  lessee,  hied,  July  17, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  hre  commissioner,  affecting  premises  127  West  ave¬ 
nue,  Long  Island  City,  Borough  of  Queens ;  and 

Whereas,  the  order  of  the  hre  commissioner,  No.  89731- 
LC,  dated  June  27,  1924,  reads: 

“With  reference  to  your  application  for  a  permit  to 
manufacture  Varnish  at  the  above  location,  I  regret  to 
inform  you  that  I  am  without  power  to  grant  such  a 
permit  for  the  reason  that  soluble  Cotton  is  stored  in 
excess  of  25  lbs.  and  is  not  stored  in  accordance  with 
the  regulations  of  this  Department. 

“1.  You  are  therefore  ordered  to  remove  from  the 
premises  all  soluble  cotton  stored  otherwise  than  in 
water  tight  containers  of  no  more  than  10  lbs.  capacity 
and  in  20  per  cent  of  water.  Sec.  61,  Sub.  Div.  2, 
Ch.  10. 

“A  permit  for  manufacture  of  varnish  including  the 
storage  of  25  lbs.  soluble  cotton  in  20  per  cent  of  water 
and  in  containers  of  10  lbs.  capacity  will  be  issued  upon 
compliance  with  the  following : 

"2.  Have  Superintendent  or  Manager  handling  explo¬ 
sives  apply  for  and  obtain  a  Certificate  of  Fitness. 

“3.  Provide  an  approved  underground  storage  for  the 
storage  of  Benzole,  Toluol  and  Xylol.”; 

and 

Whereas,  the  building  is  non-hreproof,  three  stories  in 
height,  75  ft.  8  in.  by  40  ft.  in  area;  OCCUPIED  for  the 
mixing  and  manufacture  of  paints,  6  persons  in  entire  build¬ 
ing  ;  and 

Whereas,  appellant  contends  cotton  is  not  an  explosive 
and  proposes  to  install  an  underground  storage  for  benzol, 
toluol  and  xylol. 


Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


943-24-A. 

APPELLANT — York  Drug  Co.,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 174  Hudson  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  M.  J.  Block. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Gunnison  .  1 

THE  RESOLUTION: 


(943-24-A) 

Whereas,  York  Drug  Co.,  Inc.,  for  lessee,  filed,  July  18, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  174  Hudson 
street,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
21,  1924,  reads : 

“Order  No.  24222-LC: 

“An  inspection  of  the  building  174  Hudson  St.,  Man¬ 
hattan,  shows  that  you  are  maintaining  a  wholesale  drug 
establishment  herein  and  that  the  building  is  occupied 
in  part  as  workshop  or  factory.  i 

“You  are  therefore  hereby  notified  that  a  permit  can¬ 
not  be  issued  to  you  unless  you, 

“1.  Separate  your  portion  of  the  building  from  the 
remainder  of  the  building  by  fireproof  walls  and  floors, 
as  per  Section  272-C,  Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  75  ft.  by  115  ft.  8  in.  in  area.  OCCUPIED: 
Cellar,  slorage  cardboard,  1  person ;  1st  story,  storage  card¬ 
board,  4  persons ;  2nd  story,  office,  2  persons ;  3rd  story, 
front,  storage  of  medicines,  etc.;  3rd  story,  rear,  storage 
of  food  products ;  4th  story,  storage  of  food  products,  3 
persons ;  5th  story,  putting  up  f6od  products  in  packages, 
12  persons;  6th  story,  storage  of  food  products,  2  persons; 
and 

Whereas,  appellant  contends  that  the  business  conducted 
is  not  a  wholesale  drug  and  chemical  supply  house  as  de¬ 
fined  in  the  code  of  ordinances. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  material  stored  on  premises 
in  the  nature  of  patent  medicines,  etc.,  shall  be  limited  to 
3rd  story  and  shall  not  exceed  the  quantities  or  materials 
permitted  under  retail  drug  store  certification  as  provided 
for  by  rules  of  fire  department. 


947-24-A.  L 

APPELLANT — G.  A.  Fensterer,  Jr.,  for  The  Backrite 
Roofing  Co.,  Inc.,  lessee. 

SUBJECT- — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 1522  Inwood  avenue,  Borough 
of  Bronx. 

APPEARANCES— 

For  Appellant :  G.  A.  Fensterer. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 
Kenlon  .  6 
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Negative  .  0 

Absent :  Mr.  Gunnison  .  ^ 

THE  RESOLUTION 

(947-24-A) 

Whereas,  G  A  Fensterer,  Jr.,  for  The  Backrite  Roofing 
Co.,  inc.,  lessee,  filed,  July  19,  1924,  an  appeal,  with  the 
board  ot  appeals,  from  a  decision  of  the  fire  commissioner 
affecting  premises  1522  Inwood  avenue,  Borough  of  Bronx  • 

and  ~  ' 

\\  hereas,  the  decision  of  the  fire  commissioner,  rendered 
July  3,  1924,  reads: 

‘‘Alteration  Application  No.  994-24 : 

Plans  can  be  approved  only  when  floor  of  ramp  is 
protected  as  per  Rules  of  Board  of  Standards  and 
Appeals. 

Granite  blocks  for  same  is  not  in  accordance  with 
above  rules.  ; 

and 

Whereas  the  building  is  non-fireproof,  one  story  and 
basement  in  height,  25  ft.  by  58  ft.  in  area.  OCCUPIED: 
1st  story,  warehouse  and  office,  4  persons;  private  garage 
and  storage  of  sheet  metal  in  basement,  6  persons;  and 

Whereas  appellant  contends  that  the  2  in.  planking  on 
under  side  of  ramp  is  fireproofed  according  to  the  rules  of 
the  board  of  standards  and  appeals  and  proposes  to  fire¬ 
proof  the  ramp  with  5  in.  of  granite  blocks  grouted  with 
.L  or t land  cement  mortar  in  lieu  of  concrete. 

Resolved  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  necessary  permit  shall  be  obtained 
from  superintendent  of  buildings  as  to  approval  of  structural 
supports  and  construction;  that  the  granite  blocks  shall 
be  laid  on  a  cushion  of  sand,  all  joints  grouted  solidly  with 
cement  mortar ;  and  that  the  fire  retarding  in  all  other 
respects  shall  be  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals. 


951-24-A. 

APPELLANT— William  Porter  of  Cornell  Utilities  Co. 
for  Jack  G.  Leo,  owner. 

from  order  of  fire  commissioner. 

APPEARANCE S-CTED_6°  EaSt  191St  Street’  Bronx‘ 
For  Appellant:  William  Porter 
For  Administration:  Inspector  *  Lynch  of  fire  de¬ 
partment. 

■  rn\mTTTnMc^^RD  Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

N egati  ve  . o 

Absent :  Mr.  Gunnison  . l 

THE  RESOLUTION : 

(951-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Jack  G.  Leo,  owner, 
ec »  Ju  y  21,  1924,  an  appeal,  with  the  board  of  appeals, 
rom  an  order  of  the  fire  commissioner,  affecting  premises 
00  East  191st  street,  Borough  of  Bronx;  and 
W  hereas,  the  order  of  the  fire  commissioner,  dated  July 
ii,  1924,  reads: 

“Order  No.  24950-LC : 

1.  Uncover  buried  storage  tank  so  that  an  inspec¬ 
tion  of  same  may  be  made— Rule  20. 

“2.  Arrange  with  this  Department  to  make  a  hydro¬ 
static  test  of  tanks — Rule  21. 

7.  Arrange  with  this  Department  to  test  all  piping — 
Rule  25,  Section  2. 

13.  Discontinue  the  use  of  an  unapproved  burner — 
Rule  27.” ; 

and 


[he  buildl.ng  is  non-fireproof,  two  stories  in 
height,  33  ft.  by  oO  ft.  in  area;  OCCUPIED  as  a  dwelling; 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  700-gallon  oil  tank,  buried 
outside  the  building  and  a  60-gallon  auxiliary  tank;  and 

Whereas,  appellant  contends  that  the  installation  com¬ 
plies  with  the  rules  of  the  board  excepting  that  the  burner 
is  not  an  approved  burner 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
modified,  and  the  appeal  be  and  it  hereby  is  granted,  as  to 

2’  •°,W  c°ndlti°n  that  certificate  of  factory  test 
shall  be  filed  with  the  fire  commissioner;  as  to  Item  7  on 
condition  that  standard  wrought  iron  pipe  shall  be  used 
throughout  the  equipment;  as  to  Item  13,  on  condition  that 
the  fire-box  door  of  furnace  shall  be  equipped  with  a  self¬ 
closing  device  and  that  the  fuel  oil  rules  shall  be  complied 
with  in  all  other  respects. 


952-24-A. 

APPELLANT— William  Porter  of  Cornell  Utilities  Co 
CTU3Ti7^r  Harvey  W-  Corbett,  owner. 

decision  of  fire  commissioner. 

PREMISES  AFFEC1ED— 443  West  21st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

rnMnr TTO w ?BO,ARD~^pPeal  granted  on  condition. 
THEIVOTU^~AS  Specified  111  resoIudon. 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  g 

Negative  . ’  ’ .  Q 

Absent :  Mr.  Gunnison  .  j 

THE  RESOLUTION: 

(952-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Harvey  W.  Corbett 
owner,  filed,  July  21,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  443  West  21st  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  19,  1924,  reads: 

“Alteration  Application  No.  1479-22: 

“2.  Tank  will  be  tested  in  presence  of  Fire  Depart¬ 
ment  Representative  and  afterwards  coated  with  suitable 
rust  resisting  material. 

“4.  Piping  will  be  tested  in  presence  of  a  Fire  De¬ 
partment  Representative. 

“6.  Burner  must  he  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  24  ft.  by  37  ft.  in  area;  OCCUPIED  as 
a  dwelling ;  and 

Whereas  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  700-gallon  oil  tank,  buried 
outside  the  premises  and  a  60-gallon  auxiliary  tank;  and 
Whereas,  appellant  contends  that  the  installation  com¬ 
plies  with  the  rules  of  the  board  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  viodified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  2,  on  condition  that  the  certificate  of  fac¬ 
tory  test  shall  be  filed  with  the  fire  commissioner-  as  to 
Item  4  on  condition  that  standard  wrought  iron  pipe  shall 
be  used  throughout  the  equipment;  as  to  Item  6,  on  condi- 
tion  that  the  door  of  fire  box  of  furnace  shall  be  equipped 
with  self-closing  device ;  and  that  the  fuel  oil  rules  shall  be 
complied  with  in  all  other  respects 
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953-24-A. 

APPELLANT— William  Porter  of  Cornell  Utilities  Co., 
for  G.  H.  Gardiner,  owner. 

SUBJECT— Appeal  from  decisions  of  fire  commissioner. 
PREMISES  AFFECTED— 975  Park  place,  Brooklyn. 
APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  ® 

Negative  .  ® 

Absent:  Mr.  Gunnison  .  1 

THE  RESOLUTION : 

(953-24-A) 

Whereas,  William  Porter  of  Cornell  Utilities  Co.,  for 
G.  H.  Gardiner,  owner,  filed,  July  21,  1924,  an  appeal,  with 
the  board  of  appeals,  from  decisions  of  the  fire  commis¬ 
sioner,  affecting  premises  975  Park  place,  Brooklyn;  and 
Whereas,  the  decisions  of  the  fire  commissioner  read: 
Alt.  App.  No.  1591-22,  dated  February  29,  1924 — 

“2.  (a)  Tank  will  be  tested  in  presence  of  Fire  De¬ 

partment  Representative  and  afterwards  coated  with  suit¬ 
able  rust  resisting  material.” 

Alt.  App.  No.  1591-22,  dated  May  19,  1924— 

“3.  Piping  must  be  tested  in  presence  of  a  Fire  De¬ 
partment  Representative. 

“4.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 

and  . 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  30  ft.  by  55  ft.  in  area;  OCCUPIED  as  a  dwelling; 

and  .  ... 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  700-gallon  oil  tank,  buried 
outside  the  building  and  a  60-gallon  auxiliary  tank ;  and 
Whereas,  appellant  contends  that  the  installation  com¬ 
plies  with  the  rules  of  the  board  excepting  in  that  the  burner 
is  not  an  approved  burner.  .  . 

Resolved,  that  the  decisions  of  the  fire  commissioner  be  and 
they  hereby  are  modified ,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  2,  on  condition  that  certificate  of  fac¬ 
tory  test  shall  be  filed  with  the  fire  commissioner;  as  to 
Item  3  on  condition  that  standard  wrought  iron  pipe  shall 
be  used  throughout  the  equipment;  as  to  Item  4  on  condi¬ 
tion  that  the  door  of  fire  box  of  furnace  shall  be  equipped 
with  self-closing  device ;  and  that  the  fuel  oil  rules  shall 
be  complied  with  in  all  other  respects. 


THE  RESOLUTION: 

(954-24-A) 

Whereas,  William  Porter  of  Cornell  Utilities  Co.,  for  H. 
Hesse,  owner,  filed,  July  21,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  northwest  corner  of  West  192nd  street  and 
Davidson  avenue,  The  Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  990-24,  dated  June  9,  1924,  reads: 

“1.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.” ; 

and  . 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  in  height,  30  ft.  by  65  ft.  in  area;  OCCUPIED^ 
as  a  dwelling;  and 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  1,000-gallon  oil  tank  buried 
outside  the  premises  and  a  60-gallon  auxiliary  tank;  and 
Whereas,  appellant  contends  that  the  installation  com¬ 
plies  with  the  rules  of  the  board  excepting  in  that  the  burner 
is  not  an  approved  burner.  .  j 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  door  of  fire  box  of  furnace  shall 
be  equipped  with  self-closing  device;  and  that  the  installa¬ 
tion  shall  comply  with  the  fuel  oil  rules  in  all  other  respects. 


955-24- A. 

APPELLANT— William  Porter  of  Cornell  Utilities  Co., 
for  Howard  Greenley,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 127  East  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  ® 

Negative  . 

Absent:  Mr.  Gunnison  .  1 


THE  RESOLUTION: 


954-24-A. 

APPELLANT— William  Porter  of  Cornell  Utilities  Co., 
for  H.  Hesse,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Northwest  corner  West  192nd 
street  and  Davidson  avenue,  Bronx. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  ® 

Absent:  Mr.  Gunnison  .  1 


(955-24-A) 

Whereas,  William  Porter  of  Cornell  Utilities  Co.,  for 
Howard  Greenley,  owner,  filed,  July  21,  1924,  an  appeal, 
with  the  board  of  appeals,  from  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  127  East  54th  street,  Lorougl 

of  Manhattan;  and  .'  .  . 

Whereas,  the  order  of  the  fire  commissioner,  No.  24904- 

LC,  dated  July  9,  1924,  reads: 

“l.  Uncover  the  buried  storage  tank  so  that  same 

may  be  inspected. 

“2.  Arrange  with  this  department  to  have  the  buriec 
storage  tank  and  the  auxiliary  supply  tank  tested  a: 
prescribed  by  Rule  21. 

“9.  Arrange  with  this  department  to  test  all  piping 
Rule  25,  sub-division  2. 

“13.  Discontinue  the  use  of  an  unapproved  burner 
Rule  27”; 

Whereas,  the  building  is  non-fireproof,  four  stories  iij 
height,  35  ft.  by  55  ft.  in  area;  OCCUPIED  as  a  dwelling 

Whereas,  a  fuel  oil  burning  system  has  been  installs 
consisting  of  a  Nokol  Burner,  a  500-gallon  oil  tank  buriei 
outside  the  premises  and  a  55-gallon  auxiliary  tank;  an> 
Whereas,  appellant  contends  that  the  installation  com 
plies  with  the  rules  of  the  board  excepting  in  that  the  burne 
is  not  an  approved  burner. 
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Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Items  1  and  2,  on  condition  that  certificate 
of  factory  test  shall  be  filed  with  the  fire  commissioner; 
as  to  Item  9,  on  condition  that  standard  wrought  iron 
pipe  shall  be  used  throughout  the  equipment;  as  to  Item 
13,  on  condition  that  the  door  of  fire-box  of  furnace  shall 
be  equipped  with  self-closing  device;  and  that  the  fuel  oil 
rules  shall  be  complied  with  in  all  other  respects. 


have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty : 

(11-24-A) 

filled  January  3,  1924— Premises  794-810  Rockaway  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Brownsville  Lumber  Co.,  Inc. 
Dismissed  for  lack  of  prosecution. 


548-24-A. 

A1  1  ELL  ANT  Mann  &  MacNeille,  for  Bloomingdale 
Brothers,  owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 415-423  East  53rd  street  and 
410-416  East  54th  street,  Manhattan. 
APPEARANCES— None. 

AC  1  ION  Ofi'  BOARD — 'Chairman  read  request  for  cor¬ 
rection  of  resolution.  Resolution  corrected  as  fol¬ 
lows  :  the  words  garage  area  added  in  fifth  and  sixth 
lines  of  last  paragraph. 

THE  VOTE  TO  CORRECT  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . . . .’  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  *  1 

THE  RESOLUTION: 

(548-24-A) 

Whereas,  Mann  &  MacNeille,  for  Bloomingdale  Bros., 
owners,  filed,  April  17,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affect¬ 
ing  premises  415-423  East  53rd  street  and  410-416  East 
54th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  18,  1924,  in  acting  on  New  Building  Application 
No.  361-24,  reads: 

21.  Garage  not  permitted  in  same  building  where 
mattresses  and  furniture  are  stored.”; 

and 

‘  Whereas,  the  building  is  fireproof,  six  stories  and  cel¬ 
lar  in  height,  100  ft.  by  200  ft.  in  area;  OCCUPIED  as 
a  garage  in  cellar  and  1st  story,  and  as  auto  repair  shop 
on  6th  story,  the  remainder  of  the  building  is  used  for 
the  repair  and  storage  of  furniture,  1,050  persons  in  the 
entire  building;  and 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof,  equipped  with  standpipe  and  sprinkler  system  and 
that  there  is  no  hazard. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  garage  use  shall  be  re¬ 
stricted  to  the  two  lower  stories ;  that  there  shall  be  no  hori¬ 
zontal  exits  installed  or  maintained  between  this  garage  area 
and  any  existing  building;  that  the  stairway  enclosures  shall 
be  built  fireproof  and  shall  lead  directly  to  street;  that 
the  building  shall  be  equipped  with  a  300  per  cent  sprinkler 
system  and  standpipe  system ;  that  any  gasoline  storage 
equipment  shall  be  installed  at  the  extreme  front  of  build- 
■ng,  on  the  54th  street  side,  installed  and  approved  in  ac¬ 
cordance  with  the  rules  of  the  fire  prevention  bureau; 
that  necessary  permits  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months ; 
that  the  garage  use  shall  be  restricted  to  the  operation 
and  conduct  of  the  business  of  the  owner;  that  there 
shall  be  no  heating  apparatus  installed  or  operated  on 
these  premises ;  and  that  any  steam  pipes  installed  in  this 
building  shall  be  covered  with  asbestos,  sectional  cov¬ 
ering. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil- 
mg;  but  where,  despite  notices  from  this  office,  papers 


ru  .  t  (12-24- A) 

filled  January  3,  1924— Premises  769-783  Rockaway  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Brownsville  Lumber  Co.,  Inc. 
Dismissed  for  lack  of  prosecution. 

,  ,  (50-24-A) 

filled  January  14,  1924— Premises  northwest  corner  72nd 
street  and  Twenty-second  avenue,  Brooklyn. 
Decision  of  superintendent  of  buildings. 
Appellant,  Sarose  Realty  Corporation.  Dis¬ 
missed  for  lack  of  prosecution. 

.  _  (124-24-A) 

Filed  January  26,  1924— Premises  336-340  Canal  street,  Man¬ 
hattan.  Order  of  fire  commissioner.  Ap¬ 
pellant,  Joseph  Guinta.  Dismissed  for  lack 
of  prosecution. 


Filed  February  5,  1924— Premises  23  Bowery,  Manhattan. 

Order  of  fire  commissioner.  Appellant, 
Jacob  Fisher.  Dismissed  for  lack  of  prose¬ 
cution. 


(189-24-A) 

Filed  February  7,  1924— Premises  680  Morgan  avenue, 
Brooklyn.  Order  of  the  fire  commissioner. 
Appellant,  Taylor  &  Co.  Dismissed  for 
lack  of  prosecution. 

(202-24-A) 

Filed  February  8,  1924-Premises  2217  Eighth  avenue,  Man¬ 
hattan.  Order  of  fire  commissioner.  Ap¬ 
pellant,  Max  Altman.  Dismissed  for  lack 
of  prosecution. 

™  TTON^  T0  DISMISS  FOR  LACK  OF  PROSECU- 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland,  Gunnison  and  Connell  . . . .’  6 

Negative  . .  q 

Absent :  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION:  . 

Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  prem¬ 
ises  in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  fheir 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


919-24-BZ 

CTPTOK^NHameS  K,earney-  Otto  Hessler,  owner. 
oUoJECi  Application  (re:  decision  of  superintendent  of 

buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AfiFEClED — 'Northwest  corner  Cooper  ave- 
,  nue  and  cyPress  Hills  road,  Queens 

APPEARANCES—  ’  v 

For  Applicant:  James  Kearney. 

For  Opposition:  Louis  J.  Halbert. 

ACTION  OF  BOARD — Laid  over  to  October  14  1924 
at  2  p.  m.,  on  request  of  applicant. 
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830-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harry  Berliner, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFEECTED— 79-87  Aberdeen  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Jacob  E.  Bausch. 

ACTION  OF  BOARD— Laid  over  to  October  14,  1924,  at 
2  p.  m.,  on  request  of  applicant. 


922-24-BZ. 

APPLICANT— McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  two-times  height 
district  the  erection  of  the  street  walls  to  a  height 
exceeding  the  limit  prescribed  by  the  zone  resolu¬ 
tion.  _ 

PREMISES  AFFECTED— 761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  John  Larkin,  Yorke  Allen  and 
William  Dickinson  Hart. 

ACTION  OF  BOARD— Laid  over  to  October  21,  1924, 
at  10  a.  m.,  pending  action  by  the  board  of  esti¬ 
mate  on  application  affecting  same  site. 


287-24-BZ.  > 

APPLICANT— Bayie  Realty  Co.,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 524  Jackson  avenue,  The 
Bronx 

APPEARANCES— 

For  Applicant:  John  Brandt. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  14,  1924,  at 
2  p.  m. ;  attorney  for  applicant  and  objectors  be¬ 
ing  absent. 

1367-23-BZ. 

APPLICANT— John  J.  Dunnigan,  for  B.  R.  Construction 
Co.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision ^  of 
superintendent  of  buildings)  to  permit  in  a  “B” 
area  district  the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per  cent  of  the 
rear  yard  area. 

PREMISES  AFFECTED— 1211-1263  Boynton  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD— Request  to  reopen  laid  over  to 
October  14,  1924,  at  10  a.  m. 


580-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Fordham  Triangle 
Realty  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  “B”  area  business 
district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles  and  also  the  omission  of  a  rear  yard  re¬ 
quired  by  the  zone  resolution. 

PREMISES  AFFECTED — East  side  of  Jerome  avenue, 
50  ft.  north  of  200th  street,  The  Bronx. 


APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Not  noted. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

■Gunnison,  Holland  and  Connell .  i 

Negative  . . .  ! 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon..  i 


836-24-BZ.  . 

APPLICANT — William  F.  Doyle,  for  John  M.  Horar 
owner. 

SUBJECT — Application  (re:  decision  of  superintenden 
of  buildings)  to  permit  in  a  residence  district  th 
erection  and  maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 689-691  Marcy  avenue,  Brook 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Harry  Markowitz,  Joseph  Ber. 
enbach,  Rev.  George  F.  Miller,  James  Bohai 
ACTION  OF  BOARD — Application  granted  on  conditior 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  . 

Negative  . 

Absent :  Mr.  Gunnison  . . 

THE  RESOLUTION : 

(836-24-BZ) 

Whereas,  William  F.  Doyle,  for  James  M.  Horai 
owner,  filed,  June  23,  1924,  an  application,  under  the  build 
ing  zone  resolution,  to  permit  in  a  residence  district  th 
erection  and  maintenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles;  premises  689-69 
Marcy  avenue,  Borough  of  Brooklyn;  and 

Wihereas,  a  public  hearing  was  held  on  this  applicatio, 
by  the  board  of  appeals,  at  its  regular  meeting,  October  ' 
1924,  after  due  notice  by  publication  in  the  Bulletin  c 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  builc 
ing  zone  resolution  show  that  Marcy  avenue  is  parti 
residence  and  partly  business  and  Kosciusko  street  is  a  res 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  June  16,  1924,  in  acting  on  Application  No.  1284: 
24,  reads : 

“Denied— Proposition  contrary  to  the  Zone  Resolt 
tion,  Art.  2,  Sec.  3.  A  public  garage  in  a  residenti;] 
district.” ; 

and  j 

Whereas,  the  proposed  building  is  to  be  of  non-firi 
proof  construction,  two  stories  and  basement  in  height,  wit 
a  frontage  of  50  ft.  and  a  depth  of  100  ft. ;  to  be  occupie. 
as  a  garage  for  more  than  five  motor  vehicles ;  and 
Whereas,  there  existed  on  this  site  on  July  25,  191 
a  two-story  frame  building  occupied  as  a  stable  for  moi 
than  five  horses,  which  still  exists,  and  the  board  deeme 
that  there  would  be  hardship  in  depriving  owner  fro 
obtaining  a  fair  return  from  his  property,  the  use  havir 
been  continuous  for  over  30  years. 

Resolved,  that  the  board  of  appeals  does  hereby  mat 
a  variation  in  the  application  of  the  use  district  reguh 
tions  of  the  building  zone  resolution,  and  that  the  appl 
cation  be  and  it  hereby  is  granted  on  condition  that  tl 
structure  shall  be  limited  to  two  stories  in  height;  th 
the  side  and  rear  walls  shall  be  unpierced  throughout  the 
entire  height  and  length ;  that  the  roof  shall  be  of  fl 
design  and  construction;  that  the  requirements  of  tl 
building  zone  resolution  shall  be  complied  with  in  2 
other  respects ;  that  the  front  elevation  shall  be  finish* 
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n  face  brick,  laid  out  in  panel  design,  with  architectural 
erra  cotta  or  stone  trimmings ;  that  there  shall  be  no 
xposed  signs,  illuminating,  projecting,  or  of  any  nature 
»r  description,  other  than  one  sign  indicating  the  title  of 
he  garage  and  not  exceeding  a  height  of  8  ft.;  and  that 
II  permits  necessary  for  the  prosecution  of  the  work 
hall  be  obtained  within  nine  months  and  the  building 
ompleted  within  eighteen  months  from  the  date  of  this 
ction. 


44-24-BZ. 

?an1^  Santoro,  for  Antonio  Massa,  owner. 
UBJEC  1  Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
REMISES  AFFECTED — 75  Montgomery  avenue 
Tompkinsville,  Richmond. 

PPEARANCES — 

For  Applicant:  Daniel  Santoro. 

For  Opposition:  None. 

C^ON  ^F  BOARD— Application  granted  on  condition. 
ONDITIONS — As  specified  in  resolution 
,HE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  g 

Negative  .  .  q 

Absent :  Mr.  Gunnison  .  i 

THE  RESOLUTION:  . 

(844-24-BZ) 

Whereas,  Daniel  Santoro,  for  Antonio  Massa,  owner, 
-d>  June  24,  1924,  an  application,  -under  the  building 
:ne  resolution,  to  permit  in  a  business  district  the  erec- 
in  and  maintenance  of  a  garage  for  the  storage  of 
ore  than  five  motor  vehicles ;  premises  75  Montgomery 
■  eet,  Borough  of  Richmond;  and 

Vhereas  a  public  hearing  was  held  on  this  application 
the  board  of  appeals,  at  its  regular  meeting,  October  7, 
!}4’  aft^r  due  notice  by  publication  in  the  Bulletin  of 
Board  of  Standards  and  Appeals;  and 
.Vhereas,  the  use  district  maps  accompanying  the  build- 
zone  resolution  show  that  Montgomery  street,  Rich- 
nd  turnpike  and  St.  Marks  place  are  business  districts ; 

Vhereas,  the  decision  of  the  superintendent  of  buildings 
;:dered  June  16,  1924,  in  acting  on  Alt.  App.  No.  271- 

reads  i 

l._  Garage  for  more  than  5  automobiles  in  business 
district  is  contrary  to  zone  resolution.” ; 

\ 'here as,  the  proposed  building  is  to  be  of  non-fireproof 
struction  one  story  in  height,  with  a  frontage  of  32 
6  in.  and  a  depth  of  80  ft. ;  to  be  occupied  as  a  ga- 
■e  lor  more  than  five  motor  vehicles;  and 
Vhereas,  there  existed  on  this  street  between  the  in¬ 
jecting  streets  on  July  25,  1916,  a  stable  for  more  than 
horses. 

c  solved,  that  the  board  of  appeals  does  hereby  make 
'anation  in  the  application  of  the  use  district  regula¬ 
rs  of  the  building  zone  resolution,  and  that  the  appli- 
■on  be  and  it  hereby  is  granted  on  condition  that  the 
'  e  wads  shall  be  unpierced  throughout  their 

re  1TISht  and  length;  that  any  skylights  installed  shall 
!°n  the  centre  line  of  the  building  and  shall  be  glazed 
,V P,Ia,n  8.Iass  ,and  equipped  with  wire  guards  above 
helow ;  that  the  building  shall  be  fire  retarded  in  ac- 
lance  with  th*  rules  of  the  board  of  standards  and 
j-ais;  that  there  shall  be  no  signs  or  advertisements  dis¬ 
ced  or  maintained  on  the  front  of  the  building  nor 
tne  roof;,  that  there  shall  be  no  gasoline  storage 
pment  maintained  or  installed  on  the  premises;  and 
all  permits  necessary  for  the  prosecution  of  the 
*  shall  be  obtained  within  nine  months  and  the  build- 
completed  within  eighteen  months  from  the  date  of 
1  action. 


758-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Pardicak  Realty 
Lorp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 

P^UTc|ec°VSei“  five  mot°r  vehicles. 

V  1  „  y-Cl  ED— 253-257  West  153rd  street, 

230-244  West  154th  street  and  83-97  Macombs 
place,  Manhattan. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Henry  W.  Haaker,  Fred  Meyer 
a rTm\T  Henry  Schlumbohm. 

THg  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  Q 

Negative:  Chairman  Walsh,  Messrs.*  Kennedy 
Dowd,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Gunnison .  i 

THE  RESOLUTION:  . 

.  .  (758-24-BZ) 

\\  hereas,  William  F.  Doyle,  for  Pardicak  Realty  Corp. 
owner,  filed,  June  2,  1924;  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
ts011  and  maintenance  of  a  garage  for  the  storage  of  more 
tnan  five  motor  vehicles;  premises  253-257  West  153rd 

Manhatten  f4a„rS‘  15“'h  *"*  a"d  ^  Macombs  p,ace‘ 
Whereas  a  public  hearing  was  held  on  this  application 

iooIhe  ?°ard  of  app?als’  at  lts  regular  meeting,  October  7, 
19.4  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  153rd  street  West 
l->4th  street  and  Macombs  place  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  31,  1924,  reads: 

i*,.1  *  ,  Public  garages  in  a  business  district  are  pro¬ 
hibited.  ;  y 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  85 
ft.  on  West  153rd  street;  and 
Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  20  and  a  similar  application,  Cal 
No.  324-20-BZ,  was  denied  by  the  board. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


886-24-BZ. 

APPLICANT— -Charles  B.  Meyers,  for  Aaron  Miller 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — Southwest  corner  of  West  Tre- 

APPEARANCES-'  ^  Jer°mC  avenue‘  Tl,e  Bronx- 
For  Applicant:  Charles  B.  Meyers. 

For  Opposition :  None. 

rnvmTTOv^^n0  Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Afessrs.  Kennedy 
Dowd,  Connell,  Holland  and  Fire;  Chief 

Kenlon  . ’  g 

Negative  . . .  o 

Absent :  Air.  Gunnison  .  . 

THE  RESOLUTION:  . 

(886-24-BZ) 

Whereas;,  Charles  B.  Afeyers,  for  Aaron  Afiller,  owner 
filed,  July  2,  1924,  an  application,  under  the  building  zone 
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resolution,  to  permit  in  a  business  district  the  erect  o 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  southwest  corner  ot 
Jerome  and  West  Tremont  avenues,  Borough  of  Bronx; 

^Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  October  7, 
1924,  after  due  notice  by  publication  in  the  Bulletin  o 
the  Board  of  Standards  and  Appeals;  and  .... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  West 
Tremont  avenue  are  business  districts  and  Davidson  ave¬ 
nue  is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  14,  1924,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is^con- 
trary  to  provisions  of  Building  Zone  Resolution.  , 

'^Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  fro"tage 
of  193^2  ft  on  Jerome  avenue  and  107  ft.  2J4  in-  on  West 
Tremont  avenue;  to  be  occupied  as  stores  and  a  garage 
for  more  than  five  motor  vehicles ,  and 
Whereas,  there  existed  on  this  street  between  the  in¬ 
tersecting  streets  on  July  25,  1916,  a  garage  for  more  than 

five  motor  vehicles.  ,  ,  ,  , 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  be  restricted  in  height  to  a  two-story  building; 
that  the  rear  and  gable  walls  shall  be  unpierced  througl 
out  their  entire  height  and  length;  that  any  skylights 
installed  shall  be  glazed  with  plain  glass,  equipped  with 
metal  guards  above  and  below;  that  the  Tremont  avenue 
front  of  the  proposed  structure  and  the  Jerome  avenue 
corner  of  the  structure,  for  a  depth  of  thirty  (30)  feet, 
on  the  1st  story,  shall  be  developed,  maintained  and  re¬ 
stricted  to  stores  or  shops,  of  conforming  use  and  oc¬ 
cupancy  for  business  district,  separated  from  the  garage 
portion  by  unpierced  walls  of  approved  masonry ;  that  there 
shall  be  no  vehicular  entrance  or  exit  on  any  portion 
of  the  Tremont  avenue  front;  that  there  shall  be  no  pro¬ 
jecting  signs  on  the  Tremont  avenue  front,  nor  on  any 
part  of  the  roof  of  the  structure;  that  the  front  elevations 
on  Terome  avenue  and  Tremont  avenue,  other  than  the 
show  window  store  fronts,  shall  be  finished  in  face  brick, 
panel  design,  with  architectural  terra  cotta  or  stone  trim¬ 
mings ;  that  the  windows  throughout,  on  the  2nd  story, 
shall  be  glazed  with  translucent  glass;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  work  completed  with¬ 
in  eighteen  months  from  the  date  of  this  action. 


THE  RESOLUTION: 

(923-24-BZ) 

Whereas,  Carl  B.  Cali,  for  Henry  J.  Semke,  owner, 
filed,  July  11,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  the  alteration  and  extension  of  a  busi- 
ness  building  from  a  business  district  into  a  residence  dis- 
trict ;  premises  southwest  corner  of  Burnside  avenue  and 
Davidson  avenue,  Borough  of  Bronx;  and  .  , 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  7 
1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Burnside  avenue  is  a  busi¬ 
ness  district  and  Davidson  avenue  is  a  residence  district, 

aiW'HEREAS,  the  decision  of  the  superintendent  of  budd¬ 
ings,  rendered  July  9,  1924,  in  acting  on  Alt.  Application 

No.  126-24,  reads:  ,  .... 

“1.  Extension  of  any  part  of  a  building  into  % 
residential  zone  is  prohibited  by  the  Zone  Resolution.  ^ 

and 

Whereas,  applicant  proposes  to  construct  a  one-storj 
non-fireproof  addition  to  the  existing  business  building 
this  addition  to  be  used  as  stores,  .a  small  portion  of  th< 
proposed  extension,  approximately  10  ft.  by  20  ft.  in  area 
extending  into  the  residence  district ;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  7,  subdivision  B. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  b( 
and  it  hereby  is  denied.  < 


923-24-BZ. 

APPLICANT — Carl  B.  Cali,  for  Henry  J.  Semke, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the  alteration  and 
extension  of  a  business  building. 

PREMISES  AFFECTED — Southwest  corner  of  West 
Burnside  avenue  and  Davidson  avenue.  The  Bronx. 

APPEARANCES— 

For  Applicant:  Carl  B.  Cali. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland,  Connell  and  Gunnison  . .  6 

Absent :  Fire  Chief  Kenlon  .  1 


632-23-BZ.  ,  „  „  ,  ,  .  t  . 

APPLICANT— Thomas  O’Rourke  Gallagher,  for  Antonu 

Guigliano,  owner.  .  j 

SUBJECT— Application  (re:  decision  of  superintends 
of  buildings)  to  permit  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1711-1729  Neptune  avenu< 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Thomas  O.  Gallagher. 

For  Opposition:  Max  E.  Greenberg  and  Juliu 
Hollander.  . 

ACTION  OF  BOARD— Application  granted  on  conditior 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  • . . 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 

THE  RESOLUTION: 

(632-23-BZ)  .  . 

Whereas,  Thomas  O.  Gallagher,  for  Antonio  Guiglian< 
owner,  filed,  August  14,  1924,  an  application,  under  tl 
building  zone  resolution,  to  permit  the  extension,  fro. 
an  unrestricted  district  into  a  business  district,  of  a  pr< 
posed  garage  for  the  storage  of  more  than  five  mot< 
vehicles;  premises  1711-29  Neptune  avenue,  Brooklyn;  ar 
Whereas,  a  public  hearing  was  held  on  this  applicatic 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
1924,  after  due  notice  by  publication  in  the  Bulletin  < 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  buil 
ing  zone  resolution  show  that  Neptune  avenue  is  a  bus 
ness  district  and  the  district  to  the  north  is  unrestrictei 

Whereas,  the  decision  of  the  superintendent  of  bud 
ings,  rendered  May  14,  1923,  in  acting  on  Application  N 
8639-23  reads ! 

“Denied.  Proposition  contrary  to  the  Zone  Res 
lution,  Art.  II,  Sec  4.  A  public  garage  partly  m 
business  district.”; 

and 
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Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  157 
ft.  6 K  in.  and  a  depth  of  277  ft.  V/2  in.,  irregular  in  area; 
to  be  occupied  as  a  garage  for  more  than  five  motor  ve¬ 
hicles  ;  and 

Whereas,  the  board  deemed  that  owing  to  the  location 
of  these  premises  there  would  be  hardship  in  preventing 
applicant  from  erecting  the  proposed  structure. 

Resolved ,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  be  limited  in  height  to  a  one-story  structure- 
that  the  rear  and  gable  walls  shall  be  unpierced  through¬ 
out  their  entire  height  and  length ;  that  the  front  elevations 
on  Neptune  avenue  and  West  19th  street  shall  be  finished 
in  tace  brick,  laid  out  in  panel  design,  with  architectural 
terra  cotta  or  stone  trimmings ;  that  the  corner  of  the  build¬ 
ing  at  the  intersection  of  Neptune  avenue  and  19th  street 
for  a  distance  of  30  ft.  square,  shall  be  maintained  for 
store  use  and  occupancy;  that  there  shall  be  no  roof 
sign  constructed  or  maintained  on  these  premises ;  that 
there  shall  be  no  vehicular  entrance  on  West  19th  street 
within  50  ft.  of  Neptune  avenue;  that  the  architect  shall 
make  a  return  to  this  board  for  approval  of  the  proposed 
design  of  front  elevation  before  filing  working  drawings 
with  the  superintendent  of  buildings;  that  any  gasoline 
storage  equipment  installed  on  these  premises  shall  be 
ocated  on  the  West  19th  street  front  of  building,  not 
less  than  50  ft.  from  Neptune  avenue;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 

1437-23-BZ. 

APPLICANT— David  and  Hayden,  for  Edward  Waldron 
■  a°d  Fannie  Hass,  owners. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

DEMISES  AFFECTED— 235-249  West  154th  street 
Manhattan. 

APPEARANCES — 

For  Applicant :  F.  C.  Hayden. 

For  Opposition:  None. 

ACTION  OF  BOARD — 'Granted  extension  of  time  to  ob¬ 
tain  permits. 

'HE  VOTE  TO  EXTEND  TIME— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . . . .’  6 
Negative  . . .  q 

Absent:  Fire  Chief  Kenlon  . . .......... *  ! 


and 


“1.  Proposc/l  occupancy  is  coontrary  to  the  provi¬ 
sions  of  Section  4,  Building  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  one  story  and  basement  in  height,  wfth  a 
frontage  of  203  ft.  9  in.  and  a  depth  of  99  ft  n  7n  to 

hfcleT'Tnf  “  3  ^  mo^ than  five  motor'  V 

Whereas,  owing  to  the  character  and  use  of  adjoining 
property,  the  board  deemed  that  there  would  be  hardship 

J”re^andtmg  apP  lcant  from  crectinS  the  proposed  struc- 

AVhereas  th15  application  was  granted  by  the  board  at 
.  meeting  January  8,  1924,  on  certain  conditions  and  the 
applicant  requested  a  modification  of  the  time  limit  in 
which  to  obtain  consents. 

_  ^sokrd,  _  that  the  board  of  appeals  does  hereby  make 

le  appllcatlon  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 

slnll  be  nrfebfi  “  C.ondition  that  the  structure 

ib  ,0  fireproof  construction  limited  to  one  story  in 
height  above  grade,  with  roof  of  flat  design  and  construc¬ 
tion  with  floor  area  subdivided  in  equal  parts  by  a  fire- 
proof  wall  extending  to  the  reof,  with  not  more  than  two 
vehicular  openings  in  this  division  wall,  equipped  with  au¬ 
tomatic  fire  doors ;  that  the  rear  wall  shall  be  unpierced 
1  'ff  £ntirf  height  and  length;  that  any  skylights 
"  !  e{  shall  be  glazed  with  plain  glass,  protected  above 
and  below  with  wire  guards;  that  the  front  elevations 
on  154th  street  and  Macombs  place  shall  be  finished  with 
face  brick  and  architectural  terra  cotta  or  stone  trimmings ; 
that  there  shall  be  no  vehicular  entrance  on  the  Macombs 

P  aC.eJr7u°nt  the  building,  nor  within  25  ft.  of  same 
on  154th  street;  that  the  sills  o.f  any  windows  on  Macombs 
place  shall  be  not  ess  than  6  ft.  above  sidewalk  grade- 

and  that  there  shall  be  no  roof  signs  erected  on  these 
premises; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  30  days 
from  the  date  of  this  action  and  the  building  completed 
within  18  months  of  January  8,  1924. 


THE  RESOLUTION: 

1.  (1437-23-BZ) 

Whereas,,  Frank  Case  Hayden,  for  Edward  Waldron 
id  i  annie  Hass,  owners,  filed,  December  6,  1923,  an  ap- 
ucation,  under  the  building  zone  resolution,  to  permit 
1  a  >usiness  district  the  erection  and  maintenance  of  a 
irage  for  the  storage  of  more  than  five  motor  vehicles- 
wnises  235-249  West  154th  street,  Manhattan;  and 
U  hereas  a  public  hearing  was  held  on  this  application 
_the  board  of  appeals,  at  its  regular  meeting,  January  8, 
b  alter  due  notice  by  publication  in  the  Bulletin  of 
e  Board  of  Standards  and  Appeals;  and 
U  hereas,  the  use  district  maps  accompanying  the  build- 
g  zone  resolution  show  that  West  154th  street  is  a  busi¬ 
es  district  West  155th  street  is  an  unrestricted  district 
•a  Macombs  place  is  a  business  and  unrestricted  district; 

Whereas  the  decision  of  the  superintendent  of  build- 
:s,  rendered  November  26,  1923,  in  acting  on  N.  B.  App 

'-23,  reads : 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the 
administrative  official  in  the  performance  of  his  dutv 
,  (13-24-BZ) 

Filed  January  3,1924— Premises  north  side  Rockaway 
boulevard,  between  124th  and  125th  streets, 
So.  Ozone  Park,  Borough  of  Queens.  Or¬ 
der  of  fire  commissioner.  Applicant,  Axinn 
&  Sons  Lumber  Co.  Dismissed  for  lack 
of  prosecution. 

(100-24-BZ) 

Filed  January  23.  1924— Premises  .  1694-1704  Rockawav 
parkway,  Brooklyn.  Decision  of  The  super¬ 
intendent  of  buildings.  Applicant,  Victor 
Tna.  Dismissed  for  lack  of  prosecution. 

(129-24-BZ) 

Filed  January  28.  1924— Premises  17  Willow  place,  Brook- 
lyn.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Mrs.  Lucia  Sessa.  Dismissed  for 
lack  of  prosecution. 

(207-24-BZ)  ' 

Filed  February  9,  1924— Premises  1113-15  Avenue  J.  Brook¬ 
lyn.  Decision  of  superintendent  of  build¬ 
ings.  Applicant.  Messrs.  Jenks  &  Rogers. 
Dismissed  for  lack  of  prosecution. 
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THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSE¬ 
CUTION—  ,  ,  ,  ,f  „  . 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison,  Holland  and  Connell..  6 

Negative  . .  ® 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION:  ,,  ,  ...  .• 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so.  , 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


of  proposed  garage;  both  sides  .of  Eastern  parkway 
from  Rockaway  avenue  to  a  point  100  ft.  south  of 
Rockaway  avenue;  the  west  side  of  Rockaway  a\e- 
nue  from  St.  Marks  avenue  to  Bergen  street;  also 
the  south  side  of  Bergen  street  to  a  point  239  ft.  west 
of  Rockaway  avenue. 


AREAS  FIXED.  ' 

(835-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  .fix  the  area  ot 
notification  deemed  affected  by  the  erection  and  main¬ 
tenance  of  a  garage;  premises  1655-63  St.  Marks  avenue, 

BThelyfollowing  area  was  approved  by  the  board:. 

Both  sides  of  St.  Marks  avenue  from  a  point  100 
ft.  east  of  Eastern  parkway  to  a  point  400  ft.  west 


(998-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage ,  premises  east 
side  Jerome  avenue,  176.66  ft.  north  of  Burnside  avenue. 
The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jerome  avenue  from  East  181st  street 
to  a  point  100  ft.  south  of  East  Burnside  avenue; 
also  the  properties  at  rear  and  for  a  distance  of 
50  ft.  on  either  side  of  the  side  lot  lines  of  the  prem¬ 
ises  in  question. 


Adjourned  2  p.  m. 


William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  7,  1924. 
Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell,  Superintendents  Brady,  Reville, 
McDermott,  Chief  Inspector  Bales  and  Inspector  Bracken. 

The  minutes  of  the.  regular  meeting  of  the  board  ot 
standards  and  appeals,  held  on  Tuesday  afternoon  Sepl lent- 
ber  23,  1924,  were  approved  as  printed  in  the  Bulletin,  ino. 

40,  Vol.  IX. 


APPEARANCES— None.  ,  _  1Q0, 

ACTION  OF  BOARD — Laid  over  to.  November  5,  1924,  a 
2  p.  m.,  on  request  of  petitioner. 


PETITIONS  FOR  VARIATIONS. 

PETITIONER— Edward  F.  Hammel,  for  29  West  17th 

Street  Corp,  owner.  .  ..  .  .  . 

SUBJECT — Application  for  reopening — variation  ot  labor 
law  as  cijed  in  order  of  fire  commissioner. 
PREMISES  AFFECTED— 29  West  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Daniel  Adelman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  . 

\CTION  OF  BOARD — Laid  over  to  October  21,  19^4, 
at  2  p.  m. 


1492-23-S.  .  .  _  ,  .  u- 

PETITIONER — Frank  P.  Kemston,  for  Sundel  Hymar 

SUBJECT— Application  for  reopening— variation  ot  labo 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 570-572  Grand  street,  Manhal 
tan. 

APPEARANCES— 

For  Petitioner :  Frank  P.  Kemston. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  U< 
tober  21st,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken . 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon . 


944-24-S  • 

PETITIONER— Sidney  F.  Oppenheim,  for  Hyman  Stein, 

owner.  .  .  .  .  ,  .  . 

SUBJECT _ Variation  of  labor  law  as  cited  in  decision 

of  superintendent  of  buildings. 

PREMISES  AFFECTED— 507-9  East  75th  street,  Man¬ 
hattan. 

APPEARANCES— None.  _  .  _  „no. 

ACTION  OF  BOARD — Laid  over  to  October  21,  1924, 
at  2  p.  m.,  on  request  of  petitioner. 


941-24-S.  „  „  T  , 

PETITIONER— Henry  S.  Lion,  for  Rogally,  Inc.,  lessee. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 716-720  Broadway,  Brooklyn. 


946-24-S. 

PETITIONER— Ralph  Wilson,  lessee. 

SUBJECT— Variation  of  labor  law,  as  cited  in  order  < 
fire  commissioner.  , 

PREMISES  AFFECTED— 12  East  33rd  street,  Manh« 

tan. 

APPEARANCES— 

For  Petitioner:  John  G.  Wilson.  _  . 

For  Administration :  Inspector  Maher,  of  hre  c 
partment. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE—  „r  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken 
nedy,  Dowd,  Gunnison,  Holland,  Connell. 
Superintendents  Brady,  Reville,  McDermott,  | 
and  Chief  Inspector  Bales  . 
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Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com- 

I  THE  KESOLUTIO^21111011  ant*  ^nspector  ^racken...  3 
I  (946-24-S) 

^VV  hereas,  Ralph  Wilson,  lessee,  filed,  July  18,  1924  a 
petition  with  the  board  of  standards  and  appeals,  for  va¬ 
riation  from  the  requirements  of  the  labor  law  as’  cited  in 
an  order  of  the  fire  commissioner,  affecting  premises  12 
hast  33rd  street,  Manhattan;  and 

,  Whereas,  the  order  of  the  fire  commissioner,  No.  45300- 
LD,  dated  April  11,  1923,  reads : 

“1.  Provide  an  exterior  screened  iron  stairway  on 
the  rear  of  building,  as  per  Section  271  of  the  Labor 
Law,  not  less  than  44  in.  in  width,  extending  from 
ground  to  roof,  with  a  balcony  on  each  floor  and  an 
independent  means  of  egress  from  the  lowest  termination 
by  means  of  an  open  court  or  courts  or  a  fireproof  pas¬ 
sageway  leading  to  the  street  *  *  *”  • 
and 

[  Whereas,  the  building  is  non-fireproof,  twelve  stories  in 
height,  25  it.  by  90  ft.  in  area;  OCCUPIED  as  a  tenant 
factory,  298  persons  above  the  1st  story.  EXITS:  An  in- 
erior  fireproof  stairway  extending  from  1st  story  to  roof; 
jnclosed  in  lireproof  partitions  with  fire  doors  at  openings. 
Fire  escape  balconies  on  the  rear  of  the  building  at  each 
.tory  connecting  with  the  existing  fire  escape  on  the  adjoin- 
ng  building  to  the  East ;  with  fireproof  windows  along  the 
i al conies,  with  EGRESS  from  the  termination  of  fire  es- 
:ape  by  means  of  fire  escape  on  adjoining  building  to  east. 
3.001’ S  of  adjoining  buildings  are  at  same  level;  and 
\\  hereas,  petitioner  contends  that  the  fire  escape  was 
greeted  at  the  suggestion  of  and  accepted  by  the  State  Indus- 
rial  Commission  after  the  issuance  of  similar  orders. 

Resolved,  that  the  board  of  standards  and  appeals  does 
lereby  make  a  variation  from  the  requirements  of  the  labor 
aw  and  that  the  petition  be  and  it  hereby  is  granted  on  con- 
'ition  that  the  stipulations  of  the  Industrial  Commission’s 
cceptance  of  July  7th,  1916,  affecting  the  rear  fire  escape, 
e  complied  with. 

66-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Fifth  Avenue  and 
33rd  Street  Co.,  owner. 

iUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

’REMISES  AFFECTED— 1-13  East  33rd  street,  Man¬ 
hattan. 

.PPEARAN  CES — 

For  Petitioner :  Samuel  Rosenblum,  Henry  Corn. 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

.CTION  OF  BOARD — Petition  denied. 

HE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 

Inspector  Bales  and  Inspector  Bracken .  11 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 

Commissioner  Hannon .  2 

THE  RESOLUTION  : 

I  (966-24-S) 

Whereas,  Samuel  Rosenblum,  for  Fifth  Avenue  and  33rd 
t.  Co.,  owner,  filed,  July  24,  1924,  a  petition,  with  the 
>ard  of  standards  and  appeals,  for  variation  from  the  re- 
nrements  of  the  labor  law,  as  cited  in  an  order  of  the 
e  commissioner  affecting  premises  1-13  East  33rd  street, 
anhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
t,  1924,  reads : 

“ Order  No.  62071-LD. 

“1.  Remove  cigar  stand  in  hall,  1st  story,  west  stair¬ 
way  and  lunch  stand  in  hall,  1st  story,  east  stairway,  as 
per  Rule  3  of  the  Industrial  Code.” 

id 


Whereas  the  building  is  fireproof,  12  stories  in  height, 

hvJ«?'ffy-98  ft-  9  !"• in  area  at  the  lst  story  an<*  125  ft. 
by  8o  ft.  m  area  above.  OCCUPIED:  lst  story,  store, 

11  persons,  ~nd,  3rd  and  4th  stories,  offices  and  showrooms, 
~0  persons  per  story;  5th,  6th,  7th,  8th,  9th,  10th,  11th  and 
fo™t0neS’  0  hces  and  light  manufacturing  with  a  total 
of  270  persons;  and  EQUIPPED  with  a  sprinkler  system 
and  a  fire  alarm  signal  system :  EXITS :  Two  fire  tow¬ 
ers  and  two  interior  fireproof  stairways,  extending  from 
the  is t  story  to  the  roof,  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings;  ROOF  of  adjoining  build- 
mg  to  west  7  stories  lower ;  to  east  8  stories  lower ;  and 
Whereas,  petitioner  proposes  to  remove  the  shelf  in  the 
east  hall  opposite  the  luncheonette  and  contends  that  the 
stands  are  so  located  that  they  do  not  obstruct  nor  decrease 
the  permissible  exit  capacity. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
denied  Y  1S  a^nmed  and  the  Petition  be  and  it  hereby  is 


967-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Adelaide  S.  Browning  Estate, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order  of 
the  fire  commissioner. 

PREMISES  AFFECTED — 1-5  West  45th  street  and  546 
Tilth  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

OF  BOARD  Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Superintendents  Brady,  Reville,  McDermott, 
Chief  Inspector  Bales  and  Inspector  Bracken  11 
Negative  .  q 

Absent:  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon .  2 

THE  RESOLUTION: 

(967-24-S) 

Whereas,  Croker  National  Fire  Prevention  Eng.  Co., 
for  Adelaide  S.  Browning  Estate,  owner,  filed,  Juiy  24’ 
1924,  a  petition,  with  the  board  of  standards  and  appeals’ 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  1-5  West  45th  street  and  546  Fifth  avenue,  Manhattan  • 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan- 
;  ■ ry  26,  1924,  reads : 

Order  No.  54342 -LD  : 

“1.  Enclose  the  interior  stairway  at  east  side  of 
building,  as  per  Section  271  of  the  Labor  Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  and 
pent  house  in  height,  160  ft.  by  100  ft.  (irregular)  in  area. 
OCCUPIED:  lst  story,  salesroom,  10  persons;  2nd  story 
stock  and  office,  22  persons;  3rd  story,  salesroom  and  mfg! 
furs,  51  persons;  4th  story,  office  and  factory,  53  persons; 
5th  story,  office  and  skin-room,  16  persons;  6th  story,  fac¬ 
tory,  90  persons ;  pent  house,  examining  garments  for’  stor¬ 
age,  5  persons;  EQUIPPED  with  a  sprinkler  system  and  a 
fire  alarm  signal  system.  EXITS:  two  interior  fireproof 
stairways;  the  westerly  stairway  extends  from  the  lst  story 
to  the  roof,  and  the  easterly  stairway  extends  from  the  lst 
story  to  the  top  story;  both  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings,  excepting  in  that  the  easterly 
stairway  is  open  at  lst  story,  horizontal  exits  on  each 
story  of  the  northerly  section,  to  adjoining  building  to  east  • 
and  *  ’ 
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Whereas,  petitioner  contends  that  the  easterly  stairway 
is  not  enclosed  on  the  1st  story  on  account  ot  being  used  by 
customers  as  a  means  of  going  to  the  various  showrooms 
on  the  1st  and  2nd  stories  and  that  to  enclose  the  stairway 
aSd  continue  the  hall  to  the  street  would  pract.cally  rum 
this  part  of  the  building  as  a  retail  store. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  trom  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  as 
to  the  construction  of  an  inclosed  unobstructed  passageway 
from  the  termination  of  the  easterly  or  front  stairs  to  the 

street. 


PETITIONER— Geo.  Blum  and  Edward  Blum,  for  132 
West  31st  Street  Realty  Company,  owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 128-136  West  31st  street  and 
127-133  West  30th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Edward  Blum. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THH  VOTE—' 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken .  ^ 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 

Deputy  Eire  Commissioner  idannon . .  • 


913-24-S.  | 

PETITIONER— Clarence  S.  Howell,  for  John  Mullen, 
owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED— 837  Eleventh  avenue,  Manhat¬ 
tan. 

APPEARANCES — 

For  Petitioner :  Clarence  S.  Howell. 

ACTION  OF  BOARD— Petition  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  „r  ,  ,  ~ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken-  , 

nedy,  Gunnison,  Holland,  Connell,  Super- 
intendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken . 1( 

Negative  . ^ 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  • 


THE  RESOLUTION 


THE  RESOLUTION 


(898-24-S) 

Whereas,  Geo.  Blum  and  Edward  Blum,  for  132  West 
31st  Street  Realty  Co.,  owner,  filed,  July  8,  1924,  a  peti¬ 
tion  with  the  board  of  standards  and  appeals,  for  variation 
from  the  requirements  of  the  labor  law  as  cited  m  a  decis¬ 
ion  of  the  superintendent  of  buildings,  affecting  premises 
128-136  West  31st  street,  and  127-133  West  30th  street, 

Manhattan;  and  .  .  ,  ,  r  K 

Whereas,  the  decision  of  the  superintendent  ot  build 
ings  N.  B.  App.  No.  179-1924,  dated  June  23,  1924  reads : 

“1  Size  of  window  panes  of  glass  must  conform  to 
Section  264  Labor  Law.  ; 

^Whereas,  the  building  is  fireproof,  17  stories  in  height 
having  a  frontage  of  99  ft.  on  West  30th  St.,  a  frontage  of 
125  it.  on  West  31st  St.,  and  a  depth  of  197  ft  b  ms.  OC¬ 
CUPIED  :  1st,  2nd  and  3rd  stories  showrooms  and  offices , 
above,  offices  and  25  per  cent  manufacturing.  EQUIPPED 
with  a  sprinkler  system  and  an  interior  fire  alarm  signal 

^  Whereas,  there  are  windows  on  the  West  30th  street  and 
West  31st  street  fronts  on  the  1st,  2nd  and  3rd  stories, 
glazed  with  yA  in.  thick  plate  glass ;  the  area  of  the  glass 
on  the  1st  story  on  the  West  30th  street  front  is  10  ft  6  ins 
by  20  ft.  5  ins. ;  on  the  Wrest  31st  street  front  is  10  ft. 
ins  by  15  ft.  6  ins. ;  and  the  area  of  the  glass  on  the  2nd 

and  3rd  stories  of  both  street  fronts  are  in  excess  of  720 

^Whereas,  petitioner  contends  that  to  comply  with  the 
labor  law  as  to  the  area  of  the  glass  on  the  1st,  2nd  and 

3rd  stories  would  destroy  the  use  of  these  stories  and  also 

the  architectural  effect  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  the  three  (3)  lower  stones 
on  the  front  elevation,  on  condition  that  these  openings  shall 
be  equipped  with  approved  metal  frames  and  sash,  glazed, 
with  plate  glass,  not  less  than  *4  m-  'n  thickness  and  that 
the  requirements  of  the  labor  law  shall  be  complied  with 
in  all  other  respects. 


(913-24-S) 

Whereas,  Clarence  C.  Howell,  for  John  Mullen,  owner 
filed  July  10,  1924,  a  petition,  with  the  board  ot  standard 
and  appeals,  for  variation  from  the  requirements  of  the  la 
bor  law,  as  cited  in  a  decision  of  the  superintendent  of  build 
ings,  affecting  premises  837  Eleventh  avenue,  Manhattan 

aU Whereas,  the  decision  of  the  superintendent  of  build 
ings  Alt.  App.  No.  1438-1924,  dated  June  28,  1924,  reads 
“1.  a  fire  escape  does  not  meet  the  requirements  o. 
the  Labor  Law  as  a  2nd  means  of  exit  in  building 
erected  after  1913.  Present  building  erected  unde 
N.  B.  284-1914.”; 

^Whereas,  the  building  is  fireproof  five  stones  m  heigh 
25  ft.  5  in.  by  100  ft.  in  area.  OCCUPIED  as  follows 
1st  floor,  cafe,  3  persons;  2nd  floor  light  mfg.,  9  Persons 
3rd  floor,  light  mfg.,  4  persons;  4th  floor,  electro  platin; 
10  persons;  5th  floor,  light  mfg.,  7  persons.  EXiib.  A 
interior  fireproof  stairway  extending  from  1st  story  to  roo 
enclosed  in  fireproof  partitions  with  fire  doors  at -opening 
ROOFS  of  adjoining  buildings  are  4  stories  lower ,  and 
Whereas,  petitioner  contends  that  area  of  the  building 
small ;  that  the  location  of  the  existing  stairway  is  such  i 
to  prohibit  the  erection  of  an  additional  remote  stairws, 
and  proposes  to  install  a  fire  escape  as  an  additional  meai 

°f Resolved,  that  the  board  of  standards  and  appeals  do, 
hereby  make  a  variation  from  the  requirements  of  the  laD( 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  co - 
dition  that  the  main  stair  hall  shall  be  continued  to  the  roo 
that  a  standard  fire  escape  shall  be  provided  on  the  57 
street  front  of  the  building,  with  a  counter  balanced  arc, 
ladder  in  guides  from  the  lower  balcony  to  the  street!  (1 
further  condition  that  the  occupancy  shall  not  exceed  tor 
(40)  persons  above  the  1st  story  and  granted  only  so  lor 
as  the  conditions  as  to  occupancy  and  use  otherwise  rema 
unchanged. 


989-24-S.  . 

PETITIONER— John  Ph.  Voelker,  for  Price  Plus  do. 

Co.,  owner.  ■  .  •  r 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
fire  commissioner.  , 

PREMISES  AFFECTED— 20  West  30th  street,  Manh. 

tan. 

APPEARANCES- 

For  Petitioner:  John  Ph.  Voelker.  * 

For  Administration:  Inspector  Maher  of  hre  < 
partment.  . 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


J 
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THE  RESOLUTION : 


THE  VOTE— 

Alternative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Neville,  McDermott,  Chief 


Inspector  Bales  and  inspector  Bracken .  10 

Negative  .  0 

Absent:  Mr.  Dowd,  hire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  _  3 

THE  RESOLUTION : 

(989-24-S) 


Whereas,  John  Ph.  Voelker,  for  Price  Plus  Cloak  Co., 
owner,  filed,  July  31,  1924,  a  petition  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  20  West  30th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  39496- 
LD,  dated  September  26,  1922,  reads : 

“1.  Arrange  the  fire  escape  at  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof,  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  section  273  and  274  of  the 
Labor  Law  *  *  * 

“Note:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  27  ft.  by  99  ft.  in  area  at  1st  story  and  27  ft.  by  71 
ft.  in  area  above;  OCCUPIED  as  follows:  1st  story,  stores, 
4  persons;  2nd,  3rd,  4th  and  5th  stories,  showrooms  and 
light  manufacturing,  approximately  30  persons  per  story; 
EQUIPPED  with  a  fire  alarm  signal  system.  EXITS: 
An  interior  wooden  stairway  extending  from  1st  story  to 
roof ;  enclosed  in  wire  lath  and  cement  plaster  partitions 
with  fire  doors  at  openings.  A  party  wall  fire  escape  on 
the  rear  of  the  building  extending  from  the  main  roof  to 
the  roof  of  the  1st  story  extension — crossing  extension  and 
EGRESS  by  means  of  an  iron  stairs  to  yard  of  the  prem¬ 
ises  to  rear;  with  fireproof  windows  along  the  course 
thereof!  ROOFS  of  adjoining  buildings  are  at  same 
level;  and 

Whereas,  petitioner  filed  letter  from  owner  of  premises 
to  rear  giving  permission  to  use  yard  of  said  premises  as  a 
means  of  egress. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
on  condition  that  a  party  wall  fire  escape  shall  be  main¬ 
tained  from  the  roof  to  the  roof  of  the  1st  story  extension, 
with  egress  therefrom  by  fixed  45  degree  stairway  to  yard 
directly  in  rear  with  egress  therefrom  by  means  of  three 
open  yards. 


930-24-S. 

PETIIIONER — Edward  P.  Doyle,  for  Tishman  &  Good¬ 
man,  owners. 

SUBJEC  1 — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  Ab bECTED — 142-8  West  36th  street,  Man¬ 
hattan 

APPEARANCES— 

For  Petitioner :  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 


Inspector  Bales  and  Inspector  Bracken .  10 

Negative  .  0 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 


(930-24-S) 

W  hereas,  Edward  P.  Doyle,  for  Tishman  &  Goodman, 
owners,  lded,  J  uly  14,  1924,  a  petition,  with  the  board  of 
standaids  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  142-8  West  36th  street,  Manhat¬ 
tan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Mav 
29,  1924,  reads : 

“1.  Remove  all  partitions  not  built  of  incombustible 
material  on  all  stories  as  per  Sections  263  and  270  of 
the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
is  ft.  by  98  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
236  persons  above  the  first  story;  EQUIPPED  with  a 
sprinkler  system.  EXITS:  Two  interior  fireproof  stair¬ 
ways  extending  from  1st  story  to  roof;  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  openings;  ROOFS  of 
adjoining  buildings  to  ast  and  west  are  135  feet  lower;  and 

W  hereas,  petitioner  contends  that  all  stationary  partitions 
are  fireproof,  that  the  removable  partitions  are  non-fire¬ 
proof — do  not  obstruct  the  exits  and  are  part  of  the  fac¬ 
tory  equipment;  and 

Whereas,  it  was  reported  by  the  inspector  of  the  fire 
prevention  bureau  that  the  present  use  and  occupancy  is  as 
classified  by  the  fire  department  rules  and  the  rules  of  the 
industrial  commission  as  medium  hazard  there  being  no 
highly  combustible  material  on  the  premises. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  temporary  combustible  partition  shall  not 
be  erected  within  eighteen  (18)  inches  of  the  ceiling  and 
granted  only  so  long  as  a  single  occupancy  is  maintained 
on  each  floor,  and  where  there  is  more  than  a  single  oc¬ 
cupancy  that  the  tenant  floor  occupancy  shall  be  separated 
by  approved  partitions  with  corridor  leading  directly  to 
the  public  halls  on  each  story. 


1003-23-S. 

PETITIONER — Samuel  Rosenblum,  for  Jacob  O.  Tepper, 
owner. 

SUBJECT— Application  for  reopening— variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 
PREMISES  AFFECTED — 30  West  Thirty-seventh  street, 
Manhattan 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  reopened  and  resolution 
amended* 

THE  VOTE  TO  REOPEN  AND  AMEND  RESOLU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 

Inspector  Bales  and  Inspector  Bracken .  10 

Negative  .  o 

Absent :  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 

(1003-23-S) 

Whereas,  Samuel  Rosenblum,  for  Jacob  O.  Tepper, 
owner,  filed,  Aug.  13,  1923,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  30  West  37th  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
3,  1922,  reads : 

“Order  No.  34215-LD : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  re. ar  of  building  with  balconies  4  in.  in  width  con- 
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nected  by  stairways  not  less  than  22  in.  wide,  placed  at 
an  incline  of  not  more  than  45  degrees  and  extending 
from  ground  to  roof,  constructed  as  per  section  273  of 
the  Labor  Law  *  * 

ctncL  0  ~ 

The  decision  of  the  superintendent  of  buildings,  rendered 
Nov.  28,  1923,  in  acting  on  Alt.  App.  No.  1169-22,  reads: 

“3.  Show  means  of  exit  from  the  lower  fire  escape 
landing  to  the  street.  A  fireproof  passageway  should 
be  provided  from  the  lower  landing  of  the  fire  escape 
to  the  street ; 

Whereas,  the  building  is  non-fireproof,  equipped  with  an 
interior  fire  alarm  system;  five  stories  in  height,  25  ft. 
by  98  ft.  9  in.  in  area  at  the  1st  story  and  25  tt.  by  87 
ft.  5  in.  at  2nd  story  and  25  ft.  by  56  ft.  in  area  above. 
EXITS :  One  interior  wooden  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  wire  lath  and  plaster  par¬ 
titions,  with  fire  doors  at  the  openings;  a  fire  escape  with 
fire  windows  along  course  on  the  rear  of  building,  with 
connecting  stairs  leading  from  root  to  the  3rd  story  ex¬ 
tension  ;  across  extension  to  stairs  leading  to  roof  ot  1st 
story  extension  with  EGRESS  to  extension  of  building  to 
rear.  ROOFS  to  west,  same  level,  and  to  east  5  ft.  higher. 
OCCUPIED  AS  FOLLOWS:  1st  story,  store;  2nd(Story, 
mfg.  ladies’  hats,  15  persons;  3rd  story,  mfg.  ladies’  hats, 
17  persons ;  4th  story,  mfg.  ladies’  coats,  10  persons ;  5th 
story,  mfg.  ladies’  hats,  5  persons;  and 
Whereas,  petitioner  contends  that  the  means  oi  exit  are 

adequate;  and  ,  . 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting  Dec.  18,  1923,  on  certain  conditions  and  petitioner 
requested  a  modification  of  these  conditions  as  to  egress 
from  the  termination  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  egress  from  the  termination  of  the  fire 
escape  on  condition  that  a  45  degree  fire  escape  shall  be  pro¬ 
vided  from  roof  level  of  main  building  to  roof  of  2nd  story 
extension  with  stair  and  balcony  from  2nd  story  extension 
roof  level  to  roof  of  1st  story  extension  with  egress  from 
this  roof  by  fixed  60  degree  iron  stairs  to  yard  of  prem¬ 
ises  at  west  with  egress  from  the  yard  direct  to  street 
through  a  doorway  that  shall  be  maintained  unobstructed 
and  unlocked  during  working  hours;  and  that  all  skylights 
in  the  1st  and  2nd  story  extension  shall  be  glazed  with  wire 
glass. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
935-24-S-A. 

PETITIONER— Blackmer  Rotary  Pump.  Co. 
SUBJECT— Approval  of  Blackmer  Rotary  Pump. 
APPEARANCES— 

For  Petitioner :  F.  P.  Goertz. 

For  Administration — None. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Wklsh,  Messrs.  Ken- 

nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken . 


Absent :  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(935-24-SA) 

Whereas,  the  Blackmer  Rotary  Pump  Co.,  filed,  July 
15th,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  approval  of  their  device  known  as  Blackmer  Ro¬ 
tary  Pump  for  use  with  fuel  oil  burning  installations ;  and 

Whereas,  this  pump  is.  of  standard  mechanical  construc¬ 
tion  and  has  been  approved  by  the  fire  commissioner  for 
pumping  volatile  inflammable  oils. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Blackmer  Rotary  Pump  for  use  in 
Grade  A  and  Grade  B  fuel  oil  installations. 


6-24-SA. 

PETITIONER— Saul  J.  Berger. 

SUBJECT— Approval  of  Universal  Oil  Burner. 

APPEARANCES— 

For  Petitioner :  Henry  G.  Harrington. 

For  Administration — None.  1 

ACTION  OF  BOARD— Petition  placed  on  reserve  calen¬ 
dar  pending  reinfection  and  report  of  committee. 

ACTION  ON  COMMITTEE’S  REPORT: 

TO  APPROVE — 

Affirmative:  Chairman  Walsh  and  Mr.  Connell  2 
Negative:  Messrs.  Kennedy,  Gunnison,  Hol¬ 

land,  Superintendents  Brady,  Reville,  Mc¬ 
Dermott,  Chief  Inspector  Bales  and  Inspec¬ 
tor  Bracken  . 8 

Absent :  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

TO  ACCEPT—  r  ,  ,  '  __ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken....  10 

Negative  . . . •••.•••••••; . ;  c 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


CASES  DISMISSED. 

Variations  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers  have 
not  'been  completed,  thus  tying  the  hands  of  the  administra¬ 
tive  official  in  the  performance  of  his  duty: 

(15-24-SA) 

Filed  January  4,  1924— Approval  of  Fireite  Extinguisher. 

Petitioner,  Fireite  Extinguisher  Co.  Dis¬ 
missed  for  lack  of  prosecution. 


(91-24-S) 

Filed  January  21,  1924— Premises  1581-1585  Jerome  avenue 
Bronx.  Order  of  the  fire  commissioner 
Petitioner,  Clarence  L.  Sefort.  Dismissec 
for  lack  of  prosecution.  ■ 


(112-24-SA) 

Filed  January  25,  1924— Approval  of  Electrol  Oil  Burner 
Petitioner,  Scott  Newcomb  Automatic  Hea 
Machine.  Dismissed  for  lack  of  prosecu 
tion. 


(184-24-S)  *  | 

Filed  February  6,  1924 — Premises  33  35th  street,  Brooklyr 
Decision  of  fire  commissioner.  Petitioner 
Detmer,  Bruner  &  Mason.  Dismissed  fo 
lack  of  prosecution. 

(185-24-S) 

Filed  February  7,  1924— Premises  291  East  3rd  street,  Man 
hattan.  Order  of  fire  commissioner.  r« 
titioner,  Samuel  Herrmann.  Dismissed  fc 
lack  of  prosecution. 


THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell,  Superin¬ 
tendents  Brady,  Reville,  McDermott,  Chief 
Inspector  Bales  and  Inspector  Bracken  ..  1 
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Negative  .  0 

Absent:  Mr.  Dowd,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION: 


Whereas,  the  above  petitioners  filed,  with  the  board 
of  standards  and  appeals,  various  petitions  from  orders 
of  the  superintendent  of  buildings  and  the  fire  commis¬ 
sioner,  affecting  premises  stated ;  and 

MINU 


♦CORRECTION. 

The  minutes  of  the  special  meeting  of  the  board  of 
appeals,  held  Tuesday  afternoon,  September  30,  1924,  as 
they  appeared  in  Bulletin  No.  41,  Vol.  IX.,  are  hereby  cor¬ 
rected  to  read  as  follows: 

497-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Ryer  Building  Cor¬ 
poration,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 812  Second  avenue,  Long  Isl¬ 
and  City,  Queens. 


*C orrection — Word  “grant”  in  line  22  changed  to  “with¬ 
draw.” 


Whereas,  petitioners  have  failed  to  complete  the  pa¬ 
pers,  although  duly  notified  to  do  so. 

Resolved,  that  the  petitions  be  and  they  hereby  are  dis¬ 
missed  for  lack  of  prosecution. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


rEs 


APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Charles  Albasi,  George  Psensky, 
Charles  Zojic,  Vaclav  Psensky,  Charles  Marek, 
Joseph  Zojic. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 
Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  o 

Absent :  Mr  Holland  .  l 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Absent :  M  r.  Holland  .  1 


_  RULES  ADOPTED 

AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RULES  -RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S ;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  ^r 


other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(b)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character,  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A— 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21- A — 2152  Metropolitan  avenue,  Queens. 

1684-21 -A— 779  De  Kalb  avenue,  Brooklyn. 

39-22- A — 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67.22-A— Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

594- 19-A— Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A— Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A— Pier  27,  North  River,  Manhattan. 

883- 19- A— Pier  29,  North  River,  Manhattan. 

884- 19-A— Pier  30,  North  River,  Manhattan. 

885- 19-A— Pier  78,  North  River,  Manhattan. 

886- 19- A — Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

937-19-A— Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A— Piers  22-25,  East  River,  Manhattan. 

1003-19- A — Pier  28,  North  River,  Manhattan. 


31-20- A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street. 

Brooklyn. 

266- 20- A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street,, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street. 

Brooklyn. 

272- 20- A— Pier  17,  East  Rixer,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn.  j 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20- A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washington; 

and  F  streets,  Brooklyn. 

383-20-A— Pier  20.  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A— Pier  22,  foot  of  Atlantic  avenue,  Brooklyn.  . 

422- 20-A— Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A— Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street 
foot  of  Dover  street,  Manhattan. 
1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook, 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn. 

1545- 21-A— Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn.  : 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21  S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  ol 
337-22-S — Elkhard  Brass  Company,  Siamese  Connectior 
approval  of. 

357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  oi 
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392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1104-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

J105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S — Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1 274 -22- S — Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S— Delaney  Fuel  Oil  Burner,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-S A — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA— Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  OH  Burner,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 

of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 

628-23-SA— Powerlight  Oil  Heat  Burner,  approval  of. 

820-23-SA— Morse  Fuel  Oil  Burning  System,  approval  of. 

888-23-SA— Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

960-23-SA— Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

046-23-SA— Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 


1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA — Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA — Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — 'Universal  Oil  Burner,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes- Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923  . 

Cases  filed  up  to  and  including  October  9,  1924 

Restored  to  calendar . 


627 

1206 

75 


Miscellaneous  Applications. 

Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  .... 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 


167 

8 

39 

3 

18 

32 

2 

3 
1 

4 


Total  . . 
Disposed  of 


2185 

1568 


Cases  pending  October  9,  1924 


617 


DISPOSITION  OF  CASES 

Withdrawn  . . 

Dismissed  . 

Denied  . 

Granted  . 

Granted  on  condition . 

Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  .... . 

Administrative  requests  denied  or  withdrawn  . . 

Interpretations  . •  •  •  • . 

Requests  withdrawn  or  dismissed  . 

Total  . 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  th 
offices  of  the  board  and  of  the  further  publication  of  th 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  th 
date  for  the  hearing  in  his  case,  and  that  the  plea  o 
failure  to  receive  such  notice  is  no  excuse  for  neglect  t 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  o 
all  case's  promptly,  for  the  reason  that  the  pendency  of  a 
appeal  or  petition  ties  the  hands  of  the  administrate 
official  in  enforcing  his  order;  therefore,  no  appeal  c 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failur 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUI 
l.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  1 

Name  . 

Street  . 


My  subscription  to  begin  with  the  issue  for. . . . 
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DIRECTORY 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

<mes  P.  Holland  John  Dowd 

[enry  L.  Connell  Joseph  B.  Gunnison 

ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk  s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  010,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

\mes  P.  Holland  John  Dowd 

Ienry  L.  Connell  Joseph  B.  Gunnison 

ire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

homas  J.  Drennan . Fire  Commissioner 

harles  Brady . Supt.  of  Buildings ,  Manhattan 

’.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

.lbert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

dhn  W.  Moore . Supt.  of  Buildings,  Queens 

VILLI  AM  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

ffice — Municipal  Building,  Room  914. 
elephone — Worth  0184> 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

II  communications  should  he  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 

ven — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
14,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
October  14,  1924. 

Rules  Adopted. 

Reserve  Calendar. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers  pertaining  to  the  work  of  either  Board  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon— Saturdays  excepted. 


CALL  OF  CLERK’S  CALENDAR. 

pT/j*  Cl^k’s  Calendar  consists  of  applications  under  the 
ui  ing  one  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  anv 

*nd  b.e0ca!Ie,d  ,in  R°om  919’  on  Tuesday.  October 

'  ?9~'4’  at  3  °cl<?ck.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
luesday,  October  28,  1924,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal, _  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of 
ficial. 

Any  communication  purporting  to  he  an  appeal,  applica¬ 
tion,  nr  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  lie 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  cases  Filed  Week  Ending  October  16,  1924. 

Cal.  No.  Department  Premises  Affected 

1232-24-BZ . B.B.B.  ...173-191  Linden  st.,  Bklyn. 


1231-24-S .  . 


N.  B.  7530-1924. 

...F.D . 19  W.  38th  st.,  .Man. 


_ _ .  L.  D.  59174. 

1230-24- A . F.D .  352  W.  26th  st.,  Man. 

_  L  C.  25659. 

1229-24-A . B.B.B.  ...923  Franklin  ave.,  Bklyn. 

_  Application  19898-1924. 

1228-24-BZ . B.B.Bx.  ..E.  S.  Ogden  ave.,  245  ft.  N.  of 

165th  st.,  Bx. 


N.  B.  2555-1924. 


1227-24-S . F.D .  302  W.  37th  st.,  Man. 

_ _ _  L.  D.  61603. 

1226-24-A . F.D . 9  E.  40th  st.,  Man. 

L.  C.  25654. 

1225-24-BZ . B.B.Q.  ...E.  S.  Grand  ave.,  259.31  ft.  N. 

of  Hillside  ave..  Jamaica,  Q. 
_ ,  N.  B.  16173-1924. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department1 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  21,  1924,  at  2  p .  m. 

Building  Zone  Cases. 

162-24-BZ. 

APPLICANT — Babetta  Schulze,  owner. 

PREMISES  AFFECTED— Southwest  corner  of  Sixteentl 
avenue  and  27th  street,  Beechhurst,  L.  I.,  Queens 

TO  PERMIT  in  a  residence  district  the  maintenance  o: 
a  garage  for  the  storage  of  two  (2)  pleasure  mo 
tor  vehicles,  one  space  rented  to  persons  not  resid 
ing  on  the  premises. 


1224-24-S . B.B.M.  ..54  W.  39th  st.,  Man. 

_ _ _  N.  B.  68-1924. 

1223-24-BZ . B.B.M  ..  166-168  E.  92nd  st.,  Man. 

Alt.  2001-1924. 

1222-24- A . B.B.M.  ..23  W.  56th  st.,  Man. 

_ _  Exit  Order  162-1924. 

1221 -24- A . F.D .  52-56  Cedar  st.,  Man. 

~~  Alt.  1421-1924. 

1220-24-A . F.D .  1920  Fowler  ave.,  Bx. 

"  L.  C.  25597. 

1219-24-BZ . B.B.B.  ...477-487  Gates  ave.,  Bklyn. 

_ _  Applic.  19337-1924. 

,218-24-S . F.D  .....511-513  W.  Broadway,  Man. 

^  "  .  L.  D.  5778. 

1217-24- A . F.D .  380-382  Fulton  st.,  Bklyn. 

~  ’  F-64590. 

1216-24-BZ  . B.B.Bx.  ..E.  S.  University  ave..  279.78  ft. 

N  of  W.  192nd  st.,  Bx. 

_  •  N.  B.  1617-1924. 

1215-24-BZ . B.B.Q.  ...S.  S.  Jamaica  ave.,  60  ft.  E.  of 

191st  st.,  Hollis.  Q. 

_ _  N.  B.  12762-1924. 

1214-24-S . B.B.M.  ..208-212  W.  30th  st.,  Man. 

_  N.  B.  101-1924. 

1213-24-BZ . B.B.Bx.  ..S.  W.  C-  Southern  blvd.  &  185th 

_ _  st.,  Bx.  N.  B.  2313-1924. 

1212-24- A . F.D . E.  S.  5th  ave.,  W.  S.  Madison 

ave.,  from  100th  to  101st  st., 
_  Man.  Alt.  1668-1924. 

1211-24-A . F.D .  2589  Richmond  terr.,  Port  Rich- 

-  mond,  Rich.  Alt.  1658-1924. 

1210-24-BZ . B.B.B.  ...1407-1415  W.  8th  st.,  Bklyn. 

_  Applic.  18928-1924. 

1209-24- A . F.D . 2  Rector  st.,  Man. 

_  L.  C.  25397. 

1208-24-BZ . B.B.Q.  ...S.  W.  C.  Bleecker  &  Onder- 

donk  ave.,  Ridgewood,  Q. 

-  N.  B.  16403-1924. 

1207-24-S . F.D  _  105-107  Bank  st.,  Man. 

L.  D.  62386. 


751-24-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  James  H.  Sheridan, 
owner. 

PREMISES — 17-23  College  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

977-24-BZ. 

APPLICANT — Emil  Guterman,  for  Rosa  Eifinger,  owner: 

PREMISES — 1913  Ralph  street,  Ridgewood,  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  o 
a  garage  for  the  storage  of  three  (3)  pleasun 
motor  vehicles,  two  spaces  rented  to  persons  no 
residing  on  the  premises. 

990-24-BZ. 

APPLICANT— Euell  &  Euell,  for  Bernardo  Affinito 
owner. 

PREMISES — 1297-1301  Cromwell  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  change  of  occu 
pancy  from  business  to  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles. 

993-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  James  A.  Flanagai 
and  Frieda  H.  Heaney,  owners. 

PREMISES — 1714-24  Eleventh  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  mo 
tor  vehicles. 

1230-23-BZ. 

APPLICANT — James  Ruburg,  for  Marie  Ruburg,  ownet 

PREMISES — 1-3  160th  street,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  installation  am 
maintenance  of  a  gasoline  selling  station. 

1021-24-BZ. 

APPLICANT — Benjamin  Schwartzman,  for  Polk  Construe 
tion  Company,  Inc.,  owner. 

PREMISES — 88  Jackson  avenue,  Queens. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
business  district  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  than  five  (5)  me 
tor  vehicles. 
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1058-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Bessie  Gerstenfield 
owner. 

►  PREMISES  1123  Kelly  street  and  1124  Intervale  ave- 

£  nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

|  1063-24-BZ. 

APPLICANT — Frank  House,  owner. 

PREMISES— 339-341  Olmsted  place,  Glendale,  Queens. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  four  (4) 
pleasure  motor,  vehicles,  two  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

1111-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Irene  N.  Collerd, 
owner. 

PREMISES— Northwest  corner  of  East  189th  street  and 

|  Washington  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1116-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Robert  C.  Schock, 
owner. 

PREMISES — 2906-2908  Broadway,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  en¬ 
largement  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles, 

1130-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  G.  &  G.  Develop¬ 
ment  Corp.,  owner. 

PREMISES— South  side  Grand  avenue,  50  ft.  west  of 
Alburtus  avenue,  Corona,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  business  building. 

1157-23-BZ. 

APPLICANT — Meyer  Greenberg,  for  Alfred  J.  Howarth, 
owner. 

PREMISES — 210  Parkville  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
business  use  (manufacturing  extracts)  contrary  to 
section  3,  article  2  of  the  zone  resolution. 

1242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  Harding, 
owner. 

PREMISES— 242-270  East  98th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  ,  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1372-23-BZ. 

APPLICANT — 'Philip  J.  Sinnott,  for  Alexander  Fox, 
owner. 

PREMISES — 300-310  Winthrop  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  21,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 
478-24-A — 1600  Broadway,  Manhattan. 

854-24 -A — 6-8  East  1st  street,  Manhattan. 


960- 24-A— 514  East  23rd  street,  Manhattan. 

961- 24-A— 536-538  Broome  street,  Manhattan. 

,^1’24'^-28  East  20th  street.  Manhattan. 
1002-24- A — 401-417  Seventh  avenue,  Manhattan. 

1018-24-A— 116  Hudson  street,  Manhattan. 
1026-24-A— 505  West  21st  street,  Manhattan. 
<88-24-A  526-528  Fulton  street,  Brooklyn. 
956-24-A — 50  East  41st  street,  Manhattan. 


vnuci  uunumy  z,une  ixcsoiution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
ot  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  21,  1924  at 
10  o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 


cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 
cal.  no.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 
cal.  no.  853-24-BZ— Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6-8  East  1st  street, 
Manhattan. 

CAL.  NO.  565-24-BZ— Application,  April  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  J. 
M.  Flavin,,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  341-343  St.  Nicholas  avenue, 
Ridgewood,  Queens. 

cal.  no.  979-24-BZ — Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  Ulysses 
G.  Church,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  three-story  dwellings  to  be 
used  for  store  purposes  on  first  story; 
premises  6914-6932  Fourth  avenue, 
northwest  corner  of  Ovington  avenue, 
Brooklyn. 

CAL.  NO.  922-24-BZ— Application,  July  11,  1924,  under  the 
building  zone,  resolution,  of  McKim. 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution ;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  l-ll  East  58th  street, 
Manhattan. 
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CAL.  NO. 


787-24-BZ — Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  ot 
Andrew  Lewnes  and  M.  K.  \  enechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 


CAL.  NO. 


740-24-BZ — Application,  May  28,  1924  under  the 
building  zone  resolution,  of  Abraham 
Farber,  architect,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  of  an  addi¬ 
tional  group  of  22  individual  garages, 
all  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  541-551 
Warwick  street,  Brooklyn. 


CALA.  no.  612-24-BZ— Application,  September  16,  1924  under 
the  building  zone  resolution,  ot  Wil¬ 
liam  Shary,  architect,  on  behalf  of  Mar¬ 
tin  C.  Dyer,  owner,  previously  dis¬ 
missed,  to  permit  in  a  business  district 
extending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  469  East 
187th  street,  The  Bronx. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  28,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

305-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Emanuel  Strauss 
and  Walter  D.’  Strauss,  owners. 

PREMISES— 1139  Ogden  avenue,  The  Bronx 

TO  PERMIT  in  a  “B”  area,  part  business  and  part  resi¬ 
dence  district,  the  alteration  and  extension  of  an 
existing  garage  for  the  storage  of  more  than  live 
(5)  motor  vehicles,  also  the  omission  of  a  rear 
yard  required  by  the  zone  resolution. 

759-24-BZ. 

APPLICANT — Emil  Guterman,  for  William  Sherman 

owner.  „  .  . 

PREMISES— 16-24  Saratoga  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  of  more  thai 
five  (5)  motor  vehicles. 

850-24-BZ.  —  JL 

APPLICANT— Philip  J.  Sinnott,  for  Harry  Gillman 

PREMISES — West  side  Broadway,  502  ft.  north  of  240tl 
street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main 
tenance  of  a  garage  ,  for  the  storage  of  more  tha: 
five  (5)  motor  vehicles. 


cal.  no.  825-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  lien- 
schel,  applicant,  on  behalf  of  Phillipine 
Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

•  William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  October  21,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

913-21-S — 29  West  17th  street,  Manhattan. 

944- 24-S— 507-509  East  75th  street,  Manhattan. 

982-24-S— 614-618  West  131st  street,  Manhattan. 

921-24-S— 350  West  31st  street,  Manhattan. 

945- 24-S— 736  Broadway,  Manhattan. 

950-24-S— 167  West  22nd  street,  Manhattan. 

962- 24- S— 5-7  East  37th  street,  Manhattan. 

963- 24-S— 5-7  East  37th  street,  Manhattan. 

964- 24-S— 5-7  East  37th  street,  Manhattan. 

985-24-S — 114-116  Fifth  avenue  and  2-6  West  17th  street, 
Manhattan. 

1025-24-S — 42  West  99th  street,  Manhattan. 

1027-24-S — 505  West  21st  street,  Manhattan. 

865-24-S— 20-22  Laight  street,  Manhattan. 

879-24-S— 415-421  Fifth  avenue,  Manhattan. 

1011- 24-S — 49-53  West  38th  street,  Manhattan. 

1012- 24-S— 253-259  West  35th  street,  Manhattan. 
1033-24-S— 64-70  West  36th  street.  Manhattan. 
1492-23-S— 570-572  Grand  street,  Manhattan. 


889-24-BZ.  I 

APPLICANT— James  J.  Millman,  for  D.  &  B.  Aut 
Painting  Co.,  owner. 

PREMISES — 105  Underhill  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  a 
unrestricted  district  the  alteration  and  extensio 
of  an  existing  garage  for  the  storage  of  mor 
than  five  (5)  motor  vehicles. 

1041-24-BZ. 

APPLICANT — 330  West  95th  Street  Corporation,  owne 

PREMISES— 156-66  West  End  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  an 
change  of  occupancy  from  a  storage  warehou; 
to  a  garage  for  the  storage  of  more  than  n\ 
(5)  motor  vehicles. 

1048-24-BZ.  1 

APPLICANT— Sidney  L.  Strauss,  for  John  M.  Charlto 
owner. 

PREMISES— 156-160  16th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  man 
tenance  of  a  garage  for  the  storage  of  more  tte 
five  (5)  motor  vehicles. 

1090-24-BZ. 

APPLICANT — Charles  A.  Sandblom,  for  Thesium  Amus 
ment  Co.,  owner. 

PREMISES— Southeast  corner  of  Jamaica  avenue  ai 
175th  street,  Queens.  .  . 

TO  PERMIT  in  a  residence  district  extending  trom 
business  district,  the  erection  and  maintenan 
of  a  building  to  be  used  for  theatre  and  sto 
purposes. 

1 125-24-BZ. 

APPLICANT— Eugene  De  Rosa,  for  Sol  Brill,  owner. 

PREMISES — 130-134  Dyckman  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from 
business  district  the  erection  and  maintenance 
a  building  to  be  used  for  theatre  and  store  P' 
poses. 
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1131-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  New  Bensonhurst 
Realty  Corp.,  owner. 

PREA1ISES — 2362-84  86th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

104f>-24-BZ. 

APPLICANT — F.  P.  Keniston,  for  Jerome  Hatch  Realty 
Corp.,  owner. 

PREMISES — 101-111  Linden  street,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  28,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Marthattan. 
1023-24-A — 260-268  Gold  street,  Brooklyn. 

'  1024-24-A— 260-2B8  Gold  street,  Brooklyn. 

1044-24-A — 309-313  Greenwich  street,  Manhattan. 

1049- 24-A — Northwest  corner  of  Newtown  Creek  and  East 

avenue,  Long  Island  City,  Queens. 

1050- 24-A — 1708-16  Atlantic  avenue,  Brooklyn  (Bldg. 

No.  3). 

1053-24-A — 399-401  Concord  avenue,  The  Bronx. 

1076-24-A — 2490-2496  Atlantic  avenue,  Brooklyn. 

1080-24-A — 5  Platt  street,  Manhattan. 

1082-24-A — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

1093-24-A — 421  Crowm  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  October  28,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter: 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

:al.  no.  908-24-BZ — Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 
:al.  no.  748-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north, 
The  Bronx. 

-AL.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 


J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  no.  1117-24-BZ— Application,  September  11,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  E.  A. 
Adams,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  969- 
995  Nostrand  avenue,  Brooklyn. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board ;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1017-24-BZ — Application,  August  8,  1924,  under  the 
building  zone  resolution,  of  Margaret 
P.  Anderson,  applicant  and  owner,  to 
permit  in  an  unrestricted  district  with¬ 
in  200  feet  of  an  exit  from  a  school 
the  change  of  occupancy  from  a  stable 
accommodating  more  than  five  horses  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  794- 
796  Union  street,  Brooklyn. 

cal.  no.  1099-24-BZ — Application,  September  4,  1924,  under 
the  building  zone  resolution,  of  F.  H. 
Dewey  &  Co.,  Inc.,  applicant,  on  be¬ 
half  of  New  York  Academy  of  Medi¬ 
cine,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  on  first  story  for 
business  purposes;  premises  508-18  Park 
avenue,  38-48  East  60th  street,  Manhat¬ 
tan. 

cal.  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  28,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

54-24- A— 250  West  street  and  24  Hubert  street,  Manhattan. 
203-24-A — 23  Clinton  place,  Brooklyn. 

449-24-A — 600  Kent  avenue,  Brooklyn. 

824-24-A — 16  West  57th  street,  Manhattan. 

832-24- A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

171-24- A — 420  Oakland  street  and  1-5  Paidge  avenue, 
Queens. 

895-24-A — 197-201  Grand  street,  Manhattan. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24-A — 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan. 

959-24- A — 34  Tieman  place,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  October  28,  1924,  at 
2  o'clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 

cal.  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  874-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Thomas  P.  Graham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  770-784  Lefferts  ave¬ 
nue,  Brooklyn. 

cal.  no.  915-24-BZ— Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  Walter  M. 
Mason,  applicant,  on  behalf  of  Ihe 
Wako  Co.,  Ltd.,  owner,  to  permit  in 
a  business  V/i  times  height  district  the 
erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  prescribed  height 
limit  required  by  the  zone  resolution ; 
premises  18  East  53rd  street,  Manhat¬ 
tan. 

cal.  no.  810-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  Murray 
Klein,  architect,  on  behalf  of  Rose  Cum¬ 
mins,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also  the 
omission  of  a  rear  yard  as  required 
by  the  zone  resolution;  premises  1169- 
1175  Gates  avenue,  Brooklyn. 

cal.  no.  919-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
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five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Wednesday,  November  5,  1924,  at  10  o.  tn. 

Appeals  from  Administrative  Orders. 

882-24-A — 34  35th  street,  Brooklyn. 

957-24-A— 766  East  133rd  street,  The  Bronx. 

971-24-A— 219  East  42nd  street,  Manhattan. 

980- 24- A — 320-322  East  95th  street,  Manhattan. 

975-24-A— 312-316  East  95th  street,  Manhattan. 

981- 24-A — 77-81  Wooster  street  and  391-93  West  Broad 

way,  Manhattan. 

986-24- A — 463-467  Seventh  avenue  and  153  West  35th  street 
Manhattan. 

988-24- A — 100-110  8th  street,  Brooklyn. 

995-24-A — 61  Beekman  street,  Manhattan. 

Under  the  Budding  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 

of  a  public  hearing  under  the  provisions  of  the  buildin. 

zone  resolution,  Wednesday  morning,  November  5,  1924,  a 

10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 

ing  matters : 

CAL.  NO.  949-24-BZ— Application,  July  19,  1924,  under  th 
building  zone  resolution,  of  Edward  . 
Ledogar,  applicant,  on  behalf  of  Pat 
Double,  owner,  to  permit  in  a  residenc 
district  extending  from  a  business  dii 
trict  the  alteration  and  extension  of 
business  building  into  a  residence  dis 
trict;  premises  146-09  Jamaica  avenui 
Jamaica,  Queens. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  th 
building  zone  resolution,  of  John  , 
Dunnigan,  applicant,  Edward  A.  Adam 
owner,  Allan  D.  Emil,  lessee,  to  perm 
in  a  business  district  the  erection  an 
maintenance  of  a  garage  for  the  stoi 
age  of  more  than  five  (5)  motor  v< 
hides ;  pf emises  355-381  Malbone  stree 
northwest  corner  of  Canarsie  avenu 
Brooklyn. 

cal.  no.  233-24-BZ — Application,  February  14,  1924,  und< 
the  building  zone  resolution,  of  Osc; 
Goldschlag,  architect,  on  behalf  < 
Broad  Holding  Corp.,  owner,  to  perm 
in  a  business  district  the  erection  ar 
maintenance  of  a  garage  for  the  sto 
age  of  more  than  five  (5)  motor  v 
hides ;  premises  southwest  corner  < 
Roosevelt  avenue  and  Lee  avenu 
Queens. 

cal.  no.  688-24-BZ— Application,  May  19,  1924,  under  tl 
building  zone  resolution,  of  W illia 
F.  Doyle,  applicant,  on  behalf  of  Julii 
Hoehne  and  Samuel  Kaplan,  owners, 
permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  garage  f' 
the  storage  of  more  than  five  (5)  m 
tor  vehicles;  premises  155-161  Marii 
street,  Brooklyn. 

cal.  no.  569-23-BZ — Application,  September  30,  1924,  und 
the  building  zone  resolution,  of  Lor 
A.  Sheinart,  architect,  on  behalf  • 
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Dorothy  Bass,  owner,  previously  with¬ 
drawn,  to  permit  partly  in  a  business 
district  and  partly  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  806- 
816  Coney  Island  avenue,  Brooklyn. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 

,  Brooklyn. 

cal.  no.  1060-24-BZ — Application,  August  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  David 
M.  Neuschtat,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2001-11  Cropsey  avenue,  south¬ 
east  corner  of  Twentieth  avenue,  Brook¬ 
lyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  912-24-BZ— Application,  July  10,  1924,-  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  John  J. 
Dooley  and  Estate  of  Victoria  Landt, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga- 

I  rage  for  the  storage  of  more  than  five 

(5)  motor  vehicles;  premises  1501-1509 
Jerome  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

W ednesday,  November  5,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

941-24-S — 716-720  Broadway,  Brooklyn. 

034-24-S — 252-254  West  38th  street,  Manhattan. 

035-24-S — 9-11  East  38th  street  and  16  East  39th  street, 
Manhattan. 

036-24-S — 46-50  West  29th  street,  Manhattan. 

051-24-S — 54-60  Schenectady  avenue  and  1720-34  Atlantic 
avenue,  Brooklyn. 

071-24-S — 102  East  112th  street,  Manhattan. 

075-24-S — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

987-24-S — 463-67  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

999-24-S — 134-136  Lawrence  street,  Brooklyn. 


Appliances  Submitted  for  Approval. 

807-24-S A— Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

8i2-24-SA  Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

742-24-SA  Watkins  hire  Alarm  Box,  approval  of. 
1108-24-SA  Simplicity  b  uel  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  November  11,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23- A — 522  West  159th  street,  Manhattan. 

929-24-A — 612  Fifth  avenue,  Manhattan. 

1000-24-A — 78-80  Walker  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1103- 24-A — 24  West  Cherry  avenue,  Flushing,  L.  I.,  Queens. 

1104- 24- A — 159-11  Shore  Acres  boulevard,  Whitestone, 

Queens. 

1110-24-A — 208  East  63rd  street,  Manhattan. 

1118-24- A — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  11,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  972-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  applicants,  on  behalf  of  Edward 
R.  and  Edward  L.  Finch,  trustees  for 
A.  R.  Finch,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1273  Cromwell  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  11,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A— 509-517  West  street,  Manhattan. 

965-24-A — 489  Park  avenue,  Manhattan. 
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BOARD  OF  APPEALS. 

Tuesday,  November  18,  1924,  at  10  a.  tn. 

Appeals  from  Administrative’ Orders. 

969-24- A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1009-24-A — 136  West  52nd  street,  Manhattan. 

1013-24-A — 753-755  Broadway  and  66-68  East  8th  street, 
Manhattan. 

1022-24-A— 202-210  West  89th  street,  Manhattan. 

1029-24-A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1043-24-A — East  side  of  Second  avenue,  between  41st  and 
42nd  streets,  Brooklyn. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

1052-24-A — 671-677  Eighth  avenue  and  300-302  West  43rd 
street,  Manhattan. 

1059-24 -A — 234  Wooster  street,  Manhattan. 

1061-24-A — 1961-1969  Broadway  and  143  West  66th  street, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1097-24- S— 13  West  30th  street,  Manhattan. 

1109-24-S — 77-79  Beekman  street,  Manhattan. 


1114-24-S— 353-355  Fulton  street,  Brooklyn. 

Ill 9-24-S — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan.  | 

1122-24-S— 442  West  49th  street,  Manhattan. 

780-24-S — 250-252  Bowery,  Manhattan. 

1150-24-S — 62  Vesey  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1 134-24-SA — Peerless  Automatic  Oil  Burner,  approval  of 
1 142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of 

1 146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 


BOARD  OF  APPEALS.  , 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1074j24-A — 25  Lcvrich  street,  Winfield,  L.  I.  Queens. 

11 05-24- A — 377  St.  Pauls  avenue,  Staten  Island,  Richmond 
1 128-24- A — 613-619  East  83rd  street,  Manhattan. 

1136-24-A — 391-401  Leonard  street,  Brooklyn. 
1145-24-A— "2-78  Spring  street,  Manhattan. 

1147- 24- A — 492-498  Seventh  avenue,  Manhattan. 

1148- 24-A— 52-54  Watts  street,  Manhattan. 

10i5-24-A— Certificate  of  Approval  for  Tank  Wagon. 

998-24-A — Permit  to  transport  benzol,  etc.,  in  drums  o' 
110-gal.  capacity. 


MINUTES 

BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  14,  1924. 

Present:  Chairman  Walsh,  Messrs.  Dowd,  Gunnison, 

Holland,  Connell  and  Fire  Chief  Kenlon 

The  minutes  of  the  special  meeting  of  the  board  ot  ap 
peals,  held  on  Friday,  morning,  October  3,  1924  and  the 
minutes  of  the  regular  meeting  of  the  board  of  a.ppea  s, 
held  on  Tuesday  morning,  October  7  1924  were  approved 
as  printed  in  the  Bulletin,  No.  42,  Vol.  IX. 


1499-23-A. 

APPELLANT— J.  Anthony  Probst,  for  Gold  &  Greenhu 
owners. 

SUBJECT— Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED— 522  West  150th  street,  Mai 
hattan. 

APPEARANCES— 

For  Appellant:  A.  David  Good. 

ACTION  OF  BOARD— Laid  over  to  November  11,  192, 
at  10  a.  m.,  pending  decision  in  the  Supreme  Coui 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
16-24-A. 

APPELLANT — David  M.  Jones,  for  Philip  Wald  and 
S.  Buchman,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1342  Park  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  10  a.  m.,  pending  decision  in  the  Supreme  Court. 


1490-23-A. 

APPELLANT— Patrick  J.  Cuskley,  trustee  of  Estate  of 
Henry  Hunt,  owner.  .  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 406  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Charles  Hubert. 

ACTION  OF  BOARD— Laid  over  to  November  11,  1924, 
at  10  a.  m.,  pending  decision  in  the  Supreme  Court. 


824-24-A. 

APPELLANT— Blank  &  Stoller,  lessees. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 16  West  57th  street,  Manha 
tan. 

APPEARANCES— 

For  Appellant:  Clarence  T.  Moser. 

ACTION  OF  BOARD— Laid  over  to  October  28,  192 
at  2  p.  m.,  on  request  of  appellant’s  representativ 


897-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Ke 
more  Trading  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commission! 
PREMISES  AFFECTED — 441-445  Ocean  avenue  and  200: 

28  Caton  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  G.  P.  Knight. 

For  Administration:  Inspector  Carroll  of  fire  d 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  28,  19$ 
at  2  n.  rn.;  on  request  of  appellant’s  representath 
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171-24-A. 

APPELLANT- — Forest  Box  &  Lumber  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  orders  of  fire  commissioner 
PREMISES  AFFECTED — 420  Ashland  street,  1-15  Paidge 
avenue,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant:  M.  Lester  Mendell. 

AC  I  ION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative! 


832-24-A. 

APPELLANT — Kazanjian  Studios,  Inc.,  owner. 

SI  BJEC  1 — Appeal  from  order  of  fire  commissioner. 
PREMISES  AI-bECTED — 707  Fifth  avenue,  Manhattan 
APPEARANCES— 

For  Appellant:  Clarence  T.  Moser. 

AC  I  ION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative! 


177-24-A. 

A I  1  I-LLANT — Unexcelled  Mfg.  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1208  Richmond  avenue,  Gran- 
iteville,  S.  I.,  Richmond. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Chairman  read  correspondence. 

Appeal  withdrawn ;  to  comply 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Kennedy  .  1 


970-24-A. 

AI  PELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Marmon  Automobile  Co.,  les¬ 
see. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 654-662  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  Ob  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 


(970-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Marmon  Automobile  Co.,  lessee,  filed,  July 
25,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  654- 
662  West  57th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  24392- 
LC,  dated  May  31,  1924,  reads : 

“1.  Install  standpipe  4  inches  in  diameter  *  * 
and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
with  a  frontage  of  125  ft.  on  West  57th  street  and  a  front¬ 
age  of  135  ft.  on  Twelfth  avenue,  approximately  16,500 
sq.  ft.  in  area;  OCCUPIED  as  offices  and  automobile 
service  station ;  and 

Whereas,  appellant  contends  there  are  two  city  fire 
hydrants  in  the  immediate  vicinity  and  proposes  to  con¬ 


tinue  the  existing  fireproof  partitions  (paralleling  Twelfth 
a\enue)  entirely  across  the  rear  of  the  building,  thereby 
subdividing  the  premises  in  a  manner  so  that  the  maxi¬ 
mum  area  is  slightly  in  excess  of  10,000  sq.  ft. 

\csolvcd,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  here¬ 
by  is  granted  on  condition  that  the  existing  floor  area 
as  now  subdivided  remains  substantially  unchanged;  and 
that  the  existing  fireproof  cross  partition  shall  be  car¬ 
ried  entirely  across  the  building,  paralleling  Twelfth  ave¬ 
nue  front;  and  that  all  openings  in  said  partition  shall 
be  equipped  with  self-closing  fireproof  doors  or  windows. 


978-24-A. 

^PfLLANT— Frederick  W.  Pollock,  Inc.,  lessee. 

LttUa Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 99-101  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Frederick  W.  Pollock. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  . ”  '  q 

Absent :  Mr.  Kennedy  .  j 

THE  RESOLUTION: 


(978-24-A) 

Whereas,  Frederick  W.  Pollock,  Inc.,  lessee,  filed,  July 
28  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  99-101 
fifth  avenue,  Manhattan;  and 
Whekeas,  the  order  of  the  fire  commissioner,  No  24621- 
C,  dated  June  25,  1924,  reads: 

“In  reference  to  your  application  to  store  benzine 
at  99-101  Fifth  Ave.,  we  regret  that  we  cannot  issue 
said  permit  and  you  are  ordered  to  discontinue  prac¬ 
tice  of  washing  and  immersing  in  volatile  inflammable 
liquid  or  oil,  a  garment,  fabric,  or  fibre  for  the  pur¬ 
pose  of  cleaning  or  dyeing  same  for  the  reason  cigars 
and  cigarettes  are  sold  in  building  and  for  the  reason 
that  dry  goods  are  manufactured  in  building,  which 
is  a  violation  of  Chap.  10,  Sections  E  and  G"' 
and  ‘  ’ 


Whereas,  the  building  is  fireproof,  twelve  stories  in 
height  60  ft.  by  100  ft.  in  area;  OCCUPIED  as  offices 
and  light  manufacturing,  appellant  occupying  the  7th  story 
for  the  manufacture  of  women’s  neckwear;  EQUIPPED 
with  standpipe  and  100  per  cent  sprinkler  system;  and 
Whereas,  appellant  contends  the  maximum  amount  of 
benzine  stored  is  five  gallons;  that  two  gallons  at  one  time 
are  colored  with  oil  dyes  and  placed  in  a  metal  drum- 
ace  is  immersed  in  same  and  tinted;  a  foamite  fire  ex¬ 
tinguisher  is  placed  inside  the  tinter,  held  by  fusible  link 
in  a  manner  that  fire  will  cause  it  to  flood  the  tinter  with 
foamite;  that  the  operation  is  done  in  a  fireproof  room 
vented  to  the  open  air;  that  the  operation  takes  but  three 
minutes  and  is  done  four  times  a  week. 

.  ^eso^ed:  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  herebv  is 
granted  on  condition  that  not  more  than  five  (5)  gallons 
of  benzine  shall  be  maintained  on  premises,  stored  in  a 
metal  drum  equipped  with  a  foamite  fire  extinguisher 
located  at  the  southwest  corner  of  building  on  7th  story’' 
in  a  room  enclosed  in  approved  fireproof  partitions  with 
one  doorway  opening  therein,  equipped  with  self-closing 
headr°°'  ”00r’  anf^  sa,d  roorn  to  be  provided  with  a  sprinkler 

l  I 
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38-24-A. 

APPELLANT— Brown  &  Green  Lumber  Co.,  owner. 
SUBJECT— Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— Northeast  Corner  of  101st  ave¬ 
nue  and  86th  street,  Woodhaven,  Queens. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 

Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 

(38-24-A) 

Whereas,  Brown  &  Green  Lumber  Co.,  owner,  filed, 
Tanuary  10,  1924,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
northeast  comer  of  101st  avenue  and  86th  street,  Wood- 
haven,  Queens ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 

December  18,  1923,  read : 

“Order  No.  51388-F: 

“1.  Provide  yard  hydrant  with  approved  nozzle 
and  2J4  in.  hose  attached  as  per  Rule  37,  Board  of 
Standards  and  Appeals,  adopted  July  20,  1923.  Sec. 

776,  Greater  New  York  Charter. 

“2.  Provide  a  fire  wall,  at  least  18  ft.  in  height, 
around  lumber  yard  where  lumber  is  stored  within 
30  ft.  of  frame  buildings,  or  within  30  ft.  of  unpro¬ 
tected  openings  in  exterior  walls  of  brick  buildings, 
Sec.  776.  Greater  New  York  Charter.” 

“Order  No.  51389-F: 

“1.  Provide  a  watchman  who  shall  visit  every  por¬ 
tion  of  the  premises  and  install  an  approved  system 
of  time  detectors  to  properlv  record  the  movements 
of  the  watchman.  Sec.  778,  Greater  New  York  Char¬ 
ter.”  ; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  lo¬ 
cated  on  101st  avenue  and  86th  street,  Woodhaven,  on 
which  is  located  the  plant  of  the  Brown  &  Green  Lumber 
Co.,  consisting  of  frame  shed  and  a  number  of  lumber 
piles,  the  yard  being  adjacent  to  two  (2)  frame  dwellings 
and  one  and  two-story  brick  dwellings  and  a  one-story 
brick  shop ;  and 

Whereas,  appellant  contends  that  all  portions  of  the 
yard  are  easily  accessible  and  that  the  yard  is  provided 
with  water  pails,  buckets  and  hand  fire  extinguishers ; 
and 

Whereas,  it  appears  on  report  of  inspector  of  the  fire  pre¬ 
vention  bureau  that  the  order  has  been  rescinded  of  record 
in  fire  department,  the  premises  having  been  vacated. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


866-24-A. 

APPELLANT— Morris  M.  Frohlich,  for  N.  Y.  State 
Bridge  &  Tunnel  Commission,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 65  Varick  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  William  A.  Halligan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh.  Messrs.  Dowd, 
Gunnison,  Connell,  Holland  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Kennedy  . 1 


THE  RESOLUTION: 

(866-24-A) 

Whereas,  N.  Y.  State  Bridge  &  Tunnel  Commission, 
owner,  filed,  June  27,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  65  Varick  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
17,  1924,  reads: 

“Order  No.  61026-F : 

“1.  Provide  an  approved  gas  shut-off  valve,  in¬ 
stalled,  arranged  and  equipped  as  provided  for  in  the 
Rules  of  the  Board  of  Standards  and  Appeals,  adopted 
January  11th,  1924.  Said  valve  to  be  attached  to  the 
gas  supply  pipes  on  the  inside  of  the  building  at  a 
point  where  said  pipes  enter  the  building  and  before 
they  reach  the  gas  meters,  which  valve  shall  shut  off 
the  gas  automatically  when  subjected  to  direct  contact 
with  fire  and  shall  also  be  connected  with  a  conspicu¬ 
ous  and  conveniently  accessible  control  box  at  a  place 
on  the  exterior  of  the  building  so  arranged  as  to 
allow  the  gas  supply  to  be  shut  off  by  the  officers  of 
the  Fire  Department  immediately,  whenever  the  neces¬ 
sity  arises.  Section  20a,  Chapter  12,  Code  of  Ordi¬ 
nances.”  ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  22  ft.  by  62  ft.  in  area  at  the  1st  story  and  22  ft. 
by  55  ft.  4  in.  in  area  above.  OCCUPIED :  Basement 
and  1st  story,  storage ;  2nd  story,  office,  2  persons ;  3rd 
and  4th  stories,  capping  of  bottles,  3  persons ;  and 

Whereas,  appellant  contends  that  the  property  was 
acquired  for  the  purpose  of  using  the  site  as  part  of  the 
exit  plaza  of  the  Hudson  River  Vehicular  Tunnel  and  that 
the  building  will  be  demolished  within  six  (6)  months. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  demolished 
on  or  before  December  31,  1924,  and  that  there  shall  be 
no  night  occupancy. 


315-24-A 

APPELLANT — Oil  Burning  Equipment  Co.,  for  J.  &  V. 
B.  Alvarez,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 102  Greenwich  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Negative  .  0 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 


871-24-A. 

APPELLANT — -Cornell  &  Underhill,  lessees. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 309-317  Spring  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh.  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Negative  . . . .  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 

CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 


MINUTES 


(209-24-A) 

Filed  February  9,  1924— Premises  37J4  Broome  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  American  Cane  and  Umbrella  Han¬ 
dle  Co.  Dismissed  for  lack  of  prosecution. 

(236-24-A) 

Filed  February  15,  1924— Premises  12  East  50th  street,  Man¬ 
hattan.  Decision  of  the  superintendent  of 
buildings.  Appellant,  Mortimer  E.  Freehef. 
Dismissed  for  lack  of  prosecution. 


(268-24-A) 

Filed  February  20,  1924— Premises  350  West  52nd  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  Charles  E.  Fitchen  Co.,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 

1 

(386-24-A) 

Filed  March  14,  1924— Premises  312-316  East  23rd  street, 
Alanhattan.  Order  of  the  fire  commissioner. 
Appellant,  Luke  Flanagan.  Dismissed  for 
lack  of  prosecution. 


(396-24-A) 

Filed  March  17,  1924— Premises  564-568  Fifth  avenue,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Arpinee  Tavshanjian.  Dismissed 
for  lack  of  prosecution. 

1  (409-24-A) 

Filed  Afarch  20,  1924— Premises  13  Gold  street,  Alanhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Benthei  Mfg.  Co.  Dismissed  for 
lack  of  prosecution. 


(411-24-A) 

Filed  March  20,  1924— Premises  2101-2115  Broadway,  211- 
49  West  73rd  street  and  212-230  West  74th 
street,  Alanhattan.  Decision  of  the  fire  com¬ 
missioner.  Appellant,  James  Kearney.  Dis¬ 
missed  for  lack  of  prosecution. 


,  ,  (412-24-A) 

Filed  Alarch  20,  1924 — Premises  448  Jackson  avenue,  Queens 
Decision  of  the  fire  commissioner.  Ap¬ 
pellant,  James  Kearney.  Dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSE¬ 
CUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Negative  .  0 

Absent:  Air.  Kennedy  and  Fire  Chief  Kenlon  2 
THE  RESOLUTION : 


Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  prem¬ 
ises  in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


BUILDING  ZONE  CASES. 

540-24-BZ. 

APPLICAST — Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 243-249  Hopkins  street,  Brook¬ 
lyn. 


APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

I' or  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  to  complete  consents  and  for  final  dis¬ 
position. 


276-24-BZ. 

API  LICANT  Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1146-1158  East  New  York 
avenue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr.,  Edward 
P.  Doyle. 

0PPosition:  Charles  G.  Hill  and  others. 
ACTION  OF  BOARD — Laid  over  to  October  21,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 


874-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Thomas  P.  Gra¬ 
ham,  owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 770-784  Letferts  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  D.  W.  Hyland,  Aaron  Rosen  and 
others. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  on  request  of  applicant. 


915-24-BZ. 

APPLICANT— Walter  M.  Mason,  for  The  Wake  Co., 
Ltd.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  iy2  times  height 
district  the  erection  of  the  street  wall  of  a  build¬ 
ing  in  excess  of  the  prescribed  height  limit  re¬ 
quired  by  the  zone  resolution. 

PREMISES  AFFECTED — 18  East  53rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Walter  M.  Mason,  James  I.  Moore. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  on  request  of  applicant,  for  hearing 
by  full  board. 


810-24-BZ. 

APPLICANT — Murray  Klein,  for  Rose  Cummins,  owner. 
SUBJECT' — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles, 
also  the  omission  of  a  rear  yard  as  required  by 
the  zone  resolution. 

PREMISES  AFFECTED — 1169-1175  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  Cassin,  Adolph  Davis. 

For  Opposition:  Edward  W.  Engel  and  Mr.  Stebe. 
ACTION  OF  BOARD — Laid  over  to  October  28,  1924, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


MINUTES 


601-24-BZ. 

APPLICANT— Prank  R.  Nicosia,  for  Mary  Marielle, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  building  used  in 
part  for  business  purposes. 

PREMISES  AFFECTED— 181  Willoughby  avenue,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Negative  . . . ••••; .  0 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 


909-24-BZ.  .  n 

APPLICANT— Wililam  F.  Doyle,  for  Efficient  Building 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 

buildings)  to  permit  in  a  business  district  the  and 


THE  RESOLUTION : 

(776-24-BZ) 

Whereas,  William  F.  Doyle,  for  Joseph  Richman,  owner, 
filed,  June  16,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  807-817  Caton  avenue, 
Brooklyn;  and 

W  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
14,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Caton  avenue  and  8th 
street  are  in  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  28,  1924,  in  acting  on  App.  No.  11415, 
reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Article  2,  Section  4.  A  public  garage  for  more 
than  five  cars  (motor  vehicles)  in  a  business  dis¬ 
trict.”  ; 


erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 2550-56  Amsterdam  avenue, 
southwest  corner ’of  West  187th  street  and  Amster¬ 
dam  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland  and  Connell  .  5 

Negative  . . . . . .  ® 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 


Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  70  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles;  and 

Whereas,  the  applicant  failed  to  establish  the  basis  of 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

859-24-BZ. 

APPLICANT — James  Kearney,  for  Wm.  Krauss  Garage 
Corp.,  owner.  #  1 ' 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 


426-24-BZ.  ,  „r  _  . 

APPLICANT— Philip  J.  Smnott,  for  Fred  W.  Gordon, 

owner.  .  - 

SUBJECT — Application  (re:  decision  of  superintendent  of  PREMISES  AFFECTED — 127  West  99th  street,  Manhat- 
buildings)  to  permit  in  a  business  district  the  tan. 

erection  and  maintenance  of  a  garage  for  the  APPEARANCES — 

storage  of  more  than  five  (5)  motor  vehicles.  For  Applicant:  James  Kearney,  J.  R.  O’Donnell. 

PREMISES  AFFECTED— 1030-44  Fulton  street,  Brook-  For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 


lyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Miss  Macomber,  John  G.  Murray. 
ACTION  OF  BOARD— Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  .  ® 

Absent:  Mr.  Kennedy  .  1 


776-24-BZ.  ,  _  ,  . 

APPLICANT— William  F.  Doyle,  for  Joseph  Richman, 


SUBTECT Application  (re :  decision  of  superintendent  of  storage  of  more  than  five  motor  vehicles;  premises  127 

buildings)  to  permit  in  a  business  district  the  West  99th  street,  Manhattan ;  and 

erection'  and  maintenance  of  a  garage  for  the  Whereas,  a  public  hearing  was  held  on  this  application 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

-Negative  .  0 

Absent:  Mr.  Kennedy  .  1 

THE  RESOLUTION : 

(859-24-BZ) 

Whereas,  James  Kearney,  for  Wm.  Krauss  Garage 

Corp.,  owner,  filed,  June  27,  1924,  an  application,  under 

the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 


storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 807-817  Caton  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Henry  Oldehoff  and  others. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  ® 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent:  Mr.  Kennedy  .  1 
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by  the  board  of  appeals,  at  its  regular  meeting,  October 
14,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  99th  street,  Columbus 
and  Amsterdam  avenues  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  26,  1924,  in  acting  on  App.  No.  1077-24, 
reads : 

“1.  No  existing  building  devoted  to  a  prohibited  use 
shall  be  enlarged,  extended  or  structurally  altered 
unless  use  is  changed  to  one  permitted  in  that  district — 
Art.  TT  Building  Zone  resolution. 


MINUTES 


"2  Rear  walls  above  present  roof  level  should  be 
set  back  to  comply  with  Art.  IV,  Building  Zone  Reso¬ 
lution.  ; 

and 

\\  hlreas,  the  existing  garage  is  fireproof,  three  stories 
m  height,  1<5  it.  by  100  ft.  11  in.  in  area.  It  is  proposed 
to  add  two  (2)  additional  (fireproof)  stories,  omitting  the 
required  setback  oi  the  rear  walls,  and  to  use  the  entire 
premises  as  a  public  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  ot  the  building  zone  resolution,  and  that  the  appli 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
addition  to  the  building  shall  be  limited  to  two  addi¬ 
tional  stories  not  more  than  12  ft.  high  each,  in  the 
clear  that  both  gable  walls  of  the  addition  shall  be  un- 
pierced  throughout  their  entire  height  and  length-  that 
the  requirements  of  the  building  code  shall  be  complied 
with  in  all  respects;  that  the  building  zone  resolution  as 
to  set-backs  and  rear  yard  requirements  shall  be  complied 
with  in  all  respects;  that  the  front  elevation  of  the  addi¬ 
tion  shall  be  finished  as  to  design  and  material  the  same 
as  the  existing  building;  that  there  shall  be  but  one  pro¬ 
jecting  illuminated  sign,  not  exceeding  2  ft.  by  8  ft. 
permitted  on  the  front  of  the  building,  and  there  shall 
be  no  other  advertising  display  on  the  front  of  the  build- 
ing;  that  the  elevator  structure  shall  not  run  to  the  roof  • 
that  all  permits  necessary  for  the  prosecution  of  the 
work  shall  be  obtained  within  nine  months  and  the  addi¬ 
tion  completed  within  eighteen  months  from  the  date  of 
this  action. 


92-17-BZ. 

APPLICANT— William  F.  Doyle,  for  54th  Street  Hold¬ 
ing  Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  the  conversion  of  an  ex- 

P R F \H qf'c  g ApfirTun3  garage  in  a  business  district. 
PREMISES  AFFECTED— 103-105  West  53rd  street  and 

APPEARANCES-51  54U’  Str“‘'  Manhatt“' 

For  Applicant:  William  F.  Doyle. 

\rTinM0nR0RnA?n:  Gerard  C.  Walters  and  others. 

A?nmmrcB0AARD~^PP llcatl°n  granted  on  condition. 

— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Dowd 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  g 

Negative  . o 

Absent :  Mr.  Kennedy  .  1 

THE  RESOLUTION : 

(92-17-BZ) 

Whereas,  William  F.  Doyle,  for  54th  Street  Holding 
OIT’  •??mer’  'ded>  Jar>uary  23,  1917,  an  application,  under 
ie  building  zone  resolution,  to  permit  in  a  business  dis- 
ict  the  conversion  of  a  stable  for  more  than  five  (5) 
orses  into  a  garage  for  more  than  five  (5)  motor  ve- 
icles;  premises  103-5  West  53rd  street  and  104-6  West 
hh  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 

i  ioo/i  °Hr^  of  aPPeal.s>  at  its  regular  meeting,  October 
P  after  due  notl'ce  by  publication  in  the  Bulletin 

1  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build- 
'g  zone  resolution  show  that  53rd  street  and  54th  street 
e  business  districts ;  and 

Whereas,  it  is  proposed  to  alter  an  existing  four-story 
J>n-h reproof  building,  50  ft.  by  200.10  ft.  in  area,  now 
-cupied  for  stable  and  wagon  storage,  into  a  garage  for 
fjre  than  five  motor  vehicles;  and 

Whereas,  this  application  was  granted  by  the  board 
1  *ebruary  20,  1917,  but  owner  failed  to  commence  work 


owing  to  conditions  in  the  material  and  labor  market; 

\\  iiEREAS,  the  board  deemed  there  would  be  hardship 
in  preventing  applicant  from  making  the  proposed  change 
owing  to  the  character  of  surrounding  buildings  and  the 
former  action  of  the  board. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli- 
cation  be  and  it  hereby  is  granted  on  condition  that  the 

u!it  S  la  be  rhri  re,tarded  throughout  in  accordance 
w  tli  the  rules  of  the  board  of  standards  and  appeals, 
and  that  it  shall  comply  with  the  building  code  in  all 
respects;  that  the  54th  street  front  shall  be  restricted  to 
one  emergency  vehicular  exit;  that  there  shall  be  no  ramp 
entering  from  or  exiting  to  the  54th  street  front-  that 
any  ramp  construction  on  the  53rd  street  front  shall  be 
set  back  not  less  than  15  ft.  from  the  front  of  the  build- 
mg;  that  there  shall  not  be  more  than  one  projecting 
illuminated  sign  permitted  on  the  54th  street  front-  that 
any  gasoline  storage  equipment  plant  shall  be  installed 
on  the  53rd  street  front  of  the  building;  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  ob¬ 
tained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action 


896-24-BZ. 

APPLICANT— W.  L.  Rouse  and  L.  A.  Goldstone,  for  Mur¬ 
ray  Hill  Offices  Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  two-times 
height  district  the  erection  of  a  street  wall  to  ex¬ 
ceed  the  height  limit  required  by  the  building 
zone  resolution. 

PREMISES  AFFECT  ED — 25-29  East  40th  street  and 

APPEARANCES-18011  aV6nUe’  Manhattan- 

For  Applicant :  Thomas  C.  Sheridan,  W.  L.  Rouse 
hor  Opposition:  None. 

mvmTTmTcB°AARD~iPplication  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Dowd, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

N egati ve  . o 

Absent :  Mr.  Kennedy  .  ^ 

'  THE  RESOLUTION: 

(896-24-BZ) 

W^E"SCW-  h  Rouse  and  L’  A-  Goldstone,  for  Mur¬ 
ray  Hill  Offices  Corp.,  owner,  filed,  July  7,  1924,  an  ap¬ 
plication,  under  the  building  zone  resolution,  to  permit 

m  a  business  two  times  height  district  the  erection  of  a 
street  wall  of  a  building  to  a  height  exceeding  the  limit 
set  by  the  building  zone  resolution;  premises  25-29  East 
40th  street,  279-293  Madison  avenue,  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
14,  1924,  after  due  notice  by  publication  in  the  Bulletin 
ot  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  height  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Madison  avenue  and  East 
40th  street  are  in  two-times  height  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 

MndglLP'y  ’j  1924'  in  acting  on  N-  B-  Application 
JNo.  337-24,  reads: 

‘•3.  Excess  height  limit  and  setbacks  on  the  East 
40th  Street  frontage  which  is  more  than  150  feet  east 
of  Madison  Avenue,  are  unlawful,  as  same  are  based 
on  the  150  foot  level  instead  of  the  120  foot  level 
as  required  in  Sections  9-c  and  9-e  of  the  Building 
Zone  Resolution.  ;  b 

and 
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Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  25  stories  in  height,  with  a  frontage  of  150 
ft.  on  Madison  avenue  and  of  175  ft.  on  East  40th  street; 
it  is  proposed  to  use  the  building— 1st  story,  stores,  and 
offices  above ;  and  to  erect  street  wall  on  East  40th  street  for 
entire  175  ft.  of  same  height,  height  of  wall  160  ft.  5 
in.,  permitted  height  130  ft.  7  in.  for  easterly  25  ft.,  under 
application  of  rule  by  bureau  of  buildings,  excess  height 
due  to  building  opposite  being  10  ft.  7  in.;  and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  applicant  from  erecting  the  entire 
building  in  harmony  with  the  proposed  architectural  treat¬ 
ment.  ,  ,  ,  ,  , 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  height  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  requirements 
of  the  building  zone  resolution  shall  be  complied  with  in 
all  other  respects;  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  work  of  construction  prosecuted  to  completion 
without  interruption  or  lay  off. 


728-24-BZ. 

APPLICANT— Frank  A.  Spencer,  Jr.,  for  Helen  B. 
Peckett,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 2074-2088  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES—  „  „  , 

For  Applicant:  Walter  R.  Kuhn,  Mr.  •Gallagher. 
For  Opposition:  Joseph  Shapiro,  Jennie  Walter. 
ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman.  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Absent :  Mr.  Kennedy  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(728-24-BZ) 

Whereas,  Frank  A.  Spencer,  for  Helen  B.  Peckett, 
owner,  filed,  May  23,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  2074-2088 
Fulton  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
14,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  and  Hopkin- 
son  avenue  are  business  districts  and  Herkimer  street 
is  a  residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  5,  1924,  in  acting  on  Application  No.  9841- 
24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  200 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution.  , 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  fil¬ 
ing;  but  where,  despite  notices  from  this  office,  papers 
have  not  been  completed,  thus  tying  the  hands  of  the  ad¬ 
ministrative  official  in  the  performance  of  his  duty: 

(208-24-BZ) 

Filed  February  9,  1924— Premises  1533-1543  Bushwick  ave¬ 
nue,  Brooklyn.  Decision  of  the  superinten¬ 
dent  of  buildings.  Applicants,  Jenks  and 
Rogers.  Dismissed  for  lack  of  prosecution. 

(407-24-BZ) 

Filed  March  19,  1924 — Premises  268  Theodore  street, 

Queens.  Order  of  the  fire  commissioner. 
Applicant,  James  E.  Willcox.  Dismissed  for 
lack  of  prosecution. 

(567-24-BZ) 

Filed  April  22,  1924— Premises  1157-1167  East  35th  street, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Croker  National 
Fire  Prevention  Engineering  Co.  Dismissed 
for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  .  5 

Negative  . . . . .  0 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION : 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(675-19-BZ) 

The  chairman  presented  and  read  a  communication  from 
Richard  Heepe,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage;  premises,  325-327  16th  street,  Brook¬ 
lyn. 

The  following  area  was  approved  by  the  board : 

“Both  sides  of  16th  street  from  a  point  100  feet  east 
of  Seventh  avenue  to  a  point  400  feet  west  of  premises 
in  question;  both  sides  of  Jackson  place  from  16th, 
street  to  a  point  200  feet  south  of  16th  street;  west  side 
of  Seventh  avenue  from  16th  street  to  15th  street;  also 
the  south  side  of  15th  street  from  Seventh  avenue  to  a 
point  193  feet  west  of  Seventh  avenue.” 


(1046-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Thomas  F.  Martin,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises,  North 
Side  of  Second  street,  170  ft.  9  ins.  east  of  Fourth  ave., 
Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Second  street  from  Fourth  avenue  to 
a  point  400  ft.  east  of  proposed  garage. 


(1066-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
H.  E.  Horwood  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  mam- 
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tenanee  of  a  garage;  premises,  3.r>07  Newkirk  avenue,  595 
East  35th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Newkirk  avenue  from  East  34th  street 
to  Brooklyn  avenue.  Both  sides  of  Brooklyn  avenue 
from  a  point  200  ft.  north,  also  200  ft.  south'  of  New¬ 
kirk  avenue,  also  both  sides  of  East  35th  street  from 
Avenue  D  to  Foster  avenue. 


(1098-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Walter  S.  Beaver,  requesting  the  board  to  fix  the  area 
deemed  affected  by  conversion  from  five  car  garage  to  gar¬ 
age  for  the  storage  of  more  than  five  motor  vehicles ;  prem¬ 
ises,  458  Leonard  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Manhattan  avenue  and  also  Leonard 
street  from  a  point  200  ft.  north  of  Engert  avenue  to  a 
point  400  ft.  south  of  proposed  garage. 


.  (1127-24-BZ) 

I  he  chairman  presented  and  read  a  communication  from 
Arthur  J  Stern,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage ;  premises,  2706-36  86th 
street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Avenue  V  from  West  9th  street  to  a 
point  400  feet  west  of  proposed  garage;  both  sides  of 
West  10th  street  from  a  point  100  feet  south  of  Avenue 
V  to  a  point  100  feet  north  of  86th  street ;  both  sides  of 
80th  street  from  a  point  100  feet  south  of  Avenue  V  to 
a  point  400  feet  north  of  proposed  garage;  also  both 
sides  of  \\  est  11th  street  from  a  point  100  feet  north  of 
86th  street  to  a  point  400  feet  south  of  proposed  garage. 

Adjourned  1.45  p.  m. 

William  J.  O’Gorman,  Secretary. 


_  MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING, 

TUESDAY  AFTERNOON,  OCTOBER  14,  1924. 
Present:  Chairman  Walsh.  Messrs.  Kennedy,  Dowd,  Gun- 
nson,  Connell,  Holland  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS 
'28-24-A. 

APPELLANT — New  York  Manufacturers  Real  Estate 
f  Company,  lessee. 

>UBTECT  Appeal  from  order  of  fire  commissioner. 
REMISES  AFFECTED — 626-630  West  44th  street  and 
611-641  West  43rd  street,  Manhattan. 

APPEARANCES — 

For  Appellant:  Alma  G.  Watson. 

For  Administration:  Inspector  Maher  of  fire  de- 
partment. 

[ACTION  OF  BOARD — Laid  over  to  October  28,  1924 
at  2  p.  m. 


25-24-A. 

APPELLANT — Harold  F.  Smith,  for  George  Murphy,  Inc., 
owner. 

Appeal  from  order  of  fire  commissioner 

iPpearaSm‘cesECTED_57  ^  9th  street’  Manhattan- 

For  Appellant :  G.  T.  Whiffen. 
iCTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 
2  p.  m. 


29-24-A. 

.PPELLANT— William  F.  Doyle,  for  House  of  Flowers, 
i  lessee. 

iUBJECT— Appeal  from  order  of  superintendent  of  build¬ 
er-  ings- 

P P E  \ R?\N CES  ^ ^ 1  ^  avenue>  Manhattan. 

For  Appellant:  William  F.  Doyle. 

CTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  10  a.  m. 


18-24-A. 

PPELLA NT— Moses  Altman,  for  Scottish  Rite  Bodies  of 
^ew  ^ork’  owner. 

d?'!!'/ ^  Appeal  from  order  of  fire  commissioner. 
■REMISES  AFFECTED— 315  West  34th  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Appellant :  Moses  Altman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 
2  p.  m. 

959-24-A. 

APPELLANT — Thomas  B.  Leahy,  for  Anthony  Troskow- 
sky,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 34  Ticman  place,  Manhattan 
APPEARANCES— 

For  Appellant — None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 

2  p.  m. 


895-24- A. 

APPELLANT— Frederick  B.  Lewis,  for  Elizabeth  Loril- 
lard,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 197-201  Grand  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant — None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924,  at 
2  p.  m.,  for  final  action. 


147-21-A. 

APPELLANT— James  J.  Walker,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT — Request  to  reopen— appeal  from  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 1301-1311  Avenue  J.,  Brook¬ 
lyn 

APPEARANCES— 

For  Appellant:  George  F.  Walker. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 
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THE  VOTE  TO  GRANT— 

Affirmative  . 0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  ® 

Absent:  Mr.  Dowd .  1 

THE  RESOLUTION: 

(147-21-A) 

Whereas,  James  J.  Walker,  substitute  for  Philip  J.  Sin- 
nott,  for  the  Midwood  Theatre,  Inc.,  owner,  filed,  February 
4,  1921,  an  appeal,  with  the  board  of  appeals,  from  a  deci¬ 
sion  of  the  fire  commissioner,  affecting  premises  1301-1311 

Avenue  J,  Brooklyn;  and  .  . 

Whereas,  the  decision  of  the  fire  commissioner  rendered 
in  acting  on  Standpipe  Application  No.  16i9-20,  reads.  . 

“Disapproved  January  4,  1921,  with  the  following 

objections: 

“3.  Auxiliary  supply  to  standpipe  must  be  made  by 
a  250-gallon  per  minute  electric  pump  with  a  25  H.  P. 
electric  motor  pump  to  be  supplied  from  an  approved 
steel  suction  tank  of  3,000  gallons  capacity,  etc.”; 

and  . 

Whereas,  the  proposed  building  will  be  of  fireproof  con- 
struction,  2  stories  in  height  at  the  front  and  one  story,  at 
the  rear,  90  ft.  by  143  ft.  in  area;  OCCUPIED  as  a  moving 
picture  theatre  with  1,210  seats  in  the  auditorium,  there 
being  no  stage  or  balcony ;  there  will  be  two  stories  on  the 
ground  floor  separated  from  the  theatre  portion  by  a  12  in. 
brick  wall  unpierced;  there  will  be  three  offices  on  the  2nd 
floor  separated  from  the  theatre  by  a  12  in  . brick  wall;  the 
means  of  egress  to  consist  of  regulation  exits  to  East  1.3th 
street  and  to  Avenue  J  and  to  a  court  at  the  east,  the  build¬ 
ing  to  be  provided  with  a  3,500  gallon  tank  on  the  roof 
with  a  4  in.  standpipe,  appellant  contending  that  the  suction 
pump  and  suction  tank  are  not  necessary ;  and 

Whereas,  this  case  was  denied  by  the  board  at  the  meet¬ 
ing  held  on  March  10,  1921,  and  reopened  by  vote  of  the 
board  on  Sept.  16,  1924.  >  . 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 

903-24-A. 

APPELLANT— Herald  Electric  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 115-119  Fourth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Nathan  A.  Kurman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 

THE  RESOLUTION: 

(903-24-A) 

Whereas,  Herald  Electric  Co.,  Inc.,  tenant  of  5th  story, 
filed,  July  9,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
115-119  Fourth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  July 
1,  1924,  reads: 

“Order  No.  57932-LF : 

“2.  Reduce  the  height  of  partitions  around  testing 
room  to  not  less  than  18  ins.  below.  sprinkler  system  so 
as  to  permit  the  proper  distribution* of  water  in  case  of 
fire.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
126  ft.  5  in.  by  100  ft.,  irregular  in  area;  OCCUPIED  as  a 


tenant  factory,  appellant  occupying  the  5th  story ;  and 

Whereas,  appellant  contends  that  they  manufacture  loud 
speakers  for  which  a  soundproof  test  room  is  necessary 
that  there  is  absolutely  no  material  of  a  combustible  nature 
used  in  or  about  the  test  room  and  that  the  line  of  sprinkler; 
runs  along  inside  of  the  test  room  beside  a  thin  glass  parti¬ 
tion  and  that  there  is  no  fire  hazard,  and  that  there  is  a  line 
of  sprinkler  heads  8  ft.  from  the  partition  of  the  test  rooir 
on  the  outside. 

Resolved,  that  the  order  of  the  fire  commissioner  be  anc 
it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby  i; 
granted  only  so  far  as  it  affects  an  area  3  ft.  by  40  ft.  (the 
basis  of  this  order),  on  condition  that  said  space  shall  be 
maintained  free  and  unencumbered  and  that  the  rest  of  the 
premises  comply  with  the  sprinkler  rules  in  all  respects ;  ane 
that  the  floor  be  not  otherwise  sub-divided. 


762-24-A. 

APPELLANT— E.  Fougera  &  Company,  lessee. 

SUB TECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 90-92  Beekman  street,  Manhat 
tan. 

APPEARANCES— 

For  Appellant :  Walter  L.  Post,  W.  L.  Jacobs. 
For  Administration:  Inspector  Lynch  of  fire  de 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
nedy,  Dowd,  Gunnison,  Holland,  Connell 

and  Fire  Chief  Kenlon  .  , 

Negative  . 

Absent  . 

THE  RESOLUTION: 

(762-24-A) 

Whereas,  E.  Fougera  &  Co.,  Inc.,  lessee,  filed,  June  ! 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  ordc 
of  the  fire  commissioner,  affecting  premises  90-92  Beekma 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  2305( 
LC,  dated  February  19,  1924,  reads : 

“1.  Discontinue  use  and  occupancy  of  the  top  flor 
(or  any  other  portion)  of  92  Beekman  street  as  whol< 
sale  drug  store  or  part  of  a  wholesale  drug  store.  Se< 
tion  272-C,  Chapter  10,  Code  of  Ordinances.  j 

“Brick  up  all  openings  in  wall  between  90  Beekma 
street  and  92  Beekman  street.  Section  272-C,  Chapti 
10,  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof  buil< 
ings,  each  4  stories  in  height,  27  ft.  6  in.  front  and  wi 
respective  depths  of  80  ft.  and  90  ft.,  connected  on  the  2n 
3rd,  and  4th  stories  by  openings  protected  by  fireproof  doo 
on  each  side  of  said  openings;  OCCUPIED  for  the  man 
facture,  storage  and  sale  of  medicines,  medical  supplies  ai 
chemicals,  approximately  20  persons  in  the  entire  premise 
0  and 

Whereas,  appellant  contends  that  the  use  of  No. 
Beekman  street  is  incident  to  the  conduct  of  the  business. 

Resolved,  that  the  order  of  the  fire  commissioner  be  ai 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
granted  on  condition  that  not  more  than  one  horizontal  ex 
not  exceeding  a  width  of  3  ft.  6  in.,  protected  on  both  sid 
with  approved  fire  doors,  shall  be  maintained  on  each  of  t 
2nd,  3rd  and  4th  stories ;  that  a  skylight  shall  be  provid 
over  the  stair  hall  in  each  area  (No.  90  and  No.  92),  and 
the  roof  of  No.  90,  said  skylights  to  be  glazed  with  pla 
glass,  protected  above  and  below  with  wire  guard  ;  and  tl 
all  necessary  permits  for  use  and  occupancy  shall  be  c 
tained. 


834-24-A. 

APPELLANT— The  New  York  Associated  Architects,  Ir 
for  Tunnel  Garage  Co.,  owner. 
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SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 520-528  Broome  street  and  55 
Thompson  street,  Manhattan. 

APPEARANCES— 

For  Appellant :  H.  O.  Hamill. 

For  Administration:'  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . ,. .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Ken  Ion  .  5 

Absent :  Mr.  Kennedy .  1 

THE  RESOLUTION  : 

'  (834-24- A) 

\Y  hereas.  The  New  York  Associated  Architects,  Inc.,  for 
Tunnel  Garage,  Inc.,  owner,  filed,  June  21,  1924,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  520-28  Broome  street  and  55 
Thompson  street,  Manhattan;  an(J 
V  hereas,  the  decision  of  the  fire  commissioner,  dated 
May  9,  1924,  reads : 

“1.  Piping  connecting  the  Siamese  with  the  standpipe 
equipment  proper,  shall  not  be  less  than  five  inch  in 
diameter  as  it  is  shown  on  approved  plan  N.  B.  No. 
1370-22  and  as  Order  No.  19582-LC  calls  for  (See  Rule 
No.  27).  Wherever  such  piping  is  placed  underground, 
same  shall  be  of  extra  heavy  cast  iron  (See  Rule  No 
21).”; 
and 

Whereas,  the  building  is  non-fireproof,  two  stories  in 
height,  120  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  garage, 
2  persons  on  each  story ;  and 

Whereas,  appellant  contends  that  the  4  inch  pipe  will 
supply  the  requisite  quantity  of  water  and  requests  that  the 
existing  piping  be  accepted. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed ,  and  the  appeal  be  and  it  hereby  is 
denied. 


857-24-A. 

APPELLAN  I — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Wall-Nicoll  Construction  Co.,  Inc., 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  APFECTED — Southwest  corner  of  Firth  ave¬ 
nue  and  Grand  street,  Maspeth,  Queens. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell  and 


Fire  Chief  Kenlon  .  7 

Negative  .  0 

Absent :  .  0 


THE  RESOLUTION: 

(857-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Wall-Nicoll  Construction  Co.,  Inc.,  owner,  filed, 
June  26,  1924,  an  appeal,  with  the  board  of  appeals,  from  a 
decision  of  the  fire  commissioner,  affecting  premises  south¬ 
west  corner  of  Firth  avenue  and  Grand  street,  Maspeth, 
Borough  of  Queens ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
-Way  22,  1924,  reads : 

“l.  Bottom  of  tank  must  be  20  ft.  above  the  average 
height  of  roof. 

“7.  Provide  a  4  in.  emergency  drain  with  a  quick 
emptying  valve,  4  ft.  above  roof. 


10.  I  rovide  a  roof  outlet  18  in.  to  24  in.  above  the 
roof  with  a  long  steam  handle  to  valve  and  a  drip  be¬ 
tween  valve  and  outlet. 

15.  Provide  a  fire  pump  and  appurtenances  all  in 
accordance  with  Rule  No.  38.”: 

and 

W/  hereas,  the  building  is  fireproof,  two  stories  in  height, 

nMrotln40  ft  (aPProximately  13,000  sq.  ft.)  in  area. 
ULLUliED  :  1st  story,  stores  and  moving  picture  theatre; 
2nd  story,  offices  and  moving  picture  theatre;  and 
Whereas,  appellant  contends  the  building  faces  on  two 
streets;  that  the  city  main  is  fed  both  ways,  but  the  maxi¬ 
mum  hydrostatic  pressure  is  only  30  pounds  per  sq.  inch 
and  proposes  to  install  a  5,000  gallon  tank  ten  feet  above 
the  roof  and  also  a  65  gallon  per  minute  pump. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal,  as  to  Items  1  and 
10,  be  and  it  hereby  is  granted  on  condition  that  the  stand¬ 
pipe  equipment  shall  be  installed  in  accordance  with  the 
rules  in  all  other  respects ;  that  the  appeal  as  to  Items  7  and 
15  be  and  it  hereby  is  denied. 


863-24-A. 

APPELLANT.  Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Estate  of  William  and  Jacob 
Scholle,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner 
PREMISES  AFFECTED — 712  Broadway,  Manhattan 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Ob  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  g 

Absent :  Mr.  Gunnison  .  i 

THE  RESOLUTION : 

(863-24-A) 

\\  hereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Estate  of  William  and  Jacob  Scholle,  owner,  filed, 
June  27,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  712 
Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  54082- 
F,  dated  January  29,  1924,  reads: 

“Properly  repair  and  place  in  proper  working  order 
the  standpipe  system  and  comply  with  the  following: 

“A.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level. 

“B.  Provide  an  approved  check  valve  for  standpipe 
system  at  upper  and  lower  level. 

“C.  Provide  a  drip  valve  between  lower  check  valve 
and  outside  Siamese  connection. 

“D.  Provide  2)4  in.  approved  outlets  in  cellar  and 
sub-cellar  with  sufficient  2)4  in.  approved  hose  with  noz¬ 
zles  attached  to  cover  all  floor  areas,  also  approved 
hose  racks  at  each  outlet. 

“E.  Place  the  present  Siamese  connections  for  stand¬ 
pipe  system  at  least  18  in.  and  not  more  than  2  in.  above 
the  sidewalk  in  a  horizontal  position  accessible  to  the 
Fire  Department.”; 

and 

Whereas,  the  building  is  non-fireproof,  eight  stories  in 
height,  25  ft.  by  120  ft.  in  area.  OCCUPIED:  1st  story, 
stores;  and  above,  as  a  tenant  factory,  35  persons  above  the 
1st  story;  and 

Whereas,  the  building  is  equipped  with  a  4  in.  dry  pipe 
standpipe  system  having  2)4  in.  outlets  and  100  ft.  of  hose 
on  each  story;  there  is  no  tank  or  connection  to  the  street 
main  but  to  a  Siamese  connection  at  the  front  of  building- 
and 
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Whereas,  appellant  requests  that  the  existing  standpipe 

installation  be  accepted.  .  .  ,  , 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Connell  and  Fire  Chief 

Ken  Ion  . 

Negative  . 

Absent:  Mr.  Gunnison . 


APPELLANT— Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Andrew  Olsen,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1338-1348  62nd  street,  Brook¬ 


lyn. 

APPEARANCES—  ^  tt 

For  Appellant:  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  .  „r  .  ,  „ 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Holland,  Connell  and  Fire  Chief 


Kenlon  . 

Negative  . 

Absent :  Mr.  Gunnison 


6 

0 

1 


'THE  RESOLUTION : 

(900-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Andrew  Olsen,  owner,  filed,  July  8,  1924,  an  appeal, 
with  the  board  of  appeals,  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  1338-48  62nd  street,  Brooklyn ,  and 
Whereas,  the  orders  of  the  fire  commissioner  read. 

No.  57462-LF,  dated  April  9,  1924: 

*1.  Provide  a  fireproof  vault  with  a  self-closing 
fireproof  door  to  same,  for  the  storage  of  sawdust  and 

shavings  in  mill.” 

“No.  57461-F,  dated  May  20,  1924 : 

“1.  Provide  a  separate  and  distinct  system  ot  automatic 
sprinklers  throughout  building  having  at  least  one  source 
of  water  supply.”; 

Whereas,  the  premises  consist  of  a  plot  of  ground  having 
a  frontage  of  100  ft.  on  62nd  street  and  a  depth  of  100  it. 
on  which  is  located  an  office,  two  lumber  piles,  and  a  2  story 
frame  lumber  storage  shed  adjoining,  a  two  story  frame 
building  60  ft.  by  35  ft.  in  area;  OCCUPIED  as  a  lumber 
mill,  9  persons  in  both  buildings ;  and 

Whereas,  appellant  contends  there  is  a  watchman  on  the 
premises;  that  owing  to  the  construction  of  the  building 
it  would  be  difficult  to  install  a  sprinkler  system  and  pro 
poses  to  install  water  casks  and  fire  pails  as  well  as  chemical 

fire  extinguishers.  ...  ,T 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
57462,  be  and  it  hereby  is  affirmed,  and  the  appeal  as  to  this 
order  be  and  it  hereby  is  denied;  that  the  order  of  the  fire 
commissioner  No.  57461  be  and  it  hereby  is  modified ,  and 
the  appeal  be  and  it  hereby  is  granted  on  condition  that  not 
less  than  four  (4)  approved  fire  casks  of  40-gallon  capacity, 
wTith  six  pails  to  each  cask,  and  not  less  than  four  (4)  ap¬ 
proved,  chemical  fire  extinguishers  shall  be  distributed 
throughout  the  floor ;  that  a  wratchman  shall  be  provided  and 
maintained  during  all  hours  of  the  day  and  night ;  and 
granted  so  long  as  conditions  otherwise  remain  substan¬ 
tially  unchanged. 


V.  #  _ 

APPELLANT— Croker  National  Fire  Prevention  Eng.  Co., 
for  Land  Estates,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 135  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  RESOLUTION : 

(901-24-A) 

Whereas,  Croker  National  Fire  Prevention  Eng.  Co.,  for 
Land  Estates,  Inc.,  owner,  filed,  July  8,  1924,  an  appeal, 
with  the  board  of  appeals,  from  an  order  oi  the  fire  com¬ 
missioner,  affecting  premises  135  Broadway,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  56887-F, 
dated  April  9,  1924,  reads :  _ 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  a0  it. 
above  a  neighboring  roof  at  north  and  west  sides  of 
building  or  other  approved  protection  as  per  Section 
375,  Article  18,  Chapter  5  of  the  Code  of  Ordinances.”; 

and  .  .  ...... 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
40  ft.  3  in.  by  153  ft.  in  area.  OCCUPIED :  1st  story,  bank; 
2nd  story  to  14th  story,  offices,  about  50  persons  per  story. 
On  each  story  above  the  1st  story  there  are  eleven  windows 
in  the  north  wall  and  three  windows  in  the  west  wall  within 
30  ft.  oi  openings  in  adjacent  buildings;  and 
Whereas,  appellant  contends  the  buildings  which  consti¬ 
tute  the  exposures  are  office  buildings  and  practical  difficul¬ 
ties  would  arise  consequent  to  the  installing  of  shutters  as 
the  tenants  would  not  close  them.  I 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  window  openings  on  the  ele¬ 
vator  shaft  and  stairhall  shall  be  provided  and  equipped 
with  fireproof  frames  and  sash  glazed  with  wire  glass  in 
accordance  with  the  municipal  requirements;  that  the  sub¬ 
divided  floor  areas  remain  substantially  unchanged;  and 
granted  so  long  as  the  building  is  restricted  to  executive 
office  occupancy. 


902-24- A.  .  _  _ 

APPELLANT— Croker  National  Fire  Prevention  Eng.  Co., 
for  Eastern  Woodworking  Co.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 234-256  Lott  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Holland,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  ® 

Absent:  Mr.  Gunnison .  1 

THE  RESOLUTION : 

(902-24-A) 

Whereas,  Croker  National  Fire  Prevention  Eng.  Co.,  for 
Eastern  Woodworking  Co.,  owner,  filed,  July  8,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  234-256  Lott  avenue, 

Brooklyn;  and  .  .  ,1CQ7 

Whereas,  the  order  of  the  fire  commissioner,  No.  51by<- 
F,  dated  December  13,  1923,  reads :  . 

“Provide  yard  hydrant  with  sufficient  approved  2 y2  in¬ 
hose  per  rule  37,  adopted  by  the  Board  of  Standards  and 
Appeals  July  20,  1923.  Sec.  776,  Greater  New  lork 
Charter.” ; 

and  •  ' 
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Whereas,  the  premises  consist  of  a  plot  of  ground  hav¬ 
ing  a  frontage  of  150  ft.  on  Watkins  avenue,  200  ft.  on  Lott 
avenue,  and  150  ft.  on  Stone  avenue  (30,000  sq.  ft.  in  area) 
upon  which  is  located  the  plant  of  the  Eastern  Woodwork¬ 
ing  Co.  consisting  of  three  one  story  frame  buildings  and 
several  lumber  piles;  and 

Whereas,  appellant  contends  there  is  a  watchman  service 
maintained;  that  there  are  three  city  fire  hydrants  with  easy 
access  and  a  fire  alarm  box  within  the  open  driveway, 
f  Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  less  than  twelve  (12)  40- 
jallon  fire  casks,  with  six  (6)  pails  to  each  cask,  shall  be 
provided ;  that  a  watchman  service  shall  be  maintained 
hroughout  the  day  and  night;  and  granted  so  long  as  the 
resent  driveways  and  areas,  also  the  occupancy  of  plot,  as 
ndicated  on  plans,  remain  substantially  unchanged.  ’  ' 


34-24-A. 

\PPELLAN  1 — Stecher  &  Spelrein  Co.,  Inc.,  owner. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
REMISES  Ap  I1  EC  TED* — 65-67  West  Houston  street, 
Manhattan. 

APPEARANCES— 

bor  Appellant:  Henry  Solomon,  Max  Spelrein. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

CONDITIONS — As  specified  in  resolution. 

:he  vote— 

Affirmative:  Chairman  W'alsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  . g 

•  Absent:  Mr.  Gunnison .  1 

THE  RESOLUTION: 


,.r  Bottom  of  guard  shall  be  arranged  so  as  to 
lift  up  for  cleaning. 

,  12‘,  grange  work  benches  so  as  to  prevent  stock 
from  falling  from  same  to  floor. 

13-  ,.Aj‘ran£e  tables  and  work  benches  at  least  four 
inches  fiom  any  wall  steam  or  hot  water  pipes. 

“14.  Provide  a  sufficient  number  of  tote  "boxes  of 
approved  construction  in  which  must  be  kept  materials 
and  articles  in  process  of  manufacture,  except  such  as 
are  kept  in  vaults  or  cabinets. 

15.  Extend  auto  sprinkler  system  into  storage  cabi- 
net  providing  one  effective  sprinkler  head  in  cabinet  ”  • 
and  ‘  ’ 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
100  ft.  by  50  ft.  in  area;  OCCUPIED  on  the  5th  story  for 
the  manufacture  of  leather  goods  and  novelties,  5  persons- 
the  remainder  of  - the  building  is  occupied  as  a  tenant  fac¬ 
tory,  approximately  25  persons  per  story;  and 

W  hereas,  appellant  contends  that  the  maximum  quantity 
of  celluloid  carried  in  stock  is  25  lbs.,  and  that  the  work 
done  consists  of  inserting  metal  nail  files  and  fittings  for 
traveling  suit  cases  in  finished  celluloid  handles ;  that  the 
handles  are  delivered  in  finished  form. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  are  modified,  and  the  appeal  be  and  it  hereby  is  granted 
on  condition  that  the  total  amount  of  finished  celluloid 
product  shall  not  exceed  forty  (40)  pounds,  (excluding  the 
fittings  of  equipped  traveling  cases)  and  that  the  work  done 
on  these  articles  shall  be  restricted  to  the  assembling  only 
of  the  celluloid  and  metal  traveling  set  fittings,  and  shall 
be  confined  to  the  5th  story ;  and  on  further  condition  that 
there  shall  be  no  open  flame  maintained  on  the  premises. 


1212-24-A. 


(734-24-A) 

!  Whereas,  Stecher  &  Spelrein  Co.,  Inc.,  owner,  filed,  May 
i,  1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
,f  the  fire  commissioner,  affecting  premises  65-67  West 
louston  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Nov. 
7,  1924,  in  acting  on  Order  No.  21179-LC,  reads: 

"1.  Discontinue  the  use  of  any  cabinet  for  the  storage 
of  nitro-cellulose  products  intended  for  further  manu¬ 
facture  that  is  not  constructed  as  prescribed  by  Sec¬ 
tion  232-3-D,  Chapter  10,  Code  of  Ordinances. 

“2.  Provide  an  approved  double-walled  metal  cabinet 
in  which  to  keep  all  nitro-cellulose  products  intended 
for  further  manufacture. 

“3.  Ventilate  nitro-cellulose  storage  cabinet  to  exte¬ 
rior  of  building  as  prescribed  by  Section  232-3,  Chapter 
10,  Code  of  Ordinances. 

“4.  Have  Superintendent  or  Manager  apply  for  and 
secure  a  Certificate  of  Fitness. 

“5.  Provide  a  sufficient  number  of  approved  metal 
receptacles  or  containers  on  5th  story  for  all  scraps, 
cuttings,  shavings,  sawdust  and  other  refuse  material  of 
nitro-cellulose  products  *  *  *. 

“6.  Discontinue  the  use  of  any  heating  system  other 
than  steam  or  hot  water,  in  room  or  compartment  used 
for  the  storage  of  nitro-cellulose  products  or  the  manu¬ 
facture  of  articles  therefrom  *  *  *. 

“7.  Arrange  all  heaters,  dies,  steam  tables  or  pipes 
so  that  no  stock  except  that  being  worked  on  will  come 
in  contact  with  same. 

“8.  Elevate  all  steam  or  hot  water  radiators  at  least 
four  inches  above  floor. 

“9.  Protect  all  steam  pipes  or  risers  that  are  within 
6  ft.  0  in.  of  floor  *  *  *. 

“10.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

“NOTE:  Top  shall  be  sloping  so  as  to  prevent  same 
from  being  used  as  shelves. 


APPELLANT— Joseph  S.  String,  for  Mt  Sinai  Hospital, 
owner. 

SUBJECT— (Request  for  temporary  permit)  appeal  from 
decision  of  fire  commissioner. 

PREMISES  AFFECTED — Northwest  corner  100th  street 
and  Madison  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Joseph  S.  String,  D.  J.  Irish. 
ACTION  OF  BOARD — Temporary  permit  granted. 

THE  VOTE  TO  GRANT  TEMPORARY  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland  and  Connell .  5 

Negative  . ’  g 

Absent :  Mr.  Gunnison  and  Fire  Chief  Kenlon . .  2 

THE  RESOLUTION: 


(1212-24-A) 

Whereas,  Joseph  S.  String,  for  Mt.  Sinai  Hospital, 
owner,  filed,  October  10,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  northwest  corner  of  100th  street  and  Madison  ave¬ 
nue,  Manhattan ;  and 

W hereas,  decision  of  fire  commissioner  rendered  October 
9,  1924,  in  Alt.  App.  1668-24,  reads : 

“Burners  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.” 
and 

Wr  hereas,  the  building  is  fireproof  and  occupied  as  a  hos¬ 
pital  and  appellant  requests  a  temporary  permit  pending  the 
approval  of  the  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  ninety  (90)  days  at  the 
owner’s  risk,  on  condition  that  the  fuel  oil  installation  other¬ 
wise  shall  comply  with  the  fuel  oil  rules  in  all  respects, 
pending  action  of  the  board  of  standards  and  appeals  on 
the  petition  for  approval  of  the  burner,  and  that  the  opera¬ 
tion  of  the  plant  shall  be  in  charge  of  a  licensed  engineer  at 
all  times. 
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919-24-BZ. 

APPLICANT— James  Kearney,  for  Otto  Hessler,  owner 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles. 

PREMISES  AFFECTED' — Northeast  corner  of  Cooper 
avenue  and  Cypress  Hills  road,  Borough  of  Queens. 

APPEARASCES— 

For  Applicant :  James  Kearney. 

For  Opposition:  Louis  Halbert. 

ACTION  OF  BOARD— Laid  over  to  October  28,  1924,  at 
2  p.  m. 


849-24-BZ. 


APPLICANT— John  DeHart,  for  Secured  Properties 

Corp.,  owner.  , 

SUBJECT— Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 348-358  East  184th  street,  I  he 
Bronx. 

appearances— 

For  Applicant:  John  DeHart,  Marcus  Singer. 

For  Opposition :  Stanley  Garten,  Otto  C.  Stegeman, 
Joseph  R.  Damico,  Bernard  Ackerman,  Mary 
Marsello,  Rose  Frese,  Carmela  Visconti,  Anna 
Grannone. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . •• . y*  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Holland  and  Connell  . . .  5 

Absent:  Mir.  Gunnison  and  hire  Chief  Kenlon.  •  2 


830-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harry  Berliner, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 79-87  Aberdeen  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Jacob  E.  Bausch. 

ACTION  OF  BOARD— Application  withdrawn  |j 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsffi  Messrs.  Ken¬ 
nedy,  Dowd,  Holland  and  Connell  .  I 

Negative  . ; . ;••••••• -  £ 

Absent:  Mr.  Gunnison  and  Fire  Chief  Kenlon..  S 


THE  RESOLUTION 


287-24-BZ. 

APPLICANT— Bayie  Realty  Co.,  Inc.,  Theo.  Ehrsam 
president. 

SUBJECT— Application  .(re:  decision  of  superintendent  o 
buildings)  to  permit  in  a  business  district  the  erec 
tion  and  maintenance,  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 524  Jackson  avenue,  The  Bronx 

APPEARANCES— 

For  Applicant:  Theodore  Ehrsam. 

For  Opposition — None. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy  and  Dowd . 

Negative :  Chairman  Walsh,  Messrs.  Holland 

and  Connell  . . . 

Absent:  Mr.  Gunnison  and  Fire  Chief  Kenlon. 


(849-24-BZ) 

Whereas,  John  DeHart,  for  Secured  Properties  Corp., 
owner,  filed,  June  25,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  oi 
more  than  five  motor  vehicles ;  premises,  348-358  East  184t  l 

street,  Borough  of  Bronx;  and  ..  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Oct.  14, 
1924,  after  due  notice  by  publication  in  the  Bulletin  ot  the 
Board  of  Standards  and  Appeals;  and  .  ... 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  184th  street  is  a  busi¬ 
ness  district,  Marion  avenue  and  Tiebout  avenue  are  resi¬ 
dence  districts;  and  .  ,  ,  ,  .... 

Whereas,  the  decision  of  the  superintendent  of  buildings 

rendered,  June  16,  1924,  in  acting  on  N.  B.  Application  No. 

1923-24,  reads:  ,  _ 

“1.  Erection  of  proposed  garage  for  storage  ot  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.  , 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  basement  in  height,  with  a  front¬ 
age  of  252.55  feet  and  a  depth  of  92.03  feet;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ,  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  application  under  the  provisions  of  section  7  subdiv 
E  and  section  20  having  failed  to  establish  any  loss  or  prac¬ 
tical  difficulty  or  hardship  under  section  20  and  no  substan¬ 
tial  or  modern  structure  of  nonconforming  or  prohibited  use 
existing  within  the  street  fronts. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings,  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


< 


THE  RESOLUTION: 

(287-24-BZ) 

Whereas,  Bayie  Realty  Co.,  Inc.,  owner,  filed  Feb.  2: 
1924  an  application,  under  the  building  zone  resolution,  U 
permit  in  a  business  district  the  erection  and  maintenanc 
of  a  garage  for  the  storage  of  more  than  five  motor  vehi 
cles ;  premises,  524  Jackson  avenue,  The  Bronx  ;  and 
Whereas,  a  public  hearing  was  held  on  this  applicatio 
by  the  board  of  appeals,  at  its  special  meeting,  Oct.  L, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  th 
Board  of  Standards  and  Appeals ;  and  _ 

Whereas,  the  use  district  maps  accompanying  the  bulk; 
ing  zone  resolution  show  that  Jackson  and  Concord  avenue 

are  in  business  districts;  and  .  .... 

Whereas,  the  decision  of  the  superintendent  of  building 
rendered  January  25,  1924,  in  acting  on  N.  B.  App.  Nr 
121-24,  reads: 

“Erection  of  proposed  garage  for  storage  ot  moi 
than  five  motor  vehicles  in  business  district  is  contrar^ 
to  provision  of  Building  Zone  Resolution.  , 

3,nd 

Whereas,  the' proposed  building  is  to  be  of  non-fireproi 
construction,  one  story  in  height,  with  a  frontage  ot  . 
feet  on  Jackson  avenue  and  33  feet  on  Concord  avenue,  ar, 

a  depth  of  200  feet;  and  ,  . 

Whereas,  in  view  of  the  objection  filed  the  board  < 
not  disposed  to  grant  the  application  on  the  basis  of  sectic 

7,  subdiv  E  and  20.  .  ,  .  .  f  . ,;1 

Resolved  that  the  decision  of  the  superintendent  of  bull 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  ar 
it  hereby  is  denied. 


Adjourned  6  p.  m. 


William  J.  O’Gorman,  Secretary. 
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RULES  ADOPTED 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Lazo,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef- 
,  fcctive  October  1,  1923;  amended  November  18,  1915; 
revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1.— Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number  Contents  Contents  non-  Contents  Contents  non¬ 
combustible,  combustible,  combustible,  combustible 
stories  no  spriinkler  no  sprinkler  and  sprinkler  and  sprinkler 


Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

B"  = - 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 


The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  will  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above;— the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  fee  ventilated  by  a  skylight  in  the 
r oof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  2. — Where  there  are  occupancies  on  any  story  or 
part  of  a  story  involving  the  storage  or  use  below  the  top 
story  of  the  following  materials  and  exceeding  the  amount 


specified,  and  there  are  more  than  5  persons  employed  at 
manufacturing  above  such  occupancy. 

1  he  interior  stairway  serving  as  required  means  of  egress 
shall  be  enclosed  on  that  story  with  fire  resisting  ma¬ 
terial  from  floor  to  under  side  of  floor  above,  including 
any  exposed  stair  soffits,  landings  and  passageways ;  open¬ 
ings  shall  be  provided  with  approved  self-closing  fire  doors. 

Nitrocellulose  in  any  shape  or  form,  10  lbs. 

Volatile  inflammable  oils,  1  gal. 

Volatile  inflammable  mixtures,  5  gals. 

Combustible  mixtures,  10  gals. 

Paints,  varnishes  and  lacquers,  10  gals. 

Upholstering  or  mattresses,  manufacturing  or  repairing. 

Cotton,  rag  and  paper  sorting,  1  ton. 

Paper  box  manufacturing. 

Restaurants  and  lunch  rooms  with  cooking  (not  including 
tea,  coffee  or  similar  beverages). 

The  Board  shall  rule  upon  new  occupancies  as  they 
arise  and  pass  upon  points  under  dispute. 

When  more  than  two  stories  are  to  be  segregated,  as 
above,  the  entire  stairway  shall  be  enclosed  in  fire-resist¬ 
ing  material  where  there  are  more  than  5  persons  em¬ 
ployed  at  manufacturing  above  the  first  story. 

Rule  3. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS.  31-20-A— Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 

hattan. 

Motion  Picture  Theatre  Cases  265-20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street 


Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20- A — 8802-8808  Jamaica  avenue,  Queens. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A— 640-644  Lenox  avenue,  59-71  West  142nd  street. 

52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

1058-22-A — 329-337  Broadway,  Brooklyn. 

•  Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A — Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19- A — Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19-A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 


Brooklyn. 

266- 20-A — 'Pier  39,  East  River,  foot  of  Van  Dyke  street 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin 

Brooklyn. 

268- 20-A— Pier  36,  East  River,  foot  of  Pioneer  street 

Brooklyn. 

269- 20-A— Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin 

Brooklyn. 

270- 20-A— Pier  34,  East  River,  foot  of  Hamilton  street 

Brooklyn. 

271- 20-A— Pier  27,  East  River,  foot  of  Baltic  street 

Brooklyn. 

272- 20-A— Pier  17,  East  River,  foot  of  Joralemon  street 

Brooklyn. 

273- 20- A — Pier  19,  East  River,  foot  of  Clark  street 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  Eas' 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washingtor 

and  E  streets,  Brooklyn. 

353- 20- A — Pier  2,  Wallabout  basin,  foot  of  Washingtor 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 
471-20- A — Pier  between  North  4th  and  5th  streets,  Brook 

lyn. 

907-21-A — East  side  South  street,  foot  of  Dover  street 
Manhattan. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street 
foot  of  Dover  street,  Manhattan. 
1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn. 

« 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21  S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  ol 
337-22-S — Elkhard  Brass  Company,  Siamese  Connectior 
approval  of. 

357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
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392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S — Burnwell  Mechanical  Burner,  approval  of. 
1101-22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105-22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S — Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA— Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA— -“Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 

525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 

628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 

820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 

888-23-SA — Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

360-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

146-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

)50-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 

of. 


1146-23-SA  Pennsylvania  Globe  Oil  Burner,  approval  of. 
1169-23-SA— Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA  Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA  Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1 346-23- S A  Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA  Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner*  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA  Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA  Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA  Universal  G.  P.  O.  Burner,  approval  of. 
1493-23- S A— Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA  Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — Universal  Oil  Burner,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  zvill  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

/ 

Cases  filed  up  to  and  including  October  16,  1924 . 1232 

Restored  to  calendar .  75 


Miscellaneous  Applications. 


DISPOSITION  OF  CASES 

Withdrawn  . 

Dismissed  . . 

Denied  . 

Granted  .  *1 

Granted  on  condition  .  781 

Appliances  approved  . ; .  2 

Appliances  dismissed,  disapproved  or  withdrawn .  1 

Rules  approved  . . . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 


Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 


167 

8 

39 

3 

18 

32 

2 

3 
1 

4 


Total  . . 
Disposed  of 


2211 

1608 


Requests  to  reopen  granted  . . . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . . . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  . ..  . . 

Administrative  requests  denied  or  withdrawn 

Interpretations  . •  •  • ; . 

Requests  withdrawn  or  dismissed  . 

Total  . 


IS' 

1 


; 


Cases  pending  October  16,  1924 


603 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 

hearing.  ,  f  . 

Third,  That  no  plea  of  ignorance  of  the  date  ot  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in 
offices  of  the  board  and  of  the  further  publication  of 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of 
date  for  the  hearing  in  his  case,  and  that  the  plea 
failure  to  receive  such  notice  is  no  excuse  for  neglect 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose 
all  cases  promptly,  for  the  reason  that  the  pendency  of 
appeal  or  petition  ties  the  hands  of  the  administrati 
official  in  enforcing  his  order;  therefore,  no  appeal 
petition  will  be  allowed  to  be  hung  up  by  reason  of  faih 
of  the  appellant  or  petitioner  to  file  necessary  data,  or 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City.  i 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BU 
L.ETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN 

Name  . 

Street  . 

P.  . . 

t  1924 

My  subscription  to  begin  with  the  issue  tor . 
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S  AND  HOURS  OF  MEETING. 


John  Dowd 
Joseph  B.  ...Gunnison 
ire  Chief  John  Kenlon  J.  Sarsfiijld  Kennedy 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 


U-'luSl  Ht,  Tuesdays,  at 

U  •'“'SfwAai  meetings  as  listed  in  th 


mes  P.  Holland 
enry  L.  Connell 


10  a.  m. 
this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


to. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSIJ;  Chairman. 

Jr 

mes  P.  Holland  John£  Dowd 

enry  L.  Connell  Jose/h  B.  Gunnison' 

re  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

homas  J.  Drennan . f . Fire  Coittmissioner 

harles  Brady . SupfSof  Buildings,  Manhattan 


J.  Revtlle . Supt.  of  Buildings,  The  Bronx 

lbert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

'HN  W.  Moore . Supt.  of  Buildings,  Queens 

illiam  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

*riCE — Municipal  Building,  Room  914. 
ilephone — Worth  0184. 

Dffice  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

7  communications  should  be  addressed  to  the  chairman 
of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers  pertaining  to  the  work  of  either  Board  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

R  Cl%k’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any 

oo  ^'l1  abfe  9CaI|etd  ,in  Room  919,  on  Tuesday.  October 
1  ?°~4’  at  2  o  clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

„rThe  next  subsequent  Call  of  the  Calendar  will  be  on 
Wednesday,  November  5,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 

pen — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  October 
21,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  October  21,  1924. 

Rules  Adopted. 

Progress  Report. 


.  Any  communication  purporting  to  be  an  appeal,  applica- 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman 
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DOCKET. 

Neiv  Cases  Filed  Week  Ending  October  23,  1924. 


Cal.  No. 

Department. 

Premises  Affected. 

1256-24-SA. . 

. F.D.  .. 

• 

. .  Needham  Oil  Burner. 

Appliance. 

1255-24-S. . . 

. F.D.  .. 

. .  Ill  W.  31st  st.,  Man. 

L.  D.  65309. 

1 254-24- S A. 

. F.D.  .. 

. .  Tate  Jones  “L”  Type  Fuel  Oil 
Burner.  Appliance. 

1253-24-A. . 

. F.D.  .. 

. .  N.  E.  C.  Scott  ave.  and  Meser- 
ole  st.,  Bklyn.  F-64549. 

1252-24-BZ. . 

. B.B.Q.  . 

..N.  W.  C.  Linden  st.  &  Forest 
ave.,  Ridgewood,  Q. 

N.  B.  15925-1924. 

1251-24-S. . 

. F.D.  .. 

. .  419-21  W.  55th  st.,  Man. 

L.  D.  65218. 

1250-24-BZ. 

. F.D.  .. 

..  87  Clermont  ave.  (rear),  Bklyn. 

L.  C.  79828. 

1249-24-S . . . 

. F.D.  .. 

..  157-161  W.  29th  st.,  Man. 

L.  D.  59775. 

124S-24-S . . 

. F.D.  .. 

. .  622  5th  ave.,  Man. 

L.  F.  65202. 

1247-24-A. . 

. F.D.  .. 

. .  202  Flatbush  ave.,  Bklyn. 

L.  C.  90709. 

1246-24-S .  . 

. F.D.  .. 

. .  600  W.  57th  st.,  Man. 

L.  F.  65401. 

1245-24-A . . 

. F.D.  .. 

. .  229-231  W.  42nd  st„  Man. 

Order  No.  48-A. 

1244-24-BZ. 

. B.B.M. 

. .  217  W.  130th  st..  Man. 

Viol.  4327-1924. 

1243-24-A. . 

. F.D.  .. 

. .  187  Beach  146th  st.,  Neponsit. 
Q.  L.  C.  90584. 

1242-24-A. . 

. F.D.  .. 

. .  110  E.  17th  st.,  Man. 

L.  C.  25777 

1241-24-A . . 

. F.D.  .. 

. .  405  Oriental  blvd.,  Manhattan 
Beach,  Bklyn. 

Alt.  1740-1923. 

1240-24-A .  . 

. F.D.  .. 

. .  716  Bushwick  ave..  Bklyn. 

Alt.  1534-1924. 

1239-24-A .  . 

. F.D.  .. 

. ,  344  E.  104th  st.,  Man. 

Alt.  1533-1924 

1238-24-S .  . 

. B.B.M. 

. .  243-5  W.  30th  st.,  Man. 

N.  B.  60-1924. 

1237-24-A.  . 

. F.D.  .. 

, . .  S.  S.  190th  st.,  bet.  Wadsworth 
terr.  and  Wadsworth  ave., 
Man.  N.  B.  300-1924. 

1236-24-A .  . 

. F.D.  .. 

. .  2-14  Northern  ave.,  Man. 

N.  B.  301-1924. 

1235-24- A.  . 

. B.B.B. 

...  452-458  Fulton  st.,  Bklyn. 

Applic.  20230-1924. 

1234-24- A.. 

. F.D.  . 

. . .  814-826  8th  ave.,  Man. 

F-63751. 

1233-24-A. . 

. F.D.  .. 

. ..  W.  S.  8th  ave.,  519  ft.  8  in.  N. 

of  155th  st.  (Polo  Grounds), 
Man.  Order  No.  30-A. 


Restored  to  Calendar . 

91-23-BZ . B.B.B.  ...1772  60th  st.,  Bklyn. 

Alt.  21445-1922. 


CODE. 


F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildings,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  October  28,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

305-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Emanuel  Strauss 
and  Walter  D.  Strauss,  owners. 

PREMISES— 1139  Ogden  avenue,  The  Bronx. 

TO  PERMIT  in  a  “B”  area,  part  business  and  part  resi¬ 
dence  district,  the  alteration  and  extension  of  an 
existing  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles,  also  the  omission  of  a  rear 
yard  required  by  the  zone  resolution. 

759-24-BZ. 

APPLICANT — Emil  Guterman,  for  William  Sherman, 

PREMISES — 16-24  Saratoga  avenue,  Brooklyn, 
owner. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

850-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Harry  Gillman, 
owner. 

PREMISES — West  side  Broadway,  502  ft.  north  of  240th 
street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

889-24-BZ. 

APPLICANT— James  J.  Millman,  for  D.  &  B.  Auto 
Painting  Co.,  owner. 

PREMISES — 105  Underhill  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  an 
unrestricted  district  the  alteration  and  extension 
of  an  existing  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1041-24-BZ. 

APPLICANT — 330  West  95th  Street  Corporation,  owner. 

PREMISES — 156-66  West  End  avenue,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and 
change  of  occupancy  from  a  storage  warehouse 
to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

1048-24-BZ.  ■ 

APPLICANT — Sidney  L.  Strauss,  for  John  M.  Charlton, 
owner. 

PREMISES — 156-160  16th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1090-24-BZ. 

APPLICANT — Charles  A.  Sandblom,  for  Thesium  Amuse¬ 
ment  Co.,  owner. 
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PREMISES — Southeast  corner  of  Jamaica  avenue  and 
175th  street,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district,  the  erection  and  maintenance 
of  a  building  to  be  used  for  theatre  and  store 
purposes. 

1230-23-BZ. 

APPLICANT — James  Ruburg,  for  Marie  Ruburg,  owner. 

PREMISES — 1-3  160th  street,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  selling  station. 

1 125-24-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Sol  Brill,  owner. 

PREMISES — 130-134  Dyckman  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  extending  from  a 
business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  theatre  and  store  pur¬ 
poses. 

1131-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  New  Bensonhurst 
Realty  Corp.,  owner. 

PREMISES — 2362-84  86th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

045-24-BZ. 

\PPLICANT — F.  P.  Keniston,  for  Jerome  Hatch  Realty 
Corp.,  owner. 

PREMISES — 101-111  Linden  street,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  October  28,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24- A — 508-534  West  212th  street,  Manhattan. 

1023- 24-A — 260-268  Gold  street,  Brooklyn. 

1024- 24-A — 260-2fi8  Gold  street,  Brooklyn. 

1044-24-A — 309-313  Greenwich  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 
■1050-24-A — 1708-16  Atlantic  avenue,  Brooklyn  (Bldg. 
No.  3). 

053-24-A — 399-401  Concord  avenue,  The  Bronx. 

;l076-24-A — 2490-2496  Atlantic  avenue,  Brooklyn. 

080-24-A — 5  Platt  street,  Manhattan. 

082-24-A — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
>f  a  public  hearing  under  the  provisions  of  the  building 
'.one  resolution,  Tuesday  morning,  October  28,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow- 
ng  matter: 

al.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 


(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

CAL.  NO.  378-24-BZ— Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  908-24-BZ— Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam.  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 

cal.  no.  748-24-BZ— Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more,  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north, 
The  Bronx. 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ— Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  835-24-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Dovle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  no.  1117-24-BZ — Application,  September  11,  1924.  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  E.  A. 
Adams,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  969- 
995  Nostrand  avenue,  Brooklyn. 

cal.  no.  812-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
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Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 


cal.  no.  1017- 


24-BZ— Application,  August  8,  1924,  under  the 
building  zone  resolution,  of  Margaret 
P.  Anderson,  applicant  and  owner ,.  to 
permit  in  an  unrestricted  district  with¬ 
in  200  feet  of  an  exit  from  a  school 
the  change  of  occupancy  from  a  stable 
accommodating  more  than  five  horses  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  794- 
796  Union  street,  Brooklyn. 


CAL. 


no.  1099-24-BZ— Application,  September  4,  1924,  under 
the  building  zone  resolution,  ot  r.  li. 
Dewey  &  Co.,  Inc.,  applicant,  on  be¬ 
half  of  New  York  Academy  of  Medi¬ 
cine,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  on  first  story  for 
business  purposes ;  premises  508-18  Park 
avenue,  38-48  East  60th  street,  Manhat¬ 
tan. 


cal.  no.  942-24-BZ— Application,  July  17,  1924,  wider  the 
building  zone  resolution,  of  A.  l. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


cal.  no.  540-24-BZ— Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louii 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal  no.  874-24-BZ— Application,  June  30,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Thomas  P.  Graham,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenante  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  770-784  Lefferts  ave¬ 
nue,  Brooklyn. 

cal.  no.  915-24-BZ— Application,  July  10,  1924,  under  th< 
building  zone  resolution,  of  Walter  M 
Mason,  applicant,  on  behalf  of  dh< 
Wako  Co.,  Ltd.,  owner,  to  permit  it 
a  business  ll/t  times  height  district  th< 
erection  of  the  street  wall  of  a  build 
ing  in  excess  of  the  prescribed  heigh 
limit  required  by  the  zone  resolution 
premises  18  East  53rd  street,  Manhat 
tan. 

cal.  no.  565-24-BZ — Application,  April  22,  1924,  under  th 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  J 
M.  Flavin,  owner,  to  permit  in  a  busi 
ness  district  the  erection  and  mam 
tenance  of  a  garage  for  the  storag 
of  more  than  five  (5)  motor  vehicles 
premises  341-343  St.  Nicholas  avenui 
Ridgewood,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  October  28,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

54-24-A — 250  West  street  and  24  Hubert  street,  Manhattan. 
203-24- A — 23  Clinton  place,  Brooklyn. 

449-24- A — 600  Kent  avenue,  Brooklyn. 

824-24- A — 16  West  57th  street,  Manhattan. 

832-24- A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

171-24-A — 420  Oakland  street  and  1-5  Paidge  avenue. 
Queens. 

895-24-A — 197-201  Grand  street,  Manhattan. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24- A— 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A— 315  West  34th  street,  Manhattan. 

959-24-A — 34  Tieman  place,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesdav  afternoon,  October  28,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  fol¬ 
lowing  matters : 


CAL.  no.  922-24- BZ— Application,  July  11,  1924,  under  th 
building  zone  resolution,  of  McKin 
Mead  and  White,  applicants,  on  behal 
of  Savoy  Hotel  Corp.,  owner,  to  per 
mit  in  a  business  two-times  height  di< 
trict  the  erection  of  the  street  wall 
to  a  height  exceeding  the  limit  pre 
scribed  by  the  zone  resolution;  prerr 
ises  761-767  Fifth  avenue,  2-14  Ea: 
59th  street  and  1-11  East  58th  stree 
Manhattan. 

cal.  no.  810-24-BZ— Application,  June  17,  1924,  under  tl 
building  zone  resolution,  of  Murn 
Klein,  architect,  on  behalf  of  Rose  Cur 
mins,  owner,  to  permit  in  a  busine 
district  the  erection  and  maintenan 
of  a  garage  for  the  storage  of  mo 
than  five  (5)  motor  vehicles,  also  tl 
omission  of  a  rear  yard  as.  requw 
by  the  zone  resolution ;  premises  116 
1175  Gates  avenue,  Brooklyn. 

CAL.  NO.  919-24-BZ— Application,  July  11,  1924,  under  t 
building  zone  resolution  of  James  ivea 
ney,  applicant,  on  behalf  of  Otto  He: 
ler,  owner,  to  permit  in  a  business  d 
trict  the  erection  and  maintenance 
a  garage  for  the  storage  of  more  th 
five  (5)  motor  vehicles;  premises  nori 
west  corner  of  Cooper  avenue  and  C 
press  Hills  road,  Queens. 

William  E.  Wai.sh,  Chairman. 
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CALL  OF  CLERK  S  CALENDAR.  1  O  PERMI 1  in  a  residence  district  extending  from  an  un- 

Wednesday,  N ovcmbcr  5,  1924.  at  2  p.  m.  restiicted  district  the  erection  and  maintenance  of  a 

„  ....  _  _  garage  lor  the  storage  of  more  than  five  (5)  mo- 

Buildmg  Zone  Cases.  tor  vehicles. 


415-24-BZ. 

APPLICANT — Harold  Birkmire,  for  Pieper’s  Garage,  Inc., 
owner. 

PREAllSRS — 225-229  St.  Nicholas  avenue,  Manhattan. 

lO  PERMIT  ill  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

792- 24-BZ. 

APPLICANT — Emil  Guterman,  for  Anna  Claussen,  owner. 

PREMISES  AFFECTED — 523  Ovington  avenue,  Brook¬ 
lyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  three  pleasure  motor 
vehicles,  three  (.3)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

793- 24-BZ.  ,  |  |;  ;j  j  j 

APPLICANT — Emil  Guterman,  for  Joseph  Scileppi,  owner. 

PREMISES — 169  Lott  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  pleasure  motor 
vehicles,  two  (2)  spaces  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

833-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  C.  S.  C  Holding 

I  Corporation,  owner. 

PREMISES — 1301  Merriam  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district,  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (.5)  motor  vehicles. 

192-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuderi 
owner. 

PREMISES — Southeast  corner  of  Trimble  avenue  and 
Roosevelt  avenue,  Woodside,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

196-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Walton  Whyte 
Realty  Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  176.66  ft.  north 
of  East  Burnside  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles, 

007-24-BZ. 

APPLICANT — R.  Thomas  Short,  for  Homack  Construc¬ 
tion  Company,  owner. 

PREMISES — 103-12  to  20  East  Roosevelt  avenue,  Corona, 
Queens. 

TO  PERMIT  partly  in  a  residence  district  extending  from 
a  business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  theatre  and  store  pur¬ 
poses. 

028-24-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  Emma  Fribourg, 
owner. 

REMISES — 405-415  Montgomery  street,  Brooklyn. 

I  JO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

038-24-BZ. 

APPLICANT — 'Charles  D.  Cords,  for  Quartin-Handler  Cor¬ 
poration,  owner. 

’REMISES — 750-760  New  York  avenue,  Brooklyn. 


1068-24-BZ. 

PLICAN1  'John  De  Hart,  for  Wilaura  Holding  CSrp., 
owner. 

PREMISES— 1898  Sedgwick  avenue,  The  Bronx. 

IQ  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5;  mo¬ 
tor  vehicles. 

1072-24-BZ. 

APPLICANT  Edward  P.  Doyle,  for  John  Klinger,  owner. 

PREMISES— -East  side  of  Intervale  avenue,  240  ft  south 
of  East  167th  street,  The  Bronx. 

TO  PERMI  I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1084-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Damox  Homes  Corp., 
owner. 

PREMISES— North  side  of  Featherbed  lane,  17  ft.  west 
of  Macombs  road,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

1086- 24-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  A.  Potter, 
et  al.,  owners. 

PREMISES— East  side  of  Southern  boulevard,  125  ft.  north 
of  East  167th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1087- 24-BZ. 

APPLICAN  T — W  illiam  F.  Doyle,  for  Esther  Dashew,  et  al., 
owners. 

PREMISES — East  side  of  Jerome  avenue,  50  ft.  south  of 
Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles 

1091- 24-BZ. 

APPLICANT — John  W.  Clancy,  for  Valhalla  Corporation, 
owner. 

PREMISES — 341  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1092- 24-BZ. 

APPLICANT— John  W.  Clancy,  for  Michael  Naftal, 
owner. 

PREMISES — 331  East  184th  street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1094-24-BZ. 

APPLICANT— Emil  Guterman,  for  Joseph  Weisenberger, 
owner. 

PREMISES — 27  Delta  place,  Glendale,  L.  I.,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  maintenance  of  a  garage  for  the 
storage  of  one  (1)  pleasure  and  one  (1)  commercial 
motor  vehicle,  both  owned  by  the  party  residing  on 
the  premises. 

1107-24-BZ. 

APPLICANT— John  Jose  Carroll,  for  M.  Mary  Mariella, 
owner. 

PREMISES — 181  Willoughby  avenue,  Brooklyn. 
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TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  to  be  used  for  busi¬ 
ness  purposes. 

1112-24-BZ. 

AP PLi LAN T— James  J.  F.  Gavigan,  for  Jennie  L.  Rohan, 
owner. 

PREMIERS — 653  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5 )  motor  vehicles. 

1129-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Midwood  Theatre, 
Inc.,  owner. 

PREMIERS — 1301-11  Avenue  J,  Brooklyn 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  alteration  and  extension  of  a  build¬ 
ing  used  for  theatre  and  store  purposes. 

1155-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Mary  McHenry, 
owner. 

PREMISES— 1784-92  Park  place,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1152-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Patrick  Tague, 
owner. 

PREMISED — 163-165  Washington  street  and  132-134  PLall 
street,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  alteration  and  conversion  of 
occupancy  from  storage  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

1164-24-BZ. 

APPLICANT — Edward  P.  Doyle  and  Henry  G.  Opdycke, 
for  B.  &  L.  Holding  Company,  owner. 

PREMISES— 830-836  West  177th  street  and  831-835  West 
176th  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

91-23-BZ. 

APPLICANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Louis  Trotta,  owner. 

PREMISES— 1772  60th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Wednesday,  November  5,  1924,  at  10  a.  tn. 

Appeals  from  Administrative  Orders. 

882-24- A — 34  35th  street,  Brooklyn. 

957-24-A— 766  East  133rd  street,  The  Bronx. 

971-24-A — 219  East  42nd  street,  Manhattan. 

980- 24-A— 320-322  East  95th  street,  Manhattan. 

975-24- A — 312-316  East  95th  street,  Manhattan. 

981- 24-A _ 77-81  Wooster  street  and  391-93  West  Broad¬ 

way,  Manhattan. 

986-24- A — 463-467  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

988-24-A — 100-110  8th  street,  Brooklyn. 

995-24-A — 61  Beekman  street,  Manhattan. 

1235-24-A — 452-458  Fulton  street,  Brooklyn. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal: 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Wednesday  morning,  November  5,  1924,  at 

10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  949-24-BZ — Application,  July  19,  1924,  under  the 
building  zone  resolution,  of  Edward  J 
Ledogar,  applicant,  on  behalf  of  Pau 
Double,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis 
trict  the  alteration  and  extension  of  ; 
business  building  into  a  residence  dis¬ 
trict;  premises  146-09  Jamaica  avenue 
Jamaica,  Queens. 

CAL.  NO.  958-24-BZ— Application,  July  22,  1924,  under  th« 
building  zone  resolution,  of  John  J 
Dunmgan,  applicant,  Edward  A.  Adams 
owner,  Allan  D.  Emil,  lessee,  to  permi 
in  a  business  district  the  erection  am 
maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides;  premises  355-381  Malbone  streel 
northwest  corner  of  Canarsie  avenut 
Brooklyn. 

CAL.  NO.  233-24-BZ— Application,  February  14,  1924,  unde 
the  building  zone  resolution,  of  Osca 
Goldschlag,  architect,  on  behalf  o 
Broad  Holding  Corp.,  owner,  to  permi 
in  a  business  district  the  erection  an 
maintenance  of  a  garage  for  the  stor 
age  of  more  than  five  (5)  motor  ve 
hides ;  premises  southwest  corner  o 
Roosevelt  avenue  and  Lee  avenu< 
Queens. 

cal.  no.  688-24-BZ — Application,  May  19,  1924,  under  th 
building  zone  resolution,  of  Williai 

F.  Doyle,  applicant,  on  behalf  of  Juliu 
Hoehne  and  Samuel  Kaplan,  owners,  t 
permit  in  a  residence  district  the  erec 
tion  and  maintenance  of  a  garage  fc 
the  storage  of  more  than  five  (5)  m<; 
tor  vehicles;  premises  155-161  Mario 
street,  Brooklyn. 

cal.  no.  1130-24-BZ — Application,  September  15,  1924,  undt 
the  building  zone  resolution,  of  Edwar 
P.  Doyle,  applicant,  on  behalf  of  G. 

G.  Development  Corp.,  owner,  to  perm 
in  a  residence  district  extending  fro:' 
a  business  district  the  erection  ar 
maintenance  of  a  business  building 
premises  south  side  of  Grand  avenu 
50  ft.  west  of  Alburtus  avenue,  G 
rona,  Queens. 

**r~  j 

cal.  no.  569-23-BZ — Application,  September  30,  1924,  und< 
the  building  zone  resolution,  of  Lou 
A.  Sheinart,  architect,  on  behalf  < 
Dorothy  Bass,  owner,  previously  wit! 
drawn,  to  permit  partly  in  a  busine 
district  and  partly  in  a  residence  di 
trict  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  th; 
five  (5)  motor  vehicles;  premises  80 
816  Coney  Island  avenue,  Brooklyn. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924,  und 
the  building  zone  resolution,  of  Willia 
F.  Doyle,  applicant,  on  behalf  of  Jose] 
A.  Lewis,  owner,  to  permit  in  a  re: 
dence  district  extending  from  an  unr 
stricted  district  the  erection  and  mai 
tenance  of  a  garage  for  the  storage 
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*  CAL.  no.  1060-24-BZ — Application,  August  22,  1924,  under 

the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  David 
M.  Neuschtat,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2001-11  Cropsey  avenue,  south¬ 
east  corner  of  Twentieth  avenue,  Brook¬ 
lyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  912-24-BZ — Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  John  J. 
Dooley  and  Estate  of  Victoria  Landt, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1501-1509 
Jerome  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 

•f  - 

BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  November  5,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

941-24-S — 716-720  Broadway,  Brooklyn. 

982-24-S— 614-618  West  131st  street,  Manhattan. 

1034- 24-S — 252-254  West  38th  street,  Manhattan. 

1035- 24-S — 9-11  East  38th  street  and  16  East  39th  street, 

Manhattan. 

1036- 24-S — 46-50  West  29th  street,  Manhattan.  * 

1051-24-S — 54-60  Schenectady  avenue  and  1720-34  Atlantic 

avenue,  Brooklyn. 

1071-24-S — 102  East  112th  street,  Manhattan. 

1075-24-S — 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

987-24-S — 463-67  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

'  999-24-S — 134-136  Lawrence  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
af. 

872-24-SA — Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

742-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 

1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 

1078-24-SA — Nokol  Automatic  Burner,  approval  of. 

1162-24-SA — Hart  Automatic  Fuel  Oil  Burner,  approval 

of. 

1001-24-SM — Genasco  Asphalt  Mastic  Floors,  approval  of. 


Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — '522  West  159th  street,  Manhattan. 

929-24- A — 612  Fifth  avenue,  Alanhattan. 

1000-24-A — 78-80  Walker  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1103- 24-*A — 24  West  Cherry  avenue,  Flushing,  L.  I.,  Queens. 

1104- 24-A— 159-11  Shore  Acres  boulevard,  Whitestone, 

Queens. 

11 10-24- A — 208  East  63rd  street,  Alanhattan. 

1118-24- A — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Alanhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  11,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  934-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  972-24-BZ — Application,  July  25,  1924,  under  the 
building  zone*  resolution,  of  Euell  and 
Euell,  applicants,  on  behalf  of  Edward 
R.  and  Edward  L.  Finch,  trustees  for 
A.  R.  Finch,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1273  Cromwell  avenue,  The 
Bronx. 

cal.  no.  1116-24-BZ — Application,  September  11,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rob¬ 
ert  C.  Schock,  owner,  to  permit  in  a 
business  district  the  alteration  and  en¬ 
largement  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2906-08  Broadway,  Manhat¬ 
tan. 

cal.  no.  1242-23-BZ— Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  1058-24-BZ — Application,  August  21,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Bes- 
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sie  Gerstenfield,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1123  Kelly  street  and  1124 
Intervale  avenue,  The  Bronx. 

cal.  no.  1063-24-BZ — Application,  August  22,  1924,  under 
the  building  zone  resolution,  of  Frank 
House,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  four  (4)  pleasure  motor  ve¬ 
hicles,  two  (2)  spaces  rentecf  to  per¬ 
sons  not  residing  on  the  premises ; 
premises  339-341  Olmsted  place,  Glen¬ 
dale,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  11,  1924,  at  2  p.  tn. 

Appeals  from  Administrative  Orders. 

383-24- A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A — 509-517  West  street,  Manhattan. 

965-24-A — 489  Park  avenue,  Manhattan. 

478-24-A — 1600  Broadway,  Alanhattan. 

854-24-A— 6-8  East  1st  street,  Manhattan. 

956-24-A — 50  East  41st  street,  Alanhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  November  11,  1924,  at 
2  o’clock,  in  Room  919,  Alunicipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  1191-23-BZ — Application,  September  9*  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Alanhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no.  787-24-BZ — Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  825-24-BZ— Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Phillipine 


Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  November  18,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

969-24-A— 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1009-24- A — 136  West  52nd  street,  Manhattan. 

1013-24-A— 753-755  Broadway  and  66-68  East  8th  street, 
Manhattan. 

1022-24-A— 202-210  West  89th  street,  Manhattan. 

1029-24- A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Alanhattan. 

1043-24-A — East  side  of  Second  avenue,  between  41st  and 
42nd  streets,  Brooklyn. 

1047-24- A — 1188  Grant  avenue,  The  Bronx. 

1052-24-A — 671-677  Eighth  avenue  and  300-302  West  43rd 
street,  Manhattan. 

1059-24- A— 234  Wooster  street,  Manhattan. 

1061-24-A — 1961-1969  Broadway  and  143  West  66th  street, 
Manhattan.  j 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals, 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  18,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow-1 
ing  matters : 

CAL.  NO.  1372-23-BZ— Application,  October  3,  1924,  under1 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1111-24-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Irene  N.  Collerd,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northwest  corner  of 
East  189th  street  and  Washington  ave¬ 
nue,  The  Bronx. 

cal.  no.  1157-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Meyer 
Greenberg,  applicant,  on  behalf  of 
Alfred  J.  Howarth,  owner,  previously 
dismissed  for  lack  of  prosecution,  tc 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  (manufac¬ 
turing  extracts)  contrary  to  section  3 
article  2  of  the  zone  resolution ;  prem¬ 
ises  210  Parkville  avenue,  Brooklyn. 

CAL.  NO.  751-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  Boris  W.j 
Dorfman,  applicant,  on  behalf  of 
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James  H.  Sheridan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  17-23  College  place, 
Brooklyn. 

CAi..  no.  977-24-BZ—  Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Rosa 
Eifinger,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1913  Ralph  street, 
Ridgewood,  Queens. 

cal.  no.  990-24-BZ— Application,  July  31,  1924,  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  architects,  on  behalf  of  Bernardo 
Affinito,  owner,  to  permit  in  a  business 
district  the  change  of  occupancy  from 
business  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles- 
premises  1297-1301  Cromwell  avenue 
The  Bronx. 

AVilliam  E.  Walsh,’  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

'  1097-24-S — 13  West  30th  street,  Manhattan. 

1109-24-S — 77-79  Beekman  street,  Manhattan. 

1114-24-S — 353-355  Fulton  street,  Brooklyn. 

1119-24-S— 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan. 

780-24-S — 250-252  Bowery,  Manhattan. 

1150-24-S — 62  Vesey  street,  Manhattan. 

1  385-24- S — 2268  Second  avenue,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1106-24-S — 235  East  44th  street,  Manhattan. 

1126-24-S — 1358  Rockaway  parkway,  Brooklyn. 

1133- 24-S— 24-26  West  40th  street,  Manhattan. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1161  -24- S — 239  Seventh  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1134- 24-SA— Peerless  Automatic  Oil  Burner,  approval  of. 
1142-24-SA— Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-S A — Salvo  Fire  Extinguisher,  approval  of 

•1  - 

BOARD  OF  APPEALS. 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1074-24-A— 25  Levrich  street,  Winfield,  L  I.  Queens, 
i 1105-24- A  377  St.  Pauls  avenue,  Staten  Island,  Richmond. 
1128-24- A  613-619  East  83rd  street,  Manhattan. 

1136-24-A— 391-401  Leonard  street,  Brooklyn. 

1145-24-A— 72-78  Spring  street,  Manhattan. 

U47-24-A — 492-498  Seventh  avenue,  Manhattan. 

1148-24-A — 52-54  Watts  street,  Manhattan. 

101 5-24-A— Certificate  of  Approval  for  Tank  Wagon. 

998^24- A  Permit  to  transport  benzol,  etc.,  in  drums  of 
110-gal.  capacity. 


1018-24-A— 116  Hudson  street,  Manhattan. 

306-24-A— 82-86  Rutgers  slip,  Manhattan. 

660-24-A— 16804  Thirty-fifth  avenue,  Flushing,  L.  I 
Queens. 

899-24-A— 101  West  78th  street,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
°  a  pu  ,1C  .hearing  under  the  provisions  of  the  building 
zone,  resolution,  Tuesday  morning,  November  25,  1924  at 
10  o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  162-24-BZ— Application,  January  31,  1924,  under  the 
building  zone  resolution,  of  Babetta 
Schulze,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
(2)  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the 
premises ;  premises  southwest  corner  of 
Sixteenth  avenue  and  27th  street,  Beech- 
hurst,  L.  I.,  Queens 

cal.  no.  1021-24-BZ— Application,  August  11,  1924,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Schwartzman,  applicant,  on  behalf 
of  Polk  Construction  Company,  Inc., 
owner,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Jackson  avenue,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a,  m. 

Appeals  from  Administrative  Orders. 

1005-24- A  116  West  14th  street,  Manhatan. 

1064-24- A— 383  Concord  avenue,  The  Bronx. 

1120-24- A— 65-67  Duane  street.  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

1132-24-A — 648  Broadway,  Manhattan. 

1137-24-A — 1600  Broadway,  Manhattan. 

1151-24-A — 425  West  130th  street,  Manhattan. 

11 53-24- A — 187  Pearl  street,  Brooklyn. 

11 58-24- A  75  Spring  street,  Manhattan. 

1073-24-A  507-513  West  50th  street,  Manhattan. 

1166-24- A  North  side  Bradford  avenue  (41st  street),  350 

ft.  west  of  Lawrence  street,  Flushing 
Queens. 


unaer  me  minding  Zone  Resolution. 

NOTICE  IS  HEREBY  GTVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zonei  resolution,  Tuesday  morning,  December  2,  1924  at 
10  o  clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  993-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Tames 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis- 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
"ve  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  21,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  October  14,  1924,  and  the 
minutes  of  the  special  meeting  of  the  board  of  appeals,  held 
on  Tuesday  afternoon,  October  14,  1924,  were  approved  as 
printed  in  the  Bulletin,  No.  43,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
478-24-A. 

APPELLANT — The  Silver  Slipper  Corporation,  sub-lessee; 

Chelsea  Exchange  Bank,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  2  p.  m. 


854-24-A. 

APPELLANT — Albert  Hartman,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED' — 6-8  East  1st  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  2  p.  m.,  pending  hearing  of  Cal.  No.  853-24-BZ. 


1018-24- A. 

APPELLANT — Mrs.  Catherine  Etzel,  for  Baker  Import¬ 
ing  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 116  Hudson  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  10  a.  m. 


956-24-A. 

APPELLANT — Wm.  M.  Crosvener,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 50  East  41st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  R.  S.  Bicknell. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative, 
on  condition  that  no  liquid  chlorine  shall  be  stored 
on  the  premises  in  the  meantime. 


960-24- A. 

APPELLANT — C.  L.  Barnwell,  for  Hyde  and  Shepherd, 
for  Yellow  Taxi  Corporation,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 514  East  23rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  C.  L.  Barnwell. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dmvd,  Gunnison  and  Holland .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 


THE  RESOLUTION : 

(960-24-A) 

Whereas,  Hyde  &  Shepherd,  for  Yellow  Taxi  Corp., 
owner,  filed,  July  23,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  514  East  23rd  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B.  . 
App.  No.  559-24,  dated  April  17,  1924,  reads: 

“8.  Building  is  over  20,000  square  feet  in  floor  area 
and  a  street  connection  for  standpipe  line  cannot  be 
permitted. 

“A  4  in.  regulations  standpipe  line  as  per  Sections 
581,  Chapter  5,  Building  Code,  and  as  per  Rules  of 
the  Board  of  Standards  and  Appeals  with  a  3500  gal¬ 
lon  tank  on  roof  and  with  a  65  gallon  per  minute  pump 
for  filling  same  must  be  provided.” ; 

and 

Whereas,  the  building  is  non-fireproof  (reinforced  con¬ 
crete  with  wood  trusses),  one  and  two  stories  in  height, 
125  ft.  by  197  ft.  6  in.  in  area  at  the  1st  story,  and  25 
ft.  by  79  ft.  6  in.  in  area  above,  to  be  OCCUPIED:  1st 
story,  garage;  2nd  story,  lounge  room,  the  building  being 
located  in  an  unrestricted  district  under  the  building  zone 
resolution ;  and 

Whereas,  appellant  contends  that  a  standard  unit  of  20,- 
000  square  feet  of  clear  space  for  use  of  taxicabs  has 
been  provided  and  that  the  building  has  been  provided  with 
a  sprinkler  system  and  requests  to  be  relieved  of  provid-  | 
ing  the  tank  and  pump  for  the  standpipe  system,  and  pro¬ 
poses  to  install  a  standpipe  system  in  accordance  with  the 
rules  in  all  other  respects. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  as  to  the  requirements  of  a  3500  gallon  tank 
on  condition  that  the  standpipe  installation  shall  comply 
with'  the  standpipe  rules  in  all  respects. 


961-24- A. 

APPELLANT— Jaburg  Brothers,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner.  1  , 
PREMISES  AFFECTED— 536-538  Broome  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  J.  Vogt.  Ii 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied.  i 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  .  5 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(961-24- A) 

Whereas.  Jaburg  Bros.,  Inc.,  lessee,  filed,  July  24,  1924. 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  fire  commissioner,  affecting  premises  536-538  Broome 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  60835- 
F,  dated  June  19,  1924,  reads:  r,  ; 

“1.  Provide  an  approved  gas  shut-off  valve  *  * 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height.  49  ft.  10J4  in.  by  84  ft.  9*4  in.  in  area;  OCCUPIED 
as  laboratory  and  warehouse:  the  building  being  equipped 
with  a  sprinkler  system ;  and  _  #  | 

Whereas,  appellant  contends  that  the  building  is  to  be 
condemned  by  the  City  of  New  York  for  the  purpose  of 
creating  a  street  to  connect  the  lower  end  of  Sixth  ave¬ 
nue  with  Canal  street,  for  the  entrance  of  the  vehicular 
tunnel,  and  that  they  propose  to  discontinue  the  use  of  the 
building  as  a  laboratory  and  use  it  only  for  warehouse 
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purposes  pending  the  action  of  the  City;  and  to  discontinue 
the  gas  service  entirely. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 

denied.  J 


mUSt  Le  234  in-  Ulllined  lillen  Underwriters 


is 


for  Roosevelt  Memorial 


991-24-A. 

APPELLANT — Leona  Block 
Association,  owner. 

order  of  fire  commissioner. 

j  APPEAfL\SNCES-C  ^  EaSt  2°th  StrCCt’  Manhattan- 

bor  Appellant:  Leona  Block. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

At  I  ION  Ob  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Fire  Chief 

Kenlon  .  g 

Absent :  Mr.  Connell  .  1 

THE  RESOLUTION: 

(991-24-A) 

VV  here  as,  Leona  Block,  for  Roosevelt  Memorial  Asso¬ 
ciation,  lessee,  filed,  July  31,  1924,  an  appeal,  with  the  board 
ol  appeals,  trom  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  28  East  20th  street,  Manhattan;  and 

t  r~  I*EREAS>  ^le  order  of  the  fire  commissioner,  No.  24919- 
LC,  dated  July  10,  1924,  reads: 

“1-  Remove  all  inflammable  motion  picture  film  in 

and  CXCeSS  01  fiVC  rCelS  °r  5,000  feCt  fr0m  the  Premises” i 

Whereas,  the  building  is  fireproof,  four  stories  and  base¬ 
ment  in  height,  50  ft.  by  90  ft.  in  area  at  the  1st  story, 
and  50  ft.  by  60  ft.  in  area  above;  OCCUPIED  as  a  mu¬ 
seum;  and 

Whereas,  appellant  contends  that  most  of  the  film  used 
is  non-inflammable  stock,  and  that  they  will  not  keep  more 
than  5,000  ft.  of  film  on  the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied.  J 


or  equal.  , 
and 

heStEl37S'ftthR  bui!dins  is.  fireproof,  twenty  stories  in 
hotel ;  and  bj  385  £t-  ™  OCCUPIED  as  a 

«oJaccelirro,h  erdrer^h;„Ve^^T„d« 

and  ?t  hereby^  lit  dcC.1S101\  °f  the  tire  commissioner  be 

is deLd.  8  ‘  and  thG  appeal  be  and  11  hereby 


for  New  York 


1002-24- A. 

APPELLANT— McKim,  Mead  &  White, 

Staffer  Co.,  lessee. 

PD^!1r?f-TAtPP^irom  dec^on  of  fire  commissioner. 
MISES  AFFECTED — 401-417  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES — 

For  Appellant:  F.  J.  Adams,  G.  F.  Morse  and  T. 
J.  Vanderbank. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

BOARD — Appeal  denied. 
rHL  VOTE  TO  GRANT— 

Affirmative 


1026-24-A. 

A  P  PELLA  NT  Francis  H.  Dike,  for  Est.  Jacob  Appell, 

PREMISES' AE?JrfTRnl10rrd„e.r  s'?!  fire  ““nfissioner. 

tan  EC  -D'"°5  West  street,  Manhat- 

appearances— 

bor  Appellant:  Francis  H.  Dike. 

boi  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  ue 

CONDITIONS130^1^0-^?^1  granted  0n  condiffon. 
THE  VOTE-  A  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
KenTon  Gunmson’  Holland  and  Fire  Chief 

Negative  . *  .  . .  6 

Absent:  Mr.  Connell* V. .  ? 

THE  RESOLUTION:  .  1 

w  ^  (1026-24-A) 

o3np?ir,  it 

feeling  premised  so"  WeTt  "Sattan"'  and 

22,  ™reads:  °rdei'  °f  ^  ^  “"■”«“<>"<*.  S’ April 

•  1“  •  P5°vide  ir?n  or  kalameined  shutters  at  all  onen- 

inSS  in  the  exterior  wall  above  1st  story  *  *  *  ”  • 

Whereas,  the  building  is  non-fireproof,  five  stories  f55 
.  in  height,  26  ft.  by  98  ft.  9  in.  in  area;  OCCUPIED 
f°wtie  manufacture  metal  kitchen  utensils-  and 

easA  a^'asY-t^awJr11  C°ntfnds  that  the  exposures  on  the 
ast  are  28  ft.  away  except  for  windows  diagonally  in  the 

corner  butldtng;  that  the  exposures  to  the  west  are  M 
ft  away  except  for  the  roof  of  the  adjoining  twts,ow 
building ,  and  contends  that  there  is  no  hazard  &  y 

Resolved  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  far  as  it  affects  the  rear  six  (6)  wfn 
dows  of  the  easterly  gable  wall.  ^ 


Negative:  Chairman  Walsh,  Messrs'.  Kennedy, 


788-24-A. 
APPELLANT¬ 


'S  S.  Kresge  Company,  lessee. 


Dowd,  Gunnison,  Holland  and  Fi«  ChS  |UBJECT-Appeal  from  order  oY'lTcommEsioner 
Absent?  Mr.  Connell  6  ”““2?  AFFECTED^-^  Fulton  street^rook- 

THE  RESOLUTION: 


6 

1 


(1002-24- A) 

Whereas,  McKim,  Mead  &  White,  for  New  York  Stat- 
T,  ,  essec>,  filed,  August  5,  1924,  an  appeal,  with  the 
r' .  o  aPPeals,  from  a  decision  of  the  fire  commissioner, 
ffectmg  premises  401-417  Seventh  avenue,  Manhattan;  and 
hereas,  the  decision  of  the  fire  commissioner,  N.  B. 
ipp.  No.  1091-16,  dated  June  27,  1924,  reads: 

1.  Outlets  must  be  located  within  the  stairway 

closure. 


en- 


lyn. 

APPEARANCES— 

For  Appellant:  R  M.  Kearns. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

CO  NDITI ON SB °A^ R?~^PiPeal  granted  011  condition. 
THE  VOTE-  A  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Kenlo^i  ’  Gimmson’  Holland  a»d  Fire  Chief 

Negative  .  .  ® 

Absent :  Mr.  Connell  .  0 
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THE  RESOLUTION: 

(788-24-  A; 

WHiiREAS,  S.  S.  Kresge  Co.,  lessee,  tiled,  May  31,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  ot 
the  hre  commissioner,  affecting  premises  o~6-d28  button 

street,  Brooklyn;  and  .  .  . 

Whereas,  the  order  ot  the  tire  commissioner,  dated  De¬ 
cember  28,  1923,  No.  52805-F,  reads. 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  *  *  *•  » 

^Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  45  ft.  by  140  ft.  in  area;  OCCUPIED  as  a  5  and  10 

cent  store;  and  ,  .  ,  . _ 

Whereas,  appellant  contends  that  the  windows  in  question 

face  on  an  alley  25  ft.  wide.  .  .  ,  . 

Resolved,  that  the  order  of  the  nre  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  building  shall  be  equipped  with 
ail  approved  two-source  wet  sprinkler  system;  and  granted 
so  lone  as  the  present  occupancy  and  use  remain  unchanged. 


BUILDING  ZONE  CASES. 

853-24-BZ. 


erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PRREM1SES  AFFECTED— 516-526  Parkside  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Otto  Henschel. 

For  Opposition :  George  C.  Lay. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  2  p.  m.,  on  request  of  applicant. 


922-24-BZ.  ,  TT  , 

APPLICANT— McKim,  Mead  &  White,  for  Savoy  Hotel 

Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  “business  two  times  height 
district”  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  prescribed  by 
the  building  zone  resolution. 

PREMISES  AFFECTED— 1-11  East  58th  street,  2-14  East 
59th  street  and  761-767  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  T.  J.  Vanderbank. 

For  Opposition:  John  Larkin. 

ACTION  OF  BOARD— Laid  over  to  October  28,  1924, 
at  2  p.  m.,  pending  decision  of  board  of  estimate 
affecting  same  location. 


APPLICANT— Albert  Hartmann,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  ot 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the  storage  ot 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 6-8  East  1st  street,  Manhattan. 

APPEARANCES— 

For  Applicant:  Milton  S.  Worth 

For  Opposition:  None.  1Q9, 

ACTION  OF  BOARD — Laid  over  to  November  11,  1J~4, 
. ™  ronnpct  nf  annlicant’s  representative. 


APPLICANT — Nathan  Langer,  for  Commonwealth  Savings 

Bank,  owner.  .  .  ,  .  ,  ,  . 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PTJFMISES  AFFECTED — 425-431  West  209th  street,  Man¬ 


hattan. 

APPEARANCES— 

For  Appellant:  Nathan  Langer. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1J24, 
at  2  p.  m.,  pending  submission  of  consents  by  appli¬ 
cant. 


APPLICANT— John  J.  Dunnigan,  for  J.  M.  Flavin,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 341-343  St.  Nicholas  avenue, 
Borough  of  Queens. 

APPEARANCES— 

For  Applicant :  None.  ,  .  , 

For  Opposition:  Herman  Mayer  and  Frederick 

Riemelschneider. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1J24, 
at  2  p.  m.,  on  request  of  objector’s  attorneys. 


APPLICANT— Otto  Henschel,  for  Phillipine  Raub  and  D. 

S.  W.  Building  Corporation,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 


787-24-BZ.  .  .  _ 

APPLICANT— Archibald  J.  McKinny,  for  Andrew 
Lewnes  and  M.  K.  Venechanerkay,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building,  the  first  story 
to  be  used  for  business  purposes.  ' 

PREMISES  AFFECTED— 345-357  Ocean  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Russell  Gallagher. 

For  Opposition:  John  D.  O’Connell,  M.  W.  Lewis, 
Henry  Davis,  O.  Stolp  and  Therase  Hayden.  • 

ACTION  OF  BOARD— Laid  over  to  November  11,  1924,  at 
2  p.  m.,  for  inspection  by  a  committee  of  board.  ; 

276-24-BZ.  Jf  ]| 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendenl 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1146-58  East  New  York  ave 
nue,  Brooklyn. 

APPEARANCES-  T  ^  ,  _ 

For  Applicant:  John  H.  McCooey,  Jr.,  Edward  P 
Doyle. 

For  Opposition:  Charles  G.  Hill,  Stanley  S.  Smith 
Mrs.  Sadie  Goodman,  Mrs.  Sadie  Smith  ane 
A.  Kaplan. 

ACTION  OF  BOARD — Laid  over  to  October  28,  1924 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy,  Dowd,  Gunnison 

and  Holland .  '* 

Negative :  Chairman  Walsh  and  Fire  Chief  Ken- 

Ion  . 

Absent:  Mr.  Connell . 


91-23-BZ  ' 

APPLICANT— William  F.  Doyle,  for  Louis  Trotta,  ownei 
SUBJECT— Application  for  reopening  (re:  decision  of  su 
perintendent  of  buildings)  to  permit  the  maintenanc 
of  a  public  garage  in  a  business  district. 
PREMISES  AFFECTED— 1772  60th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Herman  E.  Horwood. 

For  OniwsiHnn:  None. 
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AC  1  ION  01'  BOARD— Application  restored  to  calendar 
and  set  for  calendar  call  Wednesday,  November  5 
1924,  at  2  p.  m.  ' 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  . ’  5 

Negative  . ]  ’  ’  Q 

Absent:  Mr.  Connell  and  Fire  Chief  Kenion  ! !  2 


979-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Ulysses  G.  Church 
owner. 

SUBJEC i  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  three-story  dwellings  to  be 
used  for  store  purposes  on  first  story. 

PREMISES  AbbECiED — 6914-6932  Fourth  avenue 

Brooklyn.  ’ 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Martin  H.  Latner,  Joseph  B.  Fin- 
keistein,  David  M.  Jones,  Alton  W.  Teale,  War¬ 
ren  Bowman,  Mrs.  Otto  Henindike,  Rafaele 
Marmiello  and  George  A.  Voss. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDI  I  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kemiedy, 

Dowd,  Gunnison  and  Holland  .  5 

Negative  . o 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(979-24-BZ) 

Whereas,  William  F.  Doyle,  for  Ulysses  G.  Church, 
owner,  nied,  July  28,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  ot  ttiree-story  dwellings  to  be  used 
for  store  purposes  on  the  first  story;  premises  6914-6932 
Fourtn  avenue,  Brooklyn ;  and 
VV  hereas,  a  public  bearing  was  held  on  this  application 
by  the  board  ol  appeals,  at  its  regular  meeting,  October  21, 
1924,  alter  due  notice  by  publication  in  tbe  .bulletin  of  the 
Board  ol  btandards  and  Appeals;  and 

K.  Whereas,  tbe  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  hourtb  avenue  and  Ovington 
avenue  are  residence  districts  and  Bay  Ridge  avenue  is  a 
business  district;  and 

W  hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  8,  1924,  in  acting  on  N.  B.  Application  No. 
14274-24,  reads : 

building  with  stores  in  a  residence  district  is  con¬ 
trary  to  Section  3  of  Article  2  of  the  Bldg.  Zone  Reso¬ 
lution.”  ; 

and 

W  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  three  stories  in  height,  with  a  frontage  ot  162 
ft.  10 y*  in.  and  a  depth  of  57  it.  2  in.;  to  be  occupied  as 
dwellings  in  the  upper  two  stories  and  stores  in  the  1st  story ; 

and 

Whereas,  owing  to  the  proximity  of  the  existing  garage, 
the  board  deemed  there  would  be  hardship  in  preventing 
applicant  from  making  the  proposed  use  of  the  premises. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  only  so  far  as  it  affects  the  1st  story 
and  basement  on  the  Fourth  avenue  front,  on  condition  that 
the  use  of  the  entire  proposed  building  above  the  1st  story 
shall  be  restricted  to  conforming,  residential  use;  that  the 
business  use  shall  be  restricted  and  limited  to  stores  for 
the  conduct  of  retail  business  permitted  by  section  4,  article 
2  of  the  building  zone  resolution;  that  the  street  wall  on 
Ovington  avenue  front  shall  set  back  fifteen  (15)  ft.  north- 


e^/,rom  tlie  Ovington  avenue  building  line;  and  that  there 
S  *la. .  |C  a  return  brick  pier  from  the  Ovington  avenue  front 
o!  flu?.1  Slx,teen  (1(i)  niches  on  Fourth  avenue  elevation; 

at  the  hourth  avenue  front  and  the  Ovington  avenue  front 
o  the  building,  other  than  the  show  windows,  shall  be  fin¬ 
ished  in  face  brick  and  architectural  terra  cotta  or  stone 
trimmings  of  attractive  architectural  design;  that  any  open¬ 
ings  on  the  Ovington  avenue  elevation,  1st  story,  shall  be 
restricted  to  the  use  and  operation  of  the  residential  occu¬ 
pancy  of  the  building;  that  there  shall  be  no  commercial 
display  or  advertising  signs  of  any  nature  or  description 
permitted  on  the  Ovington  avenue  front;  that  any  commer- 

T  i,  ,Spky  slgns,or  advertising  on  the  Fourth  avenue  front 
shall  be  restricted  to  the  show  windows  of  the  stores  on  the 
1st  story ;  that  the  entire  westerly  gable  wall  of  the  proposed 
structure  shall  be  finished  with  light-colored  face  brick- 
that  there  shall  be  no  openings  in  the  westerly  gable  wall 
except  opening  on  and  within  the  property  of  the  owner 
of  these  premises;  and  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


740-24-BZ. 

APFLICANT— Abraham  Farber,  for  Samuel  Weissman 
owner. 

SUBJEC1— Application  (re:  decision  of  superintendent 
ot  buildings)  to  permit  in  a  residence  district  the 
erection  of  an  additional  group  of  22  individual  ga¬ 
rages  on  a  plot  now  occupied  by  11  individual  ga¬ 
rages,  all  spaces  rented  to  persons  not  residing  on 
the  premises. 

PREMISES  AbbECTED — 541-551  Warwick  street,  Brook¬ 
lyn. 

APPEARANCES— 

bor  Applicant:  Abraham  barber,  Harry  Bass  and 
Samuel  W eissman. 

For  Opposition:  Samuel  Seid. 

AC  1  ION  OF  BOARD1 — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  Q 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  . ’  5 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon”.'.’.  2 

THE  RESOLUTION: 

(740-24-BZ) 

Whereas,  Abraham  Farber,  for  Samuel  Weissman,  owner, 
filed,  May  28,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  of 
22  individual  garages  on  a  plot  now  occupied  by  11  indi¬ 
vidual  garages,  all  spaces  rented  to  persons  not  residing  on 
the  premises;  premises  541-551  Warwick  street  (east  side 
190  ft.  north  of  Blake  avenue),  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  21, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Warwick  street  is  a  residence 
district  and  Sutter  avenue  and  Blake  avenue  are  business 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  8,  1924,  in  acting  on  Application  No 
9979-24,  reads : 

“Denied— Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  3.  Garages  not  accessory  to  a  residence 
on  the  same  lot.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  18  ft.;  it  is  proposed  to  erect  two  new  sec¬ 
tions  with  12  individual  car  spaces  in  one  and  10  in  the 
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other,  to  be  rented  out  to  persons  not  residing  on  the  prem¬ 
ises  ;  and  .  . 

Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  20  and  section  7,  subdivision  A.. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

612-24-BZ. 

APPLICANT— William  Shary,  for  Martin  C.  Dyer,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  the  extension,  from  an  un¬ 
restricted  district  into  a  business  district,  of  a  pro¬ 
posed  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 469  East  187th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  Shary. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  .  5 

Negative  .  ® 

Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(612-24-BZ) 

Whereas,  William  Shary,  for  Martin  C.  Dyer,  owner, 
filed,  May  1,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  the  extension,  from  an  unrestricted 
district  into  a  business  district,  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
469  East  187th  street,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  21, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Third  avenue  is  an  unrestricted 
district  and  East  187th  street  is  a  business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  April  16,  1924,  in  acting  on  N.  B.  Application  No. 
1596-24,  reads : 

“1.  Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  unrestricted  district 
extending  into  a  business  district  is  contrary  to  the  pro¬ 
visions  of  the  Building  Zone  Resolution.”; 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  113.88 
ft.  and  a  depth  of  141  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles;  and  . 

Whereas,  under  the  provisions  of  section  7,  subdivision 
c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  westerly  gable 
wall  shall  be  unpierced  throughout  its  entire  height  and 
length;  that  the  front  elevation  shall  be  finished  with  face 
brick  and  architectural  terra  cotta  or  stone  trimmings  in 
panel  design ;  that  there  shall  be  no  vehicular  exit  or  en¬ 
trance  permitted  on  187th  street  front;  all  vehicular  open¬ 
ings  shall  be  restricted  to  the  Third  avenue  front  (unre¬ 
stricted  area)  ;  and  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months  and 
the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


456-20-BZ. 

APPLICANT — E.  T.  Lake,  owner. _ 

SUBJECT — Application  for  reopening  (re:  decision  of  fire 
commissioner)  to  permit  in  a  residence  district  the 


maintenance  of  a  garage  for  five  (5)  motor  ve¬ 
hicles  ;  space  in  which  is  rented  to  persons  not  resid¬ 
ing  on  the  premises. 

PREMISES  AFFECTED— 424  78th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Richard  J.  Tonry. 

For  Opposition:  None. 

ACTION  OF  BOARD— Granted  extension  of  permit  for 
two  years  on  same  conditions. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE  TO  EXTEND  PERMIT  FOR  2  YEARS— 
Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Holland  . . .  5 

Negative  . 0 


Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(456-20-BZ) 

Whereas,  Edward  F.  Hammel,  consulting  engineer,  for 
E.  T.  Lake,  owner,  filed,  July  8,  1920,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  the  maintenance  of  a  garage  for  five  motor  vehicles, 
space  in  which  is  rented  to  persons  not  residing  on  prem¬ 
ises,  424  78th  street,  Brooklyn  and  .  .  J 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  August 
31,  1920,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  78th  street  is  in  a  residence 
district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
June  16,  1920,  reads: 

“With  reference  to  your  application,  dated  June  16, 
1919,  for  a  permit  to  maintain  a  garage  at  the  above 
location,  I  regret  to  inform  you  that  I  am  without 
power  to  grant  such  a  permit  for  the  following  rea¬ 
sons  : 

“Maintenance  of  your  garage  is  a  violation  of  sec¬ 
tion  3,  of  art.  2  of  the  Bldg.  Zone  Resolution  of  the 
Board  of  Estimate  and  Apportionment  of  the  City  of 
N.  Y.,  adopted  July  25,  1916,  inasmuch  as  garage  is 
not  an  accessory  to  residence  on  lot,  and  motor  ve¬ 
hicles  stored  are  for  sale,  for  rent,  or  for  hire  or  are 
subject  to  charges  for  storage. 

“You  are,  therefore,  ordered  to  remove  all  motor 
vehicles,  the  fuel  tanks  of  which  are  not  empty,  stored 
by  others  than  the  occupants  of  dwelling  on  lot 
where  garage  is  situated.” ; 

and  .  ; 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  50  ft.  by  18  ft.  in  area,  occupied  as  a  garage  for 
five  motor  vehicles,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises;  and  J 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected  and  no  one  ap¬ 
peared  in  opposition  to  the  granting  of  this  application; 
and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting,  August  31,  1920,  and  November  14,  1922,  for 
a  temporary  period  of  two  years  and  owner  requested  a 
further  extension  of  the  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  the  maintenance  of  the  garage 
(space  in  which  is  rented  out)  for  a  temporary  period  of 
two  years  from  August  31,  1924. 


1056-24-BZ. 

APPLICANT— Arthur  J.  Stern,  for  Ada  H.  Loveman, 
owner.  X 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  erection 
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of  building  to  be  occupied  in  part  for  business  pur¬ 
poses. 

PREMISES  AFFECTED— 7414-22  Twenty-first  avenue 
Brooklyn. 

APPEARANCES— None. 

AC  riON  OF  BOARD— Chairman  read  request  to  with¬ 
draw.  Application  withdrawn.  - 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  . 5 

Negative  . ’  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 


Both  sides  of  118th  street  (Church  street)  trom  Kim¬ 
ball  avenue  (103rd  avenue)  to  a  point  100  ft.  south  of 
Jerome  avenue  ( 101st  avenue). 


1139-24-BZ. 

APPLICANT— Burns-Langan  Fire  Prevention  Co.,  Inc., 
for  James  S.  Laspia,  owner. 

SLBJEf  T  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  erection  and  maintenance  of 
a  building  to  be  occupied  as  a  private  garage. 

PREMISES  AFFECTED — 738  45th  street,  Brooklyn 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Holland  . ’  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  ..  2 


(1191-23-BZ) 

cJ1airman  Presented  and  read  a  communication  from 
X hfa"  Langer,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erection 
and  maintenance  of  a  garage;  premises  425-431  West  200th 
street,  Manhattan. 

The  following  area  was  approved  by  the  board- 

Both  sides  of  209th  street  and  Isham  street  from  a 
point  100  ft.  west  of  Columbus  avenue  to  a  point  100  ft 
west  of  Amsterdam  avenue;  the  east  side  of  Amster¬ 
dam  avenue  from  209th  street  to  210th  street,  also  the 
south  side  of  210th  street  from  Amsterdam  avenue  to 
a  point  250  ft.  east  of  Amsterdam  avenue. 


AREAS  FIXED. 

(422-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Chester  Baffa,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  main¬ 
tenance  of  a  garage;  premises  10139  118th  street,  Borough 
of  Queens. 

The  following  area  was  approved  by  the  board : 


(1164-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  fix  the  area 
of  notification  deemed  affected  by  the  erection  and  main- 

*a,fLruage’  preTiSCS  83°-36  West  177th  s^eet, 

831-35  West  176th  street,  Manhattan. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  West  176th  street,  also  West  177th 
street  from  Haven  avenue  to  a  point  400  ft.  east  of  pro- 
posed  garage.  Both  sides  of  Haven  avenue  from  West 
176th  street  to  West  177th  street;  both  sides  of  North¬ 
ern  avenue  from  West  177th  street  to  a  point  200  ft. 
north  of  West  177th  street,  also  the  west  side  of  Pine- 
hurst  avenue  from  West  176th  street  to  West  177th 
street. 


Adjourned  2  p.  m. 


William  J.  O’Gorman,  Secretary. 


BOARD  OF  STANDARDS  AND  APPEALS 

TUESDAY  ^™n^E?.PNG-  PREMISES  AFFECTED-29  West  17th  street.  Manhat- 

*  1  UtbDAi  AFTERNOON,  OCTOBER  21,  1924.  tan. 

'  •PreSut;,  Chairman  Walsh,  Messrs.  Kennedy,  Dowd  Gun-  APPEARANCES— 

nison,  Holland,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  For  Petltloner:  Daniel  Adelman,  Joseph  F.  Bran- 

Commissioner  Hannon,  Superintendents  Brady,  Reville  ^  nigan- 

Moore,  McDermott  and  Inspector  Bracken.  ’  For  Administration:  Inspector  Maher  of  fire  de- 

I  he  minutes  of  the  regular  meeting  of  the  board  of  ap-  partment. 

peals,  held  on  Tuesday  afternoon,  October  7,  1924,  were  ap-  BOARD^-Petition  granted  on  condition, 

proved  as  printed  in  the  Bulletin,  No  42  Vol  IX  CONDITIONS — As  specified  in  resolution. 

_ '  THE  VOTE- 

PETITIONS  FDR  V4PT4TTOMC  Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

982-24-S  0R  VARIATIONS.  Gunnison.  Holland,  Connell.  Fire  Chief  Ken- 

PET,TIicLNELei:ew  York  Yel,ow  Cab  Co-  Sa,'s  M;c;  n 

pBJECT-Variation^ofJhe  labor  law  as  cited  in  order  Abfen‘t?Mr.' Dowd  and' Deput'y  FheCommi's'-  ° 

REMI  hattan  FFE£:TED— ' 614-618  West  131st  street>  Man_  THE  RESOLUTION^"  .  2 

APPEARANCES—  w  .  ,  _  (JJ3-21-S) 

ACT.ON^fc  fc 

a.  oVferpetoion°ermber  ’’  ^  3  •&*,**£•  standards  and  appeals.'  for  a 

q  01  Petltloner-  variation  from  the  requirements  of  the  labor  law,  as  cited 

913-21-S.  in  an  order  of  the  fire  commissioner,  affecting  premises  29 

PETTTTONFR  rru,  „  j  r?  „  ,  ,  West  17th  street,  Manhattan;  and 

'  '  Street  C<S  owner  ’  M  WeS‘  "'h  »rd=r  °f  the  fire  commissioner,  Order 

SUBTFCT  VoHoff;’  c  tu  .  .  .  .  No.  24827-LD,  dated  June  30,  1921,  reads- 

f  of  fi^e  commissioner'  "  "  **  “  #nfcr  “> J „■»«*"*  innate,  fire  escape  a, 

the  rear  of  the  building  and  provide  an  exterior 
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MINUTES 


and 


screened  iron  stairway  on  the  rear  of  the  building  as 
per  Section  271  of  the  Labor  Law  not  less  than  44  in. 
in  width  extending  from  ground  to  roof  with  a  bal¬ 
cony  on  each  floor  and  an  independent  means  of  egress 
from  its  lowest  termination  by  means  of  an  open  court 
or  courts  or  a  fireproof  passageway  leading  to  the 
street,  constructed  as  per  Section  268  of  the  Labor 
Law,  or  carry  out  a  proper  alternative  method  of  com¬ 
plying  with  the  requirements  of  Section  271  of  the 
Labor  Law.”; 


Whereas,  the  building  is  of  fireproof  construction, 
equipped  with  sprinkler  system,  ten  stories  (116  ft.)  in 
height  25  ft.  by  88  ft.  in  area  at  the  street  level  and  25  ft. 
by  84’  ft.  above.  OCCUPIED:  1st  story,  store;  other 
stories,  light  manufacturing,  40  persons  per  story ;  the 
means  of  egress  consisting  of  an  interior  fireproof  stair- 
way,  extending  from  the  1st  story  to  the  10th  story,  with 
ladder  to  roof,  enclosed  in  fireproof  partitions,  with  fire¬ 
proof  doors  at  the  openings  and  an  exterior  stairway  on 
the  rear  of  the  building  extending  from  the  10th  story 
to  the  2nd  story,  with  double  rung  ladder  with  hand  rail 
to  the  ground  with  egress  to  the  adjoining  yards,  the  bal¬ 
cony  of  this  stairway  being  4  ft.  wide  connected  by  2 
ft.  wide  stairs  set  at  a  pitch  of  37  degrees,  the  windows 
along  the  course  being  self-closing,  fireproof,  with  the 
exception  of  the  top  story  windows,  and  there  is  one  fire¬ 
proof  casement  window  on  each  story ;  and  .  .  ,  > 
Whereas,  the  petitioner  states  that  the  original  fire 
escape  on  the  rear  of  this  building  was  not  satisfactory 
to  the  fire  department  and  Order  No.  93304-LD  was  issued 
and  the  rear  fire  escape  was  reconstructed  into  an  ex- 
terior  stairway,  it  being  impossible  to  effect  direct  egress 
to  the  street,  and  the  fire  department  accepted  as  satis¬ 
factory  a  double  rung  iron  ladder  with  hand  rail  from 
the  lowest  balcony  to  the  yard  with  egress  to  the  adjoining 
yards  and  dismissed  the  order  as  complied  with  early 

in  1920;  and  ,  .  ,  .  «  , 

Whereas,  the  board  deemed  that  the  action  of  the  board 
of  review  of  February  18,  1919,  should  be  ratified ;  and  _ 
Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  October  18,  1921,  on  certain  conditions,  and  the 
fire  commissioner  requested  a  reopening  of  the  case  and 
a  modification  of  the  conditions  as  to  occupancy  had  been 

that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  the  celluloid  occupancy  shall  be 
confined  to  the  top  story,  and  that  the  sipulations  set  forth 
in  the  action  of  the  board  of  review  of  the  fire  depart¬ 
ment  of  February  18,  1919,  shall  be  complied  with  in  all 
other  respects. 


and  appeals,  for  variation  from  the  requirements  of  the  la¬ 
bor  law,  as  cited  in  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  507-9  East  75th  street,  Manhattan; 

Whereas  the  decision  of  the  superintendent  of  buildings, 
Alt.  App.  No.  2634-1923,  dated  May  12,  1924,  reads: 

“This  amendment  is  disapproved  with  the  following 
objections : 

“1.  This  building  was  approved  by  this  Bureau  for 
'storage  purposes  and  erected  in  1914.  Premises  ap¬ 
parently  are  now  unlawfully  occupied  for  factory  pur¬ 
poses.  In  order  to  convert  this  building  to  factory  use 
same  must  be  constructed  as  required  for  a  building 
erected  after  October  1st,  1913— Section  370,  Labor 
Law.  Reconsideration  denied.  . 

“2.  If  to  be  increased  in  height  as  proposed,  building 
must  be  made  fireproof.  Reconsideration  denied.” ; 

and  .  .  , 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
pent  house  (66  ft.  3  in.)  in  height,  50  ft.  by  99  ft.  10  in. 
in  area.  OCCUPIED :  1st  to  4th  story,  tenant  factory,  25 
persons  per  story;  pent  house,  offices,  20  persons.  EXITS: 
An  interior  fireproof  stairway  extending  from  1st  story 
to  roof;  enclosed  in  fireproof  partitions  with  fire  doors 
at  openings ;  a  fire  escape  on  the  rear  of  the  building  ex¬ 
tending  from  roof  to  rear  yard;  with  fireproof  windows 
along  the  course  thereof  ;  with  EGRESS  from  the  termina¬ 
tion  of  fire  escape  by  means  of  open  lot  at  north  of  building. 
ROOFS  of  adjoining  building  to  east  is  at  same  level;  to 
west  20  ft.  lower;  and  _  . 

Whereas,  petitioner  contends  the  building  complies  in  all 
respects  with  the  requirements  of  the  labor  law. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  petition  be  and  it 
hereby  is  denied. 


: 


■ 


944-24-S.  ,  .  .  TT  c.  . 

PETITIONER— Sidney  F.  Oppenheim,  for  Hyman  Mem, 


owner.  c 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  ot 

superintendent  of  buildings. 

PREMISES  AFFECTED— 507-9  East  75th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner:  Sidney  F.  Oppenheim. 

ACTION  OF  BOARD— Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .  •  •  •  . . .  * - Y  ‘  u 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Brady,  Reville,  Moore,  McDeP- 

mott  and  Inspector  Bracken . 1° 

Absent :  Messrs.  Dowd,  Holland  and  Deputy  Fire 

Commissioner  Hannon .  ® 

THE  RESOLUTION : 

(944-24-S) 

Whereas,  Sidney  F.  Oppenheim,  for  Hyman  Stein,  owner, 
filed,  July  18,  1924,  a  petition,  with  the  board  of  standards 


921-24-S. 

PETITIONER — William  J.  Gorman,  for  Kaumagraph  Co., 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 350  West  31st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  William  J.  Gorman. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Moore,  McDer¬ 
mott  and  Inspector  Bracken  .  12 

Negative  .  ® 

Absent :  Mr.  Dowd  . 

THE  RESOLUTION : 

(921-24-S)  |j 

Whereas,  William  J.  Gorman,  for  Kaumagraph  Co., 
owner,  filed,  July  11,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements' 
of  the  labor  law,  as  cited  in  an  order  of  the  superintendent 
of  buildings,  affecting  premises  350  West  31st  street,  Man¬ 
hattan;  and 

Whereas  the  decision  of  the  superintendent  of  buildings, 
dated  July  2,  1924,  reads: 

“Violation  Order  No.  3078 — 

“You  are  hereby  directed  to  remove  the  wood  parti¬ 
tions  on  the  1-2-3-4-5-6-7  floors,  forthwith.”; 

and  .  . 

Whereas,  the  building  is  fireproof,  eight  stories  and  cel-jj 
lar  in  height,  80  ft.  by  98.75  ft.  in  area  in  the  1st  story 
and  80  ft.  by  88.75  ft.  in  area  above;  OCCUPIED,  offices 
manufacturing  and  newspaper  publication,  308  persons  jn  the 
entire  building ;  the  building  being  equipped  with  a  sprinkler 
^system  and  a  fire  alarm  signal  system;  and 
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Whereas,  petitioner,  who  occupies  the  4th,  6th  and  7th 
stones,  contends  that  the  partitions  in  question  are  con¬ 
structed  of  oak  and  translucent  glass,  that  some  are  dwarf 
partitions  and  others  extend  to  the  ceiling,  that  they  are 
removable  and  might  be  considered  as  furniture. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  on  any  floor  having  a  mixed  tenant 
occupancy  the  dividing  partition  shall  be  built  of  approved 
fireproof  material,  exits  therefrom  maintained  leading  di¬ 
rectly  to  the  public  stair  hall ;  that  each  occupancy  shall 
have  egress  to  both  stairways ;  that  any  partitions  within 
the  tenant  area  shall  not  be  built  within  18  inches  of  the 
sprinkler  heads;  on  further  condition  that  an  approved 
sprinkler  system  shall  be  installed ;  and  granted  only  so  long 
as  the  present  occupancy  and  use  remain  substantially  un¬ 
changed. 


111  cellaU  and  granted  only  so  long  as  the  present 
Ovcupancy  and  use  shall  be  restricted  to  the  storage  use 
of  the  present  restaurant  exclusively. 


945-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Estate  of  Solomon 
Werner,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

APPUDnr^cECTEDl“736  Broadway,  Manhattan. 

AP  r EARANCES — 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rn toxt  Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  W^alsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
hire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Re- 
viHe,  Moore,  McDermott  and  Inspector 

Bracken  .  13 

Negative  . . . ."."!!!!!!.!.  o 

Absent  . . q 

THE  RESOLUTION : 

(945-24-S) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  Solomon 
Werner  owner,  filed,  July  18,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re- 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the 
hre  commissioner,  affecting  premises  736  Broadway,  Man¬ 
hattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No  28953- 
LD,  dated  December  6,  1921,  reads: 

*'!•  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  at  the  front  of  build¬ 
ing  *  * 
ind 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
leight,  24  ft.  3  in.  by  107  ft.  in  area;  OCCUPIED  as  a 
enant  factory  and  restaurant,  total  of  92  persons  above 
he  1st  story;  the  building  is  equipped  with  a  fire  alarm 
ystem ,  means  of  EGRESS  consisting  of  an  interior  fire- 
>roof  stairway  extending  from  the  1st  story  to  the  roof, 

'f  an  exterior  iron  stairway  on  the  rear  of  the  building; 
neans  of  egress  from  the  cellar  consisting  of  a  3  ft.  wide 
piral  stair  extending  from  cellar  to  the  1st  story  at  the 
ear;  and 

Whereas,  petitioner  contends  that  the  cellar  is  used  by 
he  restaurant  for  the  storage  of  supplies,  using  all  but  the 
ront  portion  of  the  cellar;  and  that  there  is*no  one  regu- 
irly  employed  in  the  cellar. 

Resolved,  that  the  board  of  standards  and  appeals  does 
ereby  make  a  variation  from  the  requirements  of  the 
ibor  law  and  that  the  petition  be  and  it  hereby  is 
ranted  on  condition  that  a  fixed  double  rung  iron  ladder 
i  rails  shall  be  provided  to  counterbalanced  sidewalk 
iult  cover,  equipped  with  signal  bell  announcer,  at  street 
:vel  at  the  front  of  the  cellar,  indicated  by  red  lights;  and 


950-24-S. 

PETIllONER— Samuel  Rosenblum,  for  Est.  of  Edw.  Hol¬ 
land,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 167  West  22nd  street,  Manhat¬ 
tan.  ’ 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum,  Edw.  Holland 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnwr?[NrTnEcB0^RD_-?e?ion  granted  on  condition. 

— As  sPecified  in  resolution. 

I  HE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Re- 
ville,  Moore,  McDermott  and  Inspector 

Bracken  .  13 

Negative  . o 

Absent  . o 

THE  RESOLUTION: 

(950-24-S) 

Whereas,  Samuel  Rosenblum,  for  Estate  of  Edward  Hol- 
and,  owner,  filed,  July  21,  1924,  a  petition,  with  the  board 
oi  standards  and  appeals,  for  variation  from  the  require¬ 
ments  ol  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  167  West  22nd  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner  dated 
July  2,  1924,  reads: 

1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  *  *  *  Section  271  of  the  Labor 
Law. 

2-  Extend  the  interior  stairway  at  the  east  side 
.  of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law.  ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  and 
basement  in  height,  20  ft.  by  40  ft.  in  area;  OCCUPIED 
as  restaurant  and  tenant  factory,  with  a  total  of  14  persons 
above  the  1st  story ;  the  means  of  egress  consisting  of 
a  party  wall  fire  escape  on  the  rear  of  the  building  with 
45  degree  connecting  stairs,  with  egress  from  the  termina¬ 
tion  of  the  fire  escape  by  means  of  gate  in  fence  to  adjoining 
property  at  the  west,  and  with  stair  and  landing  to  roof  • 
and  ’ 

Whereas,  petitioner  contends  that  the  means  of  egress  are 
adequate. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  as  to  Item  No.  1  on  condition  that  a  party  wall 
fire  escape  with  non-fireproof  windows  along  the  course 
thereof  shall  be  maintained  between  this  building  and  the 
building  to  the  east,  with  egress  from  termination  through 
the  adjoining  yards  to  the  west,  thence  through  hallway 
to  Seventh  avenue;  granted  as  to  Item  No.  2  on  condition 
that  a  fixed  double  rung  iron  ladder  shall  be  provided  from 
the  top  story  hall  of  interior  stairway  to  scuttle  in  roof  •  that 
any  partition  intervening  between  the  fire  escape  and’ rear 
partition  of  stairhall  of  top  floor  shall  be  removed;  granted 
only  so  long  as  the  conditions  as  to  use  and  occupancy 
remain  substantially  unchanged. 

962-24-S. 

PETITIONER— Samuel  Rosenblum,  for  Banks  Hats  Inc 
'essee.  ’  ’’ 
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SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 5-7  East  37th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 
bor  Administration :  inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Op  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


Amrmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer¬ 
mott  and  Inspector  Bracken . 

Negative  . •*.** 

Absent:  Eire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon . 


THE  RESOLUTION : 

(962-24-S) 

Whereas,  Samuel  Rosenblum,  for  Banks  Hats,  Inc., 
lessee,  hied,  Juiy  23,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  attecting  premises  5-7  East  37th  street  (8th  floor), 

Manhattan;  and  .  .  ,  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

May  10,  1923,  reads:  .  .  „ 

“5.  Remove  all  combustible  partitions  on  all  stories 
sub-dividing  the  fioor  areas  in  sections  known  as  10- 
12  East  38th  Street  and  8  East  38th  Street,  3-9  Last 
37th  Street  and  415  Fifth  Avenue  as  per  Section  270, 
subdivision  0  of  the  Labor  Law.  ; 

and  _  ,  , 

Whereas,  the  building  is  fireproof,  eleven  stories  in 

height,  with  a  frontage  of  66  ft.  2)4  i°-  and  a  depth  of 
187  ft  6  in.,  irregular  in  area;  OCCUPIED  as  a  department 
store  and  factory,  with  a  total  of  1,264  persons  in  the  build¬ 
ing;  the  means  of  egress  consisting  of  thiee  interioi  stair¬ 
ways,  a  fire  tower  and  an  exterior  iron  stairway ;  the  build¬ 
ing  is  equipped  with  a  100  per  cent  sprinkler  system ,  and 
Whereas,  petitioner  contends  that  there  are  no  combus¬ 
tible  products  in  the  factory  portion  and  that  the  parti¬ 
tions  divide  the  factory  of  the  premises  from  the  show 
rooms  and  display  rooms,  that  these  partitions  are  small 
dwarf  partitions  with  glass  transoms  and  that  there  is  no 

hazard;  and  „  ,  .  ^  , 

W  hereas,  under  Cal.  No.  102-24-S  the  board  granted  a 
similar  petition  for  the  department  store  portion  of  the 
premises  on  condition  that  the  floor  area  in  the  sub-divided 
area  remain  substantially  unchanged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  oh  condition  that  the  show  room  partition  in  front 
of  easterly  stairway  of  the  37th  street  wing  shall  be  re¬ 
moved;  that  all  other  combustible  partitions  except  those 
around’  the  show  room,  shall  not  exceed  7  feet  in  height 
above  the  floor,  and  that  the  top  of  show  room  parti¬ 
tions,  for  a  distance  of  at  least  18  inches  below  the  sprinkler 
heads,  be  provided  with  thin  glass,  that  exit  signs  with 
letters  8  inches  m  height  and  with  red  lights  be  provided 
at  all  stair  exits,  the  signs  to  be  placed  6  inches  below  the 
sprinkler  heads,  and  that  the  floor  area  shall  not  be  other¬ 
wise  sub-divided. 


PETITIONER— Samuel  Rosenblum,  for  J.  A.  Stein,  les- 
see. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 5-7  East  37th  street,  Manhat¬ 


tan. 

APPEARANCES — 

For  Petitioner :  Samuel  Rosenblum. 


For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution, 
i  HE  VOTE— 

Atnrmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Brady,  Reville,  Moore,  McDer¬ 
mott  and.  Inspector  Bracken .  11 

Negative  . .  ®| 

Absent:  Fire  Chief  Kenlon  and  Deputy  hire  | 

Commissioner  Hannon .  2 

THE  RESOLUTION  : 

(963-24-S) 

Whereas,  Samuel  Rosenblum,  for  Banks  Hats,  Inc.,  les¬ 
see,  filed,  July  23,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  5-7  East  37th  street  (10th  floor),  Man¬ 
hattan;  and  .  .  ,  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 

May  10,  1923,  reads: 

"5.  Remove  all*  combustible  partitions  on  all  stories 
sub-dividmg  the  floor  areas  in  sections  known  as  10-12 
East  38th  btreet  and  8  East  38th  Street,  3-9  East  37th 
Street  and  415  bifth  Avenue  as  per  Section  2<0,  sub¬ 
division  6  of  the  Labor  Law.  ; 

and  ■  ,  . 

Whereas,  the  building  is  fireproof,  eleven  stories  in 

height,  with  a  frontage  of  66  ft.  2)4  in-  and  a  depth  of 
187  ft.  6  in.,  irregular  in  area;  OCCUPIED  as  a  department 
store  and  factory,  with  a  total  of  1,264  persons  in  the  build¬ 
ing;  the  means  of  egress  consisting  of  three  intenor  stair¬ 
ways,  a  fire  tower  and  an  exterior  iron  stairway ;  the  build¬ 
ing  is  equipped  with  a  100  per  cent  sprinkler  system,  and 
Whereas,  petitioner  contends  that  there  are  no  com¬ 
bustible  products  in  the  factory  portion  and  that  the  par¬ 
titions  divide  the  factory  of  the  premises  from  the  show 
rooms  and  display  rooms,  that  these  partitions  are  small 
dwarf  partitions  with  glass  transoms  and  that  there  is  no 

nazard ;  and  „  ,  ,  .  , 

Whereas,  under  Cal.  No.  102-24-S  the  board  granted  a 
similar  petition  for  the  department  store  portion  of  the 
premises  on  condition  that  the  floor  area  in  the  sub-divided 
area  remain  substantially  unchanged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  all  partitions  in  rear,  north  end 
of  the  37th  street  wing,  are  removed;  that  all  other  com¬ 
bustible  partitions  except  those  around  the  show  room, 
shall  not  exceed  7  feet  in  height  above  the  floor,  and  that 
the  top  of  show  room  partitions,  for  a  distance  of  at  least 
18  inches  below  the  sprinkler  heads,  be  provided  with  thin, 
glass,  that  exit  signs  with  letters  8  inches  in  height  and 
with ’red  lights  be  provided  at  all  stair  exits,  signs  to  be 
placed  6  inches  below  the  sprinkler  heads,  and  that  the 
floor  area  shall  not  be  otherwise  sub-divided. 


nbi-zi-a.  ,  _r  t i  l  r 

PETITIONER — Samuel  Rosenblum,  for  Vogue  Hats  Go., 

lessee. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 5-7  East  37th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum.  ' 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  r  , 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super- 
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intendents  Brady,  Reville,  Moore,  McDer¬ 
mott  and  Inspector  Bracken .  11 

Negative  .  .  ’  ’  q 

Absent :  Fire  Chief  Kenlon  and  Deputy  Fire 
Commissioner  Hannon .  2 

THE  RESOLUTION  : 

(964-24-S) 

\\  hereas,  Samuel  Rosenblum,  for  Banks  Hats,  Inc.,  les¬ 
see,  hied,  July  23,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  5-7  East  37th  street  (11th  floor) 
Manhattan ;  and 

W  hereas,  the  order  of  the  fire  commissioner  dated 
May  10,  1923,  reads: 

“5.  _  Remove  all  combustible  partitions  on  all  stories 
sub-dividing  the  floor  areas  in  sections  known  as  10- 
12  East  38th  Street  and  8  East  38th  Street,  3-9  East 
37th  Street  and  415  Fifth  Avenue  as  per  'Section  270 
subdivision  6  of  the  Labor  Law.” : 

and 

i  W HEREAS,  the  building  is  fireproof,  eleven  stories  in 
height,  with  a  frontage  of  66  ft.  2$4  in.  and  a  depth  of 
187  ft.  6  in.,  irregular  in  area;  OCCUPIED  as  a  depart¬ 
ment  store  and  factory,  with  a  total  of  1,264  persons  in 
the  building;  the  means  of  egress  consisting  of  three  in¬ 
terior  stairways,  a  fire  tower  and  an  exterior  iron  stairway; 

:  the  building  is  equipped  with  a  100  per  cent  sprinkler  sys¬ 
tem;  and 

W  hereas,  petitioner  contends  that  there  are  no  combus¬ 
tible  products  in  the  factory  portion  and  that  the  partitions 
divide  the  factory  of  the  premises  from  the  show  rooms 
and  display  rooms,  that  these  partitions  are  small  dwarf 
partitions  with  glass  transoms  and  that  there  is  no  hazard; 
and 

Whereas,  under  Cal.  No.  102-24-S  the  board  granted  a 
similar  petition  for  the  department  store  portion  of  the 
premises  on  condition  that  the  floor  area  in  the  sub-divided 
area  remain  substantially  unchanged. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is 
granted  on  condition  that  all  partitions  in  front  of  easterly 
stairway  and  in  rear,  north  end  of  37th  street  wing,  are 
removed;  that  all  other  combustible  partitions  except  those 
around  the  show  room  shall  not  exceed  7  feet  in  height 
above  the  floor,  and  that  the  top  of  show  room  partitions, 
for  a  distance  of  at  least  18  inches  below  the  sprinkler  heads, 
be  provided  with  thin  glass,  that  exit  signs  with  letters 
8  inches  in  height  and  with  red  lights  be  provided  at  all 
stair  exits,  signs  to  be  placed  6  inches  below  the  sprinkler 
heads,  and  that  the  floor  area  shall  not  be  otherwise  sub¬ 
divided. 


985-24-S. 

PETITIONER— American  Real  Estate  Co.,  owner. 
SUBJECT  Variation  of  the  labor  law  as  cited  in  orders 
of  fire  commissioner. 

PREMISES  AFFECTED — 114-116  Fifth  avenue  and  2-6 
West  17th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  C.  S.  Shumway. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Moore,  McDermott  and  In¬ 


spector  Bracken .  12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 


THE  RESOLUTION : 

(985-24-S) 

Whereas,  American  Real  Estate  Co.,  owner,  filed,  July 
30,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  tor  variation  from  the  requirements  of  the  labor  law, 
as  cited  in  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  114-16  Fifth  avenue  and  2-4-6  West  17th  street,  Man¬ 
hattan;  and 

W  hereas,  the  orders  of  the  fire  commissioner,  dated 
June  26,  1924,  read: 

“No.  61716-LF : 

“An  inspection  of  the  premises  114-16  Fifth  Avenue 
iv  2-4-6  West  17th  Street,  Borough  of  Manhattan,  shows 
that  a  fire  drill  should  be  established  and  maintained 
*  *  *  Section  279  of  the  Labor  Law  *  *  * 

“No.  61818-LF : 

1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals  and  the  enclosed  approved  lay¬ 
out.”; 

and 

Whereas,  the  building  is  fireproof,  eighteen  stories  in 
height  92)4  ft.  by  175  ft.  in  area;  OCCUPIED  as  offices 
and  showrooms,  a  total  of  1,827  persons  in  the  building  the 
allowable  occupancy  being  2,470  persons;  and 

Whereas,  petitioner  contends  that  the  only 'floor  used  as 
a  factory  is  the  2nd  and  that  the  number  reported  at  labor 
is  only  2)4  per  cent  of  the  allowable  occupancy  and  that 
while  technically  the  building  is  defined  in  the  labor  law 
as  a  factory  building,  that  it  does  not  seem  reasonable* 
that  the  law  would  anticipate  requiring  a  building  of  this 
type  to  have  all  the  equipments  used  largely  for  factory 
purposes. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  long  as  the  factory  occupancy  is  confined  to  the  2nd  story 
on  condition  that  the  occupancy  on  the  2nd  story  shall  not 
exceed  seventy  (70)  persons. 


1025-24-S. 

PETI1 IONER  Samuel  Rosenblum,  for  Arnesto  Paint 
Co.,  owner. 

SUBJECT  Variation  of  the  labor  law  as  cited  in  deci¬ 
sion  of  superintendent  of  buildings. 

PREMISES  AFFECTED— 42  West  99th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 
Brady,  Reville,  Moore,  McDermott  and  In¬ 
spector  Bracken .  12 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(1025-24-S) 

Wr hereas,  Samuel  Rosenblum,  for  Arnesto  Paint  Co., 
owner,  filed,  August  12,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  42  West  99th 

street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  16,  1924,  reads: 

1.  Provide  an  unobstructed  fireproof  passageway 

from  termination  of  fire  escape  direct  to  street — Section 
273,  Par.  9.  Labor  Law.”; 
and 
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Whereas,  the  building  is  non-fireproof,  five  stories  in 
height  at  front  and  six  stories  in  height  at  rear,  25  ft.  by 
96  ft.  in  area;  OCCUPIED  as  offices,  stock  rooms  and 
mixing  and  grinding  of  paints,  16  persons  in  the  entire 
building;  the  means  of  egress  consisting  of  an  interior 
stairway,  extending  from  the  1st  story  to  the  roof,  to  be 
enclosed  in  fire  retarding  partitions  with  fire  doors  at  the 
openings,  a  60  degree  fire  escape  at  the  rear  of  the  building 
with  stair  and  landing  to  roof  and  egress  from  the  termina¬ 
tion  of  the  fire  escape  over  extension  in  the  1st  story  by 
means  of  balcony  stairs  to  yard  at  the  rear ;  and 

Whereas,  petitioner  contends  that  the  means  of  egress 
will  be  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  egress  from  termination  of  fire 
escape,  on  condition  that  egress  shall  be  maintained  to  the 
yard  to  the  south,  with  egress  from  the  yard  through  hall 
of  adjoining  tenement  house  to  the  street. 


1027-24-S. 

PETITIONER— Francis  H.  Dike,  for  Est.  Jacob  Appell, 

owner.  . 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner.  . 

PREMISES  AFFECTED— 505  West  21st  street,  Manhat¬ 
tan. 

•  APPEARANCES— 

For  Petitioner:  Francis  H.  Dike. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Moore  and  Inspector 

Bracken  .  ^ 

Negative  . 0 

Absent:  Fire  Chief  Kenlon  and  Superintendent 

McDermott  .  3 

THE  RESOLUTION : 

(1027-24-S) 

Whereas,  Francis  H.  Dike,  for  Estate  of  Jacob  Appell, 
owner,  filed,  August  12,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  505  West  21st  street,  Man¬ 
hattan  ;  and  .  .  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

April  14,  1924,  reads: 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
*  *  *  Section  273  and  274  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“Windows  on  course  not  fireproof. 

“No  passageway  from  termination  of  fire  escape  to 

street. 

“Fire  escape  needs  painting. 

“2.  Enclose  the  interior  stairway  at  the  west  side 
of  building  *  *  *  Section  271  of  the  Labor  Law  and 
Rule  2  of  the  Industrial  Code,  and  Rules  504  and  505 
of  the  Industrial  Code  *  *  ; 

and  _  . 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  26  ft.  by  98.9  ft.  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  metal  kitchen  utensils,  40  persons  in  the  entire 
building;  the  means  of  egress  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  enclosed 
in  wood  and  metal  sheathed  partitions  from  the  1st  story  to 
the  3rd  story ;  a  fire  escape  on  the  rear  of  the  building  with 
counterbalanced  stair  to  yard  and  egress  through  open  yard 


to  adjacent  property  under  same  ownership,  with  fire  win¬ 
dows  along  the  course  of  the  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Item  No.  1,  egress  from  the  termination  of  the  fire 
escape,  on  condition  that  openings  by  gate  in  fence  to  ad¬ 
joining  premises  to  the  rear  and  to  open  yard  to  east  shall 
be  maintained  with  egress  from  this  yard  to  street,  and 
denied  as  to  Item  No.  2. 


O  U  cl  rw  X  fcj  •  # 

PETITIONER— N.  Y.  State  Bridge  &  Tunnel  Commis¬ 
sion,  owner. 

SUBJECT— Variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED— 20-22  Laight  street,  Manhattan., 

APPEARANCES— 

For  Petitioner  :  Wililam  A.  Halligan. 

Fol  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Moore  and  Inspector 

Bracken  .  1 

Negative  . .  ® 

Absent:  Fire  Chief  Kenlon  and  Superintendent 

McDermott  .  3 

THE  RESOLUTION : 

(865-24-S) 

Whereas,  N.  Y.  State  Bridge  &  Tunnel  Commission,  : 
owner,  filed,  June  27,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements  1 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  20-22  Laight  street,  Manhattan; 

and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated 

June  14,  1924,  reads :  .  ■ 

“2.  Enclose  the  interior  stairway  at  the  north  and 
west  sides  of  building  serving  as  a  required  means  of 
exit  *  *  *  Sectoin  271  of  the  Labor  Law  *  *  *. 

“3.  Extend  the  interior  stairway  at  the  north  and 
at  the  west  side  of  building  to  the  roof  *  *  *  Sections 
271  and  272  of  the  Labor  Law  and  Rule  2  of  the  In¬ 
dustrial  Code  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  62.3  ft.  by  85.24  ft.  in  area;  OCCUPIED  as  a  fac¬ 
tory  and  storage,  30  persons  in  the  entire  building,  the  > 
upper  three  stories  being  vacant;  the  means  of  EGRESS 
consisting  of  two  interior  stairways,  one  extending  from 
the  1st  story  to  the  6th  story  and  the  other  extending  from 
the  basement  to  the  6th  story,  enclosed  in  wood  partitions 
with  wood  doors  at  the  openings,  a  fire  escape  on  the  front 
of  the  building  with  ladder  to  roof  and  drop  ladder  to 
street ;  and 

Whereas,  petitioner  contends  that  the  property  was  re¬ 
quired  as  part  of  the  exit  plaza  for  the  Hudson  River  Ve¬ 
hicular  Tunnel  and  that  the  building  is  only  partly  occupied 
and  no  hazardous  conditions  exist. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  for  a 
temporary  modification,  the  order  to  be  held  in  abeyance 
until  December  31,  1924,  on  condition  that  the  premises  shall 
be  vacated  on  or  before  that  date  and  that  there  shall  be 
no  occupancy  in  the  interim  above  the  2nd  story. 


879-24-S. 

PETITIONER— Mary  Laird,  Inc.,  lessee. 

SUBJECT — Variation  of  the'  labor  law  as  cited  in  order 
of  fire  commissioner. 
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PREMISES  AFFECTED — 415-421  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Wilbert  J.  Ryder. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

mvmTTnM?B°4ARD~?:et?i0n  granted  on  condition. 
£K°ENS-AS  Specified  m  resoIution. 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
1'ire  Commissioner  Hannon,  Superintend¬ 
ents  Brady,  Reville,  Moore  and  Inspector 

Bracken  .  n 

N egati  ve  . .  0 

Absent:  Fire  Chief  Kenlon  and  Superintendent 

McDermott  .  o 

THE  RESOLUTION:  . 

(879-24-S) 

Whereas,  Mary  Laird,  Inc.,  for  The  415  Fifth  Avenue 
Company,  owner,  filed,  July  1,  1924,  a  petition,  with  the 
boaid  ot  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  415-21  Fifth  avenue 
Manhattan ;  and  ’ 

Whereas,  the  order  of  the  fire  commissioner  dated 
May  10,  1923,  reads: 

“5-  .  Remove  all  combustible  partitions  on  all  stories 
sub-dividing  the  floor  areas  in  sections  known  as  10- 
12  East  38th  Street  and  8  East  38th  Street,  3-9  East 

,b.  .  r.eet  and  415  Fifth  Avenue  as  per  Section  270 — 
subdivision  6  of  the  Labor  Law.”  • 
and 

Whereas,  the  building  is  fireproof,  eleven  stories  in 
height,  with  a  frontage  of  66  ft.  2  in.  on  37th  street,  123 

rTrm£'r»0n  Flfth  aven,ue  and  200  ft  on  38th  street;  OC- 
LL  PIED  as  a  tenant  factory,  the  petitioner  occupying  the 

6th  story  of  the  38th  street  portion  of  the  building  there 
alid  partltl0nS  subdlviding  this  portion  of  the  6th  story; 

Whereas  petitioner  contends  that  the  partitions  in  ques¬ 
tion  have  been  erected  for  a  number  of  years  and  that 
there  is  no  hazard. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  all  partitions  except  those  around  the  show 

n.0t  erCeud  7  feet  in  height  above  the  floor, 
and  that  the  top  of  show  room  partitions,  for  a  distance  of 

at  least  18  inches  below  the  sprinkler  heads,  be  provided 
with  thin  glass,  that  exit  signs  with  letters  8  inches  in 
height  and  with  red  lights  be  provided  at  all  stair  exits  the 
signs  to  be  placed  6  inches  below  the  sprinkler  heads 
and  that  the  floor  area  shall  not  be  otherwise  sub-divided! 


1011-24-S. 

PETITIONER— Buchman  &  Kahn,  for  Wolf  Bomzon 
owner.  ’ 

SUBJECT— Variation  of  the  labor  law  as  cited  in  decision 
„„„  of  superintendent  of  buildings. 

PREMISES  AFFECTED — 49-53  West  38th  street,  Man- 
*  hattan. 

APPEARANCES— 

Petitioner:  John  M.  Montfort. 

CONDI  TT  O V  °A  R ti0n  granted  on  condition. 
^D*™NS-As  specified  in  resolution, 
trie.  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison,  Holland,  Connell,  Deputy 
hire  Commissioner  Hannon,  Superintend- 

Bracken3^’  ^evide’  ^oore  and  Inspector 

Negative  . .  .  .  .  .  .  .  . .  ** 

Ahse?}  •  Fire  Chief  Kenlon  and '  Superintendent 
McDermott  .  2 


THE  RESOLUTION : 

( 1011-24-S) 

Whereas,  Buchman  &  Kahn,  for  Wolf  Bomzon,  owner, 
filed,  August  7  1924,  a  petition,  with  the  board  of  stand- 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor,  as  cited  in  a  decision  of  the  superintendent  of 
buildings,  affecting  premises  49-53  West  38th  street  Man¬ 
hattan;  and 

.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  9,  1924,  reads  : 

“14.  All  windows  must  be  fireproof  self-closing 
with  panes  not  exceeding  720  square  inches  Sec 
264-7  Labor  Law  *  *  • 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
f  *  “•  b-v.  98  ft-  9  in-  m  area  in  the  1st  story  and  51  ft  bv 
88  ft.  9  ,n.  in  area  above;  OCCUPIED,  stores  and  show¬ 
rooms  25  per  cent,  manufacturing,  60  persons  per  story- 
equipped  with  a  sprinkler  system  and  fire  alarm  signal  sys- 
tem ;  there  are  windows  on  the  street  front  on  the  1st,  2nd 
and  3rd  stories,  metal  frames  glazed  with  plate  glass  vary¬ 
ing  in  size  from  5  ft.  6  in.  by  8  ft.,  to  8  ft.  10  in  by  12 
ft.  6  in.;  and 

Whereas,  petitioner  contends  that  to  construct  these 
windows  in  accordance  with  the  requirements  of  the  labor 
law  would  detract  from  the  architectural  appearance  of  the 
budding. 

Resolved  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  windows  on  the  three  lower  stories 
of  the  street  elevation,  on  condition  that  all  openings  shall 
be  equtrwed  with  metal  frames  and  sash,  glazed  with  pol- 
-bed  plate  glass,  not  less  than  in.  in  thickness,  and  that 
the  labor  law  shall  be  complied  with  in  all  other  respects. 


1012-24-S. 

PETITIONER  Buchman  &  Kahn  for  Banco  Construction 
Corp.,  owner. 

SUBJECT  Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  superintendent  of 
buildings. 

PREMTSES  AFEECTED— 253-9  West  35th  street,  Man¬ 
hattan. 


APPEARANCES— 

For  Petitioner:  John  M.  Montfort. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Moore  and  In¬ 


spector  Bracken  . 

Negative  . 

Absent:  Eire  Chief  Kenlon  and  Superinten¬ 
dent  McDermott  . 


11 

0 

2 


THE  RESOLUTION: 


(1012-24-S) 

Whereas,  Buchman  &  Kahn,  for  Banco  Construction 
Corp.,  owner,  filed,  August  7,  1924,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  253-9  West  35th 
street,  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings.  rendered  June  18,  1924,  reads: 

“1.  Panes  of  glass  in  1st  and  2nd  stories  of  street 
front  should  not  exceed  720  square  inches  in  area— La¬ 
bor  Law — Section  264-7.” ; 
and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
92  ft.  by  98  ft.  9  in.  in  area.  OCCUPIED :  1st  story,  stores ; 
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showrooms  above,  with  25  per  cent  manufacturing  occu¬ 
pancy,  75  persons  per  story;  the  building  being  equipped 
with  a  sprinkler  system  and  a  fire  alarm  signal  system;  and 

Whereas,  petitioner  contends  that  the  windows  in  the 
1st  and  2nd  stories  are  to  be  used  for  show  windows,  to  be 
constructed  of  metal  frames,  glazed  with  plate  glass  vary¬ 
ing  from  6  ft.  6  in.  by  10  ft.  6  in.  to  8  ft.  by  11  ft.  8  m. 
and  that  to  construct  the  windows  in  accordance  with  the 
requirements  of  the  labor  law  would  detract  from  the  archi¬ 
tectural  appearance  of  the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the 
labor  law  and  that  the  petition  be  and  it  hereby  is  granted 
so  far  as  it  affects  the  windows  on  the  two  lower  stories  of 
the  street  elevation,  oh  coHditiOH  th<it  sll  openings  shsll  be 
equipped  with  metal  frames  and  sash,  glazed  with  polished 
plate  glass,  not  less  than  A  in.  in  thickness  and  that  the 
labor  law  shall  be  complied  with  in  all  other  respects. 


1 033-24-S 

PETITIONER — Henry  I.  Oser,  for  64-70  West  36th  Street 

Corp.,  owner.  .  ,  .  ,  . 

SUBJECT— Variation  from  the  requirements  of  the  labor 
law  as  cited  in  a  decision  of  the  superintendent  of 
buildings. 

PREMISES  AEFECTED— 64-70  West  36th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Henry  I.  Oser. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
‘CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman.  Walsh,  Messrs  Ken¬ 

nedy,  Dowd,  Gunnison.  Holland,  Connell, 
Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Moore  and 

Inspector  Bracken  .  U 

Negative  . •••• . . .  0 

Absent !  Fire  Chief  Kenlon  End  Superinten- 

dent  McDermott  .  2 

THE  RESOLUTION : 

(1033-24-S) 

Whereas,  Henry  I.  Oser,  for  64-70  West  36th  Street 
Corp.,  owner,  filed,  Aug.  14.  1924,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  64-70  West  36th 

street.  Manhattan ;  and  . 

Whereas,  the  decision  of  the  superintendent  of  buildings, 

rendered  August  8,  1924,  reads: 

“1.  All  windows  should  be  glazed  with  panes  not 
exceeding  720  square  inches  in  area— Labor  Law— Sec¬ 
tion  264-7  *  *  ;  ,  _ ^ 

and  r  .  ,  ,  .  - 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 

100  ft.  by  98  ft.  9  in.  in  area  in  the  1st  story  and  100  ft. 
hv  89  ft.  5  in.  in  area  above.  OCCUPIED :  Stores  and 
show  rooms.  25  per  cent  manufacturing:  180  persons  in  the 
entire  building ;  equipped  with  a  sprinkler  system  and  a 
fire  alarm  signal  system;  there  are  windows  in  the  street 
front  on  the  1st,  2nd  and  3rd  stories,  metal  frames  glazed 
with  plate  glass  varying  in  size  from  16  in.  by  84  in.  to  62  in. 

by  116  in. ;  and  . 

Whereas,  petitioner  contends  that  these  windows  are 
used  as  show  rooms  for  the  display  of  merchandise  and 
that  to  subdivide  them  would  defeat  their  purpose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
onlv  so  far  as  it  affects  the  windows  on  the  three  lower 
stories  of  the  street  elevation,  on  condition  that  all  open¬ 
ings  shall  be  equipped  with  metal  frames  and  sash,  glazed 
with  oolished  plate  glass,  not  less  than  A  jn.  \n  thickness 
and  that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


1492-23-S. 

PETITIONER— Frank  P.  Keniston,  for  Sundel  Hyman, 
owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 570-572  Grand  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Frank  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Superintendents  Brady,  Reville,  Moore  and 

Inspector  Bracken  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Mc¬ 
Dermott  .  3 

THE  RESOLUTION: 

(1492-23-S) 

Whereas,  F.  P.  Keniston,  for  Sundel  Hyman,  owner, 
filed,  Dec.  18,  1923,  a  petition,  with  the  board  of  standards 
and  appeals,  for  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  570-572  Grand  street.  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  52185- 
LD,  dated  Nov.  28,  1923,  reads: 

“Arrange  the  exterior  screened  stairway  on  the  rear 
of  building  and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  exte¬ 
rior  screened  stairway  are  the  following:  No  fireproof 
passageway  at  least  3  ft.  in  width  leading  to  the  street, 
adequately  lighted,  from  lower  termination.  Iron  treads 
missing  on  the  three  lowest  risers  from  ground  level.”; 
and  .... 

Whereas,  the  building  is  non-fireproof,  7  stories  in  height, 
50  ft.  by  65  ft.  in  area,  equipped  with  a  fire  alarm  signal 
system  and  fire  drills  are  regularly  conducted.  OCCUPIED: 
1st  floor,  stores,  6  persons;  2nd  floor,  mfr.  candy,  6  per¬ 
sons;  3rd  floor,  mfr.  clothing,  20  persons;.  4th  floor,  mfr. 
clothing,  20  persons;  5th  floor,  mfr.  clothing,  25  persons; 
6th  floor,  mfr.  clothing.  22  persons;  7th  floor,  mfr.  cloth¬ 
ing,  25  persons.  EXITS :  An  interior  wooden  stairway 
extending  from  the  1st  story  to  roof,  enclosed  in  fire  re¬ 
sisting  partitions  with  kalameined  doors  at  openings;  a 
fire  escape  on  the  rear  of  the  building  extending  from  7th 
story  balcony  to  yard,  with  gooseneck  ladder  from  top 
balcony  to  roof ;  metal  covered  wire  glass  windows  along 
course  of  the  fire  escape;  EGRESS  from  yard  through 
gate  in  fence  to  adjoining  yard;  ROOFS  to  east  3  stories 
lower,  to  west  1  story  lower ;  and 

Whereas,  this  petition  was  granted  bv  the  board  at  its 
meeting  January  29,  1924,  on  certain  conditions  (granted  as 
to  egress  from  termination  of  fire  escape  only,  on  condi¬ 
tion  that  an  open  and  unobstructed  passageway  be  main¬ 
tained  to  the  yard  of  the  adjoining  premises  to  the  west, 
with  egress  to  street  through  unobstructed  fireproof  pas¬ 
sageway),  and  petitioner  requests  for  modification  of  these 
conditions  to  permit  an  allowable  occupancy  of  61  persons 
per  floor  and  contends  that  the  occupancy  as.  originally  filed 
was  simply  the  number  of  persons  at  that  time  engaged  in 
the  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
egress  from  the  termination  of  the  fire  escape  only  on 
condition  that  an  open  and  unobstructed  passageway  be 
maintained  to  the  yard  of  adjoining  premises  to  the  west 
with  egress  to  street  through  unobstructed  fireproof  pas¬ 
sageway  and  that  the  occupancy  shall  not  exceed  sixty  (60) 
persons  on  any  one  story. 
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MINUTES 


APPLIANCE  SUBMITTED  FOR  APPROVAL. 
316-24-SA. 

I  PET  1  I  IONER — Hoesel  &  Honing_ 

SUBJECT— Approval  of  the  Minimax  Domestic  Oil  Burner 
APPEARANCES-None. 

AC  I  ION  Oh  BOARD — Petition  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell, 
Deputy  Fire  Commissioner  Hannon,  Super¬ 
intendents  Brady,  Reville,  Moore  and  In¬ 
spector  Bracken .  U 

Negative  . [  0 

Absent:  Fire  Chief  Kenlon  and  Superintendent 
McDermott  .  2 


THE  RESOLUTION: 

(316-24-SA) 

Whereas,  the  above  petitioners  filed,  with  the  board  of 
standards  and  appeals,  a  petition  for  approval  of  their  de¬ 
vice  known  as  Minimax  Domestic  Oil  Burner;  and 

Whereas,  petitioners  have  failed  to  complete  their  pa¬ 
pers,  although  duly  notified  to  do  so. 

Resolved  that  the  petition  be  and  it  hereby  is  dismissed 
tor  lack  of  prosecution. 


Adjourned  4.40  p.  m. 

William  J.  O’ Gorman,  Secretary. 


RULE 


COMMUNITY  LAUNDRIES 

Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 
under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 


IN  BUSINESS  DISTRICTS 

Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
duction  shall  not  be  prohibited  when  used  in  accordance 
vith  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
)y  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
ised  shall  conform  with  the  following  table,  all  weights 
liven  being  the  amount  of  lime  which  may  be  incorporated 
or  each  ninety-five  pound  bag  of  Portland  cement. 


1-1J4-3  Mix,  4  pounds  of  hydrated  lime  per  ba^  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement.  & 

1-2J4-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
opies  of  Form  13A,  for  notices  to  property  owners,  such 
ortns  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
3A,  properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O'Connell  Press,  176  Park  Row,  Manhattan  at 


three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  bv  mail. 
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DOCKET. 

Cases  pending  December  31,  1923  .  *27 

Cases  filed  up  to  and  including  October  23,  1924  - 1256 

Restored  to  calendar  . 


Miscellaneous  Applications. 

Requests  to  reopen  . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit  . 

Requests  for  mechanical  installations  .... 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 


168 

8 

39 

3 

18 

33 

2 

3 
1 

4 


DISPOSITION  OF  CASES 

Withdrawn  . . . . . . 

Dismissed  .  .V. . 

Deniffl  . . .  Af. . 

Granted  . 

Granted  on  condition  . 

Appliances  approved  . ; . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . . . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

Requests  for  modification  granted  . 

Request  for  modification  denied  . 

Requests  to  rescind  granted . 

Requests  to  rescind  denied  . . . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

Requests  for  extension  of  permit  granted  . 

Requests  for  extension  of  permit  denied . 

Requests  to  install  granted  . 

Requests  to  install  denied  . 

Plans  approved  . 

Plans  disapproved  . 

Administrative  requests  granted  . ... . 

Administrative  requests  denied  or  withdrawn  ... 

Interpretations  . .  •  • : . 

Requests  withdrawn  or  dismissed  . 


139 

121 

237 

14 

802 

21 

17 

8 

1 


151 

10 

8 

0 

37 

2 

a 

o 

17 

1 

31 

2 

2 

0 

3 
0 
0 
1 

4 
7 


Total  . 
Disposed  of 


2238 

1639 


Total 


Cases  pending  October  23,  1924 


599 


1639 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrativi 
official  in  enforcing  his  order;  therefore,  no  appeal  oi 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failun 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  b) 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  t. 

Name  . 


My  subscription  to  begin  with  the  issue  for. 
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If 

Office— Municipal  Building,  Room  914. 

’elf.phone— Worth  0184. 

|  Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 

I-  12  noon. 

Wl  communications  should  be  addressed  to  the  chairman 
H  of  the  board. 

II-  - - - - - 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

.  Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers  pertaining  to  the  work  of  either  Board  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

Bxlhiinel7nnl  COnsijts.  of  applications  under  the 

nildmg  Zone  Resolution,  and  its  object  is  to  give  inter- 

devr,p:r;rn0Tnerr’pportiinftv  tn  fiie  if  anv. 

,  ,caI,ed  inRo°m  on  Wednesday,  November  5 

Tu  At  this  caI1  each  case  is  set  for  ^ 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
W  ednesday,  November  12,  1924,  at  2  o’clock. 

rJpnH  UfS  Calendar  is  not  to  be  confused  with  the 
ing  on  fixed  day"  aVe  bee”  defi”i"'5'  sei  for 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

rn^rf;^ea!’-fLPP,LC*au0n  °f  petition  wi"  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 

SI°?7SS’  ™r  accepted  that  are  not  filed  within  twenty 

ficiaSl  fr°m  ^atC  °f  1 16  actIon  nf  tbe  Administrative  Of 

Any  communication  purporting  to  he  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  he 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice.  1 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal 
Appeals  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh.  Chairman 
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DOCKET. 

New  Cases  Filed  Week  Ending  October  30,  1924. 


Cal.  No.  Department.  Premises  Affected. 


1287-24-A . 

. .  .B.B.Q.  . .  N.  W.  C.  Allendale  st.  &  Jerome 
ave.,  Q.  N.  B.  12763-1924. 

1286-24-BZ. .  . . 

...B.B.B.  ...1466-1476  Herkimer  st.,  Bklyn. 

Applic.  21115-1924. 

1285-24- A . 

...F.D . 25  W.  43rd  st.,  Man. 

L.  C.  25986. 

1284-24- A . 

...F.D . N.  S.  189th  st.,  from  Wads¬ 

worth  ave.  to  Wadsworth 
terr.,  Man.  N.  B.  299-1924. 

1283-24-A .... 

_ F.D .  737-741  W.  177th  st.,  Man. 

N.  B.  303-1924. 

1282-24- A - 

....F.D .  231-235  E.  55th  st.,  Man. 

L.  C.  25842. 

1281-24-BZ. .  . 

_ F.D .  2637-2643  Webster  ave.,  Bx. 

N.  B.  597-1924. 

1280-24-S .... 

_ B.B.M.  ..  7-9  W.  36th  st.,  Man. 

N.  B.  147-1924. 

1279-24-S - 

. . .  .B.B.M.  . .  25-27  W.  36th  st.,  Man. 

N.  B.  161-1924. 

1278-24-S. . . . 

_ B.B.M.  ..  106-114  W.  38th  st.,  Man. 

N.  B.  478-1923. 

1277-24- A - 

. F.D .  400  St.  Paul’s  ave.,  Stapleton, 

S.  I.,  Rich. 

Alt.  1053-1924. 

1276-24-A. . . 

. F.D . 15  W-  56th  st.,  Man. 

F-64811. 

1275-24-A. . . 

. F.D .  64-68  Fulton  st.,  Man. 

F-62425. 

1274-24-S . . . . 

. B.B.M.  ..248*4-250  W.  40th  st.,  Man. 

N.  B.  153-1924. 

1273-24-S . . . 

. B.B.M.  ..327-335  W.  36th  st.,  Man. 

N.  B.  172-1924. 

1272-24-BZ. . 

. B.B.Bx.  ..2311  St.  Raymond’s  ave.,  Bx. 

Decision. 

1271-24-BZ. . 

. B.B.Bx.  ..2966-2972  Jerome  ave.,  Bx. 

N.  B.  2673-1924. 

1270-24-BZ. . 

. B.B.B.  ...801  Ave.  P.  Bklyn. 

Applic.  2166-1924. 

1269-24-BZ. . 

. B.B.B.  ..1406-1411  Elm  st.,  Bklyn. 

Applic.  17555-1924. 

1268-24-BZ. . 

. B.B.M.  ..  142-156  E.  31st  st.,  Alan. 

Alt.  2068-1924. 

1267-24-A . . . 

. . F.D .  2065  Grand  Concourse,  Bx. 

N.  B.  1069-1924. 

1266-24-BZ. . 

. B.B.B.  ...5612  18th  ave.,  Bklyn. 

Viol.  5535-1924. 

1265-24-S.  .  . 

. F.D . 18  E.  54th  st.,  Man. 

L.  D.  65681. 

1264-24-S .  . . 

. F.D .  439  Broadway,  Bklyn. 

L.  D.  65571. 

1263-24-A. . 

. F.D .  532  E.  184th  st.,  Bx. 

Alt.  2215-1924. 

1262-24- A.. 

. F.D . 44  E.  29th  st.,  Man. 

L.  C.  25885. 

1261-24-A . F.D .  480  Fulton  st.,  Bklyn. 

_  L.  C.  90710. 

1260-24-S . B.B.M.  ..260-262  W.  35th  st.,  Man. 

_  N.  B.  63-1924. 

1259-24-A . F.D . 10  E.  102nd  st.,  Man. 

_ _  Alt.  1647-1924. 

1258-24-A . F.D .  307-313  W.  79th  st.,  Man. 

_  F-65215— 65216. 

1 257-24-BZ . B.B.Q.  ...E.  S.  of  W.  Dunton  ave.,  348 

ft.  S.  Epson  Course,  Q. 

_  N.  B.  17460  &  17461-1924. 

Restored  to  Calendar. 

752-24-A . F.D .  25-27  3rd  ave.,  Man. 

_ F-59102. 


CODE. 

F.D . Fire  Department 

H.D . Health  Department 

B.B.B . Bureau  of  Buildi.igs,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings.  Richmond 

T.H.D . Tenement  House  Department 


NOTICE. 

NOTICE  IS  HEREBY  GIVEN  THAT  THE  MEET¬ 
INGS.  OF  THE  BOARD  OF  APPEALS,  SCHEDULED 
FOR  TUESDAY.  NOVEMBER  11,  1924,  AT  10  A.  M. 
AND  TUESDAY,  NOVEMBER  11.  1924,  AT  2  P  M.J 
AND  THE  CALENDAR  CALL.  HAVE  BEEN  POST¬ 
PONED  TO  THE  FOLLOWING  DAY,  WEDNESDAY, 
NOVEMBER  12,  1924,  AT  10  A.  M.  AND  2  P.  M..  NO¬ 
VEMBER  11.  ARMISTICE  DAY.  HAVING  BEEN,  BY 
ACTION  OF  THE  BOARD  OF  ALDERMEN,  DE¬ 
CLARED  A  PUBLIC  HOLIDAY. 

WILLIAM  E.  WALSH. 

CHAIRMAN. 


CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  November  5,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

415-24-BZ. 

APPLICANT — Harold  Birkmire,  for  Pieper’s  Garage,  Inc. 
owner. 

PREMISES — 225-229  St.  Nicholas  avenue.  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex 
tension  of  a  garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles.  8  J 

792- 24-BZ. 

APPLICANT — Emil  Guterman.  for  Anna  Claussen,  owner 

PREMISES  AFFECTED — 523  Ovington  avenue,  Brook¬ 
lyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  : 
garage  for  the  storage  of  three  ('31  pleasure  moto 
vehicles,  three  (31  spaces  rented  to  persons  not  re 
siding  on  the  premises. 

793- 24-BZ. 

APPLICANT — Emil  Guterman.  for  Toseph  Scileppi,  owner 

PREMISES — 169  Lott  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
garage  for  the  storage  of  five  (5)  pleasure  moto 
vehicles,  two  (21  spaces  rented  to  persons  not  resid 
ing  on  the  premises. 

833-24-BZ. 

APPLICANT— Edward  P  Doyle,  for  C.  S.  C.  Holdin 
Corporation,  owner. 

PREMISES — 1301  Merriam  avenue,  The  Bronx. 
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TO  PERMIT  in  a  residence  district,  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

992-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuderi 
owner. 

PREMISES — Southeast  corner  of  Trimble  avenue  and 
Roosevelt  avenue,  Woodside,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

996-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Walton  Whyte 
Realty  Corp.,  owner. 

PREMISES — East  side  of  Jerome  avenue,  176.66  ft.  north 
of  East  Burnside  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

J007-24-BZ. 

APPLICANT — R.  Thomas  Short,  for  Homack  Construc¬ 
tion  Company,  owner. 

PREMISES — 103-12  to  20  East  Roosevelt  avenue,  Corona, 
Queens. 

TO  PERMIT  partly  in  a  residence  district  extending  from 
a  business  district  the  erection  and  maintenance  of 
a  building  to  be  used  for  theatre  and  store  pur¬ 
poses. 

1 028-24-BZ. 

APPLICANT — Magnuson  &  Kleinert,  for  Emma  Fribourg, 
owner. 

PREMISES — 405-415  Montgomery  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1038-24-BZ. 

APPLICANT — 'Charles  D.  Cords,  for  Quartin-Handler  Cor¬ 
poration,  owner. 

PREMISES — 750-760  New  York  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

068-24-BZ. 

APPLICANT — John  De  Hart,  for  Wilaura  Holding  Corp., 
owner. 

PREMISES — 1898  Sedgwick  avenue.  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garaee  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

072-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  John  Klinger,  owner. 

’REMISES — East  side  of  Intervale  avenue,  240  ft.  south 
of  East  167th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles, 

084-24-BZ. 

vPPLTCANT — Edward  P.  Doyle,  for  Damox  Homes  Corp., 
owner. 

’REMISES — North  side  of  Featherbed  lane,  17  ft.  west 
of  Macombs  road.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 


1086- 24-BZ. 

APPLICANT— William  F.  Doyle,  for  Samuel  A.  Potter, 
et  a!.,  owners. 

I  REMISES— East  side  of  Southern  boulevard,  125  ft.  north 
of  East  167th  street,  The  Bronx. 

1  O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1087- 24-BZ. 

APPLICANT— William  F.  Doyle,  for  Esther  Dashew,  et  al 
owners. 

PREMISES— East  side  of  Jerome  avenue,  50  ft.  south  of 
Clifford  place,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles, 

1091- 24-BZ. 

APPLICANT— John  W.  Clancy,  for  Valhalla  Corporation, 
owner. 

PREMISES— 341  East  184th  street.  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1092- 24-BZ. 

APPLICANT  John  W.  Clancy,  for  Michael  Naftal 
owner. 

PREMISES— 331  East  184th  street.  The  Bronx. 

TO  PERMIT  partlv  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1094-24-BZ.  I  :  — i 

APPLICANT— Emil  Guterman,  for  Joseph  Weisenberger, 
owner. 

PREMISES— 27  Delta  place,  Glendale,  L.  I.,  Queens. 

TO  PERMIT  jn  a  residence  district  extending  from  a  busi¬ 
ness  district  the  maintenance  of  a  garage  for  the 
storage  of  one  ('ll  pleasure  and  one  ('!')  commercial 
motor  vehicle,  both  owned  by  the  party  residing  on 
the  premises. 

1107-24-BZ. 

APPLICANT— John  Jose  Carroll,  for  M.  Mary  Mariella, 
owner. 

PREMISES — 181  Willoughby  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  building  to  be  used  for  busi¬ 
ness  purposes. 

1 1 12-24-BZ. 

APPLICANT — James  J.  F.  Gavigan,  for  Jennie  L.  Rohan, 
owner. 

PREMISES — 653  St.  Nicholas  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

1 129-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Midwood  Theatre, 
Inc.,  owner. 

PREMISES — 1301-11  Avenue  J,  Brooklyn. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  alteration  and  extension  of  a  build¬ 
ing  used  for  theatre  and  store  purposes. 
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1155-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Mary  McHenry, 
owner. 

PREMISES— 1784-92  Park  place,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1152-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Patrick  Tague, 
owner. 

PREMISES— 163-165  Washington  street  and  132-134  Hall 
street,  Brooklyn. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  alteration  and  conversion  of 
occupancy  from  storage  to  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

1 164-24-BZ. 

APPLICANT— Edward  P.  Doyle  and  Henry  G.  Opdycke, 
for  B.  &  L.  Holding  Company,  owner. 

PREMISES— 830-836  West  177th  street  and  831-835  West 
176th  street.  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

91-23-BZ. 

APPLICANT— Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Louis  Trotta,  owner. 

PREMISES— 1772  60th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Wednesday,  November  5,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

882-24-A — 34  35th  street.  Brooklyn. 

957-24-A— 766  East  133rd  street,  The  Bronx. 

971-24-A — 219  East  42nd  street,  Manhattan. 

980- 24-A — 320-322  East  95th  street,  Manhattan. 

975-24-A— 312-316  East  95th  street,  Manhattan. 

981- 24-A — 77-81  Wooster  street  and  391-93  West  Broad¬ 

way,  Manhattan. 

986-24-A— 463-467  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

988-24- A — 100-110  8th  street,  Brooklyn. 

995-24-A — 61  Beekman  street,  Manhattan. 

1235-24-A — 452-458  Fulton  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  November  5,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  949-24-BZ — Application,  July  19.  1924,  under  the 
building  zone  resolution,  of  Edward  J. 
Ledogar,  applicant,  on  behalf  of  Paul 
Double,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  alteration  and  extension  of  a 


business  building  into  a  residence  di 
trict;  premises  146-09  Jamaica  aveni 
Jamaica,  Queens. 

cal.  no.  958-24-BZ— Application,  July  22,  1924,  under  t! 

building  zone  resolution,  of  John 
Dunnigan,  applicant,  Edward  A.  Adan 
owner,  Allan  D.  Emil,  lessee,  to  pern 
in  a  business  district  the  erection  ai 
maintenance  of  a  garage  for  the  stc 
age  of  more  than  five  (5)  motor  v 
hides;  premises  355-381  Malbone  stre' 
northwest  corner  of  Canarsie  aveni 
Brooklyn. 

cal.  no.  233-24-BZ — Application,  February  14,  1924,  und 
the  building  zone  resolution,  of  Osc 
Goldschlag,  architect,  on  behalf 
Broad  Holding  Corp.,  owner,  to  pern 
in  a  business  district  the  erection  ai 
maintenance  of  a  garage  for  the  stc 
age  of  more  than  five  (5)  motor  v 
hides;  premises  southwest  corner 
Roosevelt  avenue  and  Lee  aveni 
Queens. 

CAL.  NO.  688-24-BZ— Application,  May  19,  1924,  under  t 
building  zone  resolution,  of  Willi; 

F.  Doyle,  applicant,  on  behalf  of  Juli 
Hoehne  and  Samuel  Kaplan,  owners, 
permit  in  a  residence  district  the  ere 
tion  and  maintenance  of  a  garage  t 
the  storage  of  more  than  five  (5)  ir 
tor  vehicles;  premises  155-161  Mari 
street,  Brooklyn. 

cal.  no.  1130-24-BZ — Application,  September  15,  1924 ,  und 
the  building  zone  resolution,  of  Edwa 
P.  Doyle,  applicant,  on  behalf  of  G. 

G.  Development  Corp.,  owner,  to  pern 
in  a  residence  district  extending  fre 
a  business  district  the  erection  a 
maintenance  of  a  business  buildin 
premises  south  side  of  Grand  aveni 
50  ft.  west  of  Alburtus  avenue,  C 
rona,  Queens. 

cal.  no.  569-23-BZ — Application,  September  30,  1924,  und 
the  building  zone  resolution,  of  Loi 
A.  Sheinart,  architect,  on  behalf 
Dorothy  Bass,  owner,  previously  wit 
drawn,  to  permit  partly  in  a  busine 
district  and  partly  in  a  residence  d 
trict  the  erection  and  maintenance  of 
garage  for  the  storage  of  more  th! 
five  (5)  motor  vehicles;  premises  8( 
816  Coney  Island  avenue,  Brooklyn. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924.  unc 
the  building  zone  resolution,  of  Willie 
F.  Doyle,  applicant,  on  behalf  of  Jose 
A.  Lewis,  owner,  to  permit  in  a  re 
dence  district  extending  from  an  uni 
stricted  district  the  erection  and  ma: 
tenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehicle 
premises  2201-17  59th  street,  northe; 
corner  of  Twenty-second  aven 
Brooklyn. 

CAL.  NO.  1060-24-BZ— Application,  August  22,  1924,  unc 
the  building  zone  resolution,  of  Edwa 
P.  Doyle,  applicant,  on  behalf  of  Dad 
M.  Neuschtat,  owner,  to  permit  injj 
business  district  the  erection  and  ma; 
tenance  of  a  garage  for  the  storage 
more  than  five  (5)  motor  vehich 
premises  2001-11  Cropsey  avenue,  sou 
east  corner  of  Twentieth  avenue,  Broi 
lyn. 
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no.  81 1-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx, 


938-24-BZ. 

APPLICANT— Edward  M.  Adelsohn,  for  Michael  V. 
Woods,  owner. 

I  REMISES  1 1.!0-46  Oith  street,  Brooklyn 

I  (J  I  E1\M1  1  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


;\L.  NO. 


i 


! 


912-24-BZ— Application,  July  10,  1924,  under  the 
building  zone  resolution,  of  John  De 
Hart,  applicant,  on  behalf  of  John  J. 
Dooley  and  Estate  of  Victoria  Landt, 
owners,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1501-1509 
Jerome  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Wednesday,  November  5,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

11-24-S — 716-720  Broadway,  Brooklyn. 

32-24-S— 614-618  West  131st  street,  Manhattan. 

:34-24-S — 252-254  West  38th  street,  Manhattan. 

:35-24-S— 9-11  East  38th  street  and  16  East  39th  street, 
Alanhattan. 


<36-24 

131-24 


-S— 46-50  West  29th  street,  Manhattan. 

-S— 54-60  Schenectady  avenue  and  1720-34  Atlantic 
avenue,  Brooklyn. 

■S — 102  East  112th  street,  Manhattan. 

•S— 62-72  Schenectady  avenue  and  1711-25  Pacific 
street,  Brooklyn. 

S— 113-115  East  18th  street,  Manhattan. 

S — 155-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 


1032-24-BZ. 

Emil  Guterman-  for  Mattie  Orlando,  owner. 

; PREMISES-— 344  Webster  avenue,  Brooklyn. 

IU  1  EKMI  I  in  a  residence  district  the  maintenance  of 
two  (2)  garages  for  the  storage  o.f  four  (4)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

1089-24-BZ. 

APPLICANT— Richard  J.  Cullinan,  for  Zengendal  Realty 
Company,  owner. 

PREMISES  529-533  West  134th  street  and  532  West  135th 
street,  Manhattan. 

TO  PERM!  I  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1154-24-BZ. 

• 

APPLICANT — Colonial  Laundry,  Inc.,  owner. 

PREMISES — 16-20  Lexington  avenue,  Brooklyn. 

TO  1  ERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  factory  building. 

1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

10  PERMIT  partly  in  a  business  district  and  partly  in  a 
lesidence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


«7-24-S — 463-67  Seventh  avenue  and  153  West  35th  street, 
Manhattan. 

9-24-S — 134-136  Lawrence  street,  Brooklyn. 

Appliances  Submitted  for  Approval. 

7-24-S A— Non-syphon  Centrifugal  Drum  Trap,  approval 
sf. 

2-24-SA— Ostrander  A.C.-D.C.  Control  Panel,  approval 

D  T 


1173-24-BZ. 

APPLICANT — George  Hoffmann.  owner. 

PREMISES— West  side  of  Lafayette  avenue,  126  ft.  south 
of  Cooper  avenue,  Glendale,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


S6-24-SA — Milnes  Oil  Burner,  approval  of. 

2-24-SA — Watkins  Fire  Alarm  Box,  approval  of. 
E8-24-SA  Simplicity  Fuel  Oil  Burner,  approval  of. 
18-24-SA — Nokol  Automatic  Burner,  approval  of. 

2-24-SA— Hart  Automatic  Fuel  Oil  Burner,  approval 
i ;  of. 

1-24-SM— Genasco  Asphalt  Mastic  Floors,  approval  of. 


I  CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  November  12,  1924,  at  2  p.  in. 

Building  Zone  Cases. 

J24-BZ. 

IPLICANI — Joseph  A.  Walsh,  for  Benjamin  Dinerman, 
owner. 

’.MISES — 1605-1615  Coney  Island  avenue,  Brooklyn. 
PERM  I  I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Wednesday,  November  12,  1924,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

16-24- A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A  522  West  159th  street,  Manhattan. 

929-24-A— 612  Fifth  avenue,  Manhattan. 

1000-24-A — 78-80  Walker  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1 103- 24-A — 24  West  Cherry  avenue,  Flushing,  L.  I.,  Queens. 

1104- 24- A— 159-11  Shore  Acres  boulevard,  Whitestone. 

Queens. 

1110-24- A — 208  East  63rd  street,  Manhattan. 

1118-24- A— 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

11 67-24- A— East  side  Zcrega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  morning,  November  12,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  trom  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building ; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  972-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  ot  Euell  and 
Euell,  applicants,  on  behalf  of  Edward 
R.  and  Edward  L.  Finch,  trustees  for 
A.  R.  Finch,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  hve  (.5)  motor  vehicles; 
premises  1273  Cromwell  avenue,  The 
Bronx. 

cal.  no.  1116-24-BZ — Application,  September  11,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rob¬ 
ert  C.  Schock,  owner,  to  permit  in  a 
business  district  the  alteration  and  en¬ 
largement  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2906-08  Broadway,  Manhat¬ 
tan. 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  1058-24-BZ — Application,  August  21,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of  Bes¬ 
sie  Gerstenfield,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1123  Kelly  street  and  1124 
Intervale  avenue,  The  Bronx. 

cal.  no.  1063-24-BZ — Application,  August  22,  1924,  under 
the  building  zone  resolution,  of  Frank 
House,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  four  (4)  pleasure  motor  ve¬ 
hicles,  two  (2)  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises ; 
premises  339-341  Olmsted  place,  Glen¬ 
dale,  Queens. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Wednesday,  November  12,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

383-24- A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24- A — 509-517  West  street,  Manhattan. 

965-24-A — 489  Park  avenue,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24- A — 6-8  East  1st  street,  Manhattan. 

956-24-A — 50  East  41st  street,  Manhattan. 

1049-24- A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

1053-24-A — 399-401  Concord  avenue,  The  Bronx. 
1093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  W edncsday  afternoon,  November  12,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  908-24-BZ — Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  IOC 
ft.  north  of  Clifford  place,  The  Bronx 

cal.  no.  748-24-BZ— Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  parti) 
in  a  residence  district  and  partly  in  i 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  o! 
more  than  five  (5)  motor  vehicles 
premises  northwest  corner  of  Webstei 
avenue  and  Mosholu  parkway,  north 
The  Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  thi 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Sadi' 
Corn,  owner,  to  permit  in  a  resi 
dence  district  the  alteration  and  exten 
sion  of  a  business  building  which  wa 
erected  under  a  previous  resolution  o 
the  board ;  premises  101-107  West  188tl 
street  and  2451-2457  University  avenue 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  unde 
the  building  zone  resolution,  of  Nathai 
Langer,  architect,  on  behalf  of  Com 
'nonwealth  Savings  Bank,  owner,  pre 
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viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no.  787-24-BZ — Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes ;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  825-24-BZ — Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Phillipine 
Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

\  Tuesday,  November  18,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1009-24- A — 136  West  52nd  street,  Manhattan. 

1013-24-A — 753-755  Broadway  and  66-68  East  8th  street, 
Manhattan. 

1022-24-A — 202-210  West  89th  street,  Manhattan. 
1029-24-A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1043-24-A — East  side  of  Second  avenue,  between  41st  and 
42nd  streets,  Brooklyn. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

1052-24- A — 671-677  Eighth  avenue  and  300-302  West  43rd 
street,  Manhattan. 

1059-24-A — 234  Wooster  street,  Manhattan. 

1061-24-A — 1961-1969  Broadway  and  143  West  66th  street, 
Manhattan. 

Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  18,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1372-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de¬ 
nied,  to  permit  in  a  busings  district  the 


erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1111-24-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Irene  N.  Collerd,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northwest  corner  of 
East  189th  street  and  Washington  ave¬ 
nue,  The  Bronx. 

cal.  no.  1157-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Meyer 
Greenberg,  applicant,  on  behalf  of 
Alfred  J.  Howarth,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  (manufac¬ 
turing  extracts)  contrary  to  section  3, 
article  2  of  the  zone  resolution;  prem¬ 
ises  210  Parkville  avenue,  Brooklyn. 

cal.  no.  751-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  Boris  W. 
Dorfman,  applicant,  on  behalf  of 
James  H.  Sheridan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  17-23  College  place, 
Brooklyn. 

cal.  no.  977-24-BZ — Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Rosa 
Eifinger,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1913  Ralph  street, 
Ridgewood,  Queens. 

cal.  no.  990-24-BZ — Application,  July  31,  1924,  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  architects,  on  behalf  of  Bernardo 
Affinito,  owner,  to  permit  in  a  business 
district  the  change  of  occupancy  from 
business  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1297-1301  Cromwell  avenue, 
The  Bronx. 

cal.  no  922-24  BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution ;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1097-24-S — 13  West  30th  street,  Manhattan. 
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1109-24-S — 77-79  Beekman  street,  Manhattan. 

1114-24-S — 353-355  Fulton  street,  Brooklyn. 

1 1 19-24-S — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1 122-24-S^442  West  49th  street,  Manhattan. 

780-24-S — 250-252  Bowery,  Manhattan. 

1 150-24-S — 02  Vesey  street,  Manhattan. 

385-24-S — 2268  Second  avenue,  Manhattan. 

1 008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1106-24-S— *235  East  44th  street,  Manhattan. 

1126-24-S — 1358  Rockaway  parkway,  Brooklyn. 

1 1 33- 24- S — 24-26  West  40th  street,  Manhattan. 

1 138-24-S — 46  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1134- 24-SA — Peerless  Automatic  Oil  Burner,  approval  of. 
1 142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 

1 146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 


a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Jackson  avenue,  Queens. 

cal.  no.  1090-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  Charles 
A.  Sandblom,  architect,  on  behalf  of 
Thesium  Amusement  Co.,  owner,  to 
permit  in  a  residence  district  extending 
from  a  business  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  for  theatre  and  store  purposes; 
premises  southeast  corner  of  Jamaica 
avenue  and  175th  street,  Queens. 

cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  -business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1074-24-A — 25  Lcvrich  street,  Winfield,  L.  I.  Queens. 
1105-24-A — 377  St.  Pauls  avenue,  Staten  Island,  Richmond. 
1128-24-A — 613-619  East  83rd  street,  Manhattan. 

1136-24-A — 391-401  Leonard  street,  Brooklyn. 

1145-24-.A — 72-78  Spring  street,  Manhattan. 

1147- 24-A — 492-498  Seventh  avenue,  Manhattan. 

1 148- 24-A — 52-54  Watts  street,  Manhattan. 

1015-24- A — Certificate  of  Approval  for  Tank  Wagon. 

998-24-A — Permit  to  transport  benzol,  etc.,  in  drums  of 
110-gal.  capacity. 

1018-24-A — 116  Hudson  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

899-24- A — 101  West  78th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  25,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  162-24-BZ — Application,  January  31,  1924,  under  the 
building  zone  resolution,  of  Babetta 
Schulze,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
(2)  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the 
premises ;  premises  southwest  corner  of 
Sixteenth  avenue  and  27th  street,  Beech- 
hurst,  L.  I.,  Queens. 

cal.  no.  1021-24-BZ — Application,  August  11,  1924,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Schwartzman,  applicant,  on  behalf 
of  Polk  Construction  Company,  Inc., 
owner,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  25,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24-A— 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan. 

752-24- A — 25-27  Third  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  November  25,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

* 

cal.  no.  675-19-BZ— Application.  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per- 
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mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

CAi-  no.  835-24-BZ— Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  no.  919-24-BZ — Application,  July  11,  1924.  under  the 
building  zone  resolution  of  Tames  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

cal.  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  ( 5 )  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

CAT.,  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1005-24-A — 116  West  14th  street,  Manhatan. 

1064-24- A — 383  Concord  avenue,  The  Bronx. 

11 20-24- A — 65-67  Duane  street,  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

11 32-24- A — 648  Broadway,  Manhattan. 

1137-24-A — 1600  Broadway,  Manhattan. 

1151-24- A — 425  West  130th  street,  Manhattan. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

1158-24- A — 75  Spring  street,  Manhattan. 

1073-24-A — 507-513  West  50th  street,  Manhattan. 

1166-24- A — North  side  Bradford  avenue  (41st  street),  350 
ft.  west  of  Lawrence  street.  Flushing, 
Queens. 

Under  the  Buildinq  Zone  Resolution. 

NOTICE  TS  HEREBY  GTVEN  bv  the  board  of  appeals 
if  a  public  hearing  under  the  provisions  of  the  building 
:one  resolution,  Tuesday  morninq.  December  2,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Ruilding,  on  the  follow- 
ng  matters : 


CAL.  NO.  993-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

cal.  no.  1 1 31 -24-BZ— Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  New 
Bensonhurst  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2362-84  86th  street, 
southeast  corner  of  Twenty-fourth  ave¬ 
nue,  Brooklyn. 

CAL.  NO.  1045-24-BZ— Application,  August  18.  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome^  Hatch  Realty  Corp.,  owner, '  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

CAL.  no.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  759-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Wil¬ 
liam  Sherman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  16-24  Saratoga  avenue,  north¬ 
west  corner  of  Hancock  street,  Brook¬ 
lyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
T.  Sinnott,  applicant,  on  behalf  of 
Harry  GiHman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles: 
premises  west  side  of  Broadwav,  502 
ft.  north  of  240th  street,  The  Bronx. 

cal.  no.  889-24-BZ— Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  James  J. 
Millman,  applicant,  on  behalf  of  D.  & 
B.  Auto  Painting  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  an  unrestricted  district  the  altera¬ 
tion  and  extension  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five 
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(5)  motor  vehicles;  premises  105 
Underhill  avenue,  Brooklyn. 


BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 


cal.  no.  1041-24-BZ — Application,  August  16,  1924,  under 
the  building  zone  resolution,  of  330 
West  95th  Street  Corporation,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  from  a  storage  warehouse  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  156- 
166  West  End  avenue,  northeast  cor¬ 
ner  of  West  67th  street,  Manhattan. 

cal.  no.  1048-24-BZ — Application,  August  18.  1924,  under 
the  building  zone  resolution,  of  Sidney 

L.  Strauss,  applicant,  on  behalf  of  John 

M.  Charlton,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  156-160  16th  street,  Brooklyn 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  2,  1924,  at  2  p.  tn. 

Petitions  for  Variations. 

1006-24-S- — 738  Broadway,  Manhattan. 

1141-24-S — 473  Hudson  avenue,  Brooklyn. 


Appeals  from  Administrative  Orders. 
1004-24-A — 415  West  51st  street,  Manhattan 
1065-24-A — 410-424  Willoughby  avenue,  Brooklyn. 
1115-24-A— 123-129  Broad  street,  Manhattan. 
1135-24-A— 521-523  East  19th  street,  Manhattan. 
1140-24- A— 20  East  12th  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

785-24- A — 6118  Rockaway  Beach  boulevard,  Queens.  j 
976-24- A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street,  Manhattan. 

BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24-A— -126  Fourth  avenue,  Manhattan. 

1184-24-A— North  side  Richards  street,  610  ft.  west  : 

Beard  street,  Brooklyn. 


MINUTES 


BOARD  OF 


REGULAR  MEETING. 

TUESDAY  MORNING,  OCTOBER  28,  1924. 

Present:  Chairman  Walsh,  Messrs.  Dowd,  Gunnison, 

Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  October  21,  1924,  were  ap- 
nroved  as  printed  in  the  Bulletin,  No.  44,  Vol.  1-  . 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
331-24-A. 

APPELLANT— Board  of  Education,  City  of  New  York, 

owner.  .  . 

SUBTECT — Appeal  from  decision  of  superintendent  of 

buildings. 

PREMISES  AFFECTED— 508-534  West  212th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Charles  Tilgner 
ACTION  OF  BOARD— Laid  over  to  November  25,  1924, 
at  2  p.  m.,  pending  action  by  the  board  of  aider- 

men. 


1049-24- A. 

APPELLANT— William  F.  Conran,  for  Sun  Co.,  owner. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — East  avenue  and  Newtown 
Creek,  L.  I.  City,  Queens. 

AFPEARANCES— 

For  Appellant:  William  F.  Conran. 


APPEALS. 

For  Administration:  Inspector  Carroll  of  fire  (• 
partment.  | 

ACTION  OF  BOARD — Laid  over  to  November  12,  19, 
at  2  p.  m. ;  to  submit  new  plans. 


1053-24-A.  3  J 

APPELLANT— Henry  A.  Dewey  Co.,  Inc.,  for  Henry  , 
Dewey,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner.  ' 

PREMISES  AFFECTED— 399  to  401  Concord  aven , 
The  Bronx. 

APPEARANCES— 

For  Appellant :  Henry  L.  Dewey. 

For  Administration:  Inspector  Lynch  of  fire  - 
partment. 

ACTION  OF  BOARD— Appeal  laid  over  to  Novem  r 
12,  1924,  at  2  p.  m.,  on  condition  no  soluble  cj- 
ton  shall  be  maintained  on  premises. 


1093-24-A. 

APPELLANT— Edward  P.  Doyle,  for  Crown  Heig : 
Bldg.  Corp.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioir 
PREMISES  AFFECTED— 421  Crown  street,  Brooklyr 
APPEARANCES— 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  “ 
partment  I  U 

ACTION  OF  BOARD— Laid  over  to  November  12,  1H 
at  2  p.  m. ;  to  file  drawings. 
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1023-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Mrs.  Helena  Bar- 
nutz,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 2G0-68  Gold  street,  Brooklyn 
APPEARANCES— 

P'or  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  in  part  on  condi¬ 
tion  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Kennedy  and  Holland  .  2 

THE  RESOLUTION: 

(1023-24-A) 


Whereas,  Samuel  Rosenblum,  for  Mrs.  Helena  Barnutz, 
owner,  filed,  August  12,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  260-268  Gold  street,  Brooklyn;  and 
Whereas,  the  order  of- the  fire  commissioner,  No.  61395- 
F,  dated  July  22,  1924,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  *  *  * 

“2.  Provide  an  automatic  fire  door  with  self-closing 
devices  and  fusible  links  on  freight  elevator  shaftway 
at  center  of  building  on  1st,  2nd,  3rd  and  4th  stories 
and  at  the  1st  story  level  of  interior  stairway  at  center 
of  building  leading  from  cellar  to  the  1st  story.” ; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  93  ft.  3  in.  by  98  ft.  3)4  in.,  irregular  in  area; 
OCCUPIED  for  the  storage  of  furniture,  15  persons  in 
entire  building;  there  are  windows  in  the  northerly  and 
southerly  walls  which  are  within  50  ft.  of  the  roof  of 
adjoining  building;  there  are  windows  in  the  westerly 
wall  which  are  within  50  ft.  diagonally  of  the  roofs  of 
adjoining  one-story  buildings ;  and 
Whereas,  appellant  contends  that  the  four  rows  of  win¬ 
dows  the  furthest  west  on  the  south  gable  wall  are  pro¬ 
tected  with  shutters  in  the  1st,  2nd  and  3rd  stories,  and 
that  there  is  no  direct  exposure  except  the  4th  and  5th 
tiers  on  the  south  side  and  the  5th  and  6th  tiers  on  the 
north  side;  and  proposes  to  provide  shutters  for  these  tiers, 
and  further  requests  permission  to  provide  trap  doors  with 
fusible  links  on  each  story  for  the  freight  elevator  and  a 
trap  door  at  the  1st  story  level  at  the  accommodation  stair 
that  leads  from  the  cellar  to  the  1st  story. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  as  to  Item  1,  except  as  to  windows  on  the 
course  of  the  stairs  at  southeasterly  corner  of  structure, 
on  condition  that  the  building  shall  be  equipped  with  an 
approved  wet  sprinkler  system;  that  the  garage  use  of 
the  one-story  structure  at  rear,  the  property  of  the  owner 
of  these  premises  under  appeal,  shall  be  discontinued  as 
such ;  and  granted  only  so  long  as  the  two  properties  re¬ 
main  in  the  one  ownership  and  control;  that  the  appeal 
as  it  relates  to  Item  2  be  and  it  hereby  is.  denied. 


1024-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Mrs.  Helena  Bar¬ 
nutz,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 260-68  Gold  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  or 
THE  VOTE 


BOARD — Appeal  withdrawn. 

TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Kennedy  and  Holland  .  2 


S]Irun^^NJ~Hferrmance  Storage  &  Refg-  Co.,  lessee. 

fr,om  order  of  fire  commissioner. 

I  REMISES  AFFECTED— 309-313  Greenwich  street  and 
153-157  Reade  street,  Manhattan. 

appearances— 

For  Appellant:  Edgar  H.  Watson. 

P'or  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

rnMTS?rSxTcB°^R1>-Appeal  Sranted  on  condition. 
CONDITION S— As  specified  in  resolution. 

I  HE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  F  ire  Chief  Kenlon  . .  5 

Negative  .  *  *  Q 

Absent:  Messrs.  Kennedy  and  Hoiland  .  2 

THE  RESOLUTION: 


(1044-24- A) 

Whereas,  Heermance  Storage  &  Refg.  Co,  lessee,  filed, 
August  18,  1924,  ail  appeal,  with  the  board  of  appeals 
irom  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  309-13  Greenwich  street  and  153-157  Reade  street  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Tulv 
31,  1924,  reads:  ’  J  y 

1.  Install  a  standpipe  system  with  risers  4  in.  in 

diameter  ■  *  *  Sec.  581,  Ch.  5,  Code  of  Ordinances.” ; 
and  ’ 

Whereas,  the  building  is  non-fireproof,  nine  stories  (96 
ft.)  m  height,  74  ft.  by  97  ft.  in  area.  OCCUPIED:  1st 
story,  store  and  office,  with  refrigerator  storage  above- 
and  ’ 

Whereas,  appellant  contends  that  owing  to  the  nature 
and  use  of  the  building  a  standpipe  would  be  useless  and 
that  the  building  is  open  day  and  night,  elevators  are  in 
i eadiness  at.  all  times  and  that  there  is  a  watchman  on 
the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  4-inch  dry  standpipe  shall 
be  installed  in  stair  halls  with  Siamese  connection  to  street 
on  the  Greenwich  street  front;  and  that  outlets  shall  be 
piovided  on  every  floor  with  2)4 -inch  hose  attached  there¬ 
to  as  required  by  rules. 


1050-24-A. 

APPELLANT— James  W.  Byrnes,  for  Wichert,  Inc, 
owner. 

SUBJECi  Appeal  from  order  of  fire  commissioner. 

I  REMISES  AFFECTED — 1708-16  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  James  W.  Byrnes. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACT  ION  OF  BOARD — Appeal  granted  in  part  on  condi¬ 
tion  and  denied  in  part. 

CONDITIONS — As  .specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .’  5 

Negative  . ! .  g 

Absent :  Messrs.  Kennedy  and  Hoiland  2 
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THE  RESOLUTION : 

(1050-24- A) 

Whereas,  James  W.  Byrnes,  for  Wichert,  Inc.,  owner, 
hied,  August  19,  1924,  an  appeal,  with  the  board  ol  appeals, 
from  orders  of  the  lire  commissioner,  affecting  premises 
1708-10  Atlantic  avenue  (Building  No.  3),  Brooklyn;  and 

"No.  00051-F :  .  .  ,  t  i 

Whereas,  the  orders  of  the  lire  commissioner,  dated  July 

read  i 

“1.  .Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  + 

Sec.  375,  Article  18,  Chapter  5  of  the  Code  ot  Ordi¬ 
nances.” 

"No.  60652-F :  ,  ,  .  ,,  , 

“1.  provide  an  approved  gas  shut-olf  valve,  installed, 

arranged  and  equipped  as  provided  lor  in  the  Rules  of 
the  Board  of  Standards  and  Appeals,  adopted  January 
*  nth,  1924  *  *  *  Section  20,  Chapter  12,  Code  of  Ordi¬ 
nances.”  ; 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  67  ft.  by  90  ft.  in  area;  OCCUPIED  as  tenant  fac¬ 
tory,  90  persons  in  the  entire  building ;  the  building  being 
equipped  with  a  sprinkler  system;  and 

Whereas,  appellant  contends  that  the  nearest  exposure  is 
25  ft  6  in.  from  the  building  and  that  the  building  is  40 
ft.  in*  height,  and  that  the  gas  pipe  from  the  street  to  the 
meter  is  the  property  of  the  Brooklyn  Union  Gas  Company 
and  that  any  additional  piping  should  be  provided  by  the  gas 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
60651,  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  except  as  to  windows  on  course  ot  stair¬ 
way,  on  condition  that  the  skylights  in  the  roof  of  1st  story 
extension  shall  be  equipped  with  standard  approved  spr ink  er 
heads;  and  that  Order  No.  60652  be  and  it  hereby  is  af¬ 
firmed,  and  the  appeal  as  to  this  order  be  and  it  hereby  is 

denied. 


one-story  office  building  and  three  sheds,  a  small  stable  and 
two  lumber  piles ;  and 

Whereas,  appellant  contends  that  the  adjoining  premises 
consist  of  one  and  two-story  brick  buildings  and  on  each 
side  there  is  a  vacant  lot  along  the  entire  depth  of  the  yard ; 
and  proposes  not  to  pile  any  lumber  at  the  west  side  within 
6  it.  of  the  lot  line;  and  further  contends  that  there  are 
fire  hydrants  on  Atlantic  avenue  and  Snediker  avenue. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  area  of  lot  as  now  occupied 
shall  not  be  increased;  that  an  open  driveway  of  not  less 
than  12  ft.  in  width  shall  be  maintained  from  front  to  rear 
of  premises;  that  the  exposed  lumber  pile  shall  be  limited 
to  one  stack,  not  to  exceed  a  height  of  16  ft.;  and  that 
there  shall  be  no  lumber  stacked  or  piled  on  or  above  the 
roof  of  existing  sheds. 


0 


1076-24- A. 

APPELLANT— Croker  Natl.  Fire  Prev.  Eng.  Co.,  for 
Chadacoff  &  Fratkin,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2490-6  Atlantic  avenue,  Brook¬ 
lyn. 

APPEARAN  CES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment.  .  . 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE—  ,  ,  w  _  , 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . . 

Negative  . 

Absent :  Messrs.  Kennedy  and  Holland  .  2 

THE  RESOLUTION  : 

(1076-24-A) 

Whereas,  Croker  Natl.  Fire  Prev.  Eng.  Co.,  for  Chada¬ 
coff  &  Fratkin,  lessee,  filed,  August  27,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  2490-6  Atlantic  avenue,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  52108- 
F,  dated  December  28,  1923,  reads: 

“1.  Provide  a  brick  wall  at  least  18  ft.  high  on  the 
East  and  West  sides  of  property  to  separate  storage 
of  lumber  from  adjoining  building.”; 

and 

Whereas,  the  premises  consist  of  a  plot  of  ground  along 
Atlantic  and  Snediker  avenues,  on  which  is  located  the  plant 
of  Chadacoff  &  Fratkin  Lumber  Co.,  consisting  of  a  small 


1080-24- A. 

APPELLANT — Samuel  Rosenblum,  for  Chas.  L.  Huisking, 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 5  Platt  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  ..  5 

Negative  .  0 

Absent :  Messrs.  Kennedy  and  Holland  .  2 

THE  RESOLUTION : 

(1080-24-A)  1 

Whereas,  Samuel  Rosenblum,  for  Chas.  L.  Huisking, 
Inc.,  owner,  filed,  August  28,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  5  Platt  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
29,  1924,  reads : 

“Section  272-C,  Chapter  10,  Code  of  Ordinances, 
reads :  ‘No  permit  shall  be  issued  for  a  wholesale  drug 
store  and  chemical  supply  house  in  any  building  which 
is  occupied  as  a  workshop  or  factory  *  * 

“1.  Discontinue  the  maintenance  of  wholesale  drug 
store  or  drug  and  chemical  supply  house  on  these  prem¬ 
ises.  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  divided  into  two  sections,  the  Platt  street  section 
being  four  stories  in  height;  OCCUPIED  for  offices,  ciga¬ 
rette  manufacturing  and  storage;  the  means  of  EGRESS 
consisting  of  an  interior  stairway  in  each  section  extending 
from  the  1st  story  to  the  top  story  with  scuttle  and  ladder 
to  roof;  a  fire  escape  on  the  front  of  the  John  street 
section ;  and 

Whereas,  appellant  contends  that  the  cigarettes  manufac¬ 
tured  are  not  tobacco  cigarettes  and  that  no  tobacco  enters 
into  their  composition,  only  cubeb  berries,  and  that  the  manu¬ 
facture  of  these  cigarettes  is  incident  to  the  drug  busi¬ 
ness  that  the  owner  carries  on  and  that  permits  have  been 
issued  by  the  fire  department,  the  last  one,  No.  92235,  ex¬ 
pired  April  26,  1924 ;  and 

Whereas,  the  board  deemed,  in  view  of  the  issuance  of 
a  permit  in  effect  for  a  number  of  years,  that  the  appeal 
should  be  granted. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  necessary  permits  shall  be 
obtained. 
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1082-24-A. 

Ail  ELL  AN  i  James  Y\ .  Byrnes,  for  Wichert,  Inc., 

owner. 

SLBJECi  Appeal  from  order  of  lire  commissioner. 
PKLAilSES  Ai1 F KC i EU — 62-72  Schenectady  avenue  and 
1711-25  Pacific  street,  Brooklyn. 
APPEARANCES— 

Eor  Appellant:  James  W.  Byrnes. 

For  Administration:  Inspector  Maher  of  lire  de¬ 
partment. 

AC  1  ION  OE  BOARD — Appeal  granted  on  condition. 
CON  Dll  IONS — As  specified  in  resolution. 

IRE  VOTE. — 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Eire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Kennedy  and  Holland  .  2 

THE  RESOLUTION: 

(1082-24-A  ) 

Whereas,  James  W.  Byrnes,  for  Wichert,  Inc.,  owner, 
tiled,  August  29,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
62-72  Schenectady  avenue  and  1711-25  Pacific  street,  Brook¬ 
lyn;  and 

;  Whereas,  the  order  of  the  hie  commissioner,  No.  62805- 
F,  dated  August  13,  1924,  reads : 

“1-  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  *  * 

and  i 

W  hereas,  the  building  is  noil-fireproof,  four  stories"  in 
height,  100  ft.  by  113  ft.  in  area  at  the  1st  story,  and  97.8 
it.  by  110  ft.  in  area  above;  OCCUPIED  for  the  shipping 
and  manufacturing  of  shoes,  350  persons  in  the  entire  build¬ 
ing;  the  building  being  equipped  with  a  sprinkler  system; 
and 

Whereas,  appellant  contends  that  the  sprinkler  system 
has  a  gravity  tank  elevated  100  ft.  high  with  a  capacity  of 
50,000  gallons;  that  there  is  a  reservoir  of  111,000  gallons 
fed  by  a  6  in.  city  main;  that  there  are  two  fire  hydrants 
in  the  yard  fed  by  ?  in  main  on  Atlantic  avenue  feeding 
a  6  in.  main  in  the  yard;  that  the  square  block  around 
the  premises  has  ten  fire  hydrants  and  the  building  has 
four  sides  that  can  be  reached  from  the  street  and  yard; 
that  the  area  is  only  743  ft.  in  excess  of  10,000  square  feet. 

Resolved,  that  the  order  of  the  lire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  an  approved  two-source  sprinkler 
system  shall  be  maintained,  also  the  present  independent  wa¬ 
ter  supply  with  1,000  gallon  per  minute  steam  pump;  and 
granted  so  long  as  the  occupancy  and  use  remain  substan¬ 
tially  unchanged. 


BUILDING  ZONE  CASES. 

276-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1146-58  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition :  Stanley  Smith  and  others. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924, 
at  2  p.  m.,  for  full  vote  of  the  board,  on  request 
of  applicant’s  representative. 


378-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hesu  Realty  Co., 
Inc.,  owner. 


S U BJ EC  1-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AF  F  EC  1  ED — 1101-1109  Union  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  John  J.  Dunnigan. 

For  Opposition:  Arthur  G.  Basch,  Max  Silver- 
stein  and  others. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  of  attorney  for  objectors, 
applicant  consenting. 

908-24-BZ. 

APPLICAN  T — W  illiam  F.  Doyle,  for  George  McAdam, 
owner. 

SUBJECT-  -Application  (re:  decision  of  superintendent 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 
APPEARANCES— 

Eor  Applicant:  William  F.  Doyle. 

F"or  Opposition:  None. 

AC  1  ION  OF  BOARD — Laid  over  to  November  11,  1924,. 
at  2  p.  m.;  to  check  consents  and  justify  appeal 
under  7-g. 


748-24-BZ. 

APPLICANT — William  J.  McKeown,  for  Estate  of -Ru¬ 
dolph  Prellwitz  and  William  Prellwitz,  owners. 

SUBJECT. — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence  district 
and  partly  m  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  Webster  ave¬ 
nue  and  Mosholu  parkway,  North,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  J.  McKeown. 

For  Opposition :  Thomas  P.  Conlan. 

ACTION  OF  BOARD — Laid  over  to  November  11,  1924. 
at  2  p.  m.,  on  request  of  applicant. 


136-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  Emanuel  Schoenzeit. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  of  objector’s  representative, 
applicant  consenting. 


675-19-BZ. 

APPLICANT — Sidney  Szerlip,  for  Otto  Heepe,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  a  garage,  space  in  which  is  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED— 325-327  16th  street,  Brooklyn 

APPEARANCES— 

For  Applicant :  Bernard  Eilem. 

For  Opposition :  None. 

ACTION  OF  FOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 
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835-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  William  Glichman, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1655-1663  St.  Marks  avenue, 
Brooklyn. 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Max  R.  Schneer  and  James  E. 
Gaynor. 

ACTION  OF  BOARD— Laid  over  to  November  25,  1924, 
at  2  p.  m.,  for  final  disposition,  on  request  of  ap¬ 
plicant. 

812-24-BZ. 

APPLICANT— John  J.  Dunnigan,  for  Sadie  Corn,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  business  building 
which  was  erected  under  a  previous  resolution  of 
the  board. 

PREMISES  AFFECTED— 101-107  West  188th  street  and 
2451-2457  University  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  11,  1924,  at 
2  p.  m.,  on  consent  of  applicant,  only  a  quorum 
being  present. 


942-24-BZ. 

APPLICANT — A.  I.  Nova,  for  John  C.  Cochran,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 425-47  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  I.  Nova. 

For  Opposition:  Peter  B.  Hanson,  F.  J.  Irving. 

ACTION  OF  BOARD— -Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request  of  applicant;  objectors’  repre¬ 
sentatives  consenting. 


1117-24-BZ. 

APPLICANT— William  F.  Doyle,  for  E.  A.  Adams,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 969-995  Nostrand  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  -William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Kennedy  and  Holland  .  2 


THE  RESOLUTION: 

(1117-24-BZ) 

Whereas,  William  F.  Doyle,  for  E.  A.  Adams,  owner, 
filed,  September  11,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 


more  than  five  (5)  motor  vehicles;  premises  969-995  No¬ 
strand  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October  28, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Nostrand  avenue  and  Empire 
boulevard  are  business  districts  and  Sullivan  street  is  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  8,  1924,  in  acting  on  Application  No. 
12626-24,  reads : 

“A  public  garage  for  more  than  five  motor  vehicles 
in  a  business  district  is  contrary  to  Art.  II,  Sec.  4 
of  the  Zone  Resolution.” ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  240  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  shall 
be  limited  to  a  building  one  story  in  height,  of  flat  roof 
design  and  construction;  that  the  rear  and  gable  walls  shall 
be  unpierced  throughout  their  entire  height  and  length ;  that 
the  building  shall  be  divided  approximately  in  two  areas  by 
a  wall  of  approved  fireproof  masonry,  any  openings  therein 
to  be  equipped  with  approved  fire  doors ;  that  any  skylight 
installed  shall  be  glazed  with  plain  glass,  equipped  with 
wire  guards  above  and  below;  that  the  front  elevation  shall 
be  finished  in  face  brick,  laid  up  in  panel  design,  with  archi¬ 
tectural  terra  cotta  or  stone  trimmings ;  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within  eigh¬ 
teen  months  from  the  date  of  this  action. 


1017-24-BZ. 

APPLICANT — Margaret  P.  Anderson,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  an  unrestricted  district 
within  200  ft.  of  an  exit  from  a  school,  the  change 
of  occupancy  from  a  stable  accommodating  more 
than  five  (5)  horses  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 794-796  Union  street,  Brooklyn 
APPEARANCES— 

For  Applicant:  Franklin  M.  Tomlin. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  W'alsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent:  Messrs.  Kennedy  and  Holland  .  2 


THE  RESOLUTION: 

(1017-24-BZ) 

Whereas,  Margaret  P.  Anderson,  owner,  filed,  August  8, 
1924,  an  application,  under  the  building  zone  resolution,  to 
permit  in  an  unrestricted  district  within  200  ft.  of  an  exit 
from  a  school,  the  change  of  occupancy  from  a  stable  ac¬ 
commodating  more  than  five  horses  to  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  794-796 
Union  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
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by  the  board  of  appeals,  at  its  regular  meeting,  October  28, 
1024,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Union  street  is  an  unre¬ 
stricted  district  and  President  street  is  a  residence  district 
and  Seventh  avenue  is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  28,  1924,  in  acting  on  Application  No.  14380- 
24,  reads : 

“Building  within  200  ft.  of  exit  from  school  and 
therefore  cannot  be  converted  to  garage.  Recommend 
denial.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
three  stories  and  cellar  in  height,  with  a  frontage  of  42J4 
ft.  and  a  depth  of  90  ft. ;  now  occupied  as  a  stable  for 
more  than  five  horses ;  to  be  altered  and  converted  into  a 
garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  the  filed  statement  of  the  owner  of  the  school 
premises  recites  that  the  alleged  exit,  the  cause  of  this  order, 
does  not  exist  to  or  from  the  school  on  the  President 
street  front;  it  is  maintained  as  an  accommodation  and  for 
deliveries,  etc.,  and  the  board  deemed  that,  in  view  of  the 
number  of  garages  on  this  street  between  the  proposed  ga¬ 
rage  and  this  alleged  exit,  there  would  be  hardship  in  pre¬ 
venting  applicant  from  converting  his  building,  the  change 
from  a  stable  to  a  garage  being  in  the  nature  of  an  improve¬ 
ment. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  work  completed  within  a  year 
from  the  date  of  this  action. 


1099-24-BZ. 

APPLICANT — F.  H.  Dewey  &  Co.,  Inc.,  for  New  York 
Academy  of  Medicine,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the  erection  apd 
maintenance  of  a  building  to  be  used  on  first  story 
for  business  purposes. 

PREMISES  AFFECTED — 508-518  Park  avenue,  38-48  East 
60th  street,  southwest  corner,  Manhattan. 

APPEARANCES— 

For  Applicant :  Albert  R.  Palmer  and  F.  H  Dewey. 
For  Opposition:  J.  R.  Swan. 

ACTION  OF  BOARD — Application  granted  on  conditioa 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Kennedy  and  Holland  .  3 

THE  RESOLUTION: 

(1099-24-BZ) 

Whereas,  F.  H.  Dewey  &  Co.,  Inc.,  for  N.  Y.  Academy 
of  Medicine,  owner,  filed,  September  4.  1924,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  extending  from  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used  on  1st  story  for  busi¬ 
ness  purposes;  premises  508-18  Park  avenue,  38-48  East  60th 
street,  Manhattan ;  and 

Whereas,  a  nublic  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting.  October  28, 


1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Park  avenue  is  a  residence 
district  and  East  59th  street  and  East  60th  street  are  busi¬ 
ness  districts ;  and 

V  here  as,  the  decision  of  the  superintendent  of  buildings 
rendered  September  3,  1924,  in  acting  on  N.  B.  Application 
No.  445-24,  reads: 

1.  Building  situated  partly  in  a  residence  district 
may  not  be  used  for  banking  rooms.”  • 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  17  stories  in  height,  with  a  frontage  of  100  ft. 
5  in.  and  a  depth  of  120  ft.;  to  be  occupied,  1st  story  and 
basement  for  banking  purposes  and  upper  stories  for  resi¬ 
dential  purposes;  and 

Whereas,  there  existed  on  this  site  on  July  25,  1916  a 
business  use,  which  use  is  still  maintained;  and  the  board 
deemed  that  there  would  be  undue  hardship  in  preventing 
the  owner  from  developing  his  property  with  the  main¬ 
tenance  without  extension  of  the  existing  business  use. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  only  so  far  as  it  affects  the  first 
story,  on  condition  that  the  use  and  occupancy  of  these  prem¬ 
ises  on  the  first  story  shall  be  restricted  and  limited  to  the 
conduct  and  operation  of  a  public  bank ;  that  there  shall  be 
no  commercial  delivery  exit  or  entrance  operated  or  main¬ 
tained  within  the  residence  area  of  this  property;  that  the 
applicant  shall  file  with  this  board  and  with  the  superintend¬ 
ent  of  buildings  a  stipulation  agreeing  to  restrict  the  con- 
d”ct  "f  business  to  the  1st  story  and  that  the  business  use 
shall  be  limited  to  a  public  bank;  that  counsel  shall  make  a 
return  to  this  board  of  such  stipulation  and  shall  file  same 
before  applying  for  approval  of  plans  to  the  superintendent 
of  buildings  :  and  that  all  permits  necessary  for  the  prose- 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  work  forwarded  to  completion  without  interrup¬ 
tion  or  delay. 


541-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Abraham  L.  Taffe, 
owner. 

SUBJECT— Application  for  modification  of  resolution  (re : 
decision  .of  superintendent  of  buildings)  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PRFMLSES  AFFECTED — 33-41  Park  avenue.  Brooklyn 
APPEARANCES— 

For  Applicant :  William  F.  Dovle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Resolution  modified. 

THE  VOTE  TO  MODIFY  RFSOT.UTTON _ 

Affirmative :  Chairman  Walsh.  Messrs.  Dowd. 

Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Kennedy  and  Holland  _ . 2 

THE  RESOLUTION: 

(541-24-BZ) 

Whereas,  Henry  J.  Nurick.  for  Abraham  L.  Taffe 
owner,  filed.  April  16.  1924.  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  tlnn  five  (51  motor  vehicles ;  premises  33-41  Park 
avenue.  Borough  of  Brooklyn:  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  Tulv  15, 
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1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Park  avenue  and  St.  Ed¬ 
wards  place  are  business  districts  and  Raymond  street  is 
an  unrestricted  district  to  within  100  ft.  south  of  Park 
avenue ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  March  28,  1924,  in  acting  on  Application 
No.  5964-1924,  reads: 

“1.  Proposition  contrary  to  Zone  Resolution,  Art. 
II,  Sec.  4.  (Garage  for  more  than  five  motor  vehicles 
in  business  district  and  is  hereby  denied).”; 

and 

Whereas,  this  plot,  having  a  frontage  of  177  ft.  4^  in. 
on  Park  avenue  and  101  ft.  3  in.  on  Raymond  street,  is  now 
occupied  on  the  northerly  portion  by  a  one-story  non-fire- 
proof  building  50  ft.  by  177  ft.  4)4  in.  in  area.  It  is  pro¬ 
posed  to  construct  a  one-story  non-fireproof  extension,  ap¬ 
proximately  50  ft.  by  161  ft.  4J4  in.  in  area  and  to  use  the 
whole  as  a  garage  for  the  storage  of  more  than  fiv£  motor 
vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  July  15,  1924,  on  certain  conditions,  and  the 
applicant  requested  a  modification  of  the  conditions  as  to 
exits. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
he  and  it  hereby  is  granted  on  condition  that  the  building 
be  restricted  to  a  one-story  structure  above  grade;  that  the 
southerly  and  easterly  gable  walls  be  unpierced  throughout 
their  entire  height  and  length ;  that  there  shall  be  no  ad¬ 
ditional  vehicular  entrance  or  exit  arranged  or  installed  to 


those  now  existing  on  the  Park  avenue  front  of  the  build¬ 
ing  and  any  windows  in  the  Park  avenue  front  shall  have 
the  sills  at  least  5  feet  above  the  sidewalk  level ;  that 
any  vehicular  exit  or  entrance  shall  be  confined  and  re¬ 
stricted  to  the  Raymond  street  side  of  the  building;  that 
the  street  fronts  of  the  building  shall  be  finished  in  face 
brick,  with  architectural  terra  cotta  or  stone  trimmings  or 
faced  with  cement  stucco  with  ornamental  mouldings,  band 
courses  and  coping;  that  any  skylights  installed  shall  be 
equipped  with  plain  glass,  protected  above  and  below  with 
wire  guards ;  that  any  gasoline  storage  equipment  installed 
shall  be  located  at  the  extreme  southerly  end  of  the  struc¬ 
ture  on  the  Raymond  street  front ; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


AREA  FIXED. 

(1173-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
George  Hofmann,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage ;  premises  west 
side  of  Lafayette  avenue,  126.35  ft.  south  of  Cooper  ave¬ 
nue.  Glendale.  Queens. 

The  following  area  was  approved  by  the  board  : 

Both  sides  of  Lafayette  avenue  from  Cypress  Hills 
Cemetery  to  a  point  100  ft.  west  of  Cooper  avenue; 
the  east  side  of  Cooper  avenue,  also  the  west  side 
of  Luther  place  from  Fosdick  avenue  to  Lafayette  ave¬ 
nue,  also  the  north  side  of  Fosdick  avenue  from  Cooper 
avenue  to  Luther  place. 


Adjourned  1.30  p.  m. 

Wileiam  J  O’Gorman.  Secretary. 


MINUTES 

BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  OCTOBER  28,  1924. 
Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
897-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Kenmore 
Trading  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 441-5  Ocean  avenue  and  2002-28 
Caton  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant :  George  P.  Knight. 

ACTION  OF  BOARD— Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


832-24-A. 

APPELLANT— Kazanjian  Studios,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 707  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Clarence  E.  Moser. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative, 
provided  existing  conditions  remain  unchanged  in 
the  interim. 


925-24- A. 

APPELLANT — Harold  F.  Smith,  for  George  Murphy,  Tnc., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 57  East  9th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Harold  F.  Smith  and  Mr.  Howe. 
For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  subject  to  adjustment  between  appellant  and 
fire  department. 


928-24-A. 

APPELLANT — New  York  Manufacturers  Real  Estate 
Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 626-630  West  44th  street  and 
611-641  West  43rd  street,  Manhat^m. 

APPEARANCES— 

For  Appellant:  Alfred  E.  Ommen. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  for  final  disposition,  on  request  of  appel¬ 
lant’s  representative. 
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948-24-A. 

APPELLANT— Moses  Altman,  for  Scottish  Rite  Bodies  of 
V  New  York,  owner. 

UP  n  c  c7AAPL^r^°nt  order  of  fire  commissioner. 

■EMfMj.S  AFFECTED— 315  West  34th  street,  Manhat- 

APPEARANCES— 

For  Appellant :  Moses  Altman 
•TION  Oh  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m„  on  request  of  appellant,  on  condition  cause 
ot  action  be  discontinued  in  the  interim 
— 

752-24-A. 

•PELLA N  T— Samuel  Rosenblum,  for  25-27  Third  Ave¬ 
nue  Corp.,  owner. 

I5UBJEC  I —Application  for  reopening— appeal  from  order 
ot  tire  commissioner. 

\ppearaSnces^TE^25'27  Third  avenue’  Manhattan- 

,  Appellant :  Samuel  Rosenblum. 

IlSTION  Oh  BOARD— Appeal  reopened  and  set  for  hear¬ 
ing  on  November  25,  1924,  at  2  n  m 
['HE  VOTE  TO  REOPEN-  P‘ 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 
Dowd,  Gunnison  and  Connell  ’  * 

Negative  . . .  Q 

Absent:  Mr.  Holland  and  Fire  Chief  Kenion  2 

24-24- A. 

j  ,!TANT  Blank  &  Stoller,  lessees. 

from  order  of  fire  commissioner. 

vPP£ASRASNCES-CTED_16  WCSt  5?th  Street'  Mal,hatta"' 
For  Appellant :  Clarence  E.  Moser 

'H^[<V^)Te'  TeP WITHDRAW— *t*ldraV™  ’ 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Gunnison,  Connell  and  Fire  Chief  Kenion  ’  5 
Negative  . . .  "  Q 

Absent .  Messrs.  Dowd  and  Holland  .  2 

)3-24-A. 

(■PELLA NT — Leo  Lang,  owner. 

. ,  1  - \ lia'I’u'rr *T°,m  order  of  fire  commissioner. 

PPEARANCES-  C1",t0n  P'aCe>  Brookl>n- 

For  Appellant:  Joseph  Lang. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

HOARD— Appeal  withdrawn. 

HE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenion  5 
I  ft  Negative  .  0 

Absent:  Messrs.  Dowd  and  Holland  .  .  ..  .  .  .  .  . .’  2 

4-24-BZ. 

(PPL I C A N T  Edward  P.  Doyle,  for  Thomas  P.  Graham, 
owner. 

IfPJECl  —Application  (re:  decision  of  superintendent  of 
|  I  buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
than  five  motor  vehicles. 

J  EMISES  AFbECTED — 770-784  Leflferts  avenue,  Brook¬ 
lyn. 

•’PEARANCES — 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Dennis  W.  Hyland,  Andrew  S 
FFerby.  Aaron  Rosen,  Louis  Grover 
HOARD— Application  withdrawn. 

IE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh.  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  . .  5 

Negative  . .  ^ .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenion  . .  2 
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54-24-A. 

APPELLANT— Stanley  &  Patterson,  Inc.,  for  Varick  Real¬ 
ty  Eo.,  owner. 

PRK\n^nT^APi?rn!'^p0|11J  order  of  fire  commissioner. 
PREMISES  AFFECTED— 250  West  street  and  34  Hubert 
street,  Manhattan 
APPEARANCES— 

Por  Appellant :  Joseph  Humphrey. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

COnI?!  T I n\i  HOARD— Appeal  granted  on  condition. 

ONDlllONS  As  specified  in  resolution. 

1  FI  E  V  O  1  E — 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy 
Gunnison,  Connell  and  Fire  Chief  Kenion  ’  5 
Negative  . .  ' 

Absent:  Messrs.  Dowd  and  Holland  .' .  2 

THE  RESOLUTION : 

„  (54-24-A) 

W  hereas  Stanley  &  Patterson,  Inc.,  for  Varick  Realty 
Co.,  owner,  filed,  January  15,  1924,  an  appeal,  with  the  board 
o  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  250  West  street  and  34  Hubert  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  De¬ 
cember  21,  1923,  reads: 

“2.  Have  Superintendent  or  Manager  apply  for  and 
secure  a  Certificate  of  Fitness.  *  *  * 

6.  Provide  at  least  one  fire  pail  to  every  two  per¬ 
sons  employed  on  2nd  and  9th  stories,  all  such  pails  to 
be^  kept  continuously  full  of  water. 

r  r+8‘ n  Pr0t a11  Steam  pipes  or  risers  that  are  within 
fa  It.  0  in.  of  floor  with  wire  guards  or  non-combustible 
pipe  covering.  Section  235-9,  Chapter  10,  Code  of  Ordi¬ 
nances. 

“9.  Provide  suitable  guards  around  radiators  and 
steam  pipes  to  prevent  combustible  material  from  com¬ 
ing  in  contact  therewith. 

r,,  10‘  Hottom  ,°f  guard  shall  be  arranged  so  as  to 

G  rP  ,  /^an!ng-  Section  235~9>  Chapter  10,  Article 
19,  Code  of  Ordinances. 

t  "U-  Arrange  work  benches  so  as  to  prevent  stock 
from  falling  from  same  to  floor.  Section  235-10-3 
Chapter  10,  Code  of  Ordinances. 

•  u2-  ,Arrange  tables  and  work  benches  at  least  four 

inches  from  any  wall,  steam  or  hot  water  pipes.  Sec¬ 
tion  235-10-3-B,  Chapter  10,  Code  of  Ordinances.”; 

and 

building  is  fireproof,  nine  stories  in  height, 
133  ft  b.y  112  ft-  in  area;  the  means  of  EGRESS  consisting 
of  two  interior  fireproof  stairways;  and 

Whereas  appellant,  who  occupies  the  9th  story,  contends 
that  they  only  use  a  few  sheets  of  celluloid  to  print  name 
plates  for  telephone  apparatus  and  that  they  never  have  any 
more  than  20  pounds  per  year  on  the  premises ;  that  the 
burning  is  fully  sprinklered  and  that  to  comply  with  the 
order  would  be  a  hardship. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  quantity  of  celluloid  main¬ 
tained  on  premises  shall  be  limited  to  ten  (10)  pounds  in 
s  icets,  confined  to  9th  story,  stored  in  metal  cabinet 


449-24-A. 

APPELLANT— Croker  National  Fire  Prevention  Engineer- 
cTTRTT-rm?  C\°'’  for  Manhattan  Wood  Heel  Co.,  lessee. 

P R F Ml °rdCr  ?J  fire  commissioner. 

appearaSnces-CTED_60°  Kent  avenue’  Brooklyn- 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

At.  HOW  op  BOARD— Appeal  granted  on  condition. 
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CONDITIONS — As  specified  in  resolution. 

THb  VOTE—  v  . 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Eire  Chief  Kenlon  . .  5 

Negative  .  ® 

Not  Voting:  Mr.  Dowd .  1 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION  : 

(449-24-A) 

Whereas,  Croker  National  hire  Prevention  Engineering 
Co.,  for  Manhattan  Wood  Heel  Co.,  lessee,  filed,  March 
28  1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of’ the  fire  commissioner,  affecting  premises  690  Kent  avenue, 

Brooklyn;  and  .  .  ,  , 

Whereas,  the  order  of  the  fire  commissioner,  dated 

March  22,  1924,  reads: 

“1.  Forthwith  remove  all  mtro-cellulose  products 


*  *  *. 

“2  Enclose  all  stairways  in  accordance  with  the 
provisions  of  Article  8  and  18  of  Chapter  5,  Code  of 
Ordinances.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  110  ft.  by  35  ft.  in  area;  OCCUPIED  as  a  tenant 
factory  the  tenant  of  the  3rd  story  manufacturing  wood 
heels  and  using  thin  sheets  of  celluloid  in  the  operation , 

a11  Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  sprinkler  system  and  that  not  more  than  10  or  15 
pounds  of  celluloid  are  used,  and  no  cutting  done  excepting 
such  as  is  done  with  an  ordinary  pair  of  shears. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it.  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid  shall  be 
limited  to  ten  (10)  pounds,  confined  to  3rd  story;  that  any 
work  thereon  shall  be  manual  operation  only;  that  the  cel¬ 
luloid  other  titan  that  in  work  shall  be  maintained  and  stored 
in  a  metal  cabinet,  arranged  with  self-closing  door  or  cover. 


171-24- A. 

APPELLANT— Forest  Box  &  Lumber  Co.,  Inc.,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 420  Ashland  street,  1-15  Paidge 
avenue,  Queens. 

APPEARANCES— 

For  Appellant :  M.  L.  Mendell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARI>— Appeal  granted  in  part  on  condi¬ 
tion  and  denied  in  part. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE —  ^  . 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  . .  ® 

Absent:  Messrs.  Kennedy  and  Holland .  2 

THE  RESOLUTION : 

(171-24-A) 

Whereas,  Forest  Box  &  Lumber  Co.,  Inc.,  owner,  filed, 
February  4,  1924,  an  appeal,  with  the  board  of  appeals, 
from  orders  of  the  fire  commissioner,  affecting  premises 
420  Oakland  street,  Borough  of  Queens;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Janu¬ 
ary  16,  1924,  read: 

“Order  No.  51980-F: 

“1.  Conspicuously  post  and  keep  posted  signs  pro¬ 
hibiting  smoking,  printed  in  the  English  and  other  neces¬ 
sary  languages.  Sec.  27,  Ch.  12,  Code  of  Ordinances. 

“2.  Provide  a  fireproof  vault  with  a  self-closing  fire¬ 
proof  door  to  same,  for  the  storage  of  shavings  and 
sawdust.  Sec.  20,  Ch.  12,  Code  of  Ordinances.” 
“Order  No.  51981-F: 


“1.  Provide  a  pump  with  a  capacity  of  1,000  gallons 
a  minute,  with  sufficient  number  of  hydrants  through¬ 
out  lumber  yard  as  per  Rule  37  of  the  Board  of  Stand¬ 
ards  and  Appeals.  Sec.  776,  Greater  New  York  Char- 


Whereas,  the  premises  consist  of  a  plot  of  ground  on 
which  is  located  the  plant  of  the  Forest  Box  &  Lumber 
Co.,  consisting  of  a  one-story  brick  mill  building,  a  two- 
story  frame  metal-lined  sawdust  house,  a  two-story  frame 
shed,  a  two-story  brick  building  and  a  lumbei  yard  covering 
approximately  three  (3)  square  blocks  adjoining  Newtown 
Creek;  and 

Whereas,  appellant  contends  that  there  are  fire  hydrants 
on  Oakland  street  and  Paidge  street. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
51980,  Items  1  and  2,  be  and  it  hereby  is  affirmed,  and  the 
appeal  as  to  this  order  be  and  it  hereby  is  denied;  that  the 
order  of  the  fire  commissioner,  No.  51981,  Item  1,  be  and 
it  hereby  is  modified ,  and  the  appeal  as  to  this  item  be 
and  it  hereby  is  granted  on  condition  that  approved  forty- 
gallon  water  casks  shall  be  provided  and  distributed  through¬ 
out  the  yard,  not  more  than  150  ft.  apart,  each  cask  to 
be  equipped  with  six  pails,  all  painted  red. 


895-24-A. 

APPELLANT — Frederick  B. 


Lewis,  for  Elizabeth  Loril- 


lard,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 197-201  Grand  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Appellant:  Luke  Flanmgan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  ® 

Negative  .  ® 

Absent :  Mr.  Holland  .  * 


THE  RESOLUTION : 

(895-24-A) 

Whereas,  Frederick  B.  Lewis,  for  Elizabeth  Lorillard, 
owner,  filed,  July  7,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  197-201  Grand  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  60246- 
E,  dated  June  10,  1924,  reads:  .  . 

“1.  Install  a  standpipe  system  with  risers  4  inches 

in  diameter  *  *  ; 

and 

Whereas,  the  building  is  seven  stories  in  height,  75  ft. 
by  86  ft.  in  area  at  the  1st  story  and  75  ft.  by  75  ft.  in 
area  above;  divided  into  two  sections  by  a  fore  and  aft 
partition  wall  with  fire  doors  at  openings,  the  westerly 
section  being  of  fireproof  construction  and  the  easterly 
section  of  non-fireproof  construction;  means  of  egress  con¬ 
sisting  of  an  interior  enclosed  fireproof  stairway,  three 
fire  escapes  on  the  rear  of  the  building  and  two  fire  escapes 
on  the  front  of  the  building.  OCCUPIED:  1st  story,  sales¬ 
room;  upper  stories,  packing  and  shipping,  manufacturing 
silverware,  storage  of  glassware  and  plating, _  131  persons 
above  the  1st  story,  the  building  being  87  ft.  6  in.  in  height; 

and 

Whereas,  appellant  contends  that  the  building  is  but 
slightly  in  excess  of  the  85  ft.  limitation;  that  the  building 
is  equipped  with  a  two  source  automatic  sprinkler  system. 


1364 


MINUTES 


Resolved,  that  the  order  of  the  lire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
grunted  on  condition  that  an  approved  two  source  wet 
sprinkler  system,  with  Central  Office  connection  shall  be 
maintained;  and  granted  only  so  long  as  conditions  as  to 
occupancy  and  use  remain  unchanged. 


959-24-A. 

APPELLANT —  Thomas  B.  Leahy,  for  Anthony  Tros- 
kowsky,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 34  Tieman  place,  Manhattan. 
APPEARANCES— 

For  Appellant:  Anthony  Troskowsky. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 


THE  RESOLUTION : 

(959-24-A) 

Whereas,  'Ihomas  B.  Leahy,  for  Anthony  Troskowsky, 
lessee,  filed,  July  22,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  34  Tieman  place,  Manhattan;  and 

W  hereas,  the  order  of  the  fire  commissioner,  No.  24913- 
LC,  dated  July  9,  1924,  reads: 

“You  are  hereby  notified  that  your  fire  department 
Permit  No.  100870,  dated  to  expire  September  12,  1924, 
is  revoked. 

"REASON :  This  location  is  designated  as  a  busi¬ 
ness  district  on  the  use  district  map  accompanying  the 
Building  Zone  Resolution  adopted  by  the  Board  of 
Estimate  and  Apportionment,  and  the  use  maintained 
by  you,  namely,  motor  vehicle  repair  shop,  is  a  use 
prohibited  at  this  location  by  said  resolution.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  18  ft.  by  51  ft.  in  area;  OCCUPIED  for  making 
minor  manual  repairs  to  motor  vehicles,  2  persons ;  and 

Whereas,  appellant  contends  that  only  minor  adjustments 
and  repairs  are  made  on  the  premises;  that  no  heavy  or 
power-driven  machinery  is  used,  all  work  being  done  manu¬ 
ally. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  sixty  (60)  days,  on  con¬ 
dition  that  appellant  in  the  meantime  file  building  zone  ap¬ 
plication. 


65-24-A. 

APPELLANT — Starrett  &  Van  Vleck,  for  Saks  &  Com¬ 
pany,  owner. 

SUBJECT — Application  for  extension  of  permit — appeal 
from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 611-621  Fifth  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Thomas  Service. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
ninety  (90)  days. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 


THE  RESOLUTION: 

(65-24-A) 

Whereas,  Starrett  &  Van  Vleck,  for  Saks  &.  Company, 
owner,  filed,  January  17,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  611-21  Fifth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
December  26,  1923,  in  acting  on  N.  B.  Application  No.  1443- 
22,  reads : 

"1.  Burners  used  must  be  of  a  type  approved  by 
the  Board  of  Standards  and  Appeals.” ; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
158  ft.  10  in.  by  208  ft.  in  area;  OCCUPIED  as  a  depart¬ 
ment  store,  with  a  total  estimated  occupancy  of  12,896  per¬ 
sons  in  the  building  at  any  one  time;  it  is  proposed  to  in¬ 
stall  a  Bethlehem  Dahl  b  uel  Oil  Burning  Equipment,  the 
installation  to  be  made  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals,  except  that  the  burner  has 
not  been  approved;  and 

Whereas,  appellant  requests  approval  of  the  installation 
and  a  temporary  permit  to  operate  same,  pending  inspection 
and  approval  of  the  burner  by  the  board;  and 

Whereas,  a  temporary  permit  was  granted  by  the  board 
at  its  meeting,  March  25,  1924,  and  July  25,  1924,  and  ap¬ 
pellant  requests  an  extension  of  time. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  permitting  the  operation  of  the  fuel  oil  burner 
for  a  temporary  period  of  ninety  (90)  days  from  the  date 
of  this  action,  at  the  owner’s  risk,  on  condition  that  the  fuel 
oil  equipment  shall  be  installed  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals  and  in  all  other 
respects  approved  by  the  fire  and  building  departments, 
subject  to  action  by  the  board  of  standards  and  appeals 
on  the  petition  pending  for  inspection  and  approval  of  said 
burner. 


618-24- A. 

APPELLANT— A.  Hayden,  owner. 

SUBJECT — Application  for  extension  of  permit — appeal 
from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 517  83rd  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  Mrs.  A.  Hayden. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
ninety  (90)  days. 

THE  VOTE  TO  GRANT  EXTENSION  OF  PERMIT— 
Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(618-24-A) 

Whereas,  A.  Hayden,  owner,  filed,  May  2,  1924,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  517  83rd  street,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  88135- 
LC,  dated  April  12,  1924,  reads : 

“With  reference  to  your  application  for  a  permit  to 
store  fuel  oil  at  the  above  location,  I  regret  to  inform 
you  that  I  am  without  power  to  grant  such  a  permit 
for  the  reason  that  the  storage  of  fuel  oil  at  the 
above  location  is  not  in  accordance  with  the  rules 
adopted  by  the  Board  of  Standards  and  Appeals  on 
Nov.  6,  1919,  amended  Jan.  18,  1924. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further 
storage  and  use  of  fuel  oil  at  the  above  location.”: 
and 
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Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  in  height,  20  ft.  by  60  ft.  in  area;  OCCUPIED  as 
a  dwelling;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  in  that  the  burner 
(a  Powerlight  Oilheat)  is  not  an  approved  burner;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting,  July  15,  1924,  for  a  temporary  period  of  90  days, 
and  appellant  requests  an  extension  of  the  period. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  of  ninety  days,  pend¬ 
ing  the  action  of  the  board  of  standards  and  appeals  on 
petition  for  approval  of  burner,  on  condition  that  the  in¬ 
stallation  complies  with  fuel  oil  rules  of  the  board  of 
standards  and  appeals  in  all  other  respects. 


BUILDING  ZONE  CASES. 

919-24-BZ. 

APPLICANT— James  Kearney,  for  Otto  Hessler,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Northeast  corner  of  Cooper 
avenue  and  Cypress  Hills  road,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney,  John  C.  Meyers. 
For  Opposition:  John  E.  Schelpp,  Wm.  Boelnn 
and  others. 

ACTION  OF  BOARD— Laid  over  to  Nov.  25,  1924,  2  p.  m. 


922-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “business  two  times  height 
district”  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  prescribed  by 
the  building  zone  resolution. 

PREMISES  AFFECTED— 1-11  East  58th  street;  2-14  East 
59th  street;  761-767  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant :  None. 

For  Opposition:  John  Larkin,  York  Allen,  F.  M. 

Sanders,  M.  Taylor. 

ACTION  OF  BOARD— Laid  over  to  November  18,  1924, 
at  10  a.  m. 


540-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

SUBJECT— Application  ((re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 243-249  Hopkins  street,  Brook- 
lvn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  25,  1924, 
at  2  p.  m.,  to  file  consents. 


565-24-BZ. 

APPLICANT — John  T.  Dunnigan,  for  J.  M.  Flavin,  owner. 

SDRTF.CT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 341-343  St.  Nicholas  avenue, 
Ridgewood,  Borough  of  Queens 


APPEARANCES— 

F'or  Applicant:  John  J.  Dunnigan. 

For  Opposition:  James  B.  Emerick,  Mary  Curry, 
Barbery  Prio,  Johana  Schneider,  Sophie  Mayer, 
Frederick  Riemenschneider,  and  others. 

ACTION  OF  BOARD — Application  granted  on  condition,  ! 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(565-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  J.  M.  Flavin,  owner, 
filed,  April  22,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  341-343  St.  Nicholas  avenue,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  heafing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  Oct.  28, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue,  south 
side,  is  an  unrestricted  district,  St.  Nicholas  avenue,  north 
side,  is  a  business  district  and  Palmetto  street  is  a  business 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  16,  1924,  in  acting  on  N.  B.  App.  No. 
9457-24,  reads: 

“Erection  of  a  garage  for  more  than  5  motor  cars 
prohibited  in  a  business  district  by  Sec.  4  of  the  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  98  ft.;  such  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  owing  to  the  character 
of  the  uses  on  the  opposite  side  of  the  street  there  would 
be  hardship  in  preventing  applicant  from  making  the  pro¬ 
posed  use  of  his  property. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application, 
based  on  the  determination  of  the  superintendent  of  build¬ 
ings  of  October  16,  1924,  in  acting  on  Application  9457-24  be 
and  it  hereby  is  granted,  on  condition  that  the  building  shall 
be  restricted  to  a  one  story  structure  above  grade  and  that 
the  rear  and  gable  walls  shall  be  unpierced  throughout  their 
entire  height  and  length,  that  the  roof  shall  be  of  flat 
design  and  construction,  any  skylights  installed  to  be  glazed 
with  plain  glass,  protected  with  wire  guards  above  and 
below;  that  the  front  elevation  shall  be  finished  with  face 
brick  laid  out  in  panel  design  with  architectural  terra  cotta 
or  stone  trimmings  ;  > 

Resolved,  further,  that  all  necessary  permits  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9) 
months  and  the  building  completed  within  eighteen  (18) 
months  from  the  date  of  this  action. 


915-24-BZ. 

APPLICANT — Walter  M.  Mason,  for  the  Wako  Co.,  Ltd., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “business”  1)4  times 
height  district  the  erection  of  the  street  wall  of  a 
building  to  a  height  exceeding  the  limit  set  by 
the  zone  resolution. 

PREMISES  AFFECTED— 18  East  53rd  street,  Manhat¬ 
tan. 
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APPEARANCES— 

For  Applicant:  Walter  M.  Mason. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon.  . .  2 

THE  RESOLUTION: 

(915-24-BZ) 

Whereas,  Walter  M.  Mason,  for  The  Wako  Co.,  Ltd., 
owner,  filed,  July  10.  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  iy2  times  height  district 
the  erection  of  the  street  wall  of  a  building  to  a  height 
exceeding  the  limit  set  by  the  zone  resolution;  premises,  18 
i  East  53rd  street,  Manhattan;  and 

f  Whereas*  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  28, 
J924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

\\  hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  53rd  street  is  a  business 
;  and  1l/2  times  height  district  and  Madison  avenue  is  a 
business  and  2  times  height  district;  and 
,  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered,  June  23,  192*,  in  acting  on  N.  B.  Application 
No.  358-24,  reads : 

1.  Part  of  building  in  1J4  times  district  is  of  un¬ 
lawful  height.  Section  9  Zoning  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  14  stories  and  pent  house  in  height,  with  a 
frontage  of  40  feet  and  a  depth  of  100  feet  5  inches;  to  be 
occupied,  by  stores,  offices  and  25  per  cent  manufacturing, 
32  ft.  6  inches  of  the  street  frontage  is  in  the  2  times  height 
district  and  7  ft.  6  in.  is  in  the  1J^  times  height  district;  and 
1  Whereas,  the  board  deemed  that  there  would  be  undue 
hardship  in  preventing  applicant  from  carrying  up  the  front 
wall  of  the  building  to  a  uniform  height. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby,  is  granted,  on  condition  that  the  requirements  of 
the  building  zone  resolution  shall  be  complied  with,  in  the 
|  erection  of  the  building,  in  all  other  respects  ; 

Resolved ,  further,  that  the  necessary  permits  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  (9) 

,  months  and  the  construction  of  building  forwarded  to 
I  completion  without  unnecessary  suspension  or  delay. 

- - 


I  810-24-BZ. 

i  ^fur^a^  Klein,  for  Rose  Cummins,  owner. 

I  oL  BJ  EC  T— Application  (re  :  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  “C”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles; 
also,  the  omission  of  a  rear  yard  as  required  by  the 
zone  resolution. 

PREMISES  AbFECTED — 1169-75  Gates  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Edward  Cassin,  Murray  Klein 
For  Opposition:  Max  H.  Newman,  Edward  W. 
Engel,  John  F.  Stebe,  Stephen  A.  Rodd  Wil¬ 
liam  Herrschaft,  Mary  J.  Holt,  Sadie  M.  Laird 
Annette  Moran,  Bertha  Harap,  and  William 
Burgtorf. 

Af'TTON  Ob  BO ARD —Application  denied. 


THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 

THE  RESOLUTION: 

(810-24-BZ) 

Whereas,  Murray  Klein,  for  Rose  Cummins,  owner,  filed, 
June  17,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  “C”  area  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  also  the  omission  of  a  rear  yard 
as  required  by  the  zone  resolution;  premises  1169-75  Gates 
avenue,  Brooklyn;  and 

)\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  October  28, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Gates  avenue  and  Evergreen 
avenue  are  business  districts  and  Linden  street  is  a  residence 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  May  5,  1924,  in  acting  on  N.  B.  Application 
No.  9667-24,  reads: 

“1.  Building  shown  over  23  ft.  high  without  a  rear 
yard. 

“2.  Adequate  rear  exits  not  provided. 

“3.  Proposition  contrary  to  the  Zone  Resolution  Art. 
II  Sec.  4 — A  Public  garage  for  more  than  5  motor 
vehicles  in  a  business  district. 

“Proposition  denied.” ; 

and 

Whereas,  the  proposed  building ‘is  to  be  of  fireproof  con¬ 
struction,  one  story  and  basement  in  height,  with  a  frontage 
of  90  feet  and  a  depth  of  100  feet;  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles  ;  and 

Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owmers  and 
the  board  deemed  that  the  proposed  structure  would  be 
detrimental  to  the  development  of  the  neighborhood. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


118-20-BZ. 

APPLICANT — George  Nvcz,  present  owner. 

SUBJECT — Application  for  extension  of  permit — re  :  de¬ 
cision  of  fire  commissioner — to  permit  in  a  residence 
district  the  maintenance  of  a  garage  for  two  motor 
vehicles. 

PREMISES  AFFECTED — 272  14th  street,  Brooklvn. 

APPEARANCES— None 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
two  (2)  years. 

THE  VOTE  TO  EXTEND  PERMIT— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 

THE  RESOLUTION: 

(118-20-BZ) 

Whereas,  Peter  Christie,  owner,  filed,  February  18,  1920, 
an  application  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  maintenance  of  a  garage  lor 
two  motor  vehicles,  space  in  which  is  rented  to  persons 
not  residing  on  premises;  premises  272  14th  street,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  tin's  application 
by  the  board  of  appeals,  at  its  regular  meeting,  May  11, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  14th  street  is  located  in  a 
residence  district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  January  30,  1920,  in  acting  on  application  for  a  per¬ 
mit,  reads : 

“Maintenance  of  your  garage  is  a  violation  of  Sec¬ 
tion  3  of  Article  2  of  the  building  zone  resolution  of 
the  Board  of  Estimate  and  Apportionment  of  the  City 
of  New  York,  adopted  July  25,  1916,  inasmuch  as 
motor  vehicles  stored  are  for  sale,  for  rent  or  for 
hire  or  are  subject  to  charges  for  storage.  *  *  * 

“In  addition  to  the  above,  the  storage  of  motor 
cycles  not  the  property  of  the  applicant  is  a  violation 
of  the  above  resolution. 

“You  are,  therefore,  ordered  to  remove  all  motor 
cycles  and  all  automobiles  with  gasoline  in  fuel  tanks 
stored  by  others  than  the  occupants  of  dwelling  on 
lot  where  garage  is  situated.” ; 

and 

Whereas,  the  building  is  of  non-fireproof  construction, 
one  story  in  height  with  a  frontage  of  20  ft.  and  a  depth 
of  24  ft.,  occupied  as  a  garage  for  two  automobiles  and 
for  storage  of  motor  cycles;  and 

Whereas,  no  one  appeared  in  opposition  to  the  granting 
of  this  application,  and  the  applicant  has  filed  the  duly  ac¬ 
knowledged  consents  of  the  owners  of  80  per  cent  of  the 
property  frontage  deemed  by  the  board  to  be  affected  and 
under  the  provisions  of  Section  7,  Subdivision  g,  of  the 
building  zone  resolution,  the  board  is  empowered  to  act 
in  a  case  of  this  kind;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meetings  May  11,  1920,  and  April  11,  1922,  for  a  temporary 
period  and  applicant  requested  a  further  extension  of  this 
period. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  permit  the  maintenance  of 
a  garage  for  the  storage  of  two  automobiles  and  two  motor 
cycles,  for  a  temporary  period  of  tzuo  years  from  the  date 
of  this  action. 


377-20-BZ. 

APPLICANT— William  F.  Doyle,  for  Transit  Construc¬ 
tion  Commissioner  for  the  City  of  New  York, 
owner. 

SUBJECT — Application  for  extension  of  permit — (re:  de¬ 
cision  of  fire  commissioner)  to  permit  in  a  business 
district  the  maintenahee  of  an  open-air  parking 
space  for  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 580-590  Fulton  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
one  (1)  year. 

THE  VOTE  TO  GRANT  EXTENSION  OF  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 

THE  RESOLUTION: 

(377-20-BZ) 


Whereas,  Charles  E.  Henderson,  for  the  Transit  Con¬ 
struction  Commissioner  for  the  City  of  New  York,  owner, 
filed  June  4,  1920,  an  application  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  maintenance 
of  .an  open-air  parking  station  for  more  than  five  motor 
vehicles;  premises  580-598  Fulton  street,  Brooklyn;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  July  7, 
1920,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Fulton  street  is  a  business 
district;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
May  13,  1920,  in  acting  on  application  for  a  permit,  reads : 

“Maintenance  of  your  garage  (parking  station)  is  a 
violation  of  section  4,  of  article  2,  of  the  building  zone 
resolution  of  the  Board  of  Estimate  and  Apportion¬ 
ment  of  the  City  of  New  York,  adopted  July  25,  1916, 
inasmuch  as  garage  (parking  station)  is  used  for  the 
storage  of  more  than  five  motor  vehicles. 

“You  are,  therefore,  ordered  to  reduce  the  number 
of  automobiles,  the  fuel  tanks  of  which  are  not  empty, 
stored  at  the  above  location,  to  five,  for  the  reason 
that  the  storage  of  a  greater  number  is  prohibited  in 
a  garage  (parking  space)  located  in  a  business  zone.”; 

and 

Whereas,  the  premises  consists  of  an  irregular  shaped 
plot  of  ground  facing  on  Fulton  street  and  Ashland  Place, 
which  the  applicant  has  leased  from  the  City  of  New  York 
with  the  understanding  that  he  could  use  it  for  a  parking 
station  for  more  than  five  motor  vehicles  and  has  spent  a 
large  amount  of  money  improving  site  for  such  purpose; 
and 

Whereas,  there  would  be  unnecessary  hardship  in  pre¬ 
venting  applicant  from  maintaining  the  station;  and 

Whereas,  this  application  was  granted  by  the  board  of 
appeals  at  its  meetings,  July  7,  1920,  January  24,  1922, 
November  8,  1922,  and  October  30,  1923,  for  a  temporary 
period,  and  applicant  requested  a  further  extension  of  time 
for  the  maintenance  of  this  parking  station. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  for  a  temporary  period  of  one 
year  from  the  date  of  this  action. 


1559-22-BZ. 

APPLICANT — York  &  Sawyer,  for  Manhattan  Eye,  Ear 
and  Throat  Hospital,  owner. 

SUBJECT— Application  for  extension  of  time  (re:  de¬ 
cision  of  superintendent  of  buildings)  to  permit  in 
a  1 times  height  district  the  extension  of  the  front 
wall  of  an  existing  building  without  a  set  back,  to 
a  height  exceeding  the  limits  set  by  the  building 
zone  resolution. 

PREMISES  AFFECTED — 208-21*6  East  64th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Extension  of  time  granted  for 
one  (1)  vear  to  complete  the  structure. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(1559-22-BZ) 

Whereas,  York  &  Sawyer,  for  Manhattan  Eye,  Ear  & 
Throat  Hospital,  owner,  filed,  Dec.  26,  1922,  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  V/2 
times  height  district  the  extension  of  the  front  wall  of  an 
existing  building  without  a  set  back  to  a  height  exceeding 
the  limit  set  by  the  building  zone  resolution ;  premises  208 
to  216  East  64th  street,  Manhattan;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Feb.  20, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
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Whereas,  the  height  district  maps  accompanying  the 
building  zone  resolution  show  that  64th  and  63rd  streets 
and  Third  avenue  are  lj4  times  height  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Dec.  6,  1922,  in  acting  on  Alt.  App.  No.  2893- 
22,  reads : 

“1.  Building  will  exceed  height  permitted  by  Sec¬ 
tion  9  of  Zone  Resolution.”; 

and 

Whereas,  the  existing  building  is  of  fireproof  construc¬ 
tion,  6  stories  in  height,  with  a  frontage  of  118  ft.  and  a 
depth  of  98  ft.,  occupied  as  a  hospital ;  and 

Whereas,  it  is  proposed  to  extend  the  building  in  height 
by  the  addition  of  three  stories  and  a  pent  house;  and 
Whereas,  applicant  contends  that  there  would  be  extreme 
hardship  in  preventing  him  from  erecting  the  additional 
stories  as  the  building  was  originally  designed  for  a  ten- 
story  building;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  Feb.  20,  1923,  on  certain  conditions  and  appli¬ 
cant  requested  a  modification  of  the  time  limit  set  and  an 
extension  of  time  in  which  to  complete  the  work. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  height  district  regu¬ 
lations  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  as  to  height  restriction 
only  on  condition  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  be  obtained  within  one  year  and  the 
building  completed  within  one  year  from  the  date  of  this 
action. 


53-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

SUBJECT — Application  for  amendment  of  area  fixed  (re: 

decision  of  superintendent  of  buildings)  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


PREMISES  AFFECTED — Northwest  corner  of  Roosevelt 
•  avenue  and  21st  street,  Elmhurst,  Borough  of 
Queens 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD— Request  to  amend  area  laid  over 
to  November  5,  1924,  at  10  a.  m. 


1367-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  B.  R.  Construction 
Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  “B” 
area  district  the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per  cent  of  the 
rear  yard  area. 

PREMISES  AFFECTED — 1211-1263  Boynton  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
November  5,  1924,  at  10  a.  m. 


1197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivadou  Realty  Co., 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  the  extension 
from  an  unrestricted  district  into  a  business  dis¬ 
trict  of  a  proposed  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 712-748  Southern  boulevard. 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

ACTION  OF  BOARD — Request  to  reopen  laid  over  to 
November  5,  1924,  at  10  a.  m. 


Adjourned  6  p.  m. 

William  J.  O’Gorman,  Secretary. 


CONCRETE  RULES 


USE  OF  HYDRATED  LIME  IN  CONCRETE 


Adopted  by  the  Board  of  Standards  and  Appeals,  April 
19,  1920,  under  Cal.  No.  153-20-S. 

The  use  of  hydrated  lime  in  all  classes  of  concrete  con¬ 
struction  shall  not  be  prohibited  when  used  in  accordance 
with  the  conditions  hereinafter  set  forth. 

The  hydrated  lime  shall  conform  with  the  standard 
specifications  for  this  material  which  have  been  adopted 
by  the  American  Society  for  Testing  Materials. 

The  maximum  amount  of  hydrated  lime  which  may  be 
used  shall  conform  with  the  following  table,  all  weights 
given  being  the  amount  of  lime  which  may  be  incorporated 
for  each  ninety-five  pound  bag  of  Portland  cement. 


1-114-3  Mix,  4  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-2-4  Mix,  5  pounds  of  hydrated  lime  per  bag  of 
cement. 

1-254-5  Mix,  6  pounds  of  hydrated  lime  per  bag  of 
cement. 

For  hand  mixed  concrete,  the  hydrated  lime  and  Port¬ 
land  cement  shall  be  well  mixed  while  dry. 

Hydrated  lime  shall  not  be  used  in  concrete  which  is 
to  be  deposited  under  water. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWN  ERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  bv  mail. 


1369 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  October  30,  1924  . 1287 

Restored  to  calendar  .  77 


Miscellaneous  Applications. 


Requests  to  reopen  .  175 

Requests  to  amend  .  8 

Requests  for  modification  .  40 

Requests  to  rescind  .  3 

Requests  for  extension  of  time  .  19 

Requests  for  extension  of  permit  .  37 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  3 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . 2283 

Disposed  of  . 1673 


DISPOSITION  OF  CASES 

Withdrawn  .  143** 


Dismissed  . , .  121 

Denied  .  23f 

Granted  . . .  14 

Granted  on  condition  . 818 

Appliances  approved  .  21 

Appliances  dismissed,  disapproved  or  withdrawn  ....  17 

Rules  approved  .  fj 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  158 

Requests  to  reopen  denied  .  ic 

Requests  to  amend  granted  .  g 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  38 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  18 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  35 

Requests  for  extension  of  permit  denied .  3 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Plans  approved  .  3 

Plans  disapproved  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  4 

Requests  withdrawn  or  dismissed  .  7 


Total  . 1673 


Cases  pending  October  30,  1924  .  610 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
bearing. 

Third.  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear.  | 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order ;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 
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This  issue  of  the  Bulletin  contains,  in  the  order 
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The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  November 
5,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  November  5,  1924. 

Correction. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

James  P.  Holland  John  Dowd 

Henry  L.  Connell  Joseph  B.  Gunnison 

Fire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

Thomas  J.  Drennan . Fire  Commissioner 

Charles  Brady . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings,  Queens 

William  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 

Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon— Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

d  %  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter- 
ested  property  owners  opportunity  to  file  objections,  if  any. 
and  will  be  called  in  Room  919,  on  Wednesday,  November 
12,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  18,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  duDli- 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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New  Cases  Filed  Week  Ending  N ovember  6,  1924. 


Cal.  No. 

Department.  Premises  Affected. 

1303-24-S . . . 

. B.B.M. 

. .  240-246  W.  35th  st.,  Man. 

Alt.  360-1923. 

1302-24- A. . . 

. F.D.  .. 

..117  Beekman  st.,  Man. 

L.  C.  25430  L.  F.  56271. 

1301-24-S . . . 

. B.B.M. 

. .  202-204  W.  28th  st.,  Man. 

Alt.  449-1924. 

1300-24-A. .  . 

. F.D.  .. 

. .  20-22  Bogart  st.,  Bklyn. 

F-64950. 

1299-24-S . . . 

. B.B.M. 

..  159-161  Varick  st.,  Man.^_ 

Alt.  2325-1923. 

1298-24-SA. . 

. F.D.  .. 

. .  Continental  Oil  Burner. 

Appliance. 

1297-24-SA. . 

. F.D.  .. 

..  1102  Myrtle  Ave.,  Bklyn. 

Decision. 

1296-24-SA. . 

. F.D.  .. 

. .  Chalmers  Oil  Burner. 

Appliance. 

1295-24-SA.. 

. F.D.  .. 

. .  A.  B.  C.  Oil  Burner. 

Appliance. 

1294-24-BZ. . 

. B.B.Bx. 

.2385-2389  Grand  Concourse,  Bx. 

Alt.  343-1924. 

1293-24-BZ.. 

. B.B.Bx. 

.  967  Aldus  st.,  Bronx.  _ _ 

Alt.  582-1924. 

1292-24-S. . . 

. B.B.M. 

. .  225-241  West  34th  st.,  Man.^ 

N.  B.  244-1924. 

1291-24-A. . . 

. F.D.  .. 

. .  229  East  9th  st.,  Man. 

L.  C.  24505. 

1290-24-BZ. . 

. B.B.B.  , 

...1921-1931  Neck  Rd„  Bklyn. 

Applic.  20207-1924. 

1289-24-BZ. . 

. B.B.R. 

.  ..N.  W.  C.  Vulcan  st.  &  Olympia 

ave.,  Rich.  N.  B.  2010-1924. 

1288-24-A. . . 

. F.D.  .. 

. .  648  Broadway,  Man. 

L.  C.  25970. 

— r 

Restored 

to  Calendar. 

598-24-S. . . 

. H.D.  .. 

.  .  168  21st  st.,  Bklyn. 

Sanitary  Certificate. 

1279-23-S . . . 

...B.B.M.  .. 

. .  229-233  7th  ave.,  Man. 

Variation  of  Labor  Law. 

487-23-S . . . 

. F.D.  .. 

. .  25  West  45th  st.,  Man. 

L.  F.  44323  &  44322. 

CODE. 

F.D . 

H.D . 

B.B.B . 

...Bureau  of  Buildings,  Brooklyn 

B.B.Bx . 

B.B.M . 

.  Bureau  of  Buildings,  Manhattan 

b.b.q . 

B.B.R . 

.Bureau  of  Buildings,  Richmond 

T.H.D . 

...Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR. 

Wednesday,  November  12,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

864-24-BZ. 

APPLICANT — Joseph  A.^  Walsh,  for  Benjamin  Dinerman, 
owner. 

PREMISES — 1605-1615  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than  , 
five  (5)  motor  vehicles. 

938-24-BZ. 

APPLICANT — Edward  M.  Adelsohn,  for  Michael  V. 
Woods,  owner. 

PREMISES — 1730-46  67th  street,  Brooklyn, 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1032-24-BZ. 

APPLICANT — Emil  Guterman,  for  Mattie  Orlando,  owner. 
PREMISES — 344  Webster  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 

two  (2)  garages  for  the  storage  of  four  (4)  pleas-  I 
ure  motor  vehicles,  three  (3)  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises. 

1089-24-BZ. 

APPLICANT — Richard  J.  Cullinan,  for  Zengendal  Realty 
Company,  owner. 

PREMISES— 529-533  West  134th  street  and  532  West  135th 
street,  Manhattan. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1154-24-BZ. 

APPLICANT — Colonial  Laundry,  Inc.,  owner. 

PREMISES — 16-20  Lexington  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  factory  building. 

1298-23-BZ.  | 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles, 

1173-24-BZ. 

APPLICANT — George  Hoffmann,  owner. 

I  I 

PREMISES— West  side  of  Lafayette  avenue,  126  ft.  south 
of  Cooper  avenue,  Glendale,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1257-24-BZ. 

APPLICANT — Jamaica  Water  Supply  Co.,  owner. 

PREMISES — East  side  of  West  Dunton  avenue,  348  ft. 

south  of  Epson  Course,  Holliswood,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  water  supply  tower ;  also  to 
erect  an  additional  tower, 
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BOARD  OF  APPEALS. 

Wednesday,  November  12,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

929-24- A— 612  Fifth  avenue,  Manhattan. 

1000-24-A — 78-80  Walker  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1 103- 24-A — 24  West  Cherry  avenue,  Flushing,  L.  I.,  Queens. 

1104- 24- A — 159-11  Shore  Acres  boulevard,  Whitestone, 

Queens. 

1110-24-A — 208  East  63rd  street,  Manhattan. 

1118-24-A — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1 167-24-A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Wednesday  morning,  November  12,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  972-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  applicants,  on  behalf  of  Edward 
R.  and  Edward  L.  Finch,  trustees^  for 
A.  R.  Finch,  owner,  to,  permit  in.  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1273  Cromwell  avenue,  The 
Bronx. 

cal.  no.  1116-24-BZ — Application,  September  11,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rob¬ 
ert  C.  Schock,  owner,  to  permit  in  a 
business  district  the  alteration  and  en¬ 
largement  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  2906-08  Broadway,  Manhat¬ 
tan. 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street.  Brooklyn. 

cal.  no.  1058-24-BZ — Application,  August  21.  1924.  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart.  architect,  on  behalf  of  Bes¬ 
sie  Gerstenfield.  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
nremises  1123  Kelly  street  and  1124 
Intervale  avenue,  The  Bronx. 


cal.  no.  1063-24-BZ — Application,  August  22,  1924,  under 
the  building  zone  resolution,  of  Frank 
House,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  four  (4)  pleasure  motor  ve¬ 
hicles,  two  (2)  spaces  rented  to  per¬ 
sons  not  residing  on  the  premises ; 
premises  339-341  Olmsted  place,  Glen¬ 
dale,  Queens. 

Willlam  E.  Walsh,  Chgirman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING.  IV. 

Wednesday,  November  12,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A— 509-517  West  street,  Manhattan. 

965-24-A — 489  Park  avenue,  Manhattan. 

478-24-A — 1600  Broadway,  Mlanhattan. 

854-24-A — 6-8  East  1st  street,  Manhattan. 

956-24-A — 50  East  41st  street,  Manhattan. 

975-24-A— 312-316  East  95th  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

1053-24-A — 399-401  Concord  avenue,  The  Bronx. 

1093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Wednesday  afternoon,  November  12,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  908-24-BZ — Application,  July  9,  1924,  under  the 
building  zone  resolution,  of  William  F. 
Doyle,  applicant,  on  behalf  of  George 
W.  McAdam,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  east  side  Jerome  avenue,  100 
ft.  north  of  Clifford  place,  The  Bronx. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 
Brooklyn. 

cal.  no.  748-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil- 
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liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north, 
The  Bronx. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
owner,  Allan  D.  Emil,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  811-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no.  787-24-BZ — Application,  June  10,  1924,  under  the 
building  zone  resolution,  of  Archibald 
J.  McKinney,  applicant,  on  behalf  of 
Andrew  Lewnes  and  M.  K.  Venechaner- 
kay,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of 
a  building,  the  first  story  to  be  used 
for  business  purposes ;  premises  345-347 
Ocean  avenue,  northeast  corner  of 
Woodruff  avenue,  Brooklyn. 

cal.  no.  825-24-BZ — Application,  June  19,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Phillipine 
Raub  and  D.  S.  W.  Building  Corpo¬ 
ration,  owners,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  18,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1187-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 8728  109th  street  and  8729  108th  street 

Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  anc 
extension  of  a  telephone  exchange  building. 

1195-24-BZ. 

APPLICANT — Philip  Bardes,  for  Frederich  Ochse,  owner 

PREMISES — 474-482  Sterling  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  anc 
extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

1198-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Esthetic  Realty 
Corp.,  owner. 

PREMISES — 187-191  Joralemon  street,  Brooklyn. 

TO  PERMIT  in  a  business  two  times  height  district  the 
erection  of  the  street  walls  of  a  building  to  i 
height  exceeding  the  limit  required  by  the  zone 
resolution. 

1204-24-BZ. 

APPLICANT — Charles  B.  Mteyers,  for  Stuyvesant  Fultor 
Co,.  Inc.,  owner. 

PREMISES — 1716-1728  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  mam 
tenance  of  a  garage  for  the  storage  of  more  that 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  18,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1009-24-A — 136  West  52nd  street,  Manhattan. 

1013-24-A— 753-755  Broadway  and  66-68  East  8th  street 
Manhattan. 

1022-24-A — 202-210  West  89th  street,  Manhattan. 

1029-24-A — Foot  of  West  48th  street  and  North  River 
Pier  No.  88,  Manhattan. 

1043-24-A — East  side  of  Second  avenue,  between  41st  anc 
42nd  streets,  Brooklyn. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

1052-24-A— 671-677  Eighth  avenue  and  300-302  West  43rc 
street,  Manhattan. 

1059-24-A — 234  Wooster  street,  Manhattan. 

1061-24-A — 1961-1969  Broadway  and  143  West  66th  street 
Manhattan.  • 

Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal; 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  November  18,  1924,  a' 

10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1372-23-BZ — Application,  October  3,  1924,  undei 
the  building  zone  resolution,  of  Phili; 
J.  Sinnott,  applicant,  on  behalf  o! 
Alexander  Fox,  owner,  previously  de 
nied,  to  permit  in  a  busings  district  the 
erection  and  maintenance  of  a  garag< 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 
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cai..  no.  1111-24-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Irene  N.  Collerd,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  northwest  corner  of 
East  189th  street  and  Washington  ave¬ 
nue,  The  Bronx. 

;al.  no.  1152-24-BZ — Application,  September  19,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
*  a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

;al.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

;al.  no.  415-24-BZ — Application,  March  20,  1924,  under  the 
building  zone  resolution,  of  Harold 
Birkmire,  applicant,  on  behalf  of 
Pieper’s  Garage,  Inc.,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  225-229  St.  Nicholas  avenue, 
Manhattan. 

al.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

al.  no.  1157-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Meyer 
Greenberg,  applicant,  on  behalf  of 
Alfred  J.  Howarth,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  (manufac¬ 
turing  extracts)  contrary  to  section  3, 
article  2  of  the  zone  resolution;  prem¬ 
ises  210  Parkville  avenue,  Brooklyn. 

'  al.  no.  751-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  Boris  W. 
Dorfman,  applicant,  on  behalf  of 
James  H.  Sheridan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  17-23  College  place, 
Brooklyn. 

al.  no.  977-24-BZ — Application,  July  28,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Rosa 
Eifinger,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 


rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1913  Ralph  street, 
Ridgewood,  Queens. 

cal.  no.  990-24-BZ — Application,  July  31,  1924,  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  architects,  on  behalf  of  Bernardo 
Affinito,  owner,  to  permit  in  a  business 
district  the  change  of  occupancy  from 
business  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1297-1301  Cromwell  avenue, 
The  Bronx. 

cal.  no.  922-24- BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  l-ll  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairmen. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  />.  m. 

Petitions  for  Variations. 

1097-24-S — 13  West  30th  street,  Manhattan. 

1109-24-S — 77-79  Beekman  street,  Manhattan. 

1114-24-S — 353-355  Fulton  street,  Brooklyn. 

1119-24-S — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan. 

780-24-S — 250-252  Bowery,  Manhattan. 

1150-24-S— 62  Vesey  street,  Manhattan. 

385-24- S — 2268  Second  avenue,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1106-24-S — 235  East  44th  street,  Manhattan. 

1126-24-S — 1358  Rockaway  parkway,  Brooklyn. 

1133- 24-S— 24-26  West  40th  street,  Manhattan. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1134- 24-SA — Peerless  Automatic  Oil  Burner,  approval  of. 
1142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1001-24-SM — Genasco  Asphalt  Mastic  Floors,  approval  of. 
1279-23-S — 229-233  Seventh  avenue,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1074j24-A — 25  Levrich  street,  Winfield,  L.  I.  Queens. 
1105-24-A — 377  St.  Pauls  avenue,  Staten  Island,  Richmond. 
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1128-24-A — 613-619  East  83rd  street,  Manhattan. 

1136-24-A — 391-401  Leonard  street,  Brooklyn. 

1145-24-A — 72-78  Spring  street,  Manhattan. 

1147- 24-A — 492-498  Seventh  avenue,  Manhattan. 

1148- 24-A — 52-54  Watts  street,  Manhattan. 

1015-24-A — Certificate  of  Approval  for  Tank  Wagon. 

998-24-A — Permit  to  transport  benzol,  etc.,  in  drums  of 
110-gal.  capacity. 

1018-24-A — 116  Hudson  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

899-24-A— 101  West  78th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  25,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  162-24-BZ — Application,  January  31,  1924,  under  the 
building  zone  resolution,  of  Babetta 
Schulze,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
(2)  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the 
premises ;  premises  southwest  corner  of 
Sixteenth  avenue  and  27th  street,  Beech- 
hurst,  L.  I.,  Queens. 

CAL.  NO.  1021-24-BZ— Application,  August  11,  1924,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Schwartzman,  applicant,  on  behalf 
of  Polk  Construction  Company,  Inc., 
owner,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Jackson  avenue,  Queens. 

CAL.  NO.  1086-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  A.  Potter,  et  al.,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  east  side  of  Southern 
boulevard,  125  ft.  north  of  East  167th 
street,  The  Bronx. 

CAL.  no.  1068-24-BZ — Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

CAL.  NO.  1072-24-BZ— Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  John 
Klinger,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Intervale  avenue, 
240  ft.  south  of  East  167th  street,  The 
Bronx. 


cal.  no.  1084-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Damox  Homes  Corp.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  tc 
be  used  for  business  purposes;  prem¬ 
ises  north  side  of  Featherbed  lane,  17 
ft.  west  of  Macombs  road,  The  Bronx 
cal.  no.  1129-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Midwood  Theatre,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  alteratior 
and  extension  of  a  building  used  for 
theatre  and  store  purposes ;  premises 
1301-11  Avenue  J,  northeast  corner  of 
East  13th  street,  Brooklyn. 

cal.  no.  1090-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  Charles 
A.  Sandblom,  architect,  on  behalf  of 
Thesium  Amusement  Co.,  owner,  tc 
permit  in  a  residence  district  extending 
from  a  business  district,  the  erectior 
and  maintenance  of  a  building  to  be 
used  for  theatre  and  store  purposes 
premises  southeast  corner  of  Jamaica 
avenue  and  175th  street,  Queens. 
cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  So 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis 
trict  the  erection  and  maintenance  of  £ 
building  to  be  used  for  theatre  anc 
store  purposes;  premises  130-134  Dyck 
man  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  25,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

33 1-24- A — 508-534  West  212th  street,  Manhattan. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave 
nue,  Brooklyn. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24-A— 626-630  West  44th  street  and  611-641  West  43rc 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan. 

752-24- A — 25-27  Third  avenue,  Manhattan. 

1229-24-A — 923  Franklin  avenue,  Brooklyn. 

Under  the  Building  Zoyic  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeal 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  November  25,  1924,  a 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  th< 
building  zone  resolution,  of  John  J 
Dunnigan,  applicant,  on  behalf  of  Hesi 
Realty  Co.,  Inc.,  owner,  to  permit  in  ; 
business  district  the  erection  and  main 
tenance  of  a  garage  for  the  storage  o 
more  than  five  (5)  motor  vehicles 
premises  1101-1109  Union  avenue,  Thi 
Bronx. 
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cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szcrlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises ;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  835-24-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  no.  919-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

cal.  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  233-24-BZ — Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Oscar 
Goldschlag,  architect,  on  behalf  of 
Broad  Holding  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Roosevelt  avenue  and  Lee  avenue, 
Queens. 

cal.  no.  942-24-BZ— Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1005-24-A — 116  West  14th  street,  Manhatan. 
1064-24-A — 383  Concord  avenue,  The  Bronx. 


1120-24- A — 65-67  Duane  street,  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

11 32-24- A — 648  Broadway,  Manhattan. 

1137-24- A — 1600  Broadway,  Manhattan. 

1151-24-A — 425  West  130th  street,  Manhattan. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

1 158-24-A-^75  Spring  street,  Manhattan. 

1073-24-A — 507-513  West  50th  street,  Manhattan. 

1 166-24-A — North  side  Bradford  avenue  (41st  street),  350 
ft.  west  of  Lawrence  street,  Flushing, 
Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  2,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  993-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

cal.  no.  1131-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  New 
Bensonhurst  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2362-84  86th  street, 
southeast  corner  of  Twenty-fourth  ave¬ 
nue,  Brooklyn. 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  1087-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

cal.  no.  305-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to-  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 
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cal.  no.  759-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Wil¬ 
liam  Sherman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  16-24  Saratoga  avenue,  north¬ 
west  corner  of  Hancock  street,  Brook¬ 
lyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 

cal.  no.  889-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  James  J. 
Millman,  applicant,  on  behalf  of  D.  & 
B.  Auto  Painting  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  an  unrestricted  district  the  altera¬ 
tion  and  extension  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  105 
Underhill  avenue,  Brooklyn. 

cal.  no.  1041-24-BZ — Application,  August  16,  1924,  under 
the  building  zone  resolution,  of  330 
West  95th  Street  Corporation,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  from  a  storage  warehouse  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  156- 
166  West  End  avenue,  northeast  cor¬ 
ner  of  West  67th  street,  Manhattan. 

cal.  no.  1048-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  Sidney 

L.  Strauss,  applicant,  on  behalf  of  John 

M.  Charlton,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  156-160  16th  street,  Brooklyn 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  2,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1006-24-S — 738  Broadway,  Manhattan. 

1141-24-S — 473  Hudson  avenue,  Brooklyn. 

598-24-S — 168  21st  street,  Brooklyn. 

487-23-S — 25-33  West  45th  street,  Manhattan. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

1163-24-S — 29  Spruce  street,  Manhattan. 

1203-24-S — 380-2  Fulton  street  and  2-18  Smith  street 
Brooklyn. 

1206- 24-S — 59  Bank  street,  Manhattan. 

1207- 24-S — 105-107  Bank  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 


1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1192-24-SA — Kemp  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1004-24-A — 415  West  51st  street,  Manhattan 
1065-24-A — 410-424  Willoughby  avenue,  Brooklyn. 
1115-24-A — 123-129  Broad  street,  Manhattan. 

1135-24-A — 521-523  East  19th  street,  Manhattan. 
1140-24-A — 20  East  12th  street,  Manhattan. 

855-24- A — Northeast  corner  of  Maspeth  avenue  and  Gard¬ 
ner  avenue,  Brooklyn  (Bldg.  C). 
1039-24-A — '8919-8923  Fifth  avenue,  Brooklyn. 

1169-24-A — 8712  Eighteenth  avenue,  Brooklyn. 

1183-24-A — 421  West  154th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  9,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W,  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  792-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Anna 
Claussen,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  523  Ovington  ave¬ 
nue,  Brooklyn. 

cal.  no.  1112-24-BZ — Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
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storage  of -more  than  five  (5)  motor 
vehicles ;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 

ca..  no.  1028-24-BZ — Application,  August  13,  1924,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Emma  Fribourg,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  405-415  Montgomery 
street,  northwest  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue.  Brooklyn. 

William:  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 
785-24-A — 6118  Rockaway  Beach  boulevard,  Queens. 
976-24-A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24-A — 126  Fourth  avenue,  Manhattan. 

1184-24-A — North  side  Richards  street,  610  ft.  west  of 
Beard  street,  Brooklyn. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  16,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  833-24-BZ — Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  C.  S.  C. 
Holding  Corp.,  owner,  to  permit  in  a 
residence  district  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1301  Merriam  avenue,  The  Bronx. 
cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  793-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

cal.  no.  1094-24-BZ — Application,  September  3,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  one  (1)  commercial  mo¬ 
tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises ;  premises  27 
Delta  place,  Glendale,  Queens. 
cal.  no.  1107-24-BZ — Application,  September  8,  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behalf  of 
M.  Mary  Mariella,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes ;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Ryerson  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  NOVEMBER  5,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell,  Holland  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  October  28,  1924,  and  the 
minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  October  28,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  45,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
975-24- A. 

APPELLANT — Burns-Langan  Fire  Prevention  Co.,  Inc., 
for  Realty  Builders  Corp.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 312-316  East  95th  street,  Man¬ 
hattan. 
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APPEARANCES— 

For  Appellant:  Janies  Langan. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  November  12,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


882-24-A. 

APPELLANT — Star  Brush  Mfg.  Co.  Inc.,  for  Bush  Ter¬ 
minal  Bldg.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 34  35th  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Tobias  Klein. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Hol¬ 


land  .  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  .  l 


957-24-A. 

APPELLANT — Independent  Aetna  Sprinkler  Co.,  for  L. 
Nachtigal,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 766  East  133rd  street,  The 
Bronx. 

APPEARANCES— 

For  Appellant:  L.  J.  Frantz. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Hol¬ 


land  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon  .  i 

THE  RESOLUTION: 

(957-24-A) 


Whereas,  Independent  Aetna  Sprinkler  Co.,  for  L. 
Nachtigal,  owner,  filed,  July  22,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  766  East  133rd  street,  The 
Bronx ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B. 
App.  No.  1213-24,  dated  July  18,  1924,  reads: 

“1 — Supply  must  be  two  source  consisting  of  a  grav¬ 
ity  tank  and  a  pressure  tank.” ; 

and 

Whereas,  the  building  is  fireproof,  one  story  in  height, 
25  ft.  by  95  ft.  in  area;  OCCUPIED  for  the  manufacture 
of  manicure  articles,  25  persons  employed ;  and 

Whereas,  appellant  proposes  to  install  a  one  source 
sprinkler  system  with  a  4  in.  connection  to  the  12  in. 
main  in  East  133rd  street,  where  there  is  a  pressure  of 
45  pounds;  and  contends  that  in  the  largest  area  on  the 
1st  floor  there  are  29  sprinkler  heads,  6  in  the  vault,  7 
in  the  basement  (boiler  room),  a  total  of  42  heads. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  far  as  it  affects  the  existing  structure,  on 
condition  that  it  shall  not  be  increased  in  height  or  area; 
that  the  sprinkler  system  shall  be  supplied  by  not  less 
t  lan  a  4  in.  connection  to  city  main  fed  independently 
two  ways ;  and  that  the  sprinkler  rules  shall  be  complied 
with  in  all  other  respects. 


971-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  American  Railway  Express 
Co.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREAIISES  AFFECTED — 219  East  42nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 


Holland  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  l 


THE  RESOLUTION: 

(971-24-A) 

Whereas,  Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  American  Railway  Express  Co.,  owner,  filed, 
July  25,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  219 
East  42nd  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
21,  1924,  No.  24273-LC,  reads: 

“1.  Order  No.  57054-F  pending  against  building 
must  be  complied  with ; 

“(1)  Provide  a  separate  and  distinct  system  of  Au¬ 
tomatic  Sprinklers  throughout  building,  etc.” ; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in 
height,  125  ft.  by  200  ft.  in  area ;  OCCUPIED  as  stable 
and  electric  truck  storage  and  repair,  229  persons  in  the 
entire  building;  means  of  EGRESS  consisting  of  three 
interior  stairways  and  two  exterior  stairways;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  six  standpipe  risers,  two  in  the  fire  towers  and  four 
in  the  open  lofts  with  two  5,000  gallon  gravity  tanks  on 
the  roof ;  that  the  building  is  also  equipped  with  fire  alarm 
system,  and  fire  drills  are  conducted. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  dismissed  on  condition  that  the  stable  oc¬ 
cupancy  shall  be  removed  from  the  structure;  that  all 
hay  and  straw  shall  be  removed  within  ten  days ;  and  that 
open  rumvays  shall  be  sealed  up. 


981-24-A. 

APPELLANT — Brown,  Wheelock,  Harris  &  Vought, 
for  Jacob  Lorillard,  Esq.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 77-81  Wooster  street  and 
391-393  West  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  B.  H.  Belknap. 

For  Administration:  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  T9  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 

Holland  .  6 

Absent:  Fire  Chief  Kenlon .  1 

THE  RESOLUTION: 

(981-24-A) 


Whereas,  Brown,  Wheelock,  Harris,  Vought  &  Co.,  for 
Jacob  Lorillard,  owner,  filed,  July  29,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  77-81  Wooster  street  and  391-3 
West  Broadway,  Manhattan;  and 
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Whereas,  the  order  of  the  fire  commissioner,  No.  61689- 
F,  dated  July  8,  1924,  reads: 

“1.  Provide  an  approved  gas  shut-off  valve,  installed, 

*  *  *  ” . 

•  9 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  55  ft.  by  200  ft.  in  area.  OCCUPIED:  1st -floor, 
paper  box  manufacturing,  65  persons;  2nd  floor,  paper  box 
manufacturing,  35  persons ;  3rd  floor,  braid  mills,  25  persons ; 
4th  floor,  jewelry  boxes,  55  persons;  5th  floor,  silk  works, 
10  persons ;  6th  floor,  doll  manufacturer,  25  persons ; 
equipped  with  a  sprinkler  system ;  and 

Whereas,  appellant  contends  that  there  are  three  gas 
mains  entering  the  building,  two  3  in.  lines  from  West 
Broadway  and  one  3  in.  line  from  Wooster  street;  that 
there  is  a  sprinkler  head  on  the  Wooster  street  side  5 
ft.  from  the  point  on  which  gas  main  enters  the  build¬ 
ing,  and  on  the  West  Broadway  side  two  sprinkler  heads 
within  5  ft. ;  that  the  automatic  shut-off  valve  operates  at 
225  degrees,  and  the  sprinkler  heads  at  165  degrees ;  and 
that  the  shut-off  valves  would  therefore  never  operate  au¬ 
tomatically. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


986-24-A. 

APPELLANT — James  Kearney,  for  Seventh  Avenue  and 

35th  Street  Corporation,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 463-467  Seventh  avenue  and 
153  West  35th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  James  Kearney  and  John  Cald¬ 
well  Myers. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 


Holland  .  6 

Negative  .  0 

Absent:  Fire  Chief  Kenlon .  1 


THE  RESOLUTION: 

(986-24-A) 

Whereas,  James  Kearney,  for  Seventh  Avenue  and  35th 
Street  Corp.,  owner,  filed,  July  31,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  463-467  Seventh  avenue  and 
153  West  35th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B. 
App.  13-24,  dated  July  24,  1924,  reads: 

“3.  The  building  being  over  250  feet  in  height,  an 
8  in.  riser  must  be  provided.”; 
and 

Whereas,  the  building  is  fireproof,  21  stories  in  height, 
98  ft.  9  in.  by  200  ft.  in  area;  OCCUPIED  as  stores,  show 
rooms,  25  per  cent  floor  area  used  for  manufacturing,  135 
persons  per  story,  the  building  being  259  ft.  in  height; 
equipped  with  a  standpipe  system  with  6  in.  risers ;  and 

Whereas,  appellant  contends  that  the  building  is  only 
259  ft.  in  height,  and  that  the  height  of  the  top  story 
hose  outlet  is  252  ft. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  only  so  far  as  it  affects  the  building  as  pro¬ 
posed  in  this  appeal  as  to  height  and  area,  on  condition 
that  the  building  shall  be  equipped  with  an  approved  two- 
source  sprinkler  system ;  and  that  the  standpipe  regulations 
shall*  be  complied  with  in  all  other  respects. 


988-24-A. 

APPELLAN  T — William  Higginson,  for  Gowanus  Real¬ 
ty  Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — lOO-ilO  8th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant:  Henry  Kolb. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 


Holland  .  6 

Negative  .  o 

Absent:  Fire  Chief  Kenlon .  l 

THE  RESOLUTION: 

(988-24-A) 


Whereas,  William  Higginson,  for  Gowanus  Realty  Co., 
Inc.,  owner,  filed,  July  21,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  100  to  110  8th  street,  Brooklyn;  and  . 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
July  17,  1924,  reads: 

“N.  B.  Application  No.  714-24 : 

“3.  A  4  in.  regulation  standpipe  system  must  be  in¬ 
stalled  throughout  the  entire  premises,  fed  from  a 
gravity  tank  of  at  least  3500  gallons  capacity,  bottom 
to  be  20  ft.  above  the  roof,  all  according  to  the  Rules 
of  the  Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  100  ft.  by  110  ft.  in  area;  OCCUPIED  as  a  ga¬ 
rage;  and 

Whereas,  appellant  contends  that  it  is  the  intention 
to  install  a  sprinkler  system  covering  this  building  and 
three  adjoining  buildings,  the  system  to  be  fed  from  street 
mains  on  8th  street  and  Second  avenue  with  a  pressure 
of  48  pounds,  these  mains  to  be  fed  from  two  separate 
mains,  and  requests  acceptance  of  this  system. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  far  as  it  includes  the  installation  of  a 
3,500-gallon  gravity  tank,  on  condition  that  the  standpipe 
equipment  complies  with  the  rules  in  all  other  respects; 
that  an  additional  hose  outlet  shall  be  installed  at  the  8th 
street  entrance  of  this  structure;  and  that  the  building 
shall  not  be  increased  in  height  or  area. 


995-24-A. 

APPELLANT — Brown,  Wheelock,  Harris,  Vought  & 
Co.,  Inc.,  for  Gold-Beekman  Corp.,  owner. 
SLTBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 61  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  B.  H.  Belknap. 

For  Administration:  Inspector  Maher  of  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 

Holland  .  6 

Absent:  Fire  Chief  Kenlon .  i 

THE  RESOLUTION: 

(995-24-A) 


Whereas,  Brown,  Wheelock,  Harris,  Vought  &  Co., 
Inc.,  for  Gold-Beekman  Corporation,  owner,  filed,  Au¬ 
gust  1,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  61 
Beekman  street,  Manhattan ;  and 


1381 


MINUTES 


Whereas,  the  order  of  the  fire  commissioner,  dated  July 
11,  1924,  reads: 

“Order  No.  61953-F : 

“1.  Provide  an  approved  gas  shut  off  valve  installed, 
arranged  and  equipped  as  provided  for  in  the  Rules 
of  the  Board  of  Standards  and  Appeals,  adopted  Janu¬ 
ary  11th,  1924.  Said  valve  to  be  attached  to  the  gas 
supply  pipes  on  the  inside  of  the  building  at  a  point 
where  said  pipes  enter  the  building  before  they  reach 
the  gas  meters,  which  valve  shall  shut  off  the  gas 
automatically  when  subjected  to  direct  contact  with 
fire  and  shall  also  be  connected  with  a  conspicuous 
and  conveniently  accessible  control  box  at  a  place  on 
the  exterior  of  the  building,  so  arranged  as  to  allow 
the  gas  supply  to  be  shut  off  by  the  officers  of  the 
Fire  Department  immediately  whenever  the  necessity 
arises.  Section  20a,  Chapter  12,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  22  ft.  by  98  ft.  in  area;  OCCUPIED,  stores,  of¬ 
fices  and  factory,  the  building  being  equipped  with  a 
sprinkler  system;  and 

Whereas,  appellant  contends  that  there  is  one  gas  main 
qoming  into  the  building  on  the  Beekman  street  side  and 
that  there  are  two  sprinkler  heads  within  4  ft.  of  the 
point  where  the  gas  main  enters,  and  that  the  valve 
would  operate  at  a  temperature  of  225  degrees  and  that 
the  sprinklers  would  operate  at  165  degrees  and  that  the 
shut-off  valve  would  never  operate  automatically. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1235-24-A. 

APPELLANT — Robert  D.  Kohn  and  Charles  Butler,  for 
A.  I.  Namm  &  Son,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 452-458  Fulton  street, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Robert  D.  Kohn  and  B.  Willett. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 

Holland  .  6 

Absent:  Fire  Chief  Kenlon .  1 


THE  RESOLUTION: 

(1235-24-A) 

Whereas,  Robert  D.  Kohn  and  Charles  Butler,  for 
A.  I.  Namm  &  Son,  owners,  filed,  October  16,  1924,  an 
appeal,  with  the  board  of  appeals,  from  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  452-458  Ful¬ 
ton  street,  Brooklyn ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
App.  No.  20230-1924,  dated  October  10,  1924,  reads : 

“1.  In  view  of  the  fact  that  elevator  pit  is  over 
store  and  escalator,  and  that  framing  as  shown  is 
insufficient  to  safely  support  elevator  and  counter¬ 
weight  and  impact  of  same  falling  from  roof,  this 
amendment  is  denied.” ; 

and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
90  ft.  by  71  ft.  in  area;  OCCUPIED  as  a  department  store 
and  offices ;  it  is  proposed  to  install  an  elevator  at  the 
southerly  corner  of  the  building  from  the  4th  story  to 
the  roof,  the  elevator  pit  being  situated  above  the  concrete 
slab  roof  of  the  escalator,  the  total  weight  of  the  car  being 
3,J00  pounds  and  the  distance  from  the  bottom  of  the 
pit  to  the  underside  of  the  car  at  its  highest  point  being 
54  ft.  3  in.,  and  the  weight  of  the  counterweights  being 
4,100  pounds;  and 


Whereas,  appellant  contends  that  the  installation  is  simi¬ 
lar  in  all  respects  to  a  great  many  elevators  installed 
throughout  the  city ;  that  all  necessary  safeguards  have 
been  provided;  the  car  and  counterweights  are  equipped 
with  an  approved  safety  device;  and  that  the  pit  has  been 
constructed  strong  enough  to  stand  an  impact  of  both  car 
and  counterweight,  falling  a  distance  of  about  10  ft. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


126-24-A. 

APPELLANT — Birdseye  Seafoods,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 128-132  White  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell  5 

Negative .  0 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon..  2 
THE  RESOLUTION: 

(126-24-A) 

Whereas,  The  Birdseye  Seafoods,  Inc.,  for  Harder  Realty 
&  Const.  Co.,  owner,  filed,  January  28,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  128-132  White  street,  Manhattan;  and 
Whereas,  appellant  has  failed  to  complete  his  papers,  al¬ 
though  duly  notified  so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


550-24-A. 

APPELLANT — James  Kearney,  for  Ballard  Oil  Equip¬ 
ment  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 416-430  East  47th  street, 
Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell...  5 

Negative  .  0 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(550-24-A) 

Whereas,  James  Kearney,  for  Ogden  Goelet  Estate, 
owner,  filed,  April  17,  1924,  an  appeal,  with  the  board  of 
appeals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  416-430  East  47th  street,  Manhattan;  and 

Whereas,  appellant  has  failed  to  complete  his  papers,  al¬ 
though  duly  notified  so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


1020-24-A. 

APPELLANT — 'Jacob  B.  Lindner,  for  Bertha  J.  Lind¬ 
ner,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 801  Avenue  P,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to 
withdraw — appeal  withdrawn. 

THE  VOTE  Tp  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell...  5 

Negative  .  0 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon...  2 


980-24-A. 

APPELLANT — Burns-Langan  Fire  Prevention  Co.,  for 
Realty  Builders  Corp.,  owner.  • 
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SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 320-322  East  95th  street, 


Manhattan. 

APPEARANCES— 

For  Appellant:  James  Langan. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and 

Holland  . 

Negative  . 

Absent:  Fire  Chief  Kenlon  . 


6 

0 

1 


BUILDING  ZONE  CASES. 

958-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Allan  D.  Emil, 
lessee. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for. 
the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED*— 355-381  Malbone  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Allan  D.  Emil. 

For  Opposition:  S.  Saliani  and  F.  R.  Serri. 

ACTION  OF  BOARD — Laid  over  to  November  12th, 
1924,  at  2  p.  m.,  on  request  of  objector’s  repre¬ 
sentative. 


233-24-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Broad  Holding 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Roose¬ 
velt  avenue  and  Lee  avenue,  Woodside,  Queens. 

APPEARANCES — 

For  Applicant:  Oscar  Goldschlag. 

For  Opposition:  Frank  H.  Bradbury  and  Mrs. 

McKay. 

ACTION  OF  BOARD — Laid  over  to  November  25th, 
1924,  at  'i  p.  m.,  on  request  of  applicant — for 
final  disposition. 


1054-24-.BZ. 

APPLICANT — Wm.  F.  Doyle,  for  Joseph  A.  Lewin, 
dwner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
extending  from  an  unrestricted  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2201-17  59th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  James  F.  Kiernan,  George  A. 
Daniel,  George  B.  Elfast,  Philip  A.  Barrett, 
Dominick  Arista  and  Jane  Gray. 

ACTION  OF  BOARD — Laid  over  to  November  12th, 
1924,  at  2  p.  m.,  pending  inspection  by  commit¬ 
tee  of  the  board. 


811-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hattie  W.  Ayer, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 495-499  East  171st  street, 
The  Bronx. 


APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  Jacob  Feld. 

ACTION  OF  BOARD — Chairman  read  memorandum 
of  request  for  adjournment.  Laid  over  to  No¬ 
vember  12th,  1924,  at  10  a.  m.,  on  telephonic  re¬ 
quest  of  applicant. 


53-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Queensboro  In¬ 
vesting  Co.,  owner. 

SUBJECT — Application  for  amendment  of  area  fixed 
(re:  decision  of  superintendent  of  buildings)  to 
permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  Roose¬ 
velt  avenue  and  21st  street,  Elmhurst,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  November  12th, 
1924,  at  10  a.  m.,  pending  decision  on  amended 
plans. 


949-24-BZ. 

APPLICANT — Edward  J.  Ledogar,  for  Paul  Double, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
extending  from  a  business  district  the  altera¬ 
tion  and  extension  of  a  business  building  into 

q  rpcin  Pn  PP  ni  Qtnrt  • 

PREMISES  AFFECTED— 146-09  Jamaica  avenue,  Ja¬ 
maica,  Queens. 

APPEARANCES— 

For  Applicant:  Edward  J.  Ledogar. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS' — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunniison,  Kennedy,  Holland,  Connell 


and  Fire  Chief  Kenlon  .  7 

Negative  .  ° 

Absent  . . .  ° 


THE  RESOLUTION: 

(949-24-BZ) 

Whereas,  Edward  J.  Ledogar,  for  Paul  Double,  owner, 
filed,  July  19,  1924,  an  application,  under  the  building 

zone  resolution,  to  permit  in  a  residence  district,  extending 
from  a  business  district,  the  alteration  and  extension  of  a 
business  building  into  a  residence  district;  premises  146- 
09  Jamaica  avenue  (Fulton  street),  north  side,  69  ft.  east 
of  Middletown  street,  Jamaica,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue  (Fulton 
street)  is  a  business  district  and  Middletown  street  and 
Sutphin  boulevard  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  12,  1924,  in  acting  on  Alt.  Application 
No.  677-24,  reads : 

“Extension  of  a  business  building  into  a  residence 
district  as  shown  on  plans  is  prohibited  by  the  zone 
law.” ; 

and 

Whereas,  the  proposed  extension  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  20 
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ft.  and  a  depth  of  73  ft. ;  to  be  occupied  for  business  pur¬ 
poses  ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision  c, 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
affecting  an  irregular  gore,  the  gable  walls  of  the  proposed 
extension  being  approximately  5  feet  and  li  feet  in  length, 
be  and  it  hereby  is  granted  on  condition  that  the  rear  and 
gable  walls  within  the  residence  area  district  shall  be 
unpierced  throughout  their  entire  height  and  length,  with 
the  single  exception  of  an  emergency  doorway  not  ex¬ 
ceeding  3  feet  8  inches  by  8  feet  in  height ;  and  that  the 
building  zone  requirements  shall  be  complied  with  in  all 
other  respects. 


688-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Julius  Hoehne 
and  Samuel  Kaplan,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 155-161  Marion  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell  and 


Fire  Chief  Kenlon .  6 

Negative  .  0 

Absent:  Mr.  Dowd  .  1 


THE  RESOLUTION: 

(688-24-BZ) 

Whereas,  William  F.  Doyle,  for  Julius  Hoehne,  owner, 
filed,  May  19,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  155-161  Marion  street,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Marion  street  and  Chauncey  street 
are  residence  districts  and  Ralph  avenue  is  a  business  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  28,  1924,  in  acting  on  Application  No.  9200- 
24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3.  A  public  garage  in  a  residential 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80.3  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
be  restricted  to  a  one-story  building  of  flat  roof  design 


and  construction;  that  the  rear  and  gable  walls  be  unpierced 
throughout  their  entire  height  and  length;  that  no  skylights 
installed  shall  be  within  20  ft.  of  the  rear  or  gable  walls 
and  any  skylights  installed  shall  be  glazed  with  plain  glass, 
protected  with  wire  guards  above  and  below;  that  there 
shall  be  no  roof  signs  erected  or  maintained  on  these 
premises ;  that  there  shall  be  no  advertising  display  on  the 
front  of  the  building  of  any  nature  or  description,  other 
than  one  projecting  sign  not  exceeding  in  dimensions  2 
feet  by  6  feet;  that  the  front  elevations  shall  be  finished  in 
face  brick  with  architectural  terra  cotta  or  stone  trim¬ 
mings,  or  finished  cement  stucco;  that  the  brick  work  shall 
be  laid  out  in  panel  design;  that  the  sills  of  any  windows 
installed  on  the  front  of  the  building  shall  not  be  less  than 
5  feet  above  the  sidewalk  level ;  that  a  return  of  the  fin¬ 
ished  architectural  design  shall  be  made  to  this  board  for 
approval,  before  submitting  same  to  the  superintendent  of 
buildings  for  his  consideration  ; 

Resolved,  farther,  that  all  permits  necessary  for  the  pros- 
.  ecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


1130-24-BZ. 


APPLICANT — Edward  P.  Doyle,  for  G.  &  G.  Develop¬ 
ment  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
extending  from  a  business  district  the  erection 
and  maintenance  of  a  business  building. 

PREMISES  AFFECTED — South  side  Grand  avenue, 
50  feet  west  of  Alburtis  avenue,  Corona,  Queens. 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland,  Connell  and 

Fire  Chief  Kenlon  .  6 

Negative .  o 

Absent:  Mr.  Dowd  .  l 


THE  RESOLUTION: 

(1130-24-BZ)  * 

Whereas,  Edward  P.  Doyle,  for  G.  &  G.  Development 
Co.  owner,  filed,  September  15,  1924,  an  application  under 
the  building  zone  resolution,  to  permit  in  a  resjdence  dis¬ 
trict  extending  from  a  business  district  the  erection  and 
maintenance  of  a  business  building ;  premises  south  side  of 
Grand  avenue  50  ft.  west  of  Alburtis  avenue,  Corona, 
Borough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  avenue  is  a  business 
district  and  Lake  street  (41st  avenue)  and  Alburtis  ave¬ 
nue  are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  29,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  15017-24,  reads  : 

“The  erection  of  a  business  building  extending  into  a 
residence  district  is  contrary  to  Art.  2  Sect.  3  of  the 
Zone  Law.”; 

and 

V  hereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  50 
feet  and  a  depth  of  140  feet ;  to  be  occupied  as  stores,  of¬ 
fices  and  dance  hall ;  and 

Whereas,  under  the  provisions  of  section  7  subdivision  C 
the  board  is  empowered  to  act. 
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Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  gable  walls 
within  the  residence  area  of  this  plot  be  unpierced;  that 
there  shall  be  no  commercial  exit  or  entrance  on  the  Lake 
street  front ;  that  the  door  opening  on  the  Lake  street  front 
shall  be  restricted  to  a  width  not  exceeding  3  feet  8  inches 
by  8  feet  in  height ;  that  there  shall  be  no  commercial  or 
advertising  display  of  any  nature,  description  or  design 
permitted  on  the  Lake  street  front  of  the  structure;  that 
other  openings  on  the  Lake  street  front  shall  be  restricted 
to  windows  glazed  with  translucent  glass ;  and  that  all  per¬ 
mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  months  and  the  building  completed 
within  eighteen  months  from  the  date  of  this  action. 


569-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Akiba  Margolin, 
owner. 

SUBJECT — Application  of  Louis  A.  Sheinart  (re:  decision 
of  superintendent  of  buildings)  to  permit  partly  in  a 
business  district  and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 808-816  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Louis  A.  Sheinart. 

For  Opposition:  John  O’Leary,  James  A.  Keegan, 
Sadie  Cohen,  Morris  S.  King,  Mary  Smith, 
Charles  Goetz,  Frank  Campanale,  Frances  A. 


Maher  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  and  Holland  .  3 

Negative:  Mr.  Gunnison,  Mr.  Connell  and 

Fire  Chief  Kenlon .  3 

Absent:  Mr.  Dowd  .  1 

THE  RESOLUTION: 

(569-23-BZ) 


Whereas,  Louis  A.  Sheinart,  for  Dorothy  Bass,  owner, 
filed,  May  10,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  808-816  Coney  Island  avenue,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district  and  Ditmas  avenue  and  Cortelyou  road 
are  residence  districts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  27,  1923,  in  acting  on  N.  B.  Application 
No.  2828-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion  Art  II,  Sec.  4.  A  public  garage  for  more  than 
5  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  120 
feet  4  inches  and  a  depth  of  145  feet  10  inches;  to  be  occu¬ 
pied  as  a  garage  for  more  than  5  motor  vehicles ;  and 
Whereas,  similar  application  Calendar  No.  750-29-B2  and 
8T3-22-B2  were  denied  by  the  board  and  there  was  oppo¬ 
sition  to  the  granting  of  the  application  on  the  part  of  neigh¬ 
boring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


1 060-24- BZ. 

APPLICANT — Edward  P.  Doyle,  for  David  M.  Neuschtat, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFPECTED — 2001-2011  Cropsey  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  L.  G.  Kissler,  James  F.  Kiernan 


and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison,  Holland  and  Connell .  5 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION: 

(1060-24-BZ) 


Whereas,  Edward  P.  Doyle,  for  David  M.  Neuschtat, 
owner,  filed,  August  22,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  2001-2011 
Cropsey  avenue,  Brooklyn ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  20th  avenue  and  Cropsey 
avenue  are  business  districts  and  Bay  25th  street  is  a  resi¬ 
dence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  12,  1924,  in  acting  on  Application  No. 
16207-24,  reads: 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  is  con¬ 
trary  to  Art.  II,  Sec.  4  of  the  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  160 
feet  and  a  depth  of  96  feet  10)4  inches ;  to  be  occupied  as 
a  garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


912-24-BZ. 

APPLICANT — John  DeHart,  for  John  J.  Dooley,  lessee. 
SUBJECT — Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1501-1509  Jerome  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  John  DeHart. 

For  Opposition:  Uone. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell  . .  5 


Negative .  o 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon .  2 

THE  RESOLUTION: 

(912-24-BZ) 


Whereas,  John  DeHart,  for  Estate  of  Victoria  Landt, 
et.  ah,  owner,  filed,  July  10,  1924,  an  application,  under 
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the  building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  1501-1509  Jerome 
avenue,  Borough  of  The  Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  and  West 
172nd  street  are  business  districts  and  Inwood  avenue  is 
an  unrestricted  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  July  1,  1924,  in  acting  on  N.  B.  Application  No. 
2061-24,  reads : 

“Proposed  erection  of  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  con¬ 
trary  to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  114 
feet  8J4  inches  and  a  depth  of  100  feet,  irregular  in  area,  to 
be  occupied  as  a  garage  for  more  than  5  motor  vehicles ; 
and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses  and  the  whole  of  Jerome  avenue  running  north  be¬ 
ing  now  occupied  by  garages  or  permits  for  their  erection 
having  been  issued,  other  than  lots  64  and  65. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted ,  on  condition  that  tbe  building  be 
limited  to  a  one  story  structure  in  height,  of  flat  roof  de¬ 
sign  and  construction ;  that  the  rear  and  gable  walls  be  un¬ 
pierced  throughout  their  entire  height  and  length;  that  there 
be  no  vehicular  entrance  on  the  172nd  street  front  of  this 
structure  nor  within  30  feet  of  the  corner  of  Jerome  avenue; 
that  the  street  front  on  172nd  street  and  Jerome  avenue  be 
finished  in  face  brick  with  architectural  terra  cotta  or  stone 
trimmings,  of  attractive  architectural  design,  return  of 
proposed  design  to  be  made  to  this  board  for  approval  be¬ 
fore  submitting  same  to  the  superintendent  of  buildings ; 
that  any  gasoline  storage  equipment  installed  shall  be  lo¬ 
cated  at  the  extreme  northerly  end  of  the  Jerome  avenue 
front;  that  there  shall  be  no  signs  or  advertisement  display 
maintained  on  the  172nd  street  front  of  the  structure;  and 
that  all  permits  necessary  for  the  prosecution  of  the  work 
shall  be  obtained  within  nine  months  and  the  building  com¬ 
pleted  within  eighteen  months  from  the  date  of  this  action. 


821-24-BZ. 

APPLICANT — Richard  Deeves  &  Son,  Inc.,  for  Dewett 
Realty  Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  extending  from  an  unrestricted  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 460-462  West  129th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  R.  L.  Fairbairn. 

For  Opposition:  None,. 

ACTION  OF  BOARD — Application  reopened  and  modifi¬ 
cation  granted. 

THE  VOTE  TO  MODIFY  RESOLUTION— 

Affirmative:  Chairman  Walsh,  Messrs.  Gunni¬ 


son,  Kennedy,  Holland  and  Connell .  5 

Negative  .  o 


Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION: 

(821-24-BZ) 

Whereas,  Lester  P.  Deeves,  for  Dewett  Realty  Co., 
owner,  filed,  June  19,  1924,  an  application,  under  the' build¬ 


ing  zone  resolution,  to  permit  the  extension,  from  an  un¬ 
restricted  district  into  a  business  district,  of  a  proposed 
garage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  460-462  West  129th  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  128th  street  and  West 
129th  street  are  unrestricted  districts  and  Convent  avenue 
is  a  business  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  16,  1924,  in  acting  on  N.  B.  Application  No. 
325-1924,  reads : 

“1.  No  part  of  a  Public  Garage  may  extend  into  a 
business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  two  stories  in  height  on  128th  street  and  one 
story  in  height  on  129th  street,  with  a  frontage  of  19 
ft.  6)4  in.  on  128th  street  and  a  depth  of  50  ft.  6)4  in.  on 
129th  street ;  to  be  occupied  as  a  garage  for  more  than  five 
motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7A  and  B 
the  board  is  empowered  to  act ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  September  23,  1924,  on  certain  conditions  and 
applicant  requested  a  modification  of  these  conditions. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
structure  as  proposed — one  story  and  two  stories  as  indi¬ 
cated  on  the  plans  filed  in  this  case — be  erected  fireproof ; 
that  the  easterly  gable  wall  be  unpierced  throughout  its 
entire  height  and  length;  that  there  be  no  opening  of  any 
nature  or  description  within  the  business  area ;  that  there 
be  no  skylight  installed  within  the  business  area;  that  the 
requirements  of  the  building  zone  resolution  be  complied 
with  in  all  other  respects ;  that  all  permits  necessary  for 
the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


AREAS  FIXED. 

(1180-24-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Edward  P.  Doyle,  requesting  the  board  to  fixe  the  area  of 
notification  deemed  affected,  by  erection  of  business  build¬ 
ing  to  a  height  in  excess  of  that  prescribed  by  the  zone  reso¬ 
lution  ;  premises  257-9-261  Madison  avenue,  Manhattan. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Mladison  avenue,  from  40th  street  to 
37th  street.  Both  sides  of  39th  street  from  a  point  200 
ft.  west  of  Madison  avenue  to  a  point  400  ft.  east  of 
premises  in  question. 


(008-24-BZ) 

The  Chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  east 
side  of  Jerome  avenue,  100  ft.  north  of  Clifford  place,  Bor¬ 
ough  of  The  Bronx. 

The  following  area  was  approved  bv  the  board  : 

Both  sides  of  Jerome  avenue  from  Featherbed  lane 
to  a  point  200  ft.  north  of  proposed  garage.  The  north 
side  of  Clifford  place  from  Terome  avenue  to  Town¬ 
send  avenue,  also  the  west  side  of  Townsend  avenue 
from  Clifford  place  to  a  point  250  ft.  north  of  Clifford 
place. 


Adjourned  2.15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

WEDNESDAY  AFTERNOON,  NOVEMBER  5,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd, 
Gunnison,  Holland,  Connell,  Deputy  Fire  Commissioner 
Hannon,  Superintendents  Reville  and  Moore. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  October  21, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  44, 
Vol  IX. 


ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 


ing  December  2,  1924,  at  2  p.  m. 

OTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Reville  and  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  McDermott  .  5 


PETITIONS  FOR  VARIATIONS. 

145-24-S. 

PETITIONER— A.  R.  Beck,  for  De  Kalb  Company. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 113-115  East  118th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Thomas  B.  Bryan. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1924, 
at  2  p.  m.,  on  request  of  petitioner. 


982-24-S. 

PETITIONER — New  York  Yellow  Cab  Co.,  Sales  Agency, 
Inc.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 614-618  West  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  Levine. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1924, 
at  2  p.  m.,  on  request  of  petitioner. 


888-24-S. 

PETITIONER — Western  Electric  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 455-465  West  street,  55-77  Be- 
thune  street,  137-149  Bank  street  and  734-742  Wash¬ 
ington  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  C.  A.  Crandell. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1924, 
at  2  p.  m.,  pending  report  by  Insoector  Maher. 


602-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Heilner  &  Wolf, 
owners. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 15  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Request  for  reopening  laid  over 
to  November  18,  1924,  pending  report  from  In¬ 
spector  Maher  of  fire  department. 


598-24-S. 

PETITIONER— Levy  &  Berger,  for  Rocco  M.  Agoglia, 
owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  department  of  health. 
PREMISES  AFFECTED — 168  21st  street,  Brooklyn. 
APPEARANCES— None. 


487-23-S. 

PETITIONER — William  F.  Doyle,  for  Century  Holding 
Co.,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 25  to  33  West  45th  street,  Man¬ 
hattan 

APPEARANCES— 

For  Petitioner :  B.  H.  Becker. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 


ing  December  2,  1924,  at  2  p.  m. 

OTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Reville  and  Moore  .  8 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  McDermott  .  5 


1279 -23 -S 

PETITIONER — William  F.  Doyle,  for  Lower  Holding 
Company,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 229-233  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  William  F.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  November  18,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Reville  and  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  McDermott  .  5 


184-24-S. 

PETITIONER — Detmer,  Bruner  &  Mason,  Inc.,  lessee. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  decision  of  fire  commissioner. 

PREMISES  AFFECTED1 — 33  35th  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Request  to  reopen  denied 

THE  VOTE  TO  REOPEN— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 
intendents  Reville  and  Moore  .  8 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  McDermott  .  5 
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941-24-S. 

PETITIONER— Henry  S.  Lion,  for  Rogally,  Inc.,  lessee. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 716-720  Broadway,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Henry  S.  Lion. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Super¬ 


intendents  Reville  and  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Kleinert  and  McDermott  .  5 


THE  RESOLUTION: 

(941-24-S) 

Whereas,  Henry  S.  Lion,  for  Rogally,  Inc.,  lessee,  filed, 
July  17,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor  law 
as  cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  716-20  Broadway,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  47747- 
LD,  dated  June  11,  1923,  reads: 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  north  side  of  building  (front),  east  end  of  building, 
with  balconies  4  ft.  in  width  connected  by  stairways  not 
less  than  22  in.  wide,  placed  at  an  incline  of  not  more 
than  45  degrees,  extending  from  the  ground  to  the  high¬ 
est  story,  constructed  as  per  Section  273  of  the  Labor 
Law  *  *  *. 

“2.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  *  *  ; 

and 

Whereas,  the  building  is  frame,  three  stories  in  height, 
50  ft.  by  average  of  87  ft.  at  1st  story  and  50  ft,  by  46  ft. 
in  area  above.  OCCUPIED:  1st  story,  stores,  15  persons; 
2nd  story,  dress  manufacturer,  15  persons ;  3rd  story,  billiard 
parlor,  30  persons.  EXITS:  An  interior  wooden  stairway 
extending  from  1st  story  to  top  story  with  iron  ladder  to 
scuttle  in  roof ;  enclosed  in  metal  lath  and  plaster  partitions 
with  wooden  doors  at  openings ;  a  fire  escape  on  the  rear 
of  the  building  extending  from  3rd  story  to  roof  of  1st  story 
extension,  with  gooseneck  ladder  to  roof ;  with  non-fire- 
proof  windows  along  the  course  thereof ;  with  EGRESS  from 
the  termination  of  fire  escape  by  means  of  adjacent  extension 
roofs;  ROOFS  of  adjoining  buildings  are  at  same  level; 
and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  2  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  provided  from  the  top  story  hall  to  scuttle 
in  roof ;  denied  as  to  Item  No.  1. 


1034-24-S. 

PETITIONER — Henry  I.  Oser,  for  Squire  Estate,  Inc., 
Lessee. 

SUBJECT — Variation  from  the  requirements  .of  the 
labor  law  as  cited  in  a  decision  of  superintend¬ 
ent  of  buildings. 

PREMISES  AFFECTED— 252-254  West  38th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 


nell,  Superintendents  Reville  and  Moore  8 

Negative  . .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Kleinert  and  McDermott .  5 


THE  RESOLUTION: 

((1034-24-S) 

Whereas,  Henry  I.  Oser,  for  Squire  Est.,  Inc.,  lessees, 
filed,  August  14,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  252-254  West  38th  street, 
Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  App.  No.  787-24,  dated  July  31,  1924,  reads: 

“This  amendment  is  disapproved  with  the  following 
objection : 

“Windows  must  conform  to  Section  264  of  Labor 
Law.” ; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height,  50 
ft.  by  98  ft.  9  in.  in  area  at  the  1st  story,  and  50  ft.  by 
87  ft.  in  area  above;  OCCUPIED  as  stores  and  tenant  fac¬ 
tory,  90  persons  per  story ;  the  building  being  equipped  with 
a  sprinkler  system ;  there  are  windows  in  the  1st  and  2nd 
stories  on  the  street  front  with  glass  of  larger  area  than 
permitted  by  the  labor  law ;  and 

Whereas,  petitioner  contends  that  these  windows  are  to  be 
used  for  show  purposes  and  that  to  subdivide  them  would 
defeat  that  purpose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  windows  on  the  front  elevation  of  the  two 
(2)  lower  stories  on  condition  that  the  openings  shall  be 
equipped  with  approved  metal  frames  and  sash,  glazed  with 
polished  plate  glass  not  less  than  *4  in.  in  thickness  and 
that  the  requirements  of  the  labor  law  shall  be  complied 
with  in  all  other  respects. 


1035-24-S. 

PETITIONER — Henry  I.  Oser,  for  Paragon  Construc¬ 
tion  Co.,  owner. 

SUBJECT — Variation  from  the  requirements  of  the 
labor  law  as  cited  in  a  decision  of  superintend¬ 
ent  of  buildings. 

PREMISES  AFFECTED — 9-11  East  38th  '  street  and 
16  East  39th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Reville  and  Moore  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintend¬ 
ents  Brady,  Kleinert  and  McDermott...  4 

THE  RESOLUTION: 

(1035-24-S) 

Whereas,  Henry  I.  Oser,  for  Paragon  Construction  Co., 
owner,  filed,  August  14,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  9-11  East  38th  street  and  16 
East  39th  street,  Manhattan;  and 
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Whereas,  the  decision  of  the  superintendent  of  buildings, 
No.  537  of  1923,  dated  July  29,  1924,  reads: 

“This  amendment  is  disapproved  with  the  following 
objection : 

“8.  Fireproof  windows  may  be  of  plate  glass  at  least 
Ya  in.  thick,  but  no  light  of  same  may  exceed  720  square 
inches  in  area.  Sec.  264-7c,  Labor  Law.”; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
47  ft.  6  in.  by  197  ft.  6  in.,  irregular  in  area;  OCCUPIED 
as  stores,  showrooms  and  tenant  factory,  25  per  cent  manu¬ 
facturing,  90  persons  per  story ;  the  building  being  equipped 
with  a  sprinkler  system;  there  are  windows  in  the  1st,  2nd 
and  3rd  stories  on  the  street  front  with  glass  of  larger  area 
than  permitted  by  the  labor  law ;  and 

Whereas,  petitioner  contends  that  these  windows  are  to 
be  fised  for  show  purposes  and  that  to  subdivide  them  would 
defeat  that  purpose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  the  windows  on  the  three  (3)  lower  stories 
on  the  street  front,  on  condition  that  the  openings  shall  be 
equipped  with  approved  metal  frames  and  sash,  glazed  with 
polished  plate  glass  not  less  than  Ya  in-  in  thickness  and 
that  the  requirements  of  the  labor  law  shall  be  complied  with 
in  all  other  respects. 


1036-24-S. 

PETITIONER — Henry  I.  Oser  for  46-50  West  29th 
St.  Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED' — 46-50  West  29th  street, 
Manhattan. 

APPEARANCES— 

For  Petitioner:  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Deputy  Fire  Commissioner  Han¬ 


non,  Superintendents  Reville  and  Moore  9 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Brady,  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(1036-24-S) 


Whereas,  Henry  I.  Oser,  for  46-50  West  29th  Street 
Corporation,  owner,  filed,  August  14,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  46-50  West 
29th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  29,  1924,  in  acting  on  N.  B.  Application  No. 
621-1923,  reads: 

“2.  Fireproof  windows  may  be  provided  with  plate 
glass  not  less  than  Y  in.  thick,  but  no  light  of  which 
may  exceed  720  square  inches  in  area.  Section  264-7c, 
Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  14  stories  in  height, 
53  ft.  4  in.  by  98  ft.  9  in.  in  area  in  the  1st  story  and  53 
ft.  4  in.  by  88  ft.  9  in.  in  area  above;  OCCUPIED,  stores, 
showrooms  and  tenant  factory,  25  per  cent  manufacturing, 
100  persons  per  story ;  there  are  windows  in  the  1st,  2nd 
and  3rd  stories,  in  each  the  area  of  glass  exceeds  the  require¬ 
ments  of  the  labor  law;  and 

Whereas,  petitioner  contends  that  these  windows  are 
glazed  with  plate  glass  and  are  to  be  used  for  show  win¬ 
dows  only,  and  that  to  comply  with  the  letter  of  the  law 
would  defeat  the  purpose  for  which  they  are  intended. 


Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  the  three  (3)  lower  stories, 
on  condition  that  all  openings  shall  be  equipped  with  ap¬ 
proved  metal  frames  and  sash,  glazed  with  polished  plate 
glass  not  less  than  Ya  in.  in  thickness,  and  that  the  require¬ 
ments  of  the  labor  law  shall  be  complied  with  in  all  other 
respects. 


1051-24-S. 

PETITIONER — James  W.  Byrnes,  for  Wichert,  Inc., 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  oi 
fire  commissioner. 

PREMISES  AFFECTED — 54-60  Schenectady  avenue, 
1720-34  Atlantic  avenue,  Brooklyn. 

APPEARANCES— 

For  Petitioner:  James  W.  Byrnes. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Deputy  Fire  Commissioner  Han¬ 
non,  Superintendents  Reville  and  Moore  9 


Negative  .  o 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Brady,  Kleinert  and  McDermott .  4 

THE  RESOLUTION : 

(1051-24-S) 


Whereas,  James  W.  Byrnes,  for  Wichert,  Inc.,  owner, 
filed,  August  19,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  54-60  Schenectady  avenue  and  1720-34 
Atlantic  avenue,  Borough  of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
25,  1924,  reads : 

“1.  Arrange  the  fire  escape  on  the  east  side  of  build¬ 
ing  and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“Windows  on  course  not  fireproof  nor  self-closing. 
No  balcony  at  2nd  story.  No  stairway  to  ground.  Does 
not  extend  to  roof. 

“2.  Provide  an  additional  means  of  exit  from  the 
cellar,  said  exit  to  be  located  at  the  east  side  of  the 
building  in  accordance  with  the  provisions  of  Section 
271  of  the  Labor  Law. 

“3.  Extend  the  interior  stairway  at  the  southwest  side 
of  building  to  the  roof,  as  per  Section  271  of  the  Labor 
Law,  said  extension  and  the  landings  and  passageways 
connecting  therewith  to  be  enclosed  on  all  sides  with 
partitions  of  fire  resisting  material  extending  at  least 
3  ft.  above  the  roof,  as  per  Section  271  and  272  of  the 
Labor  Law  and  Rule  2  of  the  Industrial  Code. 

“4.  Remove  the  substandard  fire  escape  at  the  north, 
south  and  the  one  that  extends  from  the  4th  to  the  5th 
story  at  east  side  of  building  or  reconstruct  in  accord¬ 
ance  with  Section  274  of  the  Labor  Law,  except  that  in 
lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  the  ground  may  he  provided. 
Fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted.  No  sign  of  any  character  shall  be 
placed  at  openings  leading  to  these  sub-standaid  fire 
escapes.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  140  ft.  by  60  ft.  in  area;  OCCUPIED,  tenant  fac¬ 
tory,  193  persons  in  the  entire  building;  the  building  being 
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equipped  with  a  sprinkler  system  and  a  fire  alarm  signal 
system;  the  means  of  egress  consisting  of  an  interior  stair¬ 
way  extending  from  the  1st  story  to  the  top  story  with 
scuttle  and  ladder  to  roof,  enclosed  in  fireproof  partitions, 
with  fire  doors  at  the  openings;  a  fire  escape  on  the  westerly 
side  of  the  building  with  bridge  to  adjoining  building  at 
the  2nd  story  and  stationary  stair  to  ground;  a  sub-stand¬ 
ard  fire  escape  on  the  Atlantic  avenue  and  one  on  the  Pa¬ 
cific  street  side  of  the  building;  the  means  of  egress  from 
the  cellar  consisting  of  ladder  to  sidewalk  on  Schenectady 
avenue  and  two  portable  ladders  in  the  areas  on  Atlantic 
avenue ;  and 

Whereas,  petitioner  proposes  to  remove  bridge  at  the  2nd 
story  and  to  fireproof  the  windows  along  the  course  of  the 
fire  escape  and  to  provide  flame  plate  under  stairs  and  to 
provide  gooseneck  ladder  from  top  balcony  to  roof,  owing 
to  the  fact  that  the  chimney  interferes  with  the  stair  and 
landing,  and  requests  to  .be  permitted  to  retain  the  sub¬ 
standard  fire  escapes,  which  he  contends  are  in  safe  con¬ 
dition. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  so  far  as  it  affects  the  egress  from  the  top  story 
balcony  to  the  roof,  on  condition  that  a  gooseneck  ladder 
shall  be  provided  from  the  top  story  balcony  to  the  roof; 
granted  as  to  Item  No.  2  on  condition  that  a  fixed  double 
rung  iron  ladder  shall  be  provided  from  the  cellar  on  the 
west  end  of  the  building  to  the  yard,  with  egress  therefrom 
through  alleyway  direct  to  Atlantic  avenue. 


1071-24-S. 

PETITIONER — Renown  Doll  Wig  Co.,  Inc.,  lessee. 
SUBJECT — Variation  of  labor  law  as  cited  in  orders  of  fire 
commissioner. 

PREMISES  AFFECTED — 102  East  112th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Samuel  S.  Seigel. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison,  Holland,  Connell,  Dep¬ 
uty  Fire  Commissioner  Hannon,  and 

Superintendent  Moore  .  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Kleinert  and  McDer¬ 
mott  .  5 


THE  RESOLUTION : 

(1071-24-S) 

Whereas,  Renown  Doll  Wig  Co.,  Inc.,  for  Martha  Strip- 
pel,  owner,  filed,  August  26,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  orders  of  the  fire  com¬ 
missioner,  affecting  premises  102  East  112th  street,  Manhat¬ 
tan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Au¬ 
gust  7,  1924,  read : 

“No.  63699-LD  : 

“2.  Provide  approved  automatic  fireproof  windows 
for  all  openings  upon  the  course  of  the  fire  escape  on 
the  front  of  building  as. per  Section  274  of  the  Labor 
Law.” 

“No.  63700-LD  : 

“1.  Extend  the  interior  stairway  at  the  front  of  build¬ 
ing  to  the  roof,  as  per  Section  271  of  the  Labor  Law.”; 

and 


Whereas,  the  building  is  non- fireproof,  three  stories  and 
basement  in  height,  16  ft.  4  in.  by  40  ft.  in  area.  OC¬ 
CUPIED,  manufacturing  of  dolls’  wigs;  basement,  3  per¬ 
sons;  1st  story,  12  persons;  2nd  story,  4  persons;  3rd  story 
and  front  part  of  2nd  story  used  for  storage;  the  means 
of  EGRESS  consisting  of  an  interior  stairway,  extending 
from  the  basement  to  the  3rd  story,  enclosed  in  wood  stud 
lath  and  plaster  partitions  with  wood  doors  at  the  openings, 
with  scuttle  and  iron  ladder  to  roof,  a  party  wall  fire  escape 
on  the  front  of  the  building  with  landing  on  stoop  in  the 
1st  story ;  and 

Whereas,  the  petitioner  contends  that  they  only  em¬ 
ploy  four  persons  above  the  1st  story,  that  the  windows 
along  the  course  of  the  fire  escape  in  No.  102  are  fireproof 
but  are  non-fireproof  in  No.  104  and  that  they  have  an  iron 
ladder  leading  to  scuttle  in  roof. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as 
to  Order  No.  63699-LD,  Item  No.  1,  on  condition  that  all 
openings  in  premises  No.  102  on  course  of  fire  escape  shall 
be  made  fireproof ;  granted  as  to  Order  No.  63700-LD,  Item 
No.  1,  on  condition  that  fixed  double  rung  iron  ladder  shall 
be  provided  from  the  top  story  hall  to  a  scuttle  in  the 
roof ;  and  granted  only  so  long  as  conditions  as  to  occu¬ 
pancy  and  use  remain  unchanged. 


1075-24-S. 

PETITIONER — James  W.  Byrnes,  for  Wichert,  Inc., 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 62-72  Schenectady  avenue 
and  1711-25  Pacific  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  James  W.  Byrnes. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell,  Dep¬ 


uty  Fire  Commissioner  Hannon,  Super¬ 
intendents  Reville  and  Moore .  9 

Negative  . 0 

Absent:  Fire  Chief  Kenlon,  Superintendents 

Brady,  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(1075-24-S) 


Whereas,  James  W.  Byrnes,  for  Wichert,  Inc.,  owner, 
filed,  August  27,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  62-72  Schenectady  avenue  and  1711-25  Pa¬ 
cific  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
25,  1924,  reads: 

“1.  Provide  approved  self-closing  fireproof  door,  ar¬ 
ranged  to  open  outwardly  leading  to  fire  escape  at  west 
side  of  building  from  4th  story,  as  per  Section  273  and 
274  of  the  Labor  Law. 

“2.  Provide  approved  automatic  fireproof  windows 
for  all  openings  upon  the  course  of  the  fire  escape  at 
west  side  of  the  building,  as  per  Section  274  of  the 
Labor  Law. 

“3.  Arrange  the  doors  leading  to  stairway  at  4th  story, 
so  as  to  open  outwardly  without  obstructing  the  stair¬ 
way,  as  per  Section  271  of  the  Labor  Law. 

“4.  Provide  approved  self-closing  attachments  on 
doors  leading  to  stairway  enclosure  on  4th  story,  as  per 
Section  271  of  the  Labor  Law  and  Rule  507  of  the  In¬ 
dustrial  Code.” ; 

and 
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Whereas,  the  building  is  non -fireproof,  four  stories  in 
height,  100  ft.  by  113  ft.  in  area  in  the  1st  story,  97  ft.  8 
in.  by  110  ft.  in  area  above.  OCCUPIED:  1st  story,  ship¬ 
ping  and  offices.  50  persons ;  2nd,  3rd  and  4th  stories,  manu¬ 
facturing  of  shoes,  100  persons  per  story;  the  means  of 
EGRESS  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fireproof  partitions 
with  fire  doors  at  the  openings,  a  fire  escape  on  the  westerly 
side  of  the  building  extending  from  the  top  story  to  the  1st 
story;  and 

Whereas,  petitioner  proposes  to  comply  with  Items  1,  3 
and  4  of  the  order  and  to  install  a  fireproof  self-closing  win¬ 
dow  at  the  4th  story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  2  only  so  far  as  it  affects  one  window  on  each 
platform  on  the  course  of  the  fire  escape;  and  that  flame 
plates  throughout  shall  be  accepted  on  the  underside  of  the 
fire  escape  in  lieu  of  fireproofing  windows  below  fire  escape, 
and  denied  as  to  Items  No.  1,  3  and  4. 


987-24-S. 

PETITIONER — James  Kearney,  for  7th  Avenue  and 
35th  Street  Corporation,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  AFFECTED — 463-467  7th  avenue  and  153 
West  35th  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  James  Kearney,  John  Caldwell 
Myers,  Victor  Fromlet. 

For  Administration:  None. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Superintendents  Reville  and  Moore  8 

Negative  .  0 

Absent:  Fire  Chief  Kenlon.  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Kleinert  and  McDermott .  5 

THE  RESOLUTION: 

(987-24-S) 


Whereas,  James  Kearney,  for  7th  Avenue  &  35th  Street 
Corp.,  owner,  filed,  July  31.  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  463-467  Seventh 
avenue  and  153  West  35th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  suoerintendent  of  buildings, 
N.  B.  App.  No.  562-1923.  dated  June  16.  1924,  reads: 

“9.  All  windows  in  the  building  should  be  fireproof 
windows  with  panes  not  greater  than  72  square  inches 
and  not  more  than  48  inches  in  any  dimension  with 
frames  not  over  5  feet  by  9  feet  between  supports.  Sec¬ 
tion  264,  Labor  Law,  and  Rule  503,  Industrial  Code.”; 

and 

Whereas,  the  building  is  fireoroof,  21  stories  in  height, 
98  ft.  9  in.  by  200  ft.  in  area ;  OCCUPIED  as  stores,  show 
rooms  and  light  manufacturing.  25  per  cent  floor  area  with 
135  persons  per  story  above  the  1st  story:  the  building 
being  equipped  with  a  sprinkler  system  and  a  fire  alarm  sys¬ 
tem ;  there  are  windows  in  the  1st,  2nd  and  3rd  stories  on 
the  street  front  with  glass  of  larger  area  than  permitted 
by  the  labor  law ;  and 

Whereas,  petitioner  contends  that  these  windows  are  to 
be  used  for  show  purposes  and  that  to  subdivide  them  would 
defeat  that  purpose. 

Resolved,  that  the  hoard  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 


so  far  as  it  affects  the  windows  on  the  street  elevation  of 
the  three  (3)  lower  stories,  on  condition  that  all  openings 
shall  be  equipped  with  approved  metal  frames  glazed  with 
polished  plate  glass,  not  less  than  in.  in  thickness,  and 
that  the  requirements  of  the  labor  law  shall  be  complied 
with  in  all  other  respects. 


999-24-S. 

PETITIONER — John  De  Hart,  for  Seth  H.  Cutting, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 134-136  Lawrence  street, 
Brooklyn. 

APPEARANCES— 

For  Petitioner:  John  De  Hart. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  T9  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.-  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Superintendents  Reville  and  Moore  8 
Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady,  Kleinert  and  McDermott .  5 

THE  RESOLUTION: 

(999-24-S) 

Whereas,  John  De  Hart,  for  Seth  H.  Cutting,  owner, 
filed,  August  1,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  134-136  Lawrence  street,  Brook¬ 
lyn  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  57246- 
LD,  dated  April  5,  1924,  reads : 

“1.  Enclose  the  interior  stairway  at  south  side  of 
building  *  *  *. 

“2.  Provide  an  additional  required  means  of  exit  on 
each  floor  *  *  ; 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  50  ft.  by  57  ft.  6  in.  in  area;  OCCUPIED  as  stores 
and  light  manufacturing,  50  persons  above  the  1st  story; 
MEANS  OF  EGRESS  consisting  of  an  interior  stairway 
extending  from  the  1st  story  to  the  roof,  enclosed  in  2  by 
4  wood  studs  covered  with  expanded  metal  and  cement 
plaster,  with  metal-covered  doors  in  the  2nd  and  3rd  stories, 
with  wire  glass  panels  in  excess  of  720  square  inches,  a 
fire  escape  on  the  Willoughby  street  front  with  counter¬ 
balanced  stair  to  street;  and  • 

Whereas,  petitioner  contends  that  the  building  was  erected 
a  year  ago  and  that  the  owner  has  been  unable  to  rent  it 
for  office  purposes  and  the  owner  now  proposes  to  erect 
a  balcony  fire  escape  on  the  rear  of  the  building  connect¬ 
ing  the  two  portions,  with  drop  ladder  to  the  adjoining 
yard,  and  requests  the  acceptance  of  the  means  of  egress. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  petition  be  and  it  hereby  is 
denied. 


742-24-SA. 

PETITIONER — Automatic  Fire  Alarm  Company. 

SUBJECT — Approval  of  Watkins  Interior  Fire  Alarm 
Station. 

APPEARANCES— 

For  Petitioner:  Edward  Deary. 

For  Administration:  Inspector  Mulligan  of  fire 
department. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  APPROVE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell,  Superintendents  Reville  and  Moore  8 
Negative  .  o 
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Absent:  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 
Brady,  Kleinert  and  McDermott .  5 

THE  RESOLUTION: 

(742-24-SA) 

Whereas,  the  Automatic  Fire  Alarm  Company  filed, 
May  28,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  device  known  as  Watkins 
Interior  Fire  Alarm  Station;  and 

Whereas,  this  matter  was  submitted  to  the  fire  commis¬ 
sioner  for  test  and  report,  and  under  date  of  August  13, 
1924,  a  report  was  submitted  by  the  chief  of  the  bureau  of 
fire  prevention  recommending  the  approval  of  the  station, 
in  accordance  with  the  report  of  the  inspector  in  charge 
of  the  electrical  division. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  approve  the  Watkins  Interior  Fire  Alarm  Station 
when  constructed  and  installed  in  accordance  with  the  re¬ 
port  of  the  inspector  in  charge  of  the  electrical  division 
of  the  bureau  of  fire  prevention  of  the  fire  department. 


807-24-SA. 

PETITIONER— The  Duriron  Co.,  Inc. 

SUBJECT — Approval  of  Non-Syphon  Centrifugal  Drum 
Trap. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2nd, 
1924,  2  p.  m. 


872-24-SA. 

PETITIONER— W.  R.  Ostrander  &  Co. 

SUBJECT — Approval  of  Ostrander  A.  C.-D.  C.  Con¬ 
trol  Panel. 

APPEARANCES— 

For  Petitioner :  Charles  E.  Oemant. 

For  Administration:  Inspector  Mulligan  of  fire 
department. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar  pending  test  and  report  of  fire  department. 


1016-24-SA. 

PETITIONER— John  Milnes,  Jr. 

SUBJECT — Approval  of  Milnes  Oil  Burner. 


APPEARANCES — 

For  Petitioner:  John  Milnes,  Jr. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspec¬ 
tion. 


1108-24-SA. 

PETITIONER — Petroleum  Combustion  Corporation. 
SUBJECT — Approval  of  Simplicity  Fuel  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2nd, 
1924. 


1078-24-SA. 

PETITIONER— Cornell  Utilities  Co.,  Inc. 

SUBJECT — Approval  of  Nokol  Automatic  Burner. 
APPEARANCES— 

For  Petitioner :  William  Portar. 

ACTION  OF  BOARD — Laid  over  to  December  2nd, 
1924,  pending  submission  of  further  information. 


1162-24-SA. 

PETITIONER — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Fuel  Oil  Burner  Engineer¬ 
ing  Co. 

SUBJECT — Approval  of  Hart  Automatic  Fuel  Oil 
Burner. 

APPEARANCES— 

For  Petitioner:  Herman  E.  Horwood. 

ACTION  OF  BOARD — Petition  placed  on  reserve  cal¬ 
endar,  pending  report  of  committee  of  inspec¬ 
tion. 


MATERIAL  SUBMITTED  FOR  APPROVAL. 
1001-24-SM. 

PETITIONER— The  Barber  Asphalt  Company. 

SUBJECT — Approval  of  Genasco  Asphalt  Mastic 
Floors. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  November  18th, 
1924. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES  

BOARD  OF  STANDARDS  AND  APPEALS 


•CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  afternoon,  October  21,  1924,  as 
they  appeared  in  Bulletin  No.  44,  Vol.  9,  are  hereby  cor¬ 
rected  to  read  as  follows : 

THE  RESOLUTION: 

(1033-24-S) 

Whereas,  Henry  I.  Oser,  for  64-70  West  36th  Street 
Corp.,  owner,  filed,  Aug.  14,  1924,  a  petition  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  a  decision  of  the  super¬ 
intendent  of  buildings,  affecting  premises  64-70  West  36th 
street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  8,  1924,  reads: 

“1.  All  windows  should  be  glazed  with  panes  not 


^Correction — W ord  “180”  changed  to  “1,680”  in  line  16; 
words  and  a  fire  alarm  signal  system”  omitted  in  lines 
li  and  18;  xvord  room”  changed  to  “ windows ”  in  line  22. 


exceeding  720  square  inches  in  area — Labor  Law — Sec¬ 
tion  264-7  *  * 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
100  ft.  by  98  ft.  9  in.  in  area  in  the  1st  story  and  100  ft. 
by  89  ft.  5  in.  in  area  above.  OCCUPIED :  Stores  and 
show  rooms,  25  per  cent  manufacturing;  1,680  persons  in  the 
entire  building ;  equipped  with  a  sprinkler  system ;  there  are 
windows  in  the  street  front  on  the  1st,  2nd  and  3rd  stories, 
metal  frames  glazed  with  plate  glass  varying  in  size  from 
16  in.  by  84  in.  to  62  in.  by  116  in.;  and 

Whereas,  petitioner  contends  that  these  windows  are 
used  as  show  windows  for  the  display  of  merchandise  and 
that  to  subdivide  them  would  defeat  that  purpose. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  the  windows  on  the  three  lower 
stories  of  the  street  elevation,  on  condition  that  all  open¬ 
ings  shall  be  equipped  with  metal  frames  and  sash,  glazed 
with  polished  plate  glass,  not  less  than  yA  in.  in  thickness 
and  that  the  labor  law  shall  be  complied  with  in  all  other 
respects. 
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RULES  A 


ENCLOSURE  OF  FACTORY  STAIRWAYS 

(410-24-SR) 

Supplementary  to  Labor  Law,  §  271;  originally  adopted 
by  the  Industrial  Commission  August  28,  1913,  and  ef¬ 
fective  October  1,  1923;  amended  November  18,  1915; 
,  revised  and  readopted  February  10,  1916,  effective  March 
1,  1916;  revised  and  adopted  by  the  Board  of  Standards 
and  Appeals  July  29,  1924. 

Rule  1. — Except  as  herein  provided,  in  all  factory 
buildings  five  stories  or  less  in  height,  erected  prior  to 
I  October  1,  1913,  in  which  there  are  more  than  twenty- 
five  persons  employed  above  the  second  story,  all  interior 
stairways,  serving  as  required  means  of  exit,  and  the 
landings,  platforms  and  passageways  connected  therewith, 
shall  be  enclosed  on  all  sides  by  partitions  of  fire-re¬ 
sisting  material  extending  continuously  from  the  lowest 
point  of  the  stairway  in  accordance  with  the  following 
schedule : 


Number 

of 

stories 

Contents 
combustible, 
no  sprinkler 

Contents  non¬ 
combustible, 
no  sprinkler 

Contents 
combustible, 
and  sprinkler 

Contents  non¬ 
combustible 
and  sprinkler 

Three 

Stairways 

Enclosed 

Four 

Stairways 

Enclosed 

Stairways 

Enclosed 

Five 

m - 

Stairways 

Enclosed 

Stairway 

Enclosed 

Stairways 

Enclosed 

The  term  “contents”  as  used  above  means  articles,  goods, 
wares  and  merchandise,  packed,  stored,  manufactured  or 
in  the  process  of  manufacture. 

The  term  “combustible”  as  used  above  means  articles, 
goods,  wares  or  merchandise  which  wall  burn  or  support 
combustion. 

The  term  “sprinkler”  as  used  above  means  an  ade¬ 
quate  automatic  sprinkler  equipment  installed  and  main¬ 
tained  in  good  working  order  on  each  floor. 

The  term  “story”  as  used  above  means  that  part  of  a 
building  between  any  floor  and  the  floor  or  roof  next 
above; — the  first  story  is  that  part  of  a  building  which 
is  more  than  50  per  cent  above  the  floor  below  and  the 
floor  next  above  the  curb  or  average  grade  level. 

Where  the  stairway  extends  to  the  top  floor  of  the 
building,  such  partitions  shall  extend  to  the  under  side 
of  the  roof  boarding  that  portion  of  the  under  side  of 
the  roof  beams  within  the  stair  enclosure  shall  be  covered 
with  fire  resisting  material,  except  in  buildings  with  roofs 
of  non-combustible  material,  in  which  case  the  partitions 
may  stop  at  the  under  side  of  the  roof. 

Where  the  stairway  is  required  to  extend  to  the  roof, 
the  enclosure  shall  be  so  built  as  to  form  a  bulkhead. 
The  enclosure  shall  be  ventilated  by  a  skylight  in  the 
?oof  with  louvres  or  ventilators,  or  exterior  windows  with 
ventilating  sections  at  the  top  floor. 

All  openings  in  such  partitions  shall  be  provided  with 
approved  self-closing  fire  doors,  except  where  such  open¬ 
ings  are  in  the  exterior  wall  of  the  building. 

The  bottom  of  the  enclosure  shall  be  of  fireproof  ma¬ 
terial  at  least  four  inches  thick  unless  the  partition  extends 
to  the  cellar  bottom. 

A  horizontal  exit,  as  defined  in  section  267  of  the  Labor 
Law,  will  be  accepted  as  a  compliance  with  this  rule 
when  both  sides  of  the  fire  wall  or  walls  are  occupied 
on  any  factory  floor  by  the  same  occupant 

Rule  2. — Where  there  are  occupancies  on  any  story  or 
part  of  a  story  involving  the  storage  or  use  below  the  top 
itory  of  the  following  materials  and  exceeding  the  amount 


n 

employed  at 

sha 

.ans  of  egress 
resisting  ma- 

terii 

jove,  including 

any 

jsageways ;  open- 

ings 

:losing  fire  doors. 

Ni 

10  lbs. 

Vc 

Vo 

gals. 

Cot 

Pail 

,  10  gals. 

.anufacturing  or  repairing. 

Upht 

Cotti 

',  1  ton. 

Papei 

Resta; 

with  cooking  (not  including 

tea,  co  ft 

-s). 

The  h 

jpon  new  occupancies  as  they 

arise  and 

.s  under  dispute. 

When  ; 

j  stories  are  to  be  segregated,  as 

above,  the 

.irway  shall  be  enclosed  in  fire-resist- 

ing  materi 

.~re  there  are  more  than  5  persons  em- 

ployed  at  , 

uufacturing  above  the  first  story. 

Rule  3. — Required  Exits  and  Enclosures  of  Stairways 
in  Two-story  Factory  Buildings. 

1.  Required  Exits. — In  every  two-story  factory  build¬ 
ing  erected  prior  to  October  1,  1913,  in  which  more  than 
five  persons  are  employed  at  manufacturing,  there  shall 
be  provided  from  each  story  at  least  two  means  of  exit  or 
escape  from  fire  remote  from  each  other,  one  of  which 
from  every  floor  above  or  below  grade  shall  lead  to  or 
open  on  an  interior  stairway  which  shall  be  enclosed,  as 
hereinafter  provided,  or  on  an  exterior  enclosed  stairway. 
The  other  may  lead  to  such  a  stairway,  or  to  a  horizontal 
or  grade  exit,  or  to  an  exterior  screened  stairway,  or  to 
a  fire  escape  conforming  to  section  273,  Labor  Law.  Ex¬ 
cept  that  exit  door  shall  be  a  fire  door,  with  substan¬ 
tial  steps  to  the  sills,  properly  secured.  When  sill  is 
more  than  8  inches  above  the  floor  level,  and  where 
there  is  no  safe  egress  from  the  roof,  a  gooseneck 
ladder  shall  be  provided  from  top  balcony  to  the  roof. 

Unobstructed  egress  from  the  foot  of  the  fire  escape 
or  exterior  screened  stairway  shall  be  as  required  by 
section  273,  Labor  Law,  or  to  open  adjoining  yard  with 
egress  to  the  street.  No  point  on  any  floor  of  such  build¬ 
ing  shall  be  more  than  one  hundred  and  fifty  (150)  feet 
distant  from  such  an  exit. 

Rule  4. — Enclosure  of  Stairways. — In  two-story  buildings 
where  there  are  occupancies  on  any  story  or  part  of  a 
story  involving  the  storage  or  use  below  the  top  story 
of  any  of  the  materials  exceeding  the  amounts  specified 
in  Rule  2  and  there  are  more  than  5  persons  employed 
at  manufacturing  above  such  occupancy,  all  interior  stair¬ 
ways  serving  as  required  means  of  exit  shall  be  enclosed 
from  the  lowest  point  of  such  stairway  to  the  ceiling 
of  the  first  floor  by  partitions  of  fire-resisting  material, 
unless  the  building  is  provided  with  a  wet  sprinkler  sys¬ 
tem,  in  which  case  such  enclosure  of  stairways  shall  not 
be  required.  Such  enclosures  shall  lead  directly  to  a  door 
opening  outwardly  to  a  street  or  road,  or  an  open  area  af¬ 
fording  unobstructed  passage  to  a  street  or  road.  All  open¬ 
ings  in  such  enclosure  shall  be  provided  with  fire  doors 
equipped  with  self-closing  devices. 

All  reference  herein  to  “Enclosure  of  Stairways”  shall  be 
considered  as  applying  only  to  required  stairways. 

Rule  5. — Storage  of  Combustible  Material  About  Fac¬ 
tory  Stairways. 

In  all  factory  buildings  no  articles  or  wares  of  any 
nature  shall  be  kept  or  stored  inside  the  limits  of  any 
stairway  enclosure  or  unenclosed  stairway,  or  on  the  land¬ 
ings,  platforms  or  passageways  connected  therewith. 
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Cases  pending  Decerr. 

Cases  filed  up  to  and  in*. 

Restored  to  calendar . 

Miscellaneous 

Requests  to  reopen  . 

Requests  to  amend  . 

\  \ 

Requests  for  modification  . 

Requests  to  rescind  . . . 

Requests  for  extension  of  time 
Requests  for  extension  of  permit  . . 
Requests  for  mechanical  installations 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 

Total  . 

Disposed  of  . 

Cases  pending  November  6,  1924 . 


SS  REPORT 


DISPOSITION  OF  CASES 

Withdrawn  . 

627  Dismissed  . 

Denied  . 

1303  Granted  . 

Granted  on  condition  . 

80  Appliances  approved  . . . 

Appliances  dismissed,  disapproved  or  withdrawn 

Rules  approved  . 

Rules  disapproved  or  rescinded  . 

Miscellaneous  Actions. 

180  Requests  to  reopen  granted  . 

Requests  to  reopen  denied  . 

8  Requests  to  amend  granted  . 

Requests  to  amend  denied  . 

41  Requests  for  modification  granted . 

Request  for  modification  denied  . 

3  Requests  to  rescind  granted . 

Requests  to  rescind  denied  . 

Requests  for  extension  of  time  granted  . 

Requests  for  extension  of  time  denied . 

■  37  Requests  for  extension  of  permit  granted . 

Requests  for  extension  of  permit  denied . 

^  Requests  to  install  granted  . 

Requests  to  install  denied  . 

.  3  Plans  approved  . 

Plans  disapproved  . 

1  Administrative  requests  granted  . ... . . 

Administrative  requests  denied  or  withdrawn 

4  Interpretations  . . . 

Requests  withdrawn  or  dismissed  . 

•  2308  Total  . 

.1707 

.  601 


146 

124 

244 

14 

833 

22 

17 

8 

1 


162 

11 

8 

0 

39 

2 

3 

0 

18 

1 

35 

2 

2 

0 

3 
0 
0 
1 

4 
7 
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WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third ,  That  no  plea  of  ignorance  of  the  date  of  the 
bearing  can  be  entertained  in  view  of  this  publication  and. 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . . 

P.  O. 

My  subscription  to  begin  with  the  issue  for 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

James  P.  Holland  John  Dowd 

Henry  L.  Connell  Joseph  B.  Gunnison 
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All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  November 
12,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
November  12,  1924. 

Correction. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

•  Clerk’s  Calendar  consists  of  applications  under  the 

Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  November 
18,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  November  25,  1924,  at  2  o’clock. 

The  Clerks  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET. 

New  Cases  Filed  Week  Ending  November  13,  1924. 


1315-24-A . 


1314-24-SA . 


Cal.  No. 
1343-24-S . 


1342-24-S . 


1341-24-A _ 


1340-24-BZ. . . 


1339-24-S . 


1338-24-A _ 


1337-24-SA. .  . 


1336-24-S . 


1335-24-S . 


1334-24- A _ 


Department.  Premises  Affected. 

•  •F.D . 12-14  Greene  st.,  Man. 

L.  D.  65655. 

..F.D . 62-64  Greenpoint  ave.,  Bklyn. 

L.  D.  66292. 

..F.D . 482  Fulton  st.,  Bklyn. 

L.  C.  90926. 

..B.B.Bx.  ..1297  Jerome  ave.,  Bx. 

N.  B.  2816-1924. 

..H.D . 444  E.  13th  st.,  Man. 

Sanitary  Certificate. 

..F.D .  154-172  W.  32nd  st.,  Man. 

%  Applic.  522-1923. 

..F.D . Sure  Heat  Gravity  Oil 

Burner  Appliance. 

..F.D . 241  Lafayette  st.,  Man. 

L.  F.  65510. 

..F.D . 56-60  Pearl  st.,  Bklyn. 

L.  D.  66389. 

..F.D.  ...  18  E.  54th  st.,  Man.  F-65682 


1313-24-S . . 


1312-24-BZ. 


1311-24-S.. 


1310-24-BZ. 


1309-24-A. 


1308-24-S . . 


1307-24- A. . 


1306-24-A . 


1305-24-SA. 


1304-24-A . 


.1043  Fifth  ave.,  Man. 

Alt.  92-1924. 
.  Usem  A.  C.  Fire  Alarm  Panel 
Appliance. 

.243  Canal  st.,  Man. 

L.  D.  58880. 
.1291  Inwood  ave.,  Bx. 

N.  B.  2786-1924. 
.  108  W.  46th  st.,  Man. 

L.  D.  53766. 
.  N.  E.  cor.  Cauldwell  ave.  and 
156th  st.,  Bx. 

N.  B.  2829-1924. 
.  8891  17th  ave.,  Bklyn. 

Alt.  5886-1923. 
.  55  Fulton  st.,  Man. 

L.  D.  62597. 
.  292  Chauncey  st.,  Astoria,  Q. 

L.  C.  89209. 
.276,  etc.,  Chauncey  st.,  Asto¬ 
ria,  Q.  L.  C.  90870,  etc. 
.International  Furnace  Burner 
Appliance. 

.  S.  W.  cor.  128th  st.  &  Park 


1333-24-A _ 


1332-24-S . 


1331-24-A _ 


1330-24-A _ 


1329-24- A _ 


1328-24-A _ 


1327-24-A _ 


1326-24-A . 


1325-24-A . . . 


1324-24-A _ 


1323-24-A _ 


1322-24- A... 


1321-24-A. 


1320-24-A _ 


1319-24-A _ 


1318-24-A. . 


1317-24-A _ 


1316-24-A . . . 


-  ave.,  Man.  N.  B.  1622-1924. 

...F.D.  ...  W.  S.  11th  ave.,  from  58th  to 

59th  st.,  Man.  L.  C.  26051.  - 

•  F.D . 101-103  W.  42nd  st.,  Alan. 

L.  F.  56670-57671  and  CODE. 

L.  D.  50039-50040.  F  n  -n 

...F.D . 393  4th  ave.,  Bklyn.  .  . .^.F.re  Department 

I  r  <UQiQ  H'D . Health  Department 

ED  9700  979.1  r  a  B.B.B . Bureau  of  Buildings,  Brooklyn 

. 2720-2724  Broadway,  Man.  nun  n  r  r.  r, 

.p  B.B.Bx . Bureau  of  Buildings,  Bronx 

FT)  ofi  w  i  u  ^ 8°6'  B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

pn  tor  t)  i  •  ,  ,  ,  B.B.R . Bureau  of  Buildings,  Richmond 

-•FD . 125  Bk'yn-  T.H.D . Tenement  House  Department 

Alt.  29-1924. 

. . .  F.D . 410  E.  50th  st.,  Man.  _ 

Alt.  293-1923. 

...F.D . 254  W.  75th  st.,  Man. 

Alt.  1689-1924. 

...F.D . 261  E.  Kingsbridge  rd.,  Bx. 

Alt.  376-1924 

...F.D . 222  Beaumont  st.,  Bklyn. 

Alt.  842-1924. 

...F.D .  2539  Davidson  ave.,  Bx. 

Alt.  375-1924 

...F.D . 1103  Albemarle  rd.,  Bklyn. 

Alt.  1601-1923. 

...F.D . 533  Ovington  ave.,  Bklyn. 

Alt.  583-1924. 

...F.D . 32  W.  76th  st.,  Man. 

Alt.  882-1924. 

...F.D . 538  W.  150th  st.,  Man. 

Alt.  174-1924. 

...F.D . 290  Beaumont  st.,  Bklyn. 

Alt.  279-1924. 

...F.D . 154  W.  180th  st.,  Bx. 

Alt.  585-1924. 

...F.D . 272  Beaumont  st.,  Bklyn. 

Alt  1741-1923. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  November  18,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1187-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES— 8728  109th  street  and  8729  108th  street, 

Richmond  Hill,  Queens. 

TO  PERMIT  in  a  residence  district  the  alteration  and 
extension  of  a  telephone  exchange  building. 

1195-24-BZ. 

APPLICANT — Philip  Bardes,  for  Frederich  Ochse,  owner. 

PREMISES — 474-482  Sterling  place,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 


1198-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Esthetic  Realty 
Corp.,  owner. 

PREAIISES — 187-191  Joralemon  street,  Brooklyn. 

TO  PERMIT  in  a  business  two  times  height  district  the 
erection  of  the  street  walls  of  a  building  to  a 
height .  exceeding  the  limit  required  by  the  zone 
resolution. 
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1204-24-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Stuyvesant  Fulton 
Co,.  Inc.,  owner. 

PREMISES — 1716-1728  Fulton  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

S64-24-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Benjamin  Dinerman, 
owner. 

PREMISES-!— 1605-1615  Coney  Island  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  18,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

854-24-A — 6-8  East  1st  street,  Manhattan. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1009-24- A — 136  West  52nd  street,  Manhattan. 

1013-24- A — 753-755  Broadway  and  66-68  East  8th  street, 
Manhattan. 

1022-24-A — 202-210  West  89th  street,  Manhattan. 

1029-24- A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1043-24-A — East  side  of  Second  avenue,  between  41st  and 
42nd  streets,  Brooklyn. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

1052-24-A — 671-677  Eighth  avenue  and  300-302  West  43rd 
street,  Manhattan. 

1059-24-A — 234  Wooster  street,  Manhattan. 

1061-24-A — 1961-1969  Broadway  and  143  West  66th  street, 
Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  18,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  1372-23-BZ— Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de¬ 
nied,  to  permit  in  a  busings  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1111-24-BZ— Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Louis 
A.  Sheinart,  architect,  on  behalf  of 
Irene  N.  Collerd,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  northwest  corner  of 
East  189th  street  and  Washington  ave¬ 
nue,  The  Bronx. 

cal.  no.  1152-24-BZ — Application,  September  19,  1924.  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 


version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

cal.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

cal.  no.  415-24-BZ — Application,  March  20,  1924,  under  the 
building  zone  resolution,  of  Harold 
Birkmire,  applicant,  on  behalf  of 
Pieper’s  Garage,  Inc.,  owner,  to  permit 
in  a  business  district  the  alteration  and 
extension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  225-229  St.  Nicholas  avenue, 
Manhattan. 

cal.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  1157-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Meyer 
Greenberg,  applicant,  on  behalf  of 
Alfred  J.  Howarth,  owner,  previously 
dismissed  for  lack  of  prosecution,  to 
permit  in  a  residence  district  the  main¬ 
tenance  of  a  business  use  (manufac¬ 
turing  extracts)  contrary  to  section  3, 
article  2  of  the  zone  resolution ;  prem¬ 
ises  210  Parkville  avenue,  Brooklyn. 

cal.  no.  751-24-BZ — Application,  May  29,  1924.  under  the 
building  zone  resolution,  of  Boris  W. 
Dorfman,  applicant,  on  behalf  of 
James  H.  Sheridan,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  17-23  College  place, 
Brooklyn. 

cal.  no.  977-24-BZ — Application,  July  28.  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Rosa 
Eifinger,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3) 
pleasure  motor  vehicles,  two  (2)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  1913  Ralph  street, 
Ridgewood,  Queens. 

cal.  no.  990-24-BZ — Application,  July  31,  1924.  under  the 
building  zone  resolution,  of  Euell  and 
Euell,  architects,  on  behalf  of  Bernardo 
Affinito,  owner,  to  permit  in  a  business 
district  the  change  of  occupancy  from 
business  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles ; 
premises  1297-1301  Cromwell  avenue, 
The  Bronx. 
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cal.  no.  922-24- BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  November  18,  1924,  at  2  P.  m. 

Petitions  for  Variations. 

1097-24-S — 13  West  30th  street,  Manhattan. 

1109-24-S — 77-79  Beekman  street,  Manhattan. 

1114-24-S— 353-355  Fulton  street,  Brooklyn. 

1119-24-S — 540-550  Seventh  avenue  and  201-209  West  39th 
street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan 
780-24-S — 250-252  Bowery,  Manhattan. 

1150-24-S — 62  Vesey  street,  Manhattan. 

385-24-S — 2268  Second  avenue,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1106-24-S — 235  East  44th  street,  Manhattan. 

1126-24-S — 1358  Rockaway  parkway,  Brooklyn. 

1 133- 24-S — 24-26  West  40th  street,  Manhattan. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1134- 24-S A — Peerless  Automatic  Oil  Burner,  approval  of. 
1142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1001-24-SM — Genasco  Asphalt  Mastic  Floors,  approval  of. 
1279-23-S — 229-233  Seventh  avenue,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  25,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1168-24-BZ. 

APPLICANT — John  De  Hart,  for  Green,  Matthews,  Tay¬ 
lor  Co.,  owner. 

PREMISES — 952-960  Home  street  and  1168-1172  Southern 
boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  building  to  be  used  as  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles 
and  motor  vehicle  repair  shop. 

1180-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Two  Hundred  and 
Fifty-seven  Madison  Avenue,  Inc.,  owner. 

PREMISES — 257-261  Madison  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  V/2  times  height  district  the 
erection  and  maintenance  of  a  business  building  and 
to  erect  the  street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution. 


1181-24-BZ. 

APPLICANT — James  Kearney,  for  Leopold  Weil  and 
Mayer  S.  Ames,  owners. 

PREMISES — 1813-1815  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1186-24-BZ. 

APPLICANT — Emil  Buff,  owner. 

PREMISES — Northeast  corner  of  Metropolitan  avenue  and 
Wicks  street,  Jamaica,  L.  I.,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  a  motor  vehicle  re¬ 
pair  shop. 

1215- 24-BZ. 

APPLICANT — Hollis  Operating  Co.,  Inc.,  owner. 

PREMISES — South  side  Jamaica  avenue,  60  ft.  east  of 
191st  street,  Hollis,  L.  I.,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  stores,  offices  and  theatre 
purposes. 

1216- 24-BZ. 

APPLICANT — Samuel  Marer,  owner. 

PREMISES — 2616-20  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

1225-24-BZ. 

APPLICANT — Robert  Teichman,  for  Henry  A.  Vogt, 
owner. 

PREMISES — East  side  of  Grand  avenue,  259.31  ft.  north 
of  Hillside  avenue,  Jamaica,  L.  I.,  Queens. 

TO  PERMIT  in  a  residence  “F”  area  district,  the  lowest 
level  of  a  side  yard  be  maintained  eleven  (11)  feet 
above  curb  level  instead  of  at  curb  level  as  required 
by  the  zone  resolution. 

1269-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Irene  Thatcher, 
owner. 

PREMISES — 1406-14  Elm  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1271-24-BZ. 

APPLICANT — Joseph  McGinnis,  for  Weiman-McGinnis 
Corp.,  owner. 

PREMISES — 2966-72  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

31-24-BZ. 

APPLICANT — F.  W.  Rinn,  for  Samuel  Brenner,  owner. 

PREMISES — 2251  Grand  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

887-24-BZ. 

APPLICANT— Ferdinand  Savignano,  for  Olympia  Gentile, 
owner. 

PREMISES — 8715  Sixteenth  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (l)  pleasure  and 
four  (4)  commercial  motor  vehicles. 
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1298-23-BZ. 

APPLICANT— McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES— 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1074-24- A — 25  Levrich  street,  Winfield,  L.  I.  Queens. 
1105-24-A — 377  St.  Pauls  avenue,  Staten  Island,  Richmond. 
1128-24-A — 613-619  East  83rd  street,  Manhattan. 

1136-24-A — 391-401  Leonard  street,  Brooklyn. 

1145-24-A — 72-78  Spring  street,  Manhattan. 

1147- 24-A — 492-498  Seventh  avenue,  Manhattan. 

1148- 24-A— 52-54  Watts  street,  Manhattan. 

1015-24- A— Certificate  of  Approval  for  Tank  Wagon. 

998-24-A — Permit  to  transport  benzol,  etc.,  in  drums  of 
110-gal.  capacity. 

1018-24- A — 116  Hudson  street,  Manhattan. 

306-24- A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

899-24-A — 101  West  78th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  N ovember  25,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  162-24-BZ — Application,  January  31,  1924,  under  the 
building  zone  resolution,  of  Babetta 
Schulze,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
(2)  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the 
premises;  premises  southwest  corner  of 
Sixteenth  avenue  and  27th  street,  Beech- 
hurst,  L.  I.,  Queens. 

cal.  no.  1021-24-BZ— Application,  August  11,  1924,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Schwartzman,  applicant,  on  behalf 
of  Polk  Construction  Company,  Inc., 
owner,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Jackson  avenue,  Queens. 

CAL.  NO.  1086-24-BZ— Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  A.  Potter,  et  al.,  owners,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  east  side  of  Southern 
boulevard,  125  ft.  north  of  East  167th 
street,  The  Bronx. 

cal.  no.  1068-24-BZ— Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 


partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

cal.  no.  1072-24-BZ — Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  John 
Klinger,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Intervale  avenue, 
240  ft.  south  of  East  167th  street,  The 
Bronx. 

cal.  no.  1084-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Damox  Homes  Corp.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  business  purposes ;  prem¬ 
ises  north  side  of  Featherbed  lane,  17 
ft.  west  of  Macombs  road,  The  Bronx. 

cal.  no.  1129-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Midwood  Theatre,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  alteration 
and  extension  of  a  building  used  for 
theatre  and  store  purposes ;  premises 
1301-11  Avenue  J,  northeast  corner  of 
East  13th  street,  Brooklyn. 

cal.  no.  1257-24-BZ — Application,  October  23,  1924,  under 
the  building  zone  resolution,  of  Jamaica 
Water  Supply  Co.,  applicant  and  owner, 
to  permit  in  a  residence  district  the  al¬ 
teration  and  extension  of  an  existing 
water  supply  tower,  also  to  erect  an 
additional  tower ;  premises  east  side  of 
West  Dunton  avenue,  348  ft.  south  of 
Epson  Course,  Holliswood,  Queens. 

cal.  no.  1090-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  Charles 
A.  Sandblom,  architect,  on  behalf  of 
Thesium  Amusement  Co.,  owner,  to 
permit  in  a  residence  district  extending 
from  a  business  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  for  theatre  and  store  purposes; 
premises  southeast  corner  of  Jamaica 
avenue  and  175th  street,  Queens. 

cal.  no.  1125-24-BZ— Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  25,  1924,  at  2  p.  m. 
Appeals  from  Administrative  Orders. 
331-24-A — 508-534  West  212th  street,  Manfhattan. 
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832-24- A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24-A — 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan.' 

752-24-A — 25-27  Third  avenue,  Manhattan. 

1229-24-A — 923  Franklin  avenue,  Brooklyn. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23- A — 522  West  159th  street,  Manhattan. 

1110-24-A — 208  East  63rd  street,  Manhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
-of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  November  25,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises ;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  835-24-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  No.  919-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

cal.  no.  934-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 


district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  748-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north, 
The  Bronx. 

cal.  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  233-24-BZ— Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Oscar 
Goldschlag,  architect,  on  behalf  of 
Broad  Holding  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  southwest  corner  of 
Roosevelt  avenue  and  Lee  avenue, 
Queens. 

CAL.  NO.  942-24-BZ— Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1005-24- A — 116  West  14th  street,  Manhatan. 

1064-24- A — 383  Concord  avenue,  The  Bronx. 

1120-24-A — 65-67  Duane  street,  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

1132-24- A — 648  Broadway,  Manhattan, 

1137-24-A — 1600  Broadway,  Manhattan. 

11 51-24- A — 425  West  130th  street,  Manhattan. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

1158-24-A — 75  Spring  street,  Manhattan. 

1073-24-A — 507-513  West  50th  street,  Manhattan. 

1166-24- A— North  side  Bradford  avenue  (41st  street),  350 
ft.  west  of  Lawrence  street,  Flushing, 
Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  2,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 
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cal.  no.  993-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

cal.  no.  1131-24-BZ— Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  New 
Bensonhurst  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  2362-84  86th  street, 
southeast  corner  of  Twenty-fourth  ave¬ 
nue,  Brooklyn. 

CAL.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

CAL.  no.  1087-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

CAL.  no.  305-24-BZ— Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  759-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Wil¬ 
liam  Sherman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  16-24  Saratoga  avenue,  north¬ 
west  corner  of  Hancock  street,  Brook¬ 
lyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 


cal.  no.  889-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  James  J. 
Millman,  applicant,  on  behalf  of  D.  & 
B.  Auto  Painting  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  an  unrestricted  district  the  altera¬ 
tion  and  extension  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  105 
Underhill  avenue,  Brooklyn. 

cal.  no.  1041-24-BZ — Application,  August  16,  1924,  under 
the  building  zone  resolution,  of  330 
West  95th  Street  Corporation,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  from  a  storage  warehouse  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  156- 
166  West  End  avenue,  northeast  cor¬ 
ner  of  West  67th  street,  Manhattan. 

cal.  no.  1048-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  Sidney 

L.  Strauss,  applicant,  on  behalf  of  John 

M.  Charlton,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  156-160  16th.  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  2,  1924,  at  2  p .  m. 

Petitions  for  Variations. 

1006-24-S — 738  Broadway,  Manhattan. 

1 141-24-S — 473  Hudson  avenue,  Brooklyn. 

598-24-S — 168  21st  street,  Brooklyn. 

487-23-S — 25-33  West  45th  street,  Manhattan. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

1163-24-S — 29  Spruce  street,  Manhattan. 

1203-24-S — 380-2  Fulton  street  and  2-18  Smith  street 
Brooklyn. 

1206- 24-S — 59  Bank  street,  Manhattan. 

1207- 24-S— 105-107  Bank  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 
1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1192-24-SA — Kemp  Oil  Burner,  approval  of. 

1191-24-SA — Socony  Arrow  Oil  Burner,  approval  of. 
1197-24-SA — Yankee  Oil  Burner,  approval  of. 

1254-24-SA — Tate- Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 


BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1004-24-A — 415  West  51st  street,  Manhattan 
1065-24-A — 410-424  Willoughby  avenue,  Brooklyn. 
1115-24-A — 123-129  Broad  street,  Manhattan. 
1135-24-A — 521-523  East  19th  street,  Manhattan. 
1140-2'1  -A — 20  East  12th  street,  Manhattan. 
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855-24-A — Northeast  corner  of  Maspeth  avenue  and  Gard¬ 
ner  avenue,  Brooklyn  (Bldg.  C). 
1039-24-A — 8919-8923  Fifth  avenue,  Brooklyn. 

1169-24-A — 8712  Eighteenth  avenue,  Brooklyn. 

1183-24-A — 421  West  154th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  9,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters  : 

cal.  no.  1092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
•  P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  live  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  792-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Anna 
Claussen,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  523  Ovington  ave¬ 
nue,  Brooklyn. 

cal.  no.  1112-24-BZ — Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 


ca..  no.  1028-24-BZ — Application,  August  13,  1924,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Emma  Fribourg,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  405-415  Montgomery 
street,  northwest  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1173-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  George 
Hoffmann,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  La¬ 
fayette  avenue,  126.35  ft.  south  of 
Cooper  avenue,  Glendale,  Queens. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

785-24- A — 6118  Rockaway  Beach  boulevard,  Queens. 
976-24-A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A — 509-517  West  street,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

975-24-A — 312-316  East  95th  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 
1093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  9,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam- 
uei  Harding,  owner,  previously  denied, 
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to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

CAL.  no.  1054-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 
Brooklyn. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
owner,  Allan  D.  Emil,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26.  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24-A — 126  Fourth  avenue,  Manhattan. 

1184-24-A — North  side  Richards  street,  610  ft.  west  of 
Beard  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  16,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  833-24-BZ — Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  C.  S.  C. 
Holding  Corp.,  owner,  to  permit  in  a 
residence  district  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles:  premises 
1301  Merriam  avenue,  The  Bronx. 

cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  793-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

cal.  no.  1094-24-BZ— Application,  September  3,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  one  (1)  commercial  mo¬ 
tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises ;  premises  27 
Delta  place,  Glendale,  Queens. 

cal.  no.  1107-24-BZ — Application.  September  8.  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behalf  of 
M.  Mary  Mariella,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes ;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Rverson  street,  Brooklyn. 

cat.,  no.  1154-24-BZ — Application,  September  20,  1924.  under 
the  building  zone  resolution,  of  Colo¬ 
nial  Laundry,  Inc.,  applicant  and 
owner,  to  permit  in  a  business  district 
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the  alteration  and  extension  of  a  fac¬ 
tory  building;  premises  16-20  Lexing¬ 
ton  avenue,  Brooklyn. 

cal.  no.  938-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Michael  V.  Woods,  owner,  to  permit 
partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1730-46  67th 
street,  Brooklyn. 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

Petitions  for  Variations . 

1201-24-S — 45-47  West  57th  street,  Manhattan. 

1214-24-S — 208-212  West  30th  street,  Manhattan. 

1224-24-S — 54  West  39th  street,  Manhattan. 

1227-24-S — 302  West  37th  street,  Manhattan. 

1231-24-S — 19  West  38th  street,  Manhattan. 

1246-24-S — 837  Eleventh  avenue  and  600  West  57th  street, 
Manhattan. 

1264- 24-S — 439  Broadway,  Brooklyn. 

1265- 24-S — 18  East  54th  street,  Manhattan. 

974-24-S — 259-273  Green  street,  Brooklyn. 

1172-24-S — 341  East  11th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan. 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

1241- 24-A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 
1253-24-A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn. 

1259-24-A — 10  East  102nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1032-24-BZ — Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  344  Webster 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

WEDNESDAY  MORNING,  NOVEMBER  12,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of 
appeals,  held  on  Wednesday  morning,  November  5,  1924, 
were  approved  as  printed  in  the  Bulletin,  No.  46,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

16-24-A. 

APPELLANT — David  M.  Jones,  for  Philip  Wald  and  S. 
Buchman,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1342  Park  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  of  appellant,  pending  deci¬ 
sion  of  Supreme  Court  affecting  premises. 


1490-23-A. 

APPELLANT — Patrick  J.  Cuskley,  Trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 406  Second  avenue,  Manhattan 
APPEARANCES— 

For  Appellant :  David  M.  Jones. 

AC  1  ION  OF  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request  of  appellant’s  representative, 
pending  decision  of  Supreme  Court  affecting 
premises. 


1499-23-A. 

APPELLANT — J.  Anthony  Probst,  for  Gold  &  Greenhut, 
owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED — 522  West  150th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  David  M.  Jones. 

ACTION  OF  BOARD1- — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative, 
pending  decision  of  Supreme  Court  affecting  prem¬ 
ises. 


1096-24-A. 

APPELLANT — Frederick  Fox  &  Co.,  Inc.,  for  Esther 
Polsky,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 30  Great  Jones  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Alexander  C.  MacNulty. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m. 


11 10-24- A. 

APPELLANT — Charles  J.  Heuser,  for  Julius  Forstmann, 
owner. 

SUBJECT — Appeal  from  order  -of  fire  commissioner. 

PREMISES  AFFECTED — 208  East  63rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  J.  W.  Hill. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924,  at 
2  p.  m.,  on  request. 
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1167-24-A. 

APPELLAN  T — E.  H.  Gibson,  for  Gulf  Refining  Co., 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — East  side  of  Zerega,  between 
Chatterton  and  Blackrock  avenues,  The  Bronx 
APPEARANCES— 

For  Appellant :  R.  B.  Gaither. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  for  final  disposition. 


875-24-A. 

APPELLANT — William  H.  Kehoe,  for  Leonard  Gold, 
lessee. 

SUBJECT— Appeal  from  order  of  the  superintendent  of 
buildings. 

PREMISES  AIT* ECTED — 488  Ralph  avenue,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with* 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon..  2 


7^7-24-A. 

APPELLANT — Edward  P.  Doyle,  for  Unity  Fee  Com¬ 
pany,  Inc.,  owner. 

SLTBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED — -Northwest  corner  42nd  street 
and  Sixth  avenue,  Manhattan. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 


929-24-A. 

APPELLANT — William  F.  Doyle,  for  House  of  Flowers, 
lessee. 

SUBJECT — Appeal  from  order  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 612  Fifth  avenue,  Manhattan 
APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  . 0 

Absent:  Mr.  Holland .  1 

THE  RESOLUTION: 


(929-24-A) 

Whereas,  William  F.  Doyle,  for  House  of  Flowers, 
lessee,  filed,  July  14,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  superintendent  of  buildings, 
affecting  premises  612  Fifth  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  superintendent  of  buildings, 
No.  3070-24,  dated  July  1,  1924,  reads: 

“You  are  hereby  notified  that  the  building  known  as 
number  612  Fifth  avenue  in  the  Borough  of  Manhat¬ 
tan  in  THE  CITY  OF  NEW  YORK,  does  not  con¬ 
form  to  Section  170  of  the  Bldg.  Code,  in  the  respects 
noted  below : 

“In  that  of  erecting  a  show  window  size.  4  ft.  wide 
and  6  ft.  high  same  projects  6  in.  beyond  the  face  of 
building  contrary  to  law. 


You  are  hereby  directed  to  remove  projecting  show 
window  forthwith.”; 
and 

Whereas,  the  building  is  non-fireproof,  6  stories  in 
height,  23  ft.  by  100  ft.  in  area.  OCCUPIED:  1st  story, 
store;  2nd  story,  office,  and  dwellings  above;  and 

Whereas,  appellant  contends  the  original  show  window 
was  changed  so  as  to  appear  like  a  large  picture  frame; 
that  it  projects  only  six  inches  beyond  the  building  line  and 
does  not  in  any  way  interfere  with  pedestrian  traffic. 

A c solved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  the  metal  window  frame 
shall  not  be  altered  or  enlarged  in  any  manner  or  form  and 
that  there  shall  be  no  advertising  or  lettering  of  any  de¬ 
scription  displayed  or  placed  on  the  glass  thereof. 


1UU0-24-A. 


APPELLANT— David  M,  Jones,  for  Milton  C.  Johnson 
Co.,  Inc.,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 78-80  Walker  street,  Manhat¬ 
tan. 


APPEARANCES— 

For  Appellant:  David  M.  Jones. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 


AC  1  ION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon .  6 

Negative  .  0 

Absent :  Mr.  Holland . ’  j 

THE  RESOLUTION : 

(1000-24-A) 

Whereas,  David  M.  Jones,  for  Milton  C.  Johnson  Com¬ 
pany,  Inc.,  owner,  filed,  August  2,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner 
affecting  premises  78-80  Walker  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Tulv 
31,  1924,  reads  : 

“Order  No.  54019-F. 

“Item  1.  Provide  iron  or  kalameined  shutters  at  all 
openings  in  the  exterior  wall  above  1st  story  which 
are  distant  in  a  direct  line  less  than  30  ft.  from  any 
opening  in  any  other  building  and  not  in  the  same  plane 
with  said  opening  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  on  Cortlandt  Alley  side  of 
building.” ; 


and 

Whereas,  the  building  is  fireproof,  eight  stories  in 
height,  with  a  frontage  of  47  ft.  10  ins.  on  Walker  street 
and  a  frontage  of  110  ft.  10  ins.  on  Cortland  alley.  OCCU¬ 
PIED:  1st  story,  restaurant;  upper  stories,  tenant  fac¬ 
tory.  approximately  145  persons  above  the  1st  story;  and 
Whereas,  there  are  seven  windows  in  each  story  above 
the  1st  story  on  the  Cortlandt  alley  front  of  the  building, 
less  than  30  ft.  distant  from  openings  in  and  within  50  ft. 
of  the  roof  of  a  building  to  the  west;  and 
Whereas,  appellant  contends  that  the  wire  glass  windows 
and  kalameined  sashes  have  been  installed  in  the  openings 
in  the  building  up  to  the  4th  story  inclusive,  and  that  ample 
exits  have  been  provided ;  and 


Whereas,  it  appears  that  the  windows  involved  in  the 
order  open  on  a  public  highway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  all  windows  on  course  of  fire 
escape  shall  be  made  fireproof ;  and  that  the  building  shall 
be  equipped  with  an  approved  automatic  thermostatic  alarm, 
with  central  office  connection,  installed  throughout  the 
building. 
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1 103-24-A. 

APPELLANT— Cornell  Utilities  Co.,  Inc.,  for  Charles 
Nussbaum,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 24  West  Cherry  avenue,  Flush¬ 
ing,  Borough  of  Queens. 

APPEARANCES— 

For  Appellant :  William  Porter. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Connell  and  Fire  Chief  Ken- 


Ion  .  5 

Negative  .  0 

Absent:  Messrs.  Gunnison  and  Holland .  2 

THE  RESOLUTION: 

(1103-24-A) 


Whereas,  Cornell  Utilities  Co.,  Inc.,  for  Charles  Nuss¬ 
baum.  owner,  filed,  September  '6,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  24  West  Cherry  avenue,  Borough  of 
Queens;  and 

Whereas,  the  decision  of  the  fire  commissioner,  App. 
No.  1390-24,  dated  July  23,  1924,  reads: 

“2.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals. 

“3.  All  flat  heads  of  cylindrical  storage  tanks  must 
be  braced."; 

and  n 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  25  ft.  by  36  ft.  in  area;  OCCUPIED  as  a  one  (l) 
family  residence.  A  fuel  oil  burning  equipment  has  been 
installed,  conforming  with  the  requirements  of  the  Fuel 
Oil  Rules,  except  that  the  burner  is  not  an  approved  type, 
and  that  the  storage  tanks  are  not  braced ;  and 
Whereas,  appellant  contends  that  the  tank  was  installed 
according  to  the  Fuel  Oil  Rules  of  1922,  and  that  the  burner 
used  is  a  Nokol  Burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted ,  as  to  Item  2,  on  condition  that  the  installation  and 
mechanical  construction  shall  comply  with  the  Fuel  Oil  Rules 
in  all  other  respects,  and  that  the  door  of  furnace  shall 
be  equipped  with  a  self-closing  device;  and  granted,  as  to 
Item  3,  on  condition  that  appellant  file  factory  certificate  of 
test  of  the  tank  with  the  fire  commissioner. 


1104-24-A. 

APPELLANT — Cornell  Utilities  Co.,  Inc,,  for  Stella  M. 
Taylor,  owner. 

SUBTECT — Apneal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 159-11  Shore  Acres  Boulevard, 
Whitestone,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant :  William  Porter. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Connell  and  Fire  Chief  Ken- 


Ion  .  5 

Negative  .  0 

Absent:  Messrs.  Gunnison  and  Holland .  2 

THE  RESOLUTION: 

(1104-24-A) 


Whereas,  Cornell  Utilities  Co.,  Inc.,  for  Stella  M. 
Taylor,  owner,  filed.  September  6,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  159-11  Shore  Acres  Boulevard,  White- 
stone,  Borough  of  Queens ;  and 


Whereas,  the  decision  of  the  fire  commissioner,  No. 
1061-22,  dated  August  28,  1924,  reads: 

“1.  Burner  equipment  must  be  of  a  type  approved 
by  the  board  of  standards  and  appeals.”; 

and 

Whereas,  the  premises  is  frame  stucco,  l]/2  stories  in 
height,  51.4  ft.  by  56  ft.  in  area ;  OCCUPIED  as  a  one 
(l)  family  residence.  A  fuel  oil  burning  equipment  has 
been  installed  conforming  with  the  requirements  of  the 
Fuel  Oil  Rules,  except  that  the  burner  is  not  an  approved 
type,  the  Nokol  Burner  being  used ;  and 

Whereas,  appellant  requests  the  approval  of  this  instal¬ 
lation. 

Resolved,  that  the  decision  of 'the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  installation  and  mechanical 
construction  shall  comply  with  the  fuel  oil  rules  in  all  re¬ 
spects  ;  and  that  the  furnace  door  shall  be  equipped  with  a 
self-closing  device. 


1118-24-A. 

APPELLANT — Buchman  &  Kahn,  for  Louis  Adler  and 
Abe  Adelson,  owners. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 540-550  Seventh  avenue  and 
201-209  West  39th  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  M.  Montfort. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — > 

Affirmative:  Chairman  Walsh,.  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 

THE  RESOLUTION: 


(1118-24-A) 

Whereas,  Buchman  &  Kahn,  for  Louis  Adler  and  Abe 
Adelson,  owners,  filed,  September  11,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  540-550  Seventh  avenue  and  201- 
209  West  39th  street,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  N.  B. 
App  No.  698-24,  dated  September  8,  1924,  reads: 

“6.  Approved  electric  fire  pumps  of  750  gallon  per 
minute  capacity  and  approved  suction  tank  as  per  rules 
No.  16,  25,  26,  and  38  must  be  provided.”; 

and 

Whereas,  the  building  is  fireproof,  23  stories  (281  ft. 
6  in.)  in  height,  98  ft.  9  ins.  by  100  ft.  in  area.  OCCUPIED 
as  follows :  1st  floor,  stores,  60  persons ;  showrooms  above 
1st  floor,  25  per  cent  of  floor  area  used  for  manufacturing, 
90  persons  each  floor ;  and 

Whereas,  appellant  contends  the  proposed  building  is 
only  1  ft.  6  in.  above  the  height  requiring  the  installation  of 
a  suction  pump — according  to  the  rules  for  standpipe  equip¬ 
ment. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  the  omission  of  the  fire  pump  and  suction 
tatik  on  condition  that  the  standpipe  installation  shall  comply 
with  the  rules  in  all  other  respects. 

- 

BUILDING  ZONE  CASES. 

934-24-BZ. 

APPLICANT — Thomas  W.  Lamb,  for  Lexington  Avenue 
Theatre  and  Realty  Corp.,  owners. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the  erection  and 
maintenance  of  a  theatre,  store  and  office  building. 
PREMISES  AFFECTED — 1280-1288  Lexington  avenue. 
Manhattan. 
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APPEARANCES— 

For  Applicant:  Wm.  W.  Opperman. 

For  Opposition:  Louis  M.  Isaacs,  Isidor  Frey. 
ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


1242-23-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  Harding, 
owner. 

■SUBJEC1-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenace  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 242-270  East  98th  street,  Brook - 
lya 

•  APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Grover  M.  Moscowitz. 

AC  TION  OT  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  on  request  of  objector’s  representative. 


1116-24-BZ. 

A1  PLICANT  Edward  P.  Doyle,  for  Robert  C.  Schock, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  busines  district  the  altera¬ 
tion  and  enlargement  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2906-2908  Broadway,  Manhat¬ 
tan. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition :  Maurice  Deiches,  Charles  B.  Bro- 
phy,  Henry  C.  White,  Henry  R.  Dwight  and 
Louis  T.  Romaine. 

AC  I  ION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 


972-24-BZ. 

APPLICANT — Euell  &  Euell,  for  Edward  R.  and  Edward 
L.  Finch,  trustees  for  A.  R.  Finch,  owner 

SUB  J  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1273  Cromwell  avenue,  The 

Bronx. 

APPEARANCES— 

For  Applicant :  George  R.  Euell. 

For  Opposition:  William  J.  Flynn,  Hyman  Fried¬ 
man,  Bertha  Friedman,  Frances  A.  Campbell, 
David  Lenchner  and  J.  Mahoney. 


ACTION  OF  BOARD — 'Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh  and  Fire  Chief 

Kenlon  .  2 

Negative:  Messrs.  Kennedy,  Dowd,  Gunnison 

and  Connell .  4 

Absent :  Mr.  Holland .  1 

THE  RESOLUTION: 

(972-24-BZ) 


Whereas,  Euell  &  Euell,  for  Edw.  R.  and  Edw.  L. 
Finch,  owners,  filed,  July  25,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  1273  (Topographi¬ 
cal  Dept.  No.  1251-59)  Cromwell  avenue,  Borough  of 
Bronx ;  and 


\\  hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
12,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Cromwell  avenue,  West  169th 
street  and  Boscobel  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  July  16,  1924,  in  acting  on  N.  B.  Application 
No.  2124-24,  reads: 

“1.  Erection  of  a  garage  for  more  than  five  cars 
in  a  business  district  is  contrary  to  the  limitations  of 
the  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  nan-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  115.83 
feet  and  a  depth  of  110  feet;  to  be  occupied  as  a  garage 
for  more  than  5  motor  vehicles;  and 
Whereas,  there  was  opposition  to  the  granting  of  this 
application  on  the  part  of  neighboring  property  owners  and 
the  board  deemed  that  a  garage  at  this  location  should  not 
be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application 
be  and  it  hereby  is  denied. 


1058-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Mrs.  Bessie  Gersten- 
field,  owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  Kelly  street,  90.48 
ft.  south  of  Intervale  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  Morris  I.  Lewin,  Mariano  Di 
Miceli,  Herman  Bellmer,  Rev.  John  W.  Wester- 
man,  Isreael  Lavenburg,  Anna  De  Genro  and 
Carmela  Palladino. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Aifirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent:  Fire  Chief  Kenlon  and  Mr.  Holland. . .  2 

THE  RESOLUTION: 

(1058-24-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Bessie  Gerstenfield, 
owner,  filed,  August  21,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  west  side  of  Kelly 
street,  90.48  ft.  south  of  Intervale  avenue,  Borough  of 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
12,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Kelly  street,  Intervale  avenue 
and  East  167th  street  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  August  2,  1924,  in  acting  on  N.  B.  Application 
No.  2030-1924,  reads: 

“1.  Proposed  garage  prohibited  except  in  unrestricted 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  and  basement  in  height,  with  a 
frontage  of  27.74  feet  on  Kelly  street  and  a  frontage  of  30 
feet  on  Intervale  avenue;  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 
Whereas,  there  was  opposition  to  the  granting  of  the 
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application  on  the  part  of  neighboring  property  owners  and 
the  board  deemed  that  a  garage  at  this  location  should  not 
be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  that  the  application  be 
and  it  hereby  is  denied. 


1063-24-BZ. 

APPLICANT — Frank  House,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  four  pleasure  motor  vehicles,  two  spaces  rented 
to  persons  not  residing  on  the  premises. 
PREMISES  AFFECTED— 339-341  Olmstead  place,  Glen¬ 
dale,  Borough  of  Queens. 

APPEARANCES— 

For  Applicant:  Charles  W.  Froessel. 

For  Opposition:  None. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs,.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. ..  2 

THE  RESOLUTION : 

(1063-24-BZ) 

Whereas,  Frank  House,  owner,  filed,  August  22,  1924, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  four  pleasure  motor  vehicles; 
two  spaces  rented  to  persons  not  residing  on  the  premises ; 
premises  339-341  Olmstead  place,  Glendale,  Borough  of 
Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
12,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Olmstead  place  and  Edison 
place  are  residence  districts  and  Myrtle  avenue  is  a  business 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  22,  1924,  in  acting  on  N.  B.  Application 
No.  13155-24,  reads: 

“Contrary  to  the  provisions  of  the  zoning  law.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non- fireproof 
construction,  one  story  in  height,  with  a  frontage  of  40 
feet  and  a  depth  of  20  feet;  to  be  occupied  as  a  garage  for 
the  storage  of  4  pleasure  motor  vehicles ;  two  spaces  rented 
to  persons  not  residing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  93  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  for  temporary  use  on  condition  that 
the  garage  be  limited  to  the  dimensions  specified  in  the  ap¬ 
plication,  20  ft.  deep  by  40  ft.  long;  that  the  capacity  and 
use  of  the  structure  be  limited  to  storage  of  four  automo¬ 
biles  of  the  pleasure  car  type,  space  for  two  of  which  may 
be  rented  to  persons  not  residing  on  the  premises ;  and  on 
further  condition  that  the  structure  be  limited  to  one  story 
in  height ;  that  the  rear  and  gable  walls  be  unpierced 
throughout  their  entire  height  and  length ;  that  the  exterior 
of  the  rear  and  gable  walls  shall  be  finished  in  cement 
stucco  or  face  brick ;  that  there  shall  be  no  gasoline  storage 
maintained  on  the  premises ;  that  no  signs  of  any  nature 
shall  be  exposed  on  the  premises ;  that  the  requirements  of 
the  building  zone  resolution  shall  be  complied  with  in  all 
other  respects ;  and  that  this  permit  is  granted  for  a  period 
of  two  years  from  the  date  of  this  action. 


637-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Akiba  Margolin, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 806-816  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(637-24-BZ) 

Whereas,  William  F.  Doyle,  for  Akiba  Margolin,  owner, 
filed,  May  8,  1924,  an  application  with  the  board  of  appeals, 
for  variation  from  the  requirements  of  the  building  zone 
resolution  as  cited  in  a  decision  of  the  superintendent  of 
buildings ;  affecting  premises  806-816  Coney  Island  avenue, 
Brooklyn ;  and 

Whereas,  applicant  failed  to  complete  his  papers  although 
duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


666-24-BZ. 

APPLICANT — Aldridge  D.  Kelley,  for  Eloise  Le  V.  Cam¬ 
eron  and  J.  Reuben  Covert,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1404-1428  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon...  2 
THE  RESOLUTION: 

(666-24-BZ) 

Whereas,  Aldridge  D.  Kelley,  for  Eloise  Le  V.  Cam¬ 
eron  and  J.  Reuben  Covert,  owners,  filed,  May  14,  1924,  an 
application,  with  the  board  of  appeals,  for  variation  from 
the  requirements  of  the  building  zone  resolution  as  cited  in 
a  decision  of  the  superintendent  of  buildings,  affecting 
premises  1404-1428  East  New  York  avenue,  Brooklyn;  and 
Whereas,  applicant  failed  to  complete  his  papers  although 
duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


AREAS  FIXED. 

(1208-24-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Henry  C.  Brucker,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  southwest 
corner  Onderdonk  avenue  and  Bleecker  street,  Borough  of 
Queens. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Onderdonk  avenue  from  Greene  avenue 
to  a  point  400  ft.  south  of  proposed  garage;  both  sides 
of  Bleecker  street  from  a  point  200  ft.  east  of  Onder¬ 
donk  avenue  to  a  point  400  ft.  west  of  proposed  garage; 
also  the  north  side  of  Ralph  street  from  Onderdonk 
avenue  to  a  point  150  ft.  west  of  Onderdonk  avenue. 
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(1219-24-BZ) 

The  Chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  477-87 
Gates  avenue,  Brooklyn. 


The  following  area  was  approved  by  the  board: 

Both  sides  of  Gates  avenue  from  a  point  200  ft.  east 
of  Marcy  avenue  to  a  point  400  ft.  west  of  proposed 
garage.  Both  sides  of  Marcy  avenue  from  a  point  100 
ft.  north  of  Quincy  street  to  a  point  400  ft.  south  of 
premises  in  question,  also  the  south  side  of  Quincy  street 
from  Marcy  avenue  to  a  point  175  ft.  west  of  Marcy 
avenue. 


(1252-24-BZ) 

1  he  Chairman  presented  and  read  a  communication  from 
William  Perlstein,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  Northwest 
corner  of  Forest  avenue  and  Linden  street,  Ridgewood,  Bor¬ 
ough  of  Queens. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Grove  street  and  Linden  street  from  a 
point  200  ft.  east  of  Forest  avenue  to  a  point  400  ft. 
west  of  proposed  garage.  Both  sides  of  Forest  avenue 
from  Gates  avenue  to  a  point  400  ft.  north  of  premises 
in  question,  also  the  east  side  of  Grandview  avenue 
from  Linden  street  to  Grove  street. 


Adjourned  1.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF 

SPECIAL  MEETING, 

WEDNESDAY  AFTERNOON,  NOVEMBER  12,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
383-24-A 

APPELLANT — Weber,  McLoughlin  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Foot  of  30th  street  and  North 
River,  Manhattan. 

APPEARANCES— 

For  Appellant:  Joseph  A.  McLoughlin. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  fti.,  on  request. 


432-24- A. 

APPELLANT — John  T.  Dooling,  for  Listoroel  Realty  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 509-517  West  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  None. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment 

ACTION  OF  BOARD — -Laid  over  to  December  9,  1924,  at 
2  p.  m.,  on  written  request. 


478-24- A. 

APPELLANT — The  Silver  Slipper  Corp.,  sub-lessee;  Chel¬ 
sea  Exchange  Bank,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m. 


854-24- A. 

APPELLANT — Albert  Hartman,  owner. 

SUBJECT — Appeal  from  decision  of  the  superintendent  of 
buildings. 

PREMISES  AFFECTED — 6-8  East  1  st  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Joseph  W.  Keller. 

ACTION  OF  BOARD — Laid  over  to  November  18,  1924, 
at  10  a.  m.,  pending  hearing  of  Cal.  853-24-BZ. 


1093-24-A. 

APPELLANT — Edward  P.  Doyle,  for  Crown  Heights 
Bldg.  Corp.,  owner. 


APPEALS 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  Af FECTED — 421  Crown  street,  Brooklyn 
APPEARANCES—  ' 

For  Appellant:  Edward  P.  Doyle. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at  2 
p.  m.,  on  request. 


975-24-A. 

APPELLANT— Burns-Langan  Fire  Prevention  Co.,  Inc., 
for  Realty  Builders  Corp.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED: — 312-316  East  95th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  James  Langan. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  for  the  purpose  of  making  test  of  tank. 


1049-24-A 

APPELLANT — William  F.  Conran,  for  Sun  Co.,  owner. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — East  avenue  and  Newtown 
Creek,  Long  Island  City,  Borough  of  Queens. 
APPEARANCES— 

For  Appellant :  William  F.  Conran. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  for  inspection  and  report  by  committee  of 
the  board. 


965-24- A. 

APPELLANT — Charles  H.  Gillespie,  for  The  Anderson 
Galleries,  Inc.,  lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 489  Park  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant :  Sidney  L.  Strauss. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Holland .  i 
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THE  RESOLUTION: 

(965-24-A) 

Whereas,  Charles  H.  Gillespie,  for  Anderson  Galleries, 
Inc.,  lessee,  tiled,  July  23,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  489  Park  avenue,  Borough  of  Manhattan;  and 

Whereas,  the  order  of  the  tire  commissioner,  No.  51401- 
F,  dated  November  23,  1923,  reads : 

“1.  Provide  a  tank  on  roof  of  at  least  3,500  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  be  not  less  than  20  feet 
above  the  roof  level.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances.”  ; 

and 

Whereas,  the  building  is  fireproof,  five  stories,  basement 
and  cellar  in  height,  125  ft.  by  90  ft.  in  area.  OCCUPIED 
as  follows:  Cellar,  boiler  and  storage;  basement,  storage; 
1st  floor,  showrooms  and  bank;  2nd,  3rd,  4th  and  5th  floors, 
showrooms  (art  works )  ;  and 

Whereas,  appellant  contends  that  the  existing  2,800  gal¬ 
lon  tank,  set  on  the  roof  of  the  pent  house,  is  adequate. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  7nodiJicd,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  less  than  a  2,000  gallon  supply 
shall  be  maintained  for  the  standpipe  service;  and  granted 
only  so  long  as  the  present  use,  namely,  Art  Gallery  and 
Showroom,  is  maintained. 


956-24- A. 

APPELLANT — Mr.  Wm.  M.  Grosvenor,  lessee. 
SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 50  East  41st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Wm.  M.  Grosvenor. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland .  1 

THE  RESOLUTION : 

(956-24- A) 

Whereas,  Wm.  M.  Grosvenor,  lessee,  filed,  July  21,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  50  East  41st  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  24797- 
LC,  dated  June  30,  1924,  reads: 

‘‘The  ordinances  of  this  city  forbid  the  keeping  of 
liquefied  chlorine  in  any  building  containing  a  place  of 
public  assemblage  (lecture  hall)  or  in  a  building  occu¬ 
pied  in  part  for  dwelling  purposes. 

You  are  therefore,  hereby,  ordered  to : 

“1.  Remove  all  liquefied  chlorine  from  the  prem¬ 
ises.”  ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
57  ft.  by  74  ft.  in  area;  OCCUPIED  as  chemists’  club, 
laboratory,  sleeping  rooms,  etc. ;  and 

Whereas,  appellant  contends  that  the  chlorine  or  other 
gas  cylinder  is  stored  in  a  separate  storeroom  where  there 
are  no  flames  or  stoves  and  is  not  kept  in  the  laboratory ; 
that  the  work  is  of  a  character  to  make  the  use  at  short 
notice  of  moderate  quantities  of  chlorine  essential ;  that  the 
work  is  done  on  the  9th  floor  and  the  nearest  sleeping  rooms 
are  4  floors  below. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  two  (2)  five-pound 


cylinders  of  chlorine  shall  be  maintained  on  the  premises, 
immersed  in  water  in  steel  drum,  stored  on  roof,  under  cover 
with  no  opening  or  aperture  to  remainder  of  the  structure; 
protected  from  the  frost,  and  conveyed  by  pipe  line  in  open 
court  to  the  9th  floor ;  and  that  the  use  and  operation  of 
same  shall  be  limited  to  the  room  marked  “Laboratory,” 
opening  on  the  courtway. 


1053-24-A. 

APPELLANT — Henry  A.  Dewey  Co.,  Inc.,  for  Henry  A 
Dewey,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 399-401  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  Henry  L.  Dewey. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Connell  and  Fire  Chief  Kenlon. .  5 

Absent:  Mr.  Holland  and  Mr.  Kennedy .  2 

THE  RESOLUTION: 

(1053-24-A) 


Whereas,  Henry  A.  Dewey  Co.,  Inc.,  for  Henry  A. 
Dewey,  owner,  filed,  August  20,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  399-401  Concord  avenue,  The  Bronx;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  25065- 
LC,  dated  July  29,  1924,  reads: 

“You  are  therefore,  hereby  ordered  to: 

“1.  Discontinue  the  storage  of  soluble  cotton  on 
these  premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
cellar  in  height,  50  ft.  by  90  ft.  in  area;  OCCUPIED  for 
the  manufacture  of  lacquers ;  and 

Whereas,  appellant  contends  that  the  building  is  fire¬ 
proof  except  the  roof ;  that  the  manufacturing  is  done  in 
the  basement,  floor  of  which  is  on  a  level  with  the  yard; 
that  the  soluble  cotton  is  kept  wet  with  alcohol  and  proposes 
to  keep  a  minimum  quantity;  and  that  there  are  adequate 
means  of  exit  from  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


276-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner.  1  1 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED— 1146-58  East  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Stanley  H.  Smith. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  for  full  vote  of  the  board. 


958-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Allan  D.  Emil, 
lessee. 

SBJECT— Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles.  t 

PREMISES  AFFECTED— 355-381  Malbone  street,  Brook¬ 
lyn. 
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APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  F.  R.  Serri,  Nelson  Wild,  An¬ 
thony  Mugno,  Louis  Esposito,  Lizzie  Delato, 
Mary  Knoell. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  for  amendment  of  plans  in  bureau  of 
buildings. 


811-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hattie  W.  Ayer, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 495-499  East  171st  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  Jacob  Feld. 

ACTION.OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  the  case  having  been  set  for  regular  instead 
of  special  meeting  on  November  12,  1924,  through 

error. 


812-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Sadie  Corn,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  al¬ 
teration  and  extension  of  a  business  building  which 
was  erected  under  a  previous  resolution  of  the 
board. 

PREMISES  AFFECTED— 101-107  West  188th  street  and 
2451-2457  University  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  John  J.  Dunnigan. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 

2  p.  m. 


1191-23-BZ. 

APPLICANT — Nathan  Langer,  for  Commonwealth  Sav¬ 
ings  Bank,  owner. 

SUBJECT — Application  ((re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 425-431  West  209th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant :  Nathan  Langer. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924,  at 
2  p.  m.,  on  request  of  applicant. 


853-24-BZ. 

APPLICANT — Albert  Hartmann,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  al¬ 
teration  and  conversion  of  occupancy  from  a  stable 
and  storage  warehouse  to  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AEFECTED — 6-8  East  1st  street,  Manhattan. 

APPEARANCES— 

Eor  Applicant :  Joseph  W.  Keller. 

Eor  Opposition :  None. 

ACTION  OF  BOARD — 'Laid  over  to  December  9,  1924,  at 
2  p.  m. 


908-24-BZ. 

APPLICANT — William  F.  Doyle,  for  George  McAdam, 
owner. 

SUB  J  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue,  100 
feet  north  of  Clifford  place,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Connell  and  Fire  Chief  Kenlon  5 


Negative  .  o 

Not  Voting:  Mr.  Gunnison  .  l 

Absent:  Mr.  Holland .  l 

THE  RESOLUTION: 

(908-24-BZ) 


Whereas,  William  F.  Doyle,  for  George  W.  McAdam, 
owner,  filed,  July  9,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  east  side  of  Jerome 
avenue,  100  ft.  north  of  Clifford  place,  Borough  of  Bronx ; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
12,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jerome  avenue  is  a  business 
district  and  Clifford  place  and  Townsend  avenue  are  resi¬ 
dence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  19,  1924,  in  acting  on  N.  B.  Application  No. 
1999-24,  reads  : 

“1.  Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  a  business  district  is 
contrary  to  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  100 
feet  and  a  depth  of  100  feet ;  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  88.5  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected  in  compliance  with 
section  7,  subdivision  G  of  the  building  zone  resolution. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  shall 
be  limited  to  a  two  (2)  story  structure  above  grade,  that  the 
gable  walls  shall  be  unpierced  throughout  their  entire  height 
and  length ;  that  the  rear  wall  shall  be  unpierced  except 
opening  on  property  on  same  plot  and  in  the  same  owner¬ 
ship  and  that  the  requirements  of  the  building  zone  resolu¬ 
tion  shall  be  complied  with  in  all  other  respects;  that  the 
front  elevation  shall  be  finished  with  face  brick  in  panel 
design  with  architectural  terra  cotta  and  stone  trimmings; 
that  any  skylights  installed  shall  be  glazed  with  plain  glass, 
protected  with  wire  guards  above  and  below ;  that  no  sky¬ 
lights  shall  be  installed  within  20  feet  of  the  rear  wall ;  and 
any  ramp  installed  shall  start  not  less  than  10  feet  back  from 
the  face  of  the  front  wall; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 
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1054-24-BZ. 

APPLICANT — Win.  F.  Doyle,  for  Joseph  A.  Lewin,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 2201-17  59th  street,  Brooklyn 
APPEARANCES — 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  James  F.  Keenan,  J.  Newton 
Gray. 

ACTION  OF  BOARD — Report  of  committee  adopted  and 
action  laid  over  to  December  9,  1924,  at  2  p.  m.; 
to  submit  further  information. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT— 
Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


748-24-BZ. 

APPLICANT — William  J.  McKeown,  for  Estate  of  Ru¬ 
dolph  Prellwitz,  et.  al.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northeast  corner  of  Webster 
avenue  and  Mosholu  parkway,  north,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Wm.  J.  McKeown. 

For  Opposition :  Thomas  P.  Conlon,  Alderman 
Williams,  Albert  M.  Franklin,  Mark  Levy, 
John  B.  Lee. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p.  m.,  for  inspection  and  report  by  a  commit¬ 
tee  of  the  board. 


825-24-BZ. 

APPLICANT — Otto  Henschel,  for  Phillipine  Raub  and 
D.  S.  W.  Building  Corp.,  owner. 

SUBJECT — ^Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 516-526  Parkside  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Otto  Henschel. 

For  Opposition :  Frederick  B.  Merkle,  George  C. 


Lay,  Joseph  Halpin. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Dowd  .  1 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison  and  Connell  .  4 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 

THE  RESOLUTION: 

•  ( c\  i  T>  '7\ 


Whereas,  Otto  Henschel.  for  Phillipine  Raub  &  D.  S.  W. 
Building  Corp..  owner,  filed.  June  19,  1924.  an  application, 
under  the  building  zone  resolution,  to  permit  in  a  residence 
district  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles;  premises 
516-526  Parkside  avenue,  Borough  of  Brooklyn;  and 
Whf.reas,  a  public  hearing  was  held  on  "this  application 
bv  the  board  of  appeals,  at  its  special  meeting,  November 
12.  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Parkside  avenue  and  Bedford 


avenue  are  residence  districts  and  Rogers  avenue  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  June  13,  1924,  in  acting  on  Application  No. 
10908-24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  3. 

“A  garage  for  more  than  five  motor  vehicles  in  a  resi¬ 
dential  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  110 
feet  and  a  depth  of  119  feet  4  inches;  to  be  occupied  as  a 
garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  applicant  failed  to  substantiate  the  bases  of  his 
application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


787-24-BZ. 

APPLICANT— Archibald  J.  McKinny,  for  Andrew  Lewnes 
and  M.  K.  Venechanerkay,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building,  the  first  story  to 
be  used  for  business  purposes. 

PREMISES  AFFECTED — 345-357  Ocean  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Walter  R.  Kuhn. 

For  Opposition:  Oscar  Stolp,  John  A.  O’Connell, 
Allan  Black,  Charles  V.  Lewis. 

ACTION  OF  BOARD — Report  of  committee  adopted.  Ap¬ 
plication  denied. 

THE  VOTE  TO  ADOPT  COMMITTEE’S  REPORT- 
Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 
THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy  and  Gunnison...  2 
Negative :  Chairman  Walsh,  Messrs.  Dbwd  and 

Connell  .  3 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon. . .  2 

THE  RESOLUTION: 

(787-24-BZ) 

Whereas,  Archibald  J.  McKinny,  for  Andrew  Lewnes 
and  M.  K.  Venechanerkay,  owner,  filed,  June  10,  1924,  an 
application,  under  the  building  zone  resolution,  to  permit  in 
a  residence  district  the  erection  and  maintenance  of  a  build¬ 
ing,  the  first  story  to  be  used  for  business  purposes ;  prem¬ 
ises  345-357  Ocean  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
12,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Woodruff  avenue  and  Ocean 
avenue  are  residence  districts  and  Flatbush  avenue  is  a 
business  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings  rendered  May  23,  1924,  in  acting  on  Application  No. 
11234-24,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  3.  Stores  in  a  residential  dis¬ 
trict.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  61 
feet  and  a  depth  of  70  feet  4  in. :  to  be  occupied  as  apart¬ 
ments  and  stores ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
and  reported. 
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Cal.  No.  787-24-BZ. 

Premises  345-357  Ocean  avenue,  Brooklyn. 

November  11,  1924. 

REPORT  OF  COMMITTEE: 

A  committee  of  the  board,  consisting  of  Chairman  Walsh, 
Fire  Chief  Kenlon,  Messrs.  Dowd,  Connell  and  Kennedy, 
visited  these  premises  on  November  10,  1924.  The  applica¬ 
tion  is  brought  under  Section  20  and  seeks  a  variation  of 
the  building  zone  resolution,  to  permit  the  erection  of  a 
business  building  in  a  residence  use  district  at  the  northeast 
corner  formed  by  the  intersection  of  Ocean  and  Woodruff 
avenues. 

The  street  numbers  designating  the  plot  in  the  application 
would  affect  the  property  on  Ocean  avenue  from  Parkside 
avenue  to  Woodruff  avenue,  whereas,  from  the  plans  on  file 
it  relates  to  and  embraces  only  No.  357  Ocean  avenue,  a 
plot  of  ground  approximately  '61  ft.  by  74  ft.  now  occupied 
by  a  2^2  story  framed  dwelling.  As  described  on  the  plot 
plan,  filed  with  this  case,  there  is  in  existence  a  one  story 
brick  building,  44  ft.  frontage  on  Ocean  avenue  to  the 
north,  occupied  as  a  restaurant  and  candy  store;  to  the  rear 
on  Woodruff  avenue,  immediately  adjoining  this  property, 
there  is  a  frame  structure  finished  in  stucco,  one  story  in 
height,  occupied  as  a  fruit  and  vegetable  store  and  imme¬ 
diately  adjoining,  also  on  Woodruff  avenue,  a  one  story 
frame  building,  12  ft.  deep,  operated  as  a  tailor  shop. 


Ocean  avenue  from  Parkside  avenue  all  the  way  south  is 
developed  with  attractive,  modern,  high  class  apartment 
dwellings,  the  side  street  and  entire  neighborhood  likewise 
is  highly  developed. 

I  he  only  contributing  influence  that  could  be  offered  in 
support  of  this  application  for  the  privilege  of  business  use 
on  the  corner,  are  the  abutting  stores  as  above  described, 
which  though  by  the  very  nature  of  their  construction  and 
limited  capacity  and  investment  production,  are  established 
as  only  temporary  uses,  more  commonly  known  and  under¬ 
stood  as  “taxpayers.” 

The  committee  is  of  the  opinion  that  to  designate  this  cor¬ 
ner  to  non-conforming  uses  by  the  authority  of  modification 
of  the  building  zone  resolution,  would  be  destructive,  unwar¬ 
ranted  and  not  supported  by  any  substantial,  sound  or  logi¬ 
cal  reason,  and  therefore  recommend  the  denial  of  this  ap¬ 
plication. 

(Signed) 

WILLIAM  E.  WALSH. 

TOHN  KENLON, 

J.  SARSFIELD  KENNEDY, 
HENRY  L.  CONNELL. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


Adjourned  6.30  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 


BOARD  OF  APPEALS. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 
Wednesday,  November  5,  1924,  as  they  appeared  in  Bulletin 
No.  46  Vol.  IX,  are  hereby  corrected  to  read  as  follows : 

(569-23-BZ) 

Whereas,  Louis  A.  Sheinart,  for  Dorothy  Bass,  owner, 
filed.  May  10,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  808-816  Coney  Island  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
5,  1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 


* Correction — “750-29-B2”  corrected  to  “750-19 BZ”  in  line 
26  and  “8T8-22-F2”  corrected  to  “853-22 -BZ”  in  line  27. 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district  and  Ditmas  avenue  and  Cortelyou  road 
are  residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  February  27,  1923,  in  acting  on  N.  B.  Application 
No.  2828-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion  Art  II,  Sec.  4.  A  public  garage  for  more  than 
5  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  120 
feet  4  inches  and  a  depth  of  145  feet  10  inches ;  to  be  occu¬ 
pied  as  a  garage  for  more  than  5  motor  vehicles ;  and 

Whereas,  similar  applications,  Cal.  No.  750-19-BZ  and 
853-22-BZ  were  denied  by  the  board  and  there  was  oppo¬ 
sition  to  the  granting  of  the  application  on  the  part  of  neigh¬ 
boring  property  owners. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be 
and  it  hereby  is  denied. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 


If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copies 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  bv  mail. 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  ot  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  November  13,  1924 . 1343 

Restored  to  calendar .  80 


Miscellaneous  Applications. 


Requests  to  reopen  .  180 

Requests  to  amend  .  8 

Requests  for  modification  .  41 

Requests  to  rescind  .  3 

Requests  for  extension  of  time  .  19 

Requests  for  extension  of  permit  .  37 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  3 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . . 2348 

Disposed  of . 1726 

Cases  pending  November  13,  1924 .  622 


DISPOSITION  OF  CASES 

Withdrawn  .  149 

Dismissed  .  126 

Denied  .  249 

Granted  .  14 

Granted  on  condition .  842 

Appliances  approved . * . . .  22 

Appliances  dismissed,  disapproved  or  withdrawn  ....  17 

Rules  approved  .  8 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  162 

Requests  to  reopen  denied  .  11 

Requests  to  amend  granted  .  8 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  39 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  18 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  35 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Plans  approved  .  3 

Plans  disapproved  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  . .  1 

Interpretations  .  4 

Requests  withdrawn  or  dismissed  .  7 


Total . 1726 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


HOARD  OF  STANDARDS  AND  APPEALS, 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . i . 

P.  O . 


My  subscription  to  begin  with  the  issue  for .  1924. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  November 
18,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  November  18,  1924. 

Corrections. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  9U9,  Municipal  Building, 
Manhattan. 


HOUR£  ROIC,  CONSULTATION 
46  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the 'Chairman  or  the  En¬ 
gineers,  pertaining  tq^the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

_  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  November 
25,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  2,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AltfD  PETITIONERS 

No  appeal,.  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data. required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  cofnpass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

New  Cases  Filed  Week  Ending  November  20,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1370-24-A . F.D . 296-322  Vernon  ave.,  L.  I.  C., 

- — —  Queens.  Alt  2421-1924. 

1369-24-BZ . B.B.B.  ..1038-40  Lafayette  ave.,  Bklyn. 

- - -  Applic.  22705-1924. 

1368-24-A . F.D . 254  W.  42nd  st.,  Man. 

- - - -  Order  No.  56-A 

1367-24-A . F.D.  - 450-8  W.  34th  st.,  Man. 

- - -  .  LC-25536. 

1366-24- A . F.D . 49  E.  13th  st.,  Man. 

- - -  F-63713. 

1365-24-BZ . B.B.B.  ..1839-45  Cropsey  ave.,  Bklyn. 

- - -  Applic.  21327-1924. 

1364-24-A . F.D . 164  Mulberry  st.,  Man. 

-  F-65508. 

1363424-S . F.D . 164  Mulberry  st.,  Man. 

- - -  LD-65507. 

1362-24-A . F.D .  180-182  Park  Row,  Man. 

- * -  F-64977. 

1361-24-SA . F.D . Caloroil  Burner  Type  A. A. 

- - -  Appliance. 

1360-24.-BZ . B.B.Q  ..11601  Liberty  ave.,  Rich.  Hill, 

- - -  Queens.  Alt.  1813-1924. 

1359-24-SA . F.D . Oliver  Oil  Gas  Burner  No. 

- * - -  30-A.  Appliance. 

1358-24-BZ . B.B.M.  ..57-59  W.  132nd  st.,  Man. 

- * -  Alt.  2523-1924. 

1357-24-A . F.D . 14  W.  40th  st.,  Man. 

-  F-65228. 

1356-24-S . F.D . 14  W.  40th  st.,  Man. 

LFJ65222-65223,  LD-65224- 

- - -  65225,  65226-'65227. 

1355-24-A . F.D . 280  E.  133rd  st.,  Bx. 

- - -  N.  B.  1379-1923  F-67249. 

1354-24-S . B.B.M.  ..19-21  E.  55th  st.,  Man. 

-  Viol.  4803-1924. 

1353-24-A . F.D . 600-604  Degraw  st.,  Bklyn. 

-  *  C-8S287. 

1352-24-BZ . B.B.M.  ..521-27  7th  ave.,  Man. 

-  N.  B.  606-1924. 

1351-24-BZ . B.B.B.  ..322-28  Rutledge  st.,  Bklyn. 

-  Alt.  21490-1924. 

1350-24-A . F.D . 130  W.  Kingsbridge  rd.,  Bx. 

-  LC-25622. 

1349424-BZ . B.B.M.  .9-15  E.  133rd  st.,  Man. 

- -  Alt.  2532-1924. 

1348-24-S . B.B.M.  ..222-24  W.  37th  st.,  Man. 

-  Viol.  691-1924. 

1347-24-A . F.D . 445-51  W.  167th  st.,  Man. 

- -  LC-26170. 

1346-24-BZ . B.B.B.  ..E.  S.  Coney  Island  ave., 

150.52  ft.  So.  Ave.  T,  Bklyn. 

- *  N.  B.  19949-1924. 

1345-24-BZ . B.B.Bx.  .1160-72  Intervale  ave.,  Bx. 

-  N.  B.  281 4-1924. 

1344-24-BZ . B.B.M.  ..1211-14  5th  ave.,  Man. 

- - —  N.  B.  613-1924. 


CODE. 

F.D . Fjre  Department 

H  D . Health  Department 

B.B.B . Bureau  of  Build:  igs,  Brooklyn 

B.B.Bx . Bureau  of  Buildings,  Bronx 

B.B.M.  . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B.R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  November  25,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

1168-24-BZ. 

APPLICANT — John  De  Hart,  for  Green,  Matthews,  Tay¬ 
lor  Co.,  owner. 

PREMISES — 952-960  Home  street  and  1168-1172  Southern 
boulevard,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  building  to  be  used  as  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles 
and  motor  vehicle  repair  shop. 

1180- 24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Two  Hundred  and 
Fifty-seven  Madison  Avenue,  Inc.,  owner. 
PREMISES — 257-261  Madison  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  1J4  times  height  district  the 
erection  and  maintenance  of  a  business  building  and 
to  erect  the  street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution. 

1181- 24-BZ. 

APPLICANT — James  Kearney,  for  Leopold  Weil  and 
Mayer  S.  Ames,  owners. 

PREMISES — 1813-1815  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1186-24-BZ. 

APPLICANT — Emil  Buff,  owner. 

PREMISES — Northeast  corner  of  Metropolitan  avenue  and 
Wicks  street,  Jamaica,  L.  I.,  Queens. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles,  also  a  motor  vehicle  re¬ 
pair  shop. 

1215- 24-BZ. 

APPLICANT— Hollis  Operating  Co.,  Inc.,  owner. 
PREMISES — South  side  Jamaica  avenue,  60  ft.  east  of 
191st  street,  Hollis,  L.  I.,  Queens. 

TO  PERMIT  in  a  residence  district  extending  from  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
building  to  be  used  for  stores,  offices  and  theatre 
purposes. 

1216- 24-BZ. 

APPLICANT — Samuel  Marer,  owner. 

PREMISES — 2616-20  University  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  business  pur¬ 
poses. 

1230-23-BZ. 

APPLICANT — James  Ruburg,  for  Marie  Ruburg,  owner. 
PREMISES — 1-3  160th  street,  Flushing,  Queens. 

TO  PERMIT  in  a  residence  district  the  installation  and 
maintenance  of  a  gasoline  selling  station. 
1225-24-BZ. 

APPLICANT — Robert  Teichman,  for  Henry  A.  Vogt, 
owner. 

PREMISES— East  side  of  Grand  avenue,  259.31  ft.  north 
of  Hillside  avenue,  Jamaica,  L.  I.,  Queens. 
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TO  PERMIT  in  a  residence  “F”  area  district,  the  lowest 
level  of  a  side  yard  be  maintained  eleven  (11)  feet 
above  curb  level  instead  of  at  curb  level  as  required 
by  the  zone  resolution. 

1269-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Irene  Thatcher, 
owner. 

PREMISES — 1406-14  Elm  avenue,  Brooklyn. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance' of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1271-24-BZ. 

APPLICANT — Joseph  McGinnis,  for  Weiman-McGinnis 
Corp.,  owner. 

PREMISES — 2906-72  Jerome  avenue,  The  Bro*nx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

31-24-BZ. 

APPLICANT — F.  W.  Rinn,  for  Samuel  Brenner,  owner. 

PREMISES — 2251  Grand  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

887-24-BZ. 

APPLICANT — Ferdinand  Savignano,  for  Olympia  Gentile, 
owner. 

PREMISES — 8715  Sixteenth  avenue,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1)  pleasure  and 
four  (4)  commercial  motor  vehicles. 

1298-23-BZ. 

APPLICANT — McIntyre  &  O’Leary,  for  Vincenzo  Gar- 
giulo,  owner. 

PREMISES — 3200  Villa  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  November  25,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

10744J4-A — 25  Levrich  street,  Winfield,  L.  I.  Queens. 
1105-24-A — 377  St.  Pauls  avenue,  Staten  Island,  Richmond. 
1128-24-A — 613-619  East  83rd  street,  Manhattan. 

1136-24-A — 391-401  Leonard  street,  Brooklyn. 

1145-24-A — 72-78  Spring  street,  Manhattan. 

1147- 24- A — 492-498  Seventh  avenue,  Manhattan. 

1148- 24-A — 52-54  Watts  street,  Manhattan. 

1015-24-A — Certificate  of  Approval  for  Tank  Wagon. 

998-24-A — Permit  to  transport  benzol,  etc.,  in  drums  of 
110-gal.  capacity. 

1018-24-A — 116  Hudson  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

899-24-A — 101  West  78th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  November  25,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  162-24-BZ—yApplication,  January  31,  1924,  under  the 
building  zone  resolution,  of  Babetta 
Schulze,  applicant  and  owner,  to  permit 
in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  two 
(2)  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the 
premises ;  premises  southwest  corner  of 
Sixteenth  avenue  and  27th  street,  Beech- 
hurst,  L.  I.,  Queens. 

cal.  no.  1021-24-BZ — Application,  August  11,  1924,  under 
the  building  zone  resolution,  of  Ben¬ 
jamin  Schwartzman,  applicant,  on  behalf- 
of  Polk  Construction  Company,  Inc., 
owner,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  88 
Jackson  avenue,  Queens. 

cal.  no.  1068-24-BZ — Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

cal.  no.  1072-24-BZ — Application,  August  26,  1924.  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  John 
Klinger,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  east  side  of  Intervale  avenue, 
240  ft.  south  of  East  167th  street,  The 
Bronx. 

cal.  no.  1084-24-BZ — Application,  August  29,  1924.  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of 
Damox  Homes  Corp.,  owner,  to  per¬ 
mit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  building  to 
be  used  for  business  purposes ;  prem¬ 
ises  north  side  of  Featherbed  lane,  17 
ft.  west  of  Macombs  road.  The  Bronx. 

cal.  no.  1129-24-BZ — Application,  September  15,  1924.  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Dovle,  applicant,  on  behalf  of 
Midwood  Theatre,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  a  business  district  the  alteration 
and  extension  of  a  building  used  for 
theatre  and  store  purposes ;  premises 
1301-11  Avenue  J,  northeast  corner  of 
East  13th  street,  Brooklyn. 

cal.  no.  1257-24-BZ — Application,  October  23,  1924,  under 
the  building  zone  resolution,  of  Jamaica 
Water  Supply  Co.,  applicant  and  owner, 
to  permit  in  a  residence  district  the  al¬ 
teration  and  extension  of  an  existing 
water  supply  tower,  also  to  erect  an 
additional  tower ;  premises  east  side  of 
West  Dunton  avenue,  348  ft.  south  of 
Epson  Course,  Holliswood,  Queens. 

cal.  no.  1090-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  Charles 
A.  Sandblom,  architect,  on  behalf  of 
Thesium  Amusement  Co.,  owner,  to 
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permit  in  a  residence  district  extending 
from  a  business  district,  the  erection 
and  maintenance  of  a  building  to  be 
used  for  theatre  and  store  purposes ; 
premises  southeast  corner  of  Jamaica 
avenue  and  175th  street,  Queens. 

cal.  no.  1 125-24- BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  November  25,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

331-24- A — 508-534  West  212th  street,  Marfhattan. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

925-24-A — 57  East  9th  street,  Manhattan. 

928-24- A — 626-630  West  44th  street  and  611-641  West  43rd 
street,  Manhattan. 

948-24-A — 315  West  34th  street,  Manhattan. 

752-24-A — 25-27  Third  avenue,  Manhattan. 

1229-24-A — 923  Franklin  avenue,  Brooklyn. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

1110-24-A — 208  East  63rd  street,  Manhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  November  25,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 


tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises ;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  835-24-BZ — Application,  June  21,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  William 
Glichman;  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1655-1663  St.  Marks  avenue, 
Brooklyn. 

cal.  no.  919-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution  of  James  Kear¬ 
ney,  applicant,  on  behalf  of  Otto  Hess- 
ler,  owner,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  north¬ 
west  corner  of  Cooper  avenue  and  Cy¬ 
press  Hills  road,  Queens. 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  748-24-BZ — Application,  May  29,  1924,  under  the 
building  zone  resolution,  of  William  J. 
McKeown,  applicant,  on  behalf  of 
Estate  of  Rudolph  Prellwitz  and  Wil¬ 
liam  Prellwitz,  owners,  to  permit  partly 
in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  northwest  corner  of  Webster 
avenue  and  Mosholu  parkway,  north, 
The  Bronx. 

cal.  no.  540-24-BZ — Application,  April  16,  1924,  under  the 
building  zone  resolution,  of  Henry  J. 
Nurick,  architect,  on  behalf  of  Louis 
Reinhardt,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  243-249  Hopkins  street,  Brook¬ 
lyn. 

cal.  no.  233-24-BZ — Application,  February  14,  1924,  under 
the  building  zone  resolution,  of  Oscar 
Goldschlag,  architect,  on  behalf  of 
Broad  Holding  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Roosevelt  avenue  and  Lee  avenue, 
Queens. 

cal.  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 
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cal.  no.  922-24- BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution ;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  2,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

14-24-BZ. 

APPLICANT — Virginia  May  Mollenhauer,  for  Michael 
Kelly,  owner. 

PREMISES — 2172  Aqueduct  avenue,  The  Bronx. 

.  TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  pleasure  motor 
vehicles,  four  (4)  spaces  rented  to  persons  not 
*  residing  on  the  premises. 

893-24-BZ. 

APPLICANT — Harry  Katz,  owner. 

PREMISES — 408-414  loth  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

916-24-BZ. 

APPLICANT — Emil  Guterman,  for  Louis  Vopelak,  owner. 

PREMISES — 116-18  Pleasure  place,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not 
residing  on  the  premises. 

973-24-BZ. 

APPLICANT — Emil  Guterman,  for  Tram  Realty  Co., 
owner. 

PREMISES — 1702  Eleventh  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

994-24-BZ. 

APPLICANT — Jacob  Lubroth,  for  Louis  Hernstat,  owner. 

:  PREMISES — 2269-71  59th  street,  Brooklyn. 

.  TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  poultry  slaughter  house. 

1086-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  A.  Potter, 
f  et  al.,  owners. 

PREMISES — East  side  of  Southern  boulevard,  125  ft.  north 
of  East  167th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1156-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Cosmo  Saponaro, 
owner. 

PREMISES — 982  Morris  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


1160-24-BZ. 

APPLICANT — James  Kearney,  for  Samuel  Weissman, 
owner. 

PREMISES — 550-558  Warwick  street,  Brooklyn. 

10  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1170-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Henry  Becker,  owner. 

P REM  I S  ES — Southwest  corner  of  Westchester  avenue, 
Roberts  and  Mulford  avenues,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1286-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Rose  Mandel,  owner. 

PREMISES — 1466-1476  Herkimer  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  laundry  pur¬ 
poses. 

1223-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Henry  Grenhart, 
owner. 

PREMISES — 166-168  East  92nd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  motor  vehicle  repair 
shop  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1005-24-A — 116  West  14th  street,  Manhatan. 

1064-24-A — 383  Concord  avenue,  The  Bronx. 

1120-24- A — 65-67  Duane  street,  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

1132-24-A — 648  Broadway,  Manhattan. 

1137-24-A — 1600  Broadway,  Manhattan. 

1151-24-A — 425  West  130th  street,  Manhattan. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

1158-24-A — 75  Spring  street,  Manhattan. 

1073-24-A — 507-513  West  50th  street,  Manhattan. 
1166-24-A — North  side  Bradford  avenue  (41st  street),  350 
ft.  west  of  Lawrence  street,  Flushing, 
Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  2,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  993-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

cal.  no.  1131-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  New 
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Bensonhurst  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2362-84  86th  street, 
southeast  corner  of  Twenty-fourth  ave¬ 
nue,  Brooklyn. 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  1087-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

cal.  no.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5J  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  759-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Wil¬ 
liam  Sherman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  16-24  Saratoga  avenue,  north¬ 
west  corner  of  Hancock  street,  Brook¬ 
lyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 

cal.  no.  889-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  James  J. 
Millman,  applicant,  on  behalf  of  D.  & 
B.  Auto  Painting  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  an  unrestricted  district  the  altera¬ 
tion  and  extension  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  105 
Underhill  avenue,  Brooklyn. 

cal.  no.  1041-24-BZ — Application,  August  16,  1924,  under 
the  building  zone  resolution,  of  330 
West  95th  Street  Corporation,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  from  a  storage  warehouse  to 


a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  156- 
166  West  End  avenue,  northeast  cor¬ 
ner  of  West  67th  street,  Manhattan. 
cal.  no.  1048-24-BZ— Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  Sidney 

L.  Strauss,  applicant,  on  behalf  of  John 

M.  Charlton,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  156-160  16th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  2,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1006-24-S — 738  Broadway,  Manhattan. 

1141- 24-S — 473  Hudson  avenue,  Brooklyn. 

598-24-S — 168  21st  street,  Brooklyn. 

487-23-S — 25-33  West  45th  street,  Manhattan. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

1163-24-S — 29  Spruce  street,  Manhattan. 

1203-24-S — 380-2  Fulton  street  and  2-18  Smith  street 
Brooklyn. 

1206- 24-S — 59  Bank  street,  Manhattan. 

1207- 24-S — 105-107  Bank  street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan. 

-  385-24-S — 2268  Second  avenue,  Manhattan. 

1106-24-S — 235  East  44th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 
1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1192-24-SA — Kemp  Oil  Burner,  approval  of. 

1191-24-SA — Socony  Arrow  Oil  Burner,  approval  of. 
1197-24-SA — Yankee  Oil  Burner,  approval  of. 

1254-24-SA — Tate-Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1134-24-SA — Peerless  Automatic  Oil  Burner,  approval  of. 

1142- 24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1001-24-SM — Genasco  Asphalt  Mastic  Floors,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1004-24-A — 115  West  51st  street,  Manhattan 
1065-24-A — 410-424  Willoughby  avenue,  Brooklyn. 
1115-24-A — 123-129  Broad  street,  Manhattan. 

1135-24-A — 521-523  East  19th  street,  Manhattan. 

1140-2“*- A — 20  East  12th  street,  Manhattan. 

855-24-A — Northeast  corner  of  Maspeth  avenue  and  Gard¬ 
ner  avenue,  Brooklyn  (Bldg.  C). 
1039-24-A — '8919-8923  Fifth  avenue,  Brooklyn. 

1169-24-A — 8712  Eighteenth  avenue,  Brooklyn. 

1183-24-A — 421  West  154th  street,  Manhattan. 

1221-24-A — 52-56  Cedar  street,  Manhattan. 

1304-24-A — Southwest  corner  of  East  128th  street  and  Park 
avenue,  Manhattan. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  9,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  792-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Anna 
Claussen,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  523  Ovington  ave¬ 
nue,  Brooklyn. 

cal.  no.  1112-24-BZ — Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses  ;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 

ca..  no.  1028-24-BZ — Application,  August  13,  1924,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Emma  Fribourg,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 


hicles;  premises  405-415  Montgomery 
street,  northwest  corner  of  Nostrand 
avenue,  Brooklyn. 

cal.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1173-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  George 
Hoffmann,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  La¬ 
fayette  avenue,  126.35  ft.  south  of 
Cooper  avenue,  Glendale,  Queens. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

785-24-A — 6118  Rockaway  Beach  boulevard,  Queens. 
976-24-A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street,  Manhattan. 

1096-24-A— 30  Great  Jones  street,  Manhattan. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A — 509-517  West  street,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24-A— 6-8  East  1st  street,  Manhattan. 

975-24- A — 312-316  East  95th  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

1093-24-A — 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution , 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  9,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam- 
uei  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
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motor  vehicles ;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  276-24- BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

•  cal.  no.  1054-24-BZ — Application,  August  20,  1924,  under 

the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 
Brooklyn. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
owner,  Allan  D.  Emil,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board ;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com- 
"Tonwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ— Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6-8  East  1st  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24-A — 126  Fourth  avenue,  Manhattan. 

1184-24-A — North  side  Richards  street,  610  ft.  west  of 
Beard  street,  Brooklyn. 

969-24- A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1029-24-A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  16,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  833-24-BZ — Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  C.  S.  C. 
Holding  Corp.,  owner,  to  permit  in  a 
residence  district  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1301  Merriam  avenue,  The  Bronx. 
cal.  no.  1372-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1152-24-BZ — Application,  September  19,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

cal.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 
cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and  - 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 
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cal.  no.  793-24-BZ— Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

cal.  no.  1094-24-BZ — Application,  September  3,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  one  .(1)  commercial  mo¬ 
tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises ;  premises  27 
Delta  place,  Glendale,  Queens. 

cal.  no.  1107-24-BZ — Application,  September  8,  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behalf  of 
M.  Mary  Mariella,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Rverson  street,  Brooklyn. 

cal.  no.  1154-24-BZ — Application,  September  20,  1924,  under 
the  building  zone  resolution,  of  Colo¬ 
nial  Laundry,  Inc.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  alteration  and  extension  of  a  fac¬ 
tory  building;  premises  16-20  Lexing¬ 
ton  avenue,  Brooklyn. 

cal.  no.  938-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Michael  V.  Woods,  owner,  to  permit 
partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1730-46  67th 
street,  Brooklyn. 

cal.  no.  1187-24-BZ' — Application,  October  1,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant  ana 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  a 
telephone  exchange  building;  premises 
8728  109th  street  and  8729  108th  street, 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  11 95-24 -BZ — Application,  October  4,  1924,  under  the 
building  zone  resolution,  of  Philip 
Bardes,  architect,  on  behalf  of  Fred- 
erich  Ochse,  owner,  to  permit  in  ? 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  474-482  Sterling  place,  Brook¬ 
lyn. 

cal.  no.  1198-24-BZ — Application,  October  6,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution:  premises  187-191 
Joralemon  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

Petitions  for  Variations . 

1201-24-S — 45-47  West  57th  street,  Manhattan. 

1214-24-S — 208-212  West  30th  street,  Manhattan. 

1224-24-S — 54  West  39th  street,  Manhattan. 

1227-24-S — 302  West  37th  street,  Manhattan. 

1231-24-S — 19  West  38th  street,  Manhattan. 

1246-24-S — 837  Eleventh  avenue  and  600  West  57th  street, 
Manhattan. 

1 264- 24 -S — 439  Broadway,  Brooklyn. 

974-24-S — 259-273  Green  street,  Brooklyn.  _ 

1172-24-S — 341  East  11th  street,  Manhattan. 

1265- 24-S — 18  East  54th  street,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan. 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

1241- 24-A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 
1253-24-A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn. 

1259-24- A — 10  East  102nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  no.  1032-24-BZ — Application,  August  14.  1924.  under 
the  building  zone  resolution,  of  Emil 
Guterman.  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ — Application,  October  7,  1924,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuy- 
vesant  Fulton  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  864-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  Joseph  A. 
Walsh,  applicant,  oh.  behalf  of  Renja- 
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min  Dinerman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1605-1615  Coney  Island  avenue, 
Brooklyn, 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  23,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1159-24-A — 962  Washington  avenue,  The  Bronx. 

1175-24-A — 628-642  West  45th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  23,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1193-24-A — 398-400  Concord  avenue,  The  Bronx. 

1202-24-A — 1822-1828  Lexington  avenue,  Manhattan. 
1205-24-A — 949-959  Willoughby  avenue,  Brooklyn. 
1211-24-A — 2589  Richmond  terrace,  Richmond. 

1220-24-A — 1920  Fowler  avenue,  The  Bronx. 

1 222-24- A — 23  West  56th  street,  Manhattan. 

1234-24-A — 814-826  Eighth  avenue,  Manhattan. 

1236- 24-A — 2-14  Northern  avenue,  Manhattan. 

1237- 24- A — South  side  of  West  190th  street,  between  Wads¬ 

worth  terrace  and  Wadsworth  avenue,  Ma. 
hattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

983-24-S — 6-8  West  20th  street,  Manhattan. 

1218-24-S — 511-513  West  Broadway,  Manhattan. 

1238-24-S — 243-245  West  30th  street,  Manhattan. 

1260-24-S — 260-262  West  35th  street,  Manhattan. 

1273- 24- S — 327-335  West  36th  street,  Manhattan.  I 

1274- 24-S — 248J4-250  West  40th  street,  Manhattan. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  18,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap^ 
peals,  held  on  Wednesday  morning,  November  12,  1924,  and 
the  minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Wednesday  afternoon,  November  12,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  47,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
854-24-A. 

APPELLANT — Albert  Hartman,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 6-8  East  1st  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  J.  W.  Keller. 

ACTION  OF  BOARD — Laid  over  to  December  9,  1924, 
at  2  p.  m.,  on  request. 


PREMISES  AFFECTED — Pier  88,  ft.  West  48th  street, 
N  R.,  Manhattan. 

APPEARANCES— 

For  Appellant:  Percey  J.  King  and  Mr.  Prunty. 
For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  16,  1924, 
at  10  a.  m.,  for  final  disposition. 


1047-24-A. 

APPELLANT — Reba  Quint,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1188  Grant  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  on  request  of  fire  department’s  rep¬ 
resentative. 


969-24-A. 

APPELLANT — Grinnell  Co.,  Inc.,  for  Walter  Shuttle- 
worth,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 126  Franklin  street  and  220-224 
West  Broadway,  Manhattan 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  on  written  request. 


1029-24- A. 

APPELLANT — Standard  Oil  Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


1061-24-A. 

APPELLANT — 'Charles  N.  Whinston  &  Bro.,  for  Aloumor 
Realty  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1961-9  Broadway,  143  West 
66th  street,  Manhattan. 

APPEARANCES— None. 


ACTION  OF  BOARD1 — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  . 

Negative  . . 

Absent :  Mr.  Holland  . 


6 

0 

1 
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777-24-A. 

APPELLANT — Baker  Steam  Products,  Inc.,  for  F.  Lauter- 
bach,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 282  Beaumont  street,  Manhat¬ 
tan  Beach,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland .  2 


754-24-A. 

APPELLANT — Perry  Photo  Novelty  Corp.,  for  Phil  Hol¬ 
lander,  Inc.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 360  Bowery,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland .  2 


708-24- A. 

APPELLANT— North  East  Service,  Inc.,  for  Otto  Strack, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 355  West  52nd  street,  Manhat¬ 
tan. 

APPEARANCES— N  one. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW' — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland .  2 


1350-24-A.  ,  T  .  , 

APPELLANT— U.  S.  Veterans  Hospital  No.  81,  for  United 
States  Government,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 130  West  Kingsbridge  road, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD1 — Appeal  dismissed  for  lack  of  prose¬ 
cution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  ® 

Absent :  Messrs.  Dowd  and  Holland .  2 

THE  RESOLUTION : 

(1350-24-A) 

Whereas,  U.  S.  Veterans  Hospital  No.  81,  for  U.  S. 
Government,  owner,  filed,  October  10,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  130  West  Kingsbridge  road,  The 

Bronx ;  and  .  . 

Whereas,  appellant  failed  to  complete  his  papers,  al¬ 
though  duly  notified  so  to  do.  .  , 

Resolved ,  that  the  appeal  be  and  it  hereby  is  dismissed 

for  lack  of  prosecution. 


APPELLANT— Croker  Natl.  Fire  Prev.  Eng.  Co.,  for  pair- 
child  Aerial  Camera  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — 136  West  52nd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1009-24-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Coleman  Estate,  owner,  filed,  August  6,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  136  West  52nd  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
10,  1924,  reads : 

“Order  No.  24434-LC : 

“1.  Provide  a  metal  cabinet  (constructed  and  ven¬ 
tilated  as  prescribed  by  Section  232-3,  Chapter  10,  Code 
of  Ordinances)  in  which  to  keep  all  your  inflammable 
photographic  film. 

“2.  Provide  in  such  cabinet  one  sprinkler  head  prop¬ 
erly  connected  to  the  sprinkler  system  of  the  building. 

“3.  Discontinue  keeping  inflammable  film  anywhere 
on  the  premises  except  in  such  cabinet.” ; 

and 

Whereas,  the  building  is  fireproof,  twelve  stories  in  height, 
150  ft.  by  100  ft.  5  in.  in  area ;  OCCUPIED  as  factory, 
offices,  salesrooms,  etc.,  approximately  700  persons  above  the 
1st  story,  appellant  occupying  part  oi  the  11th  story  for  the 
storage  of  photographic  film;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  automatic  sprinkler  and  standpipe  systems ;  that  the  ex¬ 
posed  negatives  (slow -burning  film)  are  placed  in  separate 
manila  envelopes  and  stored  in  steel  letter  files  and  that 
six  rolls  of  unexposed  film,  each  75  ft.  by  9  in.,  are  sepa¬ 
rately  placed  in  steel  tubes  and  stored  in  a  steel  safe. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1013-24-A. 

APPELLANT— Helmle  &  Corbett,  for  Trustees  Sailors 
Snug  Harbor,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 753-55  Broadway  and  66-68 
East  8th  street,  Manhattan. 

APPEARANCES— 

For  Appellant:  William  H.  MacMurray. 

For  Administration:  Inspector  Maher,  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1013-24-A) 

Whereas,  Helmle  &  Corbett,  for  Trustees  Sailors  Snug 
Harbor,  owner,  filed,  August  7,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  753-55  Broadway  and  66-68  East  8th 

steet,  Manhattan;  and  .  . 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 

2,  1924,  reads : 
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“Order  No.  61965-F : 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLERS  throughout  building  having 
at  least  one  source  of  water  supply  *  *  ; 

and 

Whereas,  the  building  is  non- fireproof,  six  stories  in 
height,  having  a  frontage  of  57  ft.  on  Broadway  and  a 
frontage  of  125  ft.  3  in.  on  East  8th  street.  OCCUPIED  : 
Basement  and  1st  story,  restaurant,  50  persons;  upper  stories, 
tenant  factory,  manufacture  of  clothing,  64  persons  above 
the  1st  story ;  and 

»  Whereas,  appellant  contends  that  the  entire  building  is 
equipped  with  a  fire  alarm  signal  system  and  that  there  is 
a  4  in.  standpipe  system  installed  in  the  easterly  section  of 
the  premises. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1022-24-A 

APPELLANT — Croker  Natl.  Fire  Prev.  Eng.  Co.,  for  Han¬ 
nah  Blumenthal,  owner. 

SUBJECT — Appeal  from  order  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 202-210  West  89th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  inspector  Taaffe  of  bureau  of 
buildings. 


ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, - 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

t  .  Kenlon  . . . . . 1  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1022-24-A) 


Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Hannah  Blumenthal,  owner,  filed,  August  12,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of 
the  superintendent  of  buildings,  affecting  premises  202-210 
West  89th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  superintendent  of  buildings, 
dated  June  16,  1924,  reads: 

“Exit  Order  No.  135-1924 : 

“You  ARE  HEREBY  DIRECTED  TO  PROVIDE 
“A  fire-escape  at  the  center  front  of  the  building 
with  balconies  4  ft.  wide  taking  in  at  least  one  window 
on  all  floors  above  the  first  floor.  Balconies  to  be  con¬ 
nected  by  22  in.  wide  stairs  at  an  angle  of  60  degrees 
and  sliding  drop  ladder  from  lowest  balcony  to  street, 
a  3  foot  wide  passageway  to  be  maintained  on  each 
floor  leading  to  fire  escape  or  in  lieu  of  the  above  the 
rear  fire  escape  be  arranged  so  that  same  will  be  ac¬ 
cessible  from  each  floor  and  a  proper  means  of  egress 
from  the  lowest  balcony.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  125  ft.  by  52  ft.  in  area;  OCCUPIED  as  a  storage 
warehouse,  6  persons  above  the  1st  story;  the  means  of 
egress  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fireproof  partitions ; 
a  fire  escape  on  the  side  of  the  building  consisting  of  bal¬ 
conies  connected  by  stairs  at  an  angle  of  45  degrees,  with 
ladder  to  roof  and  drop  ladder  from  3rd  story  balcony 
to  the  roof  of  adjoining  building;  and 
■  Whereas,  appellant  contends  that  to  provide  the  fire 
escape  would  be  a  great  hardship;  that  a  watchman  service 
is  maintained  and  that  the  existing  exit  facilities  are  adequate 
for  the  small  occupancy. 

Resolved,  that  the  order  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


1013-24-A. 

APPELLANT — Shipley  Construction  &  Supply  Co.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED-East  side  of  Second  avenue, 
from  41st  to  42nd  streets,  Brooklyn. 
APPEARANCES— 


For  Appellant:  Samuel  Rosenblum. 

Foi  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  g 

Negative  .  q 

Absent:  Mr.  Holland  .  '  j 

THE  RESOLUTION: 


(1043-24-A) 

Whereas,  W.  A.  Pusch,  for  Shipley  Construction  and 
Supply  Co.,  owner,  filed,  August  16,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  east  side  of  Second  avenue  from 
41st  to  42nd  streets,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
29,  1924,  reads : 

“Order  No.  59753-F: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  370  ft.  by  200  ft. 
in  area,  subdivided  into  four  sections  by  fore  and  aft  fire 
walls,  with  openings  therein  protected  with  fire  doors ;  Sec¬ 
tion  “A”  is  two  stories  in  height,  47  ft.  5  in.  by  200  ft. 
(approximately  9,400  sq.  ft.)  in  area;  Section  “B”  is  two 
stories  in  height,  56  ft.  by  180  ft.  (approximately  9,500 
sq.  ft.)  in  area;  Section  “C”  is  two  stories  and  mezzanine 
in  height,  78  ft.  6  in.  by  200  ft.  (approximately  15,000  sq. 
ft.)  in  area;  Section  “D”  is  one  story  in  height,  158  ft. 
by  200  ft.  (approximately  31,000  sq.  ft.)  in  area;  Section 
“E”  is  one  story  in  height,  160  ft.  toy  30  ft.  in  area;  OC¬ 
CUPIED  for  the  manufacture  and  storage  of  ice-making 
and  refrigerating  machines,  approximately  200  persons  in  the 
entire  premises;  and 

Whereas,  appellant  contends  that  the  premises  are  used 
mainly  for  the  storage  of  iron  material;  that  the  premises 
face  on  two  street  fronts,  and  that  automatic  fire  alarms 
have  been  installed  in  the  main  building,  and  the  main  build¬ 
ing  is  protected  with  an  automatic  sprinkler  system ;  and 

Whereas,  the  board,  acting  on  the  same  order  under  Cal. 
No.  154-24-A,  which  order,  however,  did  not  embrace  a 
temporary  metal-covered  one-story  addition  30  ft.  by  160 
ft.  recently  erected,  which  is  the  cause  or  basis  of  the 
order  and  of  this  appeal,  granted  the  appeal ;  and 

Whereas,  the  board  deemed,  in  view  of  the  temporary 
character  of  the  addition  and  the  nature  of  the  occupancy, 
that  a  sprinkler  system  or  standpipe  system  was  not  neces¬ 
sary. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  occupancy,  operation  and 
use  remain  substantially  unchanged ;  that  the  stipulations 
set  forth  in  the  resolution  adopted  under  Cal.  No.  154-24-A 
be  complied  with,  and  on  the  further  condition  that  the  tem¬ 
porary  metal  structure,  one  story  high,  30  ft.  by  160  ft.  in 
area,  used  and  occupied  for  the  storage  of  machinery 
parts  and  metal  material,  be  separated  from  the  permanent 
and  main  structure  by  approved  masonry  wall  with  not  more 
than  one  opening  therein  protected  on  both  sides  with  fire¬ 
proof  self-closing  door. 


1052-24-A. 

APPELLANT — Croker  Natl.  Fire  Prev.  Eng.  Co.,  for 
Boyertown  Burial  Casket  Co.,  owner. 
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SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AIFECTED — 671-677  Eighth  avenue  and  300- 
302  West  43rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  6 

Negative  . ; .  0 

Absent:  Mr.  Holland .  1 

THE  RESOLUTION: 

(1052-24-A) 

Whereas,  Croker  Natl.  Fire  Prev.  Eng.  Co.,  for  Boyer- 
town  Burial  Casket  Co.,  owner,  filed,  August  20,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  671-677  Eighth  avenue 
and  300-302  West  43rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  60172-F, 
dated  June  10,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof.” ; 

and 

W  hereas,  the  premises  consist  of  a  non-fireproof  build¬ 
ing,  having  a  frontage  of  125  ft.  on  West  43rd  street  and 
a  frontage  of  100  ft.  on  Eighth  avenue;  divided  into  two 
sections  (the  maximum  area  being  9,600  sq.  ft.)  by  a  fore 
and  aft  brick  wall  with  openings  therein  on  the  1st  and 
2nd  stories ;  the  northerly  section  being  six  stories  in  height 
and  the  southerly  section  four  stories  in  height.  OCCU¬ 
PIED  as  follows :  The  four-story  section,  1st  story,  chapel, 
with  dwellings  above;  six-story  section  for  the  trimming, 
lining  and  storage  of  burial  caskets,  approximately  53  per¬ 
sons  on  the  premises ;  and 

Whereas,  appellant  proposes  to  protect  all  openings  in 
the  partition  wall  with  fireproof  self-closing  doors. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  floor  area  of  the  1st  story  sub¬ 
divided  as  of  this  date,  and  described  on  plans  in  this  ap¬ 
peal,  shall  not  be  increased ;  and  that  the  floors  above  1st 
story  between  the  easterly  and  westerly  sections  shall  be 
separated  by  a  fireproof  wall  of  approved  masonry,  any 
openings  therein  to  be  protected  with  automatic  fire  doors 
on  each  side  of  opening. 


1059-24-A. 

APPELLANT — James  F.  McDonald,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 234  Wooster  stree't,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  James  F.  McDonald. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . .•. .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 

(1059-24-A) 

Whereas,  James  F.  McDonald,  owner,  filed,  August  21, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  premises  234  Wooster 
street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  61920- 
F,  dated  July  14,  1924,  reads : 


and 


1.  Provide  an  approved  gas  shut-off  valve,  installed, 
arranged  and  equipped  as  provided  for  in  the  Rules  of 
the  Board  of  Standards  and  Appeals,  adopted  January 
11th,  1924.  ;  J 


W  hereas,  the  building  is  non-fireproof,  three  stories  and 
in  height,  26  ft.  6  in.  by  46  ft.  in  area.  OC- 
L.U1IED  as  follows:  Basement,  carpenter;  1st  story,  res¬ 
taurant,  5  persons ;  2nd  and  3rd  stories,  clothing  manfrs 
6  persons;  and  ’’ 

Whereas,  appellant  contends  that  the  size  and  occupancy 
ot  the  building  is  small  and  that  there  is  a  shut-off  valve 
outside  of  the  building,  which  is  unobstructed  and  easily 
located. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ZONE  CASES. 

1164-24-BZ. 

APPLICANT— Edward  P.  Doyle  and  Henry  G.  Opdycke 
for  B.  &  L.  Holding  Co.,  owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor- 
age  of  more  than  five  (5)  motor  vehicles 

PREMISES  AFFECTED— 830-836  West  177th  street  and 
831-835  West  176th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Maurice  Melnick,  Samuel  Wechs- 
ler  and  others. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  by  consent  of  both  sides,  also  to  include 
compliance  with  section  7-g. 

996-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Walton  Whyte 
Realty  Corp.,  owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue,  176.66 
ft.  north  of  East  Burnside  avenue,  The  Bronx. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  W.  M.  Smith  and  William  B. 
Delacey. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924, 
at  2  p.  m.,  for  final  disposition,  on  request  of  ap¬ 
plicant. 


922-24-BZ. 

APPLICANT1 — McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “business  two  times  height 
district”  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  prescribed  by  the 
building  zone  resolution. 

PREMISES  AFFECTED — 1-11  East  58th  street;  2-14  East 
59th  street;  761-767  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant :  Sidney  Abrahams. 

For  Opposition :  T.  E.  O’Donnell. 

ACTION  OF  BOARD — Laid  over  to  November  25,  1924, 
at  2  p._  m.,  for  consent  of  both  sides. 


119-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  exist¬ 
ing  central  telephone  exchange  building. 
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PREMISES  AFFECTED — 2411-2429  Tratman  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — 'Application  to  reopen  laid  over  to 
November  25,  1924,  at  10  a.  m. 


53-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Queensboro  Invest¬ 
ing  Co.,  owner. 

SUBJECT — Application  for  amendment  of  area  fixed  (re: 

decision  of  superintendent  of  buildings)  to  permit 
in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  Roosevelt 
avenue  and  21st  street,  Elmhurst,  Borough  of 
Queens. 

APPEARANCES— None.  * 

ACTION  OF  BOARD — Application  to  amend  area  laid  over 
to  November  25,  1924,  at  10  a.  m. 


1152-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Patrick  Tague, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  alteration  and 
conversion  of  occupancy  from  storage  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hides. 

PREMISES  AFFECTED — 163-165  Washington  avenue  and 
132-134  Hall  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  Jacob  B.  Lindner. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924,  at 
10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunni¬ 


son  and  Connell .  3 

Negative:  Messrs.  Kennedy  and  Dowd  .  2 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 


1372-23-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Alexander  Fox,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED— 300-310  Winthrop  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Harry  Malter,  Samuel  Malter  and 
Patrick  George  McGarry. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd  and  Fire  Chief  Kenlon  .  4 

Negative:  Messrs.  Gunnison  and  Connell  .  2 

Absent :  Mr.  Holland  .  1 


1111-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Irehe  N.  Collerd, 
owner.  . 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  East  189th 
street  and  Washington  avenue,  The  Bronx. 


APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  Tp  GRANT— 

Affirmative :  Messrs.  Kennedy  and  Dowd .  2 

Negative :  Chairman  Walsh,  Messrs.  Gunnison 

and  Connell  .  3 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(1111-24-BZ) 


Whereas,  Louis  A.  Sheinart,  for  Irene  Collerd,  owner, 
filed,  September  9,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  northwest  corner 
of  189th  street  and  Washington  avenue,  Borough  of  Bronx; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  East  189th  street  is  a  business 
district  and  Washington  avenue  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  5,  1924,  in  acting  on  N.  B.  Ap¬ 
plication  No.  2447-24,  reads: 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  business  district  is  contrary 
to  provisions  of  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  95 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  application  under  section  7-e  and  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


415-24-BZ. 

APPLICANT — Harold  Bir^mire,  for  Pieper’s  Garage,  Inc., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  alter¬ 
ation  and  extension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 225-229  St.  Nicholas  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant :  Samuel  Rosenblum. 

For  Opposition:  Nathan  Epstein  and  Herman  Bel- 
mare. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT—  \ 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  5 

Absent :  Mr.  Holfand  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(415-24-BZ) 

Whereas,  Harold  Birkmire,  for  Pieper’s  Garage,  Inc., 
owner,  filed,  March  20,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  alter¬ 
ation  and  extension  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  225-229  St.  Nicholas  ave¬ 
nue,  Manhattan;  and  .... 

Whereas,  a  pu'blic  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
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Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Nicholas  avenue  and 
Eighth  avenue  are  business  districts  and  Manhattan  avenue 
is  a  residence  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  13,  1924,  in  acting  on  Alt.  App. 
No.  103-24,  reads: 

“1.  Proposed  alteration  is  unlawful  as  the  building 
is  located  in  a  business  district.  Section  6a,  Building 
Zone  Resolution.” ; 
and 

Whereas,  the  building  is  of  fireproof  construction,  two 
stories  in  height,  with  a  frontage  of  88  ft.  10)4  in.  and 
a  depth  of  102  ft.  11)4  in.,  irregular;  it  is  proposed  to 
add  an  additional  story,  making  the  building  three  stories 
in  height,  the  entire  structure  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  applicant  failed  to  establish  the  basis  of  his 
application  under  section  7,  subdivision  A. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


1 157-23-BZ. 

APPLICANT — Meyer  Greenberg,  for  Alfred  J.  Howarth, 
owner. 

SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  (manufacturing  ex¬ 
tracts)  contrary  to  section  3,  article  2  of  the  zone 
resolution. 

PREMISES  AFFECTED — -210  Parkville  avenue,  Brook¬ 
lyn. 

APPEARANCES— 


For  Applicant :  Meyer  Greenberg. 

For  Opposition :  Morton  Abrahams,  John  T.  Booth. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 


(1157-23-BZ) 

Whereas,  Meyer  Greenberg,  for  Alfred  J.  Howarth, 
owner,  filed,  October  9,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
maintenance  of  a  business  use  (manufacturing  extracts) 
contrary  to  section  3,  article  2  of  the  zone  resolution;  prem¬ 
ises  210  Parkville  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Parkville  avenue  and  Ocean 
parkway  are  residence  districts  and  Newkirk  avenue  is  a 
business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  28,  1923,  reads : 

“Order  No.  78564-LC: 

“Maintenance  of  your  business  (manufacturing  ex¬ 
tracts)  is  a  violation  of  Sec.  3,  Art.  2  of  the  Bldg. 
Zone  Resolution.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  33  ft.  5)4 
in.  and  a  depth  of  20  ft. ;  situated  on  the  rear  of  the  lot 
occupied  in  part  as  a  garage  and  in  part  for  the  manufac¬ 
ture  of  extracts ;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  application  under  section  20  of  the  building  zone 
resolution. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby 

is  denied. 


751-24-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  James  H.  Sheri¬ 
dan,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 17-23  College  place,  Brooklyn. 
APPEARANCES— 

For  Applicant :  John  J.  Fitzgerald. 

For  Opposition:  B.  M.  Langstaff,  B.  L  Peck, 
Ruth  Ranson,  James  McCabe,  Charles  H. 
Biddy,  Josephine  E.  Arne,  George  W.  McCarthy, 
Richard  P.  Sherlock,  John  McKee. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell .  5 

Negative .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 

(751-24-BZ) 

Whereas,  Boris  W.  Dorfman,  for  James  H.  Sheridan, 
owner,  filed,  May  29,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  17-23  College 
place,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  College  place  and  Love  lane 
are  business  districts  and  Hicks  street  is  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  10,  1924,  in  acting  on  Application  No. 
10361-24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  for  more  than 
five  motor  vehicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  four  stories  in  height,  with  a  frontage  of  79 
ft.  7  in.  and  a  depth  of  82  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  applica¬ 
tion  be  and  it  hereby  is  granted  on  condition  that  the  struc¬ 
ture  be  restricted  to  a  three-story  building  above  grade,  of 
fireproof  construction ;  that  the  rear  wall  be  unpierced 
throughout  its  entire  height  and  length,  unless  opening  on 
premises  within  the  same  ownership,  in  which  event  such 
opening  shall  be  equipped  with  fixed  sash  having  not  more 
than  one  ventilator  to  each  sash,  and  glazed  with  trans¬ 
lucent  glass ;  that  the  regulations  of  the  building  zone  reso¬ 
lution  as  to  rear  yard  and  area  requirements  shall  be  com¬ 
plied  with  in  all  other  respects;  that  any  gasoline  storage 
equipment  installed  shall  be  located  at  the  extreme  front 
of  the  building;  and  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from 
the  date  of  this  action. 


977-24-BZ. 

APPLICANT — Emil  Guterman,  for  Rosa  Eifinger,  owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  pleasure  motor 
vehicles,  two  spaces  rented  to  persons  not  residing 
on  the  premises. 
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PREMISES  AFFECTED — 1913  Ralph  street,  Ridgewood, 
Queens. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(977-24-BZ) 


Whereas,  Emil  Guterman,  for  Rosa  Eifinger,  owner,  filed, 
July  28,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  three  pleasure  motor  ve¬ 
hicles,  two  spaces  rented  to  persons  not  residing  on  the 
pemises ;  premises  1913  Ralph  street,  Ridgewood,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show*  that  Ralph  street  and  Bleecker 
street  are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
June  27,  1924,  reads: 

“Order  No.  82902-LC: 

“Discontinue  the  maintenance  of  a  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  not 
the  property  of  persons  residing  ift  a  dwelling  on  the 
same  lot.”; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  25  ft.  and 
a  depth  of  20  ft. ;  situated  on  the  rear  of  the  lot ;  occupied 
as  a  garage  for  ‘  three  motor  vehicles,  space  rented  to 
persons  not  residing  on  the  premises ;  and 

Whereas,  the  board  deemed  that  there  would  be  hard¬ 
ship  in  preventing  owner  of  premises  from  renting  space, 
she  having  purchased  premises  understanding  she  could  so 
use  same. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  permitting  the  occupancy  as  pro¬ 
posed  for  a  temporary  period  of  two  years  from  the  date 
of  this  action,  on  condition  that  the  capacity  of  the  garage 
be  limited  to  three  automobiles  of  the  pleasure  car  type, 
space  for  two  of  which  may  be  rented  to  persons  not  re¬ 
siding  on  the  premises,  and  that  no  gasoline  storage  equip¬ 
ment  be  installed  or  maintained  on  the  premises. 


990-24-BZ. 

APPLICANT — Euell  &  Euell,  for  Bernardo  Affinito,  owner. 
SUBJECT^ — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  change 
of  occupancy  from  business  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED— 1297-1301  Cromwell  avenue. 
The  Bronx. 

APPEARANCES— 

For  Applicant :  George  R.  Euell. 

For  Opposition :  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
'Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  . .  2 


THE  RESOLUTION: 

(990-24-BZ) 

Whereas,  Euell  &  Euell,  for  Bernardo  Affinito,  owner, 
filed,  July  31,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  building  the  change 
of  occupancy  of  a  building  from  business  to  a  garage  for 
the  storage  of  more  than  five  motor  vehicles ;  premises 
1297-1301  Cromwell  avenue,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
18,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cromwell  avenue  is  a  business 
district  and  unrestricted  district  north  of  West  169th  street, 
and  West  169th  street  and  Boscobel  avenue  are  business 
districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  10,  1924,  in  acting  on  N.  B.  Application 
No.  1929-24,  reads : 

“A  certificate  of  occupancy  for  the  brick  building 
at  above  mentioned  location  as  a  garage  for  more  than 
five  motor  vehicles  is  hereby  denied  as  such  occupancy 
in  a  business  district  is  prohibited  by  the  provisions 
of  the  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  40.39 
ft.  and  a  depth  of  59.92  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  a  portion  of  these  premises,  approximately  1  ft. 
in  width  by  54.29  ft.  in  length,  lies  within  the  unrestricted 
area  and  therefore  embraced  by  both  the  business  and  un¬ 
restricted  use,  and  the  board  deems  that  it  is  not  an  inap¬ 
propriate  use  to  the  district,  and  the  applicant  has  filed 
the  duly  acknowledged  consents  of  the  owners  of  94  per 
cent  of  the  property  frontage  deemed  by  the  board  to  be 
affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  rear  and 
side  walls  be  unpierced  throughout  their  entire  height 
and  length ;  that  the  garage  shall  be  fire  retarded  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals  ;  that  the  front  elevation  shall  be  finished  in  face 
brick ;  that  any  skylights  installed  shall  be  glazed  with  plain 
glass,  protected  with  wire  guards  above  and  below ;  and  that 
all  necessary  permits  shall  be  obtained  within  sixty  days 
from  the  date  of  this  action. 


919-22-BZ. 

APPLICANT — Wesley  E.  Bryde,  owner. 

SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of  three 
motor  vehicles. 

PREMISES  AFFECTED — 3065  Perry  avenue,  The  Bronx 

APPEARANCES— None. 

ACTION  OF  BOARD— Chairman  read  request  for  ex¬ 
tension  of  permit.  Application  reopened  and  per¬ 
mit  extended  for  two  years. 

THE  VOTE  TO  EXTEND  PERMIT— 


Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
'Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent:  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(919-22-BZ) 

Whereas,  Wesley  E.  Bryde,  owner,  filed,  July  10,  1922. 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  residence  district  the  .maintenance  of  a  garage  for 
the  storage  of  three  motor  vehicles ;  space  being  rented  to 
persons  not  residing  on  the  premises ;  premises  3065  Perry 
avenue,  The  Bronx ;  and 


P"»“ -  - -  - -  ■  -  - .  ...  -  - 
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Whereas,  a  public  hearing  was  held  on  this-  application 
by  the  board  of  appeals,  at  its  regular  meeting,  October 
31,  1922,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Perry  and  Bainbridge  ave¬ 
nues  are  residence  districts  and  East  204th  street  is  a 
business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
13,  1922,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  which 
is  not  maintained  strictly  as  an  accessory  to  dwelling 
on  same  lot  on  these  premises.” ; 

and 

Whereas,  the  existing  building  is  of  all  metal  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  30  ft.  0  in. 
and  a  depth  of  18  ft.  O  in.;  occupied  as  a  garage  for  three 
automobiles  of  the  pleasure  car  type,  space  being  rented 
to  persons  not  residing  on  premises ;  and 


Whereas,  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected;  and 
Whereas,  this  application  was  granted  by  the  board 
at  its  meeting,  October  31,  1922,  for  a  temporary  period 
of  two  years,  and  applicant  requested  an  extension  of  the 
period. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  for  a  period  of*two  years  from 
the  date  of  this  action,  on  condition  that  the  storage  shall 
be  limited  to  three  automobiles  of  the  pleasure-car  type, 
space  for  which  may  be  rented  to  persons  not  residing  on 
the  premises.  * 


Adjourned  4.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  18,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell,  Fire  Chief  Kenlon,  Superintendents  Brady, 
Moore  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals  held  on  Wednesday  afternoon,  November  5, 
1924,  were  approved  as  printed  in  the  Bulletin,  No.  46, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

602-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Heilner  &  Wolf, 
owners. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 15  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 
2  p.  m. 


966-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Fifth  Avenue  and 
33rd  Street  Co.,  owner. 

SUBJECT — 'Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1-13  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 
2  p.  m. 


663-24-S. 

PETITIONER — Stroulson  Brothers,  lessees. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 
2  p.  m. 


635-24-S. 

PETITIONER — Frank  E.  Vitolo,  for  A.  Cipriani,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 55  West  35th  street,  Manhat¬ 
tan. 


APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 

2  p.  m. 


1122-24-S 

PETITIONER — Maurice  M.  Casey,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision 
of  superintendent  of  buildings. 

PREMISES  Ah  FECTED — 442  West  49th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Lorenz  Reich. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m.,  on  request  of  petitioner. 


385-24-S. 

PETITIONER — Michelina  Nicosia,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
health  commissioner. 

PREMISES  AFFECTED — 2268  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


1008-24-S. 

PETITIONER — Croker  Natl.  Fire  Prev.  Eng.  Co.,  for 
Broadway-Thirtieth  St.  Corp.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 22  East  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924,  at 
2  p.  m.,  subject  to  production  of  certificate  of  oc¬ 
cupancy. 


1010-24-S. 

PETITIONER — Emil  Guterman,  for  Nellie  Voit,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 36  Devoe  street,  Brooklyn. 
APPEARANCES— 

For  Petitioner :  Emil  Guterman. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  2  p.  m. ;  to  submit  consents  for  egress  over  roof 
of  second  building  to  the  west. 


1106-24-S. 

PETITIONER — William  Prosnitz,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 235  East  44th  street,  Manhat¬ 
tan.  * 

APPEARANCES— 

For  Petitioner :  None. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 
2  p.  m.,  on  written  request  of  petitioner. 


1138-24-S. 

PETITIONER — Charles  B.  Meyers,  for  Morris  Benedon, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 16  Great  Jones  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  George  L.  Wells. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  2  p.  m.,  on  request  of  petitioner’s  representative. 


1161-24-S. 

PETITIONER — F.  P.  Keniston,  for  Kupsuptic  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 239  Seventh  avenue,  Manhattan. 

APPEARANCES— 

For  Petitioner:  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924,  at 
2  p.  m.,  to  amend  to  include  determination  of  su¬ 
perintendent  of  buildings. 


982-24-S 

PETITIONER — New  York  Yellow  Cab  Co.  Sales  Agency, 
Inc.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  Ah F ECTED — 614-618  West  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner  :  Bernard  Kronthal. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  2  p.  m.,  to  confer  with  Inspector  Maher  of  the 
fire  department. 


145-24-S. 

PETITIONER — A.  R.  Beck,  Pres.,  for  DeKalb  Company, 
owner  of  leasehold. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 113-115  East  18th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Charles  A.  Chase. 

AC  I  ION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  2  p.  m.,  subject  to  obtaining  a  certificate  of  oc¬ 
cupancy. 


888-24-S 

PETITIONER — Western  Electric  Co.,  Inc.,  owner. 


SUBJECT. — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 455-465  West  street,  55-77 
Bethune  street,  137-149  Bank  street  and  734-742 
Washington  street,  Manhattan. 

APPEARANCES— 

For  Petitioner :  C.  A.  Crandall. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  16,  1924 
at  2  p.  m.,  for  determination  by  the  fire  prevention 
bureau  as  to  the  allowable  number  of  occupants  on 
each  floor  and  legal  and  required  means  of  exit  for 
accommodation  of  said  occupants. 


1097-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Herler  Realty  Co., 
Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFECTED1 — 13  West  30th  street,  Manhattan 
APPEARANCES— 

For  Petitioner:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Moore  and  McDer¬ 


mott  .  8 

Negative  .  o 

Absent:  Messrs.  Dowd,  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Re- 

ville  and  Kleinert  .  5 

THE  RESOLUTION : 

(1097-24-S) 


Whereas,  Samuel  Rosenblum,  for  Herler  Realty  Co., 
Inc.,  owner,  filed,  September  4,  1924,  a  petition  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  13  West  30th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
25,  1924,  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  in  compli¬ 
ance  with  the  provisions  of  Section  273  and  274  of  the 
labor  law  *  *  *. 

“Note: — Among  the  defects  noted  are  the  following: 

“No  fireproof  passageway  from  termination  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  25  ft.  by  99  ft.  in  area  at  the  1st  story 
and  25  ft.  by  58  ft.  in  area  above;  OCCUPIED  as  a  tenant 
factory,  16  persons  above  the  1st  story.  EXITS:  An  in¬ 
terior  wooden  stairway  extending  from  1st  story  to  roof ; 
enclosed  in  wood  lath  and  plaster  partitions  with  glass  and 
wood  doors  at  openings ;  a  fire  escape  on  the  rear  of  the 
building  extending  from  the  main  roof  to  fire  escape  balcony 
on  the  2nd  story;  with  fireproof  windows  along  the  course 
thereof ;  with  EGRESS  from  the  termination  of  fire  escape 
by  means  of  a  connection  from  the  balcony  at  2nd  story  to 
fire  escape  on  adjoining  building  to  east;  ROOFS  of  ad¬ 
joining  buildings  are  at  same  level ;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  are  adequate  for  the  low  occupancy. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  egress  from  termination  of  the  fire  escape 
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on  condition  that  a  party  wall  fire  escape  shall  be  provided 
at  the  roof  level  of  the  1st  story  extension  with  egress  by 
means  of  a  fixed  iron  stairway  to  adjoining  yard  to  11  West 
30th  street  with  egress  therefrom  direct  to  street  through 
unobstructed  passageway  and  on  further  condition  that  the 
order  shall  be  complied  with  in  all  other  respects  and 
granted  only  so  long  as  conditions  as  to  occupancy  and  us 
remain  unchanged. 


1109-24-S. 

PETITIONER — F.  P.  Keniston,  for  Behrer  &  Company, 
Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 77-79  Beekman  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  F.  P.  Keniston 
For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Connell,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Moore  and  McDer¬ 


mott  .  8 

Negative  .  0 

Absent :  Messrs.  Dowd,  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Re- 
ville  and  Kleinert .  5 


THE  RESOLUTION: 

(1109-24-S) 

Whereas,  F.  P.  Keniston,  for  Behrer  &  Co.,  Inc.,  owner, 
filed,  September  9,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  77-79  Beekman  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
3,  1924,  reads: 

‘Order  No.  62340-LD : 

“1.  Extend  the  interior  stairways  at  the  east  and 
west  sides  of  building  to  the  roof,  as  per  Section  271 
of  the  Labor  Law.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  50  ft.  by  133  ft.  in  area,  separated  into  two  sections 
by  a  fore  and  aft  brick  wall  with  openings  on  each  story, 
protected  with  double  fire  doors.  OCCUPIED  :  Cellar  and 
sub-cellar,  storage,  pipe  and  plumbing  fixtures,  3  persons; 
1st  story,  office,  showrooms  and  shipping,  10  persons;  2nd 
story,  office,  showrooms  and  shipping,  18  persons ;  3rd  story, 
office,  showrooms  and  shipping,  12  persons ;  4th  story,  office, 
showrooms  and  shipping,  20  persons ;  5th  story,  office,  show¬ 
rooms  and  shipping,  14  persons.  EQUIPPED  with  a  sprink¬ 
ler  system  in  the  cellar  and  sub-cellar  and  'also  with  a  fire 
alarm  signal  system.  EXITS  :  Two  interior  wooden  stair¬ 
ways,  extending  from  the  1st  story  to.  the  top  story,  with 
stairways  to  scuttles  in  roof,  enclosed  in  wooden  partitions 
with  wooden  doors  at  the  openings ;  a  fire  escape  on  the 
front  the  building,  extending  from  the  top  story  to  the 
2nd  story,  with  drop  ladder  to  street,  with  non-fireproof 
windows  along  the  course  thereof ;  ROOFS  of  adjoining 
buildings  to  east  same  height,  to  west  10  ft.  lower ;  and 

Whereas,  petitioner  contends  that  similar  orders  were 
rescinded  by  the  board  of  review  of  the  fire  department  on 
May  18,  1920,  and  on  February  14,  1921,  and  proposes  to 
equip  scuttles  in  roof  with  counterbalancing  devices. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  action  of  the  board  of  review  of  the  fire  de¬ 
partment  of  May  18,  1920,  and  February  14,  *921,  shall  be 


ratified,  on  condition  that  the  stipulations  set  forth  in  said 
modification  shall  be  complied  with  and  granted  only  so  long 
as  conditions  as  to  occupancy  and  use  remain  unchanged. 


1114-24-S. 

PETITIONER — Alfred  L.  Kehoe  &  Co.,  for  Schulte  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 353-355  Fulton  street,  Brook- 

ivu. 

APPEARANCES— 

For  Petitioner  :  Albert  Conway. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Moore  and  McDer¬ 


mott  . 8 

Negative  .  0 

Absent:  Messrs.  Dowd,  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Re- 
ville  and  Kleinert  .  5 


THE  RESOLUTION  : 


(1114-24-S) 

Whereas,  Alfred  L.  Kehoe  &  Co.,  for  Schulte  Realty 
Corp.,  owner,  filed,  September  10,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  363-355  Fulton  street, 
Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  No¬ 
vember  18,  1921,  reads : 

“Order  No.  28576-LD: 

“2.  Provide  an  outside  iron  balcony  fire  escape  at 
the  front  of  the  'building  with  balconies  4  ft.  in  width 
connected  by  stairways  not  less  than  22  inches  wide, 
placed  at  an  incline  of  not  more  than  45  degrees,  ex¬ 
tending  from  ground  to  roof  *  *  *  ” ; 


and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  39  ft.  8  ins.  by  109  ft.  3  ins.  in  area  at  the  1st  story 
and  39  ft.  8  ins.  by  68  ft.  in  area  above.  OCCUPIED :  1st 
story,  stores;  2nd  story,  billiard  parlor;  3rd  story,  man 
ufactuning,  12  persons;  4th  story,  manufacturing,  12  per¬ 
sons.  EXITS:  An  interior  wooden  stairway,  extending 
from  the  1st  story  to  the  roof,  enclosed  in  metal  lath  and 
plaster  partitions,  with  metal  covered  doors  at  the  open¬ 
ings;  a  fire  escape  on  the  front  of  the  building,  extending 
from  the  4th  story  to  the  2nd  story ;  with  fireproof  windows 
along  the  course  thereof ;  ROOFS  of  adjoining  buildings  are 
at  same  level ;  and 

Whereas,  petitioner  contends  on  account  of  structural 
difficulties  to  install  a  counterbalanced  drop  ladder  in  guides, 
in  lieu  of  a  counterbalanced  stair  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  counterbalanced  stairs,  on  condition 
that  the  fire  escape  complies  with  the  regulations  in  all 
other  respects  and  that  a  counterbalanced  drop  ladder  in 
guides  shall  be  provided  from  the  lowest  balcony  to  the 


street. 


PETITIONER— Buchman  &  Kahn,  for  Louis  Adler  and 
Abe  Adelson,  owners.  .  . 

SUBJECT _ Variation  of  labor  law  as  cited  in  decision  of 

superintendent  of  buildings. 

PREMISES  AFFECTED— 540-550  Seventh  avenue  and 
201-209  West  39th  street,  Manhattan. 
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APPEARANCES— 

For  Petitioner:  John  M.  Montfort. 

ACT  ION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  Kenlon, 
Superintendents  Brady,  Moore  and  McDer¬ 


mott  .  8 

Negative  .  0 

Absent :  Messrs.  Dowd,  Holland,  Deputy  Fire 
Commissioner  Hannon,  Superintendents  Re- 

ville  and  Kleinert  .  5 

THE  RESOLUTION: 

(1119-24-S) 


\\  hereas,  Buchman  &  Kahn,  for  Louis  Adler  and  Abe 
Adelson,  owners,  filed,  September  11,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  a  variation  from 
the  requirements  of  the  labor  law  as  cited  in  a  decision  of 
the  superintendent  of  buildings,  affecting  premises  540-550 
Seventh  avenue  and  201-209  West  39th  street,  Borough  of 
Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  N.  B.  App.  No.  30-1924,  dated  July  11,  1924,  reads: 

“18.  All  windows  in  building  must  comply  with 
Section  264  of  Labor  Law.’’; 

and 

Whereas,  the  building  is  fireproof,  23  stories  in  height, 
98  ft.  9  ins.  by  100  ft.  in  area;  EQUIPPED  with  a  sprinkler 
system  and  a  fire  alarm  signal  system.  OCCUPIED  as  fol¬ 
lows  :  1st  story,  stores ;  upper  stories,  showrooms,  offices 
and  25  per  cent  of  floor  area  used  for  manufacturing,  90 
persons  per  story;  and 

Whereas,  there  are  openings  on  both  street  fronts  of  the 
building  on  the  1st,  2nd  and  3rd  stories  glazed  with  plate 
glass ;  the  maximum  area  of  the  glass  on  the  1st  story  is 
10  ft.  by  14  ft.;  2nd  story,  3  ft.  6  ins.  by  4  ft.  0  ins.,  and 
on  the  3rd  story,  3  ft.  6  ins.  by  3  ft.  6  ins. ;  and 

Whereas,  petitioner  contends  that  to  comply  with  the  pro¬ 
visions  of  the  labor  law  as  to  the  area  of  the  glass  would 
destroy  the  use  intended  for  the  lower  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  the  three  (3)  lower  stories 
of  the  street  front  on  conditioti  that  all  openings  shall  be 
equipped  with  approved  fireproof  frames,  glazed  with  pol¬ 
ished  plate  glass  not  less  than  %  inch  in  thickness  and  that 
the  requirements  of  thq  labor  law  shall  be  complied  with  in 
all  other  respects. 


780-24-S. 

PETITIONER — F.  P.  Keniston,  for  Michael  Ginzburg, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 250-252  Bowery,  Manhattan. 
APPEARANCES— 

For  Petitioner :  F.  P.  Keniston. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 
dents  Brady,  Moore  and  McDermott .  8 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep^ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Kleinert  .  5 

THE  RESOLUTION: 

(780-24-S) 


Whereas,  F.  P.  Keniston,  for  Michael  Ginzburg,  owner, 
filed,  June  9,  1924,  a  petition,  with  the  board  of  standards 


and  appeals,  for  a  variation  from  the  requirements  of  the 
labor  law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  250-252  Bowery,  Manhattan ;  and 

\Y  hereas,  the  order  of  the  fire  commissioner,  No.  22941- 
LD,  dated  May  27,  1921,  reads : 

2.  Arrange  the  fire  escape  at  the  westerly  end  of 
the  south  side  of  building  and  the  openings  leading 
thereto  *  *  * 

“N|OTE:  Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following: 

“No  passageway  from  lower  termination  of  fire  es¬ 
cape  to  street. 

“3.  Arrange  the  fire  escape  at  the  front  of  building 
and  the  openings  leading  thereto  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  es¬ 
cape  are  the  following : 

"Windows  on  course  not  fireproof,  not  self-closing. 

“No  60  degree  connecting  stairways  between  balco¬ 
nies. 

“No  counterbalanced  stairway  to  street.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  42  ft.  by  100  ft.  in  area.  OCCUPIED  as  follows: 
No.  250,  1  story,  stores ;  2nd  story,  manufacture  metal  cases, 
7  persons ;  3rd  and  4th  stories,  storage,  no  occupants ;  No. 
252,  1st  story,  store;  2nd  and  3rd  stories,  manufacture 
kitchen  utensils,  13  persons;  4th  story,  manufacture  of  pa¬ 
per  boxes,  13  persons.  EQUIPPED  with  a  fire  alarm  sig¬ 
nal  system.  EXITS:  An  interior  wooden  stairway  extend¬ 
ing  from  1st  story  to  roof ;  enclosed  in  fire  resisting  parti¬ 
tions  with  fireproof  doors  at  openings.  A  fire  escape  on  the 
westerly  side  of  the  south  end  of  the  building  extending 
from  roof  to  the  yard  with  fireproof  windows  along  the 
course  thereof;  with  EGRESS  from  the  termination  of  fire 
escape  by  means  of  opening  in  fence  to  adjoining  yard.  A 
substandard  fire  escape  on  the  front  of  the  building  extend¬ 
ing  from  top  to  2nd  story.  ROOFS  of  adjoining  buildings 
are  at  same  level ;  and 

Whereas,  petitioner  contends  direct  egress  to  street  may 
be  had  by  means  of  tenement  house  to  rear  and  proposes  to 
provide  a  balcony  at  the  2nd  floor  level  of  No.  259,  fireproof 
the  windows  opening  at  that  story  and  furnish  a  counter¬ 
balanced  drop  ladder  in  guides  to  street  level. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  2  only  so  far  as  it  affects  egress  from  termination 
of  the  lowest  balcony  on  condition  that  fixed  iron  stairs  shall 
be  maintained  from  the  lowest  balcony  to  the  yard  with 
egress  therefrom  through  open  unobstructed  passageway  to 
tenement  house  adjoining  to  the  west;  granted  as  to  Item 
No.  3  so  far  as  it  affects  premises  250  Bowery,  on  condi¬ 
tion  that  the  order  shall  be  complied  with  as  to  windows 
except  in  the  top  story  and  not  less  than  70  degree  connect¬ 
ing  stairs  shall  be  maintained  and  counterbalanced  drop  lad¬ 
der  in  guides  provided ;  on  further  condition  that  the  two 
upper  stories  (of  premises  250  Bowery)  shall  remain  unoc¬ 
cupied,  and  on  further  condition  that  the  entire  occupancy 
of  the  structure  shall  be  vacated  and  the  building  demolished 
on  or  about  June  30,  1925. 


1150-24-S. 

PETITIONER — Robert  Teichman,  for  Buford  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 62  Vesey  street,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Robert  Teichman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten- 

*  dents  Brady,  Moore  and  McDermott .  8 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Reville  and  Kleinert  .  5 

THE  RESOLUTION: 

(1150-24-S) 


Whereas,  Robert  Teichman,  for  Buford  Realty  Corp., 
owner,  filed,  September  19,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  62  Vesey  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 
3,  1924,  reads : 

"Order  No.  59075-LD : 

“1.  Arrange  the  fire  escape  on  the  rear  of  the  build¬ 
ing  and  the  openings  leading  thereto  and  with  windows 
opening  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Sec.  273-274  of  the  Labor 
Law.  *  *  * 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  fireproof  passageway  from  termination  to  street. 

“No  counterbalanced  stairway  from  2nd  story  level  to 
ground.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  24  ft.  8  ins.  by  99  ft.  in  area  at  the  1st  story  and 
24  ft.  8  ins.  by  87  ft.  in  area  above.  OCCUPIED:  1st 
story,  florist,  3  persons ;  upper  stories,  printing,  etc.,  25  per¬ 
sons  above  the  1st  story.  EXITS:  An  interior  wooden 
stairway,  extending  from  the  1st  story  to  the  roof,  enclosed 
in  wooden  partitions  with  wooden  doors  at  the  openings ;  a 
fire  escape  on  the  rear  of  the  building,  extending  from  the 
main  roof  to  the  roof  of  the  1st  story  extension,  with  fire¬ 
proof  windows  along  the  course  thereof,  with  egress  from 
termination  of  fire  escape  by  means  of  adjoining  extension 
roofs;  ROOFS  of  adjoining  buildings  to  west  25  ft.  lower — 
to  east,  at  same  level ;  and 

Whereas,  petitioner  contends  that  it  is  impossible  to  in¬ 
stall  a  counterbalanced  stairway  owing  to  structural  diffi¬ 
culties  and  that  the  board  of  review  had  adapted  a  resolu¬ 
tion  granting  a  relief  from  these  particular  items. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  .the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  egress  from  termination  of  the  fire  escape 
and  counterbalanced  stairway  on  condition  that  a  standard 
fire  escape  shall  be  provided  on  the  rear  of  the  building  ter¬ 
minating  on  the  roof  of  the  extension  with  egress  therefrom 
to  adjoining  premises  of  same  level  to  east  and  west,  with 
egress  therefrom  through  unobstructed  openings;  granted  on 
further  condition  that  the  occupancy  shall  not  exceed  twenty- 
five  (25)  persons  above  the  1st  story. 


1126-24-S. 

PETITIONER— Victor  Tria,  for  Giuseppe  Corso,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
health  commissioner. 

PREMISES  AFFECTED— 1358  Rockaway  Parkway, 

Brooklyn. 

APPEARANCES— 

For  Petitioner:  Victor  Tria. 

ACTION  OF  BOARD — Petition  denied. 

THE  VOTE  TO  GRANT— 

Affirmative . .  •  •  ® 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Superintendents 
Brady,  Moore  and  McDermott .  8 


Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Reville  and  Kleinert .  5 

THE  RESOLUTION: 

(1126-24-S) 

Wheteas,  Victor  Tria,  for  Giuseppe  Corso,  owner,  filed, 
September  15,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  a  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  a  decision  of  the  health  department, 
affecting  premises  1358  Rockaway  Parkway,  Borough  of 
Brooklyn ;  and 

Whereas,  the  decision  of  the  health  department,  dated 
May  22,  1924,  reads: 

“At  a  meeting  of  the  Board  of  Health  of  the  Depart¬ 
ment  of  Health  of  The  City  of  New  York,  held  May 
22,  1924,  your  application  for  a  Sanitary  Certificate  for 
a  cellar  bakery  at  1358  Rockaway  Parkway  in  the  Bor¬ 
ough  of  Brooklyn  was  denied.” ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  20  ft.  by  48  ft.  in  area.  OCCUPIED:  Cellar, 
bakery;  1st  story,  stores;  upper  stories,  dwellings.  The 
height  of  the  bakery  from  floor  to  ceiling  being  8  ft.  6  ins.; 
the  ceiling  being  10  ins.  below  grade  and  the  floor  being 
7  ft.  below  the  yard  level;  the  means  of  ventilation  con¬ 
sisting  of  two  windows  opening  on  the  rear  yard ;  and 

Whereas,  petitioner  contends  that  the  premises  have  been 
occupied  as  a  cellar  bakery  prior  to  1914  but  have  not  been 
used  as  such  since  that  time. 

Resolved,  that,  the  decision  of  the  health  department  be 
and  it  hereby  is  affirmed  and  the  petition  be  and  it  hereby  is 
denied. 


1133-24-S. 

PETITIONER — Buchman  &  Kahn,  for  24  West  40th  Street 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 24-26  West  40th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  John  M.  Montfort. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 


dents  Brady,  Moore  and  McDermott .  8 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Reville  and  Kleinert  .  5 

THE  RESOLUTION : 

(1133-24-S) 


Whereas,  Buchman  &  Kahn,  for  No.  24  West  40th  Street 
Corp.,  owners,  filed,  September  1*6,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  a  variation  from  the 
requirements  of  the  labor  law  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  24-26  West 
40th  street,  Borough  of  Manhattan ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
N.  B.  App.  No.  319-1924,  dated  August  26,  1924,  reads : 

“10.  The  panes  of  glass  in  windows  must  not  exceed 
720  square  inches  in  area — ’Section  264 — 7c  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 

52  ft.  6  ins.  by  88  ft.  9  ins.  in  area;  equipped  with  a  sprinkler 
and  a  fire  alarm  signal  system.  OCCUPIED :  1st,  2nd 
and  3rd  stories,  stores,  offices  and  showrooms ;  upper  stories, 
offices  and  25  per  cent  manufacturing,  90  persons  per  story ;  * 
and 

Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st.  2nd  and  3rd  stories  glazed  with  plate  glass;  the 
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maximum  areas  of  the  glass  are:  1st  story,  8  ft.  0  in.  by 
11  ft.  6  in;  2nd  story,  7  ft.  6  in.  by  8  ft.  6  in.;  3rd  story, 
6  ft.  0  in.  by  7  ft.  6  in. ;  and 

Whereas,  petitioner  contends  that  to  comply  with  the  pro¬ 
visions  of  the  labor  law  as  to  the  area  of  the  glass  would 
naturally  affect  the  use  intended  for  the  three  lower  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  the  street  front  of  the  three 
(3)  lower  stories,  on  condition  that  all  openings  shall  be 
equipped  with  approved  metal  frames,  glazed  with  polished 
plate  glass  not  less  than  *4  inch  in  thickness  and  that  the 
requirements  of  the  labor  law  shall  be  complied  with  in  all 
other  respects. 


1279-23-S. 

PETITIONER— William  F.  Doyle,  for  Lower  Holding 
Company,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 229-233  Seventh  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  William  F.  Doyle. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh, m  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 
dents  Brady,  Moore  and  McDermott .  8 

Negative  . ; .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superinten¬ 
dents  Reville  and  Kleinert  .  5 

THE  RESOLUTION : 

(1279-23-S) 

Whereas,  William  F.  Doyle,  for  Lower  Holding  Com¬ 
pany,  owner,  filed,  November  8,  1923,  a  petition,  with  the 
board  of  standards  and  appeals,  for  a  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  229-33  Sev¬ 
enth  avenue,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  10,  1923,  reads: 

“A  certificate  of  occupancy  cannot  be  issued  until 
the  following  objections  have  been  removed: 

“No  fireproof  passageway  from  foot  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  50  ft.  by  80  ft.  in  area ;  OCCUPIED  as  a  tenant  fac¬ 
tory,  69  persons  in  the  entire  building  with  a  restaurant  in 
the  2nd  story  accommodating  30  persons ;  the  means  of 
EGRESS  consisting  of  an  interior  stairway  extending  from 
the  1st  story  to  the  roof,  enclosed  in  fire  resisting  partitions 
with  fire  doors  at  the  opening;  a  fire  escape  on  the  rear 
of  the  building  with  stationary  stair  to  yard  and  egress 
from  yard  through  gate  to  adjoining  yard  with  fire  windows 
along  the  course  of  the  fire  escape;  and 

Whereas,  petitioner  contends  that  permission  has  been 
obtained  from  the  owner  of  the  adjoining  property  for  the 
use  of  his  yard  as  a  means  of  egress ;  and 

Whereas,  at  the  meeting  of  December  18,  1923,  this  peti¬ 
tion  was  granted  on  certain  conditions,  “granted  so  far  as  it 
affects  egress  from  the  termination  of  the  fire  escape  only, 
on  condition  that  a  45  degree  fire  escape  shall  be  installed 
and  maintained  on  the  rear  of  the  building  with  egress  from 
termination  through  adjoining  yards  to  the  north  and 

south” ;  and  . 

Whereas,  this  petition  was  granted  by  the  board  at  its 
meeting,  December  18,  1923,  on  certain  conditions,  in  the 
preamble  the  occupancy  of  the  restaurant  in  the  2nd 
story  was  limited  to  30  persons  and  petitioner  now  proposes 


to  provide  an  additional  exit  from  the  restaurant  by  means 
of  a  balcony  fire  escape  on  the  front  of  the  building  with 
counterbalanced  stair  to  street  and  requests  a  further  modi¬ 
fication  of  the  resolution  to  permit  a  gate  in  the  easterly 
fence  instead  of  the  northerly  fence. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  modify¬ 
ing  the  original  resolution,  on  condition  that  a  45  degree  fire 
escape  shall  be  installed  and  maintained  on  the  rear  of  the 
building  with  egress  from  termination  through  adjoining 
yard  to  the  east  and  south  and  that  a  balcony  fire  escape 
shall  be  provided  at  the  2nd  story  level,  equipped  with  coun¬ 
terbalanced  stairs  and  counterbalanced  drop  ladder  in  guides, 
that  the  restaurant  floor  occupancy  shall  be  limited  to  one 
hundred  (100)  persons,  and  that  an  occupancy  of  forty 
(40)  persons  shall  be  permitted  above  the  2nd  story;  the 
resolution  to  remain  otherwise  unchanged. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 

1 134-24-SA. 

PETITIONER— C.  O.  Tennis  &  Co. 

SUBJECT — (Approval  of  Peerless  Automatic  Oil  Burner. 
APPEARANCES— None 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924,  at 
2  p.  m. 


1142-24-SA. 

PETITIONER — William  L.  Decker. 

SUBJECT — Approval  of  the  Decker  Oxohydrogen  Oil 
Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


1146-24-SA. 

PETITIONER— M.  J.  Conrady. 

SUBTECT — Approval  of  Salvo  Fire  Extinguisher. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


1249-22-S. 

PETITIONER— Coen  Company. 

SUBJECT — Application  for  reopening — approval  of  Coen 
Oil  Burner. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


1001-24-SM. 

PETITIONER — The  Barber  Asphalt  Company. 

SUBTECT — Approval  of  Genasco  Asphalt  Mastic  Floors. 
APPEARANCES— None. 

ACTION  OF  BOARD1 — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


556-24-SA. 

PETITIONER — Samson  Electric  Co. 

SUBJECT — Approval  of  the  Samson  No.  76  Fire  Signal 
Station. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


649-24-SA. 

PETITIONER— Boig  &  Hill,  Inc. 

SUBJECT — Approval  of  Curtis  Water  Pressure  Regulator. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  2,  1924, 
at  2  p.  m. 


Adjourned  5.40  p.  m. 

William  J.  O’Gorman,  Secretary. 
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MINUTES 


BOARD  OF  APPEALS. 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  appeals  held 

Tuesday,  June  27,  1924,  as  they  appeared  in  Bulletin  No.  28, 

Vol.  9,  are  hereby  corrected  to  read  as  follows : 

367-24-BZ. 

APPLICANT — William  F.  Doyle,  for  A.  Provenzano, 
owner. 

SUBJECT — Application  (re:  decision  of  fire  commissioner) 
to  permit  in  a  portion  of  a  street  between  two  in¬ 
tersecting  streets,  in  which  portion  there  exists  an 
exit  from  and  entrance  to  a  public  school,  the  ex¬ 
tension  and  change  of  occupancy  from  a  garage  for 
five  (5)  cars  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 225  Mott  street,  Manhattan. 

APPEARANCES— 

For  Applicant :  William-  F.  Doyle. 

For  Opposition :  Arthur  Stoll. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Beatty, 


Boulton,  Connell,  Holland  and  Kerby  .  6 

Negative  .  0 

Absent :  Fire  Chief  Kenlon  .  1 

THE  RESOLUTION: 

(367-24-BZ) 


Whereas,  William  F.  Dovle,  for  A.  Provenzano,  owner, 
filed.  March  10.  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  on  a  street  in  which  there  is  an  en¬ 
trance  and  exit  from  a  public  school,  the  change  in  oc¬ 
cupancy  of  a  garage  for  five  motor  vehicles  to  a  garage 
for  nine  motor  vehicles ;  premises  225  Mott  street,  Man¬ 
hattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting  June  27, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

*Corrcction — Words  “superintendent  of  buildings”  in  line 
3  of  minute  and  line  15  of  resolution  changed  to  “fire  com¬ 
missioner.” 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Mott  street  is  an  unrestricted 
district;  and  * 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
March  6,  1924,  in  acting  on  Alteration  Application  No. 
69-23,  reads : 

“1.  Garage  for  the  storage  of  more  than  five  cars 
may  not  be  permitted  on  the  same  street  in  which  there 
is  a  school.”; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  with  a  frontage  of  24  ft.  11  in.  and  a  depth  of  99 
ft.  in  the  1st  story  and  50  ft.  6  in.  above.  Occupied:  1st 
story,  garage;  upper  stories,  dwelling  of  owner’s  family. 
Proposes  to  store,  in  addition  to  the  five  motor  cars  for 
which  a  fire  department  permit  has  been  granted,  four  more 
motor  vehicles,  making  a  total  of  seven  passenger  motor 
cars  and  two  hearses,  all  cars  to  be  used  as  accessory  to 
owner’s  undertaking  establishment;  and 

Whereas,  the  board  deemed  there  would  be  hardship  in 
preventing  applicant  from  conducting  his  business,  which 
has  been  long  established. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted,  only  so  far  as  permitted  use  is  to 
be  accessory  to  the  undertaking  business  conducted  on  the 
premises,  on  condition  that  garage  storage  occupancy  shall 
be  restricted  to  the  1st  story  rear ;  that  the  garage  portion 
shall  be  fire-retarded  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals ;  that  egress  from  garage 
portion  direct  to  the  street  shall  be  maintained  by  an  un¬ 
obstructed  and  unpierced,  fire-retarded  runway ;  that  the 
vehicular  occupancy  shall  be  limited  to  nine  vehicles,  not 
less  than  two  of  which  shall  be  of  the  funeral  hearse  type ; 
that  the  garage  use  shall  be  restricted  and  limited  to  stor¬ 
age  of  motor  vehicles,  the  property  of  the  owner  of  the 
premises  and  used  in  the  conduct  of  his  business ;  that 
there  shall  be  no  gasoline  storage  equipment  maintained  on 
the  premises ;  and  that  all  necessary  permits  shall  be  obtained 
within  sixty  days  from  the  date  of  this  action. 


MINUTES 


BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards  and 
appeals  held  Tuesday,  July  29,  1924,  as  they  appeared  in 
Bulletin  No.  32,  Vol.  IX,  are  hereby  corrected  to  read  as 
follows ; 

THE  RESOLUTION : 

(815-24-S) 

Whereas,  Samuel  Rosenblum,  for  119  Fulton  Street 
Corporation,  owner,  filed,  June  18,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from 
the  requirements  of  the  labor  law,  as  cited  in  an  order 
of  the  fire  commissioner,  affecting  premises  125  Fulton 
street  and  44  Ann  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
May  29,  1924,  in  acting  on  Order  No.  60045-LD,  reads  : 

“1.  Enclose  the  interior  stairway  at  west  side  of 
Ann  Street  section  of  building  serving  as  a  required 
means  of  exit,  and  the  landings,  platforms  and  pas¬ 
sageways  connecting  therewith  on  all  sides,  with  par¬ 
titions  of  fire  resisting  material  extending  continuously 
from  the  1st  stony  to  3  feet  above  the  roof  *  *  ♦. 

“2.  Provide  an  unobstructed  passageway  around 
hoistway  leading  from  the  foot  of  the  stairway  at 

*Correction — Words  “denied  as  to  Item  No.  1”  omitted 
last  line  and  words  “as  to  Item  No.  1  on  condition  *  *  * 
enclosures”  added  to  line  66. 


west  side  of  Ann  Street  section  of  building  to  the 
street,  said  passageway  to  have  a  width  of  not  less 
than  3  feet,  as  per  Section  272  of  the  Labor  Law. 

“3.  Arrange  the  fire  escape  on  the  frpnt  of  Fulton 
Street  section  of  building  and  the  openings  leading 

thereto  and  the  windows  opening  on  the  course  there- 
of  ♦  ♦ 

“NOTE :  Among  the  defects  noted  on  this  fire  escape 
are  the  following:  No  stairway  from  lowest  balcony 
to  ground.  No  gooseneck  ladder  from  top  story  bal¬ 
cony  to  roof.  Stairways  connecting  balconies  not  20  in. 
in  width  ♦  ♦  *. 

“4.  Arrange  the  fire  escape  on  the  front  of  Ann 
Street  section  of  building  and  the  openings  leading 

thereto  and  the  windows  opening  on  the  course  there¬ 
of  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  gooseneck  ladder  from  top  story  balcony  to 
roof.  Stairways  connecting  balconies  not  20  in.  in 
width.  Not  screened  to  a  height  of  4  ft.  6  in.  No 

steps  from  floor  level  to  openings  leading  to  fire 

escape.” ; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height  on  the  Fulton  street  section  and  five  stories  in 
( Continued  on  next  page ) 
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( Continued  from  preceding  page ) 
height  on  the  Ann  street  section,  having  a  frontage  of 
25  ft.  on  Fulton  street  and  25  ft.  2  in.  on  Ann  street. 
OCCUPIED,  Ann  street  section:  1st  story,  store;  2nd, 
3rd,  4th  and  5th  stories,  dealer  in  *show  cards  and  name 
plates,  14  persons.  OCCUPIED,  Fulton  street  section: 
2nd  story,  show  cards ;  3rd  story,  engravers,  2  persons ; 
4th  story,  plating,  4  persons ;  5th  stony,  vacant  at  present ; 
5th  story,  photographers,  2  persons.  EXITS :  In  the  Ful¬ 
ton  street  section,  an  interior  wooden  stairway  extending 
from  the  1st  story  to  the  top,  enclosed  in  fire  resist¬ 
ing  materials,  with  metal  covered  doors  at  the  openings ; 
a  fire  escape  ^  the  front  of  the  building,  extending  from 
the  top  stor  o  a  party  wall  balcony  at  the  2nd  story ; 
in  the  Ann  s^.eet  section  there  is  an  interior  wooden  stair¬ 
way,  extending  from  the  1st  to  the  top  story,  and  a  fire 
escape  on  the  front  of  the  building,  extending  from  the 
top  to  the  2nd  story  with  counterbalanced  stair  to  street ; 
windows  on  course  of  both  fire  escapes  are  fireproof ;  and 


Whereas,  petitioner  proposes  to  provide  tell-tale  chains 
in  the  hoistway  and  a  counterbalanced  drop  ladder  in  guides 
on  the  Fulton  street  fire  escape. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  the  interior  stairway  be 
treated  in  accordance  with  proposed  rules  of  board  of 
standards  and  appeals,  as  to  stairway  enclosures ;  granted 
as  to  Item  No.  2  on  condition  that  the  hoistway  shall  be 
equipped  with  tell-tale  chains  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals;  granted  as  to  Item 
No.  3  on  condition  that  a  60  degree  connecting  stairs  shall 
be  provided  between  balconies  and  a  counterbalanced  drop 
ladder  in  guides  from  2nd  story  balcony  to  street,  and  that 
any  openings  on  the  course  of  fire  escape  shall  be  equipped 
with  self-closing  fireproof  windows ;  granted  as  to  Item  No. 
4)  on  cotidition  that  fire  escape  shall  be  properly  maintained 
in  accordance  with  section  274  of  the  labor  law. 
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DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 
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12  noon. 

All  communications  should  he  addressed  to  the  chairman 

of  the  board. 
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HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Cork’s  Calendar  consists  of  applications  under  the 
Budding  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December 
2,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  9,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  e  pending  or  in 
progress,  nor  accepted  that  are  not  h  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

<  Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  be  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications' and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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CALENDAR 


DOCKET.  • 

New  Cases  Filed  Week  Ending  November  27,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1400-24-BZ . B.B.Bx.  ..E.  S.  Jerome  ave.  from  168th 

- -  st.  to  169th  st.,  Bx. 

N.  B.  2937-1924. 

1399-24-BZ . B.B.Bx.  ..708  E.  216th  st.,  Bx. 

-  Certificate  of  Occupancy. 

1398-24-BZ . B.B.M.  ..523-29  5th  ave.,  Man. 

-  "Alt.  2641-1924. 

1397-24-A . B.B.M.  ..560  7th  ave.,  Man. 

-  Viol.  87-1924 

1396-24-SA . F.D . Northern  Rotary  Pump. 

-  Appliance. 

1395-24-SA . F.D . Deming  Power  Rotary  Force 

-  Pump.  Appliance. 

1394-24-BZ . F.D .  464  Flatbush  ave.,  Bklyn. 

-  Alt.  2455-1924. 

1393-24-BZ . B.B.M.  ..  246-250  Dyckman  st.,  Man. 

-  N.  B.  607-1924. 

1392-24-S . F.D . 297  Fulton  st.,  Bklyn. 

-  L.  D.  67528. 

1391-24-BZ . B.B.Q.  ...102-11  92nd  ave.,  Richmond 

-  Hill,  Q.  Alt.  2805-1924. 

1390-24-A . F.D . 311-315  E.  170th  st.,  Bx. 

-  L.  C.  24533. 

1389-24-BZ . B.B.Bx.  ..1281  Inwood  ave.,  Bx. 

-  N.  B.  2787-1924 

1388-24- A . F.D . 310  Chauncey  st.,  Astoria,  Q. 

-  L.  C.  90859. 

1387-24-A . F.D . 212  Howard  ave.,  Richmond. 

-  Alt.  479-1924. 

1386-24-A . F.D.  ..,.800  Richmond  trnpke.,  Rich- 

-  mond.  Alt.  306-1924. 

1385-24-A . F.D . 150  W.  180th  st.,  Bx. 

- *  Alt.  584-1924. 

1384-24-BZ . B.B.M.  ..515  Park  ave.,  Man. 

-  Alt.  2560-1924. 

1383-24-S . H.D .  1792  Washington  ave.,  Bx. 

-  Sanitary  Certificate. 

1382-24-BZ . B.B.B.  ...2319-23  Ave.  L,  Bklyn. 

-  Applic.  12245-1924. 

1381-24-BZ . B.B.Bx.  ..1817  Belmont- ave.,  Bx. 

-  N.  B.  2591-1924. 

1380-24-S . F.D . 139-141  Kosciusko  st.,  Bklyn. 

-  L.  D.  47700. 

1379-24-BZ . B.B.B.  ...50-60  Pennsylvania  ave.,  Bklyn. 

-  N.  B.  18986-1924. 

1378-24-A . F.D . 2920-2940  Broadway,  Man 

-  L.  C.  23586. 

1377-24-A . F.D . 2920-2940  Broadway,  Man. 

-  L.  C.  23582. 

1376-24- A . F.D . 2920-2940  Broadway,  Man. 

-  L.  C.  23584. 

1375-24-A . F.D.  ....2920-2940  Broadway,  Man. 

-  L.  C.  23583 

1374-24-A . F.D . 305-309  Broadway,  Man. 

-  F-58004. 

1373-24-A . F.D .  291-293  Bowery,  Man. 

- - -  F-56885 


1372-24-SA . F.D . Adga  High  Pressure  Burner. 

-  Appliance. 

1371-24-BZ . B.B.Bx.  ..E.  S.  of  Fox  st.,  98.22  ft.  N 

of  165th  st.,  Bx. 

-  N.  B.  2920-1924. 

Restored  to  Calendar. 

119-24-BZ . B.B.Bx.  ..2411-2429  Tratman  ave.,  Bx. 

-  Alt.  580-1923 

470-23-A . F.D . 2-10  19th  st.,  Bklyn 

-  F-43783 

469-23-A . F.D . 14-34  19th  st.,  Bklyn. 

-  F-43784. 


CODE. 


. Fire  Department 

H  D . Health  Department 

R-B.B . Bureau  of  Build’ igs,  Brooklyn 

B.B.Bx . Bureau  of  Buildings.  Bronx 

B.B.M . Bureau  of  Buildings,  Manhattan 

B.B.Q . Bureau  of  Buildings,  Queens 

B.B  R . Bureau  of  Buildings,  Richmond 

T.H.D . Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  2,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

14-24-BZ. 

APPLICANT— Virginia  May  Mollenhauer,  for  Michael 
Kelly,  owner. 

PREMISES — 2172  Aqueduct  avenue.  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  pleasure  motor 
vehicles,  four  (4)  spaces  rented  to  persons  not 
residing  on  the  premises. 

893-24-BZ. 

APPLICANT— Harry  Katz,  owner. 

PREMISES— 408-414  15th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 


916-24-BZ. 

Kmil  Guterman-  ^  Louis  Vopelak.  owner. 

PREMISES— 116-18  Pleasure  place,  Long  Island  City,  Bor¬ 
ough  of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5)  pleasure  motor 
vehicles,  three  (3)  spaces  rented  to  persons  not 
residing  on  the  premises. 

973-24-BZ. 

APPLICANT— Emil  Guterman,  for  Tram  Realty  Co., 
owner. 

PREMISES — 1702  Eleventh  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


994-24-BZ. 

p]°PLTGANT— Jacob  Lubroth,  for  Louis  Hernstat,  owner. 
PREMISES— 2269-71  59th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  poultry  slaughter  house. 
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1086-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  A.  Potter, 
et  al.,  owners. 

PREMISES — East  side  of  Southern  boulevard,  125  ft.  north 
of  East  167th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1156-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Cosmo  Saponaro, 
owner. 

PREMISES — 982  Morris  avenue,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in  a 
business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1160-24-BZ. 

APPLICANT — James  Kearney,  for  Samuel  Weissman, 
owner. 

PREMISES — 550-558  Warwick  street,  Brooklyn. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1170-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Henry  Becker,  owner. 

PREMISES — Southwest  corner  of  Westchester  avenue, 
^  Roberts  and  Mulford  avenues,  The  Bronx. 

TO  PERMIT  partly  in  a  business  district  and  partly  in  a 
residence  district  the  erection  and  maintenance  of 
a  garage  for  -the  storage  of  more  than  five  (5) 
motor  vehicles. 

1286-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Rose  Mandel,  owner. 

PREMISES — 1466-1476  Herkimer  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for  laundry  pur¬ 
poses. 

1223-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Henry  Grenhart, 
owner. 

PREMISES — 166-168  East  92nd  street,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  motor  vehicle  repair 
shop  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  2,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1005-24-A — 116  West  14th  street,  Manhatan. 

1064-24- A — 383  Concord  avenue,  The  Bronx. 

1120-24-A — 65-67  Duane  street,  539  Pearl  street  and  22-26 
Elm  street,  Manhattan. 

1132-24- A — 648  Broadway,  Manhattan. 

1137-24-A — 1600  Broadway,  Manhattan. 

1151-24-A — 425  West  130th  street,  Manhattan. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

1158-24-A — 75  Spring  street,  Manhattan. 

1073-24-A — 507-513  West  50th  street,  Manhattan 
1166-24-A — North  side  Bradford  avenue  (41st  street),  350 
ft.  west  of  Lawrence  street,  Flushing,. 
Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  2,  1924,  at 


10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  993-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
1 8th  street,  Brooklyn. 

CAL.  NO.  1131-24-BZ— Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  New 
Bensonhurst  Realty  Corp.,  owner,  to 
permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  2362-84  86th  street, 
southeast  corner  of  Twenty-fourth  ave¬ 
nue,  Brooklyn. 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

CAL.  NO.  1087-24-BZ— Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

cal.  no.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  759-24-BZ — Application,  June  2,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Wil¬ 
liam  Sherman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garpge  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  16-24  Saratoga  avenue,  north¬ 
west  corner  of  Hancock  street,  Brook¬ 
lyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 
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cal.  no.  889-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  James  J. 
Millman,  applicant,  on  behalf  of  D.  & 
B.  Auto  Painting  Co.,  owner,  to  per¬ 
mit  in  a  residence  district  extending 
from  an  unrestricted  district  the  altera¬ 
tion  and  extension  of  an  existing  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  105 
Underhill  avenue,  Brooklyn. 

cal.  no.  1041-24-BZ — Application,  August  16,  1924,  under 
the  building  zone  resolution,  of  330 
West  95th  Street  Corporation,  applicant 
and  owner,  to  permit  in  a  business  dis¬ 
trict  the  alteration  and  change  of  oc¬ 
cupancy  from  a  storage  'varehouse  to 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  156- 
166  West  End  avenue,  northeast  cor¬ 
ner  of  West  67th  street,  Manhattan. 

cal.  no.  1048-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  Sidney 

L.  Strauss,  applicant,  on  behalf  of  John 

M.  Charlton,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  156-160  16th  street,  Brooklyn 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  2,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1006-24-S — 738  Broadway,  Manhattan. 

1141- 24-S — 473  Hudson  avenue,  Brooklyn. 

598-24-S — 168  21st  street,  Brooklyn. 

487-23-S — 25-33  West  45th  street,  Manhattan. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

1163-24-S — 29  Spruce  street,  Manhattan. 

1203-24-S — 380-2  Fulton  street  and  2-18  Smith  street 
Brooklyn. 

1206- 24-S — 59  Bank  street,  Manhattan. 

1207- 24-S — 105-107  Bank  street,  Manhattan. 

1122-24-S — 442  West  49th  street,  Manhattan. 

385-24-S — 2268  Second  avenue,  Manhattan. 

1106-24-S— 235  East  44th  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

807-24-SA — Non-syphon  Centrifugal  Drum  Trap,  approval 
of. 

1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 
1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1192-24-SA — Kemp  Oil  Burner,  approval  of. 

1191-24-SA — Socony  Arrow  Oil  Burner,  approval  of. 
1197-24-SA — Yankee  Oil  Burner,  approval  of. 

1254-24-SA — Tate-Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1134-24-SA — Peerless  Automatic  Oil  Burner,  approval  of. 

1142- 24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1001-24-SM — Genasco  Asphalt  Mastic  Floors,  approval  of. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

263-24-BZ. 

APPLICANT — Philip  Freshman,  for  Bob-Roy  Holding  Co., 
owner. 

PREMISES — 2140-2146  Bergen  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1083-24-BZ. 

APPLICANT — A.  Welles  Stump,  for  Regina  Hasenfratz, 
owner. 

PREMISES — 728  New  Lots  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  poultry  slaughter  house. 

1157-24-BZ. 

APPLICANT — Wm.  H.  Kehoe,  for  Leonard  Gold,  lessee. 

PREMISES — 488  Ralph  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  market  to  a  steam 
laundry. 

1174-24-BZ. 

APPLICANT— John  W.  Clancy,  for  William  Buckley, 
owner. 

PREMISES — 220  West  179th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1213-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Abbie  S.  Gitterman, 
et  al.,  owners. 

PREMISES — Southwest  corner  of  Southern  boulevard  and 
East  185th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles, 

119-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 

PREMISES — 2411-2429  Tratman  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  central  telephone  exchange 
building. 

BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1004-24-A — 415  West  51st  street,  Manhattan 

1065-24- A — 410-424  Willoughby  avenue,  Brooklyn. 

1115-24-A — 123-129  Broad  street,  Manhattan. 

1135-24-A— 521-523  East  19th  street,  Manhattan. 

1140-2^-A — 20  East  12th  street,  Manhattan. 

855-24-A — Northeast  corner  of  Maspeth  avenue  and  Gard¬ 
ner  avenue,  Brooklyn  (Bldg.  C). 

1039-24-A — 8919-8923  Fifth  avenue,  Brooklyn. 

1169-24- A — 8712  Eighteenth  avenue,  Brooklyn. 

1183-24-A — 421  West  154th  street,  Manhattan. 

1221-24-A — 52-56  Cedar  street,  Manhattan. 

1301-24-A- — Southwest  corner  of  East  128th  street  and  Park 
ovenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 

of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  December  9,  1924,  at 
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10  o'clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  792-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Anna 
Claussen,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  523  Ovington  ave¬ 
nue,  Brooklyn. 

cal.  no.  1112-24-BZ — Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses  ;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 

ca..  no.  1028-24-BZ — Application,  August  13,  1924,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Emma  Fribourg,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  405-415  Montgomery 
street,  northwest  corner  of  Nostrand 
avenue,  Brooklyn. 

CAL.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 


D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5J  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1173-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  George 
Hoffmann,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  west  side  La¬ 
fayette  avenue,  126.35  ft.  south  of 
Cooper  avenue,  Glendale,  Queens. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich- 
ard-J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo.- 
tor  vehicles ;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

785-24-A — 6118  Rockaway  Beach  boulevard,  Queens. 

976-24-A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

432-24-A — 509-517  West  street,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24-A — 6-8  East  1st  street,  Manhattan. 

975-24- A — 312-316  East  95th  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 
1093-24-A— 421  Crown  street,  Brooklyn. 

Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  9,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam- 
uei  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
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Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
Hast  New  York  avenue,  Brooklyn. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  hve  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 
Brooklyn. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
.  owner,  Allan  D.  Emil,  lessee,  to  permit 

in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx, 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com- 
^nwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no.  922-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of-  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 


ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24- A — 126  Fourth  avenue,  Manhattan. 

1184-24- A — North  side  Richards  street,  610  ft.  west  of 
Beard  street,  Brooklyn. 

969-24- A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1029-24-A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 

.  and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  16,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

CAL.  NO.  833-24-BZ— Application,  June  18,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  C.  S.  C. 
Holding  Corp.,  owner,  to  permit  in  a 
residence  district  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
1301  Merriam  avenue,  The  Bronx. 
cal.  no.  1372-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de¬ 
nied,  to  permit  in  a  busings  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1152-24-BZ — Application,  September  19,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

cal.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 
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cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  793-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

cal.  no.  1094-24-BZ — Application,  September  3,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  one  (1)  commercial  mo¬ 
tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises;  premises  27 
Delta  place,  Glendale,  Queens. 

cal.  no.  1107-24-BZ — Application,  September  8,  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behalf  of 
M.  Mary  Mariella,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes ;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Ryerson  street,  Brooklyn. 

cal.  no.  1154-24-BZ — Application,  September  20,  1924,  under 
the  building  zone  resolution,  of  Colo¬ 
nial  Laundry,  Inc.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  alteration  and  extension  of  a  fac¬ 
tory  building;  premises  16-20  Lexing¬ 
ton  avenue,  Brooklyn. 

cal.  no.  938-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Michael  V.  Woods,  owner,  to  permit 
partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (.5)  mo¬ 
tor  vehicles ;  premises  1730-46  67th 
street,  Brooklyn. 

cal.  no.  1187-24-BZ — Application,  October  1,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant  ana 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  a 
telephone  exchange  building ;  premises 
8728  109th  street  and  8729  108th  street, 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  1195-24-BZ — Application,  October  4,  1924,  under  the 
building  zone  resolution,  of  Philip 
Bardes,  architect,  on  behalf  of  Fred- 
erich  Ochse,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  474-482  Sterling  place,  Brook¬ 
lyn. 


cal.  no.  1198-24-BZ — Application,  October  6,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  187-191 
Joralemon  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

Petitions  for  Variations . 

1201-24-S — 45-47  West  57th  street,  Manhattan. 

1214-24-S — 208-212  West  30th  street,  Manhattan. 

1224-24-S — 54  West  39th  street,  Manhattan. 

1227-24-S — 302  West  37th  street,  Manhattan. 

1231-24-S— 19  West  38th  street,  Manhattan. 

1246-24-S — 837  Eleventh  avenue  and  600  West  57th  street, 
Manhattan. 

1264- 24-S — 439  Broadway,  Brooklyn. 

974-24-S — 259-273  Green  street,  Brooklyn. 

1172-24-S — 341  East  11th  street,  Manhattan. 

1265- 24-S — 18  East  54th  street,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1217-24-A — 380-382  Fulton  street  and  2-18  Smith  street, 
Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan. 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

1241- 24-A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 
1253-24-A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn. 

1259-24-A — 10  East  102nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Tuesday  morning,  December  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1032-24-BZ — Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
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spaces  rented  to  persons  not  residing 
on  the  premises;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ — Application,  October  7,  1924,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuy- 
vesant  Fulton  Co.,  inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  tive  (5)  motor 
vehicles;  premises  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  864-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  Joseph  A. 
Walsh,  applicant,  on  behalf  of  Benja¬ 
min  Dinerman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1605-1615  Coney  Island  avenue, 
Brooklyn, 

cal.  no.  1181-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Leo¬ 
pold  Weil  and  Mayer  S.  Ames,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1813-1815 
Jerome  avenue, -The  Bronx. 

cal.  no.  1168-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Green, 
Matthews,  Taylor  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  building  to  be 
used  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop;  premises 
952-960  Home  street  and  1168-1172 
Southern  boulevard,  The  Bronx. 

cal.  no.  1216-24-BZ — Application,  .October  10,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Marer,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes;  premises  2616- 
20  University  avenue,  The  Bronx. 

cal.  no.  1225-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  applicant,  on  behalf  of 
Henry  A.  Vogt,  owner,  to  permit  in 
a  residence  “F”  area  district  the  low¬ 
est  level  of  a  side  yard  be  maintained 
eleven  (11)  feet  above  curb  level,  in¬ 
stead  of  at  curb  level  as  required  by 
the  zone  resolution;  premises  east  side 
Grand  avenue,  259.31  ft.  north  of  Hill¬ 
side  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  1269-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Irene  Thatcher,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1406-14  Elm  avenue, 
Brooklyn. 

CAL.  NO.  1271-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Joseph 
McGinnis,  applicant,  on  behalf  of  Wei- 


man-McGinnis  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2966-72  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  McIntyre 
&  O’Leary,  applicants,  on  behalf  of 
Vincenzo  Gargiulo,  owner,  previously 
denied,  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3200  Villa 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  23,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1159-24-A — 962  Washington  avenue,  The  Bronx. 

I175-24-A — 628-642  West  45th  street,  Manhattan. 

1128-24- A — 613-619  East  83rd  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24- A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

469- 23-A — 14-34  19th  street,  Brooklyn. 

470- 23-A — 2-10  19th  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  23,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

CAL.  NO.  996-24-BZ— Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  1068-24-BZ— Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 
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cal.  no.  942-24-BZ— Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  934-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1193-24- A — 398-400  Concord  avenue,  The  Bronx. 

1202-24-A — 1822-1828  Lexington  avenue,  Manhattan. 

1205-24- A — 949-959  Willoughby  avenue,  Brooklyn. 
1211-24-A — 2589  Richmond  terrace,  Richmond. 

1220-24-A — 1920  Fowler  avenue,  The  Bronx, 

1222-24-A — 23  West  56th  street,  Manhattan. 

1234-24-A — 814-826  Eighth  avenue,  Manhattan. 

1236- 24-A — 2-14  Northern  avenue,  Manhattan. 

1237- 24- A— South  side  of  West  190th  street,  between  Wads¬ 

worth  terrace  and  Wadsworth  avenue,  Mai 
hattan. 

586-24-A — 7  Dutch  street,  Manhattan. 

589-24-A— 43-45  Wooster  street,  Manhattan. 

634-24-A— 9120  89th  street,  Woodhaven,  Queens. 

727-24-A — 36-40  John  street,  Manhattan. 

1209-24- A — 2  Rector  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building' 
zone^  resolution,  Tuesday  morning ,  December  30,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  1180-24-BZ— Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Two  Hundred  and  Fifty-seven 
Madison  Avenue,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  \x/2  times  height 
district  the  erection  and  maintenance 
of  a  business  building  and  to  erect  the 
street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution ; 
premises  257-261  Madison  avenue, 
southeast  corner  of  East  39th  street, 
Manhattan. 

cal.  no.  1215-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Hollis 
Operating  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 


a  building  to  be  used  for  stores,  of¬ 
fices  and  theatre  purposes ;  premises 
south  side  of  Jamaica  avenue,  60  ft. 
east  of  191st  street,  Hollis,  Borough 
of  Queens. 

cal.  no.  1186-24-BZ— Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Emil 
Buff,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Metro¬ 
politan  avenue  and  Wicks  street,  Ja¬ 
maica,  Borough  of  Queens. 

cal.  no.  1230-23-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  James 
Ruburg,  applicant,  on  behalf  of  Marie 
Ruburg,  owner,  to  permit  in  a  resi¬ 
dence  district  the  installation  and  main¬ 
tenance  of  a  gasoline  selling  station - 
premises  1-3  160th  street,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  31-24-BZ— Application,  January  9,  1924,  under  the 
building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Samuel 
Brenner,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2251  Grand 
avenue,  northwest  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  887-24-BZ— Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savigfiano,  architect,  on  behalf  of 
Olympia  Gentile,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (l) 
pleasure  and  four  (4)  commercial  mo¬ 
tor  vehicles ;  premises  8715  Sixteenth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

983-24-S — 6-8  West  20th  street,  Manhattan. 

1218-24-S — 511-513  West  Broadway,  Manhattan. 

1238-24-S — 243-245  West  30th  street,  Manhattan. 

1 260-24- S — -260-262  West  35th  street,  Manhattan. 

1273- 24-S — 327-335  West  36th  street,  Manhattan. 

1274- 24-S — 248J4-250  West  40th  street,  Manhattan. 

670-24-S — 37-39  East  28th  street,  Manhattan. 

1255-24-S — 111  West  31st  street,  Manhattan. 

1292-24-S — 225-241  West  34th  street  and  234-238  West  35th 
street,  Manhattan 

1308-24-S — 55  Fulton  street,  Manhattan. 

Appliances  Submitted  for  Approval. 

1295- 24-SA — A.-B.-C.  Oil  Burner,  approval  of. 

1296- 24-SA — Chalmers  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  6,  1925,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 
1230-24- A — 352  West  26th  street,  Manhattan. 


1447 


CALENDAR 


1233-24-A — West  side  of  Eighth  avenue,  519  ft.  8  in.  north 
of  155th  street,  Manhattan. 

1258-24-A — 307-313  West  79th  street,  Manhattan. 

1291-24-A — 229  East  9th  street,  Manhattan. 

1297-24-A — 1102  Myrtle  avenue,  Brooklyn. 

1306- 24-A— 276-280,  286-288,  294-296,  300,  318-320,  324,  328, 

332,  336,  338-340  Chauncey  street,  Astoria, 
Queens. 

1307- 24-A — 292  Chauncey  street,  Astoria,  Queens. 


BOARD  OF  APPEALS. 

Tuesday,  January  20,  1925,  at  40  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street.  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 

zone  resolution,  Tuesday  morning,  January  20,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 


cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  NOVEMBER  25,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  November  18,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  48,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1128-24-A. 

APPELLANT — Italian  Benevolent  Institute  and  Hos¬ 
pital,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 

PREMISES  AFFECTED — 613-619  East  83rd  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Alexander  L.  Torelli. 

ACTION  OF  BOARD — Laid  over  to  December  23, 
1924,  at  2  p.  m.,  on  request  of  appellant’s  repre¬ 
sentative. 


306-24-A. 

APPELLANT — Alexander  C.  MacNulty,  for  Adelstein 
&  Avrutine,  owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 82-86  Rutgers  Slip,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Alexander  C.  MacNulty. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Laid  over  to  December  23, 
1924,  at  2  p.  m. 


660-24-A. 

APPELLANT — Mrs.  Helen  Levy,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — 16804  35th  avenue,  Flush¬ 
ing,  Queens. 

APPEARANCES— 

For  Appellant:  Bernard  Levy. 

ACTION  OF  BOARD — Laid  over  to  December  23, 
1924,  at  2  p.  m. 


1018-24-A. 

APPELLANT — Mrs.  Catherine  Etzel,  for  Baker  Im¬ 
porting  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 116  Hudson  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 


THE  RESOLUTION:  J  i 

(1018-24-A) 

Whereas,  Mrs.  Catherine  Etzel,  for  Baker  Importing  Co., 
lessee,  filed,  August  11,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  116  Hudson  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  62323-F, 
dated  July  22,  1924,  reads : 

“1.  Provide  an  approved  gas  shut-off  valve  *  * 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  21  ft.  1  in.  by  75  ft.  in  area  in  the  1st  story  and 
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21  ft.  1  in.  by  66  ft.  6  in.  in  area  above;  OCCUPIED  as 
a  factory  for  the  grinding  and  packing  of  coffee;  and 

YY'hereas,  appellant  contends  that  the  providing  of  the 
safety  valve  should  be  done  by  the  gas  company,  and  that 
there  is  no  hazard;  and 

Whereas,  this  is  a  factory  building,  the  tenants  using 
gas  for  operation  of  their  business,  and  there  was  no  ap¬ 
pearance  when  this  case  was  called. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1074-24-A. 

APPELLANT — William  F.  Doyle,  for  Star  Novelty 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 25  Levrich  street.  Borough 
of  Queens. 

APPEARANCES— 

For  Appellant:  William  F.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 


Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1074-24-A) 

Whereas,  William  F  Doyle,  for  Joseph  Schifert,  owner, 
filed,  August  27,  1924,  an  appeal,  with  the  board  of  appeals, 
from  a  decision  of  the  fire  commissioner,  affecting  premises 
25  Levrich  street,  Borough  of  Queens;  and 

YVhereas,  the  decision  of  the  fire  commissioner,  rendered 
September  12,  1923,  in  acting  on  Alteration  Application  No. 
1075-23,  reads : 

“!•  The  automatic  sprinkler  equipment  for  these 
premises  with  the  occupancy  as  stated  (celluloid)  must 
be  supplied  from  two  sources  consisting  of  an  ap¬ 
proved  pressure  tank  supply  and  an  approved  gravity 
tank  supply,  as  per  Rule  No.  37,  nitrocellulose,  Rules 
for  Fire  Extinguishing  Appliances  of  Board  of  Stand¬ 
ards  and  Appeals.” ; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  24  ft.  by  30  ft.  (irregular)  in  area;  OCCUPIED 
for  the  manufacture  of  celluloid  products,  umbrella  ferrules, 
4  persons ;  and 

Whereas,  appellant  contends  that  the  maximum  amount 
of  celluloid  stored  on  the  premises  is  100  pounds  (not  ex¬ 
ceeding  15  pounds  in  work),  that  there  is  no  open  flame  used 
in  the  premises,  that  all  sawing  and  drilling  is  done  under 
a  water  jet,  and  proposes  to  provide  a  metal  cabinet 
vented  to  the  outer  air  and  also  a  1  in.  separate  water  line 
with  four  sprinkler  heads. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  quantity  of  finished  and 
unfinished  celluloid  stock  shall  not  exceed  100  pounds,  main¬ 
tained  in  a  metal  cabinet,  located  in  yard ;  that  the  building 
shall  be  equipped  with  a  sprinkler  system  of  not  less  than 
six  heads,  supplied  from  2-inch  street  connection;  that 
not  more  than  10  pounds  of  celluloid  shall  be  in  work  in¬ 
side  the  building  at  any  one  time ;  and  that  all  work  as  to 
cutting  and  drilling  shall  be  provided  with  a  water  jet 
during  the  operation. 

1105-24-A. 

APPELLANT — Cornell  Utilities  Co.,  Inc.,  for  Anna 
Dejonge,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 377  St.  Paul’s  avenue, 
Staten  Island,  Richmond. 


APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire 
department. 

ACIIONOF  BOARD — Appeal  granted  on  condition. 
CONDI  1  IONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  g 

N  egative  . .  o 

Absent:  Mr.  Holland  . .  ”  ’  ’  ’  1 


THE  RESOLUTION: 

(1105-24-A) 

Y\  hereas,  Cornell  Utilities  Co.,  for  Anna  Dejonge 
owner,  filed  September  6,  1924,  an  appeal,  with  the  board 
oi  appeals,  from  an  order  of  the  fire  commissioner,  affect- 
in8  premises  37 i  St.  Pauls  avenue,  Richmond;  and 

Whereas,  the  order  of  the  fire  commissioner  No.  24753- 
LC,  dated  June  26,  1924,  reads: 

“1.  Uncover  storage  tank  so  that  same  may  be  in¬ 
spected.  Rule  19-32. 

‘‘2.  Arrange  with  this  department  to  make  a  test 
of  tanks  as  per  Rule  21. 

“6.  Arrange  with  this  department  to  have  feed  and 
return  lines  tested  as  per  Rule  25— Sec.  2. 

10.  Discontinue  the  use  of  an  unapproved  burner 
as  per  Rule  27.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  40  ft.  by  30  ft.  in  area;  OCCUPIED  as  a  dwelling; 
and 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Burner,  a  1,500-gallon  tank  buried  out¬ 
side  the  building  and  a  55-gallon  auxiliary  tank;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  Fuel  Oil  Rules  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Items  1  and  2,  on  condition  that  appellant 
file  factory  certificate  satisfactory  to  the  fire  commissioner; 
as  to  Item  6,  on  condition  that  extra  heavy  wrought-iron  pipe 
shall  be  used  throughout  the  installation;  as  to  Item  10, 
on  condition  that  fire-box  door  of  furnace  shall  be  equipped 
with  self-closing  device;  and  that  the  fuel  oil  rules  shall 
be  complied  with  in  all  other  respects. 


1136-24-A. 

APPELLANT — Carl  Kuehn,  for  Empire  Moulding 
Co.,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 391-401  Leonard  street,  Brook¬ 
lyn. 

APPEARANCES— 


For  Appellant:  Carl  Kuehn. 

For  Administration:  Inspector  Maher  of  fire 
department. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  . 6 

Negative  .  o 

Absent:  Mr.  Holland  .  l 


THE  RESOLUTION: 

(1136-24-A) 

Whereas,  Carl  Kuehn,  for  Empire  Moulding  Co.,  Inc., 
owner,  filed,  September  16,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  391-401  Leonard  street,  Brooklyn;  and 
YVhereas,  the  order  of  the  fire  commissioner,  No.  55737- 
F,  dated  April  24,  1924,  reads: 

“No.  1.  Install  a  standpipe  system  with  risers  4  in- 
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ches  in  diameter  tested  to  withstand  a  pressure  of  300 
lbs.  per  square  inch,  extending  from  cellar  to  roof 

*  *  *  ”  . 

•  ) 

and 

Whereas,  the  building  is  noil-fireproof,  two  stories  in 
height,  having  a  frontage  of  150  ft.  on  Richardson  street 
and  a  frontage  of  140  ft.  on  Leonard  street  (approximately 
12,500  sq.  ft.  in  area).  OCCUPIED:  1st  story,  manufac¬ 
ture  of  shirts,  95  persons;  2nd  story,  manufacture  of 
wooden  mouldings  and  trim,  40  persons ;  and 

Whereas,  appellant  contends  the  building  is  only  two 
stories  in  height;  faces  on  two  streets;  and  located  directly 
opposite  a  municipal  fire  engine  house. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  a  wet  sprinkler  system,  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  appeals 
shall  be  installed. 


1145-24-A. 

APPELLANT— Samuel  Rosenblum,  for  S.  Langsdorf 
&  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AEFECTED— 72-8  Spring1  street,  Manhat¬ 


tan. 


APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Lynch  of  file 
department. 

ACTION  OF  BOARD — Appeal  dismissed. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  . 

Negative  . . . 

Absent:  Mr.  Holland  . 


6 

0 

1 


THE  RESOLUTION: 

(1145-24-A) 

Whereas,  Samuel  Rosenblum,  for  S.  Langsdorf  &  Co., 
lessee,  filed,  September  18,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  72-8  Spring  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  12,  1924,  reads : 

“We  have  your  letter  dated  Sept.  8th  in  which  you 
formally  inquire  whether  or  not  the  Bureau  of  Fire  Pre¬ 
vention  will  issue  renewal  permits  to  S.  Langsdorf  & 
Co.  to  store  more  than  one  hundred  pounds  of  nitro¬ 
cellulose  material  in  the  building  72-78  Spring  Street 
beyond  the  three  years  of  grace  given  in  section  232-2-i 
of  Chapter  Id  of  the  Code  of  Ordinances  if  the  occu¬ 
pancy  of  the  three  upper  stories  remains  the  same 
(or  similar). 

“Said  section  was  enacted  December  15th,  1922,  and 
the  three  years’  grace  expire  on  December  15th,  1925. 

“We  regret  that  we  have  no  alternative  than  to  re¬ 
ply  that  we  have  no  power  to  proceed  contrary  to  the 
express  provisions  of  the  ordinance  section  referred  to.” ; 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
100  ft.  by  100  ft.  in  area.  OCCUPIED  as  follows :  1st 
story,  showroom  and  offices,  30  persons ;  2nd  story,  stock- 
room  and  order  seleotion,  7  persons ;  3rd  story,  shipping 
and  boxing,  10  persons ;,  4th  story,  leather  dept.  mfg.  and 
examining,  32  persons ;  5th  story,  display  box  mfg.  of  card¬ 
board  and  paper,  30  persons ;  6th  story,  mirror  and  brush 
mfg.  of  celluloid,  50  persons ;  7th  story,  woodworking  dept., 
14  persons ;  8th  story,  celluloid  novelty  mfg.  and  paper  box 
mfg.,  38  persons;  9th  story,  celluloid  novelty  mfg.,  60  per¬ 
sons  ;  10th  story,  salesroom  stationery  supplies,  20  per¬ 
sons ;  11th  story,  glove  mfg.,  53  persons;  12th  story,  glove 
mfg.,  100  persons ;  first  nine  stories  occupied  by  appel¬ 
lant  ;  and 

Whereas,  appellant  contends,  having  leased  the  entire 
building  from  1908  until  February,  1928,  to  the  issuance 
of  the  Nitro  Cellulose  Regulations,  subleased  until  January, 


1928,  the  three  upper  stories  (two  of  them  used  for  manu¬ 
facturing)  ;  and  further  contends  that  great  hardship  would 
result  if  compelled  to  make  these  sub-lessees  vacate  the 
premises ;  and 

Whereas,  the  board  deemed  that  they  could  take  no  ac¬ 
tion  at  the  present  time. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed. 


1147-24- A. 

APPELLANT — (Isaac  Menline,  for  Garment  Center 
Capitol,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 492-498  7th  avenue,  205-221 
West  36th  street,  and  200-216  West  37th  street, 
Manhattan. 

APPEARANCES— 

For  Appellant:  Isaac  Menline  and  J.  W.  Lord. 
For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1147-24-A) 

Whereas,  Isaac  Menline,  for  Garment  Center  Capitol, 
Inc.,  owner,  filed,  September  19,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  492-498  Seventh  avenue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  8,  1924,  reads : 

“3.  Extension  to  the  Siamese  connections  from  the 
cross-connection  are  four  inches  in  diameter  instead 
of  six. 

“An  amendment  was  filed  and  disapproved  for  per¬ 
mission  to  accept  the  4  in.  headers  to  the  Siamese  con¬ 
nections.  The  report  further  indicates  that  a  new 
gravity  tank  had  been  erected  of  34,000  gallon  capacity 
with  3,500  gallon  reserve  for  the  standpipe  system,  to 
which  the  sprinkler  system  has  been  connected  with 
galvanized  pipe  through  the  bottom  of  the  tank  to  the 
level  of  the  standpipe  reserve. 

“Rule  11  of  the  Standpipe  Rules  provides  that  stand¬ 
pipe  and  sprinkler  supplies  shall  not  be  taken  from 
beyond  tank,  therefore  the  sprinkler  system  is  not  in¬ 
stalled  in  accordance  with  approved  Plan  No.  678-21  and 
in  order  to  remove  this  defect  on  standpipe  and  sprinkler 
installation,  it  will  be  necessary  that  you  have  separate 
supplies. 

“These  defects  or  any  other  defects  found  upon 
subsequent  inspection  will  have  to  be  corrected  before 
any  letter  of  approval  can  be  issued.”; 

and 

Whereas,  the  building  is  fireproof,  23  stories  and  pent 
house  in  height;  OCCUPIED  as  stores  and  factory,  not 
more  than  25  per  cent  of  floor  area  used  for  manufactur¬ 
ing  ;  a  standpipe  and  sprinkler  system  have  been  installed ; 
it  is  requested  that  the  4  in.  headers  of  the  Siamese  con¬ 
nection  be  accepted  instead  of  6  in.  headers,  that  the  34,000 
gallon  gravity  tank  on  the  roof,  with  a  3,500  gallon  reserve 
for  the  standpipe,  be  accepted  for  the  standpipe  and  sprinkler 
system ;  and 

Whereas,  appellant  contends  that  the  sprinkler  system  is 
supplied  from  a  7,500  gallon  pressure  tank  and  one  30,000 
gallon  gravity  tank  with  auxiliary  pressure  from  the  33,000 
gallon  tank  in  question ;  there  being  five  Siamese  connec¬ 
tions  at  the  street  fronts,  two  (2)  on  each  side  street  and 
one  (1)  on  Seventh  avenue;  the  standpipe  system  has  four 
lines,  two  8  in.  risers  in  the  easterly  stair  towers,  and 
two  6  in.  risers  in  the  fire  tower  stairways ;  the  standpipe 
being  connected  to  the  33,000  gallon  tank  and  cross  con¬ 
nected  by  loop  lines  in  the  cellar  and  11th  story,  with  three 
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Siamese  connections,  one  on  each  street,  and  a  750  gallon 
pump  in  the  cellar,  and  that  the  extensions  are  from  the 
standpipe  loop  in  the  cellar  to  the  Siamese  connections  and 
are  about  65  ft.  long,  and  that  to  make  a  change  would 
involve  a  hardship,  and  that  the  loss  of  pressure  would  not 
exceed  7  pounds  under  extreme  conditions ;  that  the  33,000 
gallon  tank  supplies  12,000  gallons  for  house  service,  3,500 
gallons  for  standpipe  and  the  remainder  is  used  as  an  ad¬ 
dition  to  the  sprinkler  system ;  that  the  building  was  com¬ 
pleted  in  1921  and  that  they  have  attempted  to  comply  with 
all  orders  of  the  fire  department  and  the  bureau  of  build¬ 
ings. 

Resolved,  that  the  decision  of  the  fire  commissioner,  as 
it  relates  to  that  part  of  Item  3  relative  to  the  4  in.  headers 
to  the  Siamese  connections  being  4  in.  in  diameter  instead  of 
6,  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied;  and  that  that  part  of  fire  commissioner’s 
decision  as  to  tank  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  not  less  than  a  3,500  gal¬ 
lon  reserve  for  standpipe  shall  be  maintained  at  all  times 
in  bottom  of  Tank  “B”,  as  indicated  on  plans  filed  in  this 
appeal. 


1148-24-A. 

APPELLANT — Nicholas  Spina  and  Anthony  Spina, 
lessees. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 52-54  Watts  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Nicholas  Spina. 

For  Administration:  Inspector  Lynch  of  fire 


department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1148-24-A)  ■ 


Whereas,  Nicholas  Spina,  for  Nicholas  and  Anthony 
Spina,  lessees,  filed,  September  19,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  52-54  Watts  street,  Manhattan ; 

and 

Whereas,  the  order  of  the  fire  commissioner,  No,  19400- 
LC,  dated  August  1,  1923,  reads : 

“2.  'Provide  a  covering  of  fire  retarding  material 
for  “I”  beams  on  ceiling  of  1st  and  2nd  stories.  Sec¬ 
tion  73,  Chapter  5,  Code  of  Ordinances.”  ; 
and 

Whereas,  the  building  is  non- fireproof,  two  stories  in 
height,  42  ft.  by  84  ft.  in  area  at  1st  story  and  42  ft.  by 
76  ft.  in  area  above;  OCCUPIED  as  a  garage,  2  persons 
on  premises ;  and 

Whereas,  appellant  contends  there  is  a  watchman  always 
on  the  premises,  and  that  this  building  will  be  demolished 
to  afford  an  approach  to  the  New  Jersey  Tunnel  in  con¬ 
formity  with  a  plan  adopted  by  the  Borough  President  of 
Manhattan. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


1015-24-A. 

APPELLANT — Valvoline  Oil  Co.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Re:  Certificate  of  approval 
for  a  tank  wagon. 

APPEARANCES— 

For  Appellant:  Frank  Jones. 

For  Administration:  Inspector  Lynch  of  fire 
department. 


ACTION  Oh  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Absent:  Mr.  Holland  .  i 

THE  RESOLUTION: 

( 1015-24-A) 


Whereas,  The  Valvoline  Oil  Co.,  owner,  filed,  August  7, 
1924,  an  appeal,  with  the  board  of  appeals,  from  an  order 
of  the  fire  commissioner,  affecting  application  for  certifi¬ 
cate  of  approval  for  a  tank  wagon;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
July  18,  1924,  reads: 

”4.  The  tank  must  be  constructed  of  not  less  than 
No.  7  U.  S.  gauge  (3/16  inch).  Your  blueprint  shows 
No.  12  gauge.”; 
and 

Whereas,  it  is  proposed  to  deliver  kerosene  by  means  of 
a  tank  wagon  upon  which  is  erected  two  200  gallon  tanks 
constructed  of  No.  12  gauge  metal;  and 

Whereas,  appellant  contends,  having  purchased  the  tanks 
under  the  impression  that  they  conformed  with  the  law, 
and  that  it  would  be  a  hardship  to  scrap  these  tanks. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


998-24-A. 

APPELLANT — 'The  Barrett  Co. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — Re:  Permit  to  transport 
benzol,  etc.,  in  drums  lof  110  gallon  capacity. 
APPEARANCES— 

For  Appellant:  W.  D.  Bickham  and  C.  S.  Ed¬ 
wards. 

For  Administration:  Inspector  Lynch  of  fire 


department. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Absent:  Mr.  Holland  .  l 

THE  RESOLUTION: 

(998-24-A) 


Whereas,  The  Barrett  Co.,  lessee,  filed,  August  1,  1924, 
an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  re:  Permit  to  transport  benzol, 
etc.,  in  drums  of  110  gallon  capacity;  and 

Whereas,  the  decision  of  the  fire  commissioner,  dated 
July  22,  1924,  reads: 

“Referring  to  your  application,  dated  June  10,  1924, 
for  a  permit  to  transport  Benzol,  Toluol  and  solvent 
Naphtha  in  drums,  each  having  a  capacity  of  105  gallons, 
I  regret  to  inform  you  that  your  application  for  such 
permit  is  disapproved  for  the  reason,  Section  114-4-C, 
Chapter  10,  Code  of  Ordinances,  provides  that  volatile 
inflammable  oil  may  be  transported  only  in  the  follow¬ 
ing  containers : 

“(C)  Steel  barrels  or  drums  of  a  capacity  not  ex¬ 
ceeding  55  gallons  each,  having  plainly  marked  thereon 
the  word  ‘DANGEROUS’.”; 

and 

Whereas,  it  is  proposed  to  transport  benzol,  toluol  and 
naphtha  in  steel  drums,  each  having  a  capacity  of  105  gal¬ 
lons  ;  and 

Whereas,  appellant  contends  that  the  drums  conform  with 
the  specifications  of  the  Interstate  Commerce  Commission 
and  that  they  are  made  of  much  heavier  metal  (No.  14 
gauge)  and  constructed  in  a  more  substantial  manner  than 
the  smaller  containers, 
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Resolved,  that  the  decision  of  the  fire  commissioner  be  and  THE  RESOLUTION: 


it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


899-24-A. 

APPELLANT — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Mathew  Micolino  &  Isidore 
H.  Kramer,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 101  West  78th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Herman  I.  Horwood. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  l 

THE  RESOLUTION: 

(899-24-A) 

Whereas,  Croker  Natl.  Fire  Prev.  Eng.  Co.,  for  Mathew 
Micolino  and  Isidore  H.  Kramer,  owners,  filed,  July  8,  1924, 
an  appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  101  West  78th  street, 
Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  56959-F, 
dated  April  11,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  inches  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  * 
and 

Whereas,  the  building  is  fireproof,  seven  stories  (92 
ft.)  in  height,  100  ft.  by  100  ft.  in  area.  OCCUPIED: 
1st  story,  restaurant  and  dwellings;  upper  stories,  apart¬ 
ments,  approximately  20  persons  per  story;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  a  2J/2  inch  and  also  a  2  inch  standpipe  system — each 
fed  by  connections  from  city  water  mains  in  two  streets 
and  also  by  a  2,500  gal.  tank  on  roof ;  that  fire  extinguishers, 
hooks,  axes,  etc.,  have  been  provided  and  that  the  building 
is  only  7  ft.  above  the  requirement  for  standpipe  installation. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  accepting  present  tank  with  1,500  gallons  reserve  for 
standpipe  on  condition  that  both  standpipes  shall  be  con¬ 
nected  to  the  roof  tank;  that  sufficient  2'J^  in.  hose  shall 
be  provided ;  and  that  Siamese  connection  to  street  shall  be 
provided  with  checks,  drip  valves  and  a  pressure  test  of  not 
less  than  150  lbs.  be  placed  on  system. 


162-24JBZ. 

APPLICANT — Babetta  Schulze,  owner. 

SUBJECT — Application  (re:  order  of  fire  commission¬ 
er)  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  two 
pleasure  motor  vehicles,  one  space  rented  to 
persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — Southwest  corner  of  16th 
avenue  and  27th  street,  Beechhurst,  Queens. 
APPEARANCES— 

For  Applicant:  Sidney  Nordinger. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  1 

145? 


( 162-24-BZ) 

Whereas,  Babetta  Schulze,  owner,  filed,  January  31,  1924, 
an  application,  under  the  building  zone  resolution,  to  per¬ 
mit  in  a  residence  district  the  maintenance  of  a  garage  for 
the  storage  of  two  pleasure  motor  vehicles,  one  space 
rented  to  persons  not  residing  on  the  premises;  premises 
southwest  corner  of  16th  avenue  and  27th  street,  Borough 
of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  27th  street  and  16th  avenue 
are  residence  districts ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Jan¬ 
uary  11,  1924,  reads: 

“Order  No.  85299-LC: 

“1.  Discontinue  the  maintenance  of  garage  in  which 
is  kept  motor  vehicles  that  are  subject  to  charges  for 
storage. 

“2.  Discontinue  the  maintenance  of  garage  in  which 
is  kept  motor  vehicles  that  are  not  the  property  of  per¬ 
sons  residing  in  a  dwelling  on  the  same  lot.”; 

and 

Whereas,  the  building  is  of  frame  and  stucco  construc¬ 
tion,  one  story  in  height,  with  a  frontage  of  19  feet  and  a 
depth  of  19  feet ;  occupied  as  a  garage  for  two  motor  vehi¬ 
cles,  space  for  one  of  which  is  rented  to  persons  not  resid¬ 
ing  on  premises ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of .  the  owners  of  86  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
the  garage  be  limited  to  two  automobiles  of  the  pleasure 
car  type,  space  for  one  of  which  may  be  rented  to  persons 
not  residing  on  the  premises ;  that  there  shall  be  no  gasoline 
storage  equipment  maintained  on  the  premises,  and  no  signs 
or  advertising  display  of  any  nature  or  description  be  ex¬ 
posed  on  premises ;  and  this  permit  is  granted  for  the  tem¬ 
porary  period  of  two  years  from  the  date  of  this  action. 

BUILDING  ZONE  CASES. 

106'8-24-BZ. 

APPLICANT — John  De  Hart  for  Wilaura  Holding 
Gorp.,  owner. 

SUBJECT — Application  (re  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 1898  Sedgwick  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  John  J.  Kirby  and  Joseph  A. 
Corbalis. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924, 
at  2  p.  m.,  on  written  request  of  applicant. 


1089-23-BZ. 

APPLICANT — Croker  National  Fire  Prevention  En¬ 
gineering  Co.,  for  Frank  Mitchell,  owner. 

SUBJECT — Application  for  reopening  (re:  order  of  fire 
commissioner)  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the  storage  of 
four  (4)  commercial  motor  vehicles,  owned  by 
the  person  residing  on  the  premises. 

PREMISES  AFFECTED — 163  McDougal  street, 

Brooklyn. 

APPEARANCES' — None. 

ACTION  OF  BOARD — Laid  over  to  December  9, 
1924,  at  10  a.  m.,  on  request. 


MINUTES 


1125-24-BZ. 

^RTLJr^NT~?Ugene  De  Rosa>  .for  So1  Bri11-  owner. 
bU BJ  h.L  I  Application  (re:  decision  of  superintendent 

ot  buildings)  to  permit  in  a  residence  district 
extending  from  a  business  district  the  erection 
and  maintenance  of  a  building  to  be  used  for 
theater  and  store  purposes. 

PREMISES  AFFECTED — 130-134  Dyckman  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Alexander  J.  McManus  and  Sol 
Brill. 

For  Opposition:  None. 

ACIION  OF  BOARD — Laid  over  to  December  23 
1924,  at  2  p.  m. 

119-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT  Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  extension  of 
an  existing  central  telephone  exchange  building. 
PREMISES  AFFECTED— 2411-2429  Tratman  avenue, 
The  Bronx. 

•APPEARANCES— 

For  Applicant:  N.  H.  Egleston. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call,  December  9,  1924,  at  2  p.  m 
THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell....  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 

1021-24-BZ. 

APPLICANT — Benjamin  Schwartzman  for  Polk  Con¬ 
struction  Co.,  Inc.,  owner. 

SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 88  Jackson  avenue,  Borough 
of  Queens. 

APPEARANCES— 

For  Applicant:  Benjamin  Schwartzman. 

For  Opposition :  Agnes  Brose  and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon  .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(1021-24-BZ) 

Whereas,  Benjamin  Schwartzman,  for  Polk  Construc¬ 
tion  Co.,  owner,  filed,  August  11,  1924,  an  application,  un¬ 
der  the  building  zone  resolution,  to  permit  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  district,  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  88  Jackson  avenue,  between 
19th  and  20th  streets,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jackson  avenue  is  a  business 
district  and  19th  street  and  20th  street  are  residence  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  11,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  9671-24,  reads: 

“Erection  of  this  garage  in  a  residential  district  and 
business  district  is  prohibited  by  the  zone  law.” ; 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction  one  story  in  height,  with  a  frontage  of  200 
icot  and  a  depth  of  150  feet;  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis 
ot  Ins  application  under  section  7-g  and  has  adduced  no  tes¬ 
timony  in  support  of  section  20  to  justify  the  granting  of 
this  variation.  b 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1072-24-BZ. 

APPLICANT— Edward  P.  Doyle  for  Tohn  Klinger 
owner. 

SUBJECT— Application  (re:  Decision  of  superintendent 
ot  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 

Pi?T7AiTlRcagAe^T^tthan  five  (5>  motor  vehicles. 
UWHSES  AFFECTED— East  side  Intervale  avenue, 

APPEARANCES-*8'  167'h  S‘reel’  The  B'0"x- 
For  Applicant:  Edward  P.  Doyle 

^  CphePn°Siti°n:  RubCn  J'  Wittstein-  Jacob 

™¥^T%B0S^N#lP,iCati°n  de,’ied- 

Affirmative  .  0 

Negative:  Chairman  Waish,'  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell.  5 
Absent:  Mr.  Holland  and  Fire  Ch-'ef  Kenlon  2 
THE  RESOLUTION: 

(1072-24-BZ) 

Whereas  Edward  P.  Doyle,  for  John  Klinger,  owner 
filed,  August  26,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 

pin  ^otor  yeh'c1^;  Premises  east  side  of  Intervale  avenue 
240  ft.  south  of  East  167th  street,  Borough  of  Bronx  -  and 
Whereas  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
T)’  l?24’  ,after  due  notice  ^  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
ing  zone  resolution,  show  that  Intervale  avenue  and  East 
167th  street  are  business  districts  and  Kelly  street  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  11,  1924,  in  acting  on  N.  B.  Application 
No.  2293-1924,  reads: 

T-  Erection  of  proposed  garage  for  storage  of  more 
than  five. motor  vehicles  in  business  district  is  contrary 
to  provisions  of  the  building  zone  resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  175 
feet  and  a  depth  of  100  feet;  to  be  occupied  as  a  garage  for 
more  than  5  motor  vehicles ;  and 
Whereas,  Intervale  avenue  between  the  intersecting  streets 
where  proposed  site  is  located,  is  as  yet  uninvaded  by  pro¬ 
hibited  and  non-conforming  uses. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

1 084-24JBZ. 

APPLICANT — Edward  P.  Doyle,  for  Damox,  Homes 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  building  to 
be  used  for  business  purposes. 

PREMISES  AFFECTED — North  side  of  Featherbed 
lane,  17  ft.  west  of  Macombs  road,  The  Bronx. 


1453 


MINUTES 


APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Charles  L.  Raskin. 

ACTION  OF  BOARD— Application  granted  on  con¬ 
dition. 

CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell -  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1084-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Damox  Homes  Corp., 
owner,  filed,  August  29,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  building  to  be  used  for  busi¬ 
ness  purposes;  premises  north  side  of  Featherbed  lane  17  ft. 
west  of  Macombs  road,  Borough  of  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  tiie  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Macombs  road  is  a  residence 
district  and  Featherbed  lane  is  a  business  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  12,  1924,  in  acting  on  N.  B.  Application 
No.  2178-24,  reads  : 

“1.  Erection  of  proposed  building  to  be  used  for 
business  purposes  in  residence  district  is  contrary  to  the 
provisions  of  the  Building  Zone  Resolution.  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  feet 
and  a  depth  of  95  feet ;  to  be  occupied  as  stores ;  and 

Whereas,  the  board  deemed  owing  to  surrounding  condi¬ 
tions  that  there  would  be  hardship  in  preventing  applicant 
from  making  the  proposed  use  of  his  property. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  building  be  re¬ 
stricted  to  a  one  story  structure  in  height ;  that  the  gable 
walls  shall  be  unpierced  throughout  their  entire  height  and 
length;  and  rear  wall  unless  opening  on  a  rear  yard  of 
required  dimension  of  same  property  and  ownership ;  that 
no  skylights  shall  be  installed  within  twenty  feet  of  the 
gable  wall  and  any  skylights  installed  shall  be  equipped 
with  plain  glass,  protected  above  and  below  with  wire 
guards ;  that  the  street  front  of  the  building  shall  be  fin¬ 
ished  in  face  material,  brick  or  stucco,  with  architectural 
trimmings,  decorative  treatment ;  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1129-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Midwood  Theatre, 
Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  residence 
district  extending  from  a  business  district  the 
alteration  and  extension  of  a  building  used  for 
theatre  and  store  purposes. 

PREMISES  AFFECTED— 1301-11  Avenue  J.  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  I.  Doyle,  Matthew  S. 
McNamara. 

For  Opposition:  John  J.  Kean,  R.  A.  Geis. 
ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell....  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1129-24-BZ) 

Whereas,  William  F.  Doyle,  for  Midwood  Theatre,  Inc., 
owner,  filed,  September  15,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  the  extension  of  a  build¬ 
ing,  used  for  theatre  and  store  purposes,  from  a  business 
district  into  a  residence  district;  premises  1301-11  Avenue 
J,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Avenue  J  is  a  business  district  and 
East  13th  street  and  East  14th  street  are  residence  districts ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  September  2,  1924,  in  acting  on  Application  No.  • 
17632-24,  reads: 

“1.  Proposed  extension  of  present  fireproof  moving 
picture  theatre  into  a  residence  district  is  contrary  to 
Art.  2,  Section  6  (a)  of  the  Zone  Resolution.”  ; 

and 

Whereas,  the  existing  building  is  fireproof,  two  stories 
in  height,  100  ft.  by  143  ft.  10  in.  in  area ;  occupied  as  a 
moving  picture  theatre. 

It  is  proposed  to  remove  the  existing  rear  wall  and  build 
an  extension  to  the  building,  approximately  36  ft.  deep,  and 
use  the  whole  as  stores  and  motion  picture  theatre ;  and 

Whereas,  under  the  permission  of  section  7,  subdivision  C, 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations  of 
the  building  zone  resolution,  and  that  the  application  be  and 
it  hereby  is  granted  on  condition  that  the  proposed  exten¬ 
sion  shall  be  confined  to  the  lay-out  indicated  on  the  plans 
filed  in  this  appeal  as  of  this  date;  that  there  shall  be  an 
off-set  on  the  plot  taken  from  the  face  of  the  13th  street 
extension ;  that  the  exterior  finish  of  the  proposed  construc¬ 
tion  shall  strictly  conform  in  material,  texture  and  design 
with  the  existing  structure ;  that  the  area  of  the  lot  unoccu¬ 
pied  by  the  proposed  structure  as  indicated  on  plans  of  this 
appeal  and  facing  on  East  13th  street  shall  be  enclosed  by  a 
substantial,  ornamental  iron  railing,  not  less  than  six  feet 
in  height,  the  grades  surface  of  this  enclosed  space  to  be 
maintained  unincumbered,  free  from  use  or.  occupancy,  and 
that  the  court-way  on  the  rear  shall  also  be  enclosed  and 
maintained  free  from  occupancy  ;  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  proposed  alteration  completed  within  eighteen 
months  from  the  date  of  this  action. 


1257-24-BZ. 

APPLICANT — Jamaica  Water  Supply  Co.,  owner. 

SUBJECT — Application  (re:  Decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  ex¬ 
isting  water  supply  tower,  also  to  erect  an  ad¬ 
ditional  tower. 

PREMISES  AFFECTED— East  side  of  West  Dunton 
avenue,  348'  So.  of  Epson  Course,  Holliswood, 
Queens. 

APPEARANCES— 

For  Applicant:  Warren  Leslie. 

For  Opposition:  Samuel  Berkman. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

CONDITIONS — As  specified  in  resolution. 
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MINUTES 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1257-24-BZ) 

Whereas,  Jamaica  Water  Supply  Co.,  owner,  filed,  Octo¬ 
ber  23,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  alteration  and 
extension  of  an  existing  water  supply  tower  and  also  the 
erection  and  maintenance  of  an  additional  water  supply 
tower;  premises  east  side  of  West  Dunton  avenue,  348  ft. 
south  of  Epson  course,  Holliswood,  Borough  of  Queens ;  ami 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  Dunton  avenue,  Epson 
course  and  Romeo  street  are  residence  districts ;  and 

Whereas,  the  decisions  of  the  superintendent  of  build¬ 
ings,  rendered  October  15,  1924,  read: 

“N.  B.  Plan  No.  17460-24: 

“The  erection  of  this  structure  in  a  residence  district 
is  contrary  to  the  zone  law.” 

“N.  B.  Plan  No.  17461-24: 

“The  extension  of  an  existing  business  structure  in  a 
residence  district  is  contrary  to  the  provisions  of  the 
Zone  Law.” ; 

and 

Whereas,  it  is  proposed  to  increase  the  height  of  the  ex¬ 
isting  50  ft.  diameter  standpipe  from  30  ft.  to  35  ft.  and  to 
construct  an  additional  standpipe  having  a  diameter  of  60 
ft.  and  a  height  of  40  ft. ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
D,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  resgulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  all  necessary  per¬ 
mits  shall  be  obtained  within  sixty  days  and  the  structure 
completed  within  six  months  from  the  date  of  this  action. 


1090-24-J3Z. 

APPLICANT — Charles  A.  Sandbloom,  for  Thesium 
Amusement  Co.,  owner. 

SUBJECT — Application  (re:  decision  of  the  superin¬ 
tendent  of  buildings)  to  permit  in  a  residence 
district  extending  from  a  business  district,  the 
erection  and  maintenance  of  a  building  to  be 
used  for  theatre  and  store  purposes. 

PREMISES  AFFECTED — Southeast  corner  of  Ja¬ 
maica  avenue  and  175th  street,  Queens. 
APPEARANCES— 

For  Applicant:  Max  Herzfeld. 

Fpr  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  con¬ 
dition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell....  5 

Negative  . .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1090-24-BZ) 

Whereas,  C.  A.  Sandbloom,  for  Thesium  Amusement 
Co.,  owner,  filed,  September  2,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension  from  a 
business  district  into  a  residence  district,  of  a  proposed 
building  to  be  used  for  theatre  and  store  purposes ;  premises 
southeast  corner  of  Jamaica  avenue  and  175th  street,  Bor¬ 
ough  of  Queens ;  and 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  boaid  of  appeals,  at  its  regular  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Jamaica  avenue  is  a  business 
district  and  175th  street  and  176th  street  are  residence  dis¬ 
tricts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  19,  1924,  in  acting  on  N.  B.  Application  No 
13827-24,  reads: 

“5.  The  extension  of  a  theatre  into  a  residence  dis¬ 
trict  is  contrary  to  the  zoning  law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  122J£ 
feet  and  a  depth  of  137  feet  4  in.  on  Jamaica  avenue;  to  be 
occupied  as  stores  and  theatre;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
B,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  walls  within 
the  residence  district  be  unpierced  throughout  their  entire 
height  and  length,  that  the  easterly  portion  of  the  property 
to  the  rear  be  maintained  as  an  open  court,  as  indicated  on 
plans  filed  in  this  appeal ;  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine  months 
and  the  building  completed  within  eighteen  months  from  the 
date  of  this  action. 


CASES  DISMISSED. 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases,  where 
notices  of  intention  to  appeal  were  offered  for  filing;  but 
where,  despite  notices  from  this  office,  papers  have  not  been 
completed,  thus  tying  the  hands  of  the  administrative  offi¬ 
cial  in  the  performance  of  his  duty : 

(429-24-A) 

Filed  March  24,  1924 — Premises  137  East  19th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Ap¬ 
pellant,  Katherine  Van  A.  Palmer.  Dis¬ 
missed  for  lack  of  prosecution. 

(448-24-A) 

Filed  March  27,  1924 — Premises  603  East  16th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner.  Ap- 
,  pellant,  Joseph  F.  Blacknik.  Dismissed  for 

lack  of  prosecution. 

(495-24-A) 

Filed  April  8,  1924 — Premises  769  First  avenue,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant, 
Victor  Tomich.  Dismissed  for  lack  of  pros¬ 
ecution. 

(499-24-A) 

Filed  April  8,  1924 — Premises  2-18  Anthony  street,  Brook¬ 
lyn.  Decision  of  the  superintendent  of  build¬ 
ings.  Appellant,  Philip  J.  Sinnott.  Dis¬ 
missed  for  lack  of  prosecution. 

(513-24-A) 

Filed  April  10,  1924 — Premises  79  Fifth  avenue,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant, 
Geo.  W.  Wood.  Dismissed  for  lack  of  pros¬ 
ecution. 

(573-24-A) 

Filed  April  23,  1924 — 'Premises  71  Nassau  street,  Manhattan. 

Order  of  the  fire  commissioner.  Appellant, 
Harry  Rosen.  Dismissed  for  lack  of  pros¬ 
ecution. 

(668-24-A) 

Filed  May  14,  1924 — Premises  147  East  125th  street,  Manhat¬ 
tan.  Decision  of  the  superintendent  of 
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buildings.  Appellants,  Nunzio  Stallone  and 
Joseph  Florio.  Dismissed  for  lack  of  pros¬ 
ecution. 

(675-24-A) 

Filed  May  15,  1924 — Premises  50  West  96th  street,  Manhat¬ 
tan.  Decision  of  the  fire  commissioner.  Ap¬ 
pellant,  C.  W.  Youngman.  Dismissed  for 
lack  of  prosecution. 

(709-24-A) 

Filed  May  19,  1924 — Premises  48  Cleveland  avenue,  Wood- 
side,  Queens.  Order  of  the  fire  commis¬ 
sioner.  Appellant,  Jessie  Church.  Dismissed 
for  lack  of  prosecution. 

(724-24-A) 

Filed  May  23,  1924 — Premises  177-179  Christopher  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  Wm.  J.  Russell.  Dismissed  for 
lack  of  prosecution. 

(1262-24- A) 

Filed  October  24,  1924 — Premises  44  East  29th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  Hein  Photo  Supply  Co.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  0 


Absent:  Fire  Chief  Kenlon  and  Mr  Holland..  2 
THE  RESOLUTION: 

Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  prem¬ 
ises  in  question;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 

CASES  DISMISSED 
Under  the  Building  Zone  Resolution. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(297-24-BZ) 

Filed  February  26,  1924 — Premises  103-5  West  53rd  street 
and  104-6  West  54th  street,  Manhattan.  De¬ 
cision  of  the  superintendent  of  buildings. 
Applicant,  William  J.  Russell.  Dismissed 
for  lack  of  prosecution. 

(392-24-BZ) 

Filed  March  17,  1924 — Premises  1763  Broadway,  Manhat¬ 
tan.  Order  of  the  fire  commissioner.  Ap¬ 
plicant,  Porter-Lafayette  Corp.  Dismissed 
for  lack  of  prosecution. 

(537-24-BZ) 

Filed  April  15,  1924 — Premises  N.  W.  Cor.  of  Griffith  ave¬ 
nue  and  Steuben  street,  Middle  Village,  L.  I., 
Queens.  Decision  of  the  superintendent  of 
buildings.  Applicant,  George  J.  Woehrlin. 
Dismissed  for  lack  of  prosecution. 

(563-24-BZ) 

Filed  April  22,  1924 — -Premises  10415  106th  street,  Richmond 
Hill,  Queens.  Order  of  the  fire  commis¬ 
sioner.  Applicant,  William  F.  Paynter.  Dis¬ 
missed  for  lack  of  prosecution. 

(687-24-BZ) 

Filed  May  16,  1924 — Premises  2396  Bedford  avenue,  Brook¬ 
lyn.  Decision  of  the  superintendent  of 
buildings.  Applicant,  Ernest  J.  W.  Muller. 
Dismissed  for  lack  of  prosecution. 


(738-24-BZ) 

b  iled  May  27,  1924 — Premises  N.  W.  Cor.  of  Clinton  place 
and  Jerome  avenue,  The  Bronx.  Decision 
of  the  superintendent  of  buildings.  Appli¬ 
cant,  Felix  A.  Muldoon.  Dismissed  for  lack 
of  prosecution. 

(779-24-BZ) 

Filed  June  9,  1924 — Premises  east  side  of  Jerome  avenue, 
75.71  ft.  No.  of  Burnside  avenue,  The 
Bronx.  Decision  of  the  superintendent  of 
buildings.  Applicants,  Schreiber,  Collins  and 
Buchter.  Dismissed  for  lack  of  prosecu¬ 
tion. 

THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell .  5 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  and  Mr.  Holland..  2 
THE  RESOLUTION : 

Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


AREAS  FIXED. 

(638-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
Samuel  Rosenblum,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  2965  Valen¬ 
tine  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Valentine  avenue  from  a  point  100  ft. 
south  of  Bedford  Park  boulevard  to  a  point  400  tx. 
north  of  premises  in  question ;  also  the  property  ad¬ 
joining  the  southwest  corner  of  premises  in  question 
consisting  of  lots  52  and  53  of  Block  3306. 


(129-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Manasseh  Miller,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  17  Willow 
place,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Willow  place  from  State  street  to 
Joralemon  street;  the  north  side  of  Joralemon  street 
from  a  point  50  ft.  west  of  Willow  place  to  a  point  50 
ft.  east  of  Willow  place;  also  the  premises  adjoining 
the  rear  and  for  a  distance  of  50  ft.  on  either  side  of 
the  side  lot  lines  of  the  premises  in  question. 


(1189-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Max  Mendelowitz,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  7231-7235 
Amboy  road,  Borough  of  Richmond. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Lehigh  avenue  and  Brehaut  avenue 
from  a  point  400  ft.  north  of  proposed  garage  to  a  point 
200  ft.  south  of  Amboy  road.  Both  sides  of  Amboy 
road  from  a  point  400  ft.  east  of  proposed  garage  to 
point  200  ft.  west  of  premises  in  question,  also  the  east 
side  of  Barnard  avenue  from  Amboy  road  to  a  point 
200  ft.  north  of  Amboy  road. 


Adjourned  2.30  p.  m. 

William  J.  O’Gorman,  Secretary. 
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BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  NOVEMBER  25,  1924. 

I  resent :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell  and  I*ire  Chief  Kenlon. 

APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

331-24-A. 

APPELLANT — Board  of  Education,  City  of  New  York, 
owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 508-534  West  212th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
10  a.  m.,  pending  determination  by  the  board  of 
aldermen. 


832-24-A. 

APPELLANT — Kazanjian  Studios,  Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 707  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  McNamara. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


897-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Kenmore 
Trading  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 441-5  Ocean  avenue  and  2002- 
28  Caton  avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant:  G.  P.  Knight. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


16-24-A. 

APPELLANT — David  M.  Jones,  for  Philip  Wald  and  S. 
Buchman,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 1342  Park  avenue,  Manhattan 
APPEARANCES— 

For  Appellant:  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  Tanuary  20.  1925,  at 
10  a.  m.,  pending  decision  in  Supreme  Court. 

1490-23-A. 

APPELLANT — Patrick  J.  Cuskley,  Trustee  of  Estate  of 
Henry  Hunt,  owner. 

SUBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 406  Second  avenue,  Manhattan 
APPEARANCES— 

For  Appellant :  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  Tanuary  20,  1925,  at 
10  a.  m.,  pending  decision  in  Supreme  Court. 

1 499-23-A. 

APPELLANT— J.  Anthony  Probst,  for  Gold  &  Greenluit. 
owners. 

SUBIECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED— 522  West  159th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  David  M.  Jones. 

ACTION  OF  BOARD — Laid  over  to  Tanuary  20.  1925,  at 
10  a.  m.,  pending  decision  in  Supreme  Court. 

1167-24-A. 

APPELLANT — E.  H.  Gibson,  for  Gulf  Refining  Co., 

owner. 


SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AhFECTED — East  side  of  Zerega,  between 
Chatterton  and  Blackrock  avenues,  The  Bronx. 

APPEARANCES— 

For  Appellant :  Albert  Conway. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  on  request  of  appellant’s  representa¬ 
tive. 


469-23-A. 

APPELLANT — Charles  D.  Cords,  for  Callan  Bros.,  Inc., 
owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner.' 

PREMISES  AFI'ECTED — 14-34  19th  street,  Brooklyn 
(brick  building). 

APPEARANCES— 

For  Appellant:  Charles  D.  Cords. 

ACTION  OF  BOARD — 'Appeal  reopened  and  set  for  hear¬ 
ing  December  23,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  z 


470-23-A. 

APPELLANT — Charles  D.  Cords,  for  Callan  Bros.,  Inc., 
owner. 

SUBJECT — Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 2-10  19th  street,  Brooklyn  (cor¬ 
rugated  building). 

APPEARANCES— 

For  Appellant :  Charles  D.  Cords. 

ACTION  OF  BOARD — Appeal  reopened  and  set  for  hear¬ 
ing  December  23.  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


1185-24-A. 

APPELLANT — Trustees  Hospital  for  Joint  Diseases, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 1919  Madison  avenue,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


925-24-A. 

APPELLANT — Harold  F.  Smith,  for  George  Murphy,  Inc., 
owner. 

SUBTECT — -Appeal  from  order  of  fire  commissioner. 
PRFMISES  AFFECTED — 57  East  9th  street,  Manhattan. 
APPEARANCES— 

For  Appellant:  Harold  F.  Smith. 

For  Administration :  Inspector  Mojarrieta  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell  and  Fire  Chief 


Kenlon  .  5 

Negative  .  0 

Absent:  Messrs.  Dowd  and  Holland  .  2 
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THE  RESOLUTION: 

(925-24-A) 

Whereas,  Harold  F.  Smith,  for  George  Murphy,  Inc., 
owner,  filed,  July  11,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  orders  of  the  fire  commissioner,  affecting  prem¬ 
ises  57  East  9th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read : 

No.  24428-LC,  dated  June  10,  1924 — 

“1.  Provide  a  separate  and  distinct  system  of  AU¬ 
TOMATIC  SPRINKLERS.” 

No.  24990-LC,  dated  July  12,  1924 — 

“1.  Show  compliance  with  Fire  Department  Order 
No.  24428-LC  relative  to  sprinkler  system. 

“2.  Remove  all  flashlight  powder  from  the  prem¬ 
ises  *  *  *. 

“9.  Provide  a  fireproof  vault  in  which  to  keep  all 
inflammable  film. 

“10.  Discontinue  the  storage  and  sale  of  Eastman’s 
‘Iodizer’  and  all  other  inflammable  mixtures  which  are 
not  manufactured  under  a  permit  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  and 
basement  in  height,  26  ft.  by  80  ft.  in  area  at  1st  story 
and  26  ft  by  40  ft.  in  area  above;  OCCUPIED  as  a  photo¬ 
graphic  supply  house,  total  of  19  persons  in  entire  building. 
It  is  proposed  to  erect  upon  the  extension  roof  a  fireproof 
pent  house  supported  by  steel  beams,  resting  on  brick 
walls  with  fireproof  door  opening  upon  the  roof ;  and 

Whereas,  appellant  contends  it  is  proposed  to  remove 
from  the  present  building  and  store  in  the  fireproof  vault 
to  be  constructed  on  the  roof  2,000  pounds  of  photographic 
film,  200  gallons  of  collodium,  50  pounds  of  flash  pow¬ 
der,  50  gallons  of  wood  alcohol,  1  carboy  of  sulphuric  acid, 
1  carboy  of  nitric  acid  and  1  carboy  of  muriatic  acid; 
and  further  contends  that  50  gallons  of  collodium  and  20 
gallons  of  wood  alcohol  are  now  stored  in  the  building  under 
permits.  It  is  desirous  to  increase  this  amount  and  the  fire¬ 
proof  vault  is  offered  in  lieu  of  a  sprinkler  system. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and  they  hereby  are  modified,  and  the  appeal  be  and  it 
hereby  is  granted,  as  to  Order  No.  24428,  on  condition  that 
not  more  than  500  pounds  of  film  shall  be  stored  in  a  fire¬ 
proof  vault,  constructed  in  basement  and  equipped  with 
not  less  than  twelve  (12)  sprinkler  heads,  supplied  from 
the  house  supply  under  static  pressure  of  not  less  than  45 
pounds;  and  granted  as  to  Order  No.  24990,  Item  1,  on 
condition  that  the  modification  granted  under  Item  1,  Order 
No.  24428,  shall  be  complied  with;  Item  2,  on  condition 
that  not  more  than  ten  (10)  pounds  of  flashlight  powder 
shall  be  maintained  on  the  premises,  stored  in  an  approved 
metal  container,  confined  to  1st  story;  and  as  to  Items  9 
and  10  of  Order  No.  24990,  the  appeal  be  and  it  hereby  is 
denied. 


928-24-A. 

APPELLANT — New  York  Manufacturers  Real  Estate 
Company,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 626-630  West  44th  street  and 
611-641  West  43rd  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Alfred  E.  Ommen,  Frank  E.  Allen. 
For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon .  6 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION: 

(928-24-A) 


Whereas,  New  York  Manufacturers  Real  Estate  Com¬ 


pany,  for  Eugene  Higgins,  owner,  filed,  July  14,  1924,  an 
appeal,  with  the  board  of  appeals,  from  orders  of  the  fire 
commissioner,  affecting  premises  611-641  West  43rd  street 
and  626-630  West  44th  street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  No.  60758- 
F,  No.  60833-F  and  No.  60847-F,  read: 

“1.  Provide  an  approved  gas  shut-off  valve  *  *  ; 

and  ■  rr  i" i 

Whereas,  the  premises  consist  of  three  buildings,  No. 
611-623  West  43rd  street  being  of  non-fireproof  construc¬ 
tion,  three  stories  in  height.  OCCUPIED :  1st  story,  print¬ 
ing  press,  storage  of  print  paper,  etc. ;  2nd  story,  offices 
and  publishing;  3rd  story,  cigar  factory;  there  being  a 
gas  shut-off  cock  located  near  the  rear  wall;  No.  627- 
643  West  43rd  street  being  non-fireproof,  four  stories  in 
height.  OCCUPIED :  1st  story,  press  room ;  2nd  story, 
bindery;  3rd  story,  offices  and  publishing;  4th  story,  manu¬ 
facture  of  paper  dress  patterns ;  the  building  being  equipped 
with  an  automatic  sprinkler  system,  fire  alarm  and  a  watch¬ 
man  patrol  service;  the  gas  shut-off  valve  and  curb  box 
being  locted  on  the  West  43rd  street  front;  No.  626-630 
West  44th  street  being  fireproof,  five  stories  in  height; 
OCCUPIED  as  a  publishing  house  and  printing;  the  gas 
shut-off  valve  and  curb  box  being  located  on  the  44th 
street  front;  and 

Whereas,  appellant  contends  that  each  building  has  a 
single  gas  service  and  each  service  is  at  present  equipped 
with  two  shut-off  valves,  one  located  inside  the  building  im¬ 
mediately  inside  the  building  wall  and  the  other  on  the 
outside  near  the  street  curb  and  that  the  Consolidated  Gas 
Company  has  always  furnished  and  maintained  at  their 
expense  all  gas  service  to  the  meter  point  and  that  it  would 
seem  that  the  appellant  has  neither  the  right  to  change 
or  add  equipment  to  property  that  belongs  to  the  gas  com¬ 
pany. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


948-24-A. 

APPELLANT — Moses  Altman,  for  Scottish  Rite  Bodies  of 
New  York,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 315  West  34th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Moses  Altman. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 


752-24-A. 

APPELLANT — Samuel  Rosenblum,  for  25-27  Third  Ave¬ 
nue  Corp.,  owner. 

SUBJECT — Application— 'appeal  from  order  of  fire  commis¬ 
sioner. 

PREMISES  AFFECTED — 25-27  Third  avenue,  Manhattan. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh.  Messrs.  Ken¬ 
nedy.  Dowd,  Gunnison.  Connell  and  Fire 


Chief  Kenlon .  6 

Negative  .  o 

Absent :  Mr.  Holland  .  1 
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THE  RESOLUTION: 


(752-24-A) 

Whereas,  Samuel  Eosenblum,  for  25-27  Third  Avenue 
Corp.,  owner,  filed,  May  29,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  25-27  Third  avenue,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  May 
9,  1924,  in  acting  on  Order  No.  59102-F,  reads: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50  ft. 
above  a  neighboring  roof  at  north  and  south  sides  of 
building  or  other  approved  protection  as  per  Sec.  375, 
Article  18,  Chapter  5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  40  ft.  by  74  ft.  in  area  and  connected  through  to 
an  adjoining  four-story  building  at  3  St.  Marks  place;  and 
Whereas,  there  are  six  openings  on  each  story  above  the 
second  story,  within  50  ft.  above  a  neighboring  roof  to  the 
north  and  six  openings  in  each  story  above  the  second 
story  within  50  ft.  of  adjoining  roofs  to  the  south;  and 
1  Whereas,  appellant  contends  that  the  roof  to  the  south 
is  metal  covered  and  the  premises  to  the  south  are  used 
for  dwellings  in  the  upper  stories  and  the  two-story  building 
to  the  north,  used  for  stores  and  offices,  has  only  one  sky¬ 
light  in  the  roof,  and  that  it  is  glazed  with  wire  glass;  and 
Whereas,  this  appeal  was  denied  by  the  board  at  its 
meeting  July  22,  1924,  and  appellant  requested  a  reopening 
of  the  case  and  modification  of  the  order,  insofar  as  open¬ 
ings  in  the  north  and  south  gable  walls  are  concerned, 
as  these  openings  are  on  the  lot  line  and  proposes  to  pro¬ 
vide  fireproof  self-closing  windows  at  openings  to  the  two 
courts,  which  are  within  30  ft.  of  adjoining  exposures. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  as  to  windows  in  gable  wall  on  condition  that  all 
openings  on  the  courts  and  on  all  stairs,  corridors  and  shaft- 
ways  shall  be  protected. 


1229-24-A. 

APPELLANT — William  F.  Doyle,  for  Franklin-Crown 
Corporation,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings.  s 

PREMISES  AFFECTED— 923  Franklin  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  William  F.  Doyle. 

ACTION  OF  BOARD — -Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 

Chief  Kenlon .  6 

Negative  . •  •  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION : 

(1229-24-A) 


Whereas,  William  F.  Doyle,  for  Franklin-Crown  Cor¬ 
poration,  owner,  filed,  October  15,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  923  Franklin  avenue,  Brook¬ 
lyn  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  October  4,  1924,  in  acting  on  Application 
No.  19898-24,  reads: 

“Proposed  removal  of  wall  separating  the  two  public 
garages  located  at  923  Franklin  Avenue  and  925-31 
Franklin  Avenue,  is  contrary  to  Art.  2,  Sec.  6,  of  the 
Zone  Resolution.” ; 

and 


Whereas,  the  premises  consist  of  two  buildings,  each  one 
story  in  height,  of  non-fireproof  construction,  No.  923  be¬ 
ing  31  ft.  by  100  ft.  in  area  and  No.  925-31  being  100  ft. 
by  100  ft.  in  area ;  No.  923  having  been  accepted  as  a  pub¬ 
lic  garage  prior  to  July  25,  1916;  No.  925-31  having  been 
erected  as  a  garage,  permission  granted  by  the  board  under 
Cal.  No.  291-24-BZ ;  it  is  proposed  to  remove  the  parti¬ 
tion  wall  between  No.  923-925;  and 

Whereas,  appellant  contends  that  both  garages  existing 
as  public  garages  are  now  under  one  ownership  and  that 
an  alteration  of  this  character  would  be  permitted  under 
section  6  of  the  building  zone  resolution,  and  that  the  altera¬ 
tion  does  not  exceed  50  per  cent  of  the  value  of  the  build¬ 
ing  and  that  no  change  in  the  surrounding  conditions  will 
be  effected  thereby. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  stipulations  set  forth 
in  the  resolution  of  the  board  adopted  under  Cal.  291-24-BZ 
shall  be  complied  with  in  all  other  respects ;  that  the  entire 
structure  shall  be  fire  retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals ;  that  all  necessary 
permits  shall  be  obtained  within  sixty  (60)  days;  and  that 
the  work  shall  be  completed  within  ninety  (90)  days. 


1110-24-A. 

APPELLANT — -Charles  J.  Heuser,  for  Julius  Forstmann, 
owner. 

SUBJECT — -Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 208  East  63rd  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Charles  E.  Heydt. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — - 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland  .  1 

THE  RESOLUTION: 


(1110-24-A) 

Whereas,  Charles  J.  Heuser,  for  Julius  Forstmann, 
owner,  filed,  September  9,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  208  East  63rd  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  23875- 
C,  dated  August  25,  1924,  reads : 

“1.  Discontinue  the  maintenance  of  a  garage  on  these 
premises.” ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  89  ft.  7  in.  in  area  at  1st  story  and  25 
ft.  by  60  ft.  3  in.  in  area  above.  OCCUPIED :  1st  story, 
private  garage;  2nd  story,  vacant;  3rd  and  4th  stories,  resi¬ 
dences;  MEANS  OF  EGRESS  consisting  of  an  interior 
stairway  extending  from  the  1st  story  to  the  roof,  a  fire 
escape  on  the  rear  of  the  building  with  landing  on  exten¬ 
sion  roof ;  and 

Whereas,  appellant  contends  that  there  are  never  more 
than  four  (4)  pleasure  cars  stored  on  the  premises,  the 
property  of  the  owner  of  the  premises ;  that  there  is  no 
gasoline  service  tank  maintained ;  that  there  is  a  heating 
plant  in  the  basement  separated  from  the  remainder  of  the 
basement  by  a  brick  partition  wall  with  an  approved  self- 
closing  fire  door  at  the  opening.  It  is  proposed  to  provide 
self-closing  fireproof  door  at  the  head  of  the  enclosed 
stairway  leading  to  the  basement,  and  to  maintain  a  self¬ 
closing  fireproof  door  at  the  foot  of  the  stairway. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 


1459 


* 


r~. — 


MINUTES 


granted  on  condition  that  the  top  story  shall  not  be  occu¬ 
pied  for  living  purposes ;  that  the  fire  escapes  on  rear 
of  building  shall  be  maintained  as  indicated  on  plan;  and 
that  opening  to  cellar  stairs  from  1st  story  shall  be  pro¬ 
vided  with  self-closing  fireproof  door,  with  sill  at  least  8 
in.  high  at  threshold;  and  that  all  other  necessary  permits 
shall  be  obtained. 


PREMISES  AFFECTED — 325-327  16th  street,  Brooklyn. 
APPEARANCES— 

For  Applicant:  Sidney  Szerlip,  Otto  Heepe. 
ACTION  OF  BOARD — ‘Laid  over  to  January  20,  1925, 
at  10  a.  m.,  pending  new  determination  by  the  su¬ 
perintendent  of  buildings  and  filing  of  new  ser 
of  plans. 


BUILDING  ZONE  CASES. 

378-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hesu  Realty  Co., 
Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1101-1109  Union  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Walter  Dunnigan. 

For  Opposition:  Arthur  G.  Basche,  David  Jones 
and  others. 

ACTION  OF  BOARD— 'Laid  over  to  January  20,  1925, 
at  10  a.  m.,  on  request  of  applicant. 


136-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Max  Katz,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 809  Union  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Walter  Dunnigan. 

For  Opposition :  Manuel  Schoenseidt. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1925, 
at  10  a.  m.,  on  request  of  applicant. 


934-24-BZ. 

APPLICANT— Thomas  W.  Lamb,  for  Lexington  Avenue 
Theatre  and  Realty  Corp.,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  a  business  district  the  erection  and 
maintenance  of  a  theatre,  store  and  office  building. 

PREMISES  AFFECTED— 1280-1288  Lexington  avenue, 
Manhattan. 

APPEARANCES— 

For  Applicant:  J.  Henry  Walters. 

For  Opposition:  M.  S.  Isaacs  and  others. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1924, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


922-24-BZ. 

APPLICANT— McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  “business  two  times 
height  district”  the  erection  of  the  street  walls  of 
a  building  to  a  height  exceeding  the  limit  prescribed 
by  the  building  zone  resolution. 

PREMISES  AFFECTED— 1-11  East  58th  street,  2-14  East 
59th  street,  761-767  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  F.  Schreiber. 

For  Opposition :  Yorke  Allen  and  others. 

ACTION  OF  BOARD— Laid  over  to  December  9,  1924 
at  2  p.  m.,  on  request  of  representative  of  attorney 
in  objection. 


675-19-BZ. 

APPLICANT — Sidney  Szerlip,  for  Otto  Heepe,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner)  to 
permit  in  a  residence  district  the  maintenance  of 
a  garage,  space  in  which  is  rented  to  persons  not 
residing  on  the  premises. 


942-24-BZ. 

APPLICANT — A.  I.  Nova,  for  John  C.  Cochran,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 425-47  Coney  Island  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  I.  Nova. 

For  Opposition:  Peter  B.  Hanson,  Daniel  E.  Grif¬ 
fin,  Mary  Colgan,  James  J.  McDonald,  Mary 
Meehan,  Isabel  C.  Griffin,  Helena  Condy,  Morris 
Goldman,  Joseph  Canning,  Ida  M.  Blackwell, 
Airs.  J.  John,  Anna  Poet,  Lucy  Schilling,  Anne 
Devine,  Aaron  Auker,  Frank  Puglisi. 

ACTION  OF  BOARD — 'Laid  over  to  December  23,  1924, 
at  2  p.  m. 


835-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  William  Glichman, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1655-1663  St.  Marks  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Morris  Schneer,  James  E.  Gay- 
nor. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Alessrs.  Kennedy  and  Gunnison  . .  2 

Negative:  Chairman  Walsh,  Messrs.  Dowd  and 

Connell .  3 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


THE  RESOLUTION: 


(835-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  William  Glichman, 
owner,  filed,  June  21,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  motor  vehicles ;  premises  1655-63  St.  Alarks 
avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Marks  avenue  is  a  resi¬ 
dence  district,  Eastern  parkway  and  Hopkinson  avenue  are 
business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  14,  1924,  in  acting  on  Application  No.  12686- 
24,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  3. 

“A  public  garage  in  a  residential  district.”; 


Vhereas,  the  proposed  building  is  to  be  of  non-fireproof 
struction,  one  story  in  height,  with  a  frontage  of  51  ft. 
i  a  depth  of  127  ft.  9)4  in.;  and  . 

Vhereas,  applicant  failed  to  substantiate  the  basis  of  his 
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sary  percentage  of  the  property  frontage  deemed  by  the 
board  to  be  affected. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


919-24-BZ. 

APPLICANT— James  Kearney,  for  Otto  Hessler,  owner. 
SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  Cooper 
avenue  and  Cypress  Hills  road,  Borough  of  Queens. 
APPEARANCES— 

For  Applicant:  James  Kearney,  John  Caldwell 
Meyers. 

For  Opposition:  Louis  Halbert,  B.  Augustin,  M. 
Selph,  M.  E.  Lafust,  N.  Daub,  F.  Beyreupher, 
Lena  Kruger,  D.  Kohler,  C.  Schneider,  Peter 


Roch,  John  E.  Schelpp. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Mr.  Dowd .  1 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison  and  Connell  .  4 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(919-24-BZ) 


Whereas,  James  Kearney,  for  Otto  Hessler,  owner,  filed, 
July  11,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles ;  premises  northwest  corner  of  Cooper  ave¬ 
nue  and  Cypress  Hills  road,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
W^hereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Cypress  Hills  road  and 
Cooper  avenue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  30,  1924,  in  acting  on  Application  No.  11486- 
24,  reads : 

“Erection  of  this  garage  in  business  district  is  pro¬ 
hibited  by  Zone  Law.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireprooi 
construction,  one  story  in  height,  with  a  frontage  of  130.74 
ft.  and  a  depth  of  137.64  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 
Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


748-24-BZ. 

APPLICANT — William  J.  McKeown,  for  Estate  of  Ru¬ 
dolph  Prellwitz,  et  al.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northeast  corner  of  Webster 
avenue  and  Mosholu  parkway,  North,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  J.  McKeown. 

For  Opposition :  Thomas  B  Conlon,  Mark  Levy, 
John  B.  Lee. 

ACTION  OF  BOARD — Application  denied. 


THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell . 

Negative  . 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon _ 

THE  VOTE  TO  GRANT— 

Affirmative:  Mr.  Gunnison . 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd  and  Connell  .  4 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(748-24-BZ) 

Whereas,  William  J.  McKeown,  for  Estate  of  Rudolph 
Prellwitz,  et  al.,  owner,  filed,  May  29,  1924,  an  applica¬ 
tion,  under  the  building  zone  resolution,  to  permit  partly 
in  a  residence  district  and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  premises  northwest 
corner  of  Webster  avenue  and  Mosholu  parkway  North 
The  Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Webster  avenue  is  a  business 
district  and  Mosholu  parkway  and  Decatur  avenue  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  May  22,  1924,  in  acting  on  N.  B.  Application 
No.  1799-24,  reads: 

“1.  Erection  of  proposed  garage  for  the  storage  of 
more  than  five  motor  vehicles  in  a  business  district 
and  residence  district  is  contrary  to  the  provisions  of 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  277.68 
ft.  and  a  depth  of  120  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  a  committee  of  the  board  visited  the  premises 
anid  reported : 

November  21,  1924. 

Cal.  No.  748-24-BZ 

Premises :  N.  W.  Corner  of  Webster  Ave. 

and  Mosholu  Parkway. 

TO  THE  BOARD  OF  APPEALS: 

A  Committee  of  the  Board,  composed  of  Chairman 
Walsh,  Fire  Chief  Kenlon,  Messrs.  Dowd,  Kennedy  and 
Connell,  on  November  21,  1924,  visited  the  above  named 
premises  affected  by  application  for  a  public  garage 
thereon. 

The  plot  embraced  in  this  application  runs  north 
on  Webster  Avenue  277.68  feet,  from  the  intersection 
of  Mosholu  Parkway  North,  and  is  120  ft.  deep  on  a 
line  perpendicular  to  Webster  Avenue,  with  a  street 
frontage  on  Mosholu  Parkway  of  130.52  ft.  This  plot 
is  involved  in  two  use  districts,  namely,  business  and 
residence. 

Directly  opposite  to  the  south  is  the  Mosholu  Park¬ 
way  ;  directly  to  the  west  on  Mosholu  Parkway,  abut¬ 
ting  this  property,  is  a  modern  five-story  and  basement 
apartment  house;  to  the  rear  on  Decatur  Avenue  are 
two  story  frame  dwellings ;  to  the  north  on  the  westerly 
side  of  Webster  Avenue,  there  are  two-story  frame 
dwellings ;  vacant  property  and  two  and  three-story 
frame  dwellings  intervene  at  least  to  203rd  Street.  Di¬ 
rectly  opposite  on  the  east  side  of  Webster  Avenue 
there  now  exists  a  two-story  garage,  four-story  brick 
dwellings  and  an  extensive  one-story  garage,  wholly  and 
entirely  within  the  unrestricted  district,  as  designated  on 
the  use  district  maps. 
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The  building  proposed  in  this  application  is  to  be  used 
as  a  public  garage,  entirely  on  Webster  Avenue,  with 
stores  and  business  use  on  the  Mosholu  Parkway  front¬ 
age,  setting  aside  an  area  in  the  proposed  structure, 
irregular  in  shape,  25  ft.  on  the  westerly  line,  130 
ft.  on  the  southerly  line  and  77  ft.  frontage  on  the  east¬ 
erly  or  Webster  Avenue  line. 

As  to  basis  of  appeal  under  Section  7-e,  this  cannot 
be  held  to  have  been  established  for  the  reason  that 
there  are  no  non-conforming  uses  on  the  westerly  side 
of  Webster  Avenue  within  the  area  affected,  the  ga¬ 
rages  opposite  being  in  an  unrestricted  district  and  there¬ 
fore  not  applicable  under  this  provision  of  exception. 
Moreover,  Section  7-e  does  not  embrace  or  include  in¬ 
vasion  of  a  residence  district. 

As  to  Section  20,  namely,  hardship,  which  is  also 
included  as  a  basis  of  appeal  in  this  application  for 
consideration  by  the  Board,  the  Committee  feels  the 
owner  will  suffer  no  deprivation  of  reasonable  use  and 
return  from  his  property — but,  on  the  contrary,  as 
characterized  by  some  members  of  the  Committee,  this 
premises  is,  by  its  location  opposite  the  park,  naturally 
an  apartment  house  site. 

The  Committee  is  of  the  opinion  that  this  application 
for  a  public  garage  should  be  denied  by  the  Board. 

(Signed)  WILLIAM  E.  WALSH, 

J.  SARSFIELD  KENNEDY, 
JOHN  DOWD, 

HENRY  L.  CONNELL, 

JOHN  KENLON. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


540-24-BZ. 

APPLICANT — Henry  J.  Nurick,  for  Louis  Reinhardt, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 243-249  Hopkins  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition:  Morgan  T.  Donnelly,  Isidor  Gar¬ 
nets,  R.  Sgueglio,  G.  J.  Schreiber,  A.  Roscoe, 
H.  Millam,  A.  Vitaeceo,  S.  Blumenfeld,  L. 
Samuels,  J.  Matacha,  J.  Larantino,  Edna  Silver- 


man,  S.  Weisberger,  H.  Millam. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 


THE  RESOLUTION: 

(540-24-BZ) 

Whereas,  Henry  J.  Nurick,  for  Louis  Reinhardt,  owner, 
filed,  April  16,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  243-249  Hopkins  street, 
Borough  of  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
25,  1924,  after  due  notice  by  -publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Hopkins  street  and  Broad¬ 
way  are  business  districts  and  Flushing  avenue  is  an  un¬ 
restricted  district ;  and 


Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  October  27,  1924,  in  acting  on  Application  No. 
21334-24,  reads: 

“Proposed  basement  and  one  story  public  garage  for 
more  than  five  motor  vehicles  in  a  business  district  is 
contrary  to  Art.  II,  Sec.  4  (a)  of  the  Zone  Resolu¬ 
tion.”  ; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of 
100  ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  has  not  complied  with  provisions 
of  exception  nor  substantiated  his  basis  of  appeal  under 
section  7-g  of  the  building  zone  resolution,  and  has  adduced 
no  testimony  in  support  of  section  20  to  justify  the  grant¬ 
ing  of  this  variation. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


233-24-BZ. 

APPLICANT — Oscar  Goldschlag,  for  Broad  Holding  Corp., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — Southwest  corner  of  Roosevelt 
avenue  and  Lee  avenue,  Woodside,  Queens. 
APPEARANCES— 

For  Applicant:  None. 

For  Opposition:  John  P.  Gering  and  others. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ...  2 

THE  RESOLUTION: 

(233-24-BZ) 


Whereas,  Oscar  Goldschlag,  for  Broad  Holding  Corp., 
owner,  filed,  February  14,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles;  premises  southwest 
corner  of  Roosevelt  avenue  and  Lee  avenue,  Woodside, 
Borough  of  Queens  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  November 
25,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Roosevelt  avenue  and  Lee  ave¬ 
nue  are  business  districts ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  28,  1924,  in  acting  on  N.  B.  Application 
No.  639-24,  reads: 

“Public  garage  in  a  business  district  is  contrary  to 
the  Zoning  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  the  applicant  in  this  case  has  not  substantiated 
the  basis  of  appeal  and  has  failed  to  prosecute  his  case 
after  final  notice  and  agreement  of  former  public  hearing 
to  do  so. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


Adjourned  6.50  p.  m. 

William  J.  O’Gorman,  Secretary. 


MINUTES 

BOARD  OF  APPEALS. 


♦CORRECTION. 

,  m'”utes  of  the  meeting  of  the  board  of  appeals 
held  Tuesday,  October  14,  1924,  as  they  appeared  in  Bulletin 
No.  43  Vol.  9,  are  hereby  corrected  to  read  as  follows : 

3 1 5~24  "A, 

APPELLANT— Oil  Burning  Equipment  Co.,  for  J.  &  V. 
B.  Alvarez,  owners. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 


Correction— Word  “ street ”  changed  to  “avenue”  in  line  4. 


PREMISES  AIT1  ECTED — 102  Greenwich  avenue,  Manhat¬ 
tan. 

APPEARASNCES-None. 

ACTION  Oh  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison,  Holland  and  Connell  . .  5 

Negative  .  0 

Absent:  Mr.  Kennedy  and  Fire  Chief  Kenlon  ..  2 


_ MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


♦CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards 
and  appeals,  held  Tuesday  September  9,  1924,  as  they  ap¬ 
peared  in  Bulletin  No.  38,  Vol.  9,  are  hereby  corrected  to 
read  as  follows : 

(286-24-S) 

Whereas,  Joseph  H.  Esquirol,  for  Kate  D.  De  Hart, 
owner,  filed,  February  25,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  224  Livingston  street, 
Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Febru¬ 
ary  5,  1924,  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  south  -side 
of  building  and  the  opening  leading  thereto  and  the 
windows  opening  on  the  course  thereof  so  that  same 
are  in  compliance  with  the  provisions  of  Section  273  and 
274  of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  on  this  fire  escape  are 
the  following: 

“Windows  on  course  are  not  fireproof,  self-closing. 

“No  safe  egress  from  termination  of  fire  escape  to 
street. 

“No  stairway  from  lowest  balcony  to  ground. 

“2.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof  as  per  Section  271  of  the  Labor 
Law.” ; 
and 


*Corrcction — Word  “east”  changed  to  “west”  in  line  45 
and  line  47. 


Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  22  ft.  by  71  ft.  in  area  at  the  1st  story  and  22  ft.  by 
66  ft.  in  area  above.  OCCUPIED:  1st  story,  store;  2nd 
story,  salesroom,  2  persons ;  3rd  story,  mfg.  embroidery  7 
persons;  4th  story,  mfg.  of  coats,  15  persons.  EXITS: 
An  interior  wooden  stairway  extending  from  1st  story  to 
top  story  (with  iron  ladder  to  scuttle  in  roof),  enclosed  in 
wood  lath  and  plaster  partitions  with  wooden  doors  at  open¬ 
ings ;  a  party  wall  fire  escape  balcony  on  each  story  of  the 
building  connecting  with  adjoining  building,  with  a  stair  on 
top  balcony  connecting  to  roof ;  ROOFS  of  adjoining  build¬ 
ings  are  at  same  elevation;  and 

Whereas,  petitioner  contends  that  Item  No.  1  of  these 
orders  was  accepted  as  having  been  complied  with  and  Item 
No.  2  was  waived  by  the  board  of  review  of  the  fire  de¬ 
partment. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Item  No.  1  on  condition  that  the  windows  on  the 
course  of  the  fire  escape,  other  tfyan  the  top  story,  shall 
be  made  fireproof,  self-closing,  and  that  a  party  wall  fire 
escape  shall  be  maintained  to  the  premises  to  the  west,  with 
connecting  stairs  at  an  angle  not  greater  than  45  degrees, 
with  party  wall  egress  to  premises  to  the  west;  granted  as 
to  Item  No.  2  on  condition  that  a  fixed  double  rung  iron 
ladder  shall  be  provided  from  top  story  hall  to  scuttle 
in  roof,  and  granted  on  further  condition  that  the  occu¬ 
pancy  of  the  top  story  shall  not  exceed  twenty  (20)  per¬ 
sons  at  any  one  time. 


RULES 


COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17-BZ. 

Whereas,  the  board  of  appeals,  at  its  regular  meet¬ 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 
under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 


Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.*  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 
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RESERVE  CALENDAR 


BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21-A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

1058-22- A — 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

.  The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — 'Pier  27,  North  River,  Manhattan. 

883- 19- A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19-A — Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 19- A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19- A  Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981 -19- A — Piers  22-25,  East  River,  Manhattan. 

1003-19- A — Pier  28,  "North  River,  Manhattan. 


31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20- A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A — Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20- A— Pier  17,-  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets, 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue,  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20- A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20- A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook¬ 

lyn. 

1543- 21- A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

13-21  S — Dahl  Oil  Burner. 

53-21-S — Angle  Hose  Valve. 

1372-21-S  Ford  Fire  Line  Reducing  Valve,  approval  of. 

337-22-S  Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S  Quinn  Acme  Crude  Oil  Burner,  approval  of. 
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392-22-S— The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 

447-22-S— Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S  Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S— Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

1390- 22-S — Oliver  Burner,  approval  of. 

1391- 22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 

approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank| 
297-23-SA — “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — 'Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 
504-23-SA — Ray  Rotary  Fuel  Oil  Burner,  approval  of. 
525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — .Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 


1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA  Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA  Heatiator  Oil  Burner,  approval  of. 
1358-23-SA— Worthington  Oil  Burner,  approval  of. 
1361-23-SA— Todd  Residence  Fuel  Oil  Burner,  approval  of. 

1363- 23-SA— Ballard  Domestic  Oil  Burner,  approval  of. 

1364- 23-SA  Staples  &  Pfeiffer  Oil  Burner,  approval  of. 

1414- 23-SA— Enco  Type  No.  400  Steam  Atomizing  Fuel  Oil 

Burner,  approval  of. 

1415- 23-SA— Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 

approval  of. 

1429-23-SA  Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA  Tate- Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA— -Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA  Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA  Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — 'Universal  Oil  Burner,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA— Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 

365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA— Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA— Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA—  Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

872-24-SA — -Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

1162-24-SA — Hart  Automatic  Fuel  Oil  Burner,  approval 
of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
ivhich  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  zvill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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DOCKET. 

Cases  pending  'December  31,  1923  .  627 

Cases  filed  up  to  and  including  November  27,  1924..  1400 
Restored  to  calendar  .  83  . 

Miscellaneous  Applications. 


Requests  to  reopen  .  184 

Requests  to  amend  .  8 

Requests  for  modification .  41 

Requests  to  rescind  .  3 

Requests  for  extension  of  time  . 20 

Requests  for  extension  of  permit  .  37 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  3 

Administrative  requests  .  1 

Requests  for  interpretation  .  4 

Total  . 2413 

Disposed  of  . 1804 


DISPOSITION  OF  CASES 

Withdrawn  .  155 

Dismissed  .  147 

Denied  . 268 

Granted  .  14 

Granted  on  condition  .  869 

Appliances  approved .  22 

Appliances  dismissed,  disapproved  or  withdrawn  ....  17 

Rules  approved  .  8 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions.  . 

Requests  to  reopen  granted  .  166 

Requests  to  reopen  denied  .  11 

Requests  to  amend  granted  .  8 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  39 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted .  19 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  35 

Requests  for  extension  of  permit  denied .  3 

Requests  to  install  granted  .  3 

Requests  to  install  denied  . 0 

Plans  approved  .  3 

Plans  disapproved  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  4 

Requests  withdrawn  or  dismissed  .  7 

Total  . 1804 


Cases  pending  November  27,  1924  .  609 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


BOARD  OF  STANDARDS  AND  APPEALS. 
Room  914,  Municipal  Building, 

New  York  City. 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 


My  subscription  to  begin  with  the  issue  for 


1924. 


,  J  w  '  / 
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DIRECTORY 


BOARD  OF  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

James  P.  Holland  John  Dowd 

Henry  L.  Connell  Joseph  B.  Gunnison 

Fire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


BOARD  OF  STANDARDS  AMD  APPEALS. 
WILLIAM  E.  WALSH,  Chairman. 

James  P.  Holland  John  Dowd 

Henry  L.  Connell  Joseph  B.  Gunnison 

Fire  Chief  John  Kenlon  J.  Sarsfield  Kennedy 

Thomas  J.  Drennan . Fire  Commissioner 

Charles  Brady . Supt.  of  Buildings,  Manhattan 

P.  J.  Reville . Supt.  of  Buildings,  The  Bronx 

Albert  E.  Kleinert . Supt.  of  Buildings,  Brooklyn 

John  W.  Moore . Supt.  of  Buildings,  Queens 

William  J.  McDermott . Supt.  of  Buildings,  Richmond 

William  J.  O’Gorman,  Secretary 
Edward  V.  Barton,  Chief  Clerk 
Office — Municipal  Building,  Room  914. 

Telephone — Worth  0184. 

Office  Hours — 9  a.  m.  to  5  p.  m.  Saturdays,  9  a.  m.  to 
12  noon. 

All  communications  should  be  addressed  to  the  chairman 

of  the  board. 


CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  December 
2,  1924. 

Minutes  of  Special  Meeting,  Board  of  Standards 
and  Appeals,  December  2,  1924. 

Reserve  Calendar. 

Gas  Shut-off  Rules. 

Progress  Report. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk  s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any. 
and  will  be  called  in  Room  919,  on  Tuesday,  December 
9,  1924,  at  2  o  clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  16,  1924,  at  2  o’clock. 

The  Clerk  s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion' or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

'  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET. 

Nnv  Cases  Filed  Week  Ending  December  4,  1924. 

Cal.  No.  Department.  Premises  Affected. 

1431-24-A . F.D . 3294  Hull  ave.,  Bx., 

-  Decision 

1430-24-S . F.D . 41-43  E.  28th  st.,  Man. 

-  L.  D.  67768. 

1429-24-BZ . B.B.Bx. .  1010-1018  Ave.  St.  John,  Bx. 

-  Slip  Application  166-1924. 

1428-24-BZ . B.B.Bx. .  1223-1229  Intervale  ave.,  Bx. 

-  N.  B.  3046-1924. 

1427-24-S . F.D . 2121-2129  Broadway,  Man. 

-  L.  F.  66296,  66295-L.  D.  63035. 

1426-24-A . F.D . 2121-2129  Broadway,  Man. 

-  F-63036. 

1425-24-BZ . B.B.M.  ..231  W.  74th  st.,  Man. 

-  Viol.  3296-1924. 

1424-24-A . F.D . L23  E.  139th  st.,  Man. 

- -  N.  B.  1414-1924. 

1423-24-A . F.D . 9316  219th  st.,  Queens  Vil- 

- -  lage,  Q.  Alt.  82-1924. 

1422-24-S . F.D . 410-412  Pearl  st.,  Man. 

- -  L.  D.  65819. 

1421-24-BZ . B.B.Bx. .  S  E.  C.  Jerome  ave.  &  El- 

_ -  hot  pi,  Bx.  N.  B  2853-1924. 

1420-24-A . F.D . 910  E.  138th  st.,  Bx. 

- - - —  Decision. 

1419-24JBZ . B.B.Bx..E.  S.  Walton  ave.,  41'  9"  N. 

of  Mt.  Eden  ave.,  Bx. 

_  N.  B.  2938-1924. 

1418-24-S . B.B.M.  ..20  E.  31st  st.,  Man. 

_ _ _ —  Building  Notice  2323-1924. 

1417-24-S . F.D . 161-165  Grand  ave.,  Bklyn. 

-  L.  D.  67953 

1416-24-S . F.D . 518  Broadway,  Man. 

_ —  L.  D.  43954-L.  F.  46576. 

1415-24-', BZ . B.B.Bx..  608  Westchester  ave.,  Bx. 

- -  1  N.  B.  2702-1924 

1414-24-A . F.D . 1104-1122  Webster  ave,  Bx. 

_ _  L.  C.  25159. 

1413-24-BZ . B.B.B.  ...1180  Myrtle  ave.,  Bklyn. 

_  Applic.  13122-1924. 


1403-24-BZ . B.B.B.  ..  S.  E.  C.  W.  12th  st.  &  Ave. 

U,  Bklyn.  N.  B.  21600-1924. 
1402-24-A . F.D . 1775  Broadway,  Man. 

-  L.  C.  25319. 

1401-24-A . F.D . 6701  Ridge  blvd.,  Bklyn. 

- -  L.  C.  88277. 

Restored  to  Calendar. 

602-24-S . F.D . 15  E.  17th  st.,  Man. 

-  L.  D.  47697. 

1249-22-SA . F.D . Coen  Oil  Burner. 

Appliance. 
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T.H.D . 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

263-24-BZ. 

APPLICANT— Philip  Freshman,  for  Bob-Roy  Holding  Ca., 
owner. 

PREMISES  2140-2146  Bergen  street,  Brooklyn. 

TO  PERMI I  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1083-24-BZ. 

APPLICANT— A.  Welles  Stump,  for  Regina  Hasenfratz, 
owner. 

PREMISES — 728  New  Lots  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  poultry  slaughter  house. 


1412-24-S . F.D . 137  Greene  st.,  Man. 

_  L.  D.  67452. 

1411-24-A . F.D . 307  Snediker  ave.,  Bklyn. 

-  C-90899. 

1410-24-A . F.D . 52  Lispenard  st.,  Man. 


1157-24-BZ. 

APPLICANT — Wm.  H.  Kehoe,  for  Leonard  Gold,  lessee. 
PREMISES — 488  Ralph  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  market  to  a  steam 
laundry. 


- —  L.  C.  25632. 

1409-24-A . F.D . S.  S.  Thomson  ave.,  from 

Mount  to  Manly  st.,  L.  I. 

-  R->ty,  Q.  L.  C.  90890. 

1408-24-A . F.D . 20  E.  138th  st.,  Man. 

. -  L.  C.  26543. 

1407-24-BZ . B.B.Q.  .6-8  Linden  ave.,  Flushing,  Q. 

-  N.  B.  6102-1924. 

1406-24- A . F.D . 52  Lafayette  st.,  Man. 

- - -  L.  C.  24613. 

1405-24-BZ . B.B.M.  ..442-450  W.  31st  st.,  Man. 

-  Alt.  2649-1924. 

1404-24-BZ . B.B.Bx.. 3-5  Cottage  pi.,  Bx. 

-  N.  B.  2970-1924. 


1174-24-BZ. 

APPLICANT— John  W.  Clancy,  for  William  Buckley, 
owner. 

PREMISES— 220  West  179th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1213-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Abbie  S.  Gitterman, 
et  al.,  owners. 

PREMISES— Southwest  corner  of  Southern  boulevard  and 
East  185th  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 
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119-24-BZ. 

API  LI  CANT — New  ^  ork  Telephone  Company,  owner 
PREMISES— 2411-2429  Tratman  avenue,  The  Bronx! 

TO  PERMIT  in. a  residence  district  the  alteration  and  ex¬ 
tension  of  an  existing  central  telephone  exchange 
building. 


BOARD  OF  APPEALS. 

Tuesday,  December  9,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1004-24-A — 415  West  51st  street,  Manhattan 
1065-24-A — 410-424  Willoughby  avenue,  Brooklyn. 

1 1 15-24-A — 123-129  Broad  street,  Manhattan. 

1135-24-A — 521-523  East  19th  street,  Manhattan. 

1140-2^ -A — 20  East  12th  street,  Manhattan. 

855-24-A — Northeast  corner  of  Maspeth  avenue  and  Gard¬ 
ner  avenue,  Brooklyn  (Bldg.  C). 
1039-24-A — 8919-8923  Fifth  avenue,  Brooklyn. 

1169-24-A — 8712  Eighteenth  avenue,  Brooklyn. 

1183-24-A — 421  West  154th  street,  Manhattan. 

1221-24-A — 52-56  Cedar  street,  Manhattan. 

1304-24-A — Southwest  corner  of  East  128th  street  and  Park 
avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  9,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter*: 

cal.  no.  1092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queen*. 

cal.  no.  792-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Anna 
Claussen,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  three  (3)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  523  Ovington  ave¬ 
nue,  Brooklyn. 


CAL.  NO.  1 112-24-BZ — Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

CAL.  NO.  1007-24-BZ— Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 

ca..  no.  1028-24-BZ— Application,  August  13,  1924,  under 
the  building  zone  resolution,  of  Mag- 
nuson  &  Kleinert,  architects,  on  behalf 
of  Emma  Fribourg,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  405-415  Montgomery 
street,  northwest  corner  of  Nostrand 
avenue,  Brooklyn. 

CAL.  NO.  1038-24-BZ— Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles:  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1173-24-BZ— Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  George 
Hoffmann,  applicant  and  owner,  to 
permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  west  side  La¬ 
fayette  avenue,  126.35  ft.  south  of 
Cooper  avenue,  Glendale,  Queens. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  9,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

785-24-A — 6118  Rockaway  Beach  boulevard,  Queens. 
976-24-A — 36  Devoe  street,  Brooklyn. 

984-24-A — 87  Nassau  street.  Manhattan. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 

tan. 
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432-24-A — 509-517  West  street,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 

854-24-A — 6-8  East  1st  street,  Manhattan. 

975-24-A — 312-316  East  95th  street,  Manhattan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 
1093-24-A — 421  Crown  street,  Brooklyn. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  9,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

cal.  no.  1054-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Joseph 
A.  Lewis,  owner,  to  permit  in  a  resi¬ 
dence  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2201-17  59th  street,  northeast 
corner  of  Twenty-second  avenue, 
Brooklyn. 

cal.  no.  958-24-BZ — Application,  July  22,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  Edward  A.  Adams, 
owner,  Allan  D.  Emil,  lessee,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  355-381  Malbone  street, 
northwest  corner  of  Canarsie  avenue, 
Brooklyn. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan.  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 


the  board ;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no.  853-24-BZ — Application,  June  26,  1924,  under  the 
building  zone  resolution,  of  Albert 
Hartmann,  owner,  to  permit  in  a  busi¬ 
ness  district  the  alteration  and  conver¬ 
sion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  6-8  East  1st  street, 
Manhattan. 

cal.  no  922-24- BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution ;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

676-24-BZ. 

APPLICANT — John  C.  Wandell  Co.,  for  Dahl  Bros., 
owners. 

PREMISES — 7511-15-17-19-23  Colonial  road,  Brooklyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the  erection 
and  maintenance  of  buildings  nearer  than  ten  (10) 
feet  from  the  line  of  the  street,  contrary  to  section 
15  of  the  building  zone  resolution. 

968-24-BZ. 

APPLICANT — Otto  Henschel,  for  Michael  E.  Pellegrino, 
Nicholas  Ciago,  Domicick  Lambiente  and  Antonette 
Salomone,  owners. 

PREMISES — 1922-1926,  1930-1932  Kings  highway  and  2110 
Ocean  avenue,  Brooklyn 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  buildings  to  be  used  for  store  purposes 
on  first  story,  residence  use  above. 

1228-24-BZ. 

APPLICANT — Samuel  Rosenblum,  for  Ephraim  Johnson 
and  Roy  M.  Hart,  executors  of  Estate  of  Emme¬ 
line  C.  Davies,  owner. 

PREMISES — East  side  Ogden  avenue,  245  ft.  north  of  West 
165th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1293-24-BZ. 

APPLICANT — John  De  Hart,  for  Hyman  Morgenstein, 
owner. 

PREMISES — 967  Aldus  street,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  residence  to  business  pur¬ 
poses  on  the  first  story. 
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1310-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Charles  F.  Kaslen- 
huber,  owner. 

PREMISES — Northeast  corner  of  Cauldwell  avenue  and 
East  156th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1349-24-BZ. 

APPLICANT — Olcott,  Olcott  and  Glass,  for  James  Ever- 
ard’s  Breweries,  owner. 

PREMISES — 9-15  East  133rd  street,  Manhattan. 

TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

\ 

1352-24-BZ. 

APPLICANT — Henry  L.  Oser,  for  Millinery  Center  Build¬ 
ing  Corp.,  lessee. 

PREMISES — 521-527  Seventh  avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  wall  to  a  height  exceeding 
the  limit  required  by  the  zone  resolution. 

994-24-BZ. 

APPLICANT — Jacob  Lubroth,  for  Louis  Hernstat,  owner. 

PREMISES — 2269-71  59th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  poultry  slaughter  house. 


nied,  to  permit  in  a  busings  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1152-24-BZ — Application,  September  19,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
live  (.5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

cal.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (.5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24-A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

1182-24-A — 126  Fourth  avenue,  Manhattan. 

1184-24- A — North  side  Richards  street,  610  ft.  west  ol 
Beard  street,  Brooklyn. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1029-24-A— Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1047-24- A — 1188  Grant  avenue,  The  Bronx. 

832-24- A — 707  Fifth  avenue,  Manhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

1362-24-A — 180-182  Park  Row,  Manhattan. 


$ 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals] 
of  a  public  hearing  under  the  provisions  of  the  building] 
zone  resolution,  Tuesday  morning,  December  16,  1924,  atl 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow-J 
ing  matters : 

cal.  no.  833-24-BZ— Application,  June  18,  1924,  under  the] 
building  zone  resolution,  of  Edward  P.| 
Doyle,  applicant,  on  behalf  of  C.  S.  C.[ 
Holding  Corp.,  owner,  to  permit  in  a| 
residence  district  and  also  within  200| 
feet  of  an  exit  and  entrance  to  a  pub-1 
lie  school,  the  erection  and  maintenance! 
of  a  garage  for  the  storage  of  morel 
than  five  (5)  motor  vehicles;  premises] 
1301  Merriam  avenue,  The  Bronx. 

cal.  no.  1372-23-BZ— Application,  October  3,  1924,  undei] 
the  building  zone  resolution,  of  Philij 
J.  Sinnott,  applicant,  on  behalf  o 
Alexander  Fox,  owner,  previously  de 


maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  1086-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  A.  Potter,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  tne 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  east  side  Southern 
boulevard,  125  ft.  north  of  167th  street, 
The  Bronx. 

no.  793-24-BZ — Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

Ical.  no.  1198-24-BZ — Application,  October  6,  1924,  under  the 

building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  187-191 
Joralemon  street,  Brooklyn. 

Ical.  no.  1094-24-BZ — Application,  September  3,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  one  (1)  commercial  mo- 
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tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises;  premises  27 
Delta  place,  Glendale,  Queens. 

cal.  no.  1107-24-BZ — Application,  September  8,  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behall  of 
M.  Mary  Alarieila,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Ryerson  street,  Brooklyn. 

cal.  no.  1154-24-BZ — Application,  September  20,  1924,  under 
the  building  zone  resolution,  of  Colo¬ 
nial  Laundry,  Inc.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  alteration  and  extension  of  a  fac¬ 
tory  building;  premises  16-20  Lexing¬ 
ton  avenue,  Brooklyn. 

cal.  no.  938-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Michael  V.  Woods,  owner,  to  permit 
partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (o)  mo¬ 
tor  vehicles ;  premises  1730-46  67th 
street,  Brooklyn. 

cal.  no.  1187-24-BZ — Application,  October  1,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant  anu 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  a 
telephone  exchange  building ;  premises 
8728  109th  street  and  8729  108th  street, 
Richmond  Hill,  Borough  of  Queens. 

cat.,  no.  1195-24-BZ — Application,  October  4,  1924,  under  the 
building  zone  resolution,  of  Philip 
Bardes,  architect,  on  behalf  of  Fred- 
erich  Ochse,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  474-482  Sterling  place,  Brook¬ 
lyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

1201-24-S — 45-47  West  57th  street,  Manhattan. 

1214-24-S — 208-212  West  30th  street,  Manhattan. 

1224-24-S — 54  West  39th  street,  Manhattan. 

1227-24-S — 302  West  37th  street,  Manhattan. 

1231-24-S — 19  West  38th  street,  Manhattan. 

1246-24-S — 837  Eleventh  avenue  and  600  West  57th  street, 
Manhattan. 

1264- 24-S — 439  Broadway,  Brooklyn. 

974-24-S— 259-273  Green  street,  Brooklyn. 

1172-24-S — 341  East  11th  street,  Manhattan. 

1265- 24-S — 18  East  54th  street,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1138-24-S — 16  Great  Jones  street,  Manhattan. 

1161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 
145-24-S— 113-115  East  18th  street,  Manhattan. 


888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

598-24-S — 168  21st  street,  Brooklyn. 

1070-24-S — 605  Fifth  avenue,  Manhattan, 

602-24-S — 15  East  17th  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1217-24-A — 380-382  Fulton  street  and  2-18  Smith  street, 
Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan. 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

124 1- 24- A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queen*. 
1253-24- A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn, 

1259-24-A — 10  East  102nd  street,  Manhattan. 

Under  the  Butlding  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1032-24-BZ— Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ — Application,  October  7,  1924,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuy- 
vesant  Fulton  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  864-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  Joseph  A. 
Walsh,  applicant,  on  behalf  of  Benja¬ 
min  Dinerman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1605-1615  Coney  Island  avenue, 
Brooklyn. 

CAL.  NO.  1181-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Leo¬ 
pold  Weil  and  Mayer  S.  Ames,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  1813-1815 
Jerome  avenue,  The  Bronx. 

cal.  no.  1168-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Green, 
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Matthews,  Taylor  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  building  to  be 
used  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop;  premises 
952-960  Home  street  and  1168-1172 
Southern  boulevard,  The  Bronx. 

cal.  no.  1216-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Marer,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes ;  premises  2016- 
20  University  avenue,  The  Bronx. 

cal.  no.  1225-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  applicant,  on  behalf  of 
Henry  A.  Vogt,  owner,  to  permit  in 
a  residence  “F”  area  district  the  low¬ 
est  level  of  a  side  yard  be  maintained 
eleven  (11)  feet  above  curb  level,  in¬ 
stead  of  at  curb  level  as  required  by 
the  zone  resolution;  premises  east  side 
Grand  avenue,  259.31  ft.  north  of  Hill¬ 
side  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  1269-24-BZ — Application,  October  27,  1924,  under 
*  the  building  zone  resolution,  of  Ed¬ 

ward  P.  Doyle,  applicant,  on  behalf 
of  Irene  Thatcher,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  1406-14  Elm  avenue, 
Brooklyn. 

cal.  no.  1271-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Joseph 
McGinnis,  applicant,  on  behalf  of  Wei- 
man-McGinnis  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2966-72  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  McIntyre 
&  O’Leary,  applicants,  on  behalf  of 
Vincenzo  Gargiulo,  owner,  previously 
denied,  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3200  Villa 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  December  23,  1924,  at  2  p.  m. 

Appeals  from  Ad'ministrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1159-24-A — 962  Washington  avenue,  The  Bronx. 
1175-24-A— 628-642  West  45th  street,  Manhattan. 

1128-24-A — 613-619  East  83rd  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A— 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 

Queens. 


897-24-A— 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

469- 23- A — 14-34  19th  street,  Brooklyn. 

470- 23-A — 2-10  19th  street,  Brooklyn. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  23,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter: 

cal.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  1068-24-BZ— Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 

cal.  no.  993-24-BZ — Application,  August  .1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

cal.  no.  1087-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

cal.  no.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
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the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  1. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1193-24-A — 398-400  Concord  avenue,  The  Bronx. 

1202-24-A — 1822-1828  Lexington  avenue,  Manhattan. 
1205-24-A — 949-959  Willoughby  avenue,  Brooklyn. 
1211-24-A — 2589  Richmond  terrace,  Richmond. 

1220-24-A — 1920  Fowler  avenue,  The  Bronx. 

1222-24-A — 23  West  56th  street,  Manhattan. 

1234-24-A — 814-826  Eighth  avenue,  Manhattan. 

1236- 24-A — 2-14  Northern  avenue,  Manhattan. 

1237- 24-A — South  side  of  West  190th  street,  between  Wads¬ 

worth  terrace  and  Wadsworth  avenue,  Ma. 
hattan. 

586-24-A — 7  Dutch  street,  Manhattan. 

589-24-A — 43-45  Wooster  street,  Manhattan. 

634-24-A — 9120  89th  street,  Woodhaven,  Queens. 

727-24-A — 36-40  John  street,  Manhattan. 

1209-24-A — 2  Rector  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  30,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1180-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Two  Hundred  and  Fifty-seven 
Madison  Avenue,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  1  y2  times  height 
district  the  erection  and  maintenance 
of  a  business  building  and  to  erect  the 
street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution; 
premises  257-261  Madison  avenue, 
southeast  corner  of  East  39th  street, 
Manhattan. 

cal.  no.  1223-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 


Henry  Grenhart,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
conversion  of  occupancy  from  a  motor 
vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  166-168  East  92nd 
street,  Manhattan. 

cal.  no.  1286-24-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rose 
Mandel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
laundry  purposes;  premises  1466-1476 
Herkimer  street,  southeast  corner  of 
Jardine  place,  Brooklyn. 

cal.  no.  1156-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Cosmo  Saponaro,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  982  Morris  avenue, 
northeast  corner  of  164th  street,  The 
Bronx. 

cal.  no.  1160-24-BZ — Application,  September  23,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Warwick  street. 
Brooklyn. 

cal.  no.  1215-24-BZ— Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Hollis 
Operating  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores,  of¬ 
fices  and  theatre  purposes ;  premises 
south  side  of  Jamaica  avenue,  60  ft. 
east  of  191st  street,  Hollis,  Borough 
of  Queens. 

cal.  no.  1186-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Emil 
Buff,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Metro¬ 
politan  avenue  and  Wicks  street,  Ja¬ 
maica,  Borough  of  Queens. 

cal.  no.  1230-23-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  James 
Ruburg,  applicant,  on  behalf  of  Marie 
Ruburg,  owner,  to  permit  in  a  resi¬ 
dence  district  the  installation  and  main¬ 
tenance  of  a  gasoline  selling  station; 
premises  1-3  160th  street,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  31-24-BZ — Application,  January  9,  1924,  under  the 
building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Samuel 
Brenner,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
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on  the  premises;  premises  2251  Grand 
avenue,  northwest  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  887-24-BZ — Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  .  architect,  on  behalf  of 
Olympia  Gentile,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  four  (4)  commercial  mo¬ 
tor  vehicles;  premises  8715  Sixteenth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

983-24-S — 6-8  West  20th  street,  Manhattan. 

1218-24-S — 511-513  West  Broadway,  Manhattan. 

1238-24-S— 243-245  West  30th  street,  Manhattan. 

1260-24-S — 260-262  West  35th  street,  Manhattan. 

1273- 24-S — 327-335  West  36th  street;  Manhattan. 

1274- 24-S — 248^-250  West  40th  street,  Manhattan. 

670-24-S — 37-39  East  28th  street,  Manhattan. 

1255-24-S — 111  West  31st  street,  Manhattan. 

1292-24-S — 225-241  West  34th  street  and  234-238  West  35th 
street,  Manhattan. 

1308-24-S — 55  Fulton  street,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

385-24-S — 2268  Second  avenue,  Manhattan. 

1303-24-S — 240-246  West  35th  street,  Manhattan. 
Appliances  Submitted  for  Approval. 

1295- 24-SA — A.-B.-C.  Oil  Burner,  approval  of. 

1296- 24-SA — Chalmers  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  6,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1230-24- A — 352  West  26th  street,  Manhattan. 

1233-24-A — West  side  of  Eighth  avenue,  519  ft.  8  in.  north 
of  155th  street,  Manhattan. 

1258-24-A — '307-313  West  79th  street,  Manhattan. 

1291-24-A — 229  East  9th  street,  Manhattan. 

1297-24-A — 1102  Myrtle  avenue,  Brooklyn. 

1306- 24-A— 276-280,  286-288,  294-296,  300,  318-320,  324,  328, 

332,  336,  338-340  Chauncey  street,  Astoria, 
Queens. 

1307- 24-A — 292  Chauncey  street,  Astoria,  Queens. 

630-24-A — 2210  Newkirk  avenue,  Brooklyn. 

744- 24-A — 100  Groton  street,  Forest  Hills,  Queens. 

745- 24-A — 9419  101st  avenue,  Woodhaven,  Queens. 
1062-24-A — 140-144  West  22nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  6,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1170-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 


of  Henry  Becker,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Westchester  avenue,  Roberts  and  Mul- 
ford  avenues,  The  Bronx. 

cal.  no.  14-24-BZ— -Application,  January  4,  1924,  under  the 
building  zone  resolution,  of  Virginia 
May  Mollenhauer,  applicant,  on  behalf 
of  Michael  Kelly,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2172  Aque¬ 
duct  avenue,  The  Bronx. 

cal.  no.  893-24-BZ— Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  Harry 
Katz,  applicant  and  owner,  to  permit 
in  a  business  district  extending  from 
an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  408-414  15th  street, 
Brooklyn. 

cal.  no.  916-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Louis 
Vopelak,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  five  (5)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  116-118  Pleasure 
place,  L.  I.  City,  Borough  of  Queens. 

cal.  no.  973-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Tram 
Realty  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1702  Eleventh  avenue,  south¬ 
west  corner  of  17th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  6,  1925,  at  2  p.  m. 

Appeal  from  Administrative  Orders. 

1132-24-A — 648  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  6,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1045-24-BZ — Application,  August  18,  1924.  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
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J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  13,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1277-24-A — 400  St.  Pauls  avenue,  Stapleton,  S.  I.,  Richmond. 

1315- 24-A — 1043  Fifth  avenue,  Manhattan. 

1316- 24-A — 272  Beaumont  street,  Brooklyn. 

1317- 24- A — 154  West  180th  street,  The  Bronx. 

1318- 24-A — 290  Beaumont  street,  Brooklyn. 

868-24-A — 101  West  42nd  street  and  737-745  Sixth  avenue, 
Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  13,  1925,  at  2  p.  m. 

Petitions  for  Variations. 

1311-24-S — 108  West  46th  street,  Manhattan. 

1077-24-S— 509-11  East  18th  street,  and  508-20  East  19th 
street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  January  20,  1925,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Marthattan. 
16-24-A — 1342  Park  avenue,  Manhattan. 


1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  20,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  2,  1924. 

Present:  Chairman  Walsh,  Messrs.  Gunnison,  Dowd, 
Kennedy,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  November  25,  1924,  and 
the  minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  November  25,  1924,  were  ap¬ 
proved  as  printed  in  the  Bulletin,  No.  49,  Vol.  IX. 


PREMISES  AFFECTED1 — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Harold  R.  Zeamans  and  N.  Taylor 
Phillips. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924, 
at  2  p.  m.,  on  condition  that  appellant  submit  addi¬ 
tional  blue  prints,  indicating  relation  of  sprinkler 
heads  to  draperies. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1132-24- A. 

APPELLANT' — John  Bennicelli  &  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 648  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Emma  G.  Rosenzweig. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


1137-24-A. 

APPELLANT— Cinderella  Dancing  Palace,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 


1153-24-A. 

APPELLANT — ‘Century  Upholstery  Co.,  for  Pearl  Street 
Realty  Corp.,  owner. 

SLIBTECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 187  Pearl  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  NaL  C.  Helman. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924, 
at  2  p.  m.,  on  request  of  appellant’s  representative. 


1287-24-A. 

APPELLANT — Richards,  Smyth  &  Conway,  for  Charles 
H.  Smith,  Isidor  Drazan  and  Herman  Kutzing, 
owners. 
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SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— Northwest  corner  of  Allendale 
street  and  Jerome  avenue  (10 1st  avenue),  Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Negative  .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


1005-24-A. 

APPELLANT — A.  E.  Nast,  for  Spear  &  Co.,  agents  for 
Samuel  Weil,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1 1 G  West  14th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Carl  Mettberg. 

For  Administration :  Inspector  Maher  of  fire  de¬ 


partment. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(1005-24-A) 


Whereas,  A.  E.  Nast,  for  Samuel  Weil,  owner,  filed, 
August  5,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  116 
West  14th  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
15,  1924,  reads : 

“Order  No.  61912-F: 

“1.  Provide  an  approved  gas  shut-off  valve,  installed, 
arranged  and  equipped  as  provided  for  in  the  Rules  of 
the  Board  of  Standards  and  Appeals,  adopted  January 

11th,  1924  *  * 

and 

Whereas,  the  building  is  fireproof,  12  stories  in  height, 
50  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  business  school 
on  the  3rd  story,  75  persons ;  the  remainder  of  the  building 
occupied  as  a  tenant  factory ;  approximately  20  persons  on 
each  story;  and 

Whereas,  appellant  contends  that  the  building  is  equipped 
with  standpipes,  a  sprinkler  system  and  an  interior  fire  alarm 
system  and  further  contends  that  there  are  no  gas  meters 
in  the  cellar. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied.  . 


1064-24-A. 

APPELLANT — Cornell  Vacuum  Burner  Co.,  for  Wilson 
Maeulen  Co.,  owner. 

SUBJECT— Appeal  from  decision  of  fire  commissioner 
PREMISES  AFFECTED— 383  Concord  avenue,  The 
Bronx. 

APPEARANCES— 

For  Appellant :  H.  A.  Kulitz. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Negative  . ; .  0 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


THE  RESOLUTION : 

(1064-24-A) 

Whereas,  Cornell  Vacuum  Burner  Co.,  for  Wilson  Maeu¬ 
len  Co.,  owner,  filed,  August  25,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  383  Concord  avenue,  The  Bronx ;  and 
Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  1525-22,  dated  April  2,  1924,  reads: 

“7.  Burners  must  be  of  a  type  approved  by  the 
Board  of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  fireproof,  three  stories  in 
height,  50  ft.  by  100  ft.  in  area;  OCCUPIED  by  the  manu¬ 
facturer  of  Pyrometers  and  similar  recording  devices ;  and 
Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  3,000-gallon  fuel  oil  tank  buried  outside  the 
building,  two  approved  oil  pumps,  an  air  pressure  blower 
and  a  Cornell  Type  “A”  oil  burner ;  and 

Whereas,  appellant  contends  that  the  system  was  in¬ 
stalled  under  the  rules  of  1922  (the  pressure  test  not  being 
made),  and  is  covered  with  12  in.  of  concrete,  and  contends 
further  that  the  installation  conforms  in  all  respects  with 
the  fuel  oil  rules  excepting  in  that  the  burner  is  not  an 
approved  burner,  and  requests  that  the  board  accept  an  affi¬ 
davit  relative  to  shop  test  of  the  tank  and  will  grant  a 
90-day  permit  for  the  installation. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted,  so  long  as  burner  in  this  building  is  restricted 
to  industrial  operation,  on  condition  that  the  mechanical 
and  structural  installation  of  the  fuel  oil  burning  equip¬ 
ment  complies  with  the  fuel  oil  rules  in  all  other  respects. 


1120-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Estate  of  Samuel 
Vernon,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 65-67  Duane  street,  539  Pearl 
street  and  22-26  Elm  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 


partment. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION : 

(1120-24-A) 


Whereas,  Samuel  Rosenblum,  for  Estate  of  Samuel  Ver¬ 
non,  owner,  filed,  September  11,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  65-67  Duane  street,  539  Pearl  street  and 
22-26  Elm  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
August  22,  1924,  in  acting  on  Alteration  Application  No. 
333-24,  reads : 

“10.  Provide  an  additional  riser  in  the  Duane  Street 
stairway  enclosure  with  sufficient  hose  to  protect  the 
floor  area.  No  more  than  100  ft.  hose  allowed  any 
outlet. 

“11.  The  risers  must  be  cross  connected  by  a  5  in. 
line. 

“12.  Provide  a  3  x  3  x  5  Siamese  connection  on  each 
street  front.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in  height 
(95  ft.  at  Duane  street  front  and  100  ft.  at  Pearl  street 
front),  having  a  frontage  of  32  ft.  10  in.  on  Duane  street 
and  a  frontage  of  75  ft.  11  in.  on  Elm  street;  OCCUPIED 
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as  salesrooms,  storage  and  printing  firms,  approximately  76 
persons  in  the  building;  and 

Whereas,  appellant  contends  that  there  is  a  fire  alarm 
system  installed;  that  the  building  is  equipped  with  two 
enclosed  stairways  and  a  fire  escape  on  each  street  front, 
making  all  portions  of  the  building  accessible  to  the  fire 
department,  and  proposes  to  use  150  ft.  of  hose  at  each 
outlet  of  the  4  in.  riser  installed  in  the  stairway  at  the 
Pearl  street  front  of  the  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


1151-24-A. 

APPELLANT — Delano  &  Aldrich,  for  Mrs.  Justine  B. 
Ward,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 425  West  130th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Merton  W.  Hopkins. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition.* 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  . .’ .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(1151-24-A) 

Whereas,  Delano  &  Aldrich,  for  Mrs.  Justine  B.  Ward, 
owner,  filed,  September  19,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  425  West  130th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  15,  1924,  in  acting  on  N.  B.  Application  No. 
1021-24,  reads: 

“1.  Boiler  room  must  have  direct  entrance  from 
the  street  only.”; 

and 

Whereas,  the  building  is  non-fireproof,  one  story  and 
basement  in  height,  46  ft.  by  78  ft.  in  area;  OCCUPIED 
as  a  music  school,  381  pupils,  boiler  room  located  in  the 
basement ;  and 

Whereas,  appellant  contends  that  the  heating  boiler  is 
a  low  pressure  boiler  operated  by  a  burner  using  Grade 
B  fuel  oil  approved  by  the  board  of  standards  and  appeals ; 
that  the  installation  conforms  with  the  rules  of  the  board, 
and  proposes  to  install  a  self-closing  fireproof  door  in  the 
opening  between  the  boiler  room  and  the  janitor’s  room. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  heating  apparatus  room 
shall  be  separated  from  the  corridor  in  the  basement  by 
not  less  than  two  walls,  constructed  of  brick,  laid  in  ce¬ 
ment  mortar,  with  not  more  than  one  opening  in  each  brick 
wall,  protected  with  self-closing  fireproof  door ;  and  that 
the  fuel  oil  burning  installation  shall  comply  with  the  rules 
of  the  board  of  standards  and  appeals  in  all  other  respects. 


1158-24- A. 

APPELLANT — Samuel  Rosenblum,  for  F.  &  M.  Novelty 
Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 75  Spring  street,  Manhattan. 
APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 

Kenlon  .  g 

Negative  .  q 

Absent :  Mr.  Holland  .  i 

THE  RESOLUTION: 

(1158-24-A) 

Whereas,  Samuel  Rosenblum,  for  F.  &  M.  Novelty  Co., 
lessee,  filed,  September  23,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  75  Spring  street,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25400- 
LC,  dated  September  4,  1924,  reads : 

“4.  Discontinue  the  use  of  flame  or  fire  in  room 
or  compartment  where  nitro-cellulose  products  are 

stored  or  used  for  the  manufacture  of  articles  there¬ 
from.  Sec.  234,  Sub-Division  1.  Chapter  10,  Code  of 
Ordinances.” ; 
and 

Whereas,  the  building  is  fireproof,  nine  stories  in  height 
50  ft.  6  in.,  by  112  ft.  2  in.  in  area;  OCCUPIED  as  a  tenant 
factory,  approximately  150  persons  above  the  1st  story;  ap¬ 
pellant  occupying  4th  story  for  the  manufacture  of  novelties 
(dolls’  eyes)  ;  and 

Whereas,  appellant  contends  the  building  is  equipped  with 
a  sprinkler  system;  that  the  celluloid  storage  does  not  ex¬ 
ceed  40  pounds,  stored  in  a  separate  metal  cabinet  which 
is  located  over  100  ft.  from  the  store  to  which  the  order 
relates;  that  the  stove  is  a  small  gas  stove  located  inside  an 
open  top  metal  lined  partition. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  any  open  flame  shall  be  confined 
to  a  room  enclosed  in  fireproof  partitions,  located  at  the 
rear  of  building,  northeasterly  corner,  leaving  at  least  one 
window  on  the  rear  wall,  free  of  access  and  available  to  the 
open  loft;  and  that  the  quantity  of  celluloid  shall  not  ex¬ 
ceed  40  pounds,  stored  and  maintained  in  an  approved  metal 
cabinet. 


1073-24-A. 

APPELLANT — Busigny  Realty  Corp.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 507-513  West  50th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  M.  Josephs. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  o 

Absent :  Mr.  Holland  .  l 

THE  RESOLUTION: 


(1073-24-A) 

Whereas,  Busigny  Realty  Corp.,  lessee,  for  Charles  B. 
Van  Valen,  owner,  filed,  August  27,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  507-513  West  50th  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  8,  1924,  reads : 

“Order  No.  63459-F: 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are 
distant  in  a  direct  line  less  than  30  ft.  from  any  open¬ 
ing  in  any  other  building  and  not  in  the  same  plane 
with  said  openings  and  which  are  not  more  than  50 
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ft.  above  a  neighboring  roof  at  south  side  of  rear 
building,  or  other  approved  protection,  as  per  Sec.  375, 
Article  18,  Chapter  5  of  the  Code  of  Ordinances.” ; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof  five- 
story  buildings,  joined  by  openings  in  elevator  shaft  and 
also  by  horizontal  openings  at  each  story;  the  front  build¬ 
ing  is  100  ft.  by  52  ft.  in  area  and  the  rear  building  is 
100  ft.  by  28  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
approximately  10  persons  per  story ;  and 
Whereas,  there  are  windows  in  the  south  wall  of  the 
rear  building  on  each  story  above  the  1st  story,  within  30 
ft.  of  openings  in  the  building  to  the  south;  and 
Whereas,  appellant  contends  that  the  north  (opposite) 
wall  of  the  front  building  is  protected  with  shutters  and 
that  both  sections  of  the  building  are  equipped  with  a 
100  per  cent  sprinkler  system,  having  sprinkler  heads  at  all 
windows. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  entire  premises  remain  in  single  owner¬ 
ship  on  condition  that  the  occupancy  and  use  remain  sub¬ 
stantially  unchanged. 


1166-24-A. 

APPELLANT — Copp-Stratton,  Inc.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — North  side  of  Bradford  avenue, 
350  ft.  west  of  Lawrence  street,  Flushing,  Queens. 
APPEARANCES— 

For  Appellant :  L.  P.  Stratton. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  . * .  0 

Absent:  Mr.  Holland  .  1 

THE  RESOLUTION : 

(1166-24-A) 


Whereas,  Copp-Stratton,  Inc.,  lessee,  filed,  September  25, 
1924,  an  appeal,  with  the  board  of  appeals,  from  orders 
of  the  fire  commissioner,  affecting  premises  north  side  Brad¬ 
ford  avenue  (41st  street),  350  ft.  west  of  Lawrence  street, 
Flushing,  Borough  of  Queens ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Au¬ 
gust  27,  1924,  read : 

“No.  61405-F : 

“1.  Provide  a  separate  and  distinct  system  of  Auto¬ 
matic  Sprinklers  throughout  building  having  at  least 
one  source  of  water  supply  *  * 

“No.  61406-F : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (24 
ft.)  in  height,  124  ft.  6  in.  by  100  ft.  (approximately  13,500 
sq.  ft.)  in  area;  OCCUPIED  as  a  lumber  mill,  22  persons 
per  story ;  and 

Whereas,  appellant  contends  that  ample  exits  have  been 
provided ;  that  the  building  is  only  two  stories  in  height, 
and  proposes  to  demolish  this  structure  and  erect  a  new 
building  within  two  years,  and  that  great  hardship  would 
result  if  compelled  to  comply  with  the  orders. 

Resolved,  that  the  orders  of  the  fire  commissioner  be  and 
they  hereby  are  modified,  and  the  appeal  be  and  it  hereby 
is  granted  holding  this  order  in  abeyance  for  a  period  of 
one  year  from  date  of  this  action,  subject  to  the  demoli¬ 
tion  of  the  present  building  and  the  erection  of  a  new 
and  permanent  structure,  so  long  as  surrounding  conditions 
with  respect  to  location  of  next  nearest  structure  shall 
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not  be  changed,  on  condition  that  the  recommendations  of 

the  fire  department  of  June  20,  1924,  shall  be  complied 

with  in  all  respects. 

857-24-A. 

APPELLANT — Croker  Nat.  Fire  Prevention  Engineering 
Co. 

SUBJECT — Request  for  reopening. 

PREMISES  AFTECTED — Southwest  corner  Firth  avenue 
and  Grand  street,  Maspeth,  Queens. 

APPEARANCES— 

For  Appellant :  H.  E.  H'orwood. 

AC  I  ION  Oh  BOARD — No  action  taken.  Board  deemed 
letter  dated  November  28,  1924,  obviated  necessity 
for  reopening  appeal  and  modifying  resolution. 

BUILDING  ZONE  CASES. 

1045-24-BZ. 

APPLICANT — F.  P.  Keniston,  for  Jerome  Hatch  Realty 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  ol 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AbFECTED — 101-111  Linden  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  F.  P.  Keniston. 

For  Opposition :  None. 

ACTION  OF  BOARD1 — Laid  over  to  January  6,  1925,  at 
2  p.  m. ;  to  amend  to  7-g  and  have  area  of  consents 
fixed. 


993-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  James  A.  Flanagan 
and  Frieda  H.  Heaney,  owners. 

SUBJECT — Application  (re:  decision  of  the  superintendent 
of  buildings)  to  permit  partly  in  a  residence  dis¬ 
trict  and  partly  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1714-24  Eleventh  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  John  J.  Barry. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924,  at 
2  p.  m. ;  to  amend  application. 


1087-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Esther  Dashew,  et 
al.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue,  50  ft. 
south  of  Clifford  place,  The  Bronx. 

APPEARANCES— 

For  Applicant:  Martin  J.  Ort. 

For  Opposition:  None. 

ACTION  OF  BOARD - Laid  over  to  December  23,  1924, 

at  2  p.  m.,  on  request  of  applicant’s  representative, 
and  to  amend  to  7-g. 


305-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Emanuel  Strauss  and 
Walter  D.  Strauss,  owners.  , 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  “B”  area,  part  business  and  part 
residence  district,  the  alteration  and  extension 
of  an  existing  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles,  also  the  omission 
of  a  rear  yard  required  by  the  zone  resolution. 
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PREMISES  AFFECTED — 1139  Ogden  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott,  Emanuel  Strauss. 
For  Opposition :  Otto  Henschel,  William  B.  Hogan, 
Anna  M.  Hogan  and  others. 

ACTION  OF  BOARD — Laid  over  to  December  23,  1924, 
at  2  p.  m.,  to  obtain  data  from  building  depart¬ 
ment  re :  application  for  erection  of  existing  struc¬ 
ture  on  rear  of  premises. 


850-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Harry  Gillman, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 

APPEARANCES— 

For  Applicant :  Philip  J.  Sinnott. 

For  Opposition :  Richard  Heimrichs. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at  2 
p.  m. ;  to  amend  to  section  7-g. 


1131-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  New  Bensonhurst 
Realty  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2362-84  86th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition :  Alfonso  Bivona. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell  and  Fire 


Chief  Kenlon  .  6 

Negative  .  0 

Absent:  Mr.  Holland  .  l 

THE  RESOLUTION : 


(1131-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  New  Bensonhurst  Realty 
Corp.,  owner,  filed,  September  15,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  2362-84 
86th  street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  86th  street  is  a  business  dis¬ 
trict  and  Bay  35th  street  and  Twenty-fourth  avenue  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  8,  1924,  in  acting  on  Application 
No.  18141-24,  reads: 

“Proposition  contrary  to  the  Zone  Resolution,  Art. 
II,  Sec.  4.  A  garage  for  more  than  five  motor  ve¬ 
hicles  in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  173.4 
ft.  and  a  depth  of  80  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  it  appears  from  the  general  opposition  that 
most  of  the  adjoining  property  owners  object  to  the  grant¬ 
ing  of  this  application ;  and  the  applicant  having  failed  to 
offer  any  substantial  reason  on  the  ground  of  hardship  for 
the  granting  of  the  application. 


Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


759-24-BZ. 

APPLICANT — Emil  Guterman,  for  William  Sherman, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AIFECTED — 16-24  Saratoga  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

For  Opposition:  John  R.  Wirth,  J.  D.  Rosenbrock 
and  others. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  o 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION: 

(759-24-BZ) 

Whereas,  Emil  Guterman,  for  William  Sherman,  owner, 
filed,  June  2,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more  than  five 
motor  vehicles;  premises  16-24  Saratoga  avenue,  Brooklyn; 
and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Saratoga  avenue,  Hancock 
street  and  Jefferson  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  28,  1924,  in  action  on  N.  B.  App.  No. 
11698,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolution, 
Art.  II,  Sec.  4. 

“A  Public  Garage  for  more  than  five  motor  vehicles 
in  a  business  district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  applicant  failed  to  justify  a  further  invasion 
by  prohibited  uses. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affinned,  and  the  application 
be  and  it  hereby  is  denied. 


889-24-BZ. 

APPLICANT — James  J.  Millman,  for  D.  &  B.  Auto 
Painting  Co.,  owner 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  extend¬ 
ing  from  an  unrestricted  district  the  alteration  and 
extension  of  an  existing  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 105  Underhill  avenue,  Brooklyn. 
APPEARANCES— 

For  Applicant :  James  J.  Millman. 

For  Ooposition :  Marie  Madden. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 
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THE  RESOLUTION: 

...  (889-24-BZ) 

\\  HEREAS,  James  J.  Millman,  for  D.  &  B.  Auto  Painting 
Company,  owner,  filed,  July  3,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  the  extension,  wholly 
within  an  unrestricted  district,  of  a  building  located  partly 
in  a  residence  district  and  the  use  of  the  entire  structure 

fLarrgaIa^J°r  more  than  five  motor  vehicles;  premises 
10o  Underhill  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  St.  Marks  avenue  is  an  un- 
restricted  district,  Prospect  place  is  a  residence  district 
and  l  nderhill  avenue  is  an  unrestricted  district  for  100  ft 
south  of  St.  Marks  avenue,  then  residence  district;  and 
.  Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  27,  1924,  in  acting  on  Application  No. 
10981-24,  reads: 

“Extending  garage,  which  is  partly  in  a  residential 
and  partly  in  an  unrestricted  district,  contrary  to  Build¬ 
ing  Zone  Resolution,  Art.  II,  Par.  3.”; 

and 


Whereas,  the  existing  building  is  non-fireproof,  two 
in  height,  50  ft.  by  88  ft.  (irregular)  in  area;  OC¬ 
CUPIED  as  a  garage;  it  is  proposed  to  build  a  non- 
fireproof  two-story  extension,  76  ft.  6  in.  by  43  ft.  8  in. 
in  area  at  the  1st  story  and  74  ft.  6  in.  by  33  ft.  8  in. 
in  area  at  the  2nd  story,  and  to  occupy  the  entire  premises 
as  a  public  garage  for  more  than  five  cars,  repair  and 
pamt  shop.  The  proposed  extension  is  within  the  unre¬ 
stricted  district,  the  existing  portion  is  in  residence  district  - 
and 


Whereas,  under  the  provisions  of  section  7,  subdivision 
C,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building,  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  dimensions 
of  proposed  extension  be  restricted  to  those  indicated  on 
the. plans  filed  in  this  case;  that  the  rear  wall  shall  be 
unpierced  throughout  its  entire  height  and  length,  with 
the  exception  of  one  self-closing  fireproof  door  not  exceed¬ 
ing  3  ft.  8  in.  in  width ;  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  eighteen  months 
from  the  date  of  this  action. 


1041-24-BZ. 

APPLICANT— 330  West  95th  St.  Corp.,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  exchange  of  occupancy  from  a  storage 
warehouse  to  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 156-66  West  End  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  Frederick  L.  Hackenburg. 

For  Opposition:  Hyman  Lindenauer,  Lewis  Mbhr- 


mm. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  Connell  .  5 

Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 

THE  RESOLUTION: 


(1041-24-BZ) 

Whereas,  330  West  95th  Street  Corp.,  owner,  filed,  Au¬ 
gust  16,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  business  district  the  alteration  and 
also  the  conversion  of  occupancy  of  a  building  occupied 
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as  a  storage  warehouse,  to  a  garage  for  the  storage  of 
more  than  five  motor  vehicles;  premises  156-166  West  End 
avenue,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  West  End  avenue  West  68th 
street  and  West  67th  street,  east  of  West  End  ’avenue,  are 
business  districts  and  West  67th  street,  west  of  West 
End  avenue,  is  a  business  and  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  17,  1924,  in  acting  on  Alt.  Application 
No.  1567-24,  reads: 

“1.  The  building  is  located  within  a  business  district, 
therefore,  the  proposed  alterations  for  garage  occupancy 
is  prohibited  by  the  Building  Zone  Resolution”* 
and  ' 

Whereas,  the.  building  is  of  non-fireproof  construction, 
five  stories  in  height,  with  a  frontage  of  100  ft.  8 }i  in.  and 
a  depth  of  125  ft. ;.  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 
Whereas,  the  board  deemed  that  a  further  invasion 
of  this  neighborhood  by  a  garage  of  this  size  should  not  be 
permitted. 

Resolved ,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1048-24-BZ. 

APPLICANT— Sidney  L.  Strauss,  for  John  M.  Charlton, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  storage  of 
more  than  five  (5)  motor  vehicles. 

APPEARANCES— CTED~156'160  16th  Street’  Brook,yn- 

For  Applicant:  Sidney  L.  Strauss,  John  M.  Charl¬ 
ton. 

For  Opposition:  M.  I.  Gerber. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

Dowd,  Gunnison  and  ^Connell  .  5 

Absent:  Mr.  Holland  and  Fire  Chief  Kenion  2 
THE  RESOLUTION: 


(1048-24-BZ) 

Whereas,  Sidney  L.  Strauss,  for  John  M.  Charlton 
owner,  filed,  August  18,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  156-160  16th 
street,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
2,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  16th  street,  Prospect  avenue 
and  Fifth  avenue  are  business  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  July  25,  1924,  in  acting  on  Application  No. 
11912-24,  reads: 

“1.  Application  denied — Proposed  one  story  garage 
for  more  than  5  cars  located  in  a  business  district 
contrary  to  Art.  2,  Section  4,  Zoning  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  46 
ft.  on  16th  street,  L-shaped  in  area,  and  a  depth  of  139 
ft.;  and  a  width  at  rear  of  180  ft.;  to  be  occupied  as  a 
garage  for  more  than  five  motor  vehicles ;  and 
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Whereas,  the  board  deemed  that  an  invasion  of  this 
character  in  this  street  should  not  be  permitted. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


688-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Julius  Hoehne  and 
Samuel  Kaplan,  owners. 

SUBJECT — Application  for  approval  of  plans  (re:  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  in 
a  residence  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

PREMISES  AFFECTED— 155-161  Marion  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  . . .  0 


Absent :  Mr.  Holland  and  Fire  Chief  Kenlon  . .  2 


912-24-BZ. 

APPLICANT — John  De  Hart,  for  John  J.  Dooley,  lessee. 

SUBJECT — Application  for  approval  of  plans  (re:  deci¬ 
sion  of  superintendent  of  buildings)  to  permit  in  a 
business  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 1501-1509  Jerome  avenue,  The 
Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLAtNS — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  .  0 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


814-24-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Mooney  Realty 
Corp..  owner. 

SUBJECT — Application  for  approval  of  plans  (re:  deci¬ 
sion  of  fire  commissioner)  to  permit  in  a  portion 
of  a  street  between  two  intersecting  streets  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles,  in  which 
portion  there  exists  a  medical  college  and  hospital 
maintained  as  a  charitable  institution. 

PREMISES  AFFECTED— 312-318  East  26th  street,  Man¬ 
hattan. 

APPEARANCES— None. 


ACTION  OF  BOARD — Plans  approved. 

THE  VOTE  TO  APPROVE  PLANS— 

Affirmative  :  Chairman  Walsh,  Messrs.  Kennedy, 


Dowd,  Gunnison  and  Connell  .  5 

Negative  .  o 


Absent:  Mr.  Holland  and  Fire  Chief  Kenlon  ..  2 


AREAS  FIXED. 

(53-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Mr.  Edward  P.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage ;  premises  north¬ 
west  corner  of  Roosevelt  avenue  and  21st  street,  Elmhurst, 
Borough  of  Queens. 

The  fallowing  area  was  approved  by  the  board : 

Both  sides  of  Roosevelt  avenue  from  19th  street  to 
22nd  street ;  the  east  side  of  20th  street  and  the  west 
side  of  21st  street  from  Roosevelt  avenue  to  a  point 
150  ft.  north  of  Roosevelt  avenue;  also  both  sides  of 
20th  street  and  21st  street  from  Roosevelt  avenue  to  a 
point  100  ft.  south  of  Roosevelt  avenue. 


(849-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  De  Hart,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage ;  premises  348-358  East 
184th  street,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  184th  street  from  a  point  400  ft. 
south  of  proposed  garage  to  a  point  200  ft.  west  of 
Tiebout  avenue.  Both  sides  of  Marion  avenue  to  a 
point  400  ft.  north  of  proposed  garage,  also  the  east 
side  of  Tiebout  avenue  from  East  184th  street  to  a  point 
188  ft.  south  of  East  184th  street. 


(1097-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage ;  premises  east  side 
of  Jerome  avenue,  50  ft.  south  of  Clifford  place,  The 
Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Jerome  avenue  from  Featherbed  lane 
and  East  174th  street  to  a  point  400  ft.  north  of  pro¬ 
posed  garage;  the  south  side  of  Clifford  place  from 
Jerome  avenue  to  Townsend  avenue,  also  the  west  side 
of  Townsend  avenue  from  Clifford  place  to  a  point 
190  ft.  south  of  Clifford  place. 


Adjourned,  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


_ MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  2,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy.  Dowd,  Gun¬ 
nison,  Connell,  Fire  Chief  Kenlon,  Deputy  Fire  Commis¬ 
sioner  Hannon,  Superintendents  Brady,  Reville,  Moore  and 
McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of  stand¬ 
ards  and  appeals,  held  on  Tuesday  afternoon,  November  18, 
1924,  were  approved  as  printed  in  the  Bulletin,  No  48, 
Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1 070-24-S. 

PETITIONER — Croker  Nat.  Fire  Prev.  Eng.  Co.,  for  The 
Mirror,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 605  Fifth  avenue,  Manhattan. 


APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924,  at 
2  p.  m.,  on  request  of  petitioner. 


385-24-S. 

PETITIONER' — Michelina  Nicosia,  owner. 

SUBJECT — Variation  of  labor  lav;  as  cited  in  decision 
of  health  commissioner. 

PREMISES  AFFECTED — 2268  Second  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Francis  J.  Spadaro. 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  on  request  of  petitioner. 
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598-24-S. 

PETITIONER — Levj'  &  Berger,  for  Rocco  M.  Agoglia, 

owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
department  of  health. 

PREMISES  AFFECTED — 168  21st  street,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924,  at 
2  p.  m.,  for  final  hearing. 


1194-24-S. 

PETITIONER — Julia  B.  Merrill,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 40  West  56th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Edwin  S.  Merrill. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  subject  to  application  to  the  superin¬ 
tendent  of  buildings  for  certificate  of  occupancy. 


663-24-S. 

PETITIONER — Stroulson  Brothers,  for  Tuscany  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 35  Sixth  avenue,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville  and  Moore  .  9 

Negative  .  0 


Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott  ....  4 


602-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Heilner  &  Wolf, 
owners. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED — 15  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  reopened  and  set  for  hear¬ 
ing  December  16,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott  ....  4 


966-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Fifth  Avenue  and 
33rd  Street  Co.,  owner. 

SUBJECT — Application  for  reopening — variation  of  labor 
law  as  cited  in  order  of  fire  commissioner. 

PREMISES  AFFECTED— 1-13  East  33rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 


AC  1  ION  Ob  BOARD — Laid  over  to  December  16,  1924, 
at  2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  REOPENING— 

Affirmative:  Messrs.  Dowd,  Gunnison,  Deputy 
l  ire  Commissioner  Hannon,  Superintendents 

Brady  and  Moore  .  5 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 

C  onnelL  and  Superintendent  Reville .  4 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Super¬ 
intendents  Kleinert  and  McDermott  .  4 

635-24-S. 

I' rank  E.  Vitolo,  for  A.  Cipriani,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFEC I  ED — 55  West  35th  street,  Manhat¬ 
tan. 

APPEARANCES— None. 

ACTION  Ob  BOARD — Petition  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  Moore .  9 

Negative  .  q 

Absent:  Mr.  Holland,  Fire  Chief  Kenion,  Su¬ 
perintendents  Kleinert  and  McDermott  . .  4 

THE  RESOLUTION: 

(635-24-S) 

Whereas,  Frank  E.  Vitolo,  for  A.  Cipriani,  owner,  filed, 
May  7,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  of  the  labor  law  as  cited  in  order 
of  fire  commissioner,  affecting  premises  55  West  35th  street, 
Manhattan;  and 

Whereas,  petitioner  failed  to  complete  his  papers,  al¬ 
though  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


135-24-S. 

PETITIONER — Charles  T.  E.  Dieterlen,  for  2067  Broad¬ 
way  Corporation,  owner. 

SUBJECT — Application  for  modification — variation  of  labor 
law  as  cited  in  decision  of  superintendent  of  build¬ 
ings. 

PREMISES  AFFECTED — 2067  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

ACTION  OF  BOARD — Modification  of  resolution  granted 

THE  VOTE  TO  GRANT  MODIFICATION— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville  and  Moore  .  9 

Negative  .  0 


Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott  ....  4 

THE  RESOLUTION: 

(135-24-S) 

Whereas,  2067  Broadway  Corporation,  owner,  filed,  Janu¬ 
ary  29,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  a  decision  of  the  superintendent  of  build¬ 
ings,  affecting  premises  2067  Broadway,  Manhattan;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  12,  1924,  reads: 

“Answering  your  letter  of  January  9,  1924,  request¬ 
ing  a  new  certificate  of  occupancy  to  supersede  Certifi¬ 
cate  of  Occupancy  No.  5784  permitting  manufacturing 
in  building,  you  are  advised  that  as  building  does  not 
comply  with  Section  270  of  labor  law  manufacturing  is 
not  permitted  in  building.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  seven  stories  in 
height,  32  ft.  11  in.  by  99  ft.  11  in.,  irregular  in  area;  OC- 
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CUPIED  for  offices,  the  means  of  egress  consisting  of  an 
interior  stairway  extending  from  the  1st  story  to  the  roof, 
enclosed  in  fireproof  partitions,  with  fire  doors  at  the  open¬ 
ings,  the  roof  of  the  building  to  the  north  being  5  ft.  above 
the  roof  of  building  in  question  and  the  building  to  the 
south  being  15  ft.  below  roof  of  building  in  question;  and 

Whereas,  petitioner  contends  that  there  are  140  occupants 
in  the  building,  of  which  44  are  heads  of  offices,  and  90  are 
employees ;  11  of  these  employees  have  been  designated  as 
working  hands ;  5  of  these  are  employed  in  the  dress  shop 
on  the  2nd  story ;  2  are  employed  by  tailor  on  the  6th  story ; 
4  are  employed  on  the  7th  story ;  and  that  it  is  on  ac¬ 
count  of  these  11  employees  that  he  has  been  requested 
to  make  the  building  comply  with  the  labor  law;  that  the 
building  is  not  a  factory  building,  within  the  meaning  of 
section  2  of  the  labor  law,  in  that  not  more  than  25  per¬ 
sons  are  employed  at  factory  work  in  the  entire  building, 
which  is  less  than  one-tenth  of  the  occupancy. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  a  fire  escape  constructed  in  accordance  with 
plan  filed  December  2,  1924,  shall  be  erected  on  the  rear 
of  the  premises,  with  egress  from  termination  through  open 
yard  of  adjoining  property  on  the  south,  and  that  the  fac¬ 
tory  shall  not  be  extended  and  permitted  only  during  the 
tenancy  of  the  existing  factory  use. 


1006-24-S. 

PETITIONER1 — Charles  L.  Gillespie,  for  Estate  of  Thomas 
Morgan,  Charles  Moran,  Heir,  et  al. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 738  Broadway,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Sidney  L.  Strauss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Fire  Chief  Kenlon,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 

Brady,  Reville,  Moore  and  McDermott _  9 

Negative  .  0 

Absent:  Messrs.  Dowd,  Holland,  Connell  and 

Superintendent  Kleinert  .  4 

THE  RESOLUTION: 

(1006-24-S) 

Whereas,  Charles  H.  Gillespie,  for  Estate  of  Thomas 
Morgan,  Charles  Moran,  Heir,  et  al.,  owner,  filed,  August 
6,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  variation  from  the  requirements  of  the  labor  law 
as  cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  738  Broadway,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  59090- 
LD,  dated  May  3,  1924,  reads : 

“1.  Provide  an  additional  means  of  exit  from  the 
cellar  and  1st  story,  said  exit  to  be  located  at  the 
rear  of  the  building  in  accordance  with  the  provisions 
of  Section  271  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  and 
cellar  in  height,  25  ft.  by  116  ft.  in  area  at  1st  story  and 
25  ft.  by  108  ft.  in  area  above.  OCCUPIED:  Cellar,  stor¬ 
age,  no  occupancy;  1st  story,  store  and  factory,  8  persons; 
upper  stories,  showrooms  and  factory,  8  persons  above 
the  1st  story.  EXITS:  An  interior  wooden  stairway  ex¬ 
tending  from  1st  story  to  top  story,  enclosed  in  wood  lath 
and  plaster  partitions  with  metal  covered  doors  at  open¬ 
ings.  A  fire  escape  on  the  front  of  the  building  extending 
from  the  roof  to  2nd  story,  with  counterbalanced  stair  to 
street;  windows  along  the  course  thereof  are  fireproof. 


ROOFS  of  adjoining  buildings  to  south  20  ft.  lower,  to 
north  10  ft.  lower;  and 

Whereas,  petitioner  proposes  to  provide  openings  in  the 
rear  wall  of  the  building  at  the  sub-cellar,  cellar  and  1st 
story  levels,  giving  access  to  a  proposed  iron  ladder  which 
will  connect  to  the  2nd  story  balcony  of  the  fire  escape 
on  the  building  to  the  north. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  balcony  be  provided  at  cellar  and  1st  story 
level  at  rear,  with  45  degree  connecting  stairway  from  sub¬ 
cellar  to  a  connecting  iron  bridge  at  2nd  story  level,  with 
egress  to  two  (2)  adjoining  buildings,  and  that  all  win¬ 
dows  on  the  course  shall  be  fireproof  and  that  a  casement 
door  with  steps  to  sill  be  provided  at  each  floor  level. 


1141-24-S. 

PETITIONER — Albert  Ullrich,  for  Genaro  Pisapia,  owner. 
SUBJECT — Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 473  Hudson  avenue,  Brooklyn. 
APPEARANCES— 

For  Petitioner:  Albert  Ullrich. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 
mott  . 10 

Negative  .  0 

Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendent  Kleinert  .  3 

THE  RESOLUTION: 

(1141-24-S) 

Whereas,  Albert  Ullrich,  for  Genaro  Pisapia,  owner, 

filed,  September  17,  1924,  a  petition,  with  the  board  of  stand¬ 

ards  and  appeals,  for  a  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  order  of  the  fire  commissioner, 
affecting  premises  473  Hudson  avenue,  Brooklyn ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  57529- 
LD,  dated  April  10,  1924,  reads : 

“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  courses  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Section  273  and  274  of 
the  Labor  Law,  *  *  *. 

‘"Note: — Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“No  passageway  from  termination  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  98  ft.  in  area;  OCCUPIED  as  a  tenant 
factory,  26  persons  above  the  1st  story.  EXITS:  An  in¬ 
terior  wooden  stairway  extending  from  1st  story  to  roof, 
enclosed  in  fire  retarding  partitions  with  fire  doors  at  open¬ 
ings.  A  fire  escape  on  the  rear  of  the  building  extending 
from  the  roof  to  yard,  with  EGRESS  from  the  termina¬ 
tion  of  fire  escape  by  means  of  yard  and  cellar  of  adjoin¬ 
ing  building  to  street.  ROOFS  of  adjoining  buildings  are  at 
same  level ;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
exit  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
only  so  far  as  it  affects  the  egress  from  the  termination 
of  the  fire  escape,  on  condition  that  unobstructed  egress  shall 
be  maintained  to  the  open  yards  of  adjoining  premises  to 
the  south. 
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487-23-S. 

PETITIONER — Beverly  H.  Becker,  for  Century  Hold¬ 
ing  Co.,  owner. 

SUBJECT — Application — variation  of  labor  law  as  cited 
in  orders  of  fire  commissioner. 

PREMISES  AFFECTED — 25  to  33  West  45th  street, 
•Manhattan. 

APPEARANCES— 

For  Petitioner:  B.  H.  Becker. 

For  Administration:  Inspector  Maher  of  fire 

department. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  Ken- 
Ion,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Moore 

and  McDermott  .  10 

Negative  . 0 

Absent:  Messrs.  Dowd,  Holland  and  Super¬ 
intendent  Kleinert  .  3 

THE  RESOLUTION: 

(487-23-S) 

Whereas,  Beverly  H.  Becker,  substituted  for  William 
F.  Doyle,  for  Century  Holding  Co.,  owner,  filed,  April  19, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  orders  of  the  fire  commissioner,  affecting  premises 
25  to  33  West  45th  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner  read: 
“No.  44322-LF : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  the  Board  of 
Standards  and  Appeals  *  * 

“No.  44323-LF : 

“An  inspection  of  premises  25-33  West  45th  Street. 
Borough  of  Manhattan,  shows  that  a  fire  drill  should 
be  established  and  maintained  therein,  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  16  stories  in  height, 
100  ft.  by  89  ft.  in  area ;  no  fire  alarm  signal  or  sprinkler 
system.  EXITS  :  One  interior  fireproof  stairway,  extend¬ 
ing  from  the  1st  story  to  roof,  enclosed  in  fireproof  par¬ 
titions,  with  fire  doors  at  the  openings;  two  (2)  fire 
escapes  on  rear  of  building,  extending  from  1st  story  to 
roof,  with  egress  through  fire  passages  to  street,  with  fire 
doors  at  openings,  and  fireproof  windows  along  the  course. 
OCCUPIED:  13  stories,  offices,  618  persons;  3  stories,  man¬ 
ufacturing,  60  persons ;  and 

Whereas,  petitioner  contends  that  less  than  ten  per  cent 
(10)  of  the  occupants  are  engaged  in  factory  work,  and 
these  will  vacate  upon  the  termination  of  their  leases ;  that 
the  dual  occupancy  makes  it  impossible  to  organize  a  fire 
drill,  and  that  in  view  of  the  fact  that  the  factory  oc¬ 
cupancy  will  be  vacated  in  a  few  months,  to  install  an 
interior  fire  alarm  system  would  be  a  hardship ;  and 

Whereas,  this  petition  was  granted  June  5,  1923,  on 
condition  that  the  factory  occupancy  shall  be  reduced  within 
one  (l)  year  to  not  more  than  25  persons;  the  petitioner 
now  contends  that  of  the  three  factory  tenants  only  one 
remains ;  and  he  hereby  requests  that  the  previous  resolu¬ 
tion  be  modified  to  permit  a  factory  occupancy  of  not 
more  than  35  persons  until  May  1,  1928  (the  expiration  of 
the  lease)  and  that  the  said  lease  shall  not  be  renewed. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
(modifying  the  original  resolution)  on  condition  that  the 
factory  occupancy  shall  be  restricted  to  the  6th  story,  lim¬ 
ited  to  thirty-five  (35)  persons,  and  that  the  factory  oc¬ 
cupancy  shall  be  discontinued  on  or  before  Mav  1,  1928. 


1163h24-S. 

PETITIONER) — Kaye  McDavitt  and  Scholer,  for  Os¬ 
car  Scherer  &  Bros.,  Inc,,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 29  Spruce  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  Albert  E.  Kane. 

For  Administration:  Inspector  Maher  of  fire 

department. 

AC  TION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy.  Gunnison.  Connell,  Fire  Chief 

Kenlon,  Deputy  Fire  Commissioner 
Hannon.  Superintendents  Brady,  Reville. 

Moore  and  MbDermott  .  10 

Negative  .  o 

Absent:  Messrs.  Dowd.  Holland  and  Super¬ 
intendent  Kleinert  .  3 

THE  RESOLUTION: 

(1163-24-S) 

Whereas,  Kaye,  McDavitt  &  Scholer,  for  Oscar  Scherer 
&  Bro.,  Inc.,  owner,  filed,  September  24,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  an  order  of  the 
fire  commissioner,  affecting  premises  29  Spruce  street,  Man¬ 
hattan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  April 
16,  1924,  reads  : 

“Order  No.  58037-LD : 

“2.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Section  273  and  274  of  the  Labor 
Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following: 

“No  passageway  from  termination  of  fire  escape  to 
street.” ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  26  ft.  by  145  ft.  in  area  at  the  1st  story  and  26  ft. 
by  140  ft.  in  area  above.  OCCUPIED  :  Salesrooms,  stor¬ 
age  of  skins  and  printing,  60  persons  above  the  1st  story. 
EXITS:  An  interior  wooden  stairway  extending  from  the 
1st  story  to  the  roof,  enclosed  in  fire  resisting  partitions 
with  fire  doors  at  the  openings;  an  80  degree 'fire  escape 
on  the  front  of  the  building,  extending  from  the  top  story 
to  the  2nd  story  balcony,  with  drop  ladder  to  street;  a 
60  degree  fire  escape  on  the  rear  of  the  building,  extending 
from  the  main  roof  to  the  roof  of  the  1st  story  exten¬ 
sion;  with  egress  from  the  termination  of  fire  escape  by 
means  of  adjacent  one-story  extension  roof  to  the  east. 
ROOFS  of  adjoining  buildings  to  east  and  west  10  ft. 
lower ;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  are  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  egress  from  the  existing  standard 
fire  escape,  on  condition  that  an  unobstructed  connection 
shall  be  provided  at  the  2nd  story  fire  escape  balcony,  con¬ 
necting  to  the  roof  of  adjoining  premises  to  the  east,  with 
egress  therefrom  through  plain  glass  windows  of  adjoining 
buildings. 


120.3-24-S. 

PETITIONER — Samuel  Roscnblum,  for  Balch,  Price  & 
Co.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 
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PREMISES  AFFECTED — 380-2  Fulton  street  and  2-18 
Smith  street,  Brooklyn. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell,  Fire  Chief  Kenlon,  Dep¬ 
uty  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 
mott  .  10 

Negative  .  0 

Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendent  Kleinert .  3 

THE  RESOLUTION: 

(1203-24-S) 

Whereas,  Samuel  Rosenblum,  for  Balch,  Price  &  Co., 
lessee,  filed  October  7,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  an  order  of  the  fire  commis- 
.sioner,  affecting  premises  380-2  Fulton  street  and  2-18 
Smith  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  12,  1924,  reads: 

“1.  Provide  and  maintain  a  continuous  safe  and 
unobstructed  enclosed  fireproof  passageway  of  at  least 
the  same  width  of  the  stairway  leading  directly  to  the 
street  from  the  termination  of  the  interior  stairway  at 
the  north  end  of  the  380-82  Fulton  street  section  of 
the  building,  also  from  the  stairway  at  the  northwest 
end  of  the  No.  14-18  Smith  street  section  of  the  build¬ 
ing  as  per  Section  270  and  271  of  the  Labor  Law.”; 

and 

Whereas,  the  premises  consist  of  two  fireproof  buildings, 
184  ft.  by  147  ft.  (L  shape)  in  total  area,  respectively  four 
and  six  stories  in  height,  connected  on  each  story  by  open¬ 
ings  in  the  partition  wall.  OCCUPIED :  Fulton  street 
building— 1st  story,  salesroom,  6  persons;  2nd  story,  sales¬ 
room,  8  persons ;  3rd  story,  mfr.  fur  garments,  34  persons ; 
4th  story,  mfr.  hats,  40  persons;  5th  story,  mfr.  hats,  36 
persons;  6th  story,  hat  sewing,  85  persons;  pent  house,  la¬ 
beling,  4  persons.  Smith  street  building — 1st  story,  sales¬ 
room,  10  persons;  2nd  story,  fur  storage,  6  persons;  3rd 
story,  mfr.  fur  garments,  14  persons;  4th  story,  mfr.  hats, 
63  persons ;  pent  house,  fur  glazing,  5  persons.  Equipped 
with  a  sprinkler  and  standpipe  system.  EXITS :  Three  in¬ 
terior  fireproof  enclosed  stairways  in  the  Smith  street  sec¬ 
tion  and  two  fireproof  enclosed  stairways  in  the  Fulton 
street  section— stairways  “A,”  “B”  and  “C”  extending  from 
1st  story  to  roof ;  stairways  “D”  and  “E”  extending  from 
1st  to  top  story;  stairways  “B”  and  “C”  lead  directly  to 
street ;  horizontal  openings  connect  the  four  story  building 
with  the  six  story  building;  and 

Whereas,  petitioner  contends  that  there  are  many  other 
available  exits  in  the  building;  that  the  capacity  of  the  ejyts 
are  in  excess  of  that  required  by  the  occupancy  and  that 
to  provide  the  passageways  on  the  1st  stories— used  as  a 
salesroom  and  fur  department — would  mean  a  serious  loss 
of  space,  a  complete  rearrangement  of  the  entire  store  and 
would  seriously  affect  the  operation  of  the  business. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  long 
as  the  existing  conditions  as  to  occupancy,  use,  and  exits 
remain  substantially  unchanged  and  on  further  condition  that 
a  two  (2)  source  sprinkler  system  shall  be  provided  and 
maintained. 


1206-24-S. 

PETITIONER— William  H.  Dolson,  for  Estate  of  Henry 
R.  Hoyt,  owner,  John  Sherman  Hoyt,  executor. 


SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 59  Bank  street,  Manhattan. 
APPEARANCES— 

For  Petitioner:  Marcus  R.  Peppard. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS' — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Moore  and 

McDermott .  io 

Negative  . o 

Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendent  Kleinert  .  3 

THE  RESOLUTION: 

(1206-24-S) 

Whereas,  William  H.  Dolson,  for  Estate  of  Henry  R. 
Hoyt,  owner,  filed,  October  8,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the 
requirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
fire  commissioner,  affecting  premises  59  Bank  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
September  18,  1924,  in  acting  on  Order  No.  64081-LD,  reads: 
‘‘Arrange  the  fire  escape  on  the  rear  of  building  and 
the  openings  leading  thereto  and  the  windows  opening 
on  the  course  thereof  so  that  same  are  in  compliance 
with  the  provisions  of  Section  273  and  274  of  the  La¬ 
bor  Law  *  *  ♦. 

“Among  the  defects  noted  on  this  fire  escape  are  the 
following: 

“No  fireproof  passageway  leading  to  the  street  from 
the  termination.”; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  and 
basement  in  height,  25  ft.  9  in.  by  95  ft.  in  area ;  OCCU¬ 
PIED  as  tenant  factory,  48  persons  above  the  1st  story; 
equipped  with  a  standpipe  system.  EXITS:  An  interior 
fireproof  stairway,  extending  from  the  1st  story  to  the  top 
story,  with  ladder  to  scuttle  in  roof,  enclosed  in  brick  par¬ 
titions,  with  metal  covered  doors  at  the  openings ;  a  fire 
escape  on  the  rear  of  the  building,  extending  from  the  1st 
story  to  the  top  story,  with  EGRESS  from  the  termination 
of  the  fire  escape  by  means  of  gate  in  fence  to  adjoining 
yard;  ROOFS  of  adjoining  buildings,  three  stories  lower; 
and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  from  the  termination  of  the  fire  escape  through  ad¬ 
joining  yards  are  adequate  and  great  hardship  would  result 
if  compelled  to  construct  a  fireproof  passageway  through 
the  basement  in  view  of  the  fact  that  the  basement  is  leased 
to  a  tenant. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  ONLY 
so  far  as  it  affects  the  egress  from  the  termination  of  the 
fire  escape,  on  condition  that  the  lower  balcony  shall  be 
connected  to  adjoining  open  yard  (306  West  Fourth  street) 
and  in  addition,  a  double  rung  iron  ladder  shall  be  provided 
from  the  rear  yard  of  premises  under  appeal  at  cellar  level, 
to  yard  of  adjoining  premises  on  West  Fourth  street,  and 
that  a  goose  neck  ladder  shall  be  provided  from  the  top 
story  balcony  to  the  roof. 

1207-24-S. 

PETITIONER — Theodore  R.  N.  Gerdes,  owner. 
SUBJECT— Variation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED— 105-107  Bank  street,  Manhat¬ 
tan. 
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APPEARANCES— 

For  Petitioner :  F.  Slade  Dale. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Fire  Chief  kenlon, 
Deputy  Fire  Commissioner  Hannon,  Superin¬ 
tendents  Brady,  Reville,  Moore  and  McDer¬ 
mott  . 

Negative  . 

Absent :  Messrs.  Dowd,  Holland  and  Superin- 

.  tendent  Kleinert  . 

THE  RESOLUTION: 

(1207-24-S) 

Whereas,  Theodore  R.  N.  Gerdes,  owner,  filed,  October 
9,  1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  a  variation  from  the  requirements  of  the  labor  law,  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  105-107  Bank  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  62386- 
LD,  dated  September  6,  1924,  reads : 

“1.  Extend  the  interior  stairway  at  the  east  and  west 
sides  of  building  to  the  roof,  as  per  Section  271  of  the 
Labor  Law. 

“2.  Provide  a  second  means  from  each  of  the  2nd  and 
3rd  stories  by  providing  passageway  at  least  3  ft.  wide 
leading  to  both  interior  stairways,  or  carry  out  a  proper 
alternative  method  of  complying  with  the  requirements 
of  Section  271  of  the  Labor  Law.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  40  ft.  by  91  ft.  in  area  at  1st  story  and  40  ft.  by  44 
ft.  in  area  above;  separated  with  two  sections  by  a  fore 
and  aft  brick  wall  with  openings  therein  on  the  1st  and  2nd 
stories.  OCCUPIED :  1st  story,  sheet  metal  work,  10 
persons;  2nd  story,  offices,  4  persons;  3rd  and  4th  stories, 
demonstration  of  therapeutic  apparatus  and  also  as  dwell¬ 
ings,  3  persons.  EXITS:  Two  interior  open  wooden  stair¬ 
ways  (one  in  each  section)  extending  from  1st  to  top  story, 
with  wooden  ladders  to  scuttle  in  roof ;  ROOFS  of  adjoin¬ 
ing  buildings  are  at  same  level ;  and 
Whereas,  petitioner  proposes  to  install  iron  ladders  to 
scuttles  in  roof,  and  also  party  wall  fire  escape  balconies  on 
the  third  and  fourth  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  No.  1  on  condition  that  a  fixed  double  rung  iron  lad¬ 
der  shall  be  provided  from  the  top  story  hall  to  roof;  as  to 
Item  No.  2  on  condition  that  a  party  wall  60  degree  fire 
escape  shall  be  provided  on  the  front  of  the  building  with 
drop  ladder  in  guides  from  the  lowest  balcony  to  the  street, 


1122-24-S. 

PETITIONER — Maurice  M.  Casey,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 442  West  49th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  David  C.  Lewis.. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Gunnison,  Connell,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Moore  and  Mc¬ 
Dermott  . 


Negative  .  0 

Absent :  Messrs.  Dowd,  Holland  and  Superin¬ 
tendent  Kleinert .  3 

THE  RESOLUTION : 

(1122-24-S) 


Whereas,  Maurice  M.  Casey,  owner,  filed,  September  12, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  a  variation  from  the  requirements  of  the  labor  law  as 
cited  in  a  decision  of  the  superintendent  of  buildings,  affect¬ 
ing  premises  442  West  49th  street,  Manhattan ;  and 

WiHereas,  the  decision  of  the  superintendent  of  buildings 
10  N.  B.  App.  No.  552-1921,  reads: 

0  “Provide  two  lawful  exits  from  each  floor  to  com¬ 

ply  with  the  requirements  of  the  Labor  Law.” ; 

and 

Whereas,  the  building  is  fireproof,  four  stories  in  height, 
25  ft.  by  117  ft.  5  in.  in  area;  OCCUPIED  as  a  factory, 
with  not  more  than  30  persons  engaged  at  factory  work 
above  the  1st  story;  MEANS  OF  EGRESS  consisting  of 
an  interior  stairway  at  the  front  of  the  building,  extending 
from  the  1st  story  to  the  roof,  enclosed  in  fireproof  parti¬ 
tions  with  fire  doors  at  the  openings ;  and 
Whereas,  petitioner  contends  that  the  means  of  egress  are 
adequate  for  the  small  number  of  persons  above  the  1st 
story,  there  being  only  10  persons  per  floor ;  that  owing  to 
the  structural  conditions  it  would  be  a  great  hardship  to 
provide  an  additional  means  of  exit;  and  that  the  stairway 
and  existing  elevator  shaft  occupy  practically  the  entire 
front  of  the  building,  and  there  is  no  means  oj  egress  from 
the  rear. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  a  60  degree  fire  escape  shall  be  provided  on 
the  front  of  the  building  with  counterbalanced  stairs  from 
the  lowest  balcony  to  the  street,  that  all  windows  on  the 
course  of  the  fire  escape  shall  be  made  fireproof,  and  that 
the  occupancy  shall  be  limited  to  thirty  (30)  persons  above 
the  1st  story,  engaged  in  factory  work. 


1106-24-S. 

PETITIONER — William  Prosnitz,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMIISES  AFFECTED — 235  East  44th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  William  Prosnitz. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Fire  Chief 
Kenlon,  Deputy  Fire  Commissioner  Hannon, 
Superintendents  Brady,  Reville,  Moore  and 


McDermott .  11 

Negative  .  0 

Absent :  Mr.  Holland  and  Superintendent  Klein¬ 
ert  .  2 

THE  RESOLUTION : 

(1106-24-S) 


Whereas,  William  Prosnitz,  owner,  filed,  September  8, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  a  variation  from  the  requirements  of  the  labor  law  as 
cited  in  an  order  of  the  fire  commissioner,  affecting  prem¬ 
ises  235  East  44th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  26,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  rear  of  building  with  balconies  4  in.  in  width  *  * 
and 
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Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  20  ft.  by  100  ft.  in  area  at  1st  and  2nd  stories  and 
20  ft.  by  72  ft.  in  area  above.  OCCUPIED  as  follows: 
1st  fl.,  shipping,  office  and  storage,  2  persons ;  2nd  fl.,  as¬ 
sembling  urns,  6  persons;  3rd  fl.,  rear  loft,  storage  only; 
4th  fl.,  rear  loft,  storage  only.  EXITS :  An  interior 
wooden  stairway  extending  from  1st  story  to  roof;  enclosed 
in  lire  resisting  partitions  with  metal  covered  doors  at  open¬ 
ings,  and  a  wodden  stairway  at  the  rear  section.  A  fire  es¬ 
cape  on  the  south  side  of  the  rear  section  of  the  building 
extending  from  main  roof  to  roof  of  2nd  story  exten¬ 
sion;  with  non-fireproof  windows  along  the  course  thereof; 
ROOFS  of  adjoining  building — to  west  37  ft.  higher;  to 
east  same  level ;  and 

Whereas,  petitioner  proposes  to  install  an  exit  door  at 
rear  of  1st  story  leading  to  yard  of  premises  to  the  rear. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on 
condition  that  the  conditions  set  forth  in  certificate  of 
occupancy  (8362-1924)  of  the  superintendent  of  buildings 
dated  August  1st,  1924,  shall  be  complied  with. 


APPLIANCES  SUBMITTED  FOR  APPROVAL. 
1108-24-SA. 

PETITIONER — Petroleum  Combustion  Corporation. 
SUBJECT — Approval  of  Simplicity  Fuel  Oil  Burner. 
APPEARANCES— 

For  Petitioner :  O.  P.  Sells. 

AC  I  ION  Oh  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1078-24-SA. 

PETIIIONER — Cornell  Utilities  Co.,  Inc. 

SUBJECT — Approval  jf  Nokol  Automatic  Burner. 
APPEARANCES— 

For  Petitioner:  William  Porter. 

AC1ION  OF  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1192-24-SA. 

PETITIONER — Kemp  Oil  Burner  Co.,  Inc.,  owner. 
SUBJECT — Approval  of  the  Kemp  Oil  Burner. 
APPEARANCES— 

For  Petitioner :  Paul  M.  Klein. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calen¬ 
der  pending  report  of  committee  of  inspection. 


1191-24-SA. 

PETII  IONER — Socony  Oil  Burner  Corporation,  owner. 
SUBJECT — Approval  of  the  Socony  Arrow  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  Ralph  G.  Macy,  E.  P.  Folger. 
ACTION  OF  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1197-24-SA. 

PETITIONER — 1  he  Liberty  Oil  Burner  Company,  Inc. 
SUBJECT — Approval  of  Yankee  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  Joseph  Burke. 

AC  1  ION  OF  BOARD— Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1254-24-SA. 

PETITIONER — Tate-Jones  &  Co.,  Inc. 

SUBJECT— Approval  of  Tate-Jones  “L”  Type  Fuel  Oil 
Burner. 

APPEARANCES— 

For  Petitioner:  Augustave  Blumel. 

ACT  ION  Oh  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1134-24-SA. 

PETITIONER — Beland  Electric  Mfg.  Co. 

SUBJECT — Approval  of  Peerless  Automatic.  Oil  Burner. 
APPEARANCES— 

For  Petitioner :  Sidney  Smith. 

AC  1  ION  OF  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1142-24-SA. 

PEI ITIONER — William  L.  Decker. 

SUBJECT — Approval  of  Decker  Oxohydrogen  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  William  L.  Decker. 

ACTION  OF  BOARD — Petition  placed  on  reserve  calendar 
pending  report  of  committee  of  inspection. 


1146-24-SA. 

PEI  ITIONER — M.  J.  Conrady. 

SUBJECT — Approval  of  the  “Salvo”  Fire  Extinguisher. 
APPEARANCES— 

For  Petitioner :  M.  J.  Conrady. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD — Petition  placed  on  reserve  calendar 
pending  test  and  report  of  fire  department. 


1249-22-S. 

PETITIONER— Coen  Company. 

SUBJECT — Application  for  reopening  approval  of  Coen 
Oil  Burner. 

APPEARANCES— 

For  Petitioner:  Frederick  Harper. 

ACTION  OF  BOARD — Petition  reopened  and  placed  on 
reserve  calendar  pending  report  of  committee  of 
inspection. 

THE  VOTE  TO  RESTORE  TO  CALENDAR— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady,  Reville  and  Moore .  9 

Negative  .  o 


Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott....  4 


1001-24-SM, 

PETITIONER — The  Barber  Asphalt  Company. 

SUBJECT — Approval  of  Genasco  Asphalt  Mastic  Floors. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady,  Reville  and  Moore  .  9 

Negative  .  o 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(1001-24-SM) 


Whereas,  The  Barber  Asphalt  Company,  filed,  August 
2,  1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  material  known  as  Genasco  Asphalt 
Mastic  Floor ;  and 

Whereas,  no  one  appeared  when  this  case  was  called, 
although  petitioner  was  notified  to  be  present. 

Resolved,  the  petition  be  and  it  hereby  is  dismissed  for 
lack  of  prosecution. 


556-24-SA. 

PETITIONER — The  Samson  Electric  Co. 

SUBJECT — Approval  of  Samson  No.  76  Fire  Signal  Sta¬ 
tion. 
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APPEARANCES— None. 

ACTION  Op'  BOARD — Petition  dismissed. 

THE  VOTE  TO  DISA11SS— 

Affirmative:  Chairman  Walsh,  Aiessrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Deputy 
Fire  Commissioner  Hannon,  Superintendents 


Brady,  Reville  and  Aloore  .  9 

Negative  .  0 

Absent:  Air.  Holland,  P'ire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  aqd  McDermott .  4 

THE  RESOLUTION : 

(556-24-SA) 


\\  hereas,  The  Samson  Electric  Company,  filed,  April 
19,  1924,  a  petition,  with  the  board  of  standards  and  ap¬ 
peals,  for  approval  of  its  device  known  as  the  Samson  No. 
76  Fire  Signal  Station;  and 

Whereas,  the  petitioner  has  failed  to  complete  the  pa¬ 
pers  in  the  case  although  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


649-24-SA. 

PETITIONER — Hoig  &  Hill,  Inc. 

SUBJECT — Approval  of  Curtis  Water  Pressure  Regulator. 

APPEARANCES— None 

ACTION  OF  BOARD — Petition  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Deputy  Fire 
Commissioner  Hannon,  Superintendents 


Brady,  Reville  and  Moore .  9 

Negative  .  0 

Absent :  Mir.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(649-24-SA) 


Whereas,  Hoig  &  Hill,  Inc.,  filed,  Alay  19,  1924,  a  peti¬ 
tion,  with  the  board  of  standards  and  appeals,  for  approval 
of  their  device  known  as  the  Curtis  Water  Pressure  Reg¬ 
ulator;  and 

Whereas,  the  petitioner  has  failed  to  complete  their  pa¬ 
pers  although  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


808-24-SA. 

PETITIONER — The  Duriron  Company,  Inc.,  owner. 
SUBJECT — Approval  of  Non-syphon  P  Trap. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 


missioner  Hannon,  Superintendents  Brady, 

Reville  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott .  4 

THE  RESOLUTION : 

(808-24-SA) 


Whereas,  The  Duriron  Company,  Inc.,  filed,  June  16, 
1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  Non- Syphon  P  Trap 
and  Non-Syphon  Centrifugal  Drum;  and 
Whereas,  the  petitioner  has  failed  to  complete  their  pa¬ 
pers  although  duly  notified  to  do  so. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


SUBJECT — Approval  of  “No  30-A  Oliver  Furnace 
Burner.’’ 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 

.  Dowd,  Gunnison,  Connell,  Deputy  F'ire  Com¬ 


missioner  Hannon,  Superintendents  Brady, 

Reville  and  Moore  .  9 

Negative  .  u 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  AlcDermott .  4 


807-24-SA. 

PETITIONER — The  Duriron  Company,  Inc. 

SUBJECT — Approval  of  Non-Syphon  Centrifugal  Drum 
Trap. 

APPEARANCES— 

For  Petitioner:  E.  H.  Platz,  Jr. 

ACTION  OF  BOARD — Petition  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Fire  Chief  Ken¬ 
lon,  Deputy  Fire  Commissioner  Hannon,  Su¬ 
perintendents  Brady,  Reville,  Moore  and 


McDermott  .  ii 

Negative  .  o 

Absent :  Mr.  Holland  and  Superintendent  Klein¬ 
ert  .  2 


13-21-S. 

PETITIONER — Bethlehem  Shipbuilding  Corp.,  Ltd. 
SUBJECT — Approval  of  Dahl  Oil  Burner. 
APPEARANCES— None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
AND  APPROVE  THE  BURNER— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Down,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 


Reville  and  Moore  .  9 

Negative  .  o 


Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott....  4 

THE  RESOLUTION : 

(13-21-SA) 

Whereas,  the  Bethlehem  Shipbuilding  Corporation  filed, 
January  5,  1921,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  device  known  as  Dahl  Mechan¬ 
ical  Fuel  Oil  Burner ;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  611-621  Fifth  avenue,  Manhattan,  and  rec¬ 
ommended  the  approval  of  the  device. 

Resolved,  the  board  of  standards  and  appeals  does  hereby 
approve  the  device  known  as  the  Dahl  Mechanical  Fuel 
Oil  Burner  for  use  with  Grade  A  fuel  oil  when  installed  in 
accordance  with  the  fuel  oil  rules  of  the  board  of  standards 
and  appeals. 


504-23-SA. 

PETITIONER — Preferred  Utilities  Company. 

SUBJECT — Approval  of  the  Ray  Rotary  Fuel  Oil  Burner. 
APPEARANCES— 

For  Petitioner:  R.  S.  Bohn,  G.  W.  Bohn,  Dwight 
Mars  field. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
AND  TO  APPROVE  THE  BURNER— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 
Reville  and  Moore 


1390-22-S. 

PETITIONER — Oliver  Oil-Gas  Burner  Co. 


9 


MINUTES 


Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(504-23-SA) 

Whereas,  the  Preferred  Utility  Company  filed,  April  26, 
1923,  a  petition,  with  the  board  of  standards  and  appeals,  for 
approval  of  their  device  known  as  Ray  Rotary  Fuel  Oil 
Burner ;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  337  West  37th  street,  Manhattan,  and  rec¬ 
ommended  the  approval  of  the  device. 

Resolved,  the  board  of  standards  and  appeals  does  hereby 
approve  the  device  known  as  the  Ray  Rotary  Fuel  Oil 
Burner  for  use  with  Grade  A  or  Grade  B  fuel  oil  when  in¬ 
stalled  in  accordance  with  the  fuel  oil  rules  of  the  board 
of  standards  and  appeals. 


Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  1517  Lawton  street,  Brooklyn,  and  recom¬ 
mended  the  approval  of  the  device. 

Resolved,  the  board  of  standards  and  appeals  does  hereby 
approve  the  device  known  as  the  Ballard  Automatic  Oil 
Burner  for  use  with  Grade  A  fuel  oil  when  installed  in 
accordance  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals. 


1363-23-SA. 

PETITIONER — Ballard  Oil  Equipment  Company. 
SUBJECT — Approval  of  Ballard  Domestic  Oil  Burner 
APPEARANCES— 

For  Petitioner:  James  Kearney. 

ACTION  OF  BOARD— Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
AND  APPROVE  BURNER— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  Moore  .  9 

Negative  .  0 

Absent :  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott .  4 

THE  RESOLUTION: 

(1363-23-SA) 

Whereas,  the  Ballard  Oil  Equipment  Company  filed,  Jan¬ 
uary  15,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  approval  of  their  device  known  as  Ballard  Auto¬ 
matic  Oil  Burner ;  and 


1414-23-SA. 

PETITIONER — The  Engineer  Company. 

SUBJECT— Approval  of  the  Enco  Type  400  Steam  Ato¬ 
mizing  Fuel  Oil  Burner. 

APPEARANCES — 'None. 

ACTION  OF  BOARD — Petition  approved. 

THE  VOTE  TO  ADOPT  REPORT  OF  COMMITTEE 
AND  APPROVE  THE  BURNER— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Deputy  Fire  Com¬ 
missioner  Hannon,  Superintendents  Brady, 

Reville  and  Moore  .  9 

Negative  .  0 

Absent:  Mr.  Holland,  Fire  Chief  Kenlon,  Su¬ 
perintendents  Kleinert  and  McDermott _  4 

THE  RESOLUTION: 

(1414-23-SA) 

Whereas,  The  Engineer  Company,  filed,  November  27, 
1923,  a  petition,  with  the  board  of  standards  and  appeals, 
for  approval  of  their  device  known  as  the  Enco  Fuel  Oil 
Burner,  Type  No.  400;  and 

Whereas,  a  committee  of  the  board  inspected  this  device 
in  operation  at  John  Wanamaker’s  Broadway  and  9th 

street,  Manhattan,  and  recommended  the  approval  of  the 
device. 

Resolved ,  the  board  of  standards  and  appeals  does  hereby 
approve  the  device  known  as  Enco  Fuel  Oil  Burner,  Type 
No.  400,  for  use  with  Grade  A  fuel  oil  when  installed  in 
accordance  with  the  fuel  oil  rules  of  the  board  of  stand¬ 
ards  and  appeals. 


Adjourned  5.15  p.  m. 


William  J.  O'Gorman,  Secretary. 


RULES 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RULES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  hire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No,  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Lire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  or 
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other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(ib)  Interior  Stairways — 'All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways — Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
057-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S — Thermostats  for  Automatic  Fire  Alarm  Systems, 

approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

1391-22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 
approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank. 
297-23-SA— “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA— “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of.  . 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 

525-23- S A — Tilman- White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA— Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 

898-23- S A — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — .Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  aporoval  of. 
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1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA — National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1415-23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 
approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
6-24-SA — 'Universal  Oil  Burner,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-S A — Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

872-24-SA — Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1108-24-SA— Simplicity  Fuel  Oil  Burner,  approval  of. 
1134-24-S A— Peerless  Automatic  Oil  Burner,  approval  of. 
1142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1146-24-SA— Salvo  Fire  Extinguisher,  approval  of. 
1162-24-SA— Hart  Automatic  Fuel  Oil  Burner,  approval 
of. 

1191- 24-SA — Socony  Arrow  Oil  Burner,  approval  of. 

1192- 24-SA— Kemp  Oil  Burner,  approval  of. 

1197-24-S A— Yankee  Oil  Burner,  approval  of. 
1254-24-SA— Tate-Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 


RULES 


RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Laboratories, 
Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mutual  Labora¬ 
tories  of  Boston,  or  other  recognized  standard  laboratory ; 
and  all  valves  shall  be  approved  and  meet  the  test  pre¬ 
scribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firm  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able.  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securelv  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation:  1” - v 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

.  9-  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  address  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible.  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 


Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  .  point  where  the  gas  main  enters  the  premise's 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side- 
walk  or  grade  of  not  less  than  two  (2)  feet  and  not  more 
t  lan  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
trames,  or  directly  above  basement  windows  or  other  open¬ 
ings,  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easv  access  to  it. 

♦  1R'i  boxes  mnst  be  securely  and  permanently  fas- 

tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  Thev  shall  be  secured 

TTnl"'  3/16  inch  bo,ts  or  the  equivalent. 

Inless  the  building  is  so  constructed  that  the  control  box 

must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

1  ( .  Control  boxes  mav  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directly  on  the  surface  of  the  wall. 

the  bnilffim  COn1t,r°J  box  sba11  be  located  on  the  outside  of 
the  building  wall.,  facing  the  street,  whenever  possible  When 

the  control  box  is  installed  on  an  alley  face  of  a  building, 
or  m  a  similar  place  where  the  control  box  is  subject  to 

lb!!11"7  pa/s'n  j  vebj<fles,  etc.,  the  control  box  must  be 

hnrnughlv  protected.  This  may  be  done  bv  having  the  con- 

vCL  marked  bv  waterproof  red  paint  ring  and 

Sfon  ?°f  W.h  e  TK  nn*  on  the  wal'-  or.  when  such  pro- 
tection  is  not  available,  protected  by  heavv  iron  channels 

KtaTJ?  ' by  ",rOT"!h  ho,ts' 

Control  Handles: 

r  «?)n?°lthand,es  sba11  be  of  standard  construction  ar- 

wihnnf  ne  COnt1r°1  t?xes  s°  that  tbev  ™v  be  locked 

without  difficulty,  and  cable  connections  shall  be  securelv 

the  handle11  apPr°Ved  manner-  according  to  the  design  of 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  able  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut.  so  as  to  prevent  frayed  end. 

Conduit:  , 

22.  The  control  cable  for  the  shut-ofT  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand¬ 
ard  approved  conduit  not  less  than  ^  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanently  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard 
forms  may  be  employed  for  this  purpose.  In  every  case 
supports  must  be  provided  at  points  sufficiently  numerous 
to  prevent  sagging.  Pipe  straps  (if  used)  must  be  of  metal 
of  sufficient  thickness  to  insure  a  permanent  fastening  and 
must  be  thoroughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable ;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (l)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side ; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanisms  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  the  deteriorat¬ 
ing  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

'Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 


1493 


PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  December  4,  1924.  1431 

Restored  to  calendar  .  85 

Miscellaneous  Applications. 

Requests  to  reopen  .  186 

Requests  to  amend  .  8 

Requests  for  modification  .  42 

Requests  to  rescind  .  3 

Requests  for  extension  of  time  .  20 

Requests  for  extension  of  permit  .  37 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  6 

Administrative  requests  .  i 

Requests  for  interpretation  .  4 

Total  . 2452 

Disposed  of  . 1844 

Cases  pending  December  4,  1924  .  608 


DISPOSITION  OF  CASES 

Withdrawn  .  157 

Dismissed  .  143 

Denied  . 274 

Granted  . .  .  .  . V. .  14 

Granted  on  condition  .  884 

Appliances  approved  .  26 

Appliances  dismissed,  disapproved  or  withdrawn..  23 

Rules  approved  .  g 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  168 

Requests  to  reopen  denied  .  n 

Requests  to  amend  granted  .  g 

Requests  to  amend  denied  .  q 

Requests  for  modification  granted . ' _ 40 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted . 3 

Requests  to  rescind  denied  . . . .  0 

Requests  for  extension  of  time  granted  . .  19 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted . .  .  .  .  .  .  35 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  3 

Requests  to  install  denied  .  q 

Plans  approved  .  g 

Plans  disapproved  . 0 

Administrative  requests  granted  .  q 

Administrative  requests  denied  or  withdrawn  . *  ”  j  j 

Interpretations  . ....  4 

Requests  withdrawn  or  dismissed  . 7 

Total . 1844 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third ,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 


Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 


Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 

Street  . 

P.  O . 

My  subscription  to  begin  with  the  issue  for .  1924. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  December 
9,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
December  9,  1924. 

Correction. 

Reserve  Calendar. 

Gas  Shut-off  Rules. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

K>»r%,ard  Appeals,  Tuesdays,  at  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


HOURS  FOR  CONSULTATION 
10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  Chairman  or  the  En¬ 
gineers,  pertaining  to  the  work  of  either  Board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 
Building  Zone  Resolution,  and  its  object  is  to  give  inter¬ 
ested  property  owners  opportunity  to  file  objections,  if  any, 
and  will  be  called  in  Room  919,  on  Tuesday,  December 
16,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  December  23,  1924,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
days  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

Any  communication  purporting  to  be  an  appeal,  applica¬ 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
bv  the  rules  of  this  Board. 

Upon  receipt  of  any  such  communication  the  writer  will 
he  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  Board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 


+ 
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CALENDAR 


DOCKET.  Restored  to  Calendar. 

New  Cases  Filed  Week  Ending  December  11,  1924.  ~87-~4-BZ . B.B.Bx.  .524  Jackson 

Cal.  No.  Department.  Premises  Affected.  - 


ave.,  Bx. 

N.  B.  121-1924. 


1458-24-S . B.B.M.  ..603-609  5th  ave.,  Man. 

- *  N.  B.  583-1924. 

1457-24-BZ . B.B.M.  ..220-226  E.  117th  st.,  Man. 

-  N.  B.  657-1924. 

1456-24-SA . F.D . American  Chain  Fire  Ladder. 

-  Appliance. 

1455-24-BZ . B.B.M.  ..34  Tieman  pi.,  Man. 

- -  Certificate  of  Occupancy. 

1454-24-S . F.D.  - 35-37  Ann  st.,  Man. 

- -  L.  D.  66199. 

1453-i24-BZ . B.B.Bx.  .24  Evelyn  pi.,  Bx. 

-  N.  B.  2848-1924. 

1452-24-S . F.D . 14  W.  22nd  st.,  Man. 

-  L.  D.  68204. 

1451-24-S . F.D . 12  W.  29th  st.,  Man. 

-  L.  D.  52190. 

1450-24-BZ . B.B.M.  ..67  W.  130th  st.,  Man. 

-  Decision. 

1449-24-BZ . F.D . 1962  Anthony  ave.,  Bx. 

-  L.  C.  18555. 

1448-24-BZ . B.B.Bx.  .E.  S.  Webster  ave.,  123'  S.  of 

E.  183rd  st.,  Bx. 

-  N.  B.  2969-1924. 

1447-24-A . F.D . 8746  123rd  st.,  Richmond  Hill, 

-  Q-  L.  C.  91204. 

1446424-A . F.D . 63  Fulton  st.,  Man. 

-  L.  C.  24748. 

1445-24-BZ . B.B.Q.  ..S.  E.  C.  Crescent  st.  &  Hun¬ 

ter  ave.,  L.  I.  C.,  Q. 

- -  N.  B.  12334-1924. 

1444-24-A . F.D . N.  E.  C.  Rose  ave.  &  Archer 

- -  pi.,  Jamaica,  Q.  Alt.  2348-1924. 

1443-24-BZ . B.B.M.  ..52  E.  55th  st.,  Man. 

-  Viol.  4979-1924. 

1442-24-BZ . B.B.Bx.  .  N.  W.  C.  Jerome  ave.  &  Clif- 

- —  ford  pl„  Bx.  N.  B.  2978-1924. 

1441-24-S . F.D.  _ 44  W.  56th  st..  Man. 

-  L.  D.  66630. 

1440-24-S . H.D . 3639  Holland  ave.,  Bx. 

- —  Sanitary  Certificate. 

1439-24-BZ . F.D . 389-391  4th  ave.,  Bklyn. 

- -  L.  C.  89047. 

1438424-BZ . F.D . 605  4th  ave.,  Bklyn. 

-  L.  C.  8668. 

1437-24-BZ . B.B.B.  ...1265-7-'9  60th  st.,  Bklyn. 

-  Applic.  22506-1924. 

1436-24-A . F.D.  ....2501-2505  Gr.  Concourse,  Bx. 

-  F-66746,  66747-66748. 

1435-24-S . F.D . 213  W.  33rd  st.,  Man. 

- -  L.  D.  67233. 

1434-24-BZ . B.B.Bx.  .1728-1750  Morris  ave.,  Bx. 

-  Alt.  208-1924. 

1433-24-A . F.D . 16-26  Northern  ave.,  Man. 

-  N.  B.  302-1924. 

1432-24-BZ . B.B.M.  ..421-429  W.  209th  st.,  Man. 

- -  N.  B.  634-1924. 


F.D.  .. 

H.D.  . 

B.B.B. 

B.B.Bx 

B.B.M. 

B.B.Q. 

B.B.R. 

T.H.D. 


CODE. 


. Fire  Department 

. Health  Department 

..Bureau  of  Buildhigs,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

Bureau  of  Buildings,  Manhattan 
....Bureau  of  Buildings,  Queens 
.Bureau  of  Buildings,  Richmond 
...Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday ,  December  16,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

676-24-B  Z. 

APPLICANT— John  C.  Wandell  Co.,  for  Dahl  Bros 
owners.  ’ 

tKputt-511'15’17;19'23  Colonial  road-  Brooklyn. 

TO  PERMIT  in  a  residence  “E”  area  district  the  erection 
and  maintenance  of  buildings  nearer  than  ten  (10) 
feet  from  the  hne  of  the  street,  contrary  to  section 
15  ot  the  building  zone  resolution. 

968-24-BZ. 

APPLICANT— Otto  Henschel,  for  Michael  E.  Pellegrino 
Nicholas  Ciago,  Domicick  Lambiente  and  Antonette 
Salomone,  owners. 

PREMISES  1922-1926,  1930-1932  Kings  highway  and  2110 
Ocean  avenue,  Brooklyn, 

O  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  buildings  to  be  used  for  store  purposes 
on  first  story,  residence  use  above. 

1228-24-BZ. 

APPLICANT  Samuel  Rosenblum,  for  Ephraim  Johnson 
and  Roy  M.  Hart,  executors  of  Estate  of  Emme- 
me  Davies,  owner. 

REMISES— East  side  Ogden  avenue,  245  ft.  north  of  West 
165th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1293-24-BZ. 

APPLICANT  John  De  Hart,  for  Hyman  Morgenstein 
owner.  ’ 

A,dus  street’  The  Bronx. 

1U  PERMIT  in  a  residence  district  the  alteration  and  con¬ 
version  of  occupancy  from  residence  to  business  pur¬ 
poses  on  the  first  story. 

1310-24-BZ. 

APPLICANT— William  F.  Doyle,  for  Charles  F.  Kasten- 
huber,  owner. 

PREMISES— Northeast  corner  of  Cauldwell  avenue  and 
East  156th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1349-24-BZ. 

APPLICANT— Olcott,  Olcott  and  Glass,  for  James  Ever- 
ard  s  Breweries,  owner. 

PREMISES  9-15  East  133rd  street,  Manhattan 
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TO  PERMIT  in  a  business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


1352-24-BZ. 

APPLICANT— Henry  L.  Oser,  for  Millinery  Center  Build¬ 
ing  Corp.,  lessee. 

PREMISES— 521-527  Seventh  avenue,  Manhattan. 

TO  PERMIT  in  a  business  two-times  height  district  the 
erection  of  the  street  wall  to  a  height  exceeding 
the  limit  required  by  the  zone  resolution. 


994-24-BZ.  ,  t  .  tt 

APPLICANT— Jacob  Lubroth,  for  Louis  Hernstat,  owner. 
PREMISES— 2269-71  59th  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance 
of  a  poultry  slaughter  house. 


BOARD  OF  APPEALS. 

Tuesday,  December  16,  1924,  at  10  a.  m. 


Appeals  from  Administrative  Orders. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1178- 24- A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

11 82-24*- A — 126  Fourth  avenue,  Manhattan. 

1184-24-A— North  side  Richards  street,  610  ft.  west  of 

Beard  street,  Brooklyn. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

1029-24-A— Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1047-24-A — 1188  Grant  avenue,  The  Bronx. 

832-24-A— 707  Fifth  avenue,  Manhattan. 

1167-24- A— East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

1362-24-A— 180-182  Park  Row,  Manhattan. 

478-24-A — 1600  Broadway,  Manhattan. 


Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  December  16  1924  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

CAL  no.  833-24-BZ— Application,  June  18,  1924  under  the 
building  zone  resolution,  of  Edward  r. 
Doyle,  applicant,  on  behalf  of  C.  S.  C. 
Holding  Corp..  owner,  to  permit  in  a 
residence  district  and  also  within  200 
feet  of  an  exit  and  entrance  to  a  pub¬ 
lic  school,  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles:  premises 
1301  Merriam  avenue,  The  Bronx. 

cal  no  1112-24-BZ— Application,  September  10,  1924,  under 
the  building  zone  resolution,  of  James 
J.  F.  Gavigan,  architect,  on  behalf  of 
Jennie  L.  Rohan,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  653  St.  Nicholas  ave¬ 
nue,  Manhattan. 

cal.  no.  1372-23-BZ— Application,  October  3,  1924  under 
the  building  zone  resolution,  of  1  nilip 
J.  Sinnott,  applicant,  on  behalf  of 
Alexander  Fox,  owner,  previously  de- 
<  nied,  to  permit  in  a  business  district  the 


erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  300-310  Win- 
throp  street,  Brooklyn. 

cal.  no.  1152-24-BZ — Application,  September  19,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Pat¬ 
rick  Tague,  owner,  to  permit  partly  in 
a  residence  district  and  partly  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  storage  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  163- 
165  Washington  street  and  132-134 
Hall  street,  Brooklyn. 

cal.  no.  1164-24-BZ — Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

cal.  no.  1091-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  1086-24-BZ — Application,  August  29,  1924.  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  A.  Potter,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  east  side  Southern 
boulevard,  125  ft.  north  of  167th  street, 
The  Bronx. 

CAL.  no.  793-24-BZ— Application,  June  13,  1924,  under  the 
building  zone  resolution,  of  Emil  Gu- 
terman,  applicant,  on  behalf  of  Joseph 
Scileppi.  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  two  (2) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  169  Lott 
street,  Brooklyn. 

cal.  no.  1198-24-BZ — Application.  October  6,  1924.  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  187-191 
Joralemon  street.  Brooklyn. 

cal.  no.  1094-24-BZ— Application,  September  3,  1924.  under 
the  building  zone  resolution,  of  Emil 
Guterman.  applicant,  on  behalf  of 
Joseph  Weisenberger,  owner,  to  permit 
in  a  residence  district  extending  from 
a  business  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
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pleasure  and  one  (1)  commercial  mo¬ 
tor  vehicle,  both  owned  by  the  party 
residing  on  the  premises ;  premises  27 
Delta  place,  Glendale,  Queens. 

cal.  no.  1107-24-BZ — Application,  September  8,  1924,  under 
the  building  zone  resolution,  of  John 
Jos.  Carroll,  applicant,  on  behalf  of 
M.  Mary  Mariella,  owner,  to  permit  in 
a  residence  district  the  alteration  and 
extension  of  an  existing  building  to  be 
used  for  business  purposes ;  premises 
181  Willoughby  avenue,  northwest  cor¬ 
ner  of  Ryerson  street,  Brooklyn. 

cal.  no.  1154-24-BZ — Application,  September  20,  1924,  under 
the  building  zone  resolution,  of  Colo¬ 
nial  Laundry,  Inc.,  applicant  and 
owner,  to  permit  in  a  business  district 
the  alteration  and  extension  of  a  fac¬ 
tory  building;  premises  16-20  Lexing¬ 
ton  avenue,  Brooklyn. 

CAL.  NO.  938-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Edward 
M.  Adelsohn,  architect,  on  behalf  of 
Michael  V.  Woods,  owner,  to  permit 
partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1730-46  67th 
street,  Brooklyn. 

cal.  no.  1187-24-BZ — Application,  October  1,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant  ana 
owner,  to  permit  in  a  residence  dis¬ 
trict  the  alteration  and  extension  of  a 
telephone  exchange  building;  premises 
8728  109th  street  and  8729  108th  street, 
Richmond  Hill,  Borough  of  Queens. 

cal.  no.  1195-24-BZ — Application,  October  4,  1924,  under  the 
building  zone  resolution,  of  Philip 
Bardes,  architect,  on  behalf  of  Fred- 
erich  Ochse,  owner,  to  permit  in  a 
business  district  the  alteration  and  ex¬ 
tension  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  474-482  Sterling  place,  Brook¬ 
lyn. 

cal.  no  922-24-  BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution ;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  16,  1924,  at  2  p.  m. 

P etitions  for  Variations . 

1201-24-S  45-47  West  57th  street,  Manhattan. 

1214-24-S— 208-212  West  30th  street,  Manhattan. 
1224-24-S — 54  West  39th  street,  Manhattan. 

1227-24-S  302  West  37th  street,  Manhattan. 

1231-24-S — 19  West  38th  street,  Manhattan. 


1246-24-S — 837  Eleventh  avenue  and  600  West  57th  street 
Manhattan. 

1264- 24-S — 439  Broadway,  Brooklyn. 

974-24-S — 259-273  Green  street,  Brooklyn. 

1172-24-S — 341  East  11th  street,  Manhattan. 

1265- 24-S — 18  East  54th  street,  Manhattan. 

1008-24-S — 22  East  55th  street,  Manhattan. 

1010-24-S — 36  Devoe  street,  Brooklyn. 

1138-24-S — 46  Great  Jones  street,  Manhattan. 

1 161-24-S — 239  Seventh  avenue,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

145-24-S — 113-115  East  18th  street,  Manhattan. 

888-24-S — 455-65  West  street,  55-77  Bethune  street,  137- 
49  Bank  street  and  734-42  Washington 
street,  Manhattan. 

598-24-S — 168  21st  street,  Brooklyn. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

602-24-S — 15  East  17th  street,  Manhattan. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  23,  1924,  at  2  p.  m. 

Buildng  Zone  Cases. 

422-24-BZ. 

APPLICANT — Chester  Baffa,  for  John  Weidman  and  Katie 
Weidman,  owners 

PREMISES— 10139  118th'  street,  Richmond  Hill,  Borough 
of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

1057-24-BZ. 

APPLICANT— James  J.  Walker,  for  William  A.  Cam¬ 
eron,  owner. 

PREMISES — Northwest  corner  of  182nd  street  and  Folin 
street,  The  Bronx. 

TO  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  and  also  within  a  “B”  area  dis¬ 
trict,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles,  and  also  the  omission  of  the  rear  yard 
required  by  the  zone  resolution. 

1 190-24-BZ. 

APPLICANT — Nathan  D.  Shapiro,  for  Libland  Realty  Co., 
Inc.,  owner. 

PREMISES — 352  Shepherd  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  change  of  occupancy  of 
that  portion  within  the  business  district  from  office 
use  to  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles. 

t 

1281-24-BZ. 

APPLICANT — Henry  Nordheim,  for  Peter  Goldenberg, 
owner. 

PREMISES — 2637-43  Webster  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  business  use  to  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

1270-24-BZ 

APPLICANT — Jacob  B.  Lindner,  for  Bertha  J.  Lindner, 
owner. 

PREMISES — 801  Avenue  P,  Brooklyn. 

I  O  PERMIT  in  an  “E”  area  district  the  erection  and 
maintenance  of  a  private  garage  on  the  street  line 
of  the  lot,  instead  of  setting  back  ten  (10)  feet 
as  required  by  the  zone  resolution. 
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1312-24-BZ. 

APPLICANT — Euell  &  Euell,  for  Ignazio  F.  Cavalluzzo, 
owner. 

PREMISES — 1291  Inwood  avenue  and  1300  Cromwell  ave¬ 
nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance  ol 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

629-24-BZ. 

APPLICANT — F.  W.  Rinn,  for  Matthew  Heine,  owner. 

PREMISES — 60  Buchanan  place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  (2)  pleasure  motor 
vehicles,  two  (2)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

287-24-BZ. 

APPLICANT— David  G.  McConnell,  for  Bayie  Realty  Co., 
Inc.,  owner. 

PREMISES — 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1217-24-A — 380-382  Fulton  street  and  2-18  Smith  street, 
Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan. 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

1241- 24- A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 
1253-24-A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn. 

1259-24-A — 10  East  102nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  December  23,  1924  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  NO.  276-24-BZ— Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Doyle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-1158 
East  New  York  avenue,  Brooklyn. 

CAL.  no.  1032-24-BZ— Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ— Application,  October  7,  1924,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuy- 
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vesant  Fulton  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  804-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  Joseph  A. 
Walsh,  applicant,  on  behalf  of  Benja¬ 
min  Dinerman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1605-1615  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  1181-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Leo¬ 
pold  Weil  and  Mayer  S.  Ames,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1813-1815 
Jerome  avenue,  The  Bronx. 

cal.  no.  1168-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Green, 
Matthews,  Taylor  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  building  to  be 
used  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop ;  premises 
952-960  Home  street  and  1168-1172 
Southern  boulevard,  The  Bronx. 

cal.  no.  1216-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Marer,  applicant  a-nd  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes;  premises  2016- 
20  University  avenue,  The  Bronx. 

cal.  no.  1225-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  applicant,  on  behalf  of 
Henry  A.  Vogt,  owner,  to  permit  in 
a  residence  “F”  area  district  the  low¬ 
est  level  of  a  side  yard  be  maintained 
eleven  (11)  feet  above  curb  level,  in¬ 
stead  of  at  curb  level  as  required  by 
the  zone  resolution ;  premises  east  side 
Grand  avenue,  259.31  ft.  north  of  Hill¬ 
side  avenue,  Jamaica,  Borough  of 
Queens. 

CAL.  NO.  1269-24-BZ— Application,  October  27,  i924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Irene  Thatcher,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1406-14  Elm  avenue, 
Brooklyn. 

cal.  no.  1271-24-BZ— Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Joseph 
McGinnis,  applicant,  on  behalf  of  Wei- 
man -McGinnis  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2966-72  Jerome  ave¬ 
nue,  The  Bronx. 
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cal.  no.  1298-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  McIntyre 
&  O’Leary,  applicants,  on  behalf  of 
Vincenzo  Gargiulo,  owner,  previously 
denied,  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  3200  Villa 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday ,  December  23,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1159-24-A — 962  Washington  avenue,  The  Bronx. 

1175-24-A — 628-642  West  45th  street,  Manhattan. 

1128-24-A — 613-619  East  83rd  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

469- 23-A — 14-34  19th  street,  Brooklyn. 

470- 23-A — 2-10  19th  street,  Brooklyn. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  December  23,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  1068-24-BZ — Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dyck- 
man  street,  Manhattan. 

cal.  no.  993-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 


P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

CAL.  NO.  1087-24-BZ— Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place, 
The  Bronx. 

CAL.  NO.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5J  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 
1193-24-A — 398-400  Concord  avenue,  The  Bronx. 
1202-24-A — 1822-1828  Lexington  avenue,  Manhattan. 
1205-24-A — 949-959  Willoughby  avenue,  Brooklyn. 
1211-24-A — 2589  Richmond  terrace,  Richmond. 
1220-24-A — 1920  Fowler  avenue,  The  Bronx. 
1222-24-A — 23  West  56th  street,  Manhattan. 
1234-24-A — 814-826  Eighth  avenue,  Manhattan. 
1236-24- A — a-U  Northern  avenue,  Manhattan. 
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1237-24-A — South  side  of  West  190th  street,  between  Wads 
worth  terrace  and  Wadsworth  avenue,  M  ; 
hattan. 

1424-24-A — 1-23  East  139th  street,  Manhattan. 

359-24- A — 59-61  Reade  street,  Manhattan. 

586-24-A — 7  Dutch  street,  Manhattan. 

589-24-A — 43-45  Wooster  street,  Manhattan. 

634-24- A — 9120  89th  street,  Woodhaven,  Queens. 

727-24-A — 36-40  John  street,  Manhattan. 

1209-24-A — 2  Rector  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,.  Tuesday  morning,  December  30,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

Cal.  no.  1180-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Two  Hundred  and  Fifty-seven 
Madison  Avenue,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  1  l/z  times  height 
district  the  erection  and  maintenance 
of  a  business  building  and  to  erect  the 
street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution; 
premises  257-261  Madison  avenue, 
southeast  corner  of  East  39th  street, 
Manhattan. 

cal.  no.  1223-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Henry  Grenhart,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
conversion  of  occupancy  from  a  motor 
vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  166-168  East  92nd 
street,  Manhattan. 

cal.  no.  1286-24-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rose 
Mandel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
laundry  purposes;  premises  1466-1476 
Herkimer  street,  southeast  corner  of 
Jardine  place,  Brooklyn. 

cal.  no.  1156-24-BZ— Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Cosmo  Saponaro,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  982  Morris  avenue, 
northeast  corner  of  164th  street,  The 
Bronx. 

cal.  no.  1 160-24-BZ — Application,  September  23,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Warwick  street. 
Brooklyn. 

cal.  no.  1213-24-BZ— Application,  October  10,  1924,  under 
the  building  zone  resolute  of  Wil¬ 


liam  F.  Doyle,  applicant,  on  behalf  of 
Abbie  S.  Gitterman,  et  al.,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  southwest  corner  of 
..  Southern  boulevard  and  East  185th 

street,  The  Bronx. 

cal.  no.  1215-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Hollis 
Operating  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores,  of¬ 
fices  and  theatre  purposes ;  premises 
south  side  of  Jamaica  avenue,  60  ft. 
east  of  191st  street,  Hollis,  Borough 
of  Queens. 

cal.  no.  1 186-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Emil 
Buff,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  a  motor  vehicle  repair  shop ; 
premises  northeast  corner  of  Metro¬ 
politan  avenue  and  Wicks  street,  Ja¬ 
maica,  Borough  of  Queens. 

cal.  no.  1230-23-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  James 
Ruburg,  applicant,  on  behalf  of  Marie 
Ruburg,  owner,  to  permit  in  a  resi¬ 
dence  district  the  installation  and  main¬ 
tenance  of  a  gasoline  selling  station : 
premises  1-3  160th  street,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  31-24-BZ — Application,  January  9,  1924,  under  the 
building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Samuel 
Brenner,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2251  Grand 
avenue,  northwest  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  887-24-BZ— Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of 
Olympia  Gentile,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  four  (4)  commercial  mo¬ 
tor  vehicles;  premises  8715  Sixteenth 
avenue,  Brooklyn. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  al  2  p.  m. 

Petitions  for  Variations. 

983-24-S— 6-8  West  20th  street,  Manhattan. 

1218-24-S— 511-513  West  Broadway,  Manhattan. 

1238-24-S— 243-245  West  30th  street,  Manhattan. 

1260-24-S— 260-262  West  35th  street,  Manhattan. 

1273-24-S — 327-335  West  36th  street,  Manhattan.  i 
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BOARD  OF  APPEALS. 

Tuesday,  January  6,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

-A — 352  West  26th  street,  Manhattan. 

-A— West  side  of  Eighth  avenue,  519  ft.  8  in.  north 
of  155th  street,  Manhattan. 

-A — 307-313  West  79th  street,  Manhattan. 

■A — 229  East  9th  street,  Alanhattan. 

-A — 1102  Myrtle  avenue,  Brooklyn. 

•A— 276-280,  286-288,  294-296,  300,  318-320,  324,  328, 
332,  336,  338-340  Chauncey  street,  Astoria, 
Queens. 

-A — 292  Chauncey  street,  Astoria,  Queens. 

■A — 2210  Newkirk  avenue,  Brooklyn. 

■A — 100  Groton  street,  Forest  Hills,  Queens. 

■A — 9419  101st  avenue,  Woodhaven,  Queens. 

-A — 140-144  West  22nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  6,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  11 70-24-BZ — Application,  September  26  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Henry  Becker,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Westchester  avenue,  Roberts  and  Mul- 
ford  avenues,  The  Bronx. 

cal.  no.  14-24-BZ — Application,  January  4,  1924,  under  the 
building  zone  resolution,  of  Virginia 
May  Mollenhauer,  applicant,  on  behalf 
of  Michael  Kelly,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2172  Aque¬ 
duct  avenue.  The  Bronx. 

cal.  no.  893-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  Harry 
Katz,  applicant  and  owner,  to  permit 
in  a  business  district  extending  from 
an  unrestricted  district  the  erection 


and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  408-414  15th  street, 
Brooklyn. 

CAL.  NO.  916-24-BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Louis 
Vopelak,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  five  (5)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  116-118  Pleasure 
place,  L.  I.  City,  Borough  of  Queens. 

cal.  no.  973-24-BZ— Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Tram 
Realty  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1702  Eleventh  avenue,  south¬ 
west  corner  of  17th  street,  Brooklyn. 

cal.  no.  119-24-BZ — Application,  November  25,  1924,  under 
the  building  zone  resolution,  of  New 
\  ork  Telephone  Company,  applicant 
and  owner,  previously  withdrawn,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  cen¬ 
tral  telephone  exchange  building;  prem¬ 
ises  2411-2429  Tratman  avenue,  The 
Bronx. 

cal.  no.  263-24-BZ — ’Application,  February  19,  1924,  under 
the  building  zone  resolutioh,  of  Philip 
Freshman,  architect,  on  behalf  of  Bob- 
Roy  Holding  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2140-46  Bergen  street, 
Brooklyn. 

cal.  no.  1083-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  A. 
Welles  Stump,  applicant,  on  behalf  of 
Regina  Hasenfratz,  owner,  to  permit  in 
a  business  district  the  alteration  and 
extension  of  a  poultry  slaughter  house; 
premises  728  New  Lots  avenue,  south¬ 
east  corner  of  Warwick  street,  Brook¬ 
lyn. 

cal.  no.  1157-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Wm. 
H.  Kehoe,  applicant,  Ralph  Market 
Peddlers’  Association,  Inc.,  owner, 
Leonard  Gold,  lessee,  to  permit  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  market  to 
a  steam  laundry ;  premises  488  Ralph 
avenue,  Brooklyn. 

cal.  no.  1174-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
William  Buckley,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  220  West  179th  street, 
southwest  corner  of  Cedar  avenue,  The 
Bronx. 

William  E.  Wai.sh,  Chairman. 
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BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  6,  1925,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1132-24- A — 648  Broadway,  Manhattan. 

785-24- A — 6118  Rockaway  Beach  boulevard,  Queens. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

1049-24- A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  6,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  _  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 
Bronx. 

CAL.  NO.  1155-24-BZ— Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 
cal.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1089-24-BZ— Application,  August  30.  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 


tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam- 
uei  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

Tuesday,  January  13,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1277-24- A — 400  St.  Pauls  avenue,  Stapleton,  S.  I.,  Richmond. 

1315- 24-A — 1043  Fifth  avenue,  Manhattan. 

1316- 24-A — 272  Beaumont  street,  Brooklyn. 

1317- 24-A — 154  West  180th  street,  The  Bronx. 

1318- 24-A — 290  Beaumont  street,  Brooklyn. 

868-24-A — 101  West  42nd  street  and  737-745  Sixth  avenue, 
Manhattan. 

11 19-24- A — 316-318  West  46th  street,  Manhattan. 

1319- 24-A — 538  West  150th  street,  Manhattan. 

1321 - 24-A — 533  Ovington  avenue,  Brooklyn. 

1322- 24-A — 1103  Albermarle  road,  Brooklyn. 

931-24- A — 26  Myrtle  avenue,  Brooklyn. 

1370-24-A — 296-322  Vernon  avenue,  L.  I,  City,  Queens. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  13,  1925,  at  2  p.  m. 

Petitions  for  Variations. 

1311-24-S — 108  West  46th  street,  Manhattan. 

1077-24-S — 509-11  East  18th  street,  and  508-20  East  19th 
street,  Manhattan. 

1301-24-S — 202-204  West  28th  street  and  312  Seventh  ave¬ 
nue,  Manhattan. 

1335-24-S — 56-60  Pearl  street,  Brooklyn. 

1339-24-S — 444  East  13th  street,  Manhattan. 

1342- 24-S — 62-64  Greenpoint  avenue,  Brooklyn. 

1 343- 24-S — 12-14  Greene  street,  Manhattan. 

Appliance  Submitted  for  Approval. 

1337-24-SA — Sure  Pleat  Gravity  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  20,  1925,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 
331-24-A — 508-534  West  212th  street,  Manhattan. 
16-24-A — 1342  Park  avenue,  Manhattan. 
1490-23-A — 406  Second  avenue,  Manhattan. 
1499-23-A — 522  West  159th  street,  Manhattan. 


1503 


CALENDAR 


1323- 24-A — '2539  Davidson  avenue,  The  Bronx. 

1324- 24-A — 222  Beaumont  street,  Brooklyn. 

1328-4-A — 125  Buckingham  road,  Brooklyn. 

1331-24-A — 393  Fourth  avenue,  Brooklyn. 

1347-24-A — 445-451  West  167th  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NO  I  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  20,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,' on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue,  The 
Bronx. 

cal.  no.  136-24-BZ — Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cm.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  20,  1925,  at  2  p.  m. 

432-24- A— 509-517  West  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  20,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 


cal.  no.  992-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  81 1-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles-; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  3,  1925,  at  2  p.  m. 

Under  the  Building  Zone  Resolution. 

NOIICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  February  3,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  1092-24-BZ — Application,  September  2.  1924.  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


MINUTES 

BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  9,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Gunnison, 
Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  December  2,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  50,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1221-24-A. 

APPELLANT — International  Acceptance  Bank,  Inc.,  owner. 
SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 52-56  Cedar  street,  Manhattan. 
APPEARANCES— None. 

ACTION  OF  BOARD — Appeal  withdrawn  on  written  re¬ 
quest  of  appellant. 
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THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


1123-24-A. 

APPELLANT — 24‘J  West  45th  Street,  Inc.,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — '249  West  45th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  William  Klein. 

ACTION  OP'  BOARD — Acceptance  of  appeal,  without 
plans  and  data  specified  by  the  rules  of  the  board, 


denied. 

THE  VOTE  TO  ACCEPT  APPEAJ _ 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Absent :  Messrs.  Dowd  and  Holland  .  2 


1088-24-A. 

APPELLANT — The  Newton  Building  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED — 666-72  Hudson  street,  339-49 
West  13th  street  and  342  West  14th  street,  Man¬ 
hattan. 

APPEARANCES — None. 

ACTION  OF  BOARD — Appeal  dismissed  for  lack  of  pros¬ 
ecution. 

'  THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


THE  RESOLUTION: 

(1088-24-A) 

Whereas,  the  Newtown  Building  Co.,  lessee,  filed,  Au¬ 
gust  30,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  339- 
49  West  13th  street,  342  West  14th  street  and  666-72 
Hudson  street,  Manhattan;  and 

Whereas,  the  appellant  has  failed  to  complete  his  pa¬ 
pers,  although  duly  notified  so  to  do. 

Resolved,  that  the  appeal  be  and  it  hereby  is  dismissed 
for  lack  of  prosecution. 


1004-24- A. 

APPELLANT — Joseph  H.  McGuire,  for  Sisters  of  St. 
Francis,  owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 415  West  51st  street,  Manhat¬ 
tan. 

APPEARANCES— 

P'or  Appellant:  Joseph  H.  McGuire. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


THE  RESOLUTION: 

(1004-24-A) 

Whereas,  Joseph  H.  McGuire,  for  Sisters  of  St.  Francis, 
owner,  filed,  August  5,  1924,  an  appeal,  with  the  board  of 
appeals,  from  orders  of  the  fire  commissioner,  affecting 
premises  415  West  51st  street,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  July 
7,  1924,  read: 


"No.  61847-F: 

“1.  Provide  a  sign  with  diagram  legibly  printed 
thereon  showing  exits,  hallways,  passageways,  stairs, 
fire  escapes,  etc.,  in  every  room  on  all  stories  of  the 
above  premises.  Sec.  21,  Ch.  12,  Code  of  Ordinances.” 
“No.  61848-F : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  attached  approved  lay¬ 
out.  Sec.  21,  Ch.  12,  Code  of  Ordinances.” 

“No.  61849-F : 

“1.  Comply  with  one  of  the  following  alternatives 
required  by  Section  21,  Chapter  12,  Code  of  Ordinances : 

“A.  Provide  a  watchman  *  *  *. 

“B.  Provide  an  approved  automatic  thermostatic  fire 
alarm  system  *  *  ; 

and 

Whereas,  the  building  is  fireproof,  five  stories  and  base¬ 
ment  in  height,  55  ft.  by  89  ft.  in  area ;  OCCUPIED  as  a 
hospital  and  nurses’  home,  79  persons  above  the  1st  story ; 
and 

Whereas,  appellant  contends  in  re :  Order  No.  61847-F, 
it  is  contemplated  extending  the  existing  building  and 
proper  exit;  signs  will  then  be  provided;  in  re:  Order 
No.  61848-F,  contends  a  fire  alarm  signal  is  installed  and 
proposes  to  incorporate  same  in  proposed  building,  and  in 
re :  Order  No.  61849-F,  contends  that  competent  trained 
nurses  make  hourly  inspections  of  all  parts  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
61847,  as  it  relates  to  signs,  be  and  it  hereby  is  affirmed, 
and  the  appeal  be  and  it  hereby  is  denied;  but  that  part  of 
Order  No.  61847,  relating  to  diagrams,  be  and  it  hereby 
is  modified,  and  the  appeal  be  and  it  hereby  is  granted  on 
condition  that  a  floor  diagram,  indicating  exits,  shall  be 
provided  on  wall  of  3rd  story  corridor ;  that  the  orders 
of  the  fire  commissioner,  No.  61848  (Item  1)  and  No.  61849 
(Item  1),  be  and  they  hereby  are  modified,  and  the  appeal 
as  to  these  orders  be  and  it  hereby  is  granted  on  condi¬ 
tion  that  day-and-night  patrol  and  nurses’  supervision  by 
registered  nurses  shall  be  maintained  at  all  hours. 


1065-24-A. 

APPELLANT — Emil  Guterman,  for  Chas.  S.  Carter,  owner. 
SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 410-24  Willoughby  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1065-24-A) 

Whereas,  Emil  Guterman,  for  Turner-Carter  Company, 
Inc.,  owner,  filed,  August  25,  1924,  an  appeal,  with  the 
board  of  appeals,  from  orders  of  the  fire  commissioner,  af¬ 
fecting  premises  410-24  Willoughby  avenue,  Brooklyn;  and 
Whereas,  the  orders  of  the  fire  commissioner,  dated  Au¬ 
gust  7,  1924,  read : 

“No.  61530-F : 

“2.  Provide  automatic  valve  alarm  for  sprinkler  sys¬ 
tem.  Sec..  20,  Ch.  12,  Code  of  Ordinances. 

“4.  Lower  hose  outlets  on  standpipe  risers  on  all 
stories,  so  that  they  will  not  be  less  than  5  feet  or 
more  than  6  feet  above  the  landings  of  stairways.  Sec. 
20,  Ch.  12,  Code  of  Ordinances. 

“6.  Provide  2(4  in.  outlet  with  proper  valves  for 
standpipe  lines  on  roof.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances.” 


i 
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"No.  61531-F : 

“1.  Provide  a  tank  on  roof  of  at  least  3300  gallons 
capacity  for  the  standpipe  system,  said  tank  to  be  so 
elevated  that  the  bottom  will  not  be  less  than  2U  feet 
above  the  roof  level. 

OR 

"Arrange  the  house  water  supply  pipe  so  that  same 
will  connect  with  tank  on  the  outside  thereof  above 
the  3500  gallon  mark  only  and  disconnect  the  0  in.  line 
supplying  the  sprinkler  system  from  present  tank  used 
for  supplying  standpipe  system.  Sec.  20,  Ch.  12,  Code 
of  Ordinances.”; 

and 

,  Whereas,  the  building  is  fireproof,  eight  stories  (.120 
ft.)  in  height,  200  ft.  by  00  it.  in  area;  OCCUPIED  for 
the  manufacture  of  shoes,  380  persons  above  the  1st  story; 
and 

Whereas,  appellant  contends  that  a  watchman  is  con¬ 
stantly  patrolling  the  building,  and  proposes  to  provide  8 
in.  concrete  blocks  located  on  the  floor  beneath  the  stand¬ 
pipe  outlets  in  each  story;  to  take  the  house  supply  above 
the  3,500  gallon  mark  on  the  house  tank  and  to  discon¬ 
nect  the  standpipe  system  from  the  sprinkler  supply  tank. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
61530,  as  it  relates  to  Items  2  and  1,  be  and  it  hereby  is 
affirmed,  and  the  appeal  as  to  these  two  items  be  and  it 
hereby  is  denied;  the  order  as  it  relates  to  Item  6  be  and 
it  hereby  is  modified,  and  the  appeal  as  to  this  item  be 
and  it  hereby  is  granted  only  so  far  as  it  affects  the  stand¬ 
pipe  at  the  westerly  end  on  condition  that  the  standpipe 
of  easterly  hallway  shall  be  carried  above  roof,  with  out¬ 
let  above  roof  level;  that  the  order  of  the  fire  commis¬ 
sioner,  No.  61531  be  and  it  hereby  is  modified,  and  the 
appeal  as  to  this  order  be  and  it  hereby  is  granted  on 
condition  that  not  less  than  a  3,500  gallon  reserve  shall 
be  maintained  for  the  standpipe,  separate  from  sprinkler 
supply;  and  that  the  house  supply  shall  be  taken  from  above 
the  3,500  gallon  reserve,  on  the  outside  of  reserve  tank. 


1115-24-A. 

APPELLANT — E.  B.  Dunn,  for  Broad  Street  Hospital 
Association,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  APFECTED — 123-129  Broad  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  Frank  Zwiesler. 

For  Administration:  Inspector  Lynch  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1115-24-A) 


Whereas,  E.  B.  Dunn,  for  Broad  Street  Hospital  Asso¬ 
ciation,  owner,  filed,  September  10,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commis¬ 
sioner,  affecting  premises  123-129  Broad  street,  Manhattan; 
and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25328- 
LC,  dated  August  27,  1924,  reads : 

“1.  Provide  a  fireproof  vault,  located  outside  of  the 
building,  in  which  to  keep  all  inflammable  X-ray  film. 
Said  vault  to  be  constructed,  located,  ventilated  and 
protected  in  accordance  with  plans  to  be  filed  with  and 
approved  by  the  Fire  Department.” ; 

and 

Whereas,  the  building  is  fireproof,  11  stories  in  height, 
45  ft.  by  40  ft.  in  area;  OCCUPIED  as  a  hospital,  15 
beds  per  story ;  and 


\\  HEREAS,  appellant  contends  the  X-ray  films  (about 
200  pounds,  enclosed  in  manila  envelopes)  are  stored  in  a 
cupola  on  the  roof  of  the  buildings,  and  proposes  to  pro¬ 
vide  tinclad  doors  at  the  openings  therein,  and  that  the  stair¬ 
way  to  the  roof  is  protected  with  a  fireproof  self-closing 
door. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  X-ray  film  stored  shall  be 
rest:  icted  to  hospital  records  and  limited  to  that  amount 
necessary  to  the  conduct  of  the  hospital,  stored  in  brick 
cupola  structure  above  level  of  main  roof,  with  no  vertical 
openings  therein;  that  the  two  openings  directly  to  the 
roof  shall  be  equipped  with  self-closing  hreproof  doors  pro¬ 
vided  with  rigid  metal  registers,  firmly  secured  in  upper¬ 
most  rails  of  doors. 


1135-24-A. 

APPELLANT— Audubon  Paper  Stock  Co.,  Inc.,  for  Car¬ 
mine  Gatti,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 521-523  East  19th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Carmine  Gatti. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACllON  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon. .  5 


Negative  .  o 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1135-24-A) 


\\  hereas,  Audubon  Paper  Stock  Co.,  Inc.,  for  Carmine 
Gatti,  lessee,  filed,  September  16,  1924,  an  appeal,  with  the 
board  of  appeals,  from  an  order  and  decision  of  the  fire 
commissioner,  affecting  premises  521-23  East  19th  street, 
Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  23360- 
LC,  dated  March  14,  1924,  reads: 

"With  reference  to  your  application,  dated  May  15, 
1923,  for  a  permit  to  maintain  a  non-storage  garage  at 
the  above  location,  I  regret  to  inform  you  that  I  am 
without  power  to  grant  such  permit  because  the  build¬ 
ing  is  of  frame  construction. 

“Section  5,  paragraph  4,  Chapter  5,  of  the  Code  of 
Ordinances  provides  that  ‘no  change  of  occupancy  or 
use  shall  be  made  in  any  *  *  *  now  existing  build¬ 
ing  *  *  *  unless  *  *  *  such  building  conforms  to  the 
provisions  of  the  building  code  with  respect  to  build¬ 
ings  hereafter  altered  for  the  proposed  new  occupancy 
or  use.’ 

‘Section  90,  Chapter  5,  of  the  Code  of  Ordinances, 
provides  that  *  *  no  frame  *  *  *  structure  shall  be 
hereafter  built  *  *  *  within  *  *  *  the  fire  limits.’ 

“You  are,  therefore,  ordered  to 

“1.  Remove  all  motor  vehicles,  the  fuel  tanks  of 
which  are  not  empty  and  to  discontinue  the  use  of  prem¬ 
ises  as  a  garage.”; 

and  the  decision  of  the  fire  commissioner,  dated  August  29, 
1924,  reads : 

‘We  have  at  your  request  re-inspected  your  garage 
at  321  East  19th  Street  with  regard  to  the  construc¬ 
tion  of  the  wall  at  the  East  side  of  the  garage.  We  find 
that  said  garage  is  closed  in  on  the  East  by  a  partition 
constructed  of  wood  on  the  garage  side  with  corrugated 
iron  fastened  to  it  on  the  other  side  in  the  paper  stock 
building,  No.  523.”; 

and 

W  hereas,  the  building  is  frame  and  brick  construction, 
one  story  in  height,  17  ft.  by  92  ft.  in  area;  OCCUPIED 
as  a  garage;  and 
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Whereas,  appellant  contends  the  garage  will  be  used  only 
for  the  storage  of  motor  vehicles  used  in  the  conduct  of 
the  business  and  that  the  present  partition  separating  the 
garage  from  the  frame  shed  is  metal  covered  on  the  shed 
side. 

Resolved,  that  the  order  and  decision  of  the  fire  commis¬ 
sioner  be  and  they  hereby  are  modified,  and  the  appeal  be 
and  it  hereby  is  granted  on  condition  that  the  garage  side 
of  existing  partition  and  ceiling  of  garage  area  shall  be 
covered  with  plaster  boards  and  metal ;  that  there  shall 
be  no  gasoline  equipment  maintained  on  premises ;  and  that 
there  shall  be  not  more  than  one  opening  in  the  dividing 
partition,  equipped  with  self-closing  fireproof  door. 


1140-24-A. 

APPELLANT — Chas.  Gottlieb  &  Sons,  Inc.,  for  Mrs.  Julia 
Fitzgerald,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 20  East  12th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Harry  Gottlieb  and  Martin  O. 
Koshken. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD- — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs,  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  ® 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1140-24-A) 

Whereas,  Chas.  Gottlieb  &  Sons,  Inc.,  for  Mrs.  Julia 
Fitzgerald,  owner,  filed,  September  17,  1924,  an  appeal,  with 
the  board  of  appeals,  from  an  order  of  the  fire  commissioner, 
affecting  premises  20  East  12th  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  25279- 
LC,  dated  August  23,  1924,  reads: 

“You  are  hereby  notified  that  an  inspection  of  prem¬ 
ises  20  East  12th  Street,  Manhattan,  used  for  the  stor¬ 
age  and  use  of  nitro-cellulose,  shows  that  the  follow¬ 
ing  must  be  done  before  permit  requested  by  you  can 
be  issued : 

“1.  Provide  an  approved  pressure  tank  water  sup¬ 
ply  in  addition  to  the  present  gravity  tank  water  sup¬ 
ply  for  the  sprinkler  system,  as  per  rules  6  and  37  of 
the  sprinkler  rules  of  the  Board  of  Standards  and 
Appeals.” ; 

and  .  ... 

Whereas,  the  building  is  fireproof,  12  stones  m  height, 
19.9  ft.  by  100  ft.  in  area;  OCCUPIED  as  a  tenant  factory, 
approximately  15  persons  on  each  story,  appellant  occupy¬ 
ing  the  top  story  for  the  manufacture  of  rhinestone  nov- 
cities  *  cind 

Whereas,  appellant  contends  the  building  is  located  in 
a  high  water  pressure  district,  and  is  equipped  with  a 
sprinkler  and  standpipe  system ;  that  a  large  amount  of 
money  was  expended  in  complying  with  previous  fire  de¬ 
partment  orders  and  great  hardship  would  result  if  com¬ 
pelled  to  comply  with  this  order. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  celluloid  shall  be 
limited  to  100  pounds,  stored  and  maintained  in  an  approved 
metal  cabinet,  set  in  recess  of  wall,  flush  with  face  of 
westerly  wall,  remote  from  the  stairs;  and  that  this  cellu¬ 
loid  use  shall  be  confined  to  the  top  story.. 


APPELLANT — George  M.  Wood,  for  Edith  C.  Bryce 
Estate,  owner.  ,  . 

SUBJECT— Appeal  from  order  of  fire  commissioner. 


PREMISES  AFFECTED — Northeast  corner  of  Maspeth 
avenue  and  Gardner  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  George  M.  Wood. 

For  Administration :  Inspector  Maher  of  fire  de- 
.  partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon...  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(855-24-A) 


Whereas,  Geo.  M.  Wood,  for  Edith  C.  Bryce  Estate, 
owner,  filed,  June  26,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  northeast  corner  Maspeth  avenue  and  Gardner 
avenue,  Bldg.  C,  Borough  of  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  57449- 
F,  dated  May  23,  1924,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof  *  ; 

and 

Whereas,  the  building  is  frame,  one  story  (40  ft.)  in 
height,  275  ft.  by  390  ft.  (irregular,  approximately  50,000 
sq.  ft.)  in  area;  OCCUPIED  for  the  manufacture  of  ce¬ 
ment  blocks  and  for  the  storage  of  Rochelle  salts  in  iron 
drums ;  and 

Whereas,  appellant  contends  the  building  is  isolated,  lo¬ 
cated  on  Newtown  Creek  and  available  to  fire  boat  protec¬ 
tion,  and  also  that  the  cost  of  the  installation  would  be 
in  excess  of  the  value  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  occupancy  be  restricted  to  its 
present  use — the  storage  of  cement  in  barrels,  cement  blocks 
and  Rochelle  salts  in  metal  drums — and  that  there  shall  be 
no  empty  wooden  barrels  stored  or  maintained  in  this 
structure.  f  ’’IF 


1039-24-A. 

APPELLANT— Lake  &  Sons  Realty  Corp.,  owner. 
SUBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 8919-8923  Fifth  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Appellant :  Charles  D.  Cords. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon. .  5 

Negative  .  ® 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1039-24-A) 

Whereas,  Lake  &  Sons  Realty  Corp.,  owner,  filed,  Au¬ 
gust  15,  1924,  an  appeal,  with  the  board  of  appeals,  from 
a  decision  of  the  superintendent  of  buildings,  affecting  prem¬ 
ises  8919-8923  Fifth  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
App.  No.  13680,  dated  June  25,  J924.  reads: 

“Proposition  as  to  change  in  occupancy  fr< om  a  pres¬ 
ent  5  car  garage  to  an  Automobile  Repair  Shop,  con¬ 
trary  to  Zone  Resolutions.  Article  2.  Section  4,  Par 
29  of  Zone  Resolutions.  Therefore  denied  for  prohibited 
use.” ; 
and 


1507 


/ 


MINUTES 


Whereas,  the  building  is  non-fireproof,  one  (1)  story  in 
height,  25  ft.  by  50  ft.  in  area;  located  in  a  business  dis¬ 
trict;  OCCUPIED  as  a  garage  for  five  (5)  motor  vehicles 
and  for  the  minor  adjustments  and  repairs  of  automobiles; 
and 

Whereas,  appellant  contends  that  there  are  no  lathes  or 
power  driven  machinery  other  than  electric  hand  drills ; 
and  that  the  present  building  replaced  an  automobile  re¬ 
pair  shop  that  had  been  in  operation  prior  to  1916;  and 

Whereas,  it  is  not  intended  to  conduct  or  maintain  a 
general  motor  vehicle  repair  shop  or  business. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  modified,  and  the  appeal  be  and  it 
hereby  is  granted  on  condition  that  repairs  and  minor  ad¬ 
justments  shall  be  limited  to  that  of  manual  operation, 
other  than  a  half -horsepower  electric  drill;  and  that  no 
signs  indicating  general  repair  work  be  displayed  or  ex¬ 
posed  on  premises. 


1169-24-A. 

APPELLANT — William  A.  Parfitt,  for  Mrs.  Eleanor  J. 
Macy  Garrett,  owner. 

SUBJECT — Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED — 8712  (display  8708)  Eighteenth 


avenue,  Brooklyn. 

APPEARANCES— 

For  Appellant :  William  A.  Parfitt. 

ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

'  Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 


fOVniT?oY«0AjRD“' Appea1  granted  on  condition. 

THEDVOTE-S_AS  specified  in  resoI^<>n. 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy 
Gunnison,  Connell  and  Fire  Chief  Kenlon  ’  5 
Negative  .  “ 

Absent :  Messrs.  Dowd  and  Holland  ' ’ * '  ’  ‘  *  2 
THE  RESOLUTION: 

„  (U83-24-A) 

f  September”  30  Gm™d'  G' 

.he  board  of  appeals,  (fom In  orders’  the 

iTnTand  8  Pre",iseS  421  West  I5«h  street.  Manta! 

I  C  rbCd'CC  °i!der„of  ,he  flrc  commissioner,  No.  25419- 

LG  dated  September  9,  1924,  reads : 

.  E”case  the  inside  storage  tank  with  four  inrh 

terra  cotta  or  eight  inches  of  approved  masonrv  as 

%R*  Sec  1-a  of  the  Fuel  Oil  Rule!”  * 

2.  Place  fuel  oil  storage  tank  or  tanks  in  nerma- 

nent  position  and  make  hydrostatic  test  in  the  presence 

of  an  inspector  from  the  Fire  Department,  as  per  Rule 

7,  <(Sec.  1-a  of  the  Fuel  Oil  Rules. 

5  Provide  a  hydrostatic  test  of  not  less  than 

utndred  pounds  per  square  inch  for  all  Grade  B  Fuel 

^u/Mes  ^  RUlC  25’  SCC-  2>  of  ^ 

12.  Provide  fuel  oil  burner  or  burners  of  a  tvne 
approved  by  the  Board  of  Standards  &  Appeals  *  as 
per  Rule  12  of  the  Fuel  Oil  Rules  PP  ’ 

2°.  Remove  all  fuel  oil  from  the  premises  until 
a  permit  has  been  issued  by  the  Fire  Comi^  lr  A 
per  Rule  16  of  the  Fuel  Oil  Rules  ”  •  missi0ner>  as 
and  ‘  ’ 


(1169-24-A) 

Whereas,  William  A.  Parfitt,  for  Eleanor  J.  Macy  Gar¬ 
rett,  owner,  filed,  September  26,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  8712  (display  8708)  Eigh¬ 
teenth  avenue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  superintendent  of  briildings, 
rendered  September  8,  1924,  reads : 

“Proposed  change  of  occupancy  of  the  three  story 
frame  building  occupied  at  present  by  lodge  room  and 
public  hall  on  the  third  floor  to  light  manufacturing 
purposes,  the  occupancy  of  the  1st  and  2nd  floors  re¬ 
maining  unchanged,  is  contrary  to  Art.  I,  Sec.  5,  Par. 
4  of  the  Code.”; 

and 

Whereas,  the  building  is  frame,  50  ft.  by  50  ft.  in  area 
at  1st  story  and  50  ft.  by  40  ft.  in  area  above ;  OCCU¬ 
PIED  at  present:  1st  story,  stores;  2nd  story,  dwelling; 
3rd  story,  lodge  rooms  and  public  hall,  200  persons ;  and 

Whereas,  appellant  proposes  to  change  the  occupancy  of 
the  3rd  story  to  factory  (light  manufacturing)  use,  20  per¬ 
sons  ;  and 

Whereas,  appellant  contends  the  factory  occupancy  is 
less  hazardous  than  the  existing  occupancy  on  the  3rd  story 
(lodge  rooms)  and  that  the  existing  means  of  egress  are 
adequate. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  appeal  be  and  it 
hereby  is  denied. 


20  ft.  by  52  ft.  in  area;  and  ICS  m  height 

coS“kAo£  a  NoLl'V’™"8  SyS*em  has  been  ins,alW 
consisting  °t  a  Nokol  Burner,  a  storage  tank  buried  out 

WhIk11"  if"1  a  55'gaIIon  auxiliary  tank;  and 
f  ?if ■  •  aPPella?t  contends  the  tank  was  tested  and 
hat  the  piping  was  installed  and  buried  prior  to  the  adon- 

forms'with  Z4  t  f  raj“  ”"d  th?'  ,he  :n=tal!a.ionacoT 
not  an  approved  burner.  “  ttat  ,he  burner  is 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
as  to  Item.  1  on  condition  that  the  tank  shall  be 
installed  and  maintained  in  accordance  with  the  rules  of  the 

2  hi** nd  lTdauds  -and  aPPeals ;  that  the  appeal  as  to  Item 
-  be  and  it  hereby  is  granted  so  far  as  it  affects  test  pro¬ 
vided  a  certificate  of  factory  test  is  filed  with  fire  commis¬ 
sioner,  and  that  the  tank  shall  be  set  and  installed  in  ac¬ 
cordance  with  the  fuel  oil  rules ;  that  the  appeal  as  to 
Item  5  be  and  it  hereby  is  granted  on  condition  that  stand¬ 
ard  wrought-iron  pipe  shall  be  used  throughout  the  equip- 
ment;  appeal  as  to  Item  12  be  and  it  hereby  is  granted 

Sn  ct \d\\ton  th.at  th.e,  01J  burning  equipment  and  installa- 
tion  shaH  comply  with  the  fuel  oil  rules  of  the  board  of 
standards  and  appeals  in  all  other  respects  and  that  the 
hre.  door  of  furnace  shall  be  equipped  with  self-closing 
device ;  and  appeal  as  to  Item  20  be  and  it  hereby  is  granted 
on  condition  that  all  the  other  conditions  laid  down  in  this 
resolution  shall  be  complied  with  within  twenty  (20)  days. 


1183-24-A. 

APPELLANT— Cornell  Utilities  Co.,  Inc.,  for  Gertrude 
G.  Anstie,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 421  West  154th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Wm.  Porter. 

For  Administration;  Inspector  Lynch  of  fire  de¬ 
partment. 


-William  F.  Doyle,  for  Gristede  Brothers, 


1  304-24-A. 

APPELLANT- 
owners. 

BJECT  Appeal  from  decision  of  fire  commissioner 
PREMISES  AFFECTED — Southwest  corner  of  East  128th 
,  ^  street  and  Park  avenue,  Manhattan. 
APPEARANCES— 


For  Appellant:  William  F.  Doyle. 

For  Administration :  Inspector  Carroll  of  fire  de¬ 
partment. 
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ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon. .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1304-24-A) 


Whereas,  William  F.  Doyle,  for  Gristede  Bros.,  owners, 
filed,  November  6,  1924,  an  appeal,  with  the  board  of  ap¬ 
peals,  from  a  decision  of  the  fire  commissioner,  affecting 
premises  southwest  corner  East  128th  street  and  Park  ave¬ 
nue,  Manhattan ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt. 
N.  B.  App.  No.  1622-24,  dated  November  5,  1924,  reads: 

“1.  A  storage  garage  is  not  permitted  within  20  ft. 
of  the  nearest  wall  of  a  church.  Section  151,  Subdivi¬ 
sion  E,  Chapter  10,  Article  11,  Code  of  Ordinances.”; 
and 

Whereas,  the  building  is  fireproof,  two  stories  in 
height,  99  ft.  11  in.  by  80  ft.  in  area;  OCCUPIED  as  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  and 

Whereas,  appellant  contends  that  a  portion  of  the  wall 
of  the  church  is  within  5  ft.  of  the  wall  of  the  garage; 
but  that  the  rear  and  gable  walls  of  the  garage  are  un¬ 
pierced  ;  that  the  gasoline  tanks  will  be  located  at  a  point 
farthest  from  the  church  and  that  there  will  be  no  ve¬ 
hicular  exit  or  entrance  on  the  same  street  with  the 
church. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  rear  wall  of  this  structure 
shall  be  unpierced  throughout  its  entire  height  and  length, 
and  that  there  be  no  openings  of  any  kind — skylights  or 
otherwise — within  twenty  (20)  feet  of  lot  line  of  premises 
under  appeal. 


485-24-A. 

APPELLANT — Herbert  Rohrbach,  Inc.,  owner. 

SUBJECT — (Application  for  reopening — appeal  from  order 
of  fire  commissioner. 

PREMISES  AFFECTED — 1850-1854  Grand  Concourse, 
The  Bronx. 

APPEARANCES— 

For*  Appellant :  Albert  Rohrbach. 

ACTION  OF  BOARD — Extension  of  permit  granted  for 
ninety  days. 

THE  VOTE  TO  GRANT  EXTENSION  OF  PERMIT— 
Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  . -. .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(485-24-A) 


Whereas,  Herbert  Rohrbach,  Inc.,  owner,  filed,  April 
4,  1924,  an  appeal,  with  the  board  of  appeals,  from  an 
order  of  the  fire  commissioner,  affecting  premises  1850-54 
Grand  Concourse,  The  Bronx ;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated 
March  13,  1924,  reads : 

■“1.  Discontinue  storage  and  use  of  fuel  oil  in  these 
premises  until  plans  have  been  filed  with  and  approved 
by  this  Department  and  necessary  tests  have  been  made. 
“2.  Discontinue  use  of  unapproved  burner. 

“3.  Discontinue  use  of  unapproved  pump.” ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  in  height,  68  ft.  by  24  ft.  (irregular)  in  area; 
OCCUPIED  as  a  furrier’s  shop,  10  persons  in  entire  prem¬ 
ises  ;  and 

Whereas,  appellant  contends  installing  a  fuel  oil  burn¬ 
ing  system  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals,  excepting  for  the  burner  (“Power- 


light")  and  the  pump,  and  requests  acceptance  of  this  in¬ 
stallation  ;  and 

Whereas,  this  appeal  was  granted  by  the  board  at  its 
meeting  June  24,  1924,  for  a  temporary  period  of  90  days, 
and^  appellant  requested  an  extension  of  the  time. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  ninety  (90)  days  from 
the  date  of  this  action  on  condition  that  the  installation 
of  the  fuel  oil  burning  equipment  shall  comply  with  the 
fuel  oil  rules  of  the  board  of  standards  and  appeals  in  all 
other  respects. 


BUILDING  ZONE  CASES. 

992-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Vincent  Scuderi, 
owner. 

SUBJECT-  Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— Southeast  corner  of  Trimble 
place  and  Roosevelt  avenue,  Ridgewood,  Queens 
APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  W.  M.  Smith.’ 

ACTION  OF  BOARD— Laid  over  to  January  20,  1925,  at 
2  p.  m.,  on  request  of  applicant. 


1092-24-BZ. 

APPLICANT — John  W.  Clancy,  for  Michael  Naftal, 
owner. 

SUBJECT- — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  .a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 331  East  184th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Morris  Sachs. 

For  Opposition:  Giacomo  Di  Gaetano,  Michael  T. 

MoGlynn. 

ACTION  OF  BOARD — Laid  over  to  February  3,  1925,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


1155-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Mary  McHenry, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  ‘a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTEDi — 1784-92  Park  place,  Brooklyn. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Several  objectors;  appearances 
not  noted. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  applicant. 


1007-24-BZ. 

APPLICANT — R.  Thomas  Short,  for  Homack  Const.  Co., 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
'extending  from  a  business  district  the  erection  and 
maintenance  of  a  building  to  be  used  for  theatre 
and  store  purposes. 

PREMISES  AFFECTED — 102-12  to  20  East  Roosevelt 
avenue,  Corona,  Borough  of  Queens. 
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APPEARANCES— 

For  Applicant:  George  F.  Walker. 

For  Opposition:  John  L.  Bryan. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


1038-24-BZ. 

APPLICANT— Charles  D.  Cords,  for  Quartin-Handler 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 750-760  New  York  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Charles  D.  Cords. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  subject  to  amendment  to  7-g  and  fixing 
of  area. 


1089-24-BZ. 

APPLICANT — Richard  J.  Cullinan,  for  Zengendal  Realty 
Co.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 532  West  135th  street  and  529- 
533  West  134th  street,  Manhattan 

APPEARANCES— 

For  Applicant :  Richard  J.  Cullinan. 

For  Opposition:  Benjamin  F.  Fanger,  N.  Kabro- 
witz,  William  Reese,  Morris  Duskis. 

ACTION  OF  BOARD— Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  applicant’s  representative. 


1031-24-BZ. 

APPLICANT — Emil  Guterman,  for  Celestino  Garcia,  lessee. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  business  district  the  maintenance  of 
parking  space  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 573  Surf  avenue,  Brooklyn. 

APPEARANCES— None. 

ACTION  OF  BOARD — Chairman  read  request  to  with¬ 
draw.  Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


1028-24-BZ. 

APPLICANT— Magnuson  &  Kleinert,  for  Emma  Fribourg, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 405-415  Montgomery  street. 
Brooklyn. 

APPEARANCES— 

For  Applicant :  Hugo  E.  Magnuson. 

For  Opposition:  Joseph  A.  Reilly,  E.  T.  Geer, 
Samuel  Pogach  and  M.  Schoenfeld. 

ACTION  OF  BOARD — Application  withdrawn.  # 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


1112-24-BZ. 

APPLICANT — James  J.  F.  Gavigan,  for  Jennie  L.  Rohan, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  alter¬ 
ation  and  extension  of  an  existing  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 653  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Gavigan  and  J.  Rohan. 
For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT  ON  CONDITION— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison  and  Connell  .  4 

Negative:  Fire  Chief  Kenlon  .  l 

Absent :  Messrs.  Dowd  and  Holland  .  2 


187-24-BZ. 

APPLICANT — Elias  B.  Goodman,  lessee. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  change  of  occupancy  from  a  stable  to  a 
chicken  slaughter  house. 

PREMISES  AFFECTED— 327-329  East  111th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack  of 
prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 


Negative  .  o 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION : 

(187-24-BZ) 


Whereas,  Elias  G.  Goodman,  lessee,  filed,  February  7, 
1924,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  alteration  and  change  of 
occupancy  of  a  stable  to  a  chicken  slaughter  house;  prem¬ 
ises  327-29  East  111th  street,  Manhattan;  and 
Whereas,  the  applicant  has  failed  to  complete  his  pa¬ 
pers,  although  duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


792-24-BZ. 

APPLICANT — Emil  Guterman,  for  Anna  Claussen,  owner. 
SUBJECT — Application  (re:  order  of  fire  commissioner)  to 
permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  three  (3)  pleasure  mo¬ 
tor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

PREMISES  AFFECTED — 523  Ovington  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition :  None. 

ACTION  OF  BOARD — -Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(792-24-BZ) 


Whereas,  Emil  Guterman,  for  Anna  Claussen,  owner 
filed,  June  13,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  main¬ 
tenance  of  a  garage  for  the  storage  of  three  (3)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons  qpt  re¬ 
siding  on  the  premises ;  premises  523  Ovington  avenue, 
Brooklyn;  and 


MINUTES 


Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December  9, 
1924,  alter  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Ovington  avenue  is  a  resi¬ 
dence  district,  Fifth  avenue  and  Bay  Ridge  avenue  are 
business  districts ;  and 

Whereas,  the  order  of  the  lire  commissioner,  dated  June 
6,  1924,  in  acting  on  Order  No.  87761-LC,  reads: 

“1.  Discontinue  the  maintenance  of  a  garage  in  which 
are  kept  motor  vehicles  that  are  subject  to  charges  for 
storage. 

"2.  Discontinue  the  maintenance  of  a  garage  in  which 
are  kept  motor  vehicles  that  are  not  the  property 
of  persons  residing  in  a  dwelling  on  the  same  lot.”; 

and 

Whereas,  the  existing  building  is  of  noil-fireproof  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  27  ft. 
2 Yz  in.  and  a  depth  of  19  ft.;  occupied  as  a  garage  for 
three  pleasure  motor  vehicles,  space  rented  to  persons  not 
residing  on  premises ;  and 

Whereas,  it  appears  that  the  owner  received  a  permit 
indicating  permission  to  maintain  a  garage  at  time  of  pur¬ 
chase  and  that  there  would  be  hardship  in  depriving  her 
of  this  use  at  the  present  time. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  capacity 
of  the  garage  be  limited  to  three  automobiles  of  the  pleas¬ 
ure  car  type,  space  for  two  of  which  may  be  rented  to 
persons  not  residing  on  the  premises ;  and  this  permit  is 
granted  and  limited  for  a  period  of  two  years  only,  from 
the  date  of  this  action. 


1173-24-BZ. 

APPLICANT! — George  Hoffman,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — West  side  Lafayette  avenue, 
126.35  ft.  south  of  Cooper  avenue,  Glendale,  Queens. 
APPEARANCES— 

For  Applicant :  George  Hoffman. 

For  Opposition — None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon. .  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(1173-24-BZ) 

Whereas,  George  Hoffman,  owner,  filed,  September  28, 
1924,  an  application,  under  the  building  zone  resolution,  to 
permit  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles ;  premises  west  side  Lafayette  avenue,  126  ft.  south 
of  Cooper  avenue,  Glendale,  Borough  of  Queens ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December  9, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lafayette  avenue,  Fosdick 
avenue  and  Luther  place  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  10,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  15117-24,  reads: 

“The  erection  of  a  garage  for  more  than  five  cars 
prohibited  in  a  business  district.” ; 

and 


Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  60  ft. 
and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  94  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  side  and 
rear  walls  be  unpierced  throughout  their  entire  height  and 
length;  that  the  roof  shall  be  of  fiat  design  and  construc¬ 
tion  ;  that  any  gasoline  storage  equipment  shall  be  placed 
at  the  extreme  front  of  the  structure;  that  the  front  ele¬ 
vation,  other  than  the  show  windows,  shall  be  finished  in 
face  brick,  panel  design,  with  architectural  terra  cotta  or 
stone  trimmings  or  stucco  finish;  and  that  all  permits  nec¬ 
essary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  months  and  the  building  completed  within  eigh¬ 
teen  months  from  the  date  of  tlys  action. 

713-23-BZ. 

APPLICANT — Louis  F.  Waillant,  for  Elias  Burack,  owner. 
SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles. 
PREMISES  AFFECTED — 493-501  Leonard  street,  Brook- 

APPEARANCES— 

For  Applicant :  Louis  F.  Waillant. 

For  Opposition :  None. 

ACTION  OF  BOARD — 'Granted  thirty -day  extension  of 
time  to  obtain  necessary  permits. 

THE  VOTE  TO  EXTEND  TIME  TO  OBTAIN  PER¬ 
MITS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon..  5 

Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 

(713-23-BZ) 

Whereas,  Louis  F.  Waillant,  for  Elias  Burack,  owner, 
filed,  June  8,  1923,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  premises  493-501  Leonard  street, 
Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  September 
18,  1923,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Leonard  street,  Manhattan 
avenue  and  Driggs  avenue  are  business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  May  22,  1923,  in  acting  on  N.  B.  App.  No. 
9163-23,  reads: 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Sec.  4.  A  public  garage  in  a  business 
district.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  85 
ft.  and  a  depth  of  91  ft.  6l/2  in.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  garage  for  more  than 
five  motor  vehicles ;  and 

Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  September  18,  1923,  on  certain  conditions,  and 
applicant  requested  an  extension  of  the  time  limit  set  in 
which  to  obtain  permits. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regula- 
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tions  of  the  building  zone  resolution,  and  that  the  appli¬ 
cation  be  and  it  hereby  is  granted  on  condition  that  the 
gable  walls  be  unpierced  throughout  their  entire  height  and 
length;  that  there  be  no  vehicular  exit  or  entrance  on 
Manhattan  avenue,  that  not  more  than  one  emergency 
lire  exit  not  exceeding  3  ft.  8  in.  in  width  be  permitted 
on  Manhattan  avenue  front;  that  the  front  elevations  be 
finished  with  face  brick  and  architectural  terra  cotta  or 
stone  trimmings;  that  the  sills  of  any  windows  on  Man¬ 
hattan  avenue  shall  be  not  less  than  6  ft.  above  grade; 
that  the  roof  shall  be  of  flat  design  and  construction; 
that  any  skylights  installed  shall  be  glazed  with  plain 
glass,  protected  above  and  below  with  wire  guards ;  that 
the  ceiling  of  the  garage  shall  be  fire-retarded  in  accord¬ 
ance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals  ;  that  the  garage  shall  be  provided  with  standpipe 
equipment  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals ;  and  that  the  necessary  permits  be 
obtained  within  30  days  and  the  building  erected  within 
four  months  from  the  date  of  this  action. 

- # - - 

AREAS  FIXED. 

(1242-23-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  242- 
270  East  98th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  East  98th  street  from  Lenox  road  to 
a  point  200  ft.  north  of  Tapscott  street.  Both  sides 
of  Hunterfly  road  (Kings  highway)  and  Tapscott  street 
from  Rockaway  parkway  to  Dumont  avenue.  Both  sides 
of  Howard  avenue  from  East  98th  street  to  a  point 
100  ft.  north  of  Livonia  avenue.  Both  sides  of  Livonia 
avenue  from  East  98th  street  to  a  point  100  ft.  east 
of  Howard  avenue,  also  the  east  side  of  Rockaway 
parkway  from  Hunterfly  road  (Kings  highway)  to  a 
point  160  ft.  south  of  Hunterfly  road  (Kings  highway). 


(531-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
William  H.  Wiley,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  maintenance  of  a  garage;  premises  728  East  224th  street, 
The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  224th  street  from  a  point  100  ft.  east 
of  White  Plains  avenue  to  Barnes  avenue,  also  the 
properties  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 


(850-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Philip  J.  Sinnott,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage ;  premises  west 
side  of  Broadway,  502  ft.  north  of  240th  street,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Broadway  from  Parkway  street  to  a 
point  400  ft.  south  of  proposed  garage;  also  the  prop¬ 
erty  at  rear  and  for  a  distance  of  50  ft.  on  either 
side  of  the  side  lot  lines  of  the  premises  in  question. 


(892-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
John  E.  Murphy,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  1356 
St.  Marks  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  St.  Marks  avenue  from  Buffalo  ave¬ 
nue  to  Ralph  avenue,  also  the  property  at  rear  and 
for  a  distance  of  50  ft.  on  either  side  of  the  side  lot 
lines  of  the  premises  in  question. 


(1087-24-BZ) 

1  he  chairman  presented  and  read  a  communication  from 
William  F.  Doyle,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for 
the  erection  and  maintenance  of  a  garage;  premises  east 
side  of  Jerome  avenue,  50  ft.  south  of  Clifford  place  The 
Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jerome  avenue  from  Featherbed  lane 
and  East  174th  street  to  a  point  400  ft.  north  of  pro¬ 
posed  garage;  both  sides  of  Clifford  place  from  Jerome 
avenue  to  Townsend  avenue;  also  the  west  side  of 
Townsend  avenue  from  Clifford  place  to  a  point  190 
ft.  south  of  Clifford  place. 


(1400-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Walter  H.  Volckening,  requesting  the  board  to  fix  the  area 
of  notification  deemed  affected  by  permit  for  the  erection 
and  maintenance  of  a  garage;  premises  east  side  of  Jerome 
avenue,  from  168th  to  169th  streets,  The  Bronx. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Jerome  avenue,  River  avenue  and 
Gerard  avenue  from  a  point  400  ft.  south  of  proposed 
garage  to  a  point  200  ft.  north  of  169th  street.  Both 
sides  of  168th  street  and  169th  street  from  Jerome 
avenue  to  Walton  avenue,  also  both  sides  of  169th  street 
from  Jerome  avenue  to  Inwood  avenue.  " 


(1403-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Magnuson  &  Kleinert,  requesting  the  board  to  fix  the  area 
of  notification  deemed  affected  by  permit  for  the  erection 
and  maintenance  of  a  garage;  premises  southeast  corner 
of  Avenue  U  and  West  12th  street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Avenue  U  from  West  13th  street  to  a 
point  400  ft.  east  of  proposed  garage.  Both  sides  of 
West  12th  street  from  a  point  100  ft.  south  of  86th 
street  to  a  point  400  ft.  north  of  proposed  garage. 
Both  sides  of  86th  street  from  West  11th  street  to 
West  13th  street,  also  the  west  side  of  West  11th 
street  from  Avenue  U  to  a  point  150  ft.  south  of  Ave¬ 
nue  U. 


Adjourned  1  p.  m. 

William  J.  O’Gorman,  Secretary. 


NOTICE 


BUILDING  CODE  ON  SALE.  ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the  Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth  Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  $1;  by  mail,  $1.08.  street.  Price,  25c;  by  mail,  27c. 
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BOARD  OF  APPEALS. 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  9,  1924. 
Present :  Chairman  Walsh,  Messrs.  Kennedy,  Gunni¬ 
son,  Connell  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

785-24-A. 

APPELLANT — Philip  J.  Sinnott,  for  Harry  Schneider, 
owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 

PREMISES  AFFECTED — 6118  Rockaway  Beach  boule¬ 
vard,  Arverne,  Queens. 

APPEARANCES— 

For  Appellant :  Philip  J.  Sinnott. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


383-24-A. 

APPELLANT — Weber,  McLoughlin  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Foot  of  30th  street  and  North 
River,  Manhattan. 

APPEARANCES— 

For  Appellant:  Joseph  A.  McLoughlin. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


432-24-A. 

APPELLANT — John  T.  Dooling,  for  Listoroel  Realty  Co., 
Inc.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 509-517  West  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
2  p  m.,  for  final  disposition. 


478-24- A. 

APPELLANT — The  Silver  Slipper  Corp.,  sub-lessee;  Chel¬ 
sea  Exchange  Bank,  lessee. 

SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway.  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD— Laid  over  to  December  16,  1924, 
at  10  a.  m. 


1049-24-A. 

APPELLANT — William  F.  Conran,  for  Sun.  Co.,  owner. 
SUB  TECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— East  avenue  and  Newtown 
Creek,  Long  Island  City,  Queens. 
APPEARANCES— 

For  Appellant :  William  F.  Conran. 

ACTION  OF  BOARD— Laid  over,  to  January  6,  1925,  at 
2  p.  m.,  subject  to  inspection  by  a  committee  of 
board. 


1096-24-A. 

APPELLANT — Frederick  Fox  &  Co.,  for  Esther  Polskv, 
owner. 

SUBJECT — Appeal  from  order  of  fine  commissioner. 
PREMISES  AFFECTED— 30  Great  Jones  street.  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant:  Alexander  C.  McNulty,  Martin  H. 
Murphy,  assistant  corporation  counsel. 


ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
2  p.  m.,  on  request  of  corporation  counsel’s  repre¬ 
sentative. 


854-24-A. 

APPELLANT — Albert  Hartman,  owner. 

SLTBJECT— Appeal  from  decision  of  superintendent  of 
buildings. 

PREMISES  AFFECTED— 6-8  East  1st  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Appellant :  J.  W.  Keller. 

ACTION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


976-24-A. 

APPELLANT — Emil  Guterman,  for  Nellie  Voit,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 36  Devoe  street,  Brooklvn. 
APPEARANCES— 

For  Appellant :  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy. 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 

Negative  .  0 

Absent :  Messrs.  Holland  and  Dowd  .  2 

THE  RESOLUTION : 

(976-24-A) 

Whereas,  Emil  Guterman,  for  Nellie  Voit,  owner,  filed, 
July  28,  1924,  an  appeal,  with  the  board  of  appeals,  from 
an  order  of  the  fire  commissioner,  affecting  premises  36 
Devoe  street,  Brooklyn ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  53441- 
F,  dated  January  26,  1924,  reads : 

“11.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  east,  west  and  at  rear  sides  of 
building,  or  other  approved  protection,  as  per  Sec.  375, 
Article  18,  Oiapter  5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  100  ft.  in  area  on  the  1st  story.  20  ft.  by 
95  ft.  in  area  on  the  2nd,  3rd  and  4th  stories  and  20  ft.  by 
40  ft.  in  area  on  the  5th  story;  OCCUPIED  as  a  factory; 
and 

Whereas,  in  the  westerly  wall  of  the  building  there  are 
four  windows  on  the  2nd  story,  14  windows  on  the  3rd  and 
4th  respective  stories  and  six  windows  on  the  5th  story 
within  50  ft.  of  the  roof  of  a  two-storv  building  occupied 
«s  a  carpenter  shop,  to  the  west ;  and  nine  windows  on  the 
the  3rd  and  4th  respective  stories  and  four  windows  on  the 
5th  story  within  50  ft.  of  the  roof  of  a  two-story  frame 
dwelling  to  the  east ;  and 

Whereas,  appellant  contends  that  all  the  windows  on  the 
story  immediately  above  the  roofs  of  the  adjoining  build¬ 
ings  are  protected  with  iron  shutters. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  profited  only  so  far  as  it  affects  the  openings  in  the 
rear  wall  and  in  other  respects  denied. 
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984-24-A. 

APPELLANT— John  W.  Smith,  for  Antonio  Pagano, 
lessee. 

SUBJECT — Appeal  from  order  of  fine  commissioner. 

1 'REMISES  AFFECTED — 87  Nassau  street,  Manhattan. 
APPEARANCES— None. 

For  Appellant:  John  W.  Smith. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Holland  and  Dowd  .  2 

THE  RESOLUTION: 

(984-24-A) 


Whereas,  John  W.  Smith,  for  Antonio  Pagano,  lessee, 
filed,  July  30,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
87  Nassau  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner,  No.  24957- 
LC,  dated  July  11,  1924,  reads: 

“Referring  to  your  application  for  permit  to  keep 
one  pound  magnesium  flashlight  powder,  you  are  here¬ 
by  informed  that  your  application  has  been  disap¬ 
proved  pursuant  to  a  resolution  adopted  by  the  Board 
of  Hazardous  Trades  on  March  2,  1923,  because  there 
is  a  cigar  store  (Surbrug’s)  on  the  ground  floor  of 
the  building  (being  No.  136  Fulton  Street). 

“You  are  therefore,  hereby,  ordered  to: 

“1.  Remove  all  magnesium  or  other  flashlight  pow¬ 
der  from  the  premises.”; 
and 

Whereas,  the  building  is  fireproof,  ten  stories  in  height, 
113  ft.  9  in.  by  57  ft.  10  in.  in  area.  OCCUPIED:  1st 
story,  cigar  store  and  offices  ;  upper  stories,  offices,  approxi¬ 
mately  25  persons  per  story,  appellant  occupying  the  top 
story  as  a  photographic  studio;  and 
Whereas,,  appellant  contends  the  flashlight  powder  used  is 
non-combustible  and  non-explosive,  stored  in  a  fireproof 
metal  container,  and  that  it  is  located  more  than  200  ft. 
from  the  cigar  store. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  apepal  be  and  it  hereby  is 
granted  on  condition  that  the  quantity  of  magnesium  pow¬ 
der  on  the  premises  shall  not  exceed  one  (l)  pound,  to 
be  maintained  in  a  metal  container,  confined  to  the  top 
story. 


975-24-A. 

APPELLANT — Burns-Langan  Fire  Prevention  Co.,  Inc., 
for  Realty  Builders  Corp.,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 312-316  East  96th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  James  Langan. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  .'.  5 


Negative  .  0 

Absent :  Messrs.  Holland  and  Dowd  .  2 

THE  RESOLUTION: 

(975-24-A) 


Whereas,  Burns-Langan  Fire  Prev.  Co.,  for  Realty 
Builders  Corp.,  owner,  filed,  July  28,  1924,  an  appeal,  with 
the  Board  of  Appeals,  from  orders  of  the  fire  commis¬ 
sioner,  affecting  premises  312-16  East  95th  street,  Manhat¬ 
tan  ;  and 


Whereas,  the  orders  of  the  fire  commissioner  read : 

No.  60375-LF,  dated  June  6,  1924 — 

“1.  Place  the  present  Siamese  connections  for  sprin¬ 
kler  system  at  least  18  in.  and  not  more  than  2  ft. 
above  the  sidewalk  in  a  horizontal  position  accessible 
to  the  Fire  Dept.” 

No.  60376-F,  dated  June  12,  1924 — 

“1.  Repair  and  place  sprinkler  system  in  proper 
working  condition.” ; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  80  ft.  by  90  ft.  in  area ;  OCCUPIED  as  marble 
works  and  wood  working,  64  persons  in  entire  building; 
equipped  with  a  sprinkler  system;  and 
Whereas,  appellant  contends  that  the  Siamese  connection 
with  the  sprinkler  system  has  been  in  place  for  20  years, 
is  4  ft.  4  in.  above  the  sidewalk,  and  it  would  be  nec¬ 
essary  to  cut  through  a  16  in.  wall  to  comply  with  the 
order ;  and  that  the  sprinkler  system  is  in  good  condition. 

Resolved,  that  the  orders  of  the  fire  commissioner  be 
and.  they  hereby  are  modified,  and  the  appeal  he  and  it  here¬ 
by  is  granted  on  condition  that  the  existing  sprinkler  tank 
shall  be  heated ;  that  it  shall  be  provided  with  a  4  in. 
emergency  valve  and  a  high-and-low  water  alarm;  that  an 
iron  ladder  shall  be  provided  from  roof  to  top  of  tank; 
that  an  approved  check  valve  shall  be  provided  at  the  upper 
level ;  that  all  control  valves  shall  be  sealed  open ;  that 
standard  sprinkler  heads  shall  be  provided  where  necessary ; 
that  a  drip  valve  shall  be  installed  between  the  lower  check 
and  Siamese  connection,  and  a  cap  provided  on  the  Siamese; 
and  that  all  work  shall  be  installed  in  accordance  with 
the  standpipe  rules  and  the  entire  system  subjected  to  a 
pressure  test  of  150  pounds  when  work  is  completed. 

1093-24-A. 

APPELLANT — Edward  P.  Doyle,  for  Crown  Heights 
Bldg.  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 421  Crown  street,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edward  P.  Doyle. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  o 

Absent :  Messrs.  Holland  and  Dowd  .  2 

THE  RESOLUTION: 

( 1093-24-A) 


Whereas,  Edward  P.  Doyle,  for  Crown  Heights. Build¬ 
ing  Corp.,  owner,  filed,  September  3.  1924,  an  apn»-a’l,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner.  affecting  premises  421  Crown  street,  Brooklyn ; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  1726-1923,  datod  Tune  14,  1924,  reads: 

“1.  File  a  detailed  drawing  of  tank,  such  drawing 
to  show  the  width  of  flange  type  of  weld  or  if  riveted 
the  diameter  of  rivets  and  spacing  of  same. 

‘2.  Tank  over  1100  gal.  capacity  must  be  provided 
with  a  manhole.” ; 

and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  1726-23.  dated  October  4,  1924,  reads: 

“3.  Pumps  must  not  be  located  below  tanks  unless 
heavy  oil  is  used  having  a  gravity  of  not  more  than 
18  degrees  Beaume  and  where  the  top  of  tank  is 
not  more  than  10  feet  above  pump  as  per  Rule  11.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  100  ft.  by  127  ft.  9J4  in.  in  area:  OCCUPIED  as 
an  apartment  house,  the  cellar  being  occupied  as  a  boiler 
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room.  It  is  proposed  to  install  a  fuel  oil  burning  equip¬ 
ment  with  a  4,000-gallon  buried  tank;  and 

Whereas,  appellant  contends  that  the  tank  has  been 
placed  in  position  and  the  burners  installed,  and  contends 
that  the  tank  was  installed  under  the  former  fuel  oil  rules, 
which  did  not  require  a  manhole;  and  that  the  tank  is  now 
completely  encased  in  12  in.  concrete  buried  4  ft.  0  in.  be¬ 
low  the  street  court;  and  that  it  would  be  a  hardship 
to  expose  the  tank. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  apepal  be  and  it  hereby 
is  granted  on  condition,  as  to  item  1,  that  appellant  file 
shop  drawings  and  factory  certificate  as  to  tank;  as  to 
item  2,  that  the  existing  tank  installation  shall  not  be  in¬ 
creased  unless  complying  with  the  rules  as  now  in  force; 
and  as  to  item  3,  that  the  operation  of  the  plant  shall 
be  confined  to  Grade  "A'’  oil  and  subject  to  the  rules  of 
the  board  of  standards  and  appeals  aliecting  such  oil  use; 
and  that  the  installation  shall  comply  with  the  fuel  oil 
rules  in  all  other  respects. 


BUILDING  ZONE  CASES. 

1191-23-BZ. 

APPLICANT — Nathan  Langer,  architect,  on  behalf  of 
Commonwealth  Savings  Bank,  owner. 

SUBJECT — Application  fre:  decision  of  superintendent  of 
buildings )  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 425-431  West  209th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Louis  Adler. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925, 
at  2  p.  m.,  on  request  of  appellant’s  representative; 
to  file  consents. 


276-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings;  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 4146-58  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  None. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1924, 
at  10  a.  m.,  for  full  vote  of  board. 


1242-23-BZ. 

APPLICANT — 'William  F.  Doyle,  for  Samuel  Harding, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 242-270  East  98th  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Joseph  A.  Solovei,  Grover  M. 

Moscowitz,  Mary  Weegner,  Hannah  Hirsch,  Dora 
Rommer,  Isidor  Greenspan,  Alderman  Campbell. 

ACTION  OF  BOARD— Laid  over  to  January  6,  1925,  at 
2  p.  m. ;  to  obtain  consents  within  the  amended 
area. 


922-24-BZ. 

APPLICANT— McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “business  two  times  height 


district’’  the  erection  of  the  street  walls  of  a 
building  to  a  height  exceeding  the  limit  prescribed 
by  the  building  zone  resolution. 

PREMISES  AT  l'ECT ED — l-ll  East  58th  street,  2-14  East 
59th  street,  761-767  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Applicant:  Benjamin  F.  Schreiber. 

For  Opposition:  Yorke  Allen  and  others. 

ACTION  OF  BOARD — Laid  over  to  December  16,  1924, 
at  10  a.  m.,  on  request  of  objector’s  attorney. 


811-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Hattie  W.  Ayer, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 495-499  East  171st  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  Jacob  Feld,  Dr.  Charles  Bartells, 
Emil  Meyer,  Rose  Morriss,  Philip  Wiener. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
2  p.  m.,  pending  inspection  and  report  by  commit¬ 
tee  of  the  board. 


812-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Sadie  Corn,  owner. 

SUBJECT' — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  business  building  which 
was  erected  under  a  previous  resolution  of  the 
board. 

PREMISES  AFFECTED — 101-107  West  188th  street  and 
2451-2457  University  avenue,  The  Bronx. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m. 


287-24-BZ. 

APPLICANT— David  M.  MacConnell. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 524  Jackson  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  David  M.  MacConnell. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set  for 
calendar  call  December  23,  1924,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  . .  0 

Absent:  Messrs.  Dowd  and  Holland  .  2 


1054-24-BZ. 

APPLICANT — 'Wm.  F.  Doyle,  for  Joseph  A.  Lewin,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  extend¬ 
ing  from  an  unrestricted  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 2201-17  59th  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

Fp-  Opposition:  I.  Newton  Gray, 
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ACTION  OF  BOARD — Application  withdrawn  on  request 
of  petitioner. 

THE  VOTE  TO  WITHDRAW) — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Renlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 


958-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Allan  D.  Emil, 
lessee. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings;  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 355-381  Malbone  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  J.  Dunnigan. 

For  Opposition :  F.  R.  Serri. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs,  Kennedy, 
Gunnison,  Connell  and  F'ire  Chief  Kenlon  . .  5 


Negative  .  o 

Absent:  Messrs.  Dowd  and  Holland  .  2 


THE  RESOLUTION: 

(958-24-BZ) 

Whereas,  John  J.  Dunnigan,  for  Allan  D.  Emil,  lessee, 
filed,  July  22,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  355-381  Empire  boule¬ 
vard  (Malbone  street;,  northwest  corner  of  Canarsie  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
9,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Empire  boulevard  (Mal¬ 
bone  street;,  Nostrand  avenue  and  Montgomery  street  are 
business  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  Jnly  24,  1924,  in  acting  on  N.  B.  Applica¬ 
tion  No.  23713-24,  reads: 

“Erection  of  a  public  garage  in  a  business  district 
is  contrary  to  the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire- 
proof  construction,  one  story  in  height,  with  a  frontage 
of  100  ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than 
five  horses. 

Resolved ,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regula¬ 
tions  of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  be  restricted  to  one-story  structure;  that  the  north 
and  westerly  walls  shall  be  unpierced  throughout  their  en¬ 
tire  height  and  length;  that  the  front  elevations  on  Canarsie 
avenue  and  Malbone  street  sRall  be  finished  with  face  brick 
of  light  color,  all  openings  to  be  trimmed  with  two-tone 
brick ;  that  the  openings  on  Malbone  street  shall  be  re¬ 
stricted  to  windows,  the  sills  of'  which  shall  be  not  less 
than  5  ft.  6  in.  above  the  sidewalk  level  with  fixed  sash, 
not  more  than  one  ventilator  in  each  sash,  glazed  with 
translucent  glass ;  that  there  shall  be  one  door  opening  on 
Malbone  street  not  exceeding  3  ft.  8  in.  in  width  and 


that  all  vehicular  entrances  and  exits  shall  be  restricted 
to  the  Canarsie  avenue  front; 

Resolved,  further,  that  all  permits  necessary  for  the 
prosecution  of  the  work  shall  be  obtained  within  nine 
(9)  months  and  the  building  completed  within  eighteen  (18) 
months  from  the  date  of  this  action. 


853-24-BZ. 

APPLICANT — Albert  Hartmann,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  altera¬ 
tion  and  conversion  of  occupancy  from  a  stable  and 
storage  warehouse  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 6-8  East  1st  street,  Manhattan. 
APPEARANCES— 

For  Applicant:  J.  W.  Keller. 

For  Opposition:  None. 

ACTION  OF  BOARD^— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Connell  and  Fire  Chief  Kenlon  . .  5 


Negative  .  0 

Absent :  Messrs.  Dowd  and  Holland  .  2 

THE  RESOLUTION: 


(853-24-BZ) 

Whereas,  Albert  Hartmann,  owner,  filed,  June  26,  1924, 
an  application,  under  the  building  zone  resolution,  to  permit 
in  a  business  district  the  alteration  and  conversion  of 
occupancy  from  a  stable  and  storage  warehouse  to  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles ;  prem¬ 
ises  6-8  East  1st  street,  Manhattan ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December 
9,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  1st  street  and  Second  ave¬ 
nue  are  business  districts  and  Bowery  is  an  unrestricted 
district ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  6,  1924,  in  acting  on  Alteration  Appli¬ 
cation  No.  1189-24,  reads: 

“1.  Proposed  use  as  garage  is  unlawful  in  a  business 
district,  Art.  II,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  five  stories  in  height,  with  a  frontage  of  70 
ft.  10  in.  and  a  depth  of  60  ft.  2  in.,  irregular;  to  be  oc¬ 
cupied  as  a  garage  for  more  than  five  motor  vehicles ;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  structure 
shall  be  erected  fireproof ;  that  the  northerly  and  westerly 
gable  walls  shall  be  unpierced  throughout  their  entire  height 
and  length;  that  the  vehicular  entrance  shall  be  limited  to 
the  1st  street  front  and  confined  to  within  a  line  of  30  ft. 
of  Extra  place ;  that  there  shall  be  no  door  opening  on 
Extra  place  other  than  an  emergency  exit,  not  exceeding 
3  ft  8  in.  in  width ; 

Resolved,  further,  that  all  permits  necessary  for  the  pros¬ 
ecution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months  from 
the  date  of  this  action. 


Adjourned  5  p.  m. 

William  J.  O’Gorman,  Secretary, 
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BOARD  OF  STANDARDS  AND  APPEALS 


*A  CORRECTION. 

The  minutes  of  the  meeting  of  the  board  of  standards, 
and  appeals,  held  Tuesday,  September  9,  1924,  as  they  ap¬ 
peared  in  Bulletin  No.  38,  Vol.  IX,  are  hereby  corrected 
to  read  as  follows : 

(797-24-S) 

Whereas,  Croker  National  Fire  Prevention  Engineering 
Co.,  for  Ehrick  K.  Rossiter,  owner,  filed,  June  13,  1924, 
a  petition,  with  the  board  of  standards  and  appeals,  for 
variation  from  the  requirements  of  the  labor  law,  as  cited 
in  orders  of  the  fire  commissioner,  affecting  premises  656 
Broadway,  Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated 
April  12,  1924,  read: 

“No.  57743-LD : 

“1.  Provide  passageways  having  an  unobstructed 
width  of  at  least  three  feet  throughout  their  length 
leading  directly  to  every  means  of  egress,  including  out¬ 
side  fire  escapes  and  passenger  elevators,  on  4th  story, 
as  per  Section  272  of  the  Labor  Law.” 

“No.  57746-LD: 

“The  installation  of  automatic  sprinklers  in  the  above 
premises  is  required  by  the  provisions  of  Section  280 
of  the  State  Labor  Law.” 

“No.  57747-LD  : 

“1.  Provide  an  additional  required  means  of  exit 
from  the  13th  story  in  accordance  with  the  require¬ 
ments  of  Section  271  of  the  Labor  Law. 

“2.  Eliminate  the  wire  glass  in  doors  and  partitions 
enclosing  the  interior  stairways  on  all  stories  as  per 
Rule  507  of  the  Industrial  Code. 

“Note:  Among  the  defects  noted  are  the  following: 

“Wire  glass  exceeds  720  square  inches  on  each 
story.” ; 

and 


* Correction — Words  “6th'  changed  to  pent  house  in  3rd 
\nd  5th  lines  from  end. 


Whereas,  the  building  is  fireproof,  12  stories  and  pent 
house  in  height,  58  ft.  by  130  ft.  in  area.  OCCUPIED:  1st 
story,  salesroom  for  sewing  machines;  2nd  and  3rd  stories, 
repair  shop  for  service  machines ;  upper  stories,  offices  and 
light  manufacturing;  EQUIPPED  with  a  thermostatic 
alarm  system  and  fire  drills  are  conducted.  EXITS:  Two  in¬ 
terior  iron-slate  tread  stairways,  the  easterly  stairway  ex¬ 
tending  from  1st  story  to  top  story  and  the  southerly  stair¬ 
way  extending  from  1st  story  to  roof ;  enclosed  in  terra 
cotta  block  partitions  on  east  side  and  terra  cotta  blocks 
and  wire  glass  panels  on  south  side ;  with  fire  doors 
at  openings ;  two  fire  escapes  on  the  north  and  east 
fronts  of  the  building  extending  from  the  top  story  to 
street ;  with  fireproof  windows  along  the  course  of  easterly 
fire  escape;  ROOFS  of  adjoining  building  to  south  five 
stories  lower ;  and 

Whereas,  petitioner  contends  that  on  the  4th  story  there 
are  two  stairways,  remote  from  each  other;  regarding  the 
sprinkler  order,  contends  there  are  only  128  people  en¬ 
gaged  at  light  manufacturing  and  52  people  employed  in 
offices ;  above  the  90  foot  level ;  and  further  requests  that 
the  wire  glass  doors  and  partitions  enclosing  the  interior 
stairways  be  accepted  provided  that  no  single  light  in  same 
shall  exceed  720  square  inches 
Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  la¬ 
bor  law  and  that  the  petition  be  and  it  hereby  is  granted 
as  to  Order  No.  57743-LD,  Item  No.  1,  on  condition  that  a 
fire  hook  shall  be  provided  on  the  hall  side  of  the  door 
on  the  4th  story  at  rear  end  of  corridor  or  hallway,  and 
that  the  glass  panel  in  the  doorway  shall  be  maintained, 
and  that  an  approved  fire  alarm  system  shall  be  installed 
and  fire  drills  maintained;  granted  as  to  Order  No.  57747- 
LD,  Item  No.  1,  on  condition  that  the  occupancy  of  pent 
house  story  shall  not  exceed  ten  (10)  persons,  and  that  two 
existing  means  of  egress  shall  be  maintained  from  the  pent 
house  story ;  denied  as  to  Item  No.  2 ;  and  denied  as  to 
Order  No.  57746-LD. 


RULES 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES-RULES  RELATING  TO  SUBSTANDARD  EXITS. 


(Cal.  No.  414-24-SR) 

Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S ;  Amended 
Dec.  12,  1918,  Cal.  No.  1708-18-S;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  be  retained  under 
the  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law,  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balcony  to  ground  may  be  provided.  _  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  he  provided,  either  to  open  adjoining  yards,  or  the 
lowest  balcony  may  be  connected  to  an  adjoining  fire  -escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension,  °r 


other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

(ib)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  opemtul 
panic  bolt  or  other  similar  device  may  be  installed  at  street 

exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges— Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits, 
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BOARD  OF  APPEALS. 

Motion  Picture  Theatre  Cases 

Laid  over  pending  the  action  of  the  Board  of  Aldermen 
on  a  proposed  revision  of  the  ordinance  with  regard  to  mo¬ 
tion  picture  theatres. 

Appeals  from  Administrative  Orders. 

780-20-A — 8802-8808  Jamaica  avenue,  Queens. 

352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-2 l-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

502-21-A — 447-463  Pierce  avenue,  L.  I.  C.,  Queens. 
982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 
1585-21 -A — 2152  Metropolitan  avenue,  Queens. 

1684-21-A — 779  De  Kalb  avenue,  Brooklyn. 

39-22- A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 
69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A — 1685-1695  78th  street,  Brooklyn. 

1058-22-A— 329-337  Broadway,  Brooklyn. 

Pier  Cases. 

The  forty-eight  pier  cases  listed  herewith  were  laid  over, 
pending  decision  by  the  Supreme  Court  on  a  test  case. 
Appeals  from  Administrative  Orders. 

480- 19-A— Piers  4  and  5,  North  River,  Manhattan. 

481- 19-A — Old  Pier  3,  North  River,  Manhattan. 

594- 19-A — Pier  8,  North  River,  Manhattan. 

595- 19-A — Pier  44,  East  River,  Manhattan. 

877- 19-A — Pier  14,  North  River,  Manhattan. 

878- 19-A — Pier  15,  North  River,  Manhattan. 

879- 19-A — Pier  15,  North  River,  Manhattan. 

880- 19-A — Pier  28,  East  River,  Manhattan. 

881- 19-A — Pier  1  (Old),  North  River,  Manhattan. 

882- 19-A — Pier  27,  North  River,  Manhattan. 

883- 19-A — Pier  29,  North  River,  Manhattan. 

884- 19-A — Pier  30,  North  River,  Manhattan. 

885- 19-A — Pier  78,  North  River,  Manhattan. 

886- 19- A — Pier  42,  North  River,  Manhattan. 

890-19-A — Pier  70,  East  River,  Manhattan. 

937-19-A — Piers  37  and  38,  East  River,  Manhattan. 

948- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95587-F.) 

949- 1 9- A — Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95586-F.) 

950- 19-A— Pier  121,  foot  of  West  131st  street,  North 

River,  Manhattan.  (Order  No.  95585-F.) 

981-19-A — Piers  22-25,  East  River,  Manhattan. 

1003-19-A — Pier  28,  North  River,  Manhattan. 


31-20-A — Pier  13,  East  River,  foot  of  Wall  street,  Man¬ 
hattan. 

265- 20-A — Pier  46,  East  River,  foot  of  Van  Brunt  street, 

Brooklyn. 

266- 20-A — Pier  39,  East  River,  foot  of  Van  Dyke  street, 

Brooklyn. 

267- 20-A— Pier  31,  East  River,  s.  w.  s.  Atlantic  Basin, 

Brooklyn. 

268- 20-A — Pier  36,  East  River,  foot  of  Pioneer  street, 

Brooklyn. 

269- 20-A — Pier  35,  East  River,  n.  e.  s.  Atlantic  Basin, 

Brooklyn. 

270- 20-A — Pier  34,  East  River,  foot  of  Hamilton  street, 

Brooklyn. 

271- 20-A — Pier  27,  East  River,  foot  of  Baltic  street, 

Brooklyn. 

272- 20-A — Pier  17,  East  River,  foot  of  Joralemon  street, 

Brooklyn. 

273- 20-A — Pier  19,  East  River,  foot  of  Clark  street, 

Brooklyn. 

318-20-A — Pier  between  North  4th  and  5th  streets,  East 
River,  Brooklyn. 

352- 20-A — Pier  3,  Wallabout  basin,  foot  of  Washington 

and  E  streets,  Brooklyn. 

353- 20-A — Pier  2,  Wallabout  basin,  foot  of  Washington 

and  F  streets,  Brooklyn. 

383-20-A — Pier  20,  East  River,  Manhattan. 

420- 20-A — Pier  5,  between  Poplar  and  Middagh  streets. 

Brooklyn. 

421- 20-A — Pier  22,  foot  of  Atlantic  avenue.  Brooklyn. 

422- 20-A — Pier  29,  foot  of  Harrison  street,  Brooklyn. 

423- 20-A — Pier  32,  foot  of  Degraw  street,  Brooklyn. 

471-20-A — Pier  between  North  4th  and  5th  streets,  Brook¬ 
lyn. 

907-21-A — East  side  South  street,  foot  of  Dover  street, 
Manhattan. 

1205-21-A — Pier  No.  21,  East  River,  east  side  South  street, 
foot  of  Dover  street,  Manhattan. 

1302-21-A — Pier  15,  East  River,  Manhattan. 

1541- 21-A — Pier  3,  between  Main  and  Dock  streets  Brook¬ 

lyn. 

1542- 21-A — Pier  3,  between  Main  and  Dock  Streets,  Brook¬ 

lyn. 

1543- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1544- 21-A— Ther  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 

1545- 21-A — Pier  2,  between  Main  and  Dock  streets,  Brook¬ 

lyn. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

53-21-S— Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  of. 
392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of, 
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447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S — Combustion  Fuel  Oil  Burner,  approval  of. 

1 173-22-S — Anti-Syphon  Valve,  approval  of. 

1230- 22-S — Thermostats  for  Automatic  Fire  Alarm  Systems, 

approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

1391-22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 
approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22-S — Delaney  Fuel  Oil  Burner,  approval  of. 
57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-S A — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank. 

297-23-S A — “Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA— “Billow"  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA— “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA— Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA— Automatic  Gas  Shut-Off,  approval  of. 
525-23- S A — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA— Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA— Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

952-23-SA— Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

960-23-S A — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 
1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA— Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231- 23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA— Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA— National  Light  Service  Oil  Pump,  approval  of. 
1 34 6-23- S A — Heatiator  Oil  Burner,  approval  of. 

1358-23-SA — Worthington  Oil  Burner,  approval  of. 


1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1415-23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 
approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1444-23-S A — Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA— - Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Ga's  Cut-Off  Valve,  approval  of. 
6-24-SA — 'Universal  Oil  Burner,  approval  of. 

68-24-SA — May  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA*— Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA— Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

872-24-SA— Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 

1016-24-SA — Milnes  Oil  Burner,  approval  of. 

1078-24-SA — Nokol  Automatic  Burner,  approval  of. 

1 108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 
1134-24-SA— Peerless  Automatic  Oil  Burner,  approval  of 
1 142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1 146-24-S A — Salvo  Fire  Extinguisher,  approval  of. 
1162-24-SA— Hart  Automatic  Fuel  Oil  Burner,  approval 
of. 

1 191- 24-SA — Socony  Arrow  Oil  Burner,  approval  of. 

1192- 24-SA— Kemp  Oil  Burner,  approval  of. 

1197-24-SA— Yankee  Oil  Burner,  approval  of. 

1 254-24-SA — Tate-Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 


Cases  listed  in  the  Reserve  Calendar  are  cases  upon 
which  action  by  the  board  has  been  deferred  pending  com¬ 
mittee  reports,  of  this  board,  court  or  department  actions, 
and  will  remain  thereon  until  the  aforesaid  reports,  court 
or  departmental  actions  are  consummated.  Whereupon  the 
case  or  cases  will  be  restored  to  the  regular  calendar  and 
due  notice  of  the  date  set  for  hearing  ivill  be  mailed  to  the 
appellant,  applicant  or  petitioner  of  record. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JANUARY  11,  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Laboratories, 
Inc.,  Chicago.  Ill.,  by  the  Associated  Factory  Mutual  Labora¬ 
tories  of  Boston,  or  other  recognized  standard  laboratory; 

•  and  all  valves  shall  be  approved  and  meet  the  test  pre¬ 
scribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firm  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances,  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  mav  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  anv  other  cause. 

The  Eire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able.  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  onlv  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
Tf  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securelv  connected  with  the  external  mechanism 
by  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  bodv.  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  address  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box.  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  .  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directlv  above  basement  windows  or  other  open¬ 
ing's.  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easv  access  to  it. 

16.  Control  boxes  must  be  securelv  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  he  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  Thev  shall  be  secured 
bv  not  less  than  two  3/lfi  inch  bolts  nr  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  nart.  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes;  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  thev  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  mav  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  may 
be  mounted  directlv  on  the  surface  of  the  wall. 

IS.  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  allev  face  of  a  building, 
pr  in  a  similar  place  where  the  control  box  is  subiect  to 
iniiirv  from  pass-m^  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  mav  be  done  bv  having  the  con¬ 
trol  box  receded  marked  bv  waterproof  red  paint  ring  and 
waterproof  white  oa?nt  ring  on  the  wall  or.  when  such  pro¬ 
tection  is  not  available,  protected  bv  heavv  iron  channel? 
or  angles  secured  to  the  wall  by  through  holts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

19.  Control  handles  shall  be  of  standard  construction  ar¬ 
ranged  to  fit  the  control  boxes  so  that  thev  mav  be  locked 
without  difficulty,  and  cable  connections  shall  be  securely 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  able  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit:  j 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand¬ 
ard  approved  conduit  not  less  than  y2  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  .box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  or  conduit  must  be  rigidly  and  permanently  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard 
forms  may  be  employed  for  this  purpose.  In  every  case 
supports  must  be  provided  at  points  sufficiently  numerous 
to  prevent  sagging.  Pipe  straps  (if  used)  must  be  of  metal 
of  sufficient  thickness  to  insure  a  permanent  fastening  and 
must  be  thoroughly  .coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  th£  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 

above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  00  degrees  from  a  straight  line 
shall  be  used.  ii 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  the  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (l)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanisms  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  the  deteriorat¬ 
ing  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals,  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  December  11,  1924.  1458 
Restored  to  calendar  .  86 

Miscellaneous  Applications. 


Requests  to  reopen  .  139 

Requests  to  amend  .  8 

Requests  for  modification  .  42 

Requests  to  rescind  .  3 

Requests  for  extension  of  time .  21 

Requests  for  extension  of  permit .  38 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  5 

Total  .  2486 

Disposed  of  . 1874 

Cases  pending  December  11,  1924 . 612 


DISPOSITION  OF  CASES 

Withdrawn  .  162 

Dismissed  .  150 

Denied  .  275 

Granted  .  14 

Granted  on  condition  .  900 

Appliances  approved  .  26 

Appliances  dismissed,  disapproved  or  withdrawn..  23 

Rules  approved  .  8 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  171 

Requests  to  reopen  denied  .  11 

Requests  to  amend  granted  .  8 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted .  40 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  a 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted .  20 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted .  36 

Requests  for  extension  of  permit  denied .  2 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Plans  approved  .  6 

Plans  disapproved  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  5 

Requests  withdrawn  or  dismissed  .  7 

Total  .  1874 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards — 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third.  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to%  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Room  914,  Municipal  Building, 

New  York  City. 

Enclosed  please  find  two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL¬ 
LETIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 
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CONTENTS 


This  issue 
given — 


of  the  Bulletin  contains,  in  the 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at.  10  a.  m. 

Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building, 
Manhattan. 


order 

J 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  December 
16,  1924. 

Minutes  of  Meeting,  Board  of  Standards  and  Ap¬ 
peals,  December  16,  1924. 

Progress  Report. 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chairman  or  the  en¬ 
gineers,  pertaining  to  the  work  of  either  board,  will  be 
seen  only  between  the  hours  of  ten  in  the  morning  and  one 
in  the  afternoon' — Saturdays  excepted. 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  of  applications  under  the 

an(l  'ts  obiect  is  to  give  inter- 
esiw  property  owners  opportunity  to  file  objections,  if  any. 
and  will  be  called  in  Room  919,  on  Tuesday,  December 
23,  192T  afr»&  o’gfo^'-  At  this  call  each  case  is  set  for 
hearQ£.bn  a  Mennife”day. 

The  next  subsequent  T'all  of  the  Calendar  will  be  on 
T^sd^p^cg^htiLkW»K)24,  at  2  o’clock. 

^n*ne  Clerk’s  Calendar  is  not  to  be  confused  with  the 
.Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 

NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  anpeal.  application  or  petition  will  be  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twentv 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 

.  Any  communication  purporting  to  be  an  appeal,  apnlica 
tion  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 

Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  an¬ 
peal.  application  or  petition,  and  if  he  fails  to  supply  the 
data  required  thereon  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  ( either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 

Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of.  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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DOCKET.  B.B.B . Bureau  of  Buildings,  Brooklyn 

New  Cases  Filed  Week  Ending  December  18,  1924.  B.B.Bx . Bureau  of  Buildings,  Bronx 

Cal.  No.  Department.  Premises  Affected.  B.B.M . Bureau  of  Buildings,  Manhattan 

1483-24-BZ . B.B.B.  ...225-235  25th  st„  Bklyn.  rrr . .Bureau  of  Buildings  Queens 

a  •  K  B  K . Bureau  of  Buildings,  Richmond 

-  Applic.  23339-1924.  m  H  n  m  ,  TT  _ 

1482-24-BZ . B.B.M.  ..204-208  E.  97th  st„  Man.  . Tenement  House  Department 

-  N.  B.  678-1924.  - 

CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  23,  1924,  at  2  p.  m. 

Buildng  Zone  Cases. 

422-24-BZ. 

APPLICANT— Chester  Baffa,  for  John  Weidman  and  Katie 
Weidman,  owners 

PREMISES— 10139  118th'  street,  Richmond  Hill,  Borough 
of  Queens. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  four  (4)  pleasure 
motor  vehicles,  three  (3)  spaces  rented  to  persons 
not  residing  on  the  premises. 

1057-24-BZ. 

APPLICANT-James  J.  Walker,  for  William  A.  Cam¬ 
eron,  owner. 

PREMISES— Northwest  corner  of  182nd  street  and  Folin 
street.  The  Bronx. 

O  PERMIT  partly  in  a  residence  district  and  partly  in 
a  business  district  and  also  within  a  “B”  area  dis¬ 
trict  the  erection  and  maintenance  of  a  garaee 
for  the  storage  of  more  than  five  (5)  motor  ve- 
hicles,  and  also  the  omission  of  the  rear  vard 
required  by  the  zone  resolution. 

1 190-24-BZ. 

APPLICANT— Nathan  D.  Shapiro,  for  Libland  Realty  Co 
Inc.,  owner.  3  • 

T0KPFRMSTT3*2  Shfph?rd  avemie.  Brooklyn. 

PERMTT  in  a  business  district  extending  from  an 
unrestricted  district  the  change  of  occupancv  of 

2?  £°atl0n  Wlthrn  thl  business  district  from  office 

(!)  motofvehideT.  **  °f  m°re  than  five 

1281-24-BZ. 

A P P 1. 1  CANT— Hen ry  Nordheim,  for  Peter  Goldenberg, 

TOEpFRMTT“37't3  Cfbs,'r  avenue,  The  Bronx. 

I  o  PERMIT  in  a  business  district  the  alteration  and  con 

version  of  occupancy  from  a  business  use  to  a  S 
vehicles’  h'  °f  mnre  than  fiv'  (5)  motor 

676-24-BZ. 

APP™]TJOh"  C  Wande"  C°-  for  Dahl  Bros., 

15  of  the  building  zone  resolution. 

1270-24-BZ 

APPLTrotne^rJaC°b  B  L,ndner’  f°r  Bertha  J-  Lindner- 

TnESnT8°-l  Avenue  P,  Brooklyn. 

TO  PERMIT  in  an  “E”  area  district  the  erection  and 

TZT?  -°ff 3  ,pri7te  2arage  on  the  street  line 
of  the  lot  .  instead  of  setting  back  ten  (10)  feet 
as  required  by  the  zone  resolution. 

1312-24-BZ. 

APPLICowT~Eue11  &  Eue11,  for  Ignaz,‘° F- Cavaiiu2 


1481-24-S . F.D . 120  S.  8th  st.  (rear),  Bklyn. 

-  LD-69090 

1480-24-BZ . B.B.B.  ...105-107  Jackson  st.,  Bklyn. 

-  Applic.  23597-1924. 

1479-24-BZ . B.B.B.  ..  42-44  Schenectady  ave.,  Bklyn. 

- -  Applic.  23364-1924. 

1478-24-BZ - ..B.B.Q.  ..  S.  E.  cor.  Jamaica  ave.  &  195th 

st.,  Hollis,  Q. 

-  N.  B.  19901-1924. 

1477-24-S . F.D  ....  132-138  W.  36th  st,  Man. 

-  LD-59254. 

1476-24-S . B.B.B.  ...26  Buckingham  rd,  Bklyn. 

• —  11  -  Revocation  of  permit. 

1475^ 24-S . F.D .  165-169  Duane  st,  Man. 

-  LD-68693. 

1474-24- A . F.D . 536-546  W.  23rd  st,  Man. 

-  F-77832. 

1473-24-A . F.D .  302-306  W.  53rd  st,  Man. 

-  F-60914. 

1472-24-S . F.D .  302-306  W.  53rd  st,  Man. 

-  LD-60912. 

1471-24-A . F.D .  233  Potter  ave,  Astoria,  Q. 

- -  LC-91401. 

1470-24-BZ . B.B.B.  ...238-44  86th  st,  Bklyn. 

-  Applic.  23492-1924. 

1469-24-A . F.D . 2151-2165  Prospect  ave,  Bronx. 

-  LC-24346. 

1468-24-A . F.D.  ...  37J4  Broome  st,  Man. 

-  LC-18894. 

1467-24-S . F.D . 22  Queens  st,  L.  I.  City,  Q. 

-  Decision. 

1466-24-BZ . B.B.B.  ...192-194  Huron  st,  Bklyn. 

-  Applic.  22791-1924. 

1465-24-A . F.D .  128-138  Mott  st,  Man. 

-  F-46580. 

1464-24-S . F.D .  128-138  Mott  st,  Man. 

-  LD-55 142-55 149. 

1463-24-S . F.D . 8  W.  29th  st,  Man. 


-  LD-66596. 

1462-24-A . F.D .  186-188  Wooster  st,  Man. 

- * -  F- 66060. 

1461-24-BZ . B.B.M.  . .  N.  S.  170th  st,  100  ft.  W.  of 

Fulton  ave,  Bx. 

- * -  N.  B.  1623-1924. 

1460-24-A . F.D . 2  E.  110th  st,  Man. 

Alt.  2426-1924. 

1459-24-A . F.D . S.  S.  17th  ave,  100  ft.  E.  of 

Graham  ave,  Astoria,  Q. 

N.  B.  1840-1924. 


CODE. 


-Fire  Department 
. Health  Department 
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PREMISES — 1291  Inwood  avenue  and  1300  Cromwell  ave¬ 
nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an 
unrestricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

629-24-BZ. 

APPLICANT — F.  W.  Rinn,  for  Matthew  Heine,  owner. 

PREMISES — 60  Buchanan  place,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of  a 
garage  for  the  storage  of  two  (2)  pleasure  motor 
vehicles,  two  (2)  spaces  rented  to  persons  not  re¬ 
siding  on  the  premises. 

287-24-BZ. 

APPLICANT— David  G.  McConnell,  for  Bayie  Realty  Co., 
Inc.,  owner. 

PREMISES — 524  Jackson  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  December  23,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1214-23-A — 103  Front  street,  Manhattan. 

1079-24-A — 506  Flatbush  avenue,  Brooklyn. 

1217-24-A — 380-382  Fulton  street  and  2-18  Smith  street, 
Brooklyn. 

1239- 24-A — 344  East  104th  street,  Manhattan, 

1240- 24-A — 716  Bushwick  avenue,  Brooklyn. 

1241- 24-A — 405  Oriental  boulevard,  Brooklyn. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 
1253-24-A — Northeast  corner  of  Scott  avenue  and  Meserole 

street,  Brooklyn. 

1259-24-A — 10  East  102nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Tuesday  morning,  December  23,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters: 

cal.  no.  276-24-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  Edward  P. 
Dovle,  applicant,  on  behalf  of  Harjac 
Building  Corp.,  owner,  previously  de¬ 
nied,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  1146-U58 
East  New  York  avenue,  Brooklyn. 

cal.  no.  1032-24-BZ — Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ — Application,  October  7.  1924.  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuv- 
vesant  Fulton  Co..  Inc..  owner,  to  per¬ 
mit  in  a  business  district  the  erection 


and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  864-24-BZ — Application,  June  27,  1924,  under  the 
building  zone  resolution,  of  Joseph  A. 
Walsh,  applicant,  on  behalf  of  Benja¬ 
min  Dinerman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1605-1615  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  1181-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Leo¬ 
pold  Weil  and  Mayer  S.  Ames,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1813-1815 
Jerome  avenue,  The  Bronx. 

cal.  no.  1168-24-BZ — Application,  September  26,  1924,  under 
tty;  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Green, 
Matthews,  Taylor  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  building  to  be 
used  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop ;  premises 
952-960  Home  street  and  1168-1172 
Southern  boulevard,  The  Bronx. 

cal.  no.  1216-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Marer,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 

«  maintenance  of  a  building  to  be  used 

for  business  purposes;  premises  2016- 
20  University  avenue,  The  Bronx. 

cal.  no.  1225-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Rob¬ 
ert  Teichman,  applicant,  on  behalf  of 
Henry  A.  Vogt,  owner,  to  permit  in 
a  residence  “F”  area  district  the  low¬ 
est  level  of  a  side  yard  be  maintained 
eleven  (’ll)  feet  above  curb  level,  in¬ 
stead  of  at  curb  level  as  required  by 
the  zone  resolution ;  premises  east  side 
Grand  avenue,  259.31  ft.  north  of  Hill¬ 
side  avenue,  Jamaica,  Borough  of 
Queens. 

cal.  no.  1269-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
Of  Irene  Thatcher,  owner,  to  permit 
partly  in  a  business  district  and  part¬ 
ly  in  a  residence  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  1406-14  Elm  avenue, 
Brooklyn. 

cal.  no.  1271-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Joseph 
McGinnis,  applicant,  on  behalf  of  Wei- 
man  -McGinnis  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles:  premises  2966-72  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ— Application,  July  8.  1924,  under  the 
building  zone  resolution,  of  McIntyre 
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&  O’Leary,  applicants,  on  behalf  of 
Vincenzo  Gargiulo,  owner,  previously 
denied,  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3200  Villa 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  December  23,  1924,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1159-24-A — 962  Washington  avenue,  The  Bronx. 

1175-24-A — 628-642  West  45th  street,  Manhattan. 

1128-24-A — 613-619  East  83rd  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

660-24-A — 16804  Thirty-fifth  avenue,  Flushing,  L.  I., 
Queens. 

897-24-A — 441-445  Ocean  avenue  and  2002-2028  Caton  ave¬ 
nue,  Brooklyn. 

469- 23-A — 14-34  19th  street,  Brooklyn. 

470- 23-A — 2-10  19th  street,  Brooklyn. 

1153-24-A — 187  Pearl  street,  Brooklyn. 

478-24-A — 1600  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NO  1  ICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon.  December  23,  1924,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter: 


cal.  no.  996-24-BZ— Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  1068-24-BZ— Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 

CAL.  NO.  1125-24-BZ — Application,  September  15,  1924.  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes ;  premises  130-134  Dvck- 
man  street,  Manhattan. 


cal.  no.  993-24-BZ— Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
3 8th  street,  Brooklyn. 

cal.  no.  1087-24-BZ— Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  Wil- 
.  liam  F.  Doyle,  applicant,  on  behalf  of 

Esther  Dashew,  et  al.,  owners,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  50  ft.  south  of  Clifford  place. 
The  Bronx. 

CAL.  NO.  305-24-BZ — Application,  February  26,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Emanuel  Strauss  and  Walter  D. 
Strauss,  owners,  to  permit  in  a  “B” 
area,  part  business  and  part  residence 
district,  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles;  also 
the  omission  of  a  rear  yard  required 
by  the  zone  resolution;  premises  1139 
Ogden  avenue,  The  Bronx. 

cal.  no.  942-24-BZ— Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

CAL.  NO.  934-24-BZ— Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  ot 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue. 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

354-24-BZ. 

A I  PLICAN  T — Thomas  F.  Cosgrove,  for  Interborough 
Auto  Repair  &  Supply  Co.,  owner. 

PREMISES — 306-308  Broadway,  West  New  Brighton,  S.  I., 
Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

479-24-BZ. 

APPLICANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Gaetano  Calandrillo,  owner. 
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PREMISES — 46  Lewis  avenue,  Corona,  Borough  of  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
junk  shop. 

1232-24-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Louis  Bergstein, 
owner. 

PREMISES — 173-191  Linden  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1266-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Kings  County  Milk 
Co.,  lessee. 

PREMISES— 5612  Eighteenth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  oc¬ 
cupancy  of  an  existing  building  from  a  one  family 
and  garage  for  the  storage  of  five  (5)  motor  ve¬ 
hicles,  to  a  milk  distributing  station. 


1344-24-BZ.  ,  _ 

APPLICANT— John  De  Hart,  for  1212  5th  Avenue  Corp., 

owner. 

PREMISES— 1211-1214  Fifth  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  selling  station. 


1345-24-BZ.  „  ^ 

APPLICANT— John  De  Hart,  for  Estate  of  Fredk  bisher, 
owner. 

PREMISES— 1160-1172  Intervale  avenue,  I  he  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


P.  Doyle,  for  Louis  Blumberg, 


346-24-BZ. 

APPLICANT— Edward 

owner.  _  ,  . 

’REMISES— East  side  of  Coney  Island  avenue,  la0.52  It. 

south  of  Avenue  T,  Brooklyn. 

'O  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


APPLICANT— G.  A.  &  H.  Boehm,  for  The  Harriman 
Realty  and  Security  Corp.,  owner. 
iRFMISES — 523-529  Fifth  avenue,  Manhattan. 

'O  PERMIT  in  a  business  V/4  times  height  district  the 
erection  of  the  street  wall  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  o.  m. 

Appeals  from  Administrative  Orders. 

1193-24-A— 398-400  Concord  avenue,  The  Bronx. 
1202-24-A— 1822-1828  Lexington  avenue,  Manhattan. 
1205-24-A— 949-959  Willoughby  avenue,  Brooklyn. 
1211-24-A — 2589  Richmond  terrace,  Richmond. 

1220-24-A— 1920  Fowler  avenue,  The  Bronx. 

1222-24-A — 23  West  56th  street,  Manhattan. 

1234-24-A — 814-826  Eighth  avenue,  Manhattan. 

1236- 24-A — 9-14  Northern  avenue,  Manhattan. 

1424-24-A— 1-23  East  139th  street,  Manhattan. 

1237- 24- A — South  side  of  West  190th  street,  between  Wads¬ 

worth  terrace  and  Wadsworth  avenue,  Man¬ 
hattan. 


359-24-A — 59-61  Reade  street,  Manhattan. 

586-24-A — 7  Dutch  street,  Manhattan. 

589-24-A — 43-45  Wooster  street,  Manhattan. 

634-24-A — 9120  89th  street,  Woodhaven,  Queens. 

727-24-A — 36-40  John  street,  Manhattan. 

1209-24- A — 2  Rector  street,  Manhattan. 

1476-24-A — 26  Buckingham  road,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  'Tuesday  morning,  December  30,  1924,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cai..  no.  1  180-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Two  Hundred  and  Fifty-seven 
Madison  Avenue,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  1J4  times  height 
district  the  erection  and  maintenance 
of  a  business  building  and  to  erect  the 
street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution; 
premises  257-261  Madison  avenue, 
southeast  corner  of  East  39th  street, 
Manhattan. 

cal.  no.  1223-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Henry  Grenhart,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
conversion  of  occupancy  from  a  motor 
vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  166-168  East  92nd 
street,  Manhattan. 

cal.  no.  1286-24-BZ— Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rose 
Mandel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
laundry  purposes ;  premises  1466-1476 
Herkimer  street,  southeast  corner  of 
Jardine  place,  Brooklyn. 

cal.  no.  1156-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Cosmo  Saponaro,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  982  Morris  avenue, 
northeast  corner  of  164th  street,  The 
Bronx. 

cal.  no.  1160-24-BZ— Application,  September  23,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Warwick  street. 
Brooklyn. 

cal.  no.  1213-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolutm*'  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Abbie  S.  Gitterman,  et  al.,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
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the  storage  of  more  than  five  (5)  motor 
vehicles;  premises  southwest  corner  of 
Southern  boulevard  and  East  185th 
street,  The  Bronx. 


cal.  no.  1215-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Hollis 
Operating  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores,  of¬ 
fices  and  theatre  purposes;  premises 
south  side  of  Jamaica  avenue,  GO  ft. 
east  of  191st  street,  Hollis,  Borough 
of  Queens. 

cal.  no.  1186-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  Emil 
Buff,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  a  motor  vehicle  repair  shop; 
premises  northeast  corner  of  Metro¬ 
politan  avenue  and  Wicks  street,  Ja¬ 
maica,  Borough  of  Queens. 

cal.  no.  1230-23-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  James 
Ruburg,  applicant,  on  behalf  of  Marie 
Ruburg,  owner,  to  permit  in  a  resi¬ 
dence  district  the  installation  and  main¬ 
tenance  of  a  gasoline  selling  station; 
premises  1-3  160th  street,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  31-24-BZ — Application,  January  9,  1924,  under  the 
building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Samuel 
Brenner,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2251  Grand 
avenue,  northwest  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  887-24-BZ — Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of 
Olympia  Gentile,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  four  (4)  commercial  mo¬ 
tor  vehicles;  premises  8715  Sixteenth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

983-24-S — 6-8  West  20th  street,  Manhattan. 

1218-24-S — 511-513  West  Broadway,  Manhattan. 

1238-24-S — 243-245  West  30th  street,  Manhattan. 

1260-24-S — 260-262  West  35th  street,  Manhattan. 

1273- 24-S— 327-335  West  36th  street,  Manhattan. 

1274- 24-S — 248J4-250  West  40th  street,  Manhattan. 

670-24-S — 37-39  East  28th  street,  Manhattan. 

1255-24-S — 111  West  31st  street,  Manhattan. 

1292-24-S — 225-241  West  34th  street  and  234-238  West  35th 
street,  Manhattan, 


1308-24-S — 55  Fulton  street,  Manhattan. 

1194-24-S  40  West  56th  street,  Manhattan. 
385-24-S — 2268  Second  avenue,  Manhattan. 
1303-24-S — 240-246  West  35th  street,  Manhattan. 
1201-24-S — 45-47  West  57th  street,  Manhattan. 
982-24-S — 614-618  West  131st  street,  Manhattan. 
598-24-S — 168  21st  street,  Brooklyn. 

1070-24-S — 605  Fifth  avenue,  Manhattan. 

Appliances  Submitted  for  Approval. 

1295- 24-SA  A.-B.-C.  Oil  Burner,  approval  of. 

1296- 24-SA — Ghalmers  Oil  Burner,  approval  of. 
95-24-SA — Leiman  Oil  Pump,  approval  of. 

6-24-SA — 'Universal  Oil  Burner,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  6,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1230-24-A — 352  West  26th  street,  Manhattan. 

1233-24-A— West  side  of  Eighth  avenue,  519  ft.  8  in.  north 
of  155th  street,  Manhattan. 

1258-24-A — 307-313  West  79th  street,  Manhattan. 

1291-24- A — 229  East  9th  street,  Manhattan. 

1297-24-A — 1102  Myrtle  avenue,  Brooklyn. 

1306- 24- A  276-280,  286-288,  294-296,  300,  318-320,  324,  328 

332,  336,  338-340  Chauncey  street,  Astoria' 
Queens. 

1307- 24- A  292  Chauncey  street,  Astoria,  Queens. 

630-24-A — 2210  Newkirk  avenue,  Brooklyn 

744- 24-A— 100  Groton  street,  Forest  Hills,  Queens. 

745- 24-A — 9419  101st  avenue,  Woodhaven,  Queens. 
1062-24-A — 140-144  West  22nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  6,  1925  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1 170-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Henry  Becker,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Westchester  avenue,  Roberts  and  Mul- 
ford  avenues,  The  Bronx. 

cal.  no.  14-24-BZ— Application,  January  4,  1924,  under  the 
building  zone  resolution,  of  Virginia 

May  Mollenhauer,  applicant,  on  behalf 
of  Michael  Kelly,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 

spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2172  Aque¬ 
duct  avenue,  The  Bronx. 

cal.  no.  893-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  Harry 

Katz,  applicant  and  owner,  to  permit 

in  a  business  district  extending  from 
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an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  408-414  15th  street, 
Brooklyn. 

cal.  no.  916-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Louis 
Vopelak,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  five  (5)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  116-118  Pleasure 
place,  L.  I.  City,  Borough  of  Queens. 

cal.  no.  973-24-BZ— Application,  July  25,  1924,  Under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Tram 
Realty  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1702  Eleventh  avenue,  south¬ 
west  corner  of  17th  street,  Brooklyn. 

cal.  no.  119-24-BZ — Application,  November  25,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant 
and  owner,  previously  withdrawn,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  cen¬ 
tral  telephone  exchange  building;  prem¬ 
ises  2411-2429  Tratman  avenue,  The 
Bronx. 

cal.  no.  263-24-BZ— Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Philip 
Freshman,  architect,  on  behalf  of  Bob- 
Roy  Holding  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2140-46  Bergen  street, 
Brooklyn. 

cal.  no.  1083-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  A. 
Welles  Stump,  applicant,  on  behalf  of 
Regina  Hasenfratz,  owner,  to  permit  in 
a  business  district  the  alteration  and 
extension  of  a  poultry  slaughter  house; 
premises  728  New  Lots  avenue,  south¬ 
east  corner  of  Warwick  street,  Brook¬ 
lyn. 

CAL.  no.  1157-24-BZ— Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Wm 
H.  Kehoe,  applicant,  Ralph  Market 
Peddlers’  Association,  Inc.,  owner, 
Leonard  Gold,  lessee,  to  permit  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  market  to 
a  steam  laundry;  premises  488  Ralph 
avenue,  Brooklyn. 

cal.  no.  1174-24-BZ— Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
William  Buckley,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  220  West  179th  street, 
southwest  corner  of  Cedar  avenue,  The 
Bronx. 

f  William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  6,  1925,  at  2  />.  in. 

Appeals  from  Administrative  Orders. 

1 132-24-A — 648  Broadway,  Manhattan. 

785-24-A— 61 18  Rockaway  Beach  boulevard,  Queens. 
383-24-A— Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

1049-24- A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

1 171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1029-24-A— Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

11 67-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  6,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 
Bronx. 

cal.  no.  1198-24-BZ — Application,  October  6,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution ;  premises  187-191 
Joralemon  street,  Brooklyn. 

cal.  no.  1 155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 
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cal.  no.  1038-24-BZ— Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  529-533  West 
134th  street  and  532  West  135th  street, 
Manhattan. 

CAL.  NO.  1242-23-BZ— Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  1I91-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

CAL.  no.  922-24-  BZ— Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  13,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1277-24-A — 400  St.  Pauls  avenue,  Stapleton,  S.  I.,  Richmond. 

1315- 24-A — 1043  Fifth  avenue,  Manhattan. 

1316- 24-A — 272  Beaumont  street,  Brooklyn. 

1317- 24-A — 154  West  180th  street,  The  Bronx. 

1318- 24-A — 290  Beaumont  street,  Brooklyn. 

868-24-A — 101  West  42nd  street  and  737-745  Sixth  avenue, 
Manhattan. 

1199-24- A — 316-318  West  46th  street,  Manhattan. 

1319- 24-A — 538  West  150th  street,  Manhattan. 

1321- 24-A — 533  Ovington  avenue,  Brooklyn. 

1322- 24-A — 1103  Albermarle  road,  Brooklyn. 

931-24-A — 26  Myrtle  avenue,  Brooklyn. 

1370-24-A — 296-322  Vernon  avenue,  L.  I  City,  Queens. 


Under  the  Building  Zone  Resolution 

nf^°T1ME  1S  HEREBY  GIVEN  by  the  board  of  appeals 

zone  rPeUsoiutimiar7’g  T'"  the  ?rovisions  of  the  buifdmg 
d  ucsday  morning,  January  13  1925  at 

mg  matter"  ^  ^  Munidpal  Buildi"S.  on  the follow-* 


'  '  "24-BZ— -Application,  November  14,  1924,  under 

the  building  zone  resolution,  of  Olcott 
Olcott  and  Glass,  applicants,  on  behalf 
ot  James  Everard’s  Breweries,  owner 
to  permit  in  a  business  district  the  alter¬ 
ation  and  extension  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  9-15  East  133rd  street 
Manhattan.  ’ 


Na  1^a2-24-BZ— -Application,  November  17,  1924,  under 
t  ’ er.building  zone  resolution,  of  Henry 
E  consuking  engineer,  on  behalf 

of  Millinery  Center  Building  Corp 
lessee,  to  permit  in  a  business  two- 
times  height  district  the  erection  of 
the  street  wall  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution  • 
premises  521-527  Seventh  avenue  north¬ 
east  corner  of  West  38th  street,  Man¬ 
hattan. 


‘  .  no.  968-24-BZ— Application,  July  24,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Michael 
E.  Pellegrino,  Nicholas  Ciago,  Dominick 
Lambiente  and  Antonette  Salomone, 
owners,  to  permit  in  a  residence  dis- 
tnct  the  erection  and  maintenance  of 
buildings  to  be  used  for  store  purposes 
on  first  story,  residence  use  above  • 
premises  1922-1926,  1930-1932  Kings 
highway  and  2110  Ocean  avenue, 
Brooklyn. 


cal.  no.  J94-24-BZ— Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  Jacob  Lu- 
broth,  architect,  on  behalf  of  Louis 
Hernstat,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  2269-71  59th  street,  Brooklyn. 

CAL.  NO.  1228-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Ephraim  Johnson  and  Roy  M  Hart, 
executors  of  Estate  of  Emmeline  C. 
Davies,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
east  side  of  Ogden  avenue,  245  ft.  north 
of  West  l&5th  street,  The  Bronx. 


cal.  no.  1293-24-BZ — Application,  October  31,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of 
Hyman  Morgenstein,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  conversion  of  occupancy  from 
residence  to  business  purposes  on  the 
first  story;  premises  967  Aldus  street, 
northwest  corner  of  Hoe  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 
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BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  13,  1925,  at  2  p.  in. 

Petitions  for  Variations 

1311-24-S — 108  West  46th  street,  Manhattan. 

1077-24-S — 509-11  East  18th  street,  and  508-20  East  19th 
street,  Manhattan. 

1301-24-S — 202-204  West  28th  street  and  312  Seventh  ave¬ 
nue,  Manhattan. 

1335-24-S — 56-60  Pearl  street,  Brooklyn. 

1339-24-S — 444  East  13th  street,  Manhattan. 

1342- 24-S — 62-64  Greenpoint  avenue,  Brooklyn. 

1343- 24-S — 12-14  Greene  street,  Manhattan. 

1014-24-S — 141  Cook  street,  Brooklyn. 

1095-24-S — 37-65  Franklin  avenue  and  22-46  Skilman  street, 
Brooklyn. 

Appliances  Submitted  for  Approval. 

1337-24-SA — Sure  Heat  Gravity  Oil  Burner,  approval  of. 

755-24-SA — Wills  Automatic  Gas  Shut-Off  Valve,  ap¬ 
proval  of. 

1314-24-SA — Usem  A.  C.  Fire  Alarm  Panel,  approval  of. 

1359-24-SA — Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1361-24-SA — Caloroil  Burner  Type,  A-A,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  20,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street.  Manhattan. 

1323- 24-A — '2539  Davidson  avenue,  The  Bronx. 

1324- 24-A — 222  Beaumont  street,  Brooklyn. 

1328-4-A — 125  Buckingham  road,  Brooklyn. 

1331-24-A — 393  Fourth  avenue,  Brooklyn. 

1347-24-A— 445-451  West  167th  street,  Manhattan. 

588-24-A — 250  Hudson  street,  Manhattan. 

1030-24-A — 126-130  Sixth  avenue,  Manhattan. 

1267-24- A' — 2065  Grand  Concourse,  The  Bronx. 

1275-24- A — 64-68  Fulton  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GTVEN  bv  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning.  January  20.  1925.  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11.  1924.  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan.  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storaee  of 
more  than  five  (5)  motor  vehicles; 
premises  1101-1109  Union  avenue.  The 
Bronx. 

cal.  no.  136-24-BZ — Application.  January  29.  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 


cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  1310-24-BZ — Application,  November  7,  1924,  under 
the  building'zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Charles  F.  Kastenhuber,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  northeast  corner  of 
Cauldwell  avenue  and  East  156th  street, 
The  Bronx. 

William  E.  Wai.sh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  20,  1925,  at  2  p.  m. 

432-24-A — 509-517  West  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1178- 24- A — 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

969-24-A — 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  20,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  811-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi¬ 
dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  1091-24  ,BZ— Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
xr  W.  Clancy,  applicant,  on  behalf  of 
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Valhalla  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  27,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1282- 24-A — 231-235  East  55th  street,  Manhattan. 

1283- 24- A — 737-41  West  177th  street  and  241-55  Haven 

avenue,  Manhattan. 

1284- 24- A — 320  Wadsworth  avenue,  Manhattan. 

1302-24-A — 117  Beekman  street,  Manhattan. 

1333-24-A — West  side  of  Eleventh  avenue,  from  58th  street 
to  59th  street,  Manhattan. 

1338-24-A— 154-60-64-72  West  32nd  street,  383-99  Seventh 

avenue  and  145-165  West  31st  street,  Man¬ 
hattan. 

1357-24-A — 14  West  40th  street,  Manhattan. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday ,  January  27,  1925,  at  2  p.  m. 
Petitions  for  Variations. 

1251-24^S — 419-21  West  55,th  street,  Manhattan. 

1278- 24-S— 106-114  West  38th  street,  Manhattan. 

1279- 24-S — 25-27  West  36th  street,  Manhattan. 

1280- 24-S — 7-9  West  36th  street,  Manhattan. 

1354-24-S — 19-21  East  55th  street,  Manhattan. 
1363-24-S — 164  Mulberry  street,  Manhattan. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  3,  1925,  at  2  p.  m. 

Under  the  Building  Zone  Resolution. 

CAL.  NO.  1092-24-BZ— Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  10,  1925,  at  10  a.  m. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  10,  1925  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1164-24-BZ— Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


MINUTES 


BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  16,  1924. 

Present :  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  December  9,  1924,  and  the 
minutes  of  the  special  meeting  of  the  board  of  appeals, 
held  on  Tuesday  afternoon,  December  9,  1924,  were  approved 
as  printed  in  the  Bulletin,  No.  51,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1171-24-A. 

APPELLANT — Fifth  Avenue  Hospital,  owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1240-1249  Fifth  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  Oh  BOARD— Laid  over  to  January  6,  1925,  at 
2  p.  m.,  for  final  action. 


1178-24- A. 

APPELLANT — James  Picker,  Inc.,  lessee. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AbFECTED — 686  Lexington  avenue,  Manhat¬ 
tan. 


APPEARANCES— 

For  Appellant:  Clarence  P.  Moser. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
2  p.  m. ;  to  amend  papers. 


1179-24- A. 

APPELLANT— Underwood  and  Underwood,  for  Bonwit 
Teller  Co.,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 417  Fifth  avenue,  Manhattan 
APPEARANCES— 

For  Appellant :  Clarence  P.  Afoser. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925,  at 
2  p.  m. ;  to  amend  papers. 
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969-24-A. 

APPELLANT—' Grinnell  Co.,  Inc.,  for  Walter  Shuttle- 
worth,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 126  Franklin  street  and  220- 
224  West  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1925,  at 
2  p.  m.,  on  written  request. 


1029^24- A. 

APPELLANT — Standard  Oil  Co.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Ft.  of  West  48th  street,  Pier 
88,  North  River.  Manhattan. 

APPEARANCES— 

For  Appellant:  John  J.  Barry. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 


832-24-A. 

APPELLANT— Kazanjian  Studios,  Inc.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED1 — 707  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Appellant:  Clarence  P.  Moser. 

For  Administration :  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1925,  at 
2  p.  m. ;  to  amend  papers. 

1167-24- A.  „  .  _ 

APPELLANT — E.  H.  Gibson,  for  Gulf  Refining  Co.,  owner. 
SUBJECT— Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — East  side  Zerega,  between  Chat- 
terton  and  Blackrock  avenues,  The  Bronx. 

APPEARANCES— 

For  Appellant:  Albert  Conway. 

ACTION  OF  BOARD— Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  appellant’s  representative. 

APPELLANT— The  Silver  Slipper  Corp.,  sub-lessee;  Chel¬ 
sea  Exchange  Bank,  lessee.  .  . 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED— 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  None.  c  , 

For  Administration:  Inspector  Carroll  ot  tire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  December  23,  1924, 
at  2  p.  m. 

APPELLANT — William  Pollock,  for  Hewlett  A.  Robin¬ 
SUBJECT — Appeal  from  decision  of  superintendent  ot 

PREMISESASFFECTED-410  Tompkins  avenue,  Brook¬ 
lyn. 

APPEARANCES— None.  . 

ACTION  OF  BOARD— Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland  and  Connell  .  ^ 

Absent^  Mr.  Dowd  and  Fire  Chief  Kenlon -  2 

APPELLANT— F.  P.  Keniston,  for  D.  &  C.  Novelty  Co., 
Inc.,  lessee. 


SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 126  Fourth  avenue,  Manhattaa 
APPEARANCES— 

For  Appellant :  F.  P.  Keniston. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell  and 


Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  . .  •  •  •  0 

THE  RESOLUTION: 


(1182-24-A) 

Whereas,  F.  P.  Keniston,  for  D.  &  C.  Novelty  Co.,  Inc., 
lessee,  filed,  September  30,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affect¬ 
ing  premises  126  Fourth  avenue,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  25471- 
LC,  dated  September  9,  1924,  reads : 

“The  building  is  not  equipped  with  an  approved  system 
of  automatic  sprinklers,  as  is  required  by  Section  232-2- 
F,  Chapter  10  of  the  Code  of  Ordinances. 

“You  are,  therefore,  hereby,  ordered  to: 

“1.  Discontinue  the  storage  of  nitro-cellulose  prod¬ 
ucts  on  these  premises  as  required  by  Section  232-1, 
Chapter  10,  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  18  ft.  by  40  ft.  in  area.  OCCUPIED:  1st  story, 
hardware  store,  2  persons;  2nd  story,  offices,  2  persons; 
3rd  story,  occupied  by  appellant  for  the  sale  of  novelties, 
2  persons;  and 

Whereas,  appellant  contends  a  small  quantity  of  cellu¬ 
loid  (5  pounds)  in  the  form  of  cubes  is  stored  on  the  prem¬ 
ises  and  these  are  polished  and  spotted  so  as  to  form  dice 
and  proposes,  as  to  the  storage  of  these  articles,  to  comply 
with  the  requirements  of  the  bureau  of  fire  prevention. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  not  more  than  five  (5)  pounds 
of  celluloid  shall  be  maintained  in  metal  cans,  separated  by 
a  partition  not  less  than  6  ft.  high  from  any  room  in  which 
is  located  a  gas  radiator;  and  granted  only  so  long  as  con¬ 
ditions  as  to  occupancy,  use  and  operation  of  this  work  re¬ 
main  unchanged. 


APPELLANT— Trustees  Estate  of  Wm.  Beard,  owner. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— North  side  of  Richards  street, 
610  ft.  west  of  Beard  street  (Warehouse  No.  18), 
Brooklyn. 

APPEARANCES— 

For  Appellant:  Edward  Hinman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 


T  H  E  V  O  T  R 

Affirmative:  Chairman  W^alsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Kenlon  . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION : 

(1184-24-A) 

Whereas,  Trustees  Estate  of  Wm.  Beard,  owner,  filed, 
September  30,  1924,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
north  side  Richards  street,  610  ft.  west  of  Beard  street, 
Warehouse  No.  18,  Brooklyn;  and 
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\\  hereas,  the  order  of  the  fire  commissioner,  No.  62835- 
F,  dated  September  11,  1924,  reads: 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof.”: 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  (23 
ft.)  in  height,  103  ft.  by  149  ft.  9  in.  in  area  (approxi¬ 
mately  15,000  sq.  ft.)  ;  OCCUPIED  as  a  general  storage 
warehouse,  18  persons  in  entire  building;  and 

Whereas,  appellant  contends  that  there  is  no  artificial 
light,  heat  or  power  used  in  the  building;  that  no  cotton 
or  fibre  is  stored;  that  a  half  hourly  watchman  service 
with  telegraph  control  is  maintained  and  that  there  being 
no  artificial  heat  in  the  buildings  the  standpipes  would 
freeze,  burst  and  destroy  the  stored  merchandise. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  watchman  service,  with  Central 
Office  connection  from  this  plant,  shall  be  maintained;  and 
that  no  inflammable  or  combustible  material  shall  be  stored 
on  the  premises. 


1047-24-A. 

APPELLANT — Reba  Quint,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1188  Grant  avenue,  The  Bronx. 
APPEARANCES— 

For  Appellant :  None. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  dismissed  on  report  of  rep¬ 
resentative  of  fire  department. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell  and  Fire  Chief 


Kenlon  .  6 

Negative  .  0 

Absent :  Mr.  Holland .  1 

THE  RESOLUTION: 


(1047-24-A) 

Whereas,  Reba  Quint,  owner,  filed,  August  18,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  1188  Grant  avenue, 
Borough  of  Bronx;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  July 
3,  1924,  reads : 

“Order  No.  24812-LC: 

“1.  [Separate  boiler  from  remainder  of  building  by 
unpierced  wall  of  solid  masonry  at  least  8  in.  in  thick¬ 
ness.  Entrance  to  boiler  room  to  be  from  exterior  of 
building  only. 

“2.  Post  and  keep  posted  conspicuously  on  above 
premises,  signs  printed  in  the  English  and  other  neces¬ 
sary  languages  prohibiting  smoking  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  two  stories  and 
basement  in  height,  27.75  ft.  by  100  ft.  in  area.  OCCU¬ 
PIED  :  Basement,  garage  and  boiler  room  and  dwelling 
above;  and 

Whereas,  appellant  contends  that  there  is  no  fire  haz¬ 
ard;  and 

Whereas,  the  report  of  inspector  of  fire  prevention  bu¬ 
reau  shows  that  order  had  been  rescinded  of  record  on 
November  26,  1924. 

Resolved,  that  the  appeal  from  the  order  of  the  fire  com¬ 
missioner  be  and  it  hereby  is  dismissed. 


1362-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Frank  Licato. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 180-182  Park  Row,  Manhattan. 
APPEARANCES— 

‘For  Appellant:  Samuel  Rosenblum. 


For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  I  ION  OF  BOARD — Appeal  denied 
THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison  and  Fire  Chief  Kenlon  . .  6 

Absent:  Mr.  Holland  .  i 

THE  RESOLUTION: 

(1362-24-A) 

Whereas,  Samuel  Rosenblum,  for  Frank  Licato  and 
Sarah  A.  B.  Downs,  owners,  filed,  November  18,  1924,  an 
appeal,  with  the  board  of  appeals,  from  an  order  of  the 
fire  commissioner,  affecting  premises  180-182  Park  Row, 
Manhattan;  and 

\V  hereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  16,  1924,  reads : 

“L  Provide  a  separate  and  distinct  system  of  auto¬ 
matic  sprinklers  on  1st  story  and  cellar  having  at  least 
one  source  of  water  supply,  arranged  and  equipped  as 
provided  in  the  rules  for  fire  extinguishing  appliances 
adopted  by  the  Board  of  Standards  and  Appeals,  May 
24,  1917,  as  amended  M|ay  2nd,  1918,  and  January  21, 
1919,  effective  February  17,  1919.”; 

and 

Whereas,  the  premises  consist  of  two  non-fireproof 
buildings,  each  five  stories  and  cellar  in  height  and  ap¬ 
proximately  23  ft.  7  in.  by  73  ft.  in  area,  connected  on 
the  2nd  story  by  a  horizontal  opening  with  fireproof  doors; 
OCCUPIED  on  1st  story  and  cellar,  toy  and  stationery 
store,  5  persons;  upper  stories  occupied  as  a  lodging  house; 
and 

Whereas,  appellant  contends  that  the  lodging  house  por¬ 
tion  of  the  building  and  the  cellar  of  No.  182  are  equipped 
with  a  thermostatic  fire  alarm  system  with  direct  commu¬ 
nication  to  fire  headquarters,  and  that  the  cellars  are  avail¬ 
able  to  the  street  for  fire  fighting  purposes. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby  is 
denied. 


BUILDING  ZONE  CASES. 

922-24-BZ. 

APPLICANT — McKim,  Mead  &  White,  for  Savoy  Hotel 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  “business  two  times  height 
district”  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  prescribed  by 
the  building  zone  resolution. 

PREMISES  AFFECTED — l-ll  East  58th  street,  2-14  East 
59th  street,  761-767  Fifth  avenue,  Manhattan. 

APPEARANCES— 

For  Applicant:  Benjamin  F.  Schreiber. 

For  Opposition:  York  Allen,  Mr.  Hart. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m. 


1164-24-BZ. 

APPLICANT — Edward  P.  Doyle  and  Henry  G.  Opdyke, 
for  the  B.  &  L.  Holding  Co.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 830-836  West  177th  street  and 
831-835  West  176th  street,  Manhattan. 
APPEARANCES— 

For  Applicant :  Edward  P.  Doyle. 

For  Opposition:  Charles  Horowitz. 

ACTION  OF  BOARD — Ixiid  over  to  February  10,  1925, 
at  10  a.  m„  subject  to  compliance  with  conditions 
under  section  7  G. 
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1091-24-BZ. 

APPLICANT — John  VV.  Clancy,  for  Valballa  Corporation, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 341  East  184th  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant :  Morris  A.  Sachs. 

For  Opposition :  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant’s  representative. 


1398-23-BZ. 

APPLICANT — Robert  Teichman,  for  Schinasi  Commer¬ 
cial  Corp.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of  su¬ 
perintendent  of  buildings)  to  permit  in  a  business 
district  the  alteration  and  conversion  of  an  existing 
factory  building  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 311  West  120th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — No  action  taken.  Laid  over  to 
December  23,  1924,  at  2  p.  m. 


1437-23-BZ. 

APPLICANT' — David  and  Hayden,  for  Edward  Waldron 
and  Fannie  Hass,  owners. 

SUBJECT — Application  for  reopening  for  extension  of  time 
(re:  decision  of  superintendent  of  buildings)  to 
permit  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 235-249  West  154th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — No  action  taken.  Laid  over  to 
December  23,  1924,  at  2  p.  m. 


542-23-BZ. 

APPLICANT — William  F.  Conran,  for  Joseph  A.  Sullivan, 
owner. 

SUBJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  residence 
district  the  alteration  and  extension  of  an  existing 
garage  for  the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles. 

PREMISES  AFFECTED— 249-251  Adelphi  street,  Brook¬ 
lyn. 

APPEARANCES— None. 

ACTION  OF  BOARD— No  action  taken.  Laid  over  to 
December  23,  1924,  at  2  p.  m. 


1111-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Irene  N.  Collerd, 
owner. 

SUBJECT— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED— Northwest  corner  of  East 
189th  street  and  Washington  avenue,  The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — No  action  taken.  Laid  over  to 
December  23,  1924,  at  2  p.  m. 


849-24-BZ. 

APPLICANT— John  De  Hart,  for  Secured  Properties 
Corp.,  owner. 

SUBJECT— Application  for  reopening  (re:  decision  of  su¬ 


perintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED— 348-358  East  184th  street,  The 
Bronx. 

APPEARANCES— None. 

AC  1  ION  OF  BOARD — No  action  taken.  Laid  over  to 
December  23,  1924,  at  2  p.  m. 


768-24-BZ. 

APPLICANT — Henry  C.  Brucker,  for  Nagy  Street  Realty 
Company,  Inc.,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  Metro¬ 
politan  avenue  and  La  Forge  street,  Middle  Village, 
Queens. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  ....  5 

Negative  .  o 

Absent :  Mr.  Dowd  and  Fire  Chief  Kenlon  ....  2 


1198-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Esthetic  Realty 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  two  times  height 
district  the  erection  of  the  street  walls  of  a  build¬ 
ing  to  a  height  exceeding  the  limit  prescribed  by 
the  zone  resolution. 

PREMISES  AFFECTED — 187-91  Joralemon  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  William  H.  Goode,  John  H.  Denby, 
B.  M.  Langstaff. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  for  full  vote  of  board. 

THE  VOTE  TO  GRANT— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunnison 


and  Holland  . . .  3 

Negative :  Messrs.  Kennedy  and  Connell  .  2 


Absent :  Mr.  Dowd  and  Fire  Chief  Kenlon  ....  2 


833-24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  C.  S.  C.  Holding 
Corporation,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  and  also 
within  290  feet  of  an  exit  and  entrance  to  a  public 
school,  the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 1301  Merriam  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Mrs.  Heidelberger,  Mrs.  W.  H. 
Lindsey. 

ACTION  OF  BOARD— Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  . . 

Negative:  Chairman  Walsh.  Messrs.  Kennedy, 
Dowd,  Gunnison  and  Fire  Chief  Kenlon  . .  6 

Absent :  Mr.  Holland  . 

THE  RESOLUTION: 

(833-24-BZ) 

Whereas,  Edward  P.  Dayle,  for  C.  S.  C.  Holding  or 

poration,  owner,  filed,  June  l§,  1924,  an  application,  under 
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the  building  zone  resolution,  to  permit  in  a  residence  dis¬ 
trict  and  also  within  200  ft.  of  an  exit  and  entrance  to  a 
public  school,  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
1301  Merriam  avenue,  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Merriam  avenue  and  West 
169th  street  are  residence  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  June  5,  1924,  in  acting  on  N.  B.  Application  No. 
1849-24,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of  more 
than  five  motor  vehicles  in  residence  district  is  contrary 
to  provisions  of  Building  Zone  Resolution. 

“2.  Erection  of  garage  for  storage  of  more  than 
five  motor  vehicles  within  200  ft.  of  exits  or  entrances 
of  public  school  is  contrary  to  provisions  of  Building 
Zone  Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 
'Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1112-24-BZ. 

APPLICANT' — James  J.  Gavigan,  for  Jennie  L.  Rohan, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  garage  for 
the  storage  of  more  than  five  (5)  motor  vehicles. 
PREMISES  AFFECTED — 653  St.  Nicholas  avenue,  Man¬ 
hattan. 

APPEARANCES— 

For  Applicant:  James  J.  Gavigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland  and  Connell  . .  6 


Negative:  Fire  Chief  Kenlon  .  1 

Absent  .  0 

THE  RESOLUTION: 

(1112-24-BZ) 


Whereas,  James  J.  Gavigan,  for  Jennie  L.  Rohan,  owner, 
filed,  September  10,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  garage  for  the  storage 
of  more  than  five  motor  vehicles ;  premises  653  St.  Nicholas 
avenue,  Borough  of  Manhattan ;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  iSt.  Nicholas  avenue  is  a  resi¬ 
dence  district  and  West  145th  street  is  a  business  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  1924,  in  acting  on  Alt.  Application  No. 
1682-24,  reads : 

”1.  The  structural  alteration  and  enlargement  of  this 
garage  in  a  residence  district  is  unlawful.  Building 
Zone  Resolution,  Section  6.” ; 

and 


A\  hereas,  the  existing  garage  is  non-fireproof,  two  stories 
in  height,  55  ft.  2J4  in.  by  63  ft.  in  area;  it  is  proposed 
to  reduce  the  height  of  the  structure  to  one  story  build 
a  one-story  extension  54  ft.  5  in.  by  7  ft.  in  area ’at  the 
rear  and  use  the  whole  as  a  garage  for  the  storage  of  more 
than  five  motor  vehicles ;  and 

Whereas,  under  the  provisions  of  sections  20  and  24 
of  the  building  zone  resolution  the  board  is  empowered 
to  act,  the  rear  of  the  structure  having  been  destroyed  by 
a  rock  slide. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  g ranted  on  condition  that  the  proposed  ex¬ 
tension  and  building  shall  be  restricted  to  the  dimensions 
indicated  on  the  plans  filed  in  the  case;  and  that  the  interior 
of  the  building  be  fire  retarded  in  accordance  with  the  rules 
of  the  board  of  standards  and  appeals;  and  that  all  permits 
necessary  for  the  prosecution  of  the  work  shall  be  obtained 
within  nine  (9)  months  and  the  building  completed  within 
eighteen  (18)  months  from  the  date  of  this  action. 


1372-23-BZ. 

APPLICANT  Philip  J.  Sinnott,  for  Alexander  Fox 
owner. 

SUBJET— Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  business 
district  the  erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  '  AFFECTED— 300-310  Winthrop  street, 
Brooklyn. 


For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Alfred  Nagelberg,  L.  Zimmerman, 
Mr.  McGarry. 

ACT  ION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Holland  and  Fire  Chief  Kenlon  . . . .’  5 

Negative :  Messrs.  Gunnison  and  Connell .  2 

Absent  .  o 

THE  RESOLUTION : 


(1372-23-BZ) 

Whereas,  Philip  J.  Sinnott,  for  Reuben  Cantor  and 
Morris  Meyers,  owner,  filed,  February  19,  1924,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles; 
premises  300-310  Winthrop  street,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Nostrand  avenue  is  a  busi¬ 
ness  district  and  Winthrop  street,  east  of  Nostrand  ave¬ 
nue,  is  an  unrestricted  district;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  November  16,  1923,  in  acting  on  Application  No. 
21306-23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion,  Art.  II,  Section  4.  A  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district. 

“Business  district  as  per  rule  C. 

“Rule  C  shall  control  regardless  of  any  designation 
within  the  intersecting  streets.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  92J4 
ft.  and  a  depth  of  102  ft.  6  in. ;  to  be  occupied  as  a  ga¬ 
rage  for  more  than  five  motor  vehicles ;  and 
Whereas,  the  board,  believing  that  consideration  of  this 
application  would  be  a  reasonable  adjustment  of  the  build-. 
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ing  zone  resolution,  granting  practical  and  reasonable  use 
and  development  of  the  property  under  appeal,  which  is 
within  8  ft.  on  the  YVinthrop  street  side,  of  an  unrestricted 
district. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  building  be 
restricted  to  one  story  in  height  above  grade;  that  the 
easterly  gable  wall  and  rear  wall  shall  be  unpierced  through¬ 
out  their  entire  height  and  length;  that  there  be  no  ve¬ 
hicular  openings  on  the  Nostrand  avenue  front;  that  the 
vehicular  entrance  be  located  at  the  Winthrop  street  front, 
facing  the  unrestricted  district;  that  the  corner  section  of 
building  formed  by  an  intersection  of  Winthrop  street  and 
Nostrand  avenue  be  developed,  maintained  and  used  for 
store  or  office  use  and  occupancy;  that  there  be  no  open¬ 
ings  on  the  Nostrand  avenue  front,  other  than  windows 
(excepting  the  store  show  window),  the  sills  of  which  shall 
be  at  least  5  ft.  6  in.  above  the  curb  level,  and  that  any  such 
windows  shall  be  glazed  with  translucent  glass;  that  the 
masonry  work  of  the  front  elevation  be  finished  in  face 
brick,  panel  design,  with  architectural  terra  cotta  or  stone 
trimmings;  that  all  permits  necessary  for  the  prosecution 
of  the  work  shall  be  obtained  within  nine  (9)  months  and 
the  building  completed  within  eighteen  (18)  months  from 
the  date  of  this  action. 


1152-24-BZ. 

APPLICANT — William  F.  Doyle,  for  Patrick  Tague, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  alteration  and 
conversion  of  occupancy  from  storage  to  a  garage 
for  the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES — 163-165  Washington  avenue  and  132-134  Hall 
street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  William  F.  Doyle. 

For  Opposition :  Jacob  B.  Lindner. 

ACTION  OF  BOARD — Application  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Gunnison, 
Holland,  Connell  and  Fire  Chief  Kenlon  ....  5 


Negative:  Messrs.  Kennedy  and  Dowd  .  2 

Absent  .  0 

THE  RESOLUTION : 

(1152-24-BZ) 


Whereas,  William  F.  Doyle,  for  Patrick  Tague,  owner, 
filed,  September  19,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district,  the  alteration  of  a  build¬ 
ing  and  conversion  of  occupancy  from  storage  to  a  garage 
for  the  storage  of  more  than  five  motor  vehicles ;  premises 
163-165  Washington  avenue  and  132-34  Hall  street,  Borough 
of  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Washington  avenue  is  a  busi¬ 
ness  district  and  Hall  street  is  a  residence  district ;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  13,  1924,  in  acting  on  Application  No. 
18428-24,  reads : 

“Converting  a  building  in  a  business  district,  previ¬ 
ously  occupied  for  storage  purposes  into  a  garage  for 
more  than  five  motor  vehicles  and  altering  and  extend¬ 
ing  this  building  into  a  residential  district  100  ft.  to  the 
street  in  the  rear  of  the  existing  building.” ; 
and 


\\  hereas,  it  is  proposed  to  alter  and  also  to  remove 
the  partition  wall  at  the  rear  of  the  existing  building  on 
\\  ashington  avenue  (now  used  for  storage)  so  as  to  con¬ 
nect  with  the  existing  garage  on  Hall  street  and  use  the 
entire  premises  as  a  garage  for  the  storage  of  more  than 
five  motor  vehicles ;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
b  and  c,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  interior  of 
the  garage  shall  be  fire  retarded  in  accordance  with  the 
rules  of  the  board  of  standards  and  appeals;  that  any  gaso¬ 
line  or  oil  storage  equipment  shall  be  located  at  the  ex¬ 
treme  front  of  the  Washington  avenue  section  of  the  build¬ 
ing;  that  there  shall  be  no  additional  signs  exposed  or  dis¬ 
played  on  the  Hall  street  front  of  the  structure  other  than 
any  fixed  sign  now  existing ;  and  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within 
sixty  (60)  days  and  the  work  completed  within  ninety 
(90)  days  from  the  date  of  this  action. 


1 086-24- BZ. 

APPLICANT — William  F.  Doyle,  for  Samuel  A.  Potter, 
et  al.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — East  side  Southern  boulevard, 
125  ft.  north  of  167th  street,  The  Bronx. 
APPEARANCES—  ' 

For  Applicant:  William  F.  Doyle. 

For  Opposition :  Thomas  A.  Lynch,  Samuel  Abrams, 
Anton  Gauch,  Joseph  Suttar,  Adolph  Hohle, 
Marion  M.  Grant,  Anna  Hurley,  Ester  Weiner, 
•  Feenie  Handelswan,  Jenny  Roberts,  Philip  Ma- 


jesto,  Wm.  J.  Hohle. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Holland,  Connell  and  Fire 

Chief  Kenlon  .  7 

Absent  .  0 

THE  RESOLUTION: 

(1086-24-BZ) 


Whereas,  William  F.  Doyle,  for  Samuel  A.  Potter 
Estate,  owner,  filed,  August  29,  1924,  an  application,  under 
the  building  zone  resolution,  to  permit  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles ;  premises  east 
side  Southern  boulevard,  125  ft.  north  of  167th  street,  Bor¬ 
ough  of  Bronx ;  and  • 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting.  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Southern  boulevard  and  East 
167th  street  are  business  districts  and  Hoe  avenue  is  a  resi¬ 
dence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  July  23,  1924,  in  acting  on  N.  B.  Application  No. 
2173-24.  reads : 

“1.  Erection  of  a  public  garage  for  more  than  five 
cars  in  ?.  business  zone,  is  contrary  to  the  provisions  of 
the  zone  resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  150 
ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  garage  for 
more  than  five  motor  vehicles ;  and 

Whereas,  the  board  deemed  that  the  invasion  of  this  side 
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of  Southern  boulevard  by  garage  uses  should  not  be  per¬ 
mitted. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be 
and  it  hereby  is  denied. 


793-24-BZ. 

APPLICANT — Emil  Guterman,  for  Joseph  Scileppi,  owner. 

SUBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5)  pleasure  mo¬ 
tor  vehicles,  two  (2)  spaces  rented  to  persons  not 
residing  on  the  premises. 

PREMISES  AFFECTED— 169  Lott  street,  Brooklyn. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD1 — Application  denied. 

THE  VOTE  TO  GRANT— 


Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Kennedy, 
Gunnison,  Holland,  Connell  and  Fire  Chief 

Kenlon  .  6 

Absent :  Mr.  Dowd .  1 

THE  RESOLUTION : 

(.793-24-BZ) 


Whereas,  Emil  Guterman,  for  Joseph  Scileppi,  owner, 
filed,  June  13,  1924,  an  application,  under  the  building  zone 
resolution,  to  permit  in  a  residence  district  the  maintenance 
of  a  garage  for  the  storage  of  five  pleasure  motor  vehicles ; 
two  spaces  rented  to  persons  not  residing  on  the  premises; 
premises  169  Lott  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lott  street  and  Prospect 
street  are  residence  districts  and  Tilden  avenue  is  a  busi¬ 
ness  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  rendered 
June  7,  1924,  in  acting  on  Order  No.  87976-LC,  reads: 

“1.  Discontinue  the  maintenance  of  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  sub¬ 
ject  to  charges  for  storage. 

“2.  Discontinue  the  maintenance  of  garage  on  these 
premises  in  which  is  kept  motor  vehicles  that  are  not 
the  property  of  persons  residing  in  a  dwelling  on  the 
same  lot.”; 

and  .  .  _  r 

Whereas,  the  existing  building,  is  of  non-hreprooi  con¬ 
struction,  one  story  in  height,  with  a  frontage  of  50  ft. 
and  a  depth  of  25  ft.;  occupied  as  a  garage  for  five  mo¬ 
tor  vehicles,  two  spaces  rented  to  persons  not  residing  on 

premises ;  and  .  c 

Whereas,  applicant  failed  to  substantiate  the  basis  ot 

his  application  under  section  20.  # 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  affirmed,  and  the  application  be  and  it  hereby 
is  denied. 


1094-24-BZ.  ,  ,  ...  .  , 

APPLICANT— Emil  Guterman,  for  Joseph  Weisenberger, 


owner.  .... 

JBJECT— Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  extending  from 
a  business  district  the  maintenance  of  a  garage 
for  the  storage  of  one  pleasure  and  one  commer¬ 
cial  motor  vehicle,  both  owned  by  the  party  re¬ 
siding  on  the  premises.  .  ,  T  t 

REMISES  AFFECTED— 27  Delta  place,  Glendale,  L.  1, 


Queens. 

APPEARANCES— 

For  Applicant :  Emil  Guterman. 
For  Opposition :  None. 


ACTION  OF  BOARD — Application  granted  on  condition 
CONDITIONS — As  specified  in  resolution. 

THE  VOTEl — 

Affirmative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Gunnison,  Holland  and  Connell  _  5 

Negative  . .  0 

Absent :  Mr.  Dowd  and  Fire  Chief  Kenlon  ....  2 

THE  RESOLUTION: 

(1094-24-BZ) 

Whereas,  Emil  Guterman,  for  Joseph  "Weisenberger, 
owner,  filed,  September  3,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  partly  in  a  residence 
district  and  partly  in  a  business  district  the  maintenance 
of  a  garage  for  the  storage  of  one  pleasure  and  one  com¬ 
mercial  motor  vehicle,  both  owned  by  the  party  residing 
on  the  premises ;  premises  27  Delta  place,  Glendale,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
46,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Delta  place  is  a  residence 
district,  Gamma  place  is  a  residence  district  and  Cooper 
avenue  is  a  business  district ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  26,  1924,  in  acting  on  Order  No.  85468-LC,  reads: 

“An  inspection  made  showed  that  these  premises  are 
located  in  a  residential  district;  the  storage  of  motor 
vehicles  used  for  business  purposes  is  a  violation  of 
the  Building  Zone  Resolution.” ; 

and 

Whereas,  the  building  is  located  at  the  rear  of  the  lot, 
is  non-fireproof,  one  story  in  height,  19  ft.  by  18  ft.  in 
area;  occupied  for  the  storage  of  one  pleasure  and  one 
commercial  motor  vehicle,  the  property  of  the  owner  of 
the  premises.  The  garage  is  located  half  in  the  residence 
and  half  in  the  business  district;  and 

Whereas,  the  board  deemed  there  would  be  hardship  in 
preventing  owner  from  maintaining  this  occupancy. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  capacity  of 
the  garage  shall  be  limited  to  two  (2)  automobiles,  both 
the  property  of  the  owner  residing  on  the  premises,  one 
a  commercial,  one-ton  truck,  (enclosed  body)  ;  this  permit 
granted  for  a  temporary  period  of  one  year  from  the  date 
of  this  action. 


1107-24-BZ. 

APPLICANT— John  Jos.  Carroll,  for  M.  Mary  Mariella, 


owner. 

SUBJECT— Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the 
alteration  and  extension  of  a  building  to  be  used 
for  business  purposes. 

PREMISES  AFFECTED— 181  Willoughby  avenue,  Brook¬ 


lyn. 

APPEARANCES— 

For  Applicant:  John  Jos.  Carroll. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 


THE  VOTE—  ,  w 

Affirmative:  Chairman  Walsh.  Messrs.  Kennedy, 
Gunnison,  Holland  and  Connell  .  5 

Negative  .  ® 

Absent:  Mr  Dowd  and  Fire  Chief  Kenlon  ..  2 

THE  RESOLUTION : 

(1107-24-BZ) 

Whereas,  John  Jos.  Carroll,  for  M.  Mary  Mariella, 
owner,  filed.  September  8,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  residence  district 
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the  alteration  and  extension  of  a  building  to  be  used  for 
business  purposes;  premises  181  Willoughby  avenue,  Brook¬ 
lyn;  and 

W hereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Willoughby  avenue  and  Ryerson 
street  are  residence  districts;  and 

Wjhereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  August  20,  1924,  in  acting  on  Application  No. 
16136-14  reads: 

“Proposed  one  story  extension  for  business  use  in  a 
residence  district  is  contrary  to  Art.  II,  Sec.  3  of  the 
Zone  Resolution  and  Sec.  6  (a)  of  the  Zone  Resolu¬ 
tion.” 

and 

Whereas,  the  existing  building  is  non-fireproof,  three 
stories  in  height,  25  ft.  by  50  ft.  in  area,  OCCUPIED : 
1st  story,  restaurant  and  dwellings  above;  it  is  proposed  to 
erect  a  one  story  extension  to  the  rear  of  building  25  ft.  by 
26  ft.  in  area,  to  be  used  as  a  kitchen  in  conjunction  with 
the  restaurant;  and 

Whereas,  under  the  provisions  of  section  7  subdivision  A 
the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  extension  shall 
be  not  more  than  one  (l)  story  in  height;  that  the  westerly 
gable  wall  shall  be  unpierced  throughout  its  entire  height 
and  length;  openings  in  the  rear  wall  shall  be  limited  to 
three,  opening  to  property  in  the  same  ownership ;  on 
further  condition  that  the  stairs  as  indicated  in  proposed 
extension  shall  be  enclosed  in  fire  retarded  material  in  ac¬ 
cordance  with  the  rules  of  the  board  of  standards  and  ap¬ 
peals;  that  the  Ryerson  avenue  front  and  return  gable  to 
window  jamb  shall  be  finished  in  the  same  material  as  the 
existing  building,  face  brick,  etc. ;  that  all  permits  necessary 
for  the  prosecution  of  the  work  shall  be  obtained  within  nine 
months  and  the  building  completed  within  one  year  from 
the  date  of  this  action. 


1154-24-BZ. 

APPLICANT — Colonial  Laundry  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  al¬ 
teration  and  extension  of  a  factory  building. 
PREMISES  AFFECTED — 16-20  Lexington  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  John  Caldwell  Meyers. 

For  Opposition :  Frederick  Willets. 

ACTION  OF  BOARD— Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  'Gunnison,  Holland  and  Connell .  5 

Negative  . . .  0 

Absent:  Mr  Dowd  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION : 

(1154-24-BZ) 

Whereas,  Colonial  Laundry  Inc.,  owner,  filed,  September 
25,  1924,  an  application,  under  the  building  zone  resolution, 
to  permit  in  a  business  district  the  alteration  and  extension 
of  a  factory  building;  premises  16-20  Lexington  avenue, 

Brooklyn;  and  . 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  February 
16,  1924,  after  due  notice  by  application  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 


Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Lexington  avenue  is  an  unre¬ 
stricted  district  and  Quincy  street  is  a  business  district;  and 
\\  hereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  15,  1924,  in  acting  on  Application  No. 
18521-24  reads  : 

“Proposition  contrary  to  the  Zone  Resolution  Art  II, 
Sec.  4. 

“Extending  a  factory  into  a  business  district  adjoin¬ 
ing  Downing  and  Quincy  streets.” 
and 

Whereas,  the  existing  building  and  proposed  extension 
are  practically  all  in  the  business  district;  the  existing  build¬ 
ing  is  non-fireproof,  one  and  two  stories  in  height  respec¬ 
tively  36  ft.  6  in.  by  51  ft.  (irregular)  and  48  ft.  11)4  in. 
by  100  ft.  in  area.  OCCUPIED  as  a  laundry.  It  is  pro¬ 
posed  to  incorporate  these  two  buildings  in  a  non-fireproof, 
4  story  building,  90  ft.  by  143  ft.  in  area,  having  a  one 
story  extension  11  ft.  6  in.  by  143  ft.  in  area  at  the  westerly 
side  and  use  the  whole  premises  as  a  laundry ;  and 
Whereas,  under  the  provisions  of  section  7,  subdivision 
A,  and  section  20  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  structure  shall 
not  exceed  two  (2)  stories  in  height;  that  the  rear  westerly 
wall  shall  be  unpierced  throughout  its  entire  height  and 
length ;  all  necessary  permits  for  the  prosecution  of  the 
work  shall  be  obtained  within  nine  (9)  months  and  the 
building  completed  within  eighteen  (18)  months  from  the 
date  of  this  action. 


938-24-BZ. 

APPLICANT — Edward  M.  Adelsohn,  for  Michael  V. 
Woods,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1730-1746  67th  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Harry  G.  Smith. 

For  Opposition :  James  F.  Kiernan,  Wm.  J.  Leon¬ 


ard,  Morris  Selkowitz,  Assuera  Cariatta. 
ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative :  Chairman  Walsh,  Messrs.  Kennedy, 

Gunnison,  Holland  and  Connell .  5 

Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION : 

(938-24-BZ) 


Whereas,  Edward  Adelsohn,  for  Michael  V.  Woods, 
owner,  filed,  July  15,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  partly  in  a  business  district 
and  partly  in  a  residence  district,  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of  more  than  five  motor 
vehicles ;  premises  1730-46  67th  street,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  67th  street  and  17th  avenue 
are  business  districts  and  68th  street  is  a  residence  district ; 
and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  June  3,  1924,  in  acting  on  Application  No.  11935 
reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolution 
Art.  II  Sec.  3  and  Sec.  4.  A  public  garage  for  more 
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than  five  motor  vehicles  in  a  business  district  and  extend¬ 
ing  into  a  residential  district.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  140  ft. 
and  a  depth  of  127  ft. ;  to  be  occupied  as  a  garage  for  more 
than  five  motor  vehicles ;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis  of 
his  application  under  section  7,  subdivision  E  and  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed  and  the  application  be  and 
it  hereby  is  denied. 


1187-24-BZ. 

APPLICANT — New  York  Telephone  Company,  owner. 
SUBJECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  residence  district  the  al¬ 
teration  and  extension  of  a  telephone  exchange 
building. 

PREMISES  AFFECTED — 8728  109th  street  and  8729  108th 
street,  Richmond  Hill,  Queens. 
APPEARANCES— 

For  Applicant :  N.  H.  Egleston. 

For  Opposition:  Robert  J.  Kuhn,  John  J.  Jordan, 
Patrick  Kearns,  Carrie  Harmon,  Alfred 
Schupp,  Josephine  Roth,  Emily  A.  Inzel,  Bar¬ 
bara  Gresncher. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Gunnison,  Holland  and  Connell .  5 

Negative  .  0 


Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon....  2 
THE  RESOLUTION : 

(1187-24-BZ) 

Whereas,  New  York  Telephone  Co.,  owner,  filed,  Octo¬ 
ber  21,  1924,  an  application,  under  the  building  zone  reso¬ 
lution,  to  permit  in  a  residence  district  the  alteration  and 
extension  of  a  telephone  exchange  building;  premises  8728 
109th  street,  8729  108th  street,  Borough  of  Queens;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  108th  street  and  109th  street  are 
residence  districts ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  August  0,  1924,  in  acting  on  Alt.  Plan  No.  2055-24, 
reads : 

“The  extension  of  a  telephone  exchange  into  a  resi¬ 
dence  district  is  contrary  to  the  provisions  of  Art.  II, 
Sect.  3.”; 
and 

Whereas,  the  existing  building  extending  through  from 
street  to  street  is  fireproof,  3  stories  in  height,  having  a 
frontage  of  45  ft.  on  108th  street  and  421  ft.  on  109th  street. 
It  is  proposed  to  add  one  story  to  the  existing  building  and 
to  erect  a  two  story,  fireproof  extension  30  ft.  by  90  ft.  in 
area  on  the  109th  street  frontage  of  the  lot;  and 

Whereas,  under  the  provisions  of  section  7,  subdivision 
D,  the  board  is  empowered  to  act. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  any  openings  in 
the  gable  walls  shall  be  glazed  with  translucent  glass  with 
fixed  metal  sash,  not  more  than  one  ventilator  in  each  sash ; 
that  the  front  elevation  shall  be  finished  as  to  material  and’ 
design  in  strict  harmony  with  the  existing  building  and  that 
all  gable  walls  shall  be  finished  in  treatment  architecturally 
in  accordance  with  the  existing  panel  layout;  that  all  per¬ 


mits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  (9)  months  and  the  building  completed 
within  eighteen  (18)  months  from  the  date  of  this  action. 


1195-24-BZ. 

APPLICANT — Philip  Bardes,  for  Frederick  Ochse,  owner. 
SUBJ  ECT — Application  (re:  decision  of  superintendent  of 
buildings)  to  permit  in  a  business  district  the  al¬ 
teration  and  extension  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 474-482  Sterling  place,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant :  Philip  Bardes,  Frederick  Ochse. 
For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Gunnison,  Holland  and  Connell .  5 

Negative  .  o 


Absent:  Mr.  Dowd  and  Fire  Chief  Kenlon _  2 

THE  RESOLUTION: 

(1195-24-BZ) 

Whereas,  Philip  Bardes,  for  Frederick  Ochse,  owner, 
filed,  October  24,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  garage  for  the  storage  of  more  than 
five  motor  vehicles;  premises  474-482  Sterling  place,  Brook¬ 
lyn  ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
16,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Sterling  place  and  Washing¬ 
ton  avenue  are  business  districts  and  St.  Johns  place  is  a 
residence  district ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  [September  24,  1924,  in  acting  on  Application  No. 
10993-24  reads : 

“1.  Proposition  is  contrary  to  Zone  Resolution  Art. 
II,  Sec.  6.  (Extending  of  existing  public  garage  in  a 
business  district)  and  is  hereby  denied.”; 

and 

Whereas,  the  existing  building  is  non-fireproof,  one  story 
in  height,  75  ft.  by  97  ft.  6  in.  in  area.  It  is  proposed  to 
remove  rear  wall  and  extend  building  to  a  depth  of  117  ft., 
providing  a  3  ft.  emergency  exit  at  rear  west  opening  on 
property  in  same  ownership;  and 

Whereas,  there  existed  on  this  street  between  the  inter¬ 
secting  streets  on  July  25,  1916,  a  stable  for  more  than  five 
horses. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  that  the  rear  and  gable 
wall  shall  be  unpierced  other  than  one  opening  in  the  west¬ 
erly  gable  wall  opening  to  property  in  the  same  ownership; 
that  the  building  shall  be  fire  retarded  in  accordance  with 
the  rules  of  the  board  of  standards  and  appeals ;  that  all 
permits  necessary  for  the  prosecution  of  the  work  shall  be 
obtained  within  nine  (9.)  months  and  the  building  completed 
within  eighteen  (18)  months  from  the  date  of  this  action. 


AREAS  FIXED.  ' 

(1038-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
Charles  D.  Cords,  requesting  the  board  to  fix  the  area 
deemed  affected  and  within  which  to  obtain  consents  for  the 
erection  and  maintenance  of  a  garage;  premises  750-760 
New  York  avenue,  Brooklyn. 

The  following  area  was  approved  by  the  board: 
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Both  sides  of  New  York  avenue  from  a  point  100  ft. 
south  of  Clarkson  avenue  to  a  point  400  ft.  south  of 
proposed  garage;  the  north  side  of  Lenox  road  from 
New  York  avenue  to  a  point  185  ft.  west  of  New  York 
avenue;  also  the  premises  adjoining  at  the  rear  and  for 
a  distance  of  50  ft. 

Note:  For  the  purpose  of  computing  percentage,  50 
ft.  frontage  is  counted  for  premises  adjoining  at  rear. 


(1045-24-BZ) 

The  chairman  presented  and  read  a  communication  from 
F.  P.  Keniston,  requesting  the  board  to  fix  the  area  deemed 
affected  and  within  which  to  obtain  consents  for  the  erec¬ 
tion  and  maintenance  of  a  garage;  premises  101-111  Linden 
street,  Brooklyn. 

The  following  area  was  approved  by  the  board : 

Both  sides  of  Linden  street  from  a  point  100  ft.  west 
of  Evergreen  avenue  to  a  point  400  ft.  east  of  proposed 
garage;  the  east  side  of  Evergreen  avenue  from  Grove 
street  to  Linden  street;  also  the  south  side  of  Grove 
street  from  Evergreen  avenue  to  a  point  327  ft.  3  in. 
east  of  Evergreen  avenue. 


CASES  DISMISSED/ 

Appeals  from  Administrative  Orders. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty : 

(1058-22- A) 

Filed  August  19,  1922 — Premises  329-337  Broadway,  Brook¬ 
lyn.  Decision  of  the  fire  commissioner.  Ap¬ 
pellants,  Gronenberg  &  Leuchtag.  Dismissed 
for  lack  of  prosecution. 

(279-24-A) 

Filed  February  21,  1924 — 'Premises  34  West  4th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  H.  Goodman  &  Sons.  Dismissed 
for  lack  of  prosecution. 

(325-24-A) 

Filed  February  29,  1924— Premises  96  Spring  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  H.  Goodman  &  Sons.  Dismissed 
for  lack  of  prosecution. 

(856-24-A) 

Filed  June  26,  1924— Premises  470-472  Seventh  avenue, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellants,  Blumner  &  Metzger.  Dismissed 
for  lack  of  prosecution. 

(1067-24-A) 

Filed  August  23,  1924 — Premises  556  West  44th  street,  Man¬ 
hattan.  Order  of  the  fire  commissioner. 
Appellant,  H.  Stuhring.  Dismissed  for  lack 
of  prosecution. 

(1081-24-A) 

Filed  August  29,  1924— Premises  133-137  West  23rd  street, 
Manhattan.  Order  of  the  fire  commissioner. 
Appellant,  Universal  Fixture  Corp.  Dis¬ 
missed  for  lack  of  prosecution. 


THE  VOTE  TO  DISMISS  FOR  LACK  OF  PROSECU¬ 
TION— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Gunnison,  Holland  and  Connell .  5 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  and  Mr.  Dowd .  2 

THE  RESOLUTION: 


Whereas,  the  foregoing  appellants  have  filed,  with  the 
board  of  appeals,  appeals  from  orders  affecting  the  prem¬ 
ises  in  question ;  and 

Whereas,  the  appellants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  foregoing  appeals  be  and  they  hereby 
are  dismissed  for  lack  of  prosecution. 


CASES  DISMISSED. 

Under  the  Building  Zone  Resolution. 

I  he  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  appeal  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  duty: 

(480-24-BZ) 

Filed  April  3,  1924— Premises  1927-41  Broadway,  Brook¬ 
lyn.  Decision  of  the  superintendent  of  build¬ 
ings.  Applicants,  Silberman  &  Steinfeld. 
Dismissed  for  lack  of  prosecution. 

(842-24-BZ) 

Filed  June  24,  1924 — Premises  east  side  of  Van  Wyck 
avenue,  80  ft.  south  of  Beaufort  street, 
Richmond  Hill,  Queens.  Decision  of  the  su¬ 
perintendent  of  buildings.  Applicant,  Rich¬ 
ard  Keene.  Dismissed  for  lack  of  prosecu¬ 
tion. 

(1055-24-BZ) 

Filed  August  20,  1924— Premises  7214-24  21st  avenue,  Brook¬ 
lyn.  Decision  of  the  superintendent  of  build¬ 
ings.  Applicant,  Arthur  J.  Stern.  Dismissed 
for  lack  of  prosecution. 

(1100-24-BZ) 

Filed  September  5,  1924 — Premises  532-44  Lefferts  avenue, 
Brooklyn.  Decision  of  the  superintendent 
of  buildings.  Applicant,  Irving  Seelig.  Dis¬ 
missed  for  lack  of  prosecution. 

THE  VOTE  TO  DISMISS  FOR  LAOK  OF  PROSECU¬ 
TION— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Gunnison,  Holland  and  Connell .  5 

Negative  .  o 

Absent:  Fire  Chief  Kenlon  and  Mr.  Dowd .  2 

THE  RESOLUTION : 


Whereas,  the  foregoing  applicants  have  filed  with  the 
board  of  appeals  applications  under  the  building  zone  reso¬ 
lution,  affecting  the  premises  in  question ;  and 

Whereas,  the  applicants  have  failed  to  complete  their 
papers,  though  duly  notified  to  do  so. 

Resolved,  that  the  applications  be  and  they  hereby  are 
dismissed  for  lack  of  prosecution. 


Adjourned  2  p.  m. 

William  J.  O’Gorman,  Secretary. 


FORMS  FOR  NOTICES  TO  PROPERTY  OWNERS 


If  applicants,  under  the  building  zone  resolution,  desire 
copies  of  Form  13A,  for  notices  to  property  owners,  such 
forms  are  not  to  be  supplied  by  this  office. 

The  applicant  is  entitled  only  to  one  copy  of  Form 
13A,  properly  filled  out. 
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If  he  desires  additional  copies  for  his  own  convenience 
in  notifying  property  owners,  he  can  obtain  such  copie3 
from  The  O’Connell  Press,  176  Park  Row,  Manhattan,  at 
three  cents  each,  postage  to  be  added  if  the  forms  are  to 
be  supplied  by  mail. 


MINUTES 

BOARD  OF  STANDARDS  AND  APPEALS 


REGULAR  MEETING, 

TUESDAY  AFTERNOON,  DECEMBER  16,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell,  Holland,  Fire  Chief  Kenlon,  Superintendents 
Brady,  Reville,  Moore,  Kleinert  and  McDermott. 

The  minutes  of  the  regular  meeting  of  the  board  of 
standards  and  appeals,  held  on  Tuesday  afternoon,  Decem¬ 
ber  2,  1924,  were  approved  as  printed  in  the  Bulletin,  No 
50,  Vol.  IX. 


PETITIONS  FOR  VARIATIONS. 

1201-24-S. 

PETITIONER — Samuel  Cohen,  for  John  C.  Tomlinson, 
owner. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 45-47  West  57th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Aaron  Reiss. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  on  request  of  attorney’s  representative. 


982-24-S. 

PETITIONER — New  York  Yellow  Cab  Co.,  iSales  Agency, 
Inc.,  lessee. 

SUBJECT — Variation  of  the  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 614-618  West  131st  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Petitioner:  Louis  Levine. 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  on  request  of  petitioner’s  representative. 


598-24-S. 

PETITIONER — Levy  &  Berger,  for  Rocco  M.  Agoglia, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
department  of  health. 

PREMISES  AFFECTED — 168  21st  street,  Brooklyn. 
APPEARANCES— None. 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  for  final  disposition. 


107O-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Company,  for  The  Mirror,  lessee. 

SUBJECT — 'Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 605  Fifth  avenue,  Manhattan. 
APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  '• 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924, 
at  2  p.  m.,  on  request  of  petitioner’s  representative. 


1008-24-S. 

PETITIONER — Croker  National  Fire  Prevention  Engi¬ 
neering  Co.,  for  Broadway-Thirtieth  Street  Corp., 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 22  East  55th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Herman  E.  Horwood. 

ACTION  OF  BOARD — Petition  withdrawn. 


THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Moore,  Kleinert  and  Mc¬ 


Dermott  .  io 

Negative  .  o 

Absent :  Mr.  Kennedy,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 


974-24-S. 

PETITIONER— John  C  Wiarda  &  Co.,  lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 259-273  Green  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Petitioner:  Howard  B.  Bishop. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  withdrawn  to  comply. 
THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Gunnison,  Connell, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott..  12 

Negative  .  o 

Absent :  Deputy  Fire  Commissioner  Hannon. . .  1 


145-24-S 

PETITIONER — A.  R.  Beck,  president,  for  DeKalb  Com¬ 
pany,  owner  of  leasehold. 

SUBJECT— Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 113-115  East  18th  street,  Man¬ 
hattan. 

APPEARANCES— None. 

ACTION  OF  BOARD — Petition  dismissed  for  lack  of  pros¬ 
ecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 
dents  Brady,  Reville,  Moore  and  McDermott  10 


Negative  .  o 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein¬ 
ert  .  3 

THE  RESOLUTION : 

(145-24-JS) 


Whereas,  A  R.  Beck,  President,  for  DeKalb  Company, 
owner  of  leasehold,  filed,  January  30,  1924,  a  petition,  with 
the  board  of  standards  and  appeals,  for  variation  of  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  decision  of  the  su¬ 
perintendent  of  buildings,  affecting  premises  113-115  East 
18th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
reads : 

“V.  5521-21. 

“Occupying  building  contrary  to  occupancy  cer¬ 
tificate.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  32  ft.  by  60  ft.  in  area,  occupied  as  a  tenant  fac¬ 
tory,  34  persons  in  the  entire  building,  the  means  of  egress 
consisting  of  an  interior  stairway  extending  from  the  1st 
story  to  the  roof,  enclosed  in  fire  retarded  partitions  with 
fire  doors  at  the  openings,  a  fire  escape  on  the  rear  of  the 
building  with  landing  on  extension  roof  and  balcony  lead¬ 
ing  across  extension  roof  to  adjoining  extension  in  rear;  at' 
the  2nd  story  level  balcony,  a  fire  escape  is  level  with  the 
roofs  of  adjoining  buildings,  with  fire  windows  along  the 
course  of  the  fire  escape  and  goose  neck  ladder  to  roof ;  and 
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Whereas,  the  building  was  originally  occupied  as  an 
office  building  and  the  occupancy  was  changed  from  office 
building  to  factory,  a  variation  of  the  labor  law  being  re¬ 
quested  to  permit  the  omission  of  a  fireproof  passage  from 
the  termination  of  the  rear  fire  escape  to  the  street  and  the 
acceptance  of  the  means  of  egress  through  adjoining  prem¬ 
ises  ;  and 

\\  hereas,  no  one  appeared  when  this  case  was  called  that 
the  petition  be  and  it  hereby  is  dismissed  for  lack  of  prose¬ 
cution. 


1246-24-S. 

PETITIONER — Clarence  S.  Howell,  for  John  Mullen, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  orders  of 
fire  commissioner. 

PREMISES  AFFECTED — 837  Eleventh  avenue  and  600 
West  57th  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  Clarence  S.  Howell. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACT  ION  OF  BOARD — Petition  dismissed  on  report  of 
inspector  of  fire  prevention  bureau. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Gunnison,  Connell, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott..  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon...  1 

THE  RESOLUTION  : 

(1246-24-S) 

Whereas,  Clarence  S.  Howell,  for  John  Mullen,  owner, 
filed,  October  20,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  orders  of  the  fire  commissioner, 
affecting  premises  837  11th  avenue  and  600  West  57th  street, 
Manhattan;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  Oc¬ 
tober  2,  1924,  read : 

“No.  65400-LF : 

“An  inspection  of  the  premises  837  11th  avenue  and 
600  West  57th  street,  Borough  of  Manhattan,  shows 
that  a  fire  drill  should  be  established  and  maintained 
therein  according  to  the  requirements  of  Section  279  of 
the  Labor  Law.  The  Labor  Law  specifically  charges 
the  fire  commissioner  with  the  duty  of  enforcing  the 
provisions  of  the  law,  as  to  fire  drills. 

“No.  65401-LF : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  rules  of  the  board  of 
standards  and  appeals  and  the  enclosed  approved  lay¬ 
out.”  ; 
and 

Whereas,  the  building  is  fireproof,  five  stories  (63  ft.) 
in  height,  25  ft.  5  in.  by  100  ft.  in  area;  OCCUPIED  as  a 
tenant  factory — 24  persons  above  the  first  story.  EXITS: 
An  interior  fireproof  stairway  extending  from  1st  story  to 
roof ;  enclosed  in  fireproof  partitions  with  fire  doors  at 
openings;  a  proposed  fire  escape  on  the  front  of  the  build¬ 
ing  extending  from  the  top  story  to  2nd  story  balcony  with 
counterbalanced  ladder  to  street,  with  fireproof  windows 
along  the  course  thereof;  ROOFS  of  adjoining  buildings 
are  four  stories  lower ;  and 

Whereas,  petitioner  contends  that  less  than  25  persons 
are  employed  above  the  1st  story  and  if  this  number  is  ex¬ 
ceeded  section  279  of  the  labor  law  will  be  complied  with; 

a°W  hereas,  on  report  of  representative  of  Fire  Prevention 
Bureau  that  order  is  not  enforceable  at  this  time,  for  the 
reason  that  the  occupancy  is  less  than  25  persons. 

Resolved,  that  the  petition  be  and  it  hereby  is  dismissed. 


1214-24-S. 

PETITIONER — Samuel  Brenner,  for  208-210  West  30th 
Street  Corp.,  owner. 

SUBJEC1 — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AbFECTED — 208-212  West  30th  street,  Man¬ 
hattan. 

APPEARANCES— 

bor  Petitioner:  Samuel  Brenner, 

ACTION  Ob  BOARD — Petition  granted  on  condition. 
CONDIl  IONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Moore,  Kleinert  and  Mc¬ 


Dermott  .  10 

Negative  .  o 

Absent:  Mr.  Kennedy,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 

THE  RESOLUTION: 

(1214-24-S) 


Whereas,  Samuel  Brenner,  for  208-210  West  30th  St. 
Corp.,  owner,  filed,  October  10,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  a  decision  of  the 
superintendent  of  buildings,  affecting  premises  208-212  West 
30th  street,  Manhattan;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  24,  1924,  reads : 

“11.  All  windows,  including  show-windows,  should 
comply  with  Section  264  Labor  Law  and  Rule  503  In¬ 
dustrial  Code.  Show  panes  not  over  720  sq.  in.  and  not 
over  48  in.  in  any  dimension,  with  frames  not  over 
5  ft.  by  9  ft.”; 
and 

Whereas,  the  building  is  fireproof,  twelve  stories  in 
height,  69  ft.  by  98  ft.  9  in.  in  area;  EQUIPPED  with  a 
sprinkler  system.  OCCUPIED:  1st  story,  stores,  40  per¬ 
sons  ;  mezzanine,  offices,  20  persons ;  2nd  and  3rd  stories, 
showrooms,  110  persons  per  story;  upper  stories,  factory, 
110  persons  per  story;  and 

Whereas,  there  are  openings  in  the  front  of  the  building 
on  the  1st,  2nd  and  3rd  stories  with  in.  plate  glass ;  the 
maximum  area  of  the  glass  on  the  1st  story  is  10  ft.  0  in. 
by  9  ft.  6  in.  and  in  the  2nd  and  3rd  stories  the  maximum 
area  of  the  glass  is  8  ft.  0  in.  by  7  ft.  6  in.;  and 

Whereas,  petitioner  contends  that  to  comply  with  the  la¬ 
bor  law  as  to  the  area  of  the  glass  would  destroy  the  archi¬ 
tectural  effect  of  the  building  and  materially  affect  the  use 
intended  for  the  lower  three  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  the  street  front  on  three 
lower  stories,  on  condition  that  the  openings  shall  be 
equipped  with  approved  metal  frames,  glazed  with  pol¬ 
ished  plate  glass  not  less  than  in-  in  thickness ;  that  the 
centre  light  in  each  of  the  windows  on  the  2nd,  and  3rd 
stories  shall  be  fixed  sash;  and  on  further  condition  that 
the  requirements  of  the  labor  law  shall  be  complied  with  in 
all  other  respects. 


1224-24-S 

PETITIONER — Henry  I.  Oser,  for  Millinery  Trade  Build¬ 
ing,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED — 54  West  39th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Henry  I.  Oser. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 
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THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Moore,  Kleinert  and  McDer¬ 


mott  .  10 

Negative  .  0 

Absent:  Mr.  Kennedy,  Eire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon .  3 

THE  RESOLUTION : 

(1224-24-S) 


Whereas,  Henry  1.  Oser,  for  Millinery  Trade  Building, 
owner,  hied,  October  14,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  variation  from  the  requirements 
of  the  labor  law,  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  54  West  39th  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings 
rendered  October  3,  1924,  reads : 

“4.  All  windows  required  to  be  fireproof  in  a  fac¬ 
tory  building,  must  comply  with  section  264-7  Labor 
Law  as  to  type  and  size  of  glass  panes.  Proposed  ar¬ 
rangement  is  unlawful.” ; 

and 

Whereas,  the  building  is  hreproof,  16  stories  in  height, 
35  ft.  by  98  ft.  in  area;  equipped  with  a  sprinkler  system; 
OCCUPIED  as  follows:  1st  story,  stores;  upper  stories, 
showrooms  and  25  per  cent  manufacturing,  45  persons  per 
story;  and 

Whereas,  there  are  openings  in  the  front  of  the  build¬ 
ing  on  the  1st  and  2nd  stories  glazed  with  plate  glass;  the 
maximum  area  of  the  glass  on  the  1st  story  is  66  in.  by 
96  in.  and  the  maximum  area  on  the  2nd  story  is  94  in.  by 
64  in.;  and 

Whereas,  petitioner  contends  that  to  subdivide  the  glass 
in  the  windows  would  destroy  the  use  intended  for  the  two 
lower  stories. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  the  windows  on  street  front  of  two  lower 
stories  on  condition  that  the  openings  shall  be  equipped  with 
approved  metal  frames,  glazed  with  polished  plate  glass 
not  less  than  in.  in  thickness ;  that  the  centre  lights 
of  openings  on  2nd  story  shall  be  fixed  sash ;  and  on 
further  condition  that  the  requirements  of  the  labor  law 
shall  be  complied  with  in  all  other  respects. 


1227-24-lS. 

PETITIONER— Samuel  Rosenblum,  for  Peoples’  Outfit¬ 
ters,  Inc.,  owner. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 302  West  37th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Petition  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Dowd, 
Gunnison,  Holland,  Connell,  Superintendents 
Brady,  Reville,  Moore,  Kleinert  and  McDer¬ 
mott  .  10 

Negative  . ® 

Absent :  Mr.  Kennedy,  Fire  Chief  Kenlon  and 

Deputy  Fire  Commissioner  Hannon .  3 

THE  RESOLUTION : 

(1227-24-iS) 

Whereas,  Samuel  Rosenblum,  for  Peoples  Outfitters, 

Inc.,  owner,  filed,  October  14,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 


quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  302  West  37th  street,  Man¬ 
hattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  June 
26,  1924,  reads: 

“L  Arrange  the  fire  escape  on  the  front  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  Section  273  and  274  of 
the  Labor  Law,  *  *  *. 

"Note:  Among  the  defects  noted  are  the  following: 

“No  balconies  (4  in.  wide)  on  3rd  and  4th  stories. 

“No  22  in.  wide  stairways  connecting  balconies. 

“No  counterbalanced  stairway  from  lowest  balcony 
to  street. 

“Windows  on  course  not  fireproof  self-closing.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  22  ft.  4  in.  by  24  ft.  9  in.  in  area.  OCCUPIED : 
1st  story,  store,  4  persons ;  2nd  story,  caterer,  3  persons ;  3rd 
story,  slipper  manufacture,  6  persons;  4th  story,  tailor,  7 
persons:  EXITS:  An  interior  wooden  stairway  extend¬ 
ing  from  1st  story  to  top  story  with  ladder  to  scuttle  in 
roof ;  enclosed  in  wooden,  metal  covered  partitions  with 
wooden,  metal  covered  doors  at  openings ;  a  fire  escape  on 
the  rear  of  the  building  with  a  stairs  from  top  story  to 
roof  of  extension  of  adjoining  building  and  a  stair  from  the 
3rd  story  to  the  same  extension ;  a  fire  escape  on  the  front 
of  the  building  with  a  balcony  at  the  2nd  story  with  coun¬ 
terbalanced  drop  ladder  to  street ;  ROOFS  of  adjoining 
buildings — to  west  is  8  ft.  higher  and  to  east,  one  story 
higher ;  and 

Whereas,  petitioner  contends  the  fire  escapes  were  erected 
in  compliance  with  a  modification  granted  by  the  board 
(Cal.  No.  496-22-S)  and  that  while  the  use  has  changed  the* 
occupancy  is  differently  distributed  and  reduced  from  19  to 
16  persons  in  the  entire  building. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  on  con¬ 
dition  that  the  stipulations  contained  in  resolution  of  Cal. 
No.  496-22-S,  as  to  exit,  shall  be  complied  with;  and  granted 
only  so  long  as  present  conditions  as  to  occupancy  and  use 
remain  unchanged. 


1231-24-S. 

PETITIONER— David  M.  Jones,  for  Morris  Sarnoff,  les¬ 
see. 

SUBJECT— Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 19  West  38th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner:  David  M.  Jones. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Gunnison,  Connell, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott...  12 

Negative  . . .  ® 

Absent:  Deputy  Fire  Commissioner  Hannon. . .  1 

THE  RESOLUTION : 

(1231-24-S) 

Whereas,  David  M.  Jones,  for  Morris  Sarnoff,  lessee, 
filed  October  15,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  variation  from  the  requirements  of  the 
labor  law,  as  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  19  West  38th  street,  Manhattan ;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  May 

7,  1924,  reads: 
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“1.  Arrange  the  fire  escape  on  the  rear  of  building 
and  the  openings  leading  thereto  and  the  windows  open¬ 
ing  on  the  course  thereof  so  that  same  are  in  compli¬ 
ance  with  the  provisions  of  Section  273  and  274  of  the 
Labor  Law  *  *  ; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  25  ft.  by  72  ft.  in  area;  OCCUPIED  as  a  tenant 
factory,  45  persons  above  the  1st  story ;  EQUIPPED  with 
a  fire  alarm  signal  system.  EXITS:  An  interior  wooden 
stairway  extending  from  1st  story  to  top  story,  with  iron 
ladder  to  scuttle  in  roof ;  enclosed  in  wooden  partitions  with 
wooden  doors  at  openings;  a  fire  escape  on  the  rear  of  the 
building  extending  from  main  roof  to  the  roof  of  one  story 
fireproof  extension  of  building  at  rear ;  with  fireproof  win¬ 
dows  along  the  course  thereof ;  with  EGRESS  from  the 
termination  of  fire  escape  by  means  of  crossing  roof  of  one 
story  extension  of  building  at  the  rear  to  a  fire  escape  bal¬ 
cony  on  same,  thence  by  means  of  iron  stairway  to  fire 
passage  to  street  in  premises  21  West  38th  street;  ROOFS 
of  adjoining  buildings  are  seven  and  eleven  stories  higher; 
and 

Whereas,  petitioner  contends  that  the  one  story  exten¬ 
sion  of  the  building  at  the  rear  is  fireproof ;  that  the  exist¬ 
ing  means  of  egress  from  fire  escape  of  building  at  the  rear 
has  been  accepted  by  the  Bureau  of  Buildings  and  that  the 
premises  containing  the  fireproof  passageways  is  under 
same  ownership  as  building  under  question. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only 
so  far  as  it  affects  the  egress  from  the  termination  of  fire 
escapes  on  the  rear  on  condition  that  a  fixed  iron  stairway 
to  the  roof  of  the  extension  of  the  building  to  the  west  shall 
be  provided,  with  egress  therefrom  by  an  unobstructed  fire¬ 
proof  passageway  to  street,  with  signs  indicating  line  of 
travel ;  and  that  the  occupancy  shall  not  exceed  25  persons 
in  factory  use  above  2nd  story,  or  that  the  stairway  shall 
be  enclosed  in  fire-resisting  material,  in  which  case  the 
occupancy  as  stated  shall  not  be  exceeded. 


1264-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Bilt  Rite  Baby 
Carriage  Co.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 439  Broadway,  Brooklyn. 
APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Holland,  Gunnison,  Connell, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott...  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon...  1 

THE  RESOLUTION : 

(1264-24-S) 

Whereas,  Samuel  Rosenblum,  for  Bilt  Rite  Baby  Car¬ 
riage  Co.,  owner,  filed,  October  24,  1924,  a  petition,  with  the 
board  of  standards  and  appeals,  for  variation  from  the  re¬ 
quirements  of  the  labor  law,  as  cited  in  an  order  of  the  fire 
commissioner,  affecting  premises  439  Broadway,  Brooklyn; 

and  .  .  ,  _ 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  3,  1924,  reads: 

“1.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  on  the  rear  of  build¬ 
ing  by  constructing  a  fireproof  passageway,  with  an  un¬ 


obstructed  width  of  at  least  3  feet  throughout,  leading 
to  the  street,  *  *  *  as  per  Section  273  of  the  Labor 
Law.”; 

and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  90  ft.  in  area;  OCCUPIED  for  the  manu¬ 
facture  of  baby  carriages — 26  persons  above  the  1st  story; 
EQUIPPED  with  a  sprinkler  system  and  a  fire  alarm  signal 
system.  EXITS:  An  interior  wooden  stairway  extending 
from  1st  story  to  roof;  enclosed  in  wooden  partitions  with 
wooden  doors  at  openings ;  a  45  degree  fire  escape  with 
casement  doors  on  each  story,  on  the  rear  of  the  building 
extending  from  top  story  balcony  to  yard — with  goose-neck 
ladder  to  roof;  with  fireproof  windows  along  the  course 
thereof ;  with  EGRESS  from  the  termination  of  fire  escape 
by  means  of  yard  adjoining  to  the  north;  ROOFS  of  ad¬ 
joining  buildings  to  north  4  ft.  higher;  to  south  one  story 
lower ;  and 

Whereas,  petitioner  contends  that  a  doorway  has  been 
provided,  in  the  brick  wall  to  the  north,  with  iron  steps  to 
the  yard  level  and  in  view  of  the  limited  occupancy  requests 
that  this  means  of  egress  from  the  termination  of  the  fire 
escape  be  accepted. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  egress  from  termination  of  fire  escapes  on 
condition  that  the  fire  escapes  otherwise  shall  comply  with 
the  labor  law  in  all  respects;  that  a  free  and  unobstructed 
opening  shall  be  maintained  between  these  premises  and  the 
adjoining  one  to  the  north  (No.  437  Broadway),  with  unob¬ 
structed  egress  therefrom  direct  to  street  and  signs  indicat¬ 
ing  the  line  of  travel  in  premises  No.  437  Broadway ;  and 
granted  so  long  as  conditions  otherwise  as  to  occupancy  and 
use  remain  unchanged. 


1172-24-S. 

PETITIONER — Julius  Eckman,  for  Samuel  Lustbader,  Jr., 
lessee. 

SUBJECT — Variation  of  labor  law  as  cited  in  decision  of 
superintendent  of  buildings. 

PREMISES  AFFECTED— 341  East  11th  street,  Manhat¬ 


tan. 

APPEARANCES— 

For  Petitioner  :  Julius  Eckman. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Holland, 
Fire  Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott... 

Negative  . 

Absent:  Deputy  Fire  Commissioner  Hannon... 


12 

0 

1 


THE  RESOLUTION: 

(1172-24-S) 

Whereas,  Julius  Eckman,  for  Samuel  Lustbader,  Jr., 
filed,  September  26,  1924,  a  petition,  with  the  board  of 
standards  and  appeals,  for  a  variation  from  the  requirements 
of  the  labor  law  as  cited  in  a  decision  of  the  superintendent 
of  buildings,  affecting  premises  341  East  11th  street,  Man¬ 
hattan;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
Alt.  App.  No.  1540-1924,  dated  September  11,  1924,  reads: 

“2.  Passageway  to  street  should  be  fireproof  as  per 
Section  273,  Labor  Law.  Obstructions  from  foot  of  fire 
escape  should  be  removed.”; 
and  . 

Whereas,  the  building  is  non-fireproof ;  divided  into  three 
sections,  the  front  section,  6  stories  in  height,  the  rear  sec¬ 
tion,  5  stories  in  height,  and  the  center  section  is  one  story 
in  height ;  with  a  frontage  of  25  ft.,  a  depth  of  135  ft.,  and 
60  ft.  wide  rear ;  OCCUPIED  as  a  tenant  factory,  75  per- 
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sons  above  the  1st  story.  EXITS  :  One  interior  wooden 
stairway  extending  from  the  1st  to  top  story,  enclosed  in  fire 
retarding  partitions  with  fire  doors  at  openings.  ROOFS 
of  adjoining  buildings  are  25  ft.  lower;  and 

Whereas,  petitioner  proposes  to  erect  a  45  degree  fire 
escape  on  the  south  wall  of  the  5  story  section — extending 
from  the  main  roof  to  the  roof  of  the'  1  story  section  with 
45  degree  counterbalanced  stair  to  adjoining  yard  of  3  story 
tenement  to  west  with  egress  by  means  of  opening  passage¬ 
way,  to  street. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  so  far 
as  it  affects  egress  from  termination  of  fire  escapes  on  con¬ 
dition  that  standard  fire  escapes  shall  be  provided  on  the 
building  to  the  roof  of  1st  story  extension,  with  egress 
therefrom  by  means  of  a  45  degree  counterbalanced  stair  to 
the  yard  of  adjoining  tenement  house  to  the  west,  with 
direct  egress  from  said  yard  unobstructed  to  East  11th 
street  and  so  maintained;  that  consent  of  adjoining  owner 
shall  be  filed,  also  verified  consent  filed  with  superintendent 
of  buildings ;  and  that  the  labor  law  requirements  shall  be 
complied  with  in  all  other  respects. 


1265-24-S. 

PETITIONER — Samuel  Rosenblum,  for  Wako  Co.,  Ltd., 
owner. 

SUBJECT — \  ariation  of  labor  law  as  cited  in  order  of  fire 
commissioner. 

PREMISES  AFFECTED — 18  East  54th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Holland, 
Fire  -Chief  Kenlon,  Superintendents  Brady, 
Reville,  Moore,  Kleinert  and  McDermott...  12 

Negative  .  0 

Absent:  Deputy  Fire  Commissioner  Hannon...  1 

THE  RESOLUTION: 

(1265-24-S) 

Whereas,  Samuel  Rosenblum,  for  Wako  Co.,  Ltd.,  owner, 
filed,  October  24,  1924,  a  petition,  with  the  board  of  stand¬ 
ards  and  appeals,  for  a  variation  from  the  requirements  of 
the  labor  law  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  18  East  54th  street,  Manhattan;  and 
Whereas,  -the  order  of  the  fire  commissioner,  No.  65681- 
LD,  dated  October  4,  1924,  reads : 

“1.  Provide  an  outside  iron  balcony  fire  escape  on 
the  front  of  building  *  *  *. 

“2.  Remove  the  substandard  fire  escape  on  the  rear 
of  building  or  reconstruct  same  *  *  *. 

“3.  Extend  the  interior  stairway  at  the  west  side  of 
building  to  the  roof  *  * 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  23  ft.  by  100  ft.  in  area  at  1st  story,  23  ft.  by  90  ft. 
in  area  at  1st  story,  and  23  ft.  by  60  ft.  in  area  above. 
OCCUPIED  as  showrooms  and  light  manufacturing  on  the 
1st  and  2nd  stories,  25  persons  per  story  and  dwellings 
above.  EXITS :  An  interior  fireproof  stairway  extending 
from  1st  story  to  2nd.  story  and  wooden  stairs  above  ex¬ 
tending  to  top  story  with  iron  ladder  to  scuttle  in  roof ; 
enclosed  in  fireproof  partitions  with  fire  doors  at  openings, 
and  an  auxiliary  stairway  extending  from  1st  to  2nd  story. 
A  fire  escape  on  the  rear  of  the  building  extending  from 
the  main  roof  to  the  roof  of  the  1st  story  extension;  with 


non-fireproof  windows  along  the  course  thereof.  ROOFS 
of  adjoining  buildings  to  west — 1  story  lower,  to  east,  same 
level;  and 

Whereas,  petitioner  contends  that  the  occupancy  of  the 
premises  is  small ;  that  the  factory  portion  has  two  stair¬ 
ways  ;  that  the  main  stairway  is  enclosed  in  fireproof  parti¬ 
tions  and  that  there  is  no  factory  occupancy  above  the  2nd 
story. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted,  as  to 
Item  1,  on  condition  that  Certificate  of  Occupancy  issued  by 
superintendent  of  buildings  shall  be  complied  with ;  as  to 
Item  2  on  condition  that  the  fire  escape  on  rear  shall  be 
maintained  in  good  repair  as  additional  service  for  the  liv¬ 
ing  apartments ;  and  as  to  Item  3  on  condition  that  fixed, 
double-rung  ladder  from  the  top  story  hall  to  the  scuttle  in 
roof  shall  be  provided;  and  granted  so  long  as  conditions 
otherwise  as  to  occupancy  and  use  remain  unchanged. 


1010-24-S. 

PETITIONER — Emil  Guterman,  for  Nellie  Voit,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 36  Devoe  street  Brooklyn. 

APPEARANCES— 

For  Petitioner  :  Emil  Guterman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Connell,  Holland,  Superinten¬ 
dents  Brady,  Reville,  Moore,  Kleinert  and 


McDermott  .  io 

Negative  .  o 

Absent:  Mr.  Gunnison,  Fire  Chief  Kenlon  and 
Deputy  Fire  Commissioner  Hannon  .  3 

THE  RESOLUTION : 

(1010-24-S) 


Whereas,  Emil  Guterman,  for  Nellie  Voit,  owner,  filed, 
August  7,  1924,  a  petition,  with  the  board  of  standards  and 
appeals,  for  variation  from  the  requirements  of  the  labor 
law,  as  cited  in  an  order  of  the  fire  commissioner,  affecting 
premises  36  Devoe  street,  Brooklyn;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Feb¬ 
ruary  4,  1922,  reads : 

“1.  Arrange  the  fire  escape  on  the  west  side  of  build: 
ing  and  the  openings  leading  thereto  and  the  windows 
opening  on  the  course  thereof  so  that  same  are  in  com¬ 
pliance  with  the  provisions  of  Sections  273  and  274  of 
the  Labor  Law  *  *  *. 

“Among  the  defects  noted  on  this  fire  escape  are  th<? 
following : 

“No  stairway  from  lowest  balcony  to  ground. 

“No  passageway  from  termination  of  fire  escape  to 
street. 

“Fire  escape  needs  painting.”; 
and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  20  ft.  by  100  ft.  in  area  at  the  1st  story  and  20  ft. 
by  90  ft.  in  area  above.  OCCUPIED :  1st  story,  storage  of 
plumbing  supplies,  1  person;  2nd  story,  vacant  at  present, 
0  persons;  3rd  story,  pipe  mfg.,  10  persons;  4th  story,  coat 
mfg.,  40  persons ;  5th  story,  vacant  at  present,  0  persons. 
EQUIPPED  with  a  fire  alarm  signal  system.  EXITS:  An 
interior  wooden  stairway  extending  from  1st  story  to  roof ; 
enclosed  in  brick  partitions  with  fire  doors  at  openings ;  a 
fire  escape  on  the  west  side,  rear,  of  the  building  extending 
from  the  main  roof  to  the  roof  of  the  adjoining  one  story 
extension ;  with  fireproof  windows  along  the  course  thereof ; 
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with  EGRESS  from  the  termination  of  fire  escape  by  means 
of  adjacent  extension  roof ;  ROOFS  of  adjoining  buildings 
are  fifteen  and  twenty-five  feet  lower;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
exit  are  adequate. 

Resolved ,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  egress  from  termination  of  fire  escape  bal¬ 
cony  at  2nd  story  level  on  westerly  gable  wall,  on  condition 
that  the  fire  escape  balcony  shall  be  continued  southerly 
along  the  westerly  gable  wall,  returning  across  the  entire 
rear  of  building,  with  egress  therefrom  by  means  of  a  45 
degree  stairway  to  the  adjoining  yard  at  the  east,  thence 
through  the  building  to  Devoe  street ;  that  the  labor  law 
requirements  shall  be  complied  with  in  all  other  respects ; 
granted  only  so  long  as  the  properties  to  the  east  and  west 
remain  in  the  one  ownership;  that  the  entire  occupancy  of 
building  above  1st  story  shall  not  exceed  the  legal  capacity 
of  the  interior  stairs ;  and  that  the  fire  escape  balcony  shall 
be  in  accordance  with  plan  filed  at  the  hearing. 


1138-24-S. 

PETITIONER — Charles  B.  Meyers,  for  Morris  Benedon, 
owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 46  Great  Jones  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner :  Charles  B.  Meyers. 

For  Administration ;  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 
dents  Brady,  Reville,  Moore  and  McDermott  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein- 

ert  .  3 

THE  RESOLUTION; 

(1138-24-S) 

Whereas,  Charles  B.  Meyers,  for  Morris  Benedon,  owner, 
filed,  September  16,  1924,  a  petition,  with  the  board  of  stand¬ 
ard «  and  appeals,  for  a  variation  from  the  requirements  of 
the  labor  law,  as  cited  in  an  order  of  the  fire  commissioner, 
affecting  premises  46  Great  Jones  street,  Manhattan;  and 
Whereas,  the  order  of  the  fire  commissioner,  dated  Au¬ 
gust  17.  1915,  Photo  No.  566,  reads: 

“1.  Provide  an  adidtional  means  of  exit  from  each 
floor  of  building  remote  from  existing  stairway.”; 

and 

Whereas,  the  building  is  fireproof,  seven  stories  in 
height,  23  ft.  3  in.  by  90  ft.  5  in.  in  area  at  1st  story  and 
23  ft.  3  in.  by  85  ft.  in  area  above;  OCCUPIED  as  a  tenant 
factory,  69  persons  above  the  1st  story.  EQUIPPED  with  a 
fire  alarm  signal  system.  EXITS  :  An  interior  fireproof 
stairway  extending  from  1st  story  to  roof;  enclosed  in  fire¬ 
proof  partitions  with  fire  doors  at  openings.  A  45  degree 
fire  escape  on  the  rear  of  the  building  extending  from  the 
main  roof  to  roof  of  the  1st  story  extension ;  with  fireproof 
windows  along  the  course  thereof ;  ROOFS  of  adjoining 
buildings  to  west  3  stories  lower;  to  east  at  same  level; 
and 

Whereas,  petitioner  proposes  to  provide,  in  lieu  of  pas¬ 
sageway  to  street,  a  stationary  iron  stairway  leading  from 
roof  of  extension  directly  to  the  open  yard  of  premises  to 
rear. 

Resoh’ed,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  egress  from  termination  of  lowest  balcony 
at  2nd  story  level  on  condition  that  balcony  shall  be  ex- 
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tended  to  east  with  45  degree  stairway  to  yard  of  premises, 
40  East  4th  street,  and  granted  only  so  long  as  conditions  as 
to  occupancy  and  use  remain  otherwise  unchanged. 


1161-24-S. 

PETITIONER — F.  P.  Keniston,  for  Kupsuptic  Realty 
Corp.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 239  Seventh  avenue,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner;  F.  P.  Keniston. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten- 
tendents  Brady,  Reville,  Moore  and  McDer¬ 


mott  .  io 

Negative  .  o 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein- 

ert  .  3 

THE  RESOLUTION : 

(1161-24-S) 


Whereas,  F!  P.  Keniston,  for  Kupsuptic  Realty  Corp., 
owner,  filed,  September  23,  1924,  a  petition,  with  the  board 
of  standards  and  appeals,  for  a  variation  from  the  require¬ 
ments  of  the  labor  law,  as  cited  in  an  order  of  the  fire  com¬ 
missioner,  affecting  premises  239  Seventh  avenue,  Manhat¬ 
tan  ;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  63759- 
LD,  dated  August  7,  1924,  reads : 

“l.  Provide  safe  and  unobstructed  egress  from  the 
lower  termination  of  the  fire  escape  at  the  rear  of  the 
building  by  constructing  a  fireproof  passageway  with 
an  unobstructed  width  of  at  least  3  feet  throughout 
leading  to  the  street  *  * 
and 

Whereas,  a  decision  of  the  superintendent  of  buildings 
reads : 

“Obj.  No.  3 — Egress  from  termination  of  fire  escape  at 
rear  of  building  does  not  comply  with  labor  law,  a  second 
means  of  exit  from  first  floor  not  provided  *  * 
and  • 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  19  ft.  9  in.  by  80  ft.  in  area  at  1st  story  and  19  ft. 
9  in.  by  40  ft.  in  area  above.  OCCUPIED:  1st  story,  res¬ 
taurant  ;  upper  stories,  offices  and  furriers,  5  persons  on  each 
story.  EXITS :  An  interior  wooden  stairway  extending 
from  1st  story  to  roof;  enclosed  in  fire  resisting  partitions 
with  fireproof  doors  at  openings.  A  45  degree  fire  escape 
on  the  rear  of  the  building  extending  from  main  roof  to 
roof  of  1st  story  extension;  with  fireproof  windows  along 
the  course  thereof ;  with  EGRESS  from  the  termination  of 
fire  escape  by  means  of  roof  of  adjoining  extension  to  a 
stairway  to  street.  ROOFS  of  adjoining  buildings  same 
height ;  and 

Whereas,  petitioner  contends  in  view  of  the  light  occu¬ 
pancy  above  the  1st  story,  that  the  existing  manner  of  egress 
is  adequate. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  only  so 
far  as  it  affects  egress  from  termination  of  fire  escape  on 
1st  story  extension  roof,  with  egress  to  roof  of  adjoining 
extension  at  the  north,  egress  therefrom  through  an  en¬ 
closed  passageway  in  adjoining  premises  direct  to  street;  and 
as  to  order  of  superintendent  of  buildings,  regarding  second 
means  of  egress  from  1st  story,  granted  on  condition  that 
an  opening  from  the  rear  of  1st  story  to  the  adjoining  prem¬ 
ises  to  the  south  shall  be  provide*! ;  and  that  the  occupancy 
and  use  shall  remain  substantially  unchanged. 


MINUTES 


888-24-S. 

PETITIONER — Western  Electric  Co.,  Inc.,  owner. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED— 455-465  West  street,  55-77  Be- 
thune  street,  137-149  Bank  street  and  734-742  Wash¬ 
ington  street,  Manhattan. 

APPEARANCES— 

For  Petitioner:  George  E.  Quigley,  Warren  B. 

Sanford  and  C.  G.  Motley. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition  in 
part  and  denied  in  part. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 

nedy,  Dowd,  Gunnison.  Connell,  Superinten¬ 
dents  Brady,  Reville,  Moore  and  McDer¬ 
mott  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein- 
ert  .  3 


THE  RESOLUTION : 

(888-24-A) 

Whereas,  Western  Electric  Co.,  Inc.,  owner,  filed,  July 
2,  1924,  a  petition,  with  the  board  of  standards  and  appeals, 
for  variation  from  the  requirements  of  the  labor  law.  as 
cited  in  orders  of  the  fire  commissioner,  affecting  premises 
455-65  West  street,  55-77  Bethune  street,  137-49  Bank  street, 
734-42  Washington  street.  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  June 
12,  1924,  reads: 

"No.  60854-LF : 

“1.  Install  an  adequate  interior  electric  fire  alarm 
system  in  accordance  with  the  Rules  of  Board  of  Stand¬ 
ards  and  Anneals  and  the  enclosed  approved  layout.” 
“No.  60855-LF; 

“An  inspection  of  the  premises  455-65  West  street. 
55-77  Bethune  street.  137-49  Bank  street  and  734-~42 
Washington  street.  Borough  of  Manhattan,  shows  that 
a  fire  drill  should  be  established  and  maintained  therein 
according  to  the  requirements  of  Section  279  of  the  La¬ 
bor  Law.” ; 
and  , 

Whereas,  the  building  is  fireproof,  13  stories  in  height, 
wiht  a  frontage  of  142  ft,  10  in,  on  West  street.  143  ft.  3  in' 
on  Bank  street,  and  284  ft.  on  Bethune  street,  ('irregular') 
in  area:  divided  into  eight  separate  sections:  sections  A.  B. 
C.  D  and  G.  being  independent  fireproof  buildings  with  two 
interior  fireproof  stairways,  each  leading  to  the  street  level, 
section  H.  has  one  stairway  leading  to  Washington  street 
and  a  bridge  at  the  3rd  storv  leading  to  section  G:  section 
E  has  horizontal  exits  to  section  G.  on  each  storv  and  a 
stairway  leading  to  Bank  street :  section  F  has  a  stairwav 
leading  to  Washington  street:  OCCUPIED  as  offices  and 
manufacturing:  equipped  with  a  fire  alarm  signal  svstem 
and  a  sprinkler  system :  with  a  total  occupancy  of  3,325  per¬ 
sons  in  the  building:  and 

Whereas,  petitioner  contends  occupancy  is  less  than  50 
per  cent,  of  the  permitted  oecuoancv  based  on  the  exits,  that 
the  means  of  egress  are  ample  and  are  adeouate  to  bring 
the  building  within  the  exception  set  forth  in  Section  279. 
Subdivision  3  of  the  Labor  Law.  which  reads : 

“3.  Exceptions.  Subdivisions  one  and  two  of  this 
section  shall  not  anolv  to  a  building  in  which  even- 
sciuare  foot  of  the  floor  area  on  all  stories  is  protected 
with  an  automatic  sprinkler  system  having  two  adpouate 
sources  of  water  supplv  and  approved  bv  the  public  au¬ 
thorities  having  jurisdiction  thereof  and  in  which  also 
the  maximum  number  of  occupants  of  any  one  floor 
does  not  exceed  more  than  fifty  per  centum  the  capacity 
of  the  exits,  as  determined  by  subdivisions  one,  two  and 


three  of  section  two  hundred  and  seventy-eight,  in  ad¬ 
dition  to  the  prescribed  occupancy  under  subdivisions 
five,  six  and  seven  of  said  section.” 

Resolved,  that  the  board  of  standards  and  appeal  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  it 
relates  to  Order  No.  60855,  only  so  far  as  requiring  the 
drill  of  entire  plant  at  one  time,  on  condition  that  the  fire 
drill  by  individual  units,  which  units  shall  be  separated  by 
horizontal  walls,  shall  be  organized  and  conducted  in  ac¬ 
cordance  with  the  rules  now  in  force  and  that  Order  No. 
60854  be  and  it  hereby  is  affirmed,  and  the  petition  be  and 
it  hereby  is  denied. 


602-24- S. 

PETITIONER — Samuel  Rosenblum.  for  Heilner  &  Wolf, 
owners. 

SUBJECT — Variation  of  labor  law  as  cited  in  order  of 
fire  commissioner. 

PREMISES  AFFECTED — 15  East  17th  street,  Manhat¬ 
tan. 

APPEARANCES— 

For  Petitioner  :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Petition  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Superinten¬ 
dents  Brady,  Reville,  Moore  and  McDer¬ 
mott  .  10 

Negative  .  0 

Absent:  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein- 
ert  .  3 

THE  RESOLUTION: 

(602-24-iS) 

Whereas,  Isidor  H.  Pollack,  for  Heilner  &  Wolf,  owners, 
filed,  April  25,  1924,  a  petition,  with  the  board  of  standards 
and  appeals,  for  a  variation  from  the  requirements  of  the 
labor  law,  as.  cited  in  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  15  East  17th  street,  Manhattan ;  and 
Whereas,  the  order  of  the  fire  commissioner.  No.  47697- 
LD,  dated  June  9,  1923,  reads : 

“1.  Extend  the  interior  stairway  at  the  east  side  of 
building  to  the  roof  *  *  *. 

“2.  Arrange  the  fire  escape  on  the  south  side  of 
building  and  the  openings  leading  thereto  and  the  win¬ 
dows  opening  on  the  course  thereof  so  that  same  are  in 
compliance  with  the  provisions  of  Sections  273  and  274 
of  the  Labor  Law  *  *  *. 

“NOTE:  Among  the  defects  noted  on  this  fire  escape 
are  the  following : 

“No  stairway  from  lowest  balcony  to  ground.  No 
passageway  from  termination  of  fire  escape  to  street.”; 

and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  22  ft.  by  68  ft.  in  area;  OCCUPIED  as  follows: 
1st  story,  store,  restaurant,  5  persons ;  2nd  story,  mfg.  of 
rubber  goods,  8  persons ;  3rd  story,  8  persons ;  4th  story, 
mfg.  embroidery,  10  persons;  5th  story,  14  persons;  6th 
story,  mfg.  brassiers,  45  persons.  Equipped  with  a  fire 
alarm  signal  system.  EXITS :  An  interior  wooden  stair¬ 
way  extending  from  1st  to  top  story,  enclosed  in  fire  resist¬ 
ing  partitions  with  fire  doors  at  openings ;  at  the  rear  of  the 
building  there  is  a  party  wall  fire  escape  with  fireproof  win¬ 
dows  on  the  course  of  this  fire  escape  and  with  egress  from 
2nd  story  balcony  into  loft  of  adjoining  building;  ROOFS 
of  adjoining  buildings  at  same  level ;  and 

Whereas,  petitioner  contends  that  the  existing  means  of 
egress  are  adequate;  and 

Whereas,  this  petition  was  previously  granted  by  the 
board  as  to  Item  1,  on  condition,  and  denied  as  to  Item  2 : 
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MINUTES 


the  petitioner  now  proposes  to  connect  the  lowest  (2nd  story) 
balcony  of  rear  fire  escape  with  the  rear  balcony  of  867-9 
Broadway  (the  property  adjoining  at  north)  thence  leading 
to  rear  windows  of  store  on  first  story  which  extends 
through  to  Broadway  and  also  claims  that  consent  has  been 
obtained  from  the  owner  of  867-9  Broadway  to  maintain 
such  exit ;  petitioner  contends  that  such  arrangement  would 
provide  safe  and  adequate  means  of  egress  from  rear  fire 
escape  and  requests  the  board  to  also  grant  this  petition  as 
to  Item  2. 

Resolved,  that  the  board  of  standards  and  appeals  does 
hereby  make  a  variation  from  the  requirements  of  the  labor 
law  and  that  the  petition  be  and  it  hereby  is  granted  as  to 
Item  t  on  condition  that  a  fixed,  double-rung,  iron  ladder 
shall  be  provided  from  the  top  story  hall  to  scuttle  in  roof ; 
as  to  Item  2  on  condition  that  a  45  degree  stairway  shall  be 
provided  from  the  party- wall  balconv  on  2nd  story  level  to 
balcony  of  fire  escape  on  the  rear  of  867-9  Broadway;  and 
that  the  iron  shutters  on  the  plain  glass  openings  leading  into 
this  building  shall  be  removed. 


CASES  DISMISSED. 

Variations  of  the  Labor  Law. 

The  chairman  called  attention  to  the  following  cases, 
where  notices  of  intention  to  petition  were  offered  for  filing; 
but  where,  despite  notices  from  this  office,  papers  have  not 
been  completed,  thus  tying  the  hands  of  the  administrative 
official  in  the  performance  of  his  dutv : 

(733-24-S) 

Filed  May  27,  1924 — Premises  342-44  West  40th  street.  Man¬ 
hattan.  Order  of  the  fire  commissioner,  la¬ 
bor  law.  Petitioner,  John  Morgan,  Inc.  Dis¬ 
missed  for  lack  of  prosecution. 


(852-24-S) 

Filed  June  25,  1924 — 'Premises  91  Canal  street,  Manhattan. 

Order  of  the  fire  commissioner,  labor  law. 
Petitioner,  Raphael  Dashow.  Dismissed  for 
lack  of  prosecution. 

(1113-24-S) 

Filed  September  10,  1924 — Premises  45-47  East  20th  street. 

Manhattan.  Order  of  the  superintendent  of 
buildings,  labor  law.  Petitioner,  E.  J,  Gold¬ 
smith.  Dismissed  for  lack  of  prosecution. 


THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Connell,  Su¬ 
perintendents  Brady,  Reville,  Moore  and  Mc¬ 
Dermott  .  10 

Negative  .  0 

Absent :  Fire  Chief  Kenlon,  Deputy  Fire  Com¬ 
missioner  Hannon  and  Superintendent  Klein- 
ert  .  3 

THE  RESOLUTION : 

Whereas,  the  above  petitioners  filed,  with  the  board  of 


standards  and  appeals,  various  petitions,  from  orders  of  the 
superintendent  of  buildings  and  the  fire  commissioner,  af¬ 
fecting  premises  stated ;  and 

Whereas,  petitioners  have  failed  to  complete  the  papers? 
although  duly  notified  to  do  so. 

Resolved,  that  the  petitions  be  and  they  hereby  are  dis¬ 
missed  for  lack  of  prosecution. 


Adjourned  5.15  p.  m. 

William  J.  O’Gorman,  Secretary. 


RULES 


AMENDMENTS  TO  THE  FIRE  ESCAPE  RULES— RULES  RELATING  TO  SUBSTANDARD  EXITS. 
(Cal.  No.  414-24-SR) 


Rule  3  of  Fire  Escape  Rules  of  Board  of  Standards  and 
Appeals,  adopted  July  2,  1918,  Cal.  No.  1218-18-S;  Amended 
Dec.  12  1918,  Cal.  No.  1708-18-S  ;  Amended  May  9,  1924; 
Cal.  No.  414-24-SR. 

EXISTING  FIRE  ESCAPES  OF  FACTORIES. 

3.  When  in  addition  to  the  required  exits  from  any  fac¬ 
tory  or  factory  building,  there  exist  other  means  of  egress 
which  are  not  entirely  in  accordance  with  the  requirements 
of  the  Labor  Law  and  the  Rules  of  the  Board  of  Standards 
and  Appeals,  such  means  of  egress  may  he  retained  under 
the  following  conditions. 

(a)  Fire  Escapes. — All  substandard  fire  escapes  on  fac¬ 
tory  buildings  shall  be  removed  or  reconstructed  in  ac¬ 
cordance  with  Section  274  of  the  Labor  Law.  except  that 
in  lieu  of  a  counterbalanced  stair  a  drop  ladder  in  guides 
from  the  lowest  balconv  to  ground  mav  be  provided.  Sub¬ 
standard  fire  escapes  shall  not  be  considered  as  a  basis  for 
increased  occupancy  of  the  building.  When  such  sub¬ 
standard  fire  escapes  are  located  in  any  court  or  on  the 
side  or  rear  of  a  building,  proper  egress  to  a  point  of  safety 
shall  be  provided,  either  to  op°n  adjoining  yards,  or  the 
lowest  balconv  may  be  connected  to  an  adjoining  fire  escape, 
exterior  stairway,  or  to  roof  of  adjoining  extension.  or 


other  egress  satisfactory  to  the  Fire  Commissioner.  All 
such  fire  escapes  shall  be  maintained  structurally  safe  and 
properly  painted. 

Ob)  Interior  Stairways — All  interior  stairways  not  con¬ 
forming  to  the  requirements  of  the  Labor  Law  or  rules  of 
the  Board  of  Standards  and  Appeals  may  be  retained,  pro¬ 
vided  that  egress  to  same  is  maintained  unobstructed,  halls 
are  properly  lighted,  and  all  landings,  passageways,  etc., 
are  maintained  free  and  unobstructed.  An  easily  operated 
panic  bolt  or  other  similar  device  may  be  installed  at  street 
exit  door. 

(c)  Exterior  Screened  Stairways— Exterior  screened 
stairways  not  serving  as  a  required  means  of  egress  shall 
be  either  removed  or  maintained  structurally  safe  and  prop¬ 
erly  painted,  exits  thereto  and  all  platforms  and  passage¬ 
ways  thereof  shall  be  maintained  unobstructed,  and  egress 
from  termination  shall  be  as  provided  for  substandard  fire 
escapes  in  subivision  a. 

(d)  Horizontal  Bridges — Horizontal  bridges  and  party 
wall  balconies  between  buildings  shall  be  removed  or  main¬ 
tained  structurally  safe  and  properly  painted,  and  access 
thereto  and  all  passageways  thereof  shall  be  maintained  un¬ 
obstructed. 

(e)  No  sign  of  any  character  shall  be  placed  at  open¬ 
ings  leading  to  these  substandard  exits. 


NOTICE 


BUILDING  CODE  ON  SALE. 

Copies  of  the  Building  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
itreet.  Price,  $1;  by  mail,  $1.08. 


ELECTRICAL  CODE  ON  SALE. 

Copies  of  the  Electrical  Code  are  now  on  sale  at  the 
Distributing  Division  of  the  City  Record  Office,  125  Worth 
street.  Price,  25c;  by  mail,  27c. 
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PROGRESS  REPORT 


DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  December  18,  1924  ..1483 


Restored  to  calendar  . 86 

Miscellaneous  Applications. 

Requests  to  reopen  .  189 

Requests  to  amend  .  8 

Requests  for  modification  .  42 

Requests  to  rescind  .  3 

Requests  for  extension  of  time  .  21 

Requests  for  extension  of  permit . .  38 

Requests  for  mechanical  installations  .  2 

Requests  for  approval  of  plans  .  6 

Administrative  requests  .  1 

Requests  for  interpretation  .  5 

Total  . 2511 

Disposed  of  . 1921 

Cases  pending  December  18,  1924  .  590 


DISPOSITION  OF  CASES 

Withdrawn  . 155 

Dismissed  .  ^6 

Denied  . 280 

Granted  .  14 

Granted  on  condition  .  922 

Appliances  approved  .  26 

Appliances  dismissed,  disapproved  or  withdrawn  .  23 

Rules  approved  .  8 

Rules  disapproved  or  rescinded  .  1 

Miscellaneous  Actions. 

Requests  to  reopen  granted  .  171 

Requests  to  reopen  denied  . , .  n 

Requests  to  amend  granted  .  8 

Requests  to  amend  denied  .  0 

Requests  for  modification  granted  .  40 

Request  for  modification  denied  .  2 

Requests  to  rescind  granted .  3 

Requests  to  rescind  denied  .  0 

Requests  for  extension  of  time  granted  .  20 

Requests  for  extension  of  time  denied .  1 

Requests  for  extension  of  permit  granted  .  36 

Requests  for  extension  of  permit  denied .  a 

Requests  to  install  granted  .  2 

Requests  to  install  denied  .  0 

Plans  approved  .  6 

Plans  disapproved  .  0 

Administrative  requests  granted  .  0 

Administrative  requests  denied  or  withdrawn  .  1 

Interpretations  .  5 

Requests  withdrawn  or  dismissed  .  7 

Total  . . 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
bearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 
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CONTENTS 


This  issue  of  the  Bulletin  contains,  in  the  order 
given — 

Docket. 

Call  of  Clerk’s  Calendar. 

The  Trial  Calendar. 

Notices  in  Building  Zone  Cases. 

Minutes  of  Meeting,  Board  of  Appeals,  December 
23,  1924. 

Minutes  of  Special  Meeting,  Board  of  Appeals, 
December  23,  1924. 

Reserve  Calendar. 

Progress  Report. 


DATES  AND  HOURS  OF  MEETING. 

Board  of  Appeals,  Tuesdays,  at  10  a.  m 
Special  meetings  as  listed  in  this  Calendar. 

Call  of  Clerk’s  Calendar,  Tuesdays,  at  2  p.  m. 

Board  of  Standards  and  Appeals,  as  listed  in  the  Cal¬ 
endar. 

All  hearings  are  held  in  Room  919,  Municipal  Building 
Manhattan. 


i  ; 


HOURS  FOR  CONSULTATION. 

10  A.  M.  to  1  P.  M. 

Any  person  desiring  to  consult  the  chatrmahf'©» .  tjie  en¬ 
gineers,  pertaining  to  the  work  of  either  board,  will  rbtyc 
seen  only  between  the  hours  of  ten  in  the  piorning  and  one 
in  the  afternoon — Saturdays  excepted.  '//]  f^j  f  ) 

CALL  OF  CLERK’S  CALENDAR. 

The  Clerk’s  Calendar  consists  under  the 

Building  Zone  Resolution,  and  its  object  is  to 
ested  property  owners  opportunity  to  file  objections,  if  any.^ 
and  will  be  called  in  Room  919,  on  Tuesday,  December 
30,  1924,  at  2  o’clock.  At  this  call  each  case  is  set  for 
hearing  on  a  definite  day. 

The  next  subsequent  Call  of  the  Calendar  will  be  on 
Tuesday,  January  6.  1925,  at  2  o’clock. 

The  Clerk’s  Calendar  is  not  to  be  confused  with  the 
Calendar  of  cases  that  have  been  definitely  set  for  hear¬ 
ing  on  fixed  days. 


NOTICE  TO  APPELLANTS  AND  PETITIONERS. 

No  appeal,  application  or  petition  will  he  entertained  in 
connection  with  which  court  proceedings  are  pending  or  in 
progress,  nor  accepted  that  are  not  filed  within  twenty 
davs  from  the  date  of  the  action  of  the  Administrative  Of¬ 
ficial. 


#  Any  communication  purporting  to  be  an  appeal,  applica 
tion.  or  petition  shall  be  regarded  as  a  mere  notice  of  in¬ 
tention  to  seek  relief  until  it  is  filed  on  the  form  required 
by  the  rules  of  this  board. 


Upon  receipt  of  any  such  communication  the  writer  will 
be  supplied  with  the  official  forms  for  presenting  his  ap¬ 
peal,  application  or  petition,  abd  if  he  fails  to  supply  the 
data  required  thereon,  within  twenty  days,  his  case  may  be 
dismissed  for  lack  of  prosecution. 

.  At  the  time  of  filing  an  application,  the  appellant  or  peti¬ 
tioner  shall  forward  a  signed  notice  of  appeal  addressed 
to  the  administrative  official  (either  superintendent  of  build¬ 
ings  or  fire  commissioner)  and  file  with  this  board  a  dupli¬ 
cate  of  said  notice. 


Petitioners  are  advised  that  their  plans  must  indicate  the 
points  of  the  compass  so  as  to  establish  the  true  location 
and  position  of  the  property,  the  subject  of  the  appeal. 

Appeals,  applications  and  petitions  will  be  simplified  and 
expedited  by  conforming  to  these  directions. 

William  E.  Walsh,  Chairman. 
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New  Cases 
1514-24-S . 


1513-24-A . 

1512-24-SA _ 

1511-24-A . 

1510-24- A . 

1509-24-A . 


1508-24- A . 

1507-24-A . 

1506-24-BZ . . . 

1505-24-A . 

1504-24-BZ . . . 


1503-24-BZ . . . 
1502-<24-BZ. .  . 


1501-24-S . 

1500-24-SA . .  . 

1499-24-A . 

1498-24-A . 

1497-24- A . 

1496-24-A . 

1495-24-S . 

1494-24-BZ . . . 

1493-24-S . 

1492-24-S . 

1491-24-S . 

1490-24-S . 

1489-24-S . 

1488-24-S - 


DOCKET. 


Filed  Week  Ending  December  24,  1924. 


...F.D . 

.293-303  Spring  st.,  303-313 
Hudson  st.,  78-90  Vandam  st., 
Man.  LD-69193. 

...B.B.B.  . 

.523-545  Fulton  st.,  Bklyn. 

Applic.  24217-24. 

...F.D . 

.  Jove  Break  Glass  Pull  Lever 
Box.  Appliance. 

...F.D.  ... 

.  771  E.  133rd  st.,  Bx. 

N.  B.  2579-24. 

...F.D.  ... 

.  1038  Ocean  ave.,  Bklyn. 

Alt.  1583-24. 

...F.D.  ... 

.  USEM  Closed  Circuit  Stand¬ 
pipe  Tank  and  Sprinkler  Su¬ 
pervision  System.  Appliance. 

...F.D.  ... 

.  420  Oakland  st.,  1-11  Paige 
ave.,  Bklyn.  F-68587. 

...F.D.  ... 

.  405  E.  4th  st.,  Man. 

F-68399. 

...B.B.M.  . 

.59-61  Carmine  st.,  Man. 

N.B.  673-24. 

...F.D.  ... 

.299  Van  Alst.  ave.,  L.  I.  C., 
Qns.  LC-89584. 

...B.B.Q.  . 

.W.  S.  Bergen  ave.,  317.47'  N. 
of  Jamaica  ave.,  Jamaica. 
Qns.  N.B.  20218-24. 

...B.B.M.  . 

.  132-142  W.  38th  st.,  1385-91 
Broadway,  Man.  N.B.  694-24. 

...B.B.Q.  . 

.E.  S.  N.  Y.  ave.,  185'  N.  of 
South  st.,  Jamaica,  Qns. 

N.B.  18891-24. 

...F.D.  ... 

.  13-16  E.  14th  st.,  Man. 

LD-68028. 

...F.D.  ... 

.  Smolensky  Check  Valve. 

Appliance. 

...F.D.  ... 

.  934-36  2nd  ave.,  Qns. 

N.B.  1771-24. 

...F.D.  ... 

.  51  W.  3rd  st.,  Man. 

F-66733. 

...F.D.  ... 

.  N.  W.  cor.  252nd  st.  &  Inde¬ 
pendence  ave.,  Bx.  LC-26465. 

...F.D.  ... 

.  205-207  W.  33rd  st.,  Man. 

Alt.  2138-24. 

...F.D.  ... 

.  45  Maiden  Lane,  Man. 

LD-68096. 

...B.B.M. 

..133-35  W.  100th  st.,  Man. 

N.B.  354-24. 

...F.D.  ... 

.  30  E .  9th  st.,  Man. 

L.D. -60441. 

...F.D.  ... 

.  333  7th  ave.,  Man. 

LD-68924. 

...F.D.  ... 

.  333  7th  ave.,  Man. 

LD-68923. 

...F.D.  ... 

.  333  7th  ave.,  Man. 

LDL68929. 

...F.D.  ... 

.333  7th  ave.,  Man. 

LD-6893. 

...F.D.  ... 

.>33  7th  ave.,  Man. 

LD-68917. 

1487-24- S . F.D .  333  7th  ave.,  Man. 

-  LD-68944. 

1486-24-A . F.D . S.  W.  cor.  Cypress  ave.  & 

-  Center  st.,  Q.  N.B.  860-1924. 

1485-24-BZ . B.B.Bx.  .1997  Bryant  ave.,  Bx. 

-  N.B.  1500-1924 

1484-24-S . F.D . 76  W.  Houston  st.,  Man. 

-  LD-63423 


Restored  to  Calendar . 


1111-24-BZ . B.B.Bx. 


849-24-BZ . B.B.Bx. 


1367-23-BZ . B.B.Bx. 


1197-23-BZ . B.B.Bx. 


.  N.  W.  cor.  189th  st.  &  Wash¬ 
ington  ave.,  Bx. 

N.B.  2447-1921. 
.  348-358  E.  184th  st.,  Bx. 

N.B.  1923-1924. 
.  1211-1263  Boynton  ave.,  Bx. 

N.B.  2402-1923. 
.712-748  So.  Boulevard,  Bx. 

N.B.  2463-1923. 


F.D.  .. 

H.D.  .. 

B.B.B. 

B.B.Bx 

B.B.M. 

B.B.Q. 

B.B.R. 

T.H.D. 


CODE. 

. Fire  Department 

. Health  Department 

...Bureau  of  Buildings,  Brooklyn 

. Bureau  of  Buildings,  Bronx 

■  Bureau  of  Buildings,  Manhattan 

. Bureau  of  Buildings,  Queens 

..Bureau  of  Buildings,  Richmond 
....Tenement  House  Department 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Building  Zone  Cases. 

354-24-BZ. 

APPLICANT — Thomas  F.  Cosgrove,  for  Interborough 
Auto  Repair  &  Supply  Co.,  owner. 

PREMISES — 306-308  Broadway,  West  New  Brighton,  S.  I. 
Richmond. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
motor  vehicle  repair  shop. 

479-24-BZ. 

APPLICANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Gaetano  Calandrillo,  owner. 

PREMISES — 46  Lewis  avenue,  Corona,  Borough  of  Queens. 

TO  PERMIT  in  a  business  district  the  maintenance  of  a 
junk  shop. 

1232-24-BZ. 

APPLICANT — Boris  W.  Dorfman,  for  Louis  Bergstein, 
owner. 

PREMISES — 173-191  Linden  street,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1266-24-BZ. 

APPLICANT — Philip  J.  Sinnott,  for  Kings  County  Milli 
Co.,  lessee. 

PREMISES — 5612  Eighteenth  avenue,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  conversion  of  oc¬ 
cupancy  of  an  existing  building  from  a  one  family 
and  garage  for  the  storage  of  five  (5)  motor  ve¬ 
hicles,  to  a  milk  distributing  station. 
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1344- 24-BZ. 

APPLICANT — John  De  Hart,  for  1212  5th  Avenue  Corp., 
owner. 

PREMISES — 1211-1214  Fifth  avenue,  Manhattan. 

TO  PERMIT  in  a  residence  district  the  erection  and  main¬ 
tenance  of  a  gasoline  selling  station. 

1345- 24-BZ. 

APPLICANT — John  De  Hart,  for  Estate  of  Fred’k  Fisher, 
owner. 

PREMISES — 1160-1172  Intervale  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1346- 24-BZ. 

APPLICANT— Edward  P.  Doyle,  for  Louis  Blumberg, 
owner. 

PREMISES— East  side  of  Coney  Island  avenue,  150.52  ft. 
south  of  Avenue  T,  Brooklyn. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1398-24-BZ.  ,  „  TT  . 

APPLICANT — G.  A.  &  H.  Boehm,  for  The  Harriman 
Realty  and  Security  Corp.,  owner. 

PREMISES— 523-529  Fifth  avenue,  Manhattan. 

TO  PERMIT  in  a  business  V/a  times  height  district  the 
erection  of  the  street  wall  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution. 


BOARD  OF  APPEALS. 

Tuesday,  December  30,  1924,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

11 93-24- A — 398-400  Concord  avenue,  The  Bronx. 

1202-24-A — 1822-1828  Lexington  avenue,  Manhattan. 
1205-24-A— 949-959  Willoughby  avenue,  Brooklyn. 

121 1-24-A — 2589  Richmond  terrace,  Richmond. 

1220-24-A — 1920  Fowler  avenue,  The  Bronx. 

1222-24-A — 23  West  56th  street,  Manhattan. 

1234-24-A — 814-826  Eighth  avenue,  Manhattan. 

1236- 24- A — 9-i4  Northern  avenue,  Manhattan. 

1424-24-A— 1-23  East  139th  street,  Manhattan. 

1237- 24-A— South  side  of  West  190th  street,  between  Wads 

worth  terrace  and  Wadsworth  avenue,  M.v 
hattan. 

359-24-A — 59-61  Reade  street,  Manhattan. 

586-24-A — 7  Dutch  street,  Manhattan. 

589-24-A — 43-45.  Wooster  street,  Manhattan. 

634-24-A — 9120  89th  street,  Woodhaven,  Queens. 
727-24-A— 36-40  John  street.  Manhattan. 

1209-24-A — 2  Rector  street,  Manhattan. 

1476-24-A — 26  Buckingham  road,  Brooklyn. 

1137-24- A— 1600  Broadway,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  TS  HEREBY  GTVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution.  Tuesday  morning.  December  30,  1924.  at 
10  o’clock,  in  Room  919,'  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cat  .  no  1 1 80-24-BZ — Application.  September  30.  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 


of  Two  Hundred  and  Fifty-seven 
Madison  Avenue,  Inc.,  owner,  to  per¬ 
mit  in  a  residence  1J4  times  height 
district  the  erection  and  maintenance 
of  a  business  building  and  to  erect  the 
street  walls  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution ; 
premises  257-261  Madison  avenue, 
southeast  corner  of  East  39th  street, 
Manhattan. 

cal.  no.  1223-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Henry  Grenhart,  owner,  to  permit  in  a 
residence  district  the  alteration  and 
conversion  of  occupancy  from  a  motor 
vehicle  repair  shop  to  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  166-168  East  92nd 
street,  Manhattan. 

cal.  no.  1286-24-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Rose 
Mandel,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  building  to  be  used  for 
laundry  purposes;  premises  1466-1476 
Herkimer  street,  southeast  corner  of 
Jardine  place,  Brooklyn. 

cal.  no.  1156-24-BZ — Application.  September  22,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Cosmo  Saponaro,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  982  Morris  avenue, 
northeast  corner  of  164th  street,  The 
Bronx. 

cat.,  no.  1160-24-BZ — Application,  September  23,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Samuel 
Weissman,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  550-558  Warwick  street. 
Brooklyn. 

cal.  no.  1213-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolute*'  of  Wil¬ 
liam  F.  Doyle,  applicant,  on  behalf  of 
Abbie  S.  Gitterman,  et  al.,  owners,  to 
permit  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor 
vehicles ;  premises  southwest  corner  of 
Southern  boulevard  and  East  185th 
street,  The  Bronx. 

CAL.  no.  1215-24-BZ — Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Hollis 
Operating  Co.,  Inc.,  applicant  and 
owner,  to  permit  in  a  residence  dis¬ 
trict  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  building  to  be  used  for  stores,  of¬ 
fices  and  theatre  purposes ;  premises 
south  side  of  Jamaica  avenue.  60  ft. 
east  of  191st  street,  Hollis,  Borough 
of  Queens. 

cal.  no.  1186-24-BZ — Application,  September  30,  1924.  under 
the  building  zone  resolution,  of  Emil 
Ruff,  applicant  and  owner,  to  permit 
in  a  business  district  the  erection  and 
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maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles,  also  a  motor  vehicle  repair  shop ; 
premises  northeast  corner  of  Metro¬ 
politan  avenue  and  Wicks  street,  Ja¬ 
maica,  Borough  of  Queens. 

cal.  no.  1230-23-BZ — Application,  October  30,  1924,  under 
the  building  zone  resolution,  of  James 
Ruburg,  applicant,  on  behalf  of  Marie 
Ruburg,  owner,  to  permit  in  a  resi¬ 
dence  district  the  installation  and  main¬ 
tenance  of  a  gasoline  selling  station; 
premises  1-3  160th  street,  Flushing,  Bor¬ 
ough  of  Queens. 

cal.  no.  31-24-BZ — Application,  January  9,  1924,  under  the 
building  zone  resolution,  of  F.  W. 
Rinn,  architect,  on  behalf  of  Samuel 
Brenner,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a 
garage  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  2251  Grand 
avenue,  northwest  corner  of  Buchanan 
place,  The  Bronx. 

cal.  no.  887-24-BZ — Application,  July  2,  1924,  under  the 
building  zone  resolution,  of  Ferdinand 
Savignano,  architect,  on  behalf  of 
Olympia  Gentile,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  one  (1) 
pleasure  and  four  (4)  commercial  mo¬ 
tor  vehicles;  premises  8715  Sixteenth 
avenue,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  December  30,  1924,  at  2  p.  m. 

Petitions  for  Variations. 

983-24-S — 6-8  West  20th  street,  Manhattan. 

1218-24-S — 511-513  West  Broadway,  Manhattan. 

1238-24-S — 243-245  West  30th  street,  Manhattan. 

1260-24-S — 260-262  West  35th  street,  Manhattan. 

1273- 24-S — 327-335  West  36th  street,  Manhattan.  i 

1274- 24-S — 248/4-250  West  40th  street,  Manhattan. 
670-24-S— 37-39  East  28th  street,  Manhattan. 

1255-24-S — 111  West  31st  street,  Manhattan. 

1292-24-S — 225-241  West  34th  street  and  234-238  West  35th 
street,  Manhattan. 

1308-24-S — 55  Fulton  street,  Manhattan. 

1194-24-S — 40  West  56th  street,  Manhattan. 

385-24-S — 2268  Second  avenue,  Manhattan. 

1303-24-S — 240-246  West  35th  street,  Manhattan. 
1201-24-S — 45-47  West  57th  street,  Manhattan. 

982-24-S — 614-618  West  131st  street,  Manhattan. 

598-24-S — 168  21st  street,  Brooklyn. 

1070-24-S — 605  Fifth  avenue,  Manhattan 

Appliances  Submitted  for  Approval. 

1295- 24-SA — A.-B.-C.  Oil  Burner,  approval  of. 

1296- 24-SA — Chalmers  Oil  Burner,  approval  of. 

95-24-SA — Leiman  Oil  Pump,  approval  of. 

6-24-SA — Universal  Oil  Burner,  approval  -»{. 


CALL  OF  CLERK’S  CALENDAR. 

Tuesday,  January  6,  1925,  at  2  p.  m. 

Building  Zone  Cases. 

1351-24-BZ 

APPLICANT — Louis  Sheinart,  for  Bordon’s  Farm  Prod¬ 
ucts  Co.,  Inc.,  owner. 

PREMISES — 322-328  Rutledge  street  and  287-293  Hey¬ 
ward  street,  Brooklyn. 

TO  PERMIT  in  an  unrestricted  district  on  a  street  between 
two  intersecting  streets,  in  which  portion  there  ex¬ 
ists  an  exit  and  entrance  to  a  public  school,  the 
erection  and  maintenance  of  the  storage  of  more 
than  five  (5)  motor  vehicles. 

532-24-BZ. 

APPLICANT — Mrs.  John  O’Brien,  owner. 

PREMISES — 1075  Summitt  avenue,  The  Bronx. 

TO  PERMIT  in  a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5)  pleasure  mo¬ 
tor  vehicles,  four  (4)  spaces  rented  to  persons  not 
residing  on  the  premises. 

1389-24-BZ. 

APPLICANT — Euell  &  Euell,  for  Nora  C.  Aitkin,  Lydia 
A.  Aitken  and  Elizabeth  A,  Bull,  owners. 

PREMISES — 1281  Inwood  avenue  and  1290  Cromwell  ave¬ 
nue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1340-24-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Walter  S.  Thom¬ 
son,  owner. 

PREMISES — 1297  Jerome  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  extending  from  an  un¬ 
restricted  district  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

1367-23 -BZ. 

APPLICANT — John  J.  Dunnigan,  for  B.  R.  Construction 
Co.,  owner. 

PREMISES — 1211-1263  Boynton  avenue,  The  B  ronx. 

TO  PERMIT  in  a  “B”  area  district  the  erection  and  main¬ 
tenance  of  a  building  occupying  more  than  40  per 
cent  of  the  rear  yard  area. 

849-24-BZ. 

APPLICANT — John  De  Hart,  for  Secured  Properties 
Corp.,  owner. 

PREMISES— 348-358  East  184th  street,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

1111-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Irene  N.  Collerd, 
owner. 

PREMISES — Northwest  corner  of  East  189th  street  and 
Washington  avenue,  The  Bronx. 

TO  PERMIT  in  a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 


BOARD  OF  APPEALS. 

Tuesday,  January  6,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1230-24-A — 352  West  26th  street,  Manhattan. 

1233-24-A — West  side  of  Eighth  avenue,  519  ft.  8  in.  north 
of  155th  street,  Manhattan. 
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1258-24-A — 307-313  West  79th  street,  Manhattan. 

1291-24-A — 229  East  9th  street,  Manhattan. 

1297-24-A — 1102  Myrtle  avenue,  Brooklyn. 

1306- 24-A— 276-280,  286-288,  294-296.  300,  318-320,  324,  328, 

332,  336,  338-340  Chauncey  street,  Astoria, 
Queens. 

1307- 24-A — 292  Chauncey  street,  Astoria,  Queens. 

630-24-A — 2210  Newkirk  avenue,  Brooklyn. 

744- 24-A — 100  Groton  street,  Forest  Hills,  Queens. 

745- 24-A — 9419  101st  avenue,  Woodhaven,  Queens. 
1062-24-A — 140-144  West  22nd  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  6,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1170-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf 
of  Henry  Becker,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southwest  corner  of 
Westchester  avenue,  Roberts  and  Mul- 
ford  avenues,  The  Bronx. 

cal.  no.  14-24-BZ — Application,  January  4,  1924,  under  the 
building  zone  resolution,  of  Virginia 
May  Mollenhauer,  applicant,  on  behalf 
of  Michael  Kelly,  owner,  to  permit  in 
a  residence  district  the  maintenance  of 
a  garage  for  the  storage  of  five  (5) 
pleasure  motor  vehicles,  four  (4) 
spaces  rented  to  persons  not  residing 
on  the  premises ;  premises  2172  Aque¬ 
duct  avenue.  The  Bronx. 

cal.  no.  1057-24-BZ — Application,  August  20,  1924,  under 
the  building  zone  resolution,  of  James 
J.  Walker,  applicant,  on  behalf  of 
William  A.  Cameron,  owner,  to  permit 
partly  in  a  residence  district  and  partly 
in  a  business  district  and  also  within 
a  “B”  area  district,  the  erection  and 
also  the  omission  of  the  rear  yard  re¬ 
quired  by  the  zone  resolution;  premises 
northwest  corner  182nd  street  and 
Folin  street,  The  Bronx. 

cal.  no.  893-24-BZ — Application,  July  3,  1924,  under  the 
building  zone  resolution,  of  Harry 
Katz,  applicant  and  owner,  to  permit 
in  a  business  district  extending  from 
an  unrestricted  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  408-414  15th  street, 
Brooklyn. 

cal.  no.  916-24-BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 
man,  applicant,  on  behalf  of  Louis 
Vopelak,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  ga¬ 
rage  for  the  storage  of  five  (5)  pleas¬ 
ure  motor  vehicles,  three  (3)  spaces 
rented  to  persons  not  residing  on  the 
premises;  premises  116-118  Pleasure 
place,  L.  I.  City,  Borough  of  Queens. 
cal.  NO.  973-24-BZ — Application,  July  25,  1924,  under  the 
building  zone  resolution,  of  Emil  Guter- 


man,  applicant,  on  behalf  of  Tram 
Realty  Co.,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  1702  Eleventh  avenue,  south¬ 
west  corner  of  17th  street,  Brooklyn. 

cal.  no.  119-24-BZ — Application,  November  25,  1924,  under 
the  building  zone  resolution,  of  New 
York  Telephone  Company,  applicant 
and  owner,  previously  withdrawn,  to 
permit  in  a  residence  district  the  altera¬ 
tion  and  extension  of  an  existing  cen¬ 
tral  telephone  exchange  building;  prem¬ 
ises  2411-2429  Tratman  avenue,  The 
Bronx. 

cal.  no.  263-24-BZ — Application,  February  19,  1924,  under 
the  building  zone  resolution,  of  Philip 
Freshman,  architect,  on  behalf  of  Bob- 
Roy  Holding  Co.,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2140-46  Bergen  street, 
Brooklyn. 

cal.  no.  1083-24-BZ — Application,  August  29,  1924,  under 
the  building  zone  resolution,  of  A. 
Welles  Stump,  applicant,  on  behalf  of 
Regina  Hasenfratz,  owner,  to  permit  in 
a  business  district  the  alteration  and 
extension  of  a  poultry  slaughter  house; 
premises  728  New  Lots  avenue,  south¬ 
east  corner  of  Warwick  street,  Brook¬ 
lyn. 

cal.  no.  1157-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Wm 
H.  Kehoe,  applicant,  Ralph  Market 
Peddlers’  Association,  Inc.,  owner, 
Leonard  Gold,  lessee,  to  permit  in  a 
business  district  the  alteration  and  con¬ 
version  of  occupancy  from  a  market  to 
a  steam  laundry;  premises  488  Ralph 
avenue,  Brooklyn. 

cal.  no.  1174-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
William  Buckley,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  220  West  179th  street, 
southwest  corner  of  Cedar  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 

BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  6,  1925,  at  2  p.  m. 

Appeals  f  rom  Administrative  Orders. 

1132-24-A — 648  Broadway,  Manhattan. 

785-24-A— 6118  Rockaway  Beach  boulevard,  Queens. 

383-24-A — Foot  of  30th  street  and  North  River,  Manhat¬ 
tan. 

1049-24-A — Northwest  corner  of  Newtown  Creek  and  East 
avenue,  Long  Island  City,  Queens. 

1171-24-A — 1240-1249  Fifth  avenue,  Manhattan. 

1029-24- A — Foot  of  West  48th  street  and  North  River, 
Pier  No.  88,  Manhattan. 

1167-24- A — East  side  Zerega  avenue,  between  Chatterton 
and  Blackrock  avenues,  The  Bronx. 
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Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  6,  1925,  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1045-24-BZ — Application,  August  18,  1924,  under 
the  building  zone  resolution,  of  F.  P. 
Keniston,  applicant,  on  behalf  of  Je¬ 
rome  Hatch  Realty  Corp.,  owner,  to 
permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  101-111  Lin¬ 
den  street,  Brooklyn. 

cal.  no.  850-24-BZ — Application,  June  25,  1924,  under 
the  building  zone  resolution,  of  Philip 
J.  Sinnott,  applicant,  on  behalf  of 
Harry  Gillman,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  hve  (5)  motor  vehicles; 
premises  west  side  of  Broadway,  502 
ft.  north  of  240th  street,  The  Bronx. 
Bronx. 

cal.  no.  1198-24-BZ — Application,  October  6,  1924,  under  the 
building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Es¬ 
thetic  Realty  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  of 
the  street  walls  of  a  building  to  a 
height  exceeding  the  limit  required  by 
the  zone  resolution;  premises  187-191 
Joralemon  street,  Brooklyn. 

cal.  no.  1155-24-BZ — Application,  September  22,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  Mary 
McHenry,  owner,  to  permit  in  a  resi¬ 
dence  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage 
of  more  than  five  (5)  motor  vehicles; 
premises  1784-1792  Park  place,  Brook¬ 
lyn. 

cal.  no.  1007-24-BZ — Application,  August  6,  1924,  under 
the  building  zone  resolution,  of  R. 
Thomas  Short,  applicant,  on  behalf  of 
Homack  Construction  Co.,  owner,  to 
permit  partly  in  a  residence  district 
extending  from  a  business  district  the 
erection  and  maintenance  of  a  building 
to  be  used  for  theatre  and  store  pur¬ 
poses  ;  premises  103-12  to  20  East 
Roosevelt  avenue,  Corona,  Queens. 
cal.  no.  1038-24-BZ — Application,  August  19,  1924,  under 
the  building  zone  resolution,  of  Charles 
D.  Cords,  applicant,  on  behalf  of 
Quartin-Handler  Corporation,  owner, 
to  permit  in  a  residence  district  ex¬ 
tending  from  an  unrestricted  district 
the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five 
(5)  motor  vehicles;  premises  750-760 
New  York  avenue,  Brooklyn. 

cal.  no.  1089-24-BZ — Application,  August  30,  1924,  under 
the  building  zone  resolution,  of  Rich¬ 
ard  J.  Cullinan,  applicant,  on  behalf  of 
Zengendal  Realty  Company,  owner,  to 
permit  partly  in  a  business  district  and 
partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  529-533  West 


134th  street  and  532  West  135th  street, 
Manhattan. 

cal.  no.  1242-23-BZ — Application,  October  3,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Sam¬ 
uel  Harding,  owner,  previously  denied, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  242-270  East 
98th  street,  Brooklyn. 

cal.  no.  934-24-BZ — Application,  July  15,  1924,  under  the 
building  zone  resolution,  of  Thomas 
W.  Lamb,  architect,  on  behalf  of  Lex¬ 
ington  Avenue  Theatre  and  Realty 
Corp.,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  ol 
a  theatre,  store  and  office  building; 
premises  1280-1288  Lexington  avenue, 
125-131  East  86th  street  and  124-134 
East  87th  street,  Manhattan. 

cal.  no.  1125-24-BZ — Application,  September  15,  1924,  under 
the  building  zone  resolution,  of  Eugene 
De  Rosa,  architect,  on  behalf  of  Sol 
Brill,  owner,  to  permit  in  a  residence 
district  extending  from  a  business  dis¬ 
trict  the  erection  and  maintenance  of  a 
building  to  be  used  for  theatre  and 
store  purposes;  premises  130-134  Dyck- 
man  street,  Manhattan. 

cal.  no.  1191-23-BZ — Application,  September  9,  1924,  under 
the  building  zone  resolution,  of  Nathan 
Langer,  architect,  on  behalf  of  Com¬ 
monwealth  Savings  Bank,  owner,  pre¬ 
viously  denied,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
425-431  West  209th  street,  Manhattan. 

cal.  no  922-24  BZ — Application,  July  11,  1924,  under  the 
building  zone  resolution,  of  McKim, 
Mead  and  White,  applicants,  on  behalf 
of  Savoy  Hotel  Corp.,  owner,  to  per¬ 
mit  in  a  business  two-times  height  dis¬ 
trict  the  erection  of  the  street  walls 
to  a  height  exceeding  the  limit  pre¬ 
scribed  by  the  zone  resolution;  prem¬ 
ises  761-767  Fifth  avenue,  2-14  East 
59th  street  and  1-11  East  58th  street, 
Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  13,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1277-24- A  400  St.  Pauls  avenue,  Stapleton,  S.  I.,  Richmond. 

1315- 24-A — 1043  Fifth  avenue,  Manhattan. 

1316- 24-A — 272  Beaumont  street,  Brooklyn. 

1317- 24-A — 154  West  180th  street,  The  Bronx. 

13 18- 24- A — 290  Beaumont  street,  Brooklyn. 

868-24-A — 101  West  42nd  street  and  737-745  Sixth  avenue, 
Manhattan. 

1199-24-A — 316-318  West  46th  street,  Manhattan. 

1319- 24-A — 538  West  150th  street,  Manhattan. 

1321- 24-A — 533  Ovington  avenue,  Brooklyn. 

1322- 24-A — 1103  Albermarle  road,  Brooklyn. 

931-24-A — 26  Myrtle  avenue,  Brooklyn. 

1370-24-A — 296-322  Vernon  avenue,  L.  I,  City,  Queens. 
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Under  the  Building  Zone  Resolution . 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  13,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1349-24-BZ — Application,  November  14,  1924,  under 
the  building  zone  resolution,  of  Olcott, 
Olcott  and  Glass,  applicants,  on  behalf 
of  James  Everard’s  Breweries,  owner, 
to  permit  in  a  business  district  the  alter¬ 
ation  and  extension  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  9-15  East  133rd  street, 
Manhattan. 

cal.  no.  1352-24-BZ — Application,  November  17,  1924,  under 
the  building  zone  resolution,  of  Henry 
I.  Oser,  consulting  engineer,  on  behalf 
of  Millinery  Center  Building  Corp., 
lessee,  to  permit  in  a  business  two- 
times  height  district  the  erection  of 
the  street  wall  to  a  height  exceeding  the 
limit  required  by  the  zone  resolution ; 
premises  521-527  Seventh  avenue,  north¬ 
east  corner  of  West  38th  street,  Man¬ 
hattan. 

cal.  no.  968-24-BZ — Application,  July  24,  1924,  under  the 
building  zone  resolution,  of  Otto  Hen- 
schel,  applicant,  on  behalf  of  Michael 
E.  Pellegrino,  Nicholas  Ciago,  Dominick 
Lambiente  and  Antonette  Salomone, 
owners,  to  permit  in  a  residence  dis¬ 
trict  the  erection  and  maintenance  of 
buildings  to  be  used  for  store  purposes 
on  first  story,  residence  use  above ; 
premises  1922-1926,  1930-1932  Kings 
highway  and  2110  Ocean  avenue, 
Brooklyn. 

cal.  no.  994-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  Jacob  Lu- 
broth,  architect,  on  behalf  of  Louis 
Hernstat,  owner,  to  permit  in  a  busi¬ 
ness  district  extending  from  an  unre¬ 
stricted  district  the  erection  and  main¬ 
tenance  of  a  poultry  slaughter  house; 
premises  2269-71  59th  street,  Brooklyn. 

cal.  no.  1228-24-BZ — Application,  October  14,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Rosenblum,  architect,  on  behalf  of 
Ephraim  Johnson  and  Roy  M.  Hart, 
executors  of  Estate  of  Emmeline  C. 
Davies,  owner,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
east  side  of  Ogden  avenue,  245  ft.  north 
of  West  165th  street,  The  Bronx. 

cal  no.  1293-24-BZ— Application,  October  31,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of 
Hyman  Morgenstein,  owner,  to  permit 
in  a  residence  district  the  alteration 
and  conversion  of  occupancy  ^roJn 
residence  to  business  purposes  on  the 
first  story;  premises  967  Aldus  street, 
northwest  corner  of  Hoe  avenue,  The 

Bronx.  . 

William  E.  Walsh,  Chairman. 

BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  13,  1925,  at  2  p.  m. 

Petitions  for  Variations. 

1311-24-S _ 108  West  46th  street,  Manhattan. 


1077-24-S— 509-11  East  18th  street,  and  508-20  East  19th 
street,  Manhattan. 

1301-24-S— 202-204  West  28th  street  and  312  Seventh  ave¬ 
nue,  Manhattan. 

1335-24-S — 56-60  Pearl  street,  Brooklyn. 

1339-24-S — 444  East  13th  street,  Manhattan. 

1342- 24-S — 62-64  Greenpoint  avenue,  Brooklyn. 

1343- 24-S — 12-14  Greene  street,  Manhattan. 

1014-24-S — 141  Cook  street,  Brooklyn. 

1095-24-S — 37-65  Franklin  avenue  and  22-46  Skilman  street, 
Brooklyn. 

Appliances  Submitted  for  Approval. 

1337-24-SA — Sure  Heat  Gravity  Oil  Burner,  approval  of. 

755-24-SA — 'Wills  Automatic  Gas  Shut-Off  Valve,  ap¬ 
proval  of. 

13 14-24- S A — Usem  A.  C.  Fire  Alarm  Panel,  approval  of. 

1359-24-SA— Oliver  Oil  Gas  Burner  No.  30-A,  approval  of. 

1361-24-SA — Caloroil  Burner  Type,  A-A,  approval  of. 


BOARD  OF  APPEALS. 

Tuesday,  January  20,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

331-24-A — 508-534  West  212th  street,  Manhattan. 

16-24-A — 1342  Park  avenue,  Manhattan. 

1490-23-A — 406  Second  avenue,  Manhattan. 

1499-23-A — 522  West  159th  street,  Manhattan. 

1323- 24-A — '2539  Davidson  avenue,  The  Bronx. 

1324- 24-A — 222  Beaumont  street,  Brooklyn. 

1328-4-A — 125  Buckingham  road,  Brooklyn. 

1331-24-A — 393  Fourth  avenue,  Brooklyn. 

1347-24-A— 445-451  West  167th  street,  Manhattan. 

588-24-A— 250  Hudson  street,  Manhattan. 

1030-24-A — 126-130  Sixth  avenue,  Manhattan. 

1267-24-A— 2065  Grand  Concourse,  The  Bronx. 

1275-24-A — 64-68  Fulton  street,  Manhattan. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  20,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  378-24-BZ — Application,  March  11,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Hesu 
Realty  Co.,  Inc.,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
"  more  than  five  (5)  motor  vehicles; 

premises  1101-1109  Union  avenue,  The 
Rronx. 

cal.  no.  136-24-BZ— Application,  January  29,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Max  Katz,  owner,  to  permit  in  a  busi¬ 
ness  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  809  Union  avenue,  The 
Bronx. 

cal.  no.  675-19-BZ — Application,  June  24,  1924,  under  the 
building  zone  resolution,  of  Szerlip  and 
Szerlip,  applicants,  on  behalf  of  Otto 
Heepe,  owner,  previously  denied,  to  per¬ 
mit  in  a  residence  district  the  main¬ 
tenance  of  a  garage,  space  in  which  is 
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rented  to  persons  not  residing  on  the 
premises;  premises  325-327  16th  street, 
Brooklyn. 

cal.  no.  1310-24-BZ — Application,  November  7,  1924,  under 
the  building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of 
Charles  F.  Kastenhuber,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles ;  premises  northeast  corner  of 
Cauldwell  avenue  and  East  156th  street, 
The  Bronx. 

cal.  no.  1190-24-BZ — Application,  October  2,  1924,  under 
the  building  zone  resolution,  of  Nathan 
D.  Shapiro,  applicant,  on  behalf  of  Lib- 
land  Realty  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  extending  from 
an  unrestricted  district  the  change  of 
occupancy  of  that  portion  within  the 
business  district,  from  office  use  to  a 
garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  352 
Shepherd  avenue,  Brooklyn 

cal.  no.  1270-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Jacob 
B.  Lindner,  applicant,  on  behalf  of 
Bertha  J.  Lindner,  owner,  to  permit 
in  an  “E”  area  district  the  erection 
and  maintenance  of  a  private  garage  on 
the  street  line  of  the  lot,  instead  of 
setting  back  ten  (10)  feet  as  required 
by  the  zone  resolution;  premises  801 
Avenue  P,  Brooklyn. 

cal.  no.  1281-24-BZ — Application,  October  29,  1924,  under 
the  building  zone  resolution,  of  Henry 
Nordheim,  architect,  on  behalf  of 
Peter  Goldenberg,  owner,  to  permit  in 
a  business  district  the  alteration  and 
conversion  of  occupancy  from  a  busi¬ 
ness  use  to  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  2637-2645  Webster  avenue, 
The  Bronx. 

cal.  no.  1312-24-BZ — Application,  November  7,  1924,  under 
the  building  zone  resolution,  of  Euell 
&  Euell,  architects,  on  behalf  of 
Ignazio  F.  Cavalluzzo,  owner,  to  •  per¬ 
mit  in  a  business  district  extending 
from  an  unrestricted  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  mo¬ 
tor  vehicles ;  premises  1291  Inwood  ave¬ 
nue  and  1300  Cromwell  avenue,  The 
Bronx. 

cal.  no.  422-24-BZ — Application,  March  21,  1924,  under  the 
building  zone  resolution,  of  Chester 
Baffa,  applicant,  on  behalf  of  John 
Weidman  and  Katie  Weidman,  owners, 
to  permit  in  a  residence  district  the 
maintenance  of  a  garage  for  the  stor¬ 
age  of  four  (4)  pleasure  motor  ve¬ 
hicles,  three  (3)  spaces  rented  to  per¬ 
sons  not  residing  on,  the  premises; 
premises  10139  118th  street,  Richmond 
Hill,  Borough  of  Queens. 

cal.  NO.  676-24-BZ — Application,  May  15,  1924,  under  the 
building  zone  resolution,  of  John  C. 
Wandell  Co.,  applicant,  on  behalf  of 
Dahl  Bros.,  owners,  to  permit  in  a 
residence  “E”  area  district  the  erection 
and  maintenance  of  buildings  nearer 
than  ten  (10)  feet  from  the  line  of  the 


street  contrary  to  section  15  of  the 
building  zone  resolution ;  premises  7511- 
15-17-19  and  23  Colonial  road,  north¬ 
east  corner  of  76th  street,  Brooklyn. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  January  20,  1925,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

432-24-A— 509-517  West  street,  Manhattan. 

1096-24-A — 30  Great  Jones  street,  Manhattan. 

1178- 24-A— 686  Lexington  avenue,  Manhattan. 

1179- 24-A — 417  Fifth  avenue,  Manhattan. 

969-24-A— 126  Franklin  street  and  220-224  West  Broad¬ 
way,  Manhattan. 

832-24-A — 707  Fifth  avenue,  Manhattan. 

1243-24-A — 187  Beach  146th  street,  Neponsit,  Queens. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  afternoon,  January  20,  1925.  at 
2  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matter : 

cal.  no.  992-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle,  applicant,  on  behalf  of 
Vincent  Scuderi,  owner,  to  permit  in 
a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  southeast  corner  of 
Trimble  place  and  Roosevelt  avenue, 
Woodside,  Queens. 

cal.  no.  996-24-BZ — Application,  August  1,  1924,  under  the 
building  zone  resolution,  of  William 
F.  Doyle,  applicant,  on  behalf  of  Wal¬ 
ton  Whyte  Realty  Corp.,  owner,  to  per¬ 
mit  in  a  business  district  thg  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises  east  side  of  Jerome 
avenue,  176.66  ft.  north  of  East  Burn¬ 
side  avenue,  The  Bronx. 

cal.  no.  993-24-BZ — Application,  August  1,  1924,  under 
the  building  zone  resolution,  of  Edward 
P.  Doyle,  applicant,  on  behalf  of  James 
A.  Flanagan  and  Frieda  H.  Heaney, 
owners,  to  permit  partly  in  a  residence 
.  district  and  partly  in  a  business  dis¬ 
trict  the  erection  and  maintenance  of 
a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles;  premises  1714- 
24  Eleventh  avenue,  northeast  corner  of 
18th  street,  Brooklyn. 

CAL.  NO.  81 1-24-BZ— Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Du.inigan,  applicant,  on  behalf  of  Hat¬ 
tie  W.  Ayer,  owner,  to  permit  in  a 
business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  495-499  East  171st  street,  The 
Bronx. 

cal.  no.  812-24-BZ — Application,  June  17,  1924,  under  the 
building  zone  resolution,  of  John  J. 
Dunnigan,  applicant,  on  behalf  of  Sadie 
Corn,  owner,  to  permit  in  a  resi- 
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dence  district  the  alteration  and  exten¬ 
sion  of  a  business  building  which  was 
erected  under  a  previous  resolution  of 
the  board  ;  premises  101-107  West  188th 
street  and  2451-2457  University  avenue, 
The  Bronx. 

cal.  no.  942-24-BZ — Application,  July  17,  1924,  under  the 
building  zone  resolution,  of  A.  I. 
Nova,  applicant,  on  behalf  of  John  C. 
Cochran,  owner,  to  permit  partly  in  a 
business  district  and  partly  in  a  resi¬ 
dence  district  the  erection  and  main- 
•  tenance  of  a  garage  for  the  storage  of 

more  than  five  (5)  motor  vehicles; 
premises  425-427  Coney  Island  avenue, 
Brooklyn. 

cal.  no.  1032-24-BZ — Application,  August  14,  1924,  under 
the  building  zone  resolution,  of  Emil 
Guterman,  applicant,  on  behalf  of  Mat- 
tie  Orlando,  owner,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  two 
(2)  garages  for  the  storage  of  four 
(4)  pleasure  motor  vehicles,  three  (3) 
spaces  rented  to  persons  not  residing 
on  the  premises;  premises  344  Webster 
avenue,  Brooklyn. 

cal.  no.  1204-24-BZ — Application,  October  7,  1924,  under 
the  building  zone  resolution,  of  Charles 
B.  Meyers,  architect,  on  behalf  of  Stuv- 
vesant  Fulton  Co.,  Inc.,  owner,  to  per¬ 
mit  in  a  business  district  the  erection 
and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor 
vehicles;  premises.  1716-1728  Fulton 
street,  Brooklyn. 

cal.  no.  11S1-24-BZ — Application,  September  30,  1924,  under 
the  building  zone  resolution,  of  James 
Kearney,  applicant,  on  behalf  of  Leo¬ 
pold  Weil  and  Mayer  S.  Ames,  owners, 
to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles;  premises  1813-1815 
Jerome  avenue,  The  Bronx. 

cal.  no.  1168-24-BZ — Application,  September  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Green, 
Matthews,  Taylor  Co.,  owner,  to  per¬ 
mit  in  a  business  district  the  altera¬ 
tion  and  extension  of  a  building  to  be 
used  as  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles  and 
motor  vehicle  repair  shop ;  premises 
952-960  Home  street  and  1168-1172 
Southern  boulevard,  The  Bronx. 

cal.  no.  1216-24-BZ— Application,  October  10,  1924,  under 
the  building  zone  resolution,  of  Samuel 
Marer,  applicant  and  owner,  to  permit 
in  a  residence  district  the  erection  and 
maintenance  of  a  building  to  be  used 
for  business  purposes;  premises  2m ft- 
20  University  avenue,  The  Bronx. 

cal.  no.  1091-24 -BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Valballa  Corporation,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 


hicles;  premises  341  East  184th  street, 
northwest  corner  of  Marion  avenue, 
The  Bronx. 

cal.  no.  1271-24-BZ — Application,  October  27,  1924,  under 
the  building  zone  resolution,  of  Joseph 
McGinnis,  applicant,  on  behalf  of  Wei- 
man -McGinnis  Corp.,  owner,  to  permit 
in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles;  premises  2966-72  Jerome  ave¬ 
nue,  The  Bronx. 

cal.  no.  1298-23-BZ — Application,  July  8,  1924,  under  the 
building  zone  resolution,  of  McIntyre 
&  O’Leary,  applicants,  on  behalf  of 
Vincenzo  Gargiulo,  owner,  previously 
denied,  to  permit  partly  in  a  business 
and  partly  in  a  residence  district  the 
erection  and  maintenance  of  a  garage 
for  the  storage  of  more  than  five  (5) 
motor  vehicles ;  premises  3200  Villa 
avenue,  The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  January  27,  1925,  at  10  a.  m. 

Appeals  from  Administrative  Orders. 

1019-24-A — 640  Broadway,  Manhattan. 

1175-24-A — 628-642  West  45th  street,  Manhattan. 

306-24-A — 82-86  Rutgers  slip,  Manhattan. 

1282- 24-A — 231-235  East  55th  street,  Manhattan. 

1283- 24-A— 737-41  West  177th  street  and  241-55  Haven 

avenue,  Manhattan. 

1284- 24- A — 320  Wadsworth  avenue,  Manhattan. 

1302-24-A — 117  Beekman  street,  Manhattan. 

1333-24-A — West  side  of  Eleventh  avenue,  from  58th  street 
to  59th  street,  Manhattan. 

1338-24-A— 154-60-64-72  West  32nd  street,  383-99  Seventh 
avenue  and  145-165  West  31st  street,  Man¬ 
hattan. 

1357-24-A — 14  West  40th  street,  Manhattan. 

1309-24-A — 8891  Seventeenth  avenue,  Brooklyn. 

1320-24-A — 32  West  76th  street,  Manhattan. 

1325-24-A — 261  East  Kingsbridge  road,  The  Bronx. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  January  27,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1068-24-BZ — Application,  August  26,  1924,  under 
the  building  zone  resolution,  of  John 
De  Hart,  applicant,  on  behalf  of  Wi- 
laura  Holding  Corp.,  owner,  to  permit 
partly  in  a  business  district  and  partly 
in  a  residence  district  the  erection  and 
maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  ve¬ 
hicles  ;  premises  1898  Sedgwick  avenue, 
southeast  corner  of  Burnside  avenue, 
The  Bronx. 
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cal.  no.  629-24-BZ — Application,  May  6,  1924,  under  the 
building  zone  resolution,  of  F.  W.  Rinn, 
architect,  on  behalf  of  Matthew  Heine, 
owner,  to  permit  in  a  residence  district 
the  maintenance  of  a  garage  for  the 
storage  of  two  (2)  pleasure  motor  ve¬ 
hicles,  two  (2)  spaces  rented  to  persons 
not  residing  on  the  premises ;  premises 
60  Buchanan  place,  The  Bronx. 

cal.  no.  287-24-BZ — Application,  December  9,  1924,  under 
the  building  zone  resolution,  of  David 
G.  McConnell,  applicant,  on  behalf  of 
Bayie  Realty  Co.,  Inc.,  owner,  previ¬ 
ously  denied,  to  permit  in  a  business 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
524  Jackson  avenue,  The  Bronx. 

cal.  no.  1197-23-BZ — Application,  December  23,  1924,  under 
the  building  zone  resolution,  of  John 
J.  Dunnigan,  applicant,  on  behalf  of 
Vivadou  Realty  Co.,  owner,  for  a 
modification  of  the  resolution  granted 
by  the  board  on  December  14,  1923 ; 
premises  712-748  Southern  boulevard, 
The  Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  January  27,  1925,  at  2  p.  m. 

Petitions  for  Variations. 

1251-24-S — 419-21  West  55th  street,  Manhattan. 

1278- 24-S — 106-114  West  38th  street,  Manhattan, 

1279- 24-S — 25-27  West  36th  street,  Manhattan. 

1280- 24-S — 7-9  West  36th  street,  Manhattan. 

1354-24-S — 19-21  East  55th  street,  Manhattan. 
1363-24-S — 164  Mulberry  street,  Manhattan. 


BOARD  OF  APPEALS. 

Tuesday,  February  3,  1925,  at  10  a.  m. 
Appeals  from  Administrative  Orders. 

1326- 24-A — 254  West  75th  street,  Manhattan. 

1327- 24-A — 410  East  50th  street,  Manhattan. 

1355-24-A — 280  East  133rd  street,  The  Bronx. 
1364-24-A — 164  Mulberry  street,  Manhattan. 

1385- 24-A — 150  West  180th  street,  The  Bronx. 

1386- 24- A — 800  Richmond  turnpike,  S.  I.,  Richmond. 

1387- 24-A — 212  Howard  avenue,  S.  I.,  Richmond. 

1388- 24-A — 310  Chauncey  street,  Astoria,  Queens. 


BOARD  OF  APPEALS. 

SPECIAL  MEETING. 

Tuesday,  February  3,  1925,  at  2  p.  m. 

Appeals  from  Administrative  Orders. 

780-20- A  8802-8808  Jamaica  avenue,  Woodhaven,  Queens. 


352-21-A — Southeast  corner  Fulton  street  and  New  York 
avenue,  Queens. 

355-21-A — 946-956  Kings  Highway,  southeast  corner  Coney 
Island  avenue,  Brooklyn. 

982-21-A — 2180  Third  avenue,  Manhattan. 

1187-21-A — 640-644  Lenox  avenue,  59-71  West  142nd  street, 
52-58  West  143rd  street,  northeast  corner 
142nd  street  and  Lenox  avenue,  Manhattan. 

1 585-21 -A — 2152  Metropolitan  avenue,  Queens. 

39-22-A— 2005-2011  86th  street,  2006-2012  85th  street, 
Brooklyn. 

67-22-A — Block  bounded  by  138th  street  and  139th  street, 
Hamilton  place  and  Broadway,  Manhattan. 

69-22-A — 75  Ogden  avenue,  The  Bronx. 

103-22-A— 1685-1695  78th  street,  Brooklyn. 

Under  the  Building  Zone  Resolution. 

cal.  no.  1 092-24-BZ — Application,  September  2,  1924,  under 
the  building  zone  resolution,  of  John 
W.  Clancy,  applicant,  on  behalf  of 
Michael  Naftal,  owner,  to  permit  part¬ 
ly  in  a  residence  district  and  partly  in 
a  business  district  the  erection  and  main¬ 
tenance  of  a  garage  for  the  storage  of 
more  than  five  (5)  motor  vehicles; 
premises  331  East  184th  street,  north¬ 
east  corner  of  Tiebout  avenue,  The 
Bronx. 

William  E.  Walsh,  Chairman. 


BOARD  OF  APPEALS. 

Tuesday,  February  10,  1925,  at  10  a.  m. 

Under  the  Building  Zone  Resolution. 

NOTICE  IS  HEREBY  GIVEN  by  the  board  of  appeals 
of  a  public  hearing  under  the  provisions  of  the  building 
zone  resolution,  Tuesday  morning,  February  10,  1925,  at 
10  o’clock,  in  Room  919,  Municipal  Building,  on  the  follow¬ 
ing  matters : 

cal.  no.  1164-24-BZ— Application,  September  25,  1924,  under 
the  building  zone  resolution,  of  Ed¬ 
ward  P.  Doyle  and  Henry  G.  Opdycke, 
applicants,  on  behalf  of  B.  &  L.  Hold¬ 
ing  Co.,  owner,  to  permit  in  a  residence 
district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more 
than  five  (5)  motor  vehicles;  premises 
830-836  West  177th  street  and  831- 
835  West  176th  street,  Manhattan. 

William  E.  Walsh,  Chairman. 


BOARD  OF  STANDARDS  AND  APPEALS. 

Tuesday,  February  10,  1925,  at  2  p.  m. 

Petitions  for  Variations. 

1299-24-S — 159-161  Varick  street  and  49-53  Van  Dam  street, 
Manhattan. 

1348-24-S — 222-224  West  37th  street,  Manhattan. 

1356-24-S — 14  West  40th  street,  Manhattan. 

1383-24-S — 1792  Washington  avenue,  The  Bronx. 
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BOARD  OF  APPEALS. 


REGULAR  MEETING. 

TUESDAY  MORNING,  DECEMBER  23,  1924. 

Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Holland,  Connell  and  Fire  Chief  Kenlon. 

The  minutes  of  the  regular  meeting  of  the  board  of  ap¬ 
peals,  held  on  Tuesday  morning,  December  16,  1924,  were 
approved  as  printed  in  the  Bulletin,  No.  53,  Vol.  IX. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 

1243-24-A. 

APPELLANT — 'Cornell  Utilities  Co.,  for  A.  F.  Dickson, 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 187  Beach  146th  street,  Nepon- 
sit,  Queens. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Laid  over  to  January  20,  1925,  at 
2  p.  m.,  subject  to  filing  of  plans. 


1214-23-A. 

APPELLANT— E.  C.  Kaus,  for  C.  E.  Bickford  &  Com¬ 
pany,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 103  Front  street,  Manhattan. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS— As  specified  in  resolution. 

THE  VOTE— 

Affirmative :  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Holland  and 


Fire  Chief  Kenlon .  7 

Negative . . . 0 

Absent  .  0 

THE  RESOLUTION : 


(1214-23-A) 

Whereas,  E.  C.  Kaus,  for  C.  E.  Bickford  &  Co.,  lessees, 
filed,  October  24,  1923,  an  appeal,  with  the  board  of  appeals, 
from  an  order  of  the  fire  commissioner,  affecting  premises 
103  Front  st.,  Manhattan;  and 

Whereas,  the  order  of  the  fire  commissioner,  No.  49905- 
F,  dated  September  11,  1923,  reads : 

“1.  Provide  iron  or  kalameined  shutters  at  all  open¬ 
ings  in  the  exterior  wall  above  1st  story  which  are  dis¬ 
tant  in  a  direct  line  less  than  30  ft.  from  any  opening 
in  any  other  building  and  not  in  the  same  plane  with 
said  openings  and  which  are  not  more  than  50  ft.  above 
a  neighboring  roof  at  south  side  of  building,  or  other 
approved  protection,  as  per  Sec.  375,  Article  18.  Chapter 
5  of  the  Code  of  Ordinances.”; 

and 

Whereas,  the  building  is  non-fireproof,  five  stories  in 
height,  21  ft.  by  72  ft.  in  area.  OCCUPIED:  1st  to  4th 
stories  as  offices,  and  5th  story,  dwelling;  and 

Whereas,  there  are  nine  windows  on  each  story  above 
the  1st  story  within  30  ft.  of  openings  in  the  wall  of  a 
building  to  the  south;  and 

Whereas,  appellant  contends  the  premises  are  occupied 
as  offices,  a  non-hazardous  use,  and  that  the  openings  form¬ 
ing  the  exposures  in  the  building  to  the  south  are  protected 
with  fire  shutters ;  and 

Whereas,  the  building  faees  the  public  highway  on  the 
front  and  side. 

Resolved,  that'the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 


granted  so  long  as  the  existing  use  and  occupancy  remains 
substantially  unchanged. 


1079-24-A. 

APPELLANT — Bremner  &  Ams,  lessee. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED' — 506  Flatbush  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant :  Edward  Bremner  and  Thomas  Gill. 
For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE — 

Affirmative :  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 


Chief  Kenlon  . 7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION : 


(1079-24-A) 

Whereas,  Bremner  &  Ams,  lessees,  filed,  August  28,  1924? 
an  appeal,  with  the  board  of  appeals,  from  a  decision  of 
the  fire  commissioner,  affecting  premises  506  Flatbush  ave¬ 
nue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  No 
1542-24,  dated  August  23i,  1924,  reads : 

“1.  Proposed  method  of  storing  and  using  fuel  oil  is 
not  in  accordance  with  fuel  oil  rules.” ; 
and 

Whereas,  the  building  is  non-fireproof,  three  stories  in 
height,  20  ft.  by  51  ft.  in  area.  OCCUPIED:  1st  story, 
stove  for  demonstration  of  oil  burner;  upper  stories,  dwell¬ 
ing  ;  and 

Whereas,  an  oil  burning  system,  for  the  purposes  of 
demonstration  has  been  installed,  consisting  of  the  necessary 
piping  (which  does  not  conform  with  the  rules),  a  55-gallon 
oil  storage  tank  and  an  approved  burner  (the  Schulse  Home 
Oil  Burner)  ;  and 

Whereas,  appellant  contends  that  the  plant  will  be  in 
charge  of  a  licensed  engineer  during  the  hours  of  demon¬ 
stration,  and  requests  a  temporary  permit. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  oil  storage  shall  be  lim¬ 
ited  to  55  gallons  Grade  B  oil,  stored  in  an  approved  tank; 
that  the  use  and  conduct  of  this  oil-burning  plant  on  these 
premises  shall  be  limited  to  demonstration  purposes  only,  in 
charge  of  a  licensed  engineer  at  all  times,  for  a  temporary 
period  of  six  months  from  the  date  of  this  action;  and 
granted  so  long  as  conditions  as  to  use  and  occupancy  of 
structure  otherwise  remain  substantially  unchanged. 


1217-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Balch  Price  &  Co., 
lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 380-2  Fulton  street  and  2-18 
Smith  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Samuel  Rosenblum. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 
Dowd,  Gunnison,  Connell,  Holland  and  Fire 


Chief  Kenlon  .  7 

Negative  .  0 

Absent  .  0 
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THE  RESOLUTION: 

(1217-24-A) 

Whereas,  Samuel  Rosenblum,  for  Balch  Price  &  Co.,  les¬ 
see,  filed,  October  10,  1924,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  380-2  Fulton  street,  2-18  Smith  street,  Borough 
of  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Sep¬ 
tember  23,  1924,  reads: 

“Order  No.  64590^F : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2 y2  inch  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cellars 
and  roofs)  placed  within  main  stairway  enclosure.  Each 
outlet  to  be  provided  with  sufficient  feet  of  2J4  inch 
standard  hose  attached  thereto.”  ; 

and 

Whereas,  the  building  is  non-fireproof,  184  ft.  by  147  ft. 
(L-shape,  approximately  17,000  sq.  ft.)  in  total  area,  divided 
into  two  sections;  respectively,  4  and  6  stories  in  height, 
connected  on  each  story  by  openings  in  the  partition  wall. 
OCCUPIED,  Fulton  street  building:  1st  story,  salesroom, 
6  persons ;  2nd  story,  salesroom,  8  persons ;  3rd  story,  mfr. 
fur  garments,  34  persons;  4th  story,  mfr.  hats,  40  persons; 
5th  story,  mfr.  hats,  36  persons;  6th  story,  hat  sewing,  85 
persons ;  pent  house,  labeling,  4  persons.  OCCUPIED, 
Smith  street  building:  1st  story,  salesroom,  10  persons;  2nd 
story,  fur  storage,  6  persons;  3rd  story,  mfr.  fur  garments, 
14  persons ;  4th  story,  mfg.  hats,  63  persons ;  pent  house,  fur 
glazing,  5  persons ;  and 

Whereas,  appellant  contends  that  each  section  is  less  than 
10,000  square  feet  in  area,  and  that  each  is  equipped  with 
a  separate  sprinkler  system  and  that  the  horizontal  open¬ 
ings  connecting  the  two  sections  are  protected  on  each  story, 
excepting  the  1st  story,  with  double  fireproof  doors ;  that 
the  opening-  on  the  1st  story  is  protected  with  special 
sprinkler  heads  forming  a  water  curtain  in  the  event  of  fire 
and  that  there  is  a  4  in.  standpipe  line  available  in  the  Smith 
street  section  of  the  building. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  two  sections  of  the  build¬ 
ing  above  1st  story  shall  be  separated  by  approved  fire¬ 
proof  wall,  indicated  on  plans  filed  in  this  appeal,  with  not 
more  than  one  opening  in  said  wall,  equipped  with  approved 
self-closing  fireproof  doors;  that  the  archway  on  the  1st 
story,  dividing  the  two  sections,  shall  be  equipped  with  not 
less  than  three  sprinkler  heads ;  that  an  approved  sprinkler 
system  shall  be  maintained  throughout  the  premises ;  and 
granted  only  so  long  as  conditions  as  to  occupancy  and  use 
remain  unchanged. 


1239-24-A. 

APPELLANT— Cornell  Utilities  Co.,  for  Rev.  F.  T. 
Lalli,  D.D.,  rector,  owner. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 344  East  104th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Carroll,  of  fire 
department. 

ACTION  OF  BOARD — Appeal,  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 


land  and  Fire  Chief  Kenlon .  7 

Negative .  0 

Absent .  0 


THE  RESOLUTION: 

(1239-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Rev.  F.  T.  Lalli, 
D.D.,  rector,  owner,  filed,  October  18,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  344  East  104th  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  Alt.  App. 
No.  1533-24,  dated  October  4,  1924,  reads: 

“2.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 
and 

Whereas,  the  building  is  non-fireproof,  four  stories  in 
height,  25  ft.  by  55  ft.  in  area;  OCCUPIED  as  a  church 
rectory ;  and 

Whereas,  a  fuel  oil  burning  system  has  been  installed, 
consisting  of  a  Nokol  Automatic  Oil  Burner,  a  1,000-gallon 
fuel  oil  tank  and  a  55-gallon  auxiliary  tank;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  fuel  oil  burning  equipment 
shall  be  installed  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals;  that  the  firebox  door  of  the  boiler 
shall  be  equipped  with  self-closing  device;  and  that  all 
permits  necessary  shall  be  obtained. 


1240-24-A. 

APPELLANT — Cornell  Utilities  Co.,  for  Dr.  Robert 
F.  Koch,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 716  Bushwick  avenue, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Carroll,  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon .  7 


Negative  .  o 

Absent  .  o 


THE  RESOLUTION: 

(1240-24-A) 

Whereas,  Cornell  Utilities  Co.,  for  Dr.  Robert  F.  Koch, 
owner,  filed,  October  18,  1924,  an  appeal,  with  the  board 
of  appeals,  from  a  decision  of  the  fire  commissioner,  af¬ 
fecting  premises  716  Bushwick  avenue,  Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  No.  1534- 
24,  dated  September  27,  1924,  reads : 

“2.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.”; 

and 

Whereas,  the  building  is  non-fireproof,  2 J4  stories  in 
height,  25  ft.  by  63  ft.  in  area;  OCCUPIED  as  a  dwelling; 
and 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Automatic  Burner,  a  1,000-gallon  fuel 
oil  tank  and  a  55-gallon  auxiliary  tank;  and 

Whereas,  appellant  contends  that  the  installation  con¬ 
forms  with  the  fuel  oil  rules,  excepting  in  that  the  burner  is 
not  an  approved  burner. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  the  fuel  oil  burning  equipment 
shall  be  installed  in  accordance  with  the  rules  of  the  board 
of  standards  and  appeals;  that  the  fire  door  of  furnace  shall 
be  equipped  with  self-closing  device;  and  that  all  permits 
necessary  shall  be  obtained. 
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1241-24-A. 

APPELLANT — Cornell  Utilities  Co.,  for  William  Nedder- 
man,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 405  Oriental  boulevard, 
Brooklyn. 

APPEARANCES— 

For  Appellant:  William  Porter. 

For  Administration:  Inspector  Carroll,  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 


land  and  Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(1241-24-A) 


Whereas,  Cornell  Utilities  Co.,  for  William  Nedder- 
man,  owner,  filed,  October  18,  1924,  an  appeal,  with  the 
board  of  appeals,  from  a  decision  of  the  fire  commissioner, 
affecting  premises  405  Oriental  boulevard,  Borough  of 
Brooklyn;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  9,  1924,  in  acting  on  Alteration  Application  No. 
1740-23,  reads : 

“1.  Tank  will  be  tested  in  presence  of  Fire  De¬ 
partment  Representative  and  afterwards  coated  with 
suitable  rust  resisting  material. 

“2.  Piping  must  be  tested  in  presence  of  a  Fire  De¬ 
partment  Representative. 

“4.  Burner  must  be  of  a  type  approved  by  the  Board 
of  Standards  and  Appeals.” ; 

and 

Whereas,  the  building  is  non-fireproof,  2)4  stories  in 
height,  40  ft.  by  35  ft.  in  area;  OCCUPIED  as  a  dwell¬ 
ing  ;  and 

Whereas,  a  fuel  oil  burning  system  has  been  installed 
consisting  of  a  Nokol  Automatic  Burner,  a  1,000-gallon  fuel 
oil  tank  and  a  55-gallon  auxiliary  tank ;  and 

Whereas,  appellant  contends  that  the  tank  was  installed 
under  the  fuel  oil  rules  of  1922,  and  requests  the  acceptance 
of  an  affidavit  that  the  tank  has  undergone  a  shop  test, 
and  further  contends  that  otherwise  the  installation  con¬ 
forms  with  the  fuel  oil  rules,  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted,  as  to  Item  1,  on  condition  that  factory  test  cer¬ 
tificate  shall  be  filed  with  the  fire  commissioner ;  as  to  Item 
2,  on  condition  that  nothing  but  standard  wrought-iron  pipe 
shall  be  used  throughout  equipment  and  that  certificate  of 
test  shall  be  filed  with  fire  commissioner ;  as  to  Item  4, 
on  condition  that  the  fire  door  of  boiler  shall  be  equipped 
with  self-closing  device;  that  the  oil  storage  tank  shall  be 
restricted  to  1,000-gallon  capacity;  and  that  the  entire  in¬ 
stallation  otherwise  shall  comply  with  the  fuel  oil  rules  in 
all  other  respects. 


1253-24-A. 

APPELLANT — Samuel  Rosenblum,  for  Mohegan  Tube 
Co.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — Northeast  corner  of  Scott 
avenue  and  Meserole  street,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Samuel  Rosenblum. 

For  Administration:  Inspector  Maher,  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 


CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 


land  and  Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent .  0 

THE  RESOLUTION: 

( 1253-24-A) 


Whereas,  Samuel  Rosenblum,  for  Mohegan  Tube  Co., 
owner,  filed,  October  22,  1924,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  northeast  corner  of  Scott  avenue  and  Meserole 
street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated  Octo¬ 
ber  3,  1924,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  in.  in 
diameter  tested  to  withstand  a  pressure  of  300  lbs.  per 
square  inch,  extending  from  cellar  to  roof,  with  neces¬ 
sary  check  valves  and  2)4  in.  regulation  Fire  Depart¬ 
ment  outlets  on  each  story  (including  basements,  cellars, 
and  roofs),  placed  within  main  stairway  enclosure.  Each 
outlet  to  be  provided  with  sufficient  feet  of  2)4  inch 
standard  hose  attached  thereto.” ; 
and 

Whereas,  the  premises  consist  of  a  building  partly  non- 
fireproof  and  partly  fireproof ;  two  stories  in  height  for 
a  depth  of  20  ft.  at  the  Scott  avenue  front  and  the  re¬ 
mainder  of  the  building  is  one  story  in  height,  400  ft.  by 
100  ft.  (40,000  sq.  ft.)  in  area;  and  also  a  one-story  metal 
building  100  ft.  by  50  ft.  in  area  at  the  rear.  OCCUPIED: 
1st  story,  offices  and  cutting  steel  tubing,  165  persons;  2nd 
story,  machine  shop  and  draughting  room,  15  persons ;  and 

Whereas,  appellant  contends  that  the  plant  is  isolated ; 
the  non-fireproof  section  is  protected  by  an  automatic 
sprinkler  system ;  that  there  is  a  city  fire  hydrant  and  a 
private  fire  hydrant  on  the  premises  and  that  the  main  por¬ 
tion  of  t*he  building  is  only  one  story  in  height,  with  all 
the  openings  protected  by  fireproof  windows  and  wire  glass 
skylights. 

Resolved ,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  so  long  as  present  conditions  as  to  operation  of 
plant,  occupancy  and  use  remain  unchanged. 


1259-24-A. 

APPELLANT — James  C.  McGuire  &  Co.,  for  Fifth 
Avenue  Coach  Co.,  lessee. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 10  East  102nd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  Francis  Seaman. 

For  Administration:  Inspector  Carroll,  of  fire 
department. 

ACTION  OF  BOARD— Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon .  7 

Absent . .  0 

THE  RESOLUTION: 

(1259-24-A) 

Whereas,  James  C.  McGuire  &  Co.,  for  Fifth  Avenue 
Coach  Co.,  lessee,  filed,  October  24,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  10  East  102nd  street,  Manhat¬ 
tan  ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
October  7,  1924,  reads: 

“1.  Gasoline  tanks  in  excess  of  550  gallons  capacity 
are  not  permitted.  No  further  examination  made.”; 

and 
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Whereas,  the  building  is  fireproof,  three  stories  in 
height,  250  ft.  by  100  ft.  11  in.  in  area.  OCCUPIED: 
1st  story,  garage  for  85  motor  busses ;  upper  stories,  fac¬ 
tory  ;  and 

Whereas,  there  are  two  batteries  of  tanks,  hydraulically 
operated,  each  consisting  of  six  500-gallon  gasoline  tanks, 
located,  respectively,  in  the  easterly  and  westerly  portions 
of  the  premises;  it  is  proposed  to  replace  the  easterly  bat¬ 
tery  with  a  battery  consisting  of  four  1,500-gallon  tanks, 
equipped  with  impeller  pumps  operated  from  a  remote  con¬ 
trol  ;  and 

Whereas,  appellant  contends  that  the  proposed  installa¬ 
tion  conforms  with  the  present  regulations  in  all  respects, 
excepting  as  to  the  size  of  the  tanks,  and  further  contends 
that  these  tanks  are  necessary  in  view  of  the  number  of 
busses  to  be  supplied  with  gasoline. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


BUILDING  ZONE  CASES. 

1032-24-BZ. 

APPLICANT — Emil  Guterman  for  Mattie  Orlando, 
owner. 

SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  in  a  residence  district  the  maintenance 
of  two  (2)  garages  for  the  storage  of  four  (4) 
pleasure  motor  vehicles,  three  (3)  spaces  rented 
to  persons  not  residing  on  the  premises. 

PREMISES  AFFECTED — 344  Webster  avenue,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  Emil  Guterman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant. 


1204-24-BZ. 

APPLICANT — Charles  B.  Meyers,  for  Stuyvesant  Ful¬ 
ton  Co.,  Inc.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for 
the;  storage  of  more  than  five  (5)  motor  vehi- 
clcs. 

PREMISES  AFFECTED — 1716-1728  Fulton  street, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Charles  B.  Meyers. 

For  Opposition:  Charles  H.  Levy. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  attorney  for  objectors. 


1181-24-BZ. 

APPLICANT — James  Kearney,  for  Leopold  Weil  and 
Mayer  S.  Ames,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED — 1813-1815  Jerome  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  James  Kearney. 

For  Opposition:  George  H.  Porter. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant. 


1168-24-BZ. 

APPLICANT  John  DeHart,  for  Green,,  Matthews, 
Taylor  Co.,  owner. 


SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
alteration  and  extension  of  a  building  to  be  used 
as  a  garage  for  the  storage  of  more  than  five 
(5)  motor  vehicles  and  motor  vehicle  repair  shop. 

PREMISES  AFFECTED— 952-960  Home  street  and 
1168-1172  Southern  boulevard,  The  Bronx. 
APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  George  A.  Brabow  and  Mrs. 

Tunic. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant. 


1216-24-BZ. 

APPLICANT — Samuel  Marer,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
the  erection  and  maintenance  of  a  building  to 
be  used  for  business  purposes. 

PREMISES  AFFECTED — East  side  University  ave¬ 
nue,  279.78  feet  north  of  West  192nd  street,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  White. 

For  Opposition:  Harry  R.  Cohen. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant’s  attorney. 

1271-24-BZ. 

APPLICANT— Joseph  McGinnis,  for  Weiman-McGin- 
nis  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  AFFECTED — 2966-2972  Jerome  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  William  White. 

For  Opposition:  Henry  Marjostes. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant’s  attorney. 

1298-23-BZ. 

APPLICANT — Nathan  Langer,  for  Vincenzo  Gargiulo, 

owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings),  to  permit  partly 
in  a  business  district  and  partly  in  a  residence 
district  the  erection  and  maintenance  of  a  ga¬ 
rage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED— 3200  Villa  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Miss  R.  Falmer. 

For  Opposition:  Abraham  M.  Schwartz. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant's  representa¬ 
tive. 


276-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  Harjac  Building 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 1146-58  East  New  York  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  John  H.  McCooey,  Jr. 

For  Opposition:  Stanley  S.  Smith,  Charles  G. 

Hill,  Frank  H.  Cooper. 
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ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy,  Dowd.  Gun¬ 
nison  and  Holland  .  4 

Negative:  Chairman  Walsh,  Mr.’  Conneli 

and  Fire  Chief  Kenlon  .  3 

Absent  .  0 

THE  RESOLUTION: 

(276-24-BZ) 

\\  h erf. as,  Edward  P.  Doyle,  for  Harjac  Building  Corp., 
owner,  filed,  February  21,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  1146-58  Fast 
New  York  avenue,  Brooklyn;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  East  New  York  avenue,  East 
98th  street  and  Ralph  avenue  are  business  districts;  and 
Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  January  22,  1924,  in  acting  on  App.  No.  938-24, 
reads : 

“Proposed  one  story  brick  public  garage  for  more 
than  five  motor  vehicles  in  a  business  district  is  contrary 
to  Art.  II,  Section  4  (a)  of  the  Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  178 
ft.  and  a  depth  of  100  ft.;  to  be  occupied  as  a  garage 
for  the  storage  of  more  than  five  motor  vehicles;  and 
Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  appeal  under  section  7,  subdivision  E,  and  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


542-24-BZ. 

APPLICANT — Henry  E.  Stohldreier,  for  Rafifael  Stin- 
gone,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  the  alteration  of  a  stable 
to  a  poultry  slaughter  house. 

I  REMISES  AFFECTED — 2460-2464  Belmont  avenue, 
The  Bronx. 

APPEARANCES— None. 

ACTION  OF  BOARD — Application  dismissed  for  lack 
of  prosecution. 

THE  VOTE  TO  DISMISS— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Dowd,  Holland,  Con¬ 


nell  and  Fire  Chief  Kenlon  .  7 

Negative . “ .  0 

Absent .  0 

THE  RESOLUTION: 

(542-24-BZ) 


Whereas,  Henry  E.  Stohldreier,  for  RafFael  Stingone, 
owner,  filed,  April  16,  1924,  an  application,  for  variation  of 
the  requirements  of  the  building  zone  resolution,  affecting 
premises  2460-4  Belmont  avenue,  The  Bronx;  and 
Whereas,  applicant  failed  to  complete  his  papers,  al¬ 
though  duly  notified  so  to  do. 

Resolved,  that  the  application  be  and  it  hereby  is  dis¬ 
missed  for  lack  of  prosecution. 


864-24-BZ. 

APPLICANT — Joseph  A.  Walsh,  for  Benjamin  Diner- 
man,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 


the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  vehi¬ 
cles. 

PREMISES  Ah  IECTED — 1605-1615  Coney  Island  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  Joseph  A.  Walsh. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  q 

Negative:  Chairman  Waish,  Messrs. '  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell  and  Fire  Chief  Kenlon .  7 

Absent  . .  q 

THE  RESOLUTION: 

(864-24-BZ) 

Whereas,  Joseph  A.  Walsh,  for  Benjamin  Dinerman, 

owner,  filed,  June  27,  1924,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  business  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles;  premises  1605-1615  Coney  Island 
avenue,  northeast  corner  of  Locust  avenue,  Brooklyn;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  accompanying  the  build- 
mg  zone  resolution  show  that  Coney  Island  avenue  is  a 
business  district,  Avenue  M  and  East  12th  street  are 
residence  districts;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  June  7,  1924,  in  acting  on  N.  B.  App.  No. 
12486-24,  reads : 

“Proposed  one  story  public  garage  for  more  than  five 
motor  vehicles  in  a  business  district  is  contrary  to  Art. 
II,  Sec.  4  (a)  of  the  Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  one  story  in  height,  with  a  frontage  of 
103  ft.  9  in.  and  a  depth  of  103  ft.  9  in.;  to  be  occupied 
as  a  garage  for  more  than  five  motor  vehicles ;  and 
.Whereas,  applicant  failed  to  substantiate  the  basis  of 
his  application,  the  stable  having  been  discontinued. 

Resolved,  that  the  decision  of  the  superintendent  of 
buildings  be  and  it  hereby  is  affirmed,  and  the  application 
be  and  it  hereby  is  denied. 


1225-24-BZ. 

APPLICANT — Robert  Teichman,  for  Henry  «A.  Vogt, 
owner. 

SUBJECT — 'Application  (re:  decision  of '  superintendent 
of  buildings),  to  permit  in  a  residence  “F”  area 
district  the  lowest  level  of  a  side  yard  be  main¬ 
tained  eleven  (11)  feet  above  curb  level,  in¬ 
stead  of  at  curb  level  as  required  by  the  zone 
resolution. 

PREMISES  AFFECTED — East  side  of  Grand  avenue, 
259.31  feet  north  of  Hillside  avenue,  Jamaica, 

Queens. 

APPEARANCES— 

For  Applicant:  Robert  Teichman. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 
tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 


nell  and  Fire  Chief  Kenlon .  7 

Negative  . .  0 

Absent  .  0 
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THE  RESOLUTION: 

(1225-24-BZ) 

Whereas,  Robert  Teichman,  for  Henry  A.  Vogt,  owner, 
filed,  October  14,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  residence  “F”  area  district 
the  lowest  level  of  a  side  yard  to  be  maintained  11  ft. 
above  the  curb  level,  instead  of  at  the  curb  level  as  re¬ 
quired  by  the  zone  resolution;  premises  east  side  of  Grand 
avenue,  259.31  ft.  north  of  Hillside  avenue,  Jamaica,  Bor¬ 
ough  of  Queens ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Grand  avenue  is  a  residence 
use  and  “F”  area  district  and  Hillside  avenue  is  a  business 
use  and  “F”  area  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  September  25,  1924,  in  acting  on  N.  B.  App. 
No.  16173-24,  reads :  _  . 

“Contrary  to  the  Zone  Law  in  that  side  yard  required 
by  Zone  Law  is  not  maintained  when  proposed  garage 
is  located  on  it.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  frame  con¬ 
struction,  two  stories  in  height,  located  on  a  terrace, 
beneath  part  of  which  it  is  proposed  to  locate  a  two-car 
private  garage ;  and 

Whereas,  due  to  the  topography  of  the  land  practically 
throughout  this  entire  street  front  with  relation  to  the 
established  curb  level,  the  private  property  fronting  on  this 
street  being  terraced  approximately  11  ft.  above  the  curb 
level ;  and  in  these  circumstances  believing  the  intent  of  the 
zone  resolution  both  in  spirit  and  effect  will  be  observed 
and  maintained. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  area  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  legal  side 
yard  requirements  be  maintained  from  the  established  grade 
level  of  premises  as  stipulated  in  drawings  filed  in  this 
appeal,  approximately  11  ft.  above  curb,  and  that  the  re¬ 
quirements  of  the  building  zone  resolution  be  complied 
with  in  all  other  respects. 


1269-24-B2~ 

APPLICANT — Edward  P.  Doyle,  for  Irene  Thatcher, 
owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
,  of  buildings)  to  permit  partly  in  a  business  dis¬ 
trict  and  partly  in  a  residence  district  the  erec¬ 
tion -and  maintenance  of  a  garage  for  the  stor¬ 
age  of  more  than  five  (4)  motor  vehicles. 

PREMISES  AFFECTED— 1405-1414  Elm  avenue, 

Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  Emanuel  F.  Kirk,  Wm.  H. 
Benjes,  Irving  Bauman,  Dominick  Dunigel, 
Jordan  Berger. 


ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative  .  0 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 
nell  and  Fire  Chief  Kenlon  .  7 

Absent  .  ° 


THE  RESOLUTION: 

(1269-24-BZ) 

Whereas,  Edward  P.  Doyle,  for  Irene  Thatcher,  owner, 
filed,  October  27,  1924,  an  application,  under  the  building 


zone  resolution,  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and  maintenance 
of  a  garage  for  the  storage  of  more  than  five  motor  ve¬ 
hicles  ;  premises  1406-14  Elm  avenue,  Brooklyn ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  December 
23,  1924,  after  due  notice  by  publication  in  the  Bulletin  of 
the  Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Avenug  M  is  a  business  district 
and  East  14th  street  and  East  15th  street  are  residence  dis¬ 
tricts  ;  and 

Whereas,  the  decision  of  the  superintendent  of  buildings, 
rendered  September  3,  1924,  in  acting  on  App.  No.  17555- 
1924,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  II,  Sec.  3  &  4.  A  garage  for  more  than 
five  motor  vehicles  partly  in  a  business  and  partly  in 
a  residential  district.  Elm  Ave.  is  an  old  existing  street 
not  shown  on  the  residential  district  map  but  now  placed 
on  the  map  of  the  City  of  New  York.  Ave.  M  is  desig¬ 
nated  as  Business.  The  limitations  of  this  business 
district  must  be  determined  by  the  Board  of  Ap¬ 
peals  under  Sec.  20  of  the  Zone  Resolution.”; 
and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  one  story  in  height,  with  a  frontage  of  100.1 
ft.  and  a  depth  of  100.1  ft.;  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles;  and 

Whereas,  the  applicant  failed  to  substantiate  the  basis 
of  his  application  under  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 

AREAS  FIXED 
(1041-24-BZ) 

The  chairman  presented  and  read  a  communication 
from  Hackenburg  &  Schwartz,  requesting  the  board 
to  fix  the  area  deemed  affected  and  within  which  to 
obtain  consents  for  the  conversion  of  a  storage  ware¬ 
house  to  a  garage,  premises  156-66  West  End  avenue, 
Manhattan. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  West  End  avenue  from  West  67th 
street  to  West  69th  street;  both  sides  of  West 
67th  street  from  West  End  avenue  to  a  point  400 
ft  east  of  premises  in  question;  the  south  side  of 
West  68th  street  from  West  End  avenue  to  a  point 
175  ft.  east  of  West  End  avenue;  the  north  side  of 
West  67th  street  from  West  End  avenue  to  a  point 
200  ft.  west  of  West  End  avenue,  also  the  east  side 
of  West  End  avenue  from  West  67th  Street  to  a 
point  100  ft.  south  of  West  67th  street. 


(1271-24-BZ) 

The  chairman  presented  and  read  a  communication 
from  Joseph  McGinnis,  requesting  the  board  to  fix  the 
area  deemed  affected  and  within  which  to  obtain  con¬ 
sents  for  the  erection  and  maintenance  of  a  garage; 
premises  2966-72  Jerome  avenue,  The  Bronx. 

The  following  area  was  approved  by  the  board: 

Both  sides  of  Jerome  avenue  from  a  point  100 
ft.  south  of  the  Bedford  Park  boulevard  to  a  point 
400  ft.  north  of  proposed  garage,  also  the  premises 
at  rear  and  for  a  distance  of  50  ft.  on  either  side 
of  the  side  lot  lines  of  the  premises  in  question. 


•» 

Adjourned  12,15  p.  m. 

William  J.  O’Gorman,  Secretary. 
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•  BOARD  OF  APPEALS 


SPECIAL  MEETING. 

TUESDAY  AFTERNOON,  DECEMBER  23,  1924. 
Present:  Chairman  Walsh,  Messrs.  Kennedy,  Dowd,  Gun¬ 
nison,  Connell,  Holland  and  Fire  Chief  Kenlon. 


APPEALS  FROM  ADMINISTRATIVE  ORDERS. 
1019-24-A. 

APPELLANT — Croker  National  Fire  Prevention  Engineer¬ 
ing  Co.,  for  Alexander  Lane,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 640  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant :  Herman  E.  Horwood. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1925,  at 
10  a.  m. 


1175-24-A. 

APPELLANT — Wm.  R.  Heins,  for  Republic  Storage  Co., 
Inc.,  owner. 

SUBJECT' — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 628-642  West  45th  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant:  None. 

For  Administration:  Inspector  Carroll  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1925, 
at  10  a.  m.,  on  written  request. 


306-24-A. 

APPELLANT — Alexander  C.  MacNulty,  for  Adelstein  & 
Avrutine,  owners. 

SUBJECT — Appeal  from  orders  of  fire  commissioner. 
PREMISES  AFFECTED — 82-86  Rutgers  slip,  Manhattan. 
APPEARANCES— 

For  Appellant :  Alexander  C.  MacNulty. 

ACTION  OF  BOARD — Laid  over  to  January  27,  1925,  at 
10  a.  m.,  on  request  of  appellant. 


1137-24-A. 

APPELLANT; — 'Cinderella  Dancing  Palace,  Inc.,  lessee. 
SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment.  '• 

ACTION  OF  BOARD — Laid  over  to  December  30,  1924,  at 
10  a.  m. ;  to  submit  plans. 


1684-21-A. 

APPELLANT — Shampan  and  Shampan,  for  Shkolnik 
Bros.,  Inc.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 779  DeKalb  avenue,  Brooklyn. 
.  APPEARANCES— None. 

ACTION  OF  BOARD' — Appeal  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Kennedy, 


iDowd,  Gunnison  and  Holland  .  5 

Negative  .  0 


Absent :  Mr.  Connell  and  Fire  Chief  Kenlon  ...  2 


1153-24-A. 

APPELLANT — Century  Upholstery  Co.,  for  Pearl 
Street  Realty  Corp.,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 187  Pearl  street,  Brooklyn. 


APPEARANCES— 

For  Appellant:  Nat.  C.  Heilman. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

AC  1  ION  OF  BOARD — Appeal  withdrawn. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Gunnison,  Connell,  Holland  and 


Fire  Chief  Kenlon  .  6 

Negative  .  o 

Absent:  Mr.  Dowd  .  i 


1159-24-A. 


APPELLANT — Yockel  Bros.  Corp.,  owner. 

SUBJECT— Appeal  from  order  of  fire  commissioner. 

1  REA1ISES  AF  F  EC1  ED — 962  Washington  avenue 
The  Bronx. 

APPEARANCES— 


For  Appellant:  John  Henry  Yockel. 

For  Administration:  Inspector  Carroll  of  fin* 
department. 


ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon . 

Negative  . 

Absent  . 


7 

0 

0 


THE  RESOLUTION: 

(1159-24-A) 

Whereas,  Yockel  Bros.  Corp.,  owner,  filed,  September  23, 
1924,  an  appeal,  with  the  board  of  appeals,  from  a  decision 
of  the  fire  commissioner,  affecting  premises  962  Washington 
avenue,  Borough  of  Bronx;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
June  19,  1923,  in  acting  on  Plan  No.  513-23,  reads: 

1.  Standpipe  should  extend  around  the  entire  ga¬ 
rage,  be  2l/2  in.  throughout  according  to  the  rules  of  the 
Board  of  Standards  and  Appeals.”; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  59  ft.  by  280  ft.  (16,500  sq.  ft.)  in  area;  OCCU¬ 
PIED  as  a  garage  for  the  storage  of  more  than  five 
(5)  cars;  and 

Whereas,  appellant  contends  that  the  proposed  standpipe 
installation  (with  2  in.  outlets)  affords  adequate  fire  pro¬ 
tection. 

Resolved ,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified ,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  a  2]/2  in.  line  of  pipe  shall  be 
installed  along  the  northerly  wall  of  the  building  to  within 
25  ft.  of  rear  wall,  in  accordance  with  the  rules  of  the 
board  of  standards  and  appeals  affecting  garage  fire  fight¬ 
ing  equipment  in  force  at  the  time  of  the  filing  of  decision 
by  fire  department,  namely,  June  19,  1923. 


1128-24-A. 

APPELLANT — Italian  Benevolent  Institute  and  Hos¬ 
pital,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 613-619  East  83rd  street,  Man¬ 
hattan. 

APPEARANCES— 

For  Appellant :  Alexander  L.  Torelli. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 
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THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 


land  and  Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(1128-24- A) 

Whereas,  Italian  Benevolent  Institute,  owner,  filed,  Sep¬ 
tember  15,  1924,  an  appeal,  with  the  board  of  appeals,  from 
orders  of  the  fire  commissioner  affecting  premises  613-619 
East  83rd  street,  Manhattan ;  and 

Whereas,  the  orders  of  the  fire  commissioner,  dated  July 
29,  1924,  August  29,  1924,  and  August  25,  1924,  read: 
“No.  62573-F : 

“1.  Provide  self-closing  fireproof  door  leading  from 
boiler  room  to  laundry  and  from  boiler  room  to  cor¬ 
ridor  in  sub-cellar.  Sec.  20,  Ch.  12,  Code  of  Ordi¬ 
nances. 

“2.  Provide  self-closing  fireproof  doors  leading  from 
kitchen  to  corridor  in  cellar.  *  *  *. 

“3.  Properly  close  up  opening  in  wall  from  boiler 
room  to  laundry  in  sub-cellar  with  brick  and  mortar 
or  provide  a  self-closing  fireproof  window  on  said  open¬ 
ing.  *  *  *. 

“4.  Provide  self-closing  fireproof  windows  on  open¬ 
ings  from  kitchen  to  corridor  at  cellar  level.  *  *  *. 

“5.  Provide  3  approved  sand  buckets  of  at  least  ten 
quarts  capacity  in  kitchen  in  cellar.  *  *  *. 

“6.  Provide  self-closing  attachments  on  doors  lead¬ 
ing  to  dumbwaiter  shaft  and  laundry  chute  on  all 
stories,  cellar,  sub-cellar.  *  * 

“No.  62574-F : 

“1.  Provide  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLERS  throughout  building  having  at 
least  one  source  of  water  supply.  *  *  *.”; 

“No.  63975-F: 

“1.  Provide  a  separate  and  distinct  system  of  AUTO¬ 
MATIC  SPRINKLERS  in  2nd  sub-cellar  having  at 
least  one  source  of  water  supply,  *  *  *. 

“No.  25287-LC : 

“1.  Provide  a  fireproof  vault,  located  outside  of  the 
building,  in  which  to  keep  all  inflammable  X-Ray  films. 
Said  vault  to  be  constructed,  located,  ventilated  and 
protected  in  accordance  with  plans  to  be  filed  with  and 
approved  by  the  Fire  Department.”; 
and 

Whereas,  the  building  is  fireproof,  eight  stories  in  height, 
51  ft.  by  102  ft.  in  area  at  1st,  2nd  and  3rd  stories  and 
51  ft.  by  75  ft.  in  area  above;  OCCUPIED  as  a  hospital; 
and 

Whereas,  appellant  contends  the  building  is  equipped 
with  a  standpipe  system,  an  interior  fire  alarm  system  and 
a  number  of  chemical  fire  extinguishers;  that  monthly  fire 
drills  are  conducted  and  that  great  hardship  would  result 
if  compelled  to  comply  with  the  orders,  as  it  is  proposed 
to  abandon  the  premises  as  a  hospital  within  two  years. 

Resolved,  that  the  order  of  the  fire  commissioner,  No. 
62573,  Items  1,  2,  3,  4,  5  and  6,  be  and  it  hereby  is  af¬ 
firmed,  and  the  appeal  as  to  this  order  be  and  it  hereby  is 
denied;  that  the  order  of  the  fire  commissioner,  No.  62574, 
be  and  it  hereby  is  dismissed,  order  having  been  rescinded 
of  record  in  fire  department;  that  the  order  of  the  fire 
commissioner,  No.  63975,  be  and  it  hereby  is  modified,  and 
the  appeal  as  to  this  order  be  and  it  hereby  is  granted  on 
condition  that  a  sprinkler  system  shall  be  installed  in  sec¬ 
ond  sub-cellar  with  a  4  in.  direct  connection  to  street  main, 
equipped  with  Siamese  on  the  outside  of  building  at  street 
front ;  and  that  the  order  of  the  fire  commissioner,  No. 
25287,  be  and  it  hereby  is  modified,  and  the  appeal  be  and 
it  hereby  is  granted  on  condition  that  a  fireproof  structure 
of  4  in.  terra  cotta  blocks  shall  be  constructed  on  roof  of 


one-story  extension,  with  no  openings  therefrom  to  the  main 
building;  any  doorway  installed  therein  to  be  equipped  with 
self-closing  fireproof  door,  opening  directly  to  roof  of  ex¬ 
tension  ;  that  all  cellulose  film  shall  be  maintained  in  this 
fireproof  structure;  that  not  more  than  five  (5)  pounds  of 
photographic  film  in  the  course  of  development  shall  be  per¬ 
mitted  on  the  interior  of  building. 


660-24kA. 

APPELLANT — Helen  Levy,  owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 16804  35th  avenue,  Flushing, 
Queens. 

APPEARANCES— 

For  Appellant:  Bernard  Levy. 

For  Administration:  Inspector  Lynch  of  fire  de¬ 
partment. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon .  7 


Negative  . . .  o 

Absent  ....• .  0 


THE  RESOLUTION: 

(660-24- A) 

Whereas,  Helen  Levy,  owner,  filed,  May  13,  1924,  an  ap¬ 
peal,  with  the  board  of  appeals,  from  an  order  of  the  fire 
commissioner,  affecting  premises  16804  35th  avenue,  Flush¬ 
ing,  Borough  of  Queens;  and 

W'hereas,  the  order  of  the  fire  commissioner,  No.  88508- 
LC,  dated  May  2,  1924,  reads : 

‘With  reference  to  your  application  for  a  permit 
to  store  fuel  oil  at  the  above  location,  I  regret  to 
inform  you  that  I  am  without  power  to  grant  such  a 
permit. 

“No  fuel  oil  system  shall  be  operated  or  oil  placed 
in  the  system  until  after  a  permit  has  been  issued 
by  the  Fire  Commissioner  *  *  *. 

“You  are  therefore  ordered  to  remove  all  fuel  oil 
from  the  storage  tank  and  discontinue  the  further  stor¬ 
age  and  use  of  fuel  oil  at  the  above  location.”; 

and 

Whereas,  the  building  is  frame,  three  stories  in  height, 
20  ft.  by  30  ft.  in  area;  OCCUPIED  as  a  dwelling;  and 

Whereas,  a  fuel  oil  burning  system  has  been  installed, 
using  a  May  Burner ;  and 

Whereas,  appellant  contends  the  installation  conforms 
with  the  fuel  oil  regulations,  excepting  in  that  the  burner 
is  not  an  approved  burner. 

Resolved,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  for  a  temporary  period  of  ninety  (90)  days,  per¬ 
mitting  installation  and  use  of  fuel  oil  burning  equip¬ 
ment  with  May  Burner,  subject  to  inspection  and  considera¬ 
tion  of  said  burner  by  the  board  of  standards  and  appeals; 
and  that  the  installation  shall  comply  with  the  fuel  oil  rules 
in  all  other  respects. 


897-24-A. 

APPELLANT — Petroleum  Heat  &  Power  Co.,  for  Ken- 
more  Trading  Corp.,  owner. 

SUBJECT — Appeal  from  decision  of  fire  commissioner. 
PREMISES  AFFECTED — 441-5  Ocean  avenue  and 
2002-28  Caton  avenue,  Brooklyn. 
APPEARANCES— 

For  Appellant:  Harold  A.  Callam,  Meyer  Ep¬ 
stein,  Max  Epstein  and  Mr.  Knight. 

For  Administration:  Inspector  Carroll  of  fire 
department. 
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ACTION  OF  BOARD — Appeal  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Dowd  and  Gunnison..  2 
Negative:  Chairman  Walsh,  Messrs.  Con¬ 
nell,  Holland  and  Fire  Chief  Kenlon..  4 

Not  voting:  Mr.  Kennedy  .  1 

THE  RESOLUTION: 

(897-24- A) 

Whereas,  Petroleum  Heat  &  Power  Co.,  for  Kenmore 
Trading  Corp.,  owner,  filed,  July  8,  1924,  an  appeal,  with 
the  board  of  appeals,  from  a  decision  of  the  fire  commis¬ 
sioner,  affecting  premises  441-445  Ocean  avenue  and  2002- 
28  Caton  avenue,  Brooklyn ;  and 

Whereas,  the  decision  of  the  fire  commissioner,  rendered 
April  30,  1924,  in  acting  on  N.  B.  Application  No.  1835-23, 
reads : 

“1.  As  the  area  of  building  exceeds  10,000  square 
feet,  a  standpipe  equipment  is  required.” ; 
and 

Whereas,  the  building  is  non-fireproof,  six  stories  in 
height,  222.37  ft.  by  171.25  ft.  and  98.12  ft.  (about  16,000 
sq.  ft.),  irregular  in  area;  OCCUPIED  as  an  apartment 
house;  and 

Whereas,  appellant  contends  that  the  floor  area  is  sub¬ 
divided  into  seven  distinct  areas  (the  maximum  being  2,842 
sq.  ft.)  *by  4  in.  terra  cotta  fireproof  partitions,  and  that 
the  means  of  exit  are  adequate. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  affirmed,  and  the  appeal  be  and  it  hereby 
is  denied. 


469-23-A. 

APPELLANT — Charles  D.  Cords,  for  Callan  Bros.,  Inc., 
owner. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 

PREMISES  AFFECTED— 14-34  19th  street,  Brooklyn. 

APPEARANCES— 

For  Appellant :  Charles  ID.  Cords. 

For  Administration :  Inspector  Maher  of  fire  de¬ 
partment. 

AC  TION  OF  BOARD — Appeal  granted  on  condition. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon .  7 


Negative  .  0 

Absent  .  0 


THE  RESOLUTION: 

(469-23-A) 

Whereas,  Charles  D.  Cords,  for  Callan  Bros.,  Inc., 
owner,  filed,  April  17,  1923,  an  appeal,  with  the  board 
of  appeals,  from  an  order  of  the  fire  commissioner,  af¬ 
fecting  premises  14-34  19th  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  28,  1923,  reads : 

“1.  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2l/2  in.  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements, 
cellars,  and  roofs),  placed  within  main  stairway  enclo¬ 
sure.  Each  outlet  to  be  provided  with  sufficient  feet 
of  2l/2  inch  standard  hose  attached  thereto.”: 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  divided  into  four  sections  by  fore  and  aft  fire  walls; 
each  section  being  75  ft.  by  150  ft.  in  area;  the  building 
faces  on  19th  street  and  also  on  a  30  ft.  driveway  along 
Gowanus  Canal;  OCCUPIED  as  a  storage  warehouse; 
and 


Whereas,  appellant  contends  that  the  buildings  exceed 
the  allowable  area  limit  by  only  800  sq.  ft. ;  that  they  are 
only  one  story  in  height  and  easily  accessible  to  fire  de¬ 
partment  apparatus;  and 

Whereas,  this  case  was  dismissed  for  lack  of  prosecu¬ 
tion  on  December  18,  1923,  and  reopened  by  vote  of  the 
board  on  November  25,  1924. 

Resolved ’,  that  the  order  of  the  fire  commissioner  be  and 
it  hereby  is  modified,  and  the  appeal  be  and  it  hereby  is 
granted  on  condition  that  the  area  of  structure  as  now 
subdivided,  namely,  units  of  75  by  150  ft.,  limited  to  one 
story  in  height,  shall  be  separated  by  walls  of  approved 
masonry,  unpierced ;  that  the  use  and  occupancy  shall  re¬ 
main  substantially  unchanged;  that  there  shall  be  no  ex¬ 
plosive  material  stored  or  maintained  on  the  premises. 


470-23-A. 

APPELLANT — Charles  D.  Cords  for  Callan  Bros.,  Inc., 
owner. 

SUBJECT  Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED— 2-10  19th  street,  Brooklyn 
APPEARANCES— 

For  Appellant:  Charles  D.  Cords. 

For  Administration:  Inspector  Maher  of  fire  de¬ 
partment. 

ACTION  OF  BOARD— Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution 
THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Connell,  Hol¬ 
land  and  Fire  Chief  Kenlon .  7 

Negative  .  , 

Absent  .  q 

THE  RESOLUTION : 


(470-23-A) 

Whereas,  Charles  D.  Cords,  for  Callan  Bros,  Inc 
owner  filed,  April  17,  1923,  an  appeal,  with  the  board  of 
appeals,  from  an  order  of  the  fire  commissioner,  affecting 
premises  2-10  19th  street,  Brooklyn;  and 

Whereas,  the  order  of  the  fire  commissioner,  dated 
March  28,  1923,  reads: 

.  l\\  Install  a  standpipe  system  with  risers  4  inches 
in  diameter  tested  to  withstand  a  pressure  of  300  lbs. 
per  square  inch,  extending  from  cellar  to  roof,  with 
necessary  check  valves  and  2J4  inch  regulation  Fire  De¬ 
partment  outlets  on  each  story  (including  basements,  cel¬ 
lars  and  roofs),  placed  within  main  stairway  enclosure 
Each  outlet  to  be  provided  with  sufficient  feet  of  2V2 
inch  standard  hose  attached  thereto.”; 
and 

Whereas,  the  building  is  non-fireproof,  one  story  in 
height,  divided  into  two  sections  by  a  fore  and  aft  12  in. 
fire  wall;  the  northerly  section  being  87  ft.  6  in.  by  326 
ft.  in  area  and  the  southerly  section  being  87  ft.  6  in. 
by  160  ft.  in  area;  the  buildings  face  on  both  19th  street 
and  20th  street,  and  also  on  Gowanus  Canal;  OCCUPIED 
as  a  storage  warehouse;  and 

Whereas,  appellant  contends  that  the  building  is  only  one 
stor\  in  height,  is  easily  accessible  to  the  fire  department 
appartus;  and 

.  Whereas,  this  case  was  dismissed  for  lack  of  prosecu¬ 
tion  on  December  18,  1923,  and  reopened  by  vote  of  the 
board  on  November  25,  1924. 

Resolved,  that  the  order  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  for  a  temporary  period  not  extending  beyond  six 
months  from  the  date  of  this  action,  on  condition  that 
present  use  and  occupancy  shall  remain  unchanged ;  and  that 
the  structure  shall  be  removed  or  demolished  on  or  before 
that  date. 
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478-24-A. 

APPELLANT — The  Silver  Slipper  Corp.,  sub-lessee; 

Chelsea  Exchange  Bank,  lessee. 

SUBJECT — Appeal  from  order  of  fire  commissioner. 
PREMISES  AFFECTED — 1600  Broadway,  Manhattan. 
APPEARANCES— 

For  Appellant:  Joseph  Bourke. 

For  Administration:  Inspector  Carroll  of  fire 
department. 

ACTION  OF  BOARD — Appeal  granted  on  condition. 
CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison,  Holland,  Con¬ 


nell  and  Fire  Chief  Kenlon .  7 

Negative  .  0 

Absent  .  0 

THE  RESOLUTION: 

(478-24-A) 


Whereas,  The  Silver  Slipper  Corporation,  for  Chelsea 
Exchange  Bank,  lessee,  filed,  April  3,  1924,  an  appeal, 
with  the  board  of  appeals,  from  a  decision  of  the  fire  com¬ 
missioner,  affecting  premises  1600  Broadway,  Manhattan; 
and 

Whereas,  the  decision  of  the  fire  commissioner,  ren¬ 
dered  March  31,  1924,  reads  : 

“The  files  of  this  Department  show  that  inflammable 
motion  picture  film  is  being  stored  in  the  building  at 
1600  Broadway,  and  that  permits  for  such  storage 
were  issued  by  this  Department. 

“The  permits  antedate  the  date  of  your  application 
for  a  dance  hall  license  for  the  basement  of  the  build¬ 
ing  above  referred  to.  Consequently,  under  the  restric¬ 
tions  imposed  by  Chapter  10,  Article  20,  Section  241  of 
the  Code  of  Ordinances,  this  Department  is  not  in  a  po¬ 
sition  to  aprove  your  application  for  a  dance  hall  li- 
censg.” ; 

and 

Whereas,  the  building  is  fireproof,  ten  stories  and  base¬ 
ment  in  height,  104  ft.  5J^  in.  by  112  ft.  6  in.  in  area.  OC¬ 
CUPIED:  Basement,  dance  hall  and  restaurant;  1st  story, 
stores ;  2nd  story,  dance  hall ;  upper  stories,  office  and 
show  room,  mainly  film  exchanges.  MEANS  OF 
EGRESS  from  the  basement  consisting  of  an  interior  stair¬ 
way  extending  from  basement  to  the  48th  street  level  and 
an  exit  in  the  rear  of  the  dance  hall  leading  to  the  cor¬ 
ridor,  with  stairway  to  Broadway ;  and 

Whereas,  the  appellant  contends  that  the  means  of  egress 
are  adequate  and  that  the  dance  hall  is  entirely  separated 
from  the  upper  part  of  the  building  by  a  fireproof  floor 
and  that  the  hazardous  occupancies  are  on  the  upper  stories 
of  the  building. 

Resolved,  that  the  decision  of  the  fire  commissioner  be 
and  it  hereby  is  modified,  and  the  appeal  be  and  it  hereby 
is  granted  on  condition  that  required  legal  exits  direct  to 
street  shall  be  maintained ;  and  that  all  permits  necessary 
shall  be  obtained ;  and  so  long  as  there  shall  be  no  film 
storage  below  the  3rd  story  of  structure ;  and  that  no  living 
apartments  shall  be  maintained  in  building. 


BUILDING  ZONE  CASES. 

1068-24-BZ. 

APPLICANT— John  DeHart  for  Wilaura  Holding 
Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  residence  district 
and  partly  in  a  business  district  the  erection  and 
maintenance  of  a  garage  for  the  storage  of  more 
than  five  motor  vehicles. 

PREMISES  AFFECTED — Southeast  corner’  of  Burn¬ 
side  and  Sedgwick  avenues. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  John  J.  Kerby,  Joseph  A.  Cor- 
balis. 


ACTION  OF  BOARD— Laid  over  to  January  27,  1925, 
at  10  a.  m.,  on  request  of  applicant. 


996-24-BZ.  # 

APPLICANT— William  F.  Doyle,  for  Walton  White 
Realty  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — East  side  Jerome  avenue 
176.66  ft.  north  of  East  Burnside  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  William  B.  Delacey. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  on  request  of  applicant. 


1125-24-BZ. 

APPLICANT — Eugene  De  Rosa,  for  Sol  Brice,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  the  extension,  from  a 
business  district  into  a  residence  district,  of  a 
proposed  building,  to  be  used  for  theater  and 
store  purposes. 

PREMISES  AFFECTED — 130-134  Dyckman  ’street 
Manhattan. 

APPEARANCES— 

For  Applicant:  Jonah  J.  Goldstein. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925,  at 
2  p.  m.,  on  request  of  applicant. 


993-24-BZ. 

APPLICANT — Edward  P.  Doyle,  for  James  Flanagan 
and  F.  H.  Heaney,  owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district 
(previously  before  the  board  as  partly  in  a  resi¬ 
dence  district  and  partly  in  a  business  districts 
the  erection  and  maintenance  of  a  garage  for 
the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES  AFFECTED — 1714-24  Eleventh  avenue, 
Brooklyn. 

APPEARANCES— 

For  Applicant:  Edward  P.  Doyle. 

For  Opposition:  John  J.  Barry. 

ACTION  OF  BOARD — Laid  over  to  January  20,  1925, 
at  2  p.  m.,  for  inspection  and  report  by  a  com¬ 
mittee  of  board. 


934-24-B  Z. 

APPLICANT — Thomas  W.  Lamb,  for  Lexington  Ave¬ 
nue  Theatre  and  Realty  Corp.,  owners. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district 
extending  from  a  business  district  the  erection 
and  maintenance  of  a  theatre,  store  and  office 
building. 

PREMISES  AFFECTED — 1280-1288  Lexington  ave¬ 
nue.  Manhattan. 

APPEARANCES— 

For  Applicant:  Maurice  Goodman. 

For  Opposition:  Eugene  M.  Gregory,  Louis 
Isaacs,  Richard  S.  Chisholm,  Herbert  L. 
Coffin. 

ACTION  OF  BOARD — Laid  over  to  January  6,  1925. 
at  2  p.  m.,  for  further  discussion. 


942-24-BZ. 

APPLICANT — A  L  Nova,  for  John  C.  Cochran,  owner. 
SUBJECT — Application  (re :  decision  of  superintendent 
of  buildings)  to  permit  partly  in  a  business  dis- 
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trict  and  partly  in  a  residence  district  the  erec¬ 
tion  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles. 

1  REMISES  Ah  k  EC1  ED — 425-427  Coney  Island  ave¬ 
nue,  Brooklyn. 

APPEARANCES— 

For  Applicant:  A.  I.  Nova, 
kor  Opposition:  Peter  B.  Hanson,  James  Mc¬ 
Donald,  Helen  Vanderbeck,  Anna  Pote,  Isa- 
bel  Griffin,  Anna  Devin,  John  Hanson, 
Richard  Conde,  Aaron  S.  Newmark. 

AC  J.  ION  Oh  BOARD— Laid  over  to  January  20,  1025, 
at  2  p.  m.,  for  inspection  and  report  by  com 
mittee  of  board. 


1518-23-BZ. 

^  DtCAN  I  William  J.  McKeown,  for  Service  Realty 
Co.,  owner. 

SUBJEC 1  Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AkhECTED — Southwest  corner  of  Da/id- 

*  ™  son  avenue  and  West  181st  street,  The  Bronx. 

AP  P  EARANCES — None. 

AC  i  ION  Oh  BOARD — No  action  taken;  laid  over  to 
January  6,  1925,  at  2  p.  m. 


1197-23-BZ. 

APPLICANT — John  J.  Dunnigan,  for  Vivaudou  Realty 
Co.,  owner. 

SUBJECT  Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  the  ex¬ 
tension  from  an  unrestricted  district  into  a 
business  district  of  a  proposed  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— 712-748  Southern  boulevard. 
The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  hearing  January  27,  1925,  at  10  a.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland....  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon..  2 


849-24-BZ. 

APPLICANT — John  DeHart,  for  Secured  Properties 
Corp.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5)  motor 
vehicles. 

PREMISES  AFFECTED — 348-358  East  184th  street. 
The  Bronx. 

APPEARANCES— 

For  Applicant:  John  DeHart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call  January  6,  1925,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland _  5 

Negative  . . .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 


1111-24-BZ. 

APPLICANT — Louis  A.  Sheinart,  for  Irene  N.  Collerd, 
owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  busi¬ 
ness  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  (5) 
motor  vehicles. 

PREMISES  AFFECTED — Northwest  corner  of  East 
189th  street  and  Washington  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Louis  A.  Sheinart. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call  January  6,  1925,  at  2  p,  m 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland _  5 

Negative  .  ,-) 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 


1367423-BZ. 

APPLICANT — John  J.  Dunnigan,  for  B.  R.  Construction 
Co.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a  “B” 
arga  district  the  erection  and  maintenance  of  a 
building  occupying  more  than  40  per  cent  of  the 
rear  yard  area. 

PREMISES  AFFEC1  ED — 1211-1263  Boynton  avenue, 
The  Bronx. 

APPEARANCES— 

For  Applicant:  J.  J.  Dunnigan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  reopened  and  set 
for  calendar  call  January  6,  1925,  at  2  p.  m. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland..  5 

Negative  .  o 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 


1398-23-BZ. 

APPLICANT — Robert  Teichman,  for  Schinasi  Commer¬ 
cial  Corp.,  owner. 

SUBJECT — Application  for  reopening  (re:  decision 
of  superintendent  of  buildings)  to  permit  in  a 
business  district  the  alteration  and  conversion 
of  an  existing  factory  building  to  a  garage  for 
the  storage  of  more  than  five  (5)  motor  ve¬ 
hicles. 

PREMISES — 311  West  120th  street,  Manhattan. 

APPEARANCES— 

Eor  Applicant:  Thomas  A.  McGrath. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  to  reopen  denied. 

THE  VOTE  TO  REOPEN— 

Affirmative:  Messrs.  Dowd  and  Gunnison..  2 

Negative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy  and  Holland  .  3 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 


259-24-BZ. 

APPLICANT — Ainsworth  Construction  Corp.,  for  Lake 
Sons  Realty  Corp.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  residence  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  motor  vehicles. 

PREMISES  AFFECTED — 261-271  Senator  street, 
Brooklyn. 


1571 


— 


— . — aa 


MINUTES 


APPEARANCES— None. 

ACTION  OF  BOARD — Application  withdrawn. 

THE  VOTE  TO  WITHDRAW— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland  ....  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 


305-24-BZ. 

APPLICANT— Philip  J.  Sinnott,  for  Emanuel  Strauss, 
owner. 

SUBJECT— Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  “B”  area  district  and 
also  in  a  business  and  partly  in  a  residence  dis¬ 
trict,  the  alteration  and  conversion  of  a  garage 
for  more  than  five  motor  vehicles  and  its  exten¬ 
sion  to  cover  the  entire  lot  with  the  omission  of 
rear  yard  as  required  by  the  zone  resolution. 

PREMISES  AFFECTED— 1139  Ogden  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Philip  J.  Sinnott. 

For  Opposition:  Otto  Henschel,  William  B. 
Hogan,  Mrs.  W.  Hogan,  James  H.  Spellman, 
John  L.  Siemes,  Anthony  Barone,  Andrew  G. 


McLean,  William  Ducar. 

ACTION  OF  BOARD — Application  denied. 

THE  VOTE  TO  GRANT— 

Affirmative:  Messrs.  Kennedy,  Connell  and 

Fire  Chief  Kenlon  .  3 

Negative:  Chairman  Walsh,  Messrs.  Dowd, 

Gunnison  and  Holland  .  4 

Absent  .  C 

THE  RESOLUTION: 

(305-24-BZ) 


Whereas,  Philip  J.  Sinnott,  for  Emanuel  Strauss,  owner, 
filed,  February  28,  1924,  an  application,  under  the  building 
zone  resolution,  to  permit  in  a  “B”  area  district  and  also 
partly  in  a  business  and  partly  in  a  residence  district, 
the  alteration  and  conversion  of  a  garage  for  five  motor  ve¬ 
hicles  into  a  garage  for  more  than  five  motor  vehicles  and 
its  extension  to  cover  the  entire  lot  with  the  omission  of 
the  rear  yard  required  by  the  zone  resolution ;  premises 
1139  Ogden  avenue.  Borough  of  Bronx;  and 
Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Ogden  avenue  is  a  business  dis¬ 
trict  and  Line  (University  avenue)  is  a  residence  district; 
and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  February  15,  1924,  in  acting  on  Alt.  App. 
No.  71-24,  reads: 

“1.  Proposed  erection  or  extension  of  garage  for 
more  than  5  motor  vehicles  in  business  and  residence 
district  is  contrary  to  provisions  of  Building  Zone  Reso¬ 
lution. 

“2.  Rear  yard  must  be  provided  for  rear  2  story  ex¬ 
tension  to  comply  with  requirements  of  Building  Zone 
Resolution.” ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fireproof 
construction,  two  stories  in  height,  with  a  frontage  of  51 
ft.  and  a  depth  of  144  ft.  6  in.,  to  be  occupied  as  a  garage 
for  more  than  five  motor  vehicles,  to  replace  a  five-car 
garage  and  a  storage  building  now  on  the  premises ;  and 
Whereas,  the  applicant  failed  to  substantiate  his  appli¬ 
cation  under  section  7,  section  6  and  section  20. 

Resolved,  that  the  decision  of  the  superintendent  of  build¬ 
ings  be  and  it  hereby  is  affirmed,  and  the  application  be  and 
it  hereby  is  denied. 


1087-24-BZ. 


APPLICANT— William  F.  Doyle,  for  Esther  Dashew. 
et  al.,  owner. 

SUBJECT — Application  (re:  decision  of  superintendent 
of  buildings)  to  permit  in  a  business  district  the 
erection  and  maintenance  of  a  garage  for  the 
storage  of  more  than  five  (5)  motor  vehicles. 

PREMISES  AFFECTED— East  side  of  Jerome  avenue, 
50  ft.  south  of  Clifford  place,  The  Bronx. 

APPEARANCES— 

For  Applicant:  William  F.  Doyle. 

For  Opposition:  None. 

ACTION  OF  BOARD — Application  granted  on  condi¬ 


tion. 

CONDITIONS — As  specified  in  resolution. 

THE  VOTE— 

Affirmative:  Chairman  Walsh,  Messrs  Ken¬ 
nedy,  Dowd,  Holland,  Connell  and  Fire 

Chief  Kenlon . 

Negative:  Mr.  Gunnison  . 

Absent  . 


C. 

1 

0 


THE  RESOLUTION: 

(1087-24-BZ) 

Whereas,  William  F.  Doyle,  for  Esther  Dashew,  et  al., 
owner,  filed,  August  29,  1924,  an  application,  under  the 
building  zone  resolution,  to  permit  in  a  business  district 
the  erection  and  maintenance  of  a  garage  for  the  storage 
of  more  than  five  motor  vehicles;  premises  east  side  of 
Jerome  avenue,  50  ft.  south  of  Clifford  place,  Borough  of 
Bronx ;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  special  meeting,  December  23, 
1924,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 

Whereas,  the  use  district  maps  accompanying  the  building 
zone  resoloution  show  that  Jerome  avenue  and  Clifford  place 
are  business  districts  and  Townsend  avenue  is  a  residence  dis¬ 
trict  ;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  August  12,  1924,  in  acting  on  N.  B.  Appli¬ 
cation  No.  2312,  reads : 

“1.  Erection  of  proposed  garage  for  storage  of 
more  than  5  motor  vehicles  in  business  district  is  con¬ 
trary  to  the  provisions  of  the  Building  Zone  Resolu¬ 
tion.”  ; 

and 

Whereas,  the  proposed  building  is  to  be  of  non-fire¬ 
proof  construction,  two  stories  in  height,  with  a  frontage 
of  90  ft.  and  a  depth  of  100  ft. ;  to  be  occupied  as  a  ga¬ 
rage  for  the  storage  of  more  than  five  motor  vehicles; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  80  per  cent  of  the  property  front¬ 
age  deemed  by  the  board  to  be  affected,  substantiating  the 
basis  of  his  application  under  section  20. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  the  building 
shall  be  restricted  to  a  two  (2)  story  structure  above  side¬ 
walk  grade;  that  a  ten  (10)  foot  rear  yard  shall  be  pro¬ 
vided  and  maintained  at  the  second  story  floor  level ;  that 
any  skylights  installed  over  same  shall  be  glazed  with  wire 
glass  in  steel  frames,  equipped  with  wire  guards  above; 
any  windows  in  the  rear  wall  above  first  story  shall 
be  equipped  with  fixed  steel  frames,  glazed  with  translucent 
wire  glass  with  not  more  than  one  ventilator  to  each  open¬ 
ing;  that  the  rear  wall  first  story  and  gable  wall  through¬ 
out  shall  be  unpierced  for  their  entire  height  and  length; 
that  the  front  elevation  shall  be  finished  in  f§ce  brick, 
panel  design,  with  architectural  terra  cotta  or  stone  trim- 
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mings,  and  that  a  return  shall  be  made  to  this  board  of  the 
proposed  front  elevation,  to  be  approved  before  filing  with 
the  superintendent  of  buildings ;  any  gasoline  storage  equip¬ 
ment  installed  shall  be  located  at  the  extreme  front  of  the 
building ; 

Resolved,  further,  that  all  necessary  permits  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  nine  (9)  months 
and  the  building  completed  within  eighteen  (18)  months 
from  the  date  of  this  action. 


542-23-BZ. 

APPLICANT — William  F.  Conran  for  Joseph  A.  Sulli¬ 
van,  owner. 

SUBJECT — Application  for  reopening  (re:  decision  of 
superintendent  of  buildings)  to  permit  in  a 
residence  district  the  alteration  and  extension  of 
an  existing  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 249-251  Adelphi  street,  Brook¬ 
lyn. 

APPEARANCES— 

For  Applicant:  William  F.  Conran. 

For  Opposition:  None. 

ACTION  OF  BOARD — Extension  of  time  granted  for 
one  year. 

THE  VOTE  TO  GRANT  EXTENSION  OF  TIME— 
Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland..  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(542-23-BZ) 

Whereas,  William  F.  Conran,  for  Joseph  A.  Sullivan, 
owner,  filed,  May  3,  1923,  an  application,  under  the  build¬ 
ing  zone  resolution,  to  permit  in  a  residence  district  the 
alteration  and  extension  of  an  existing  garage  for  the  stor¬ 
age  of  more  than  five  (5)  motor  vehicles;  premises  249-251 
Adelphi  street,  Brooklyn;  and 

Whereas  ,a  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  June  12, 
1923,  after  due  notice  by  publication  in  the  Bulletin  of  the 
Board  of  Standards  and  Appeals ;  and 
Whereas,  the  use  district  maps  accompanying  the  building 
zone  resolution  show  that  Adelphi  street  and  Clermont  ave¬ 
nue  are  residence  districts,  and  De  Kalb  avenue  is  a  busi¬ 
ness  district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  April  23,  1923,  in  acting  on  App.  No.  7233- 
23,  reads : 

“Denied — Proposition  contrary  to  the  Zone  Resolu¬ 
tion.  Art.  2,  Sec.  3  and  6,  Altering  and  enlarging  a 
public  garage  in  a  reisdential  district,  Sec.  3. 

“Previous  change  of  use  under  Sec.  6  not  noted  in 
papers.” ; 

and 

Whereas,  the  existing  building  is  of  non-fireproof  con¬ 
struction,  two  stories  in  height,  with  a  frontage  of  25  ft. 
and  50  ft.  and  a  depth  of  126  ft.  8  in. ;  it  is  proposed  to 
extend  the  garage  at  the  front  to  occupy  the  entire  plot, 
the  building  as  altered  to  be  50  ft.  by  126  ft.  8  in.  in  area; 
and 

Whereas,  the  applicant  has  filed  the  duly  acknowledged 
consents  of  the  owners  of  89  per  cent  of  the  property 
frontage  deemed  by  the  board  to  be  affected ;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  of  June  12,  1923,  on  certain  conditions,  and 
a  further  extension  of  time  was  granted  by  the  board  at 
its  meeting  of  January  8,  1924;  and 

Whereas,  the  applicant  could  not  obtain  possession  of 
his  property  from  the  present  tenant,  requested  a  modi¬ 
fication  of  time  in  which  to  complete  the  structure. 


Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application 
be  and  it  hereby  is  granted  on  condition  that  all  permits 
necessary  for  the  prosecution  of  the  work  be  obtained 
within  60  days  and  the  building  completed  within  one  year 
from  the  date  of  this  action;  that  the  front  of  the  building 
shall  be  finished  in  front  brick  with  architectural  terra 
cotta  or  stone  trimmings ;  that  the  design  of  the  front 
elevation  shall  be  substantially  in  accordance  with  the  draw¬ 
ings  submitted  in  this  appeal ;  that  the  rear  and  gable  walls 
of  second  story  shall  be  unpierced ;  that  the  skylights 
shall  be  glazed  with  plain  glass,  equipped  with  wire  guards 
above  and  below. 


1034-21-BZ. 

APPLICANT — Mrs.  B.  Meehan,  owner. 

/SUBJECT — Application  (re:  order  of  fire  commissioner) 
to  permit  the  maintenance  of  a  garage  for 
three  (3)  cars. 

PREMISES  AFFECTED — 1226  Nelson  avenue,  The 
Bronx. 

APPEARANCES— 

For  Applicant:  Mrs.  B.  Meehan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Extension  of  permit  granted. 
THE  VOTE  TO  GRANT  EXTENSION  OF  PER¬ 
MIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 
nedy,  Dowd,  Gunnison  and  Holland.  ...  5 

Negative  . .  c 

Absent:.  Mr.  Connell  and  Fire  Chief  Kenlon  2 

THE  RESOLUTION: 

(1034-21-BZ) 

Whereas,  Anna  Murphy,  for  Bridget  Meehan,  owner, 
filed,  July  6,  1921,  amended  Nov.  23,  1921,  an  application 
under  the  building  zone  resolution,  to  permit  in  a  resi¬ 
dence  district  the  maintenance  of  a  garage  for  more  than 
three  cars,  space  in  which  is  rented  to  persons  not  resid¬ 
ing  on  the  premises;  premises  1226  Nelson  avenue,  The 
Bronx;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting  Decem¬ 
ber  6,  1921,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
Whereas,  the  use  district  maps  accompanying  the  build¬ 
ing  zone  resolution  show  that  Nelson  avenue  and  Woody- 
crest  avenue  are  residence  districts  and  West  168th  street  is 
a  business  district;  and 

Whereas,  the  order  of  the  fire  commissioner,  No. 
7240-C,  dated  June  11,  1921,  reads: 

“1.  Deliver  and  surrender  to  the  Chief  of  the  Bu¬ 
reau  of  Fire  Prevention,  Room  1100,  Municipal 
Building,  Manhattan,  your  Fire  Department  permit 
No.  50179,  said  permit  is  hereby  revoked.”; 

and 

Whereas,  the  premises  consists  of  a  plot  of  ground  25 
ft.  by  100  ft.  in  area,  located  in  a  residence  district,  on 
the  front  of  which  is  a  dwelling  and  on  the  rear  a  one- 
story  metal  building  25  ft.  by  18  ft.  in  area,  occupied  as 
a  garage  for  3  cars,  space  being  rented  to  persons  not 
residing  on  the  premises;  this  lot  adjoining  a  lot  in  a 
business  district  on  which  there  are  3  metal  garages  for 
five  cars  operating  under  fire  department  permits;  and 
Whereas,  the  board  deemed  that  this  application  might 
be  granted  under  the  provisions  of  section  7,  subdivision 
F,  of  the  building  zone  resolution;  and 
Whereas,  this  application  was  granted  by  the  board  at 
its  meeting  of  December  6,  1921,  for  a  period  of  two 
years  and  the  applicant  requested  an  extension  of  the 
permit  for  a  further  period  of  two  years. 

Resolved,  that  the  board  of  appeals  does  hereby  make 
a  variation  in  the  application  of  the  use  district  regulations 
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of  the  building  zone  resolution  and  that  the  application 
be  and  it  hereby  is  granted  to  maintain  3  individual 
metal  garages  for  the  storage  of  3  pleasure  type  auto¬ 
mobiles  on  the  rear  of  lot  25  ft.  front  on  Nelson  avenue, 
125  ft.  in  depth,  known  as  No.  1226  Nelson  avenue! 
for  a  period  not  to  exceed  two  years  from  December 
6,  1923. 


1437-23-BZ. 

APPLICANT — Irving  Margon  and  Charles  Glaser,  for 
Edward  Waldron  and  Fannie  Hass,  owners. 
SUBJECT — Application  for  extension  of  time  (re  deci¬ 
sion  of  superintendent  of  buildings)  to  permit 
in  a  business  district  the  erection  and  mainte¬ 
nance  of  a  garage  for  the  storage  of  more  than 
five  (5)  motor  vehicles. 

PREMISES  AFFECTED — 235-249  West  154th  street, 
Manhattan. 

APPEARANCES— 

For  Applicant:  Joseph  Sultan. 

For  Opposition:  None. 

ACTION  OF  BOARD — Extension  of  permit  granted 
THE  VOTE  TO  GRANT  EXTENSION  OF  PER¬ 
MIT— 

Affirmative:  Chairman  Walsh,  Messrs.  Ken¬ 


nedy,  Dowd,  Gunnison  and  Holland .  5 

Negative  .  0 

Absent:  Mr.  Connell  and  Fire  Chief  Ken- 
Ion  .  2 

THE  RESOLUTION: 

(1437-23-BZ) 


Whereas,  Frank  Case  Hayden,  for  Edward  Waldron  and 
Fannie  Hass,  owners,  filed,  December  6,  1923,  an  appli¬ 
cation,  under  the  building  zone  resolution,  to  permit  in 
a  business  district  the  erection  and  maintenance  of  a 
garage  for  the  storage  of  more  than  five  motor  vehicles ; 
premises  235-249  West  154th  street,  Manhattan;  and 

Whereas,  a  public  hearing  was  held  on  this  application 
by  the  board  of  appeals,  at  its  regular  meeting,  January 
8,  1924,  after  due  notice  by  publication  in  the  Bulletin 
of  the  Board  of  Standards  and  Appeals;  and 
.  Whereas,  the  use  district  maps  acocmpanying  the  build¬ 
ing,  zone  resolution  show  that  West  154th  street  is  a 
business  district,  West  155th  street  is  an  unrestricted  dis¬ 
trict  and  Macombs  place  is  a  business  and  unrestricted 
district;  and 

Whereas,  the  decision  of  the  superintendent  of  build¬ 
ings,  rendered  November  26,  1923,  in  acting  on  N  B 
App.  577-23,  reads: 


“1.  Proposed  occupancy  is  contrary  to  the  pro¬ 
visions  of  Section  4,  Building  Zone  Resolution.”; 

and 

Whereas,  the  proposed  building  is  to  be  of  fireproof 
construction,  one  story  and  basement  in  height,  with  a 
frontage  of  203  ft.  9  in.  and  a  depth  of  99  ft.  11  in.;  to 
be  occupied  as  a  garage  for  more  than  five  motor  vehi¬ 
cles;  and 

Whereas,  owing  to  the  character  and  use  of  adjoining 
property,  the  board  deemed  that  there  would  be  hardship 
in  preventing  applicant  from  erecting  the  proposed 
structure;  and 

Whereas,  this  application  was  granted  by  the  board  at  its 
meeting  of  January  8,  1924,  and  a  further  extension  of 
time  to  obtain  all  permits  required,  was  granted  by  the 
board  at  its  meeting  of  October  7,  1924;  and 

Whereas,  the  applicant  requested  a  further  extension  of 
time  for  30  days,  to  obtain  fire  department  permit,  hav¬ 
ing  complied  with  original  resolution  in  so  far  as  the 
bureau  of  buildings  is  concerned. 

Resolved,  that  the  board  of  appeals  does  hereby  make  a 
variation  in  the  application  of  the  use  district  regulations 
of  the  building  zone  resolution,  and  that  the  application  be 
and  it  hereby  is  granted  on  condition  htat  the  structure 
shall  be  of  fireproof  construction,  limited  to  one  story  in 
height  above  grade,  with  roof  of  flat  design  and  con¬ 
struction,  with  floor  area  subdivided  in  equal  parts  by  a 
fireproof  wall  extending  to  the  roof,  with  not  more  than 
two  vehicular  openings  in  this  division  wall,  equipped 
with  automatic  fire  doors;  that  the  rear  wall  shall  be 
unpierced  throughout  its  entire  height  and  length;  that 
any  skylights  installed  shall  be  glazed  with  plain  glass, 
protected  above  and  below  with  wire  guards;  that  the 
front  elevations  on  154th  street  and  Macombs  place  shall 
be  finished  with  face  brick  and  architectural  terra  cotta 
or  stone  trimmings;  that  there  shall  be  no  vehicular  en¬ 
trance  on  the  Macombs  place  front  of  the  building,  nor 
within  25  ft.  of  same  on  154th  street;  that  the  sills  of 
any  windows,  on  Macombs  place  shall  be  not  less  than 
6  ft.  above  sidewalk  grade;  and  that  there  shall  be  no 
roof  signs  erected  on  these  premises; 

Resolved,  further,  that  all  permits  necessary  for  the  prose¬ 
cution  of  the  work  shall  be  obtained  within  30  days  from 
the  date  of  this  action  and  the  building  completed  within 
18  months  of  January  8,  1924. 


Adjourned  6.20  p.  m. 

William  J.  O’Gorman,  Secretary. 


_ _  RULES 

COMMUNITY  LAUNDRIES  IN  BUSINESS  DISTRICTS 


Amended  Resolution  Adopted  by  the  Board  of  Appeals, 
March  16,  1920,  Under  Cal.  No.  549-17 -BZ. 

\\  hereas,  the  board  of  appeals,  at  its  regular  meet- 
ing,  December  16,  1919,  unanimously  rescinded  an  opinion 
incidentally  expressed  and  incorporated  in  a  resolution 
adopted  by  the  board  on  May  28,  1917,  in  acting  on  Cal. 
No.  549-17-BZ.  This  opinion  was  that  a  laundry  is  not  a 
prohibited  use  in  a  business  district  under  the  building  zone 
resolution.  The  board  unanimously  rescinded  this  expres¬ 
sion  of  opinion,  inasmuch  as  a  laundry  is  a  factory  within 
the  meaning  of  the  labor  law  and  must  be  so  construed 
under  the  building  zone  resolution  in  the  absence  of  any 
definition  therein  to  the  contrary. 


Resolved,  that  this  shall  not  be  construed  to  include 
within  the  prohibited  uses  specified  under  Section  4  of 
the  building  zone  resolution  a  community  or  neighborhood 
laundry  located  in  the  basement  or  ground  floor  of  a 
building  within  a  business  district  and  containing  not  more 
than  eight  (8)  rotary  washing  machines  with  inside  cylin¬ 
ders  not  more  than  30  in.  in  diameter  by  30  in.  in  length 
over  all  nor  more  than  two  20  in.  extractors,  the  20  in. 
measurement  being  the  diameter  of  the  inside  basket,  which 
machines  and  extractors  shall  be  operated  solely  by  elec¬ 
tric  power  and  do  not  require  the  installation  of  steam 
boiler  or  plant. 


1574 


RESERVE  CALENDAR 


BOARD  OF  STANDARDS  AND  APPEALS. 

Appliances  Submitted  for  Approval. 

53-21-S — Angle  Hose  Valve. 

1372-21-S — Ford  Fire  Line  Reducing  Valve,  approval  of. 
337-22-S — Elkhard  Brass  Company,  Siamese  Connection, 
approval  of. 

357-22-S — Quinn  Acme  Crude  Oil  Burner,  approval  off 
392-22-S — The  Surface-Combustion  Company  Low  Pres¬ 
sure  Gas  and  Oil  Burner,  approval  of. 
447-22-S — Howard  Water  Pressure  Reducing  Devices,  ap¬ 
proval  of. 

610-22-S — Crocker  Gas  Valve,  approval  of. 

799-22-S — Kennell  Gas  Cut-Off  Valve,  approval  of. 
957-22-S — Burnwell  Mechanical  Burner,  approval  of. 

1104- 22-S — Dean  Fuel  Oil  Pump,  approval  of. 

1105- 22-S — Combustion  Fuel  Oil  Burner,  approval  of. 
1173-22-S — Anti-Syphon  Valve,  approval  of. 

1230-22-S— Thermostats  for  Automatic  Fire  Alarm  Systems, 
approval  of. 

1249-22-S — Coen  Oil  Burner,  approval  of. 

1274-22-S — Rodriguez  Oil  Burner,  approval  of. 

1391-22-S — Dempsey  High  &  Low  Pressure  Fuel  Oil  Burner, 
approval  of. 

1395-22-S — Caloroil  Burner,  approval  of. 

1526-22- S — Delaney  Fuel  Oil  Burner,  approval  of. 

57-23-SA — Collin  Patent  Automatic  Gas  Cut-Off  Valve, 
approval  of. 

92-23-SA — Surface  Combustion  Low  Pressure  Fuel  Oil 
Burner,  approval  of. 

123- 23-SA — Todd  Steam  Atomizing  Fuel  Oil  Burner,  ap¬ 

proval  of. 

124- 23-SA — Master  Gas  Shut-Off  Valve,  approval  of. 

125- 23-SA — Packless  Gas  Shut-Off  Valve,  approval  of. 
127-23-SA — S.  &  K.  Gas  Shut-Off  Valve,  approval  of. 
232-23-SA — Manual  and  Thermal  Gas  Cut-Off  Valve. 
275-23-SA — Wm.  E.  Toelle  Manual  &  Automatic  Gas 

Shut-Off  Valve,  approval  of. 

279-23-SA — Heil  Standard  200  Gal.  Truck  Tank. 
297-23-SA — ’“Automatic”  Deluge  Valve,  approval  of. 
345-23-SA — Cornell  Falat  Oil  Burner,  approval  of. 

392- 23-SA — “Billow”  Class  G.  R.  Oil  Burner,  approval  of. 

393- 23-SA — “Billow”  Class  C.  R.  F.  Oil  Burner,  approval 

of. 

397-23-SA — Cornell  No.  1  Type  “A”  Oil  Burner,  ap¬ 
proval  of. 

443-23-SA — Automatic  Gas  Shut-Off,  approval  of. 

525-23-SA — Tilman-White  Gas  Cut-Off  Valve,  approval 
of. 

544-23-SA — Domestic  Fuel  Oil  Burner,  approval  of. 
628-23-SA — Powerlight  Oil  Heat  Burner,  approval  of. 
820-23-SA — Morse  Fuel  Oil  Burning  System,  approval  of. 
888-23-SA — Lewis  Oil  Burner,  approval  of. 

898-23-SA — Enco  Type  700  Steam  Atomizing  Burner,  ap¬ 
proval  of. 

952-23-SA — Automatic  Gas  Cut-Off,  approval  of  (Brook¬ 
lyn  Co.). 

960-23-SA — Crescent  Combustion  Fuel  Oil  Burner,  ap¬ 
proval  of. 

1046-23-SA — Frankfort  Type  “P”  Low  Pressure  Oil  Burner, 
approval  of. 

1050-23-SA — .Marsh  Fuel  Oil  Burner  and  Pump,  approval 
of. 

1146-23-SA — Pennsylvania  Globe  Oil  Burner,  approval  of. 


1169-23-SA — Warren  Fuel  Oil  Pumps  &  Heater  Sets,  ap¬ 
proval  of. 

1176-23-SA — Ziegler  Oil  Burner,  approval  of. 

1180-23-SA — Viking  Pump,  approval  of. 

1231-23-SA — Gill  Oil  Burner,  approval  of. 

1246-23-SA — Ludlow  Gas  Cut-Off  Valve,  approval  of. 
1339-23-SA  National  Light  Service  Oil  Pump,  approval  of. 
1346-23-SA — Heatiator  Oil  Burner,  approval  of. 
1358-23-SA — Worthington  Oil  Burner,  approval  of. 
1361-23-SA — Todd  Residence  Fuel  Oil  Burner,  approval  of. 
1364-23-SA — Staples  &  Pfeiffer  Oil  Burner,  approval  of. 
1415-23-SA — Enco  Mechanical  Atomizing  Fuel  Oil  Burner, 
approval  of. 

1429-23-SA — Kerrihard  Oil  Burner,  approval  of. 
1444-23-SA — Tate-Jones  No.  6  Oil  Burner,  approval  of. 
1484-23-SA — Universal  G.  P.  O.  Burner,  approval  of. 
1493-23-SA — Newport  Rotary  Oil  Burner,  approval  of. 
1538-23-SA — Lillibridge  Oil  Vapor  Burner,  approval  of. 
1550-23-SA — Apex  Gas  Cut-Off  Valve,  approval  of. 
68-24-SA — May  Burner,  approval  of. 

254-24-SA — Sherman  Oil  Burner,  approval  of. 

269-24-SA — Universe  Oil  Burner,  approval  of. 
365-24-SA — Koaless  Oil  Burner,  approval  of. 

379-24-SA — 'Sure  Heat  Automatic  Oil  Burner,  approval  of. 

492- 24-SA — Holtzer-Cabot  Type  “C”  Fire  Alarm  Box, 

approval  of. 

493- 24-SA — Faultless  Oil  Burner,  approval  of. 
501-24-SA — Hagan  Swivel  Type  Burner  for  Fuel  Oil,  ap¬ 
proval  of. 

503-24-SA — Kinney  Rotating  Plunger  Pump,  approval  of. 
536-24-SA — Climax  Oil  Burner,  approval  of. 

654-24-SA — Marvel  Oil  Burner,  approval  of. 

673-24-SA — Samson  No.  76  Break  Glass  Fire  Alarm 
Box,  approval  of. 

702-24-SA — Simplex  Mechanical  Oil  Burner,  approval  of. 
735-24-SA — Petro  Mechanical  Burner  and  Air  Register, 
approval  of. 

803-24-SA — Holmes-Williams  Domestic  Oil  Burner,  ap¬ 
proval  of. 

826-24-SA — Heymsfield  Low  Pressure  Burner,  approval  of. 
860-24-SA — Monarch  Domestic  Fuel  Oil  Burner,  ap¬ 
proval  of. 

872-24-SA — Ostrander  A.C.-D.C.  Control  Panel,  approval 
of. 

907-24-SA — Dempsey  Domestic  Burner  and  Fuel  Oil 
Pump,  approval  of. 

939-24-SA — Ballard  Super  Domestic  Oil  Burner,  ap¬ 
proval  of. 

1016-24-S A — Milnes  Oil  Burner,  approval  of. 

1078-24-SA — Nokol  Automatic  Burner,  approval  of. 
1108-24-SA — Simplicity  Fuel  Oil  Burner,  approval  of. 
1134-24-SA — Peerless  Automatic  Oil  Burner,  approval  of 
1 142-24-SA — Decker  Oxohydrogen  Oil  Burner,  approval  of. 
1 146-24-SA — Salvo  Fire  Extinguisher,  approval  of. 
1162-24-SA — Hart  Automatic  Fuel  Oil  Burner,  approval 
of. 

1191- 24-SA — Socony  Arrow  Oil  Burner,  approval  of. 

1192- 24-SA — Kemp  Oil  Burner,  approval  of. 

1 197-24-SA — Yankee  Oil  Burner,  approval  of. 

1254-24-SA — Tate-Jones  “L”  Type  Fuel  Oil  Burner,  ap¬ 
proval  of. 
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RULES  FOR  THE  CONSTRUCTION  AND  INSTALLATION  OF  GAS  SHUT-OFF  VALVES,  ADOPTED 
BY  THE  BOARD  OF  STANDARDS  AND  APPEALS,  JANUARY  11.  1924. 


RULES  FOR  GAS  SHUT-OFF  VALVES  TO  COM¬ 
PLY  WITH  ORDINANCE  AMENDING  ARTICLE 
2  OF  CHAPTER  12  OF  THE  CODE  OF  ORDI¬ 
NANCES,  RELATING  TO  CONTROL  OF  GAS  IN 
CERTAIN  BUILDINGS  IN  CASE  OF  FIRE. 


1.  Gas  shut-off  valves  and  accessory  appliances  shall 
include  valves  approved  as  such  by  the  Bureau  of  Stand¬ 
ards,  Washington,  D.  C.,  by  the  Underwriters’  Laboratories, 
Inc.,  Chicago,  Ill.,  by  the  Associated  Factory  Mutual  Labora¬ 
tories  of  Boston,  or  other  recognized  standard  laboratory; 
and  all  valves  shall  be  approved  and  meet  the  test  pre¬ 
scribed  by  the  Board  of  Standards  and  Appeals. 

2.  Gas  shut-off  valves  shall  be  installed  only  by  corpo¬ 
rations,  firm  or  individuals  who  shall  furnish  evidence  of 
their  qualifications  under  the  Code  of  Ordinances, _  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner  in 
their  respective  jurisdictions. 

3.  Such  corporations,  firms,  or  individuals  shall  maintain 
a  Service  Station  which  shall  be  in  direct  communication 
with  the  Fire  Department  by  telephone  or  telegraph.  Loca¬ 
tion  of  service  station  and  means  of  communication  shall 
be  on  file  with  the  Fire  Commissioner,  in  order  that  the 
Fire  Department  may  insure  immediate  service  when  the 
gas  is  turned  off  by  the  members  of  the  Fire  Department  or 
from  any  other  cause. 

The  Fire  Department  shall  have  exclusive  use  of  gas 
shut-off  valves  to  be  operated  in  the  event  of  fire  or  other 
emergencies. 

4.  All  gas  shut-off  valves  to  be  installed  must  be  made 
of  the  best  quality  of  standard  materials. 

Protection  of  Valves: 

5.  The  gas  shut-off  control  shall  be  protected  by  a  suit¬ 
able,  approved  metal  box,  placed  on  the  exterior  of  the 
building,  which  shall  be  connected,  through  a  rigid  metal 
conduit,  by  a  cable,  with  the  valve  body  placed  on  the 
gas  intake  where  the  gas  pipe  enters  the  building,  and  as 
near  as  practicable  to  the  inside  face  of  the  wall,  before 
reaching  the  meters.  The  lock  for  securing  box  on  out¬ 
side  wall  of  building  shall  be  operative  only  by  a  Fire 
Department  inner  box  key  by  members  of  the  Fire  Depart¬ 
ment. 

6.  All  valve  bodies  shall  be  made  of  brass  or  bronze. 
If  a  spring  is  used  to  actuate  a  valve  in  conjunction  with 
the  fusible  link,  it  shall  be  of  the  best  quality  phosphor 
bronze. 

7.  The  internal  mechanism  which  acts  to  shut  off  the 
gas  shall  be  securelv  connected  with  the  external  mechanism 
bv  a  direct  mechanical  connection,  made  gas  tight,  where  it 
passes  through  the  valve  body,  by  a  stuffing  box  filled  with 
soft,  well-lubricated  packing,  in  accordance  with  recognized 
standard  practice. 

Installation: 

8.  The  valve  shall  be  so  installed  as  to  be  conspicuously 
displayed  and  readily  inspected  and  reset  by  authorized 
persons. 

Valves  shall  be  located  so  that  condensation  will  not  ac¬ 
cumulate  in  the  valves ;  and  shall  be  installed  so  that  gas 
will  flow  through  the  valve  in  direction  indicated  on  it. 

9.  Valves  shall  be  secured  in  piping  by  threaded  connec¬ 
tions  or  companion  flanges.  Combustible  packing  or  sheet 
lead  shall  not  be  used  between  flanges. 

10.  The  gas  main  at  both  ends  of  the  valve  must  be  rigid 
and  secure  to  withstand  the  pull  from  the  control  handle. 
Additional  non-combustible  brackets  or  hangers  must  be 
provided,  if  necessary,  to  secure  and  maintain  rigid  instal¬ 
lation. 


11.  The  valve  shall  be  enclosed  in  a  substantial,  per¬ 
forated  metal  case,  conspicuously  exposed,  painted  red, 
protected  by  standard  lock  acceptable  to  the  Fire  Preven¬ 
tion  Bureau,  and  shall  indicate  the  name,  telephone  num¬ 
ber  and  address  of  installer,  to  insure  prompt  service  to  prop¬ 
erty  owner. 

12.  Casing  of  the  valve  on  gas  intake  shall  be  kept 
locked  to  protect  valve  from  interference  and  make  it  ac¬ 
cessible  only  to  authorized  persons.  Perforations,  to  allow 
circulation  of  air  around  fusible  link,  shall  be  provided  and 
so  arranged  as  to  prevent  tampering  with  valve  when  casing 
is  locked. 

Control  Box: 

13.  The  control  handle  for  the  manual  closing  of  the 
valve  shall  be  in  a  locked  metal  control  box  having  a  cast 
iron  cover  conspicuously  labeled  with  raised  letters,  painted 
red. 

14.  On  the  outside  of  the  cover  or  the  inside  of  the  con¬ 
trol  box,  in  raised  or  stamped  letters,  or  on  a  securely  fas¬ 
tened  metal  plate,  shall  be  displayed  concise  operating 
directions,  together  with  the  name,  initials  or  registered 
trademark  of  the  manufacturer. 

15.  The  control  box  must  be  placed  as  nearly  vertically 
above  the  _  point  where  the  gas  main  enters  the  premises 
as  is  practicable,  when  this  does  not  involve  excessive  length 
of  cable  and  extra  turns,  and  at  a  height  above  the  side¬ 
walk  or  grade,  of  not  less  than  two  (2)  feet  and  not  more 
than  five  (5)  feet.  Without  special  permission,  the  control 
box  shall  not  be  placed  or  mounted  on  basement  window 
frames,  or  directly  above  basement  windows  or  other  open¬ 
ings.  nor  shall  it  be  located  behind  doors  or  other  obstruc¬ 
tions  which  would  prevent  the  Fire  Department  from  having 
easy  access  to  it. 

lfi.  Control  boxes  must  be  securely  and  permanently  fas¬ 
tened.  Whenever  possible,  they  shall  be  fastened  to  a  non¬ 
combustible  wall,  pillar  or  column.  They  shall  be  secured 
bv  not  less  than  two  3/lfi  inch  bolts  or  the  equivalent. 
Unless  the  building  is  so  constructed  that  the  control  box 
must  unavoidably  be  secured  to  a  wooden  part,  the  use  of 
wood  screws  is  not  permitted  for  supporting  countersunk 
control  boxes:  lag  bolts  shall  be  used.  When  the  walls 
are  of  masonry  or  concrete,  through  bolts,  expansion  bolts 
or  toggle  bolts  shall  be  used.  All  fastenings  must  be  ar¬ 
ranged  so  that  they  cannot  be  loosened  except  from  inside 
opening  of  the  control  box. 

17.  Control  boxes  mav  be  set  or  recessed  into  the  wall 
to  a  depth  not  greater  than  the  depth  of  the  box  so  that 
cover  is  flush  with  the  face  of  the  wall.  Control  boxes  mav 
be  mounted  directlv  on  the  surface  of  the  wall. 

,  18,  The  control  box  shall  be  located  on  the  outside  of 
the  building  wall,  facing  the  street,  whenever  possible.  When 
the  control  box  is  installed  on  an  alley  face  of  a  building, 
nr  in  a  similar  place  where  the  control  box  is  subject  to 
lnuiry  from  passing  vehicles,  etc.,  the  control  box  must  be 
thoroughly  protected.  This  may  be  done  by  having  the  con¬ 
trol  box  recessed,  marked  by  waterproof  red  paint  ring  and 
waterproof  white  paint  ring  on  the  wall,  or,  when  such  pro¬ 
tection  is  not  available,  protected  bv  heavv  iron  channels 
or  angles  secured  to  the  wall  by  through  bolts,  expansion 
bolts,  or  toggle  bolts. 

Control  Handles: 

IT  Control  handles  shall  be  of  standard  construction,  ar¬ 
ranged  to  fit  the  control  boxes  so  that  thev  mav  be  locked 
without  difficulty,  and  cable  connections  shall  be  securelv 
made  in  an  approved  manner,  according  to  the  design  of 
the  handle. 
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Cable: 

20.  The  connection  between  the  valve  and  control  handle 
shall  be  as  direct  as  practicable,  and  shall  consist  of  a  single 
piece  of  stranded  phosphor  bronze  cable  not  less  than  3/32 
inch  in  diameter.  No  splices  in  the  cable  shall  be  permitted. 

21.  It  is  essential  that  cable  connections  to  valve  and  han¬ 
dle  be  securely  made  according  to  the  design  in  each  case. 
The  able  may  be  slightly  annealed  for  making  ends,  and 
when  cutting  the  cable,  it  should  be  taped  and  cut  through 
the  tape,  or  a  small  amount  of  solder  applied  where  it  is  to 
be  cut,  so  as  to  prevent  frayed  end. 

Conduit: 

22.  The  control  cable  for  the  shut-off  valve  shall  be  run 
in  galvanized  wrought  iron  or  steel  pipe  or  other  stand¬ 
ard  approved  conduit  not  less  than  inch  in  pipe  size.  The 
pipe  or  conduit  line  must  be  water-tight  and  continuous  from 
the  casing  enclosing  the  operating  mechanism  of  the  valve 
to  the  control  box  on  outside  of  building.  The  cable  shall 
not  be  exposed  at  any  point  in  its  length. 

23.  All  ends  of  pipe  or  conduit,  not  only  at  valve  and 
control  box  terminals,  but  in  the  run  of  the  piping,  shall  be 
carefully  reamed  so  as  to  remove  burrs  and  fins  caused  by 
cutting-off  tools,  which  would  interfere  with  the  movement 
of  the  cable  in  the  run,  or  cut,  or  wear  the  cable.  Unions 
should  not  be  employed  in  making  joints. 

24.  Pipe  .or  conduit  must  be  rigidly  and  permanently  se¬ 
cured  in  position.  Pipe  straps  and  hangers  of  standard 
forms  may  be  employed  for  this  purpose.  In  every  case 
supports  must  be  provided  at  points  sufficiently  numerous 
to  prevent  sagging.  Pipe  straps  (if  used)  must  be  of  metal 
of  sufficient  thickness  to  insure  a  permanent  fastening  and 
must  be  thoroughly  coated  to  prevent  corrosion. 

Bends  and  Offsets: 

25.  Bends  of  small  radius  or  through  much  of  an  arc,  in¬ 
troduce  possibilities  of  binding  of  the  cable  or  of  an  appre¬ 
ciable  friction  resisting  the  pull  of  the  cable;  therefore, 
approved  roller  fittings  shall  be  required  wherever  the  pipe 
or  conduit  is  bent  to  a  radius  of  less  than  4  inches,  or 
wherever  the  bend  is  through  an  arc  exceeding  15  degrees, 
except  as  outlined  for  offsets. 

26.  When  connections  to  control  boxes  are  made,  from 
below,  it  is  frequently  necessary  to  make  an  offset  in  the 
conduit  to  avoid  a  water  table  or  other  part  of  a  building 
wall.  One  offset  of  not  more  than  2  inches  will  be  permit¬ 
ted  for  each  installation  at  such  points.  The  bends  in  the 
pipe  forming  the  offsets  must  be  carefully  made  to  avoid 
cracking  the  enamel  or  galvanized  coating,  or  the  flattening 
or  cracking  of  the  pipe  or  conduit.  The  amount  of  offset 
shall  not  exceed  2  inches  and  the  length  of  the  offset  shall 
not  be  less  than  five  times  the  amount  of  the  offset.  For 
example,  a  2-inch  offset  must  be  at  least  10  inches  long. 
Single  offsets  only  shall  be  permitted.  Double  offsets  are 
not  acceptable. 

Roller  Fittings: 

27.  For  turns  in  the  conduit  greater  than  those  mentioned 
above,  approved  roller  fittings  shall  be  used.  No  roller  fit¬ 
tings  turning  more  than  90  degrees  from  a  straight  line 
shall  be  used. 

Automatic  Control: 

28.  The  fusible  link  which  controls  actuation  of  the  valve 
in  tlie  event  of  direct  heat,  shall  melt  at  not  less  than  225 
degrees  F.  and  shall  be  so  arranged  as  to  in  no  way  inter¬ 
fere  with  the  manual  means  of  shutting  off  the  gas  which 
is  controlled  by  the  handle  in  box  placed  on  the  face  of  the 
building.  Only  approved  fusible  links  shall  be  used.  Auto¬ 
matic  control  shall  in  no  way  depend  upon  electric  current 
for  its  operation. 

Production  Tests  at  Factory: 

29.  Valves  must  be  tight  under  the  following  tests : 

(a)  Valves  shall  be  mounted  in  the  position  in  which 


they  are  designed  to  operate.  Normal  city  gas  pressure  or 
equivalent  air  pressure  shall  be  applied  to  the  inlet  side  and 
the  valve  shall  completely  shut  off  the  gas  or  air  when 
closed  as  in  normal  operation. 

(b)  To  determine  whether  the  valve  shuts  off  tightly 
under  this  test,  a  tube  shall  be  connected  with  the  outlet 
side  of  the  valve  and  the  outer  end  of  the  tube  shall  be  im¬ 
mersed  in  water  to  a  depth  not  exceeding  one  (l)  inch, 
indicating  leakage  by  bubbles  rising  through  the  water  from 
the  end  of  this  tube. 

(c)  Valves,  after  this  test,  shall  be  capable  of  shutting 
off  ten  (10)  pounds  air  pressure  applied  to  the  inlet  side; 
to  determine  whether  the  valve  is  tight,  the  test  procedure 
shall  be  as  indicated  in  the  preceding  test. 

(d)  Valve  bodies  shall  be  strong  enough  to  withstand, 
without  leakage,  one  hundred  (100)  pounds  pressure  applied 
from  either  end  with  the  other  end  closed.  In  this  test 
the  entire  valve,  including  the  stuffing  box,  shall  be  com¬ 
pletely  immersed  in  water,  so  that  leakage  will  be  indicated 
by  bubbles  rising  through  the  water. 

(e)  The  fusible  link  connections  of  each  valve  shall  be 
carefully  tested  to  avoid  prematurely  operating  the  gas  shut¬ 
off  valve  through  vibration  or  concussion.  The  construction 
of  the  fusible  link  connections  shall  be  so  designed  and  made 
that  the  automatic  feature  will  not  operate  through  vibra¬ 
tion  or  concussion. 

(f)  The  entire  process  of  manufacture  of  the  valves 
shall  be  subject  to  inspection  and  review  and  each  valve 
shall  be  tested  at  the  factory  by  a  recognized  laboratory  or 
agency  with  facilities  for  making  the  test  prescribed  by  the 
Board  of  Standards  and  Appeals,  and  each  valve  must  bear 
satisfactory  evidence  that  it  has  been  so  tested. 

(g)  Manufacturers  of  gas  shut-off  valves  must  submit 
the  name  or  names  of  said  laboratories  or  agencies  to  the 
Fire  Commissioner  or  the  Tenement  House  Commissioner, 
in  their  respective  jurisdictions,  with  satisfactory  evidence 
of  their  ability  and  facilities  to  properly  carry  out  said 
tests. 

(h)  Valves  and  operating  mechanisms  shall  be  so  de¬ 
signed  and  constructed  that  they  will  withstand  the  deteriorat¬ 
ing  effects  or  corrosion,  as  evidenced  by  operating  tests. 

Installation  and  Inspection  Tests: 

30.  a.  After  shut-off  valve  is  installed,  it  shall  be  set 
and  operated  to  determine  that  proper  closure  is  secured 
by  operating  the  control  handle.  Particular  care  should 
be  taken  to  observe  that  when  operating  the  control  handle, 
no  part  of  the  cable  or  of  its  attachment  to  the  valve 
interferes  in  any  way  with  the  positive  closure  of  the  valve. 

b.  After  the  above  test,  all  gas  outlets  in  the  building 
must  be  inspected  to  insure  their  being  closed  before  the 
valve  shall  be  set  and  the  gas  turned  on.  Valve  and  con¬ 
nections  shall  also  be  tested  for  leaks  by  applying  a  solution 
of  soap  and  water  to  all  parts,  including  connections  to  gas 
piping. 

c.  After  the  valve  has  been  used  to  shut  off  gas,  it  shall 
be  reset  only  by  authorized  corporations,  firms  or  indi¬ 
viduals.  or  by  members  of  the  Fire  Department. 

d.  Operating  and  installation  corporations,  firms  or  indi¬ 
viduals  responsible  for  the  installation  of  the  gas  shut-off 
valves  shall  permanently  maintain  properly  equipped  service 
stations  in  each  of  the  boroughs  where  they  install  valves. 

Gas  shut-off  valves  and  installations  shall  be  inspected  at 
least  once  a  year  by  members  of  the  Fire  Department  or 
the  Tenement  House  Department,  in  their  respective  juris 
dictions,  or  by  corporations,  firms  or  individuals  authorized 
to  install  gas  shut-off  valves,  as  determined  by  the  Fire 
Commissioner  or  the  Tenement  House  Commissioner,  in 
their  respective  jurisdictions. 
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DOCKET. 

Cases  pending  December  31,  1923  .  627 

Cases  filed  up  to  and  including  December  24,  1924..  1514 
Restored  to  calendar .  qo 


Miscellaneous  Applications. 

Requests  to  reopen . 

Requests  to  amend  . 

Requests  for  modification  . 

Requests  to  rescind  . 

Requests  for  extension  of  time . 

Requests  for  extension  of  permit . 

Requests  for  mechanical  installations  . 

Requests  for  approval  of  plans  . 

Administrative  requests  . 

Requests  for  interpretation  . 
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Disposed  of  . 
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S 
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.  42 

3 

.  23 
39 
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5 
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Plans  approved  . 
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Cases  pending  December  24,  1924 


WARNING. 


Notice  is  hereby  given  to  all  petitioners,  appellants 
and  applicants  for  relief  at  the  hands  of  the  Board  of 
Standards  and  Appeals  and  of  the  Board  of  Appeals,  and 
to  all  lawyers,  architects  and  engineers  representing  owners 
or  lessees  in  proceedings  before  these  boards— 

First,  That  if  they  do  not  appear  in  person  or  by  rep¬ 
resentative  at  the  hearing  on  their  case,  dismissal  for  lack 
of  prosecution  is  likely  to  result. 

Second,  That  due  and  ample  notice  of  the  date  set  for 
hearing  is  provided  in  the  publication  in  this  Bulletin  of 
the  calendars  of  these  boards,  each  case  being  set  down  by 
Calendar  Number  and  premises  under  the  date  of  the 
hearing. 

Third,  That  no  plea  of  ignorance  of  the  date  of  the 
hearing  can  be  entertained  in  view  of  this  publication  and 


of  the  posting  of  the  calendars  on  the  bulletin  board  in  the 
offices  of  the  board  and  of  the  further  publication  of  the 
calendars  in  the  daily  press. 

Fourth,  That  no  one  is  entitled  to  written  notice  of  the 
date  for  the  hearing  in  his  case,  and  that  the  plea  of 
failure  to  receive  such  notice  is  no  excuse  for  neglect  to 
appear. 

Fifth,  That  the  business  of  these  boards  is  to  dispose  of 
all  cases  promptly,  for  the  reason  that  the  pendency  of  an 
appeal  or  petition  ties  the  hands  of  the  administrative 
official  in  enforcing  his  order;  therefore,  no  appeal  or 
petition  will  be  allowed  to  be  hung  up  by  reason  of  failure 
of  the  appellant  or  petitioner  to  file  necessary  data,  or  by 
any  other  method  of  delay. 


BOARD  OF  STANDARDS  AND  APPEALS, 
Room  914,  Municipal  Building, 

New  York  City. 


Enclosed  please  find' two  dollars  and  a  half  ($2.50)  for  subscription  for  one  year  to  THE  BUL- 
LEiIN  OF  THE  BOARD  OF  STANDARDS  AND  APPEALS.  Please  mail  THE  BULLETIN  to 

Name  . 


My  subscription  to  begin  with  tne  issue  for. 


Street  . . 
P.  O. 


1925. 
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